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PREFACE 

The  Title  List  of  Documents  Made  Publicly  Available  is  a  monthly  publication.  It  contains  descriptions  of 
the  information  received  and  generated  by  the  U.S.  Nuclear  Regulatory  Commision  (NRC).  This  informa- 
tion includes  (1)  docketed  material  associated  with  civilian  nuclear  power  plants  and  other  uses  of  radioactive 
materials  and  (2)  nondocketed  material  received  and  generated  by  NRC  pertinent  to  its  role  as  a  regulatory 
agency.  As  used  here,  docketed  does  not  refer  to  Court  dockets;  it  refers  to  the  system  by  which  NRC 
maintains  its  regulatory  records.  This  series  of  documents  is  indexed  by  a  Personal  Author  Index,  a  Corporate 
Source  Index,  and  a  Report  Number  Index. 

The  docketed  information  includes  the  information  formerly  issued  through  the  Department  of  Energy's 
Technical  Information  Center  under  the  title  Power  Reactor  Docket  Information  (PRDI)  and ,  in  addition , 
information  received  or  generated  on  other  uses  of  radioactive  materials.  The  last  issue  of  PRDI,  published 
in  January  1979,  was  an  annual  cumulation  of  the  information  for  1978,  The  Title  List  series  initiated  by 
this  document  replaces  PRDI,  which  will  no  longer  be  prepared .  Plans  for  providing  microfiche  of  the 
docketed  material  will  be  announced  in  a  future  issue  of  the  Title  List  and  in  other  mailings  and 
announcements. 

We  are  making  the  monthly  issues  produced  in  1979  available  free  to  all  who.  sub  scribed  to  PRDI  in  Calendar 
Year  1978.  We  are  doing  this  to  encourage  your  comments,  criticisms,  and  suggestions.  In  particular,  if 
there  are  title  descriptions  that  are  not  meaningful,  please  let  us  know  so  that  we  can  correct  the  data  base. 
In  so  far  as  possible,  we  would  like  this  document  to  be  a  valuable  part  of  your  reference  material. 

DOCKETED  ITEMS 

Beginning  with  Vol.  1 ,  No.  4,  the  listings  within  dockets  are  divided  into  the  categories  used  for.filing  and 
searching  in  the1  NRC  P,ublic  Document  Room.  Those  categories  are: 

A.  Application/construction  stage  documents  and  correspondence 

B.  Utility  Preliminary  Safety  Analysis  Report  (PSAR),  amendments 

C  Utility  Environmental  Report  (ER),  amendments  and  correspondence 

D.  !NRC  Draft  and  Final  Environmental  (Impact)  Statements  (DBS  and  FES),  and  correspondence 

B.  -  NRC  Safety  Evaluation  Report  (SER),  supplements  and  correspondence 

F.  i  Security,  medical,  emergency  and  fire-protection  plans 

G.  Adjudicatory  correspondence 
H.      General  correspondence 

I.  Financial  information 

J.  Insurance  and  indemnity  information 

K.  '  Utility  Final  Safety  Analysis  Report  (FSAR)  and  amendments 

L.  Limited  work  authorization  and  related  correspondence 

M.  Antitrust  correspondence 

N.  Antitrust  hearing  transcripts 

0.  Advisory  Committee  on  Reactor  Safeguards  (ACRS)  reports  and  correspondence 

P.  Operating  license  stage  documents  and  correspondence 


Q.  Inspection  reports,  IE  Bulletins  and  correspondence 

R.  Periodic  operating  reports  and  related  correspondence 

S.  Reportable  occurrences,  LERs  and  related  correspondence 

T.  Hearing  transcripts  on  non-antitrust  matters 

Appendix  A  sets  forth  those  categories  and  describes  the  materials  available  in  each.  Omission  of  a 
category  in  the  listing  for  a  docket  indicates  that  no  documents  in  that  category  were  filed  in  the  time 
period  of  the  report. 

The  principal  elements  of  the  entries  in  the  list  are: 

P.    Operating  license  stage  documents  &  correspondence 

7904170015  Forwards  info  on  TMIrJM  Hendrie  790410  testimony,  preliminary 
chronology  of  NRC  actions,  description  of  events  &  generic  consideration 
of  incident. 

REHM,  T.A.  Office  of  the  Executive  Director  for  Operations. 
79/04/12.1     93pp. 


1.  NRC/PDR  Document  category  (see  Appendix  A). 

2.  NRC  Accession  Number 

3.  Description  of  information  contained  in  the  document 

4.  Personal  author.  An  asterisk  in  this  position  indicates  that  there  is  no  personal  author. 

5.  Corporate,  agency  or  nonindividual  source 

6.  Date  of  document  described 

7.  Pages  in  document 

8.  If  this  space  is  blank,  the  document  is  available  to  the  public  only  in  the  NRC  Public  Document  Room, 
1717  II  St.,  N.W.,  Washington,  D.C.  20555.  If  this  space  is  filled ,  it  gives  other  sources  for  copies  of  the 
document.  The  entry  may  be  "Available  at  NRC"  for  sale;  "Available  at  NTIS";  or  "Available  at  GPO." 

The  Docketed  Items  list  is  arranged  sequentially  by  Docket  Number,  category,  and  then  by  date  of  principal 
items.  Entries  indented  and  preceded  by  a  dash  are  Hems  mat  were  submitted  as  enclosures  to  principal  items. 
In  gcneraljindented  items  ate  not  in  accession  number  sequence.  If  the  docketed  document  has  a  contract 
(FIN)  number  or  a  formal  report  number,  it  will  appear  in  the  last  line  of  the  item  following  entry  5. 

NONDOCKETED  ITEMS 

Beginning  with  Vol.  1,  No.  6,  the  nondocketed  items  are  divided  into  the  categories  used  for  Filing  and 
searching  in  the  NRC  Public  Document  Room.    Those  categories  and  their  symbols  are: 

10CFR  —  Commission  Meeting  Records 

ACRS  -  Advisory  Committee  on  Reactor  Safeguards 

COMMISSION  -  NRC  Commissioners 

CONTRACT  -  NRC  Contracts  and  Modifications 

FOIA  -  Freedom  of  Information  Act  Requests  and  Releases 

GE^  TECH  IS  -  Generic  Technical  Issues 

I&E  -  Inspection  and  Enforcement 

MISC  -  Public  Document  Room  Miscellaneous 

NUREG  ~  NUREG  Reports  and  Related  Correspondence 

ORG  -  Correspondence  with  other  organizations 

PR  —  Proposed  Rule 

PRM  -  Petition  for  Rulemaking 

PROJ  -  Projects-Predocket  Licensing 

PT21  -  Noncompliancc  Reports  and  Related  Correspondence 
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QA999  -  Quality  Assurance  Inspections 

REGGD  -  Regulatory  Guides 

RES  -  Research  and  Technical  Assistance  Reports 

REVIEW  GRP  -  NRC  Research  Review  Groups 

RM  -  Rulemakings 

SECY  -  Position  Papers  Before  the  Commission 

STATE  PROG  -  State  Programs 

TOPREP  -  Vendor  Reports  and  Related  Correspondence 

WASTE  MGT  -  Nuclear  Waste  Management 

XPORTLIC  -  Export  and  Import  Licenses 

Appendix  B  sets  forth  these  categories  and  describes  the  material  available  in  each.    Omission  of  a  category 
in  the  listing  for  a  docket  indicates  that  no  documents  in  that  category  were  filed  in  the  time  period  of  the 
report. 

The  principal  elements  of  the  nondocketed  items  are: 

(T)  NUREG  -  NUREG  Reports  and  Related  Correspondence 
(2}  (3) 


7901060007  NUREG/CR-0161 

"Dynamic  Analysis  to  Establish  Normal  Shock  &  Vibration  Environs 
Experienced  by  Radioactive  National  Shipping  Package."  Quarterly 
Progress  Report  780101-780331 .  Identifies  parameters  which  affect 
normal  shock  &  vibration  environs.! 

FIELDS,  S.R.,  MECH,  S.J.  Hanford  Engineering  Development  Laboratory. 
FIN  A-2093.J  78/11/30. 26pp.  Available  at  NTIS.          V 

•  I  .  I  — *^  l—-,*. 


1.  Nondocketed  category 

2.  NRC  Accession  Number 

3.  NRC  Report  Number 

4.  Title  and  description  of  information  contained  in  the  document 

5.  Personal  author(s).  An  asterisk  in  this  position  indicates  that  there  is  no  personal  author 

6.  Corporate,  agency  or  other  nonindividual  source 

7.  Contract  or  financial  (FIN)  number  (if  any). 'if  the  document  has  a  secondary  report  number  it  will 

appear  following  this  entry. 
8..  Date1  of  document  described 

9.  Paces  in  document  .    „  -_     _ 

10    If  tills  space  is  blank,  the  document  is  available  to  the  public  only  in  the  NRC  Public  Document  Room, 

17 17  H  St   N.W.,  Washington,  D.C.  20555.  If  this  space  is  filled,  it  gives  other  sources  for  copies  ot 

the  Document.  The  entry  may  be  "Available,  at  NRC"  for  sale;  "Available  at  NTIS";  or  Available  at 

GPQ." 

The  Nondocketed  Items  list  is  arranged  sequentially  by  Accession  Number  within  category.    Indented 
items  preceded  by  a  dash  are  enclosures  to  unindented  items. 
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NOTES: 

1.  The  address  for  NTIS  is: 

National  Technical  Information  Service 
Springfield,  Virginia  22161 

To  place  orders  for  or  lo  obtain  price  information  about  NRC  publications  at  NTIS>  either  write  to 
NTIS  or  call  the  Sales  Desk  at  (703)  557-4650.  Specify  the  NRC  report  number  and  title  when  you 
place  your  order.  Publications  can  be  charged  to  American  Express  credit  cards;  supply  the  charge- 
card  number  when  placing  your  order. 

2.  The  address  for  GPO  is: 

Superintendent  of  Documents 
Government  Printing  Office 
Washington,  D.C.  20402 

To  place  orders  for  or  to  obtain  price  information  about  NRC  publications  at  GPO,  either  write  to 
GPO  orcall  the  Inquiry  Desk  at  (202)  783-3238.  Publications  can  be  charged  to  VISA  or  Master- 
charge  credit  cards;supply  the  chargecard  number  when  placing  your  order. 

3.  The  address  for  the  PDR  is : 

1717  H  Street,  N.W. 
Washington,  D.C.  20555 

To  place  orders,  either  write  to  the  NRC  PDR  or  call  (202)  634-3274.  When  ordering  documents  listed 
in  this  publication,  please  identify  the  Document  Accession  Number  for  each  citation. 

Paper  copy  and  microfiche  of  the  documents  listed  in  this  title  list  may  be  purchased.  Reproduction 
charges  for  duplication  are  as  follows:  8£  per  page  for  standard  size  paper;  ll£  per  page  for  oversized 
paper  (drawings);  25£  per  microfiche  for  24x  dlazo  duplicates.  A  minimum  charge  of  $2.00  plus 
postage  is  charged  for  mail  orders, 

Please  acknowledge  a  willingness  to  assume  charges  for  all  orders  but  do  not  send  payments.  Orders 
will  be  processed  and  mulled  with  a  bill  from  Potomac  Research,  Inc. 
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27-039  Sheffield,  IL,  Nuclear  Engineering  Co. 
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Reactor 
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Reactor 
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17 
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Iowa  Slate  Univ.  Research  Reactor 

17 
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Univ.  of  Missouri  Research  Reactor 

17 
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Virginia  Poly  tech  Institute  Training 

17 

Reactor 
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Texas  A&M  Univ.  Research  Reactor 

17 
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West  Virginia  Univ.  Research  Reactor 

17 

50-213 

50-131' 

Omaha  Veterans  Administration  Hospital 

17 
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Research  Reactor 
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50-133 

Humboldt  Bay  Power  Plant,  Unit  3 

17 
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Worcester  Poly  tech  Institute 
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Research  Reactor 
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Research  Reactor 

19 
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19 

50-228 

Facility 

19 
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19 

50-237 

50-243 

Name  Pa8e 

Ohio  State  Univ.  Research  Reactor  20 

Univ.  of  Illinois  Research  Reactor  20 

Big  Rock  Point  Nuclear  Plant  20 

Univ.  of  Wisconsin  Research  Reactor  23 
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RPI  Critical  Experiment  34 
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Oregon  State  Univ.  Research  Reactor  36 
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53 

Uruguay 

50-293 

50-259 
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Unit  1 
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Diablo  Canyon  Nuclear  Power  Plant, 
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Research  Reactor 
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Oconee  Nuclear  Station,  Unit  3  95 

Reed  College  Research  Reactor  98 

Three  Milelsland  Nuclear  Station,  98 
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Pilgrim  Nuclear  Power  Station,  Unit  1  103 

Michigan  State  Unlv,  Research  Reactor  106 

Zion  Nuclear  Power  Station,  Unit  1  106 

Browns  Ferry  Nuclear  Power  S  tation ,  108 
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Reactor 
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Kewaunee  Nuclear  Power  Plant  118 
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Station 
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Nuclear  Examination  Reactor 
North  Coast  Nuclear  Plant 
Waterford  Generating  Station,  Unit  3 

Susquehanna  Steam  Electric  Station, 
Unitl 

Susquehanna  Steam  Electric  Station, 
Unit  2 

St.  Lucie  Plant,  Unit  2 

Watta  Bar  Nuclear  Plant,  Unit  1 
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Research  Reactor 
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Shearon  Harris  Nuclear  Power  Plant, 
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Fulton  Generating  Station,  Unit  1 
Aliens  Creek  Nuclear  Station,  Unit  1 
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Pilgrim  Nuclear  Power  Station,  Unit  2 
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Tyrone  Energy  Park,  Unit  1 
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Colby-Thielmeier  Testing  Co, 

Neutron  Products,  Inc. 

Lockheed  Missile  &  Space 

Omaha  Testing  Laboratories,  Inc. 

Navy,  Dept.  of 

Navy,  Dept.  of 

Pry  or  Foundry,  Inc. 

Navy,  Dept.  of 

Navy,  Dept.  of 

Monsanto  Research  Corp. 

Transnuclear.Inc. 

Nuclear  Engineering  Co.,  Inc. 

Carolina  Power  &  Light  Co. 

Stone  &  Webster  Engineering  Corp. 

Caterpillar  Tractor  Co. 

Niles  Steel  Tank  Co. 
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Model:  IF-300,  General  Electric  Co.  324 

Model:  5 00  SU.Argonne  National  324 
Laboratory 

Model:  520,  Argonne National  324 
Laboratory 

Model:  PL  10-1,  General  Electric  Co.  324 

Model:  NLI-1/2.NL  Industries,  Inc.  324 

Model;  E-MEH-0 0-00004,  Transporta-  324 
tion,  Dept,  of 

Model:  BU-7,  General  Electric  Co.  324 

Model:  741,  Technical  Operations,  Inc.  324 

Model:  684,  Technical  Operations,  Inc.  324 

Model:  650,  Technical  Operations,  Inc.  324 

Model;   660  &  660E,  Technical  324 
Operations,  Inc. 

Model:  680,  Technical  Operations,  Inc.  324 

Model:  715,  Technical  Operations,  Inc.  325 

Model:  GE-1 600,  General  Electric  Co.  325 

Model;  N-55,  Energy,  Dept.  of  325 

Model:  HN-100  Series  2,Hittman  325 
Nuclear  &  Development  Corp, 

Model:  CNSI-1600,Chem-Nuclear  325 
Systems,  Inc. 

Model:  Sentinel  85  325 

Model:  HN-100  Series  1,  Hittman  325 
Nuclear  &  Development  Corp. 

Model:  NH-1 00  S,  Hittman  Nuclear  325 
&  Development  Corp. 

Model:  CNSI-14-195^,Chem-Nuclear  325 
Systems,  Inc, 

Model:  CNSI-21-300,Chem-Nuclear  325 
Systems,  Inc. 

Model:  Rad-WasteCR.I.Chem-Nuclear  32S 
Systems,  Inc. 

Model:  771,  Technical  Operations,  Inc.  326 

Model:   AL-33-90,  Atcor,  Inc.  326 

Model:  CN6-80A,  Chem-Nuclear  326 
Systems,  Inc.                             ..,,;•, 

Model:  7-100,  Ch.em-Nucleai  Systems,  326 
Inc. 
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Name 

Advanced  Critical  Reactor  Experiment 

Aerotest  Radiography  &  Research 
Reactor 

Aliens  Creek  Nuclear  Station,  Unit  1 
Aliens  Creek  Nuclear  Station,  Unit  2 
Arkansas  Nuclear  One,  Unit  1 
Arkansas  Nuclear  One,  Unit  2 
Duane  Arnold  Energy  Center 
Atlantic  Generating  Station,  Unit  1 
Atlantic  Generating  Station,  Unit  2 
Babcock  &  Wilcox  Co.  Critical  Facility 
Babcock  &  Wilcox  Co.  Test  Reactor 
Dagnac  Nuclear  Power  Project,  Philippines 
Bailly  Generating  Station 
Barton,  Unit  2 

Battelte  Memorial  Institute  Critical 
Facility 

Beaver  Valley  Power  Station,  Unit  1 
Beaver  Valley  Power  Station,  Unit  2 
Bcllefonte  Nuclear  Plant,  Unit  1 
Beliefonte  Nuclear  Plant,  Unit  2 
Big  Rock  Point  Nuclear  Power  Plant 
Black  Fox  Station,  Unit  1 
Black  Fox  Station,  Unit  2 
Braidwood  Station,  Unit  1 
Braidwood  Station,  Unit  2 

Brigham  Young  Univ.  Research 
Reactor 

Browns  Ferry  Nuclear  Power  Station, 
Unit  1 


Docket 

Page 

50-246 

40 

50-228 

34 

50-466 

264 

50-467 

266 

50-313 

129 

50-368 

206 

50-331 

167 

STN-50-477 

267 

STN-50-478 

267 

50-13 

11 

50-99 

16 

STN-50-574 

307 

50-367 

205 

50-525 

295 

50-360 

198 

50-334 

171 

50-412 

235 

50-438 

244 

50-439 

245 

50-155 

20 

STN-50-556 

304 

STN-50-557 

304 

50-456 

259 

50-457 

260 

50-262 

58 

50-259 


53 


Name 

Browns  Ferry  Nuclear  Power  Station, 
Unit  2 

Browns  Ferry  Nuclear  Power  Stalion, 
Unit3 

Brunswick  Steam  Electric  Plant,  Unit  1 
Brunswick  Steam  Electric  Plant,  Unit  2 
Byron  Station,  Unit  1 
Byron  Station,  Unit  2 

California  Stale  Polytechnic  College 
Research  Reactor 

Galloway  Plant,  Unit  1 
Galloway  Plant,  Unit  2 

Calvert  Cliffs  Nuclear  Power  Plant, 
Unit  1 

Calvert  Cliffs  Nuclear  Power  Plant, 
Unit  2 

Carroll  Facility  I 

Carroll  Facility  II 

Catawba  Nuclear  Station,  Unit  1 

Catawba  Nuclear  Station,  Unit  2 

Catholic  Univ.  of  America  Research 
Reactor 

Cherokee  Nuclear  Station,  Unit  1 
Cherokee  Nuclear  Station,  Unit  2 
Cherokee  Nuclear  Station,  Unit  3 
Clinch  River  Breeder  Reactor 
Clinton  Power  Station,  Unit  1 
Clinton  Power  Station,  Unit  2 
Columbia  Univ.  Research  Reactor 

Comanche  Peak  Steam  Electric  Station, 
Unitl 


Docket  Page 

50-260  55 

50-296  108 


50-325 

155 

50-324 

153 

50-454 

257 

50-455 

258 

50-394 

223 

STN-50-483 

269 

STN-50-486 

271 

50-317 

136 

50-318 

138 

50-599 

310 

50-600 

310 

50413 

236 

50414 

237 

50-77 

15 

STN-50-491 

274 

STN-50492 

275 

STN-50493 

275 

50-537 

299 

50461 

263 

50-462 

263 

50-208 

27 

50-445 

250 

xix 


Name 

Comanche  Peak  Steam  Electric  Station, 
Unit  2 

Donald  C.  Cook  Nuclear  Power  Plant, 
Unit  1 

Donald  C.  Cook  Nuclear  Power  Plant, 

Unit  2 

Cooper  Nuclear  Station 
Cornell  Univ.  Research  Reactor 
Cornell  Univ,  Zero  Power  Reactor 
Crystal  River  Nuclear  Plant,  Unit  3 

Davis-Besse  Nuclear  Power  Station, 

Unitl 

Davis-Besse  Nuclear  Power  Station, 
Unit  2 

Davis-Besse  Nuclear  Power  Station, 
Unit3 

Diablo  Canyon  Nuclear  Power  Plant, 
Unltl 

Diablo  Canyon  Nuclear  Power  Plant, 
Unit  2 

Douglas  Point  Nuclear  Station,  Unit  1 
Douglas  Point  Nuclear  Station,  Unit  2 
Dow  Chemical  Co.,  Research  Reactor 
Dresden  Nuclear  Power  Station,  Unit  1 
Dresden  Nuclear  Power  Station,  Unit  2 
Dresden  Nuclear  Power  Station,  Unit  3 
Erie  Nuclear  Plant,  Unit  1 
Erie  Nuclear  Plant,  Unit  2 

Joseph  M.  Farley  Nuclear  Plant, 
Unitl 

Joseph  M.  Farley  Nuclear  Plant, 
Unit  2 

Enrico  Fermi  Atomic  Power  Plant, 
Unit  2 

James  A,  Fitzpatrick  Nuclear  Power 
Plant 

Floating  Nuclear  Plant 

Forked  River  Nuclear  Station, 
Unitl 

Fort  Calhoun  Station,  Unit  1 


Docket 

Page 

50446 

254 

50-315 

132 

50-316 

134 

50-298 

110 

50-157 

23 

50-97 

16 

50-302 

112 

50-346 

188 

50-500 

"     284 

50-501 

284 

50-275 

76 

50-323 

150 

5044S 

257 

50449 

257 

50-264 

60 

50-10 

10 

50-237 

34 

50-249 

43 

STN-50-580 

308 

STN-50-581 

308 

50-348 

191 

50-364 

201 

50-341 

184 

50-333 

168 

STN-50437 

243 

50-363 

201 

50-285 


90 


Name 

Fort  St.  Vrain  Nuclear  Generating 
Station 

Fulton  Generating  Station,  Unit  1 
General  Atomic  Co. 
General  Atomic  Co. 
General  Electric  Test  Reactor 
General  Electric  Nuclear  Test  Reactor 

Georgia  Institute  of  Technology 
Research  Reactor 

Georgia  Institute  of  Technology 
Research  Reactor 

GESSAR-238 
GIBBSAR.Gibbs&Hill 

Robert  Emmet  Ginna  Nuclear  Plant, 
Unitl 

Grand  Gulf  Nuclear  Station,  Unit  1 
Grand  Gulf  Nuclear  Station,  Unit  2 
Greene  Country  Nuclear  Power  Plant 
Greenwood  Energy  Center,  Unit  2 
Greenwood  Energy  Center,  Unit  3 
Haddam  Neck  Plant 

Shearon  Harris  Nuclear  Power  Plant, 
Unitl 

Shearon  Harris  Nuclear  Power  Plant, 
Unit  2 

Shearon  Harris  Nuclear  Power  Plant, 
Unlt3 

Shearon  Harris  Nuclear  Power  Plant, 
Unit  4 

Hartsville  Nuclear  Plant,  Unit  1 
Hartsville  Nuclear  Plant,  Unit  2 
Hartsville  Nuclear  Plant,  Unit  3 
Hartsville  Nuclear  Plant,  Unit  4 
Edwin  I.  Hatcli  Nuclear  Plant,  Unit  1 
Edwin  I,  Hatch  Nuclear  Plant,  Unit  2 
Haven  Nuclear  Plant,  Unit  1 
Haven  Nuclear  Plant,  Unit  2 


Docket 

Page 

50-267 

64 

50-463 

264 

50-89 

16 

50-163 

23 

50-70 

15 

50-73 

15 

50-160 

23 

50-276 

79 

STN-50-447 

257 

STN-50-584 

309 

50-244 

36 

50-416 

238 

50417 

239 

50-549 

302 

50-452 

257 

50-453 

257 

50-213 

27 

50-400 

226 

50-401 

227 

50402 

229 

50403 

230 

STN-50-518 

289 

STN-50-519 

290 

STN-50-520 

291 

STN-50-521 

291 

50-321 

147 

50-366 

203 

STN-5  0-502 

284 

STN-50-503 

284 

xx 


Name 

Hope  Creek  Nuclear  Station,  Unit  1 
Hope  Creek  Nuclear  Station,  Unit  2 
Humboldt  Bay  Power  Plant,  Unit  3 
Idaho  State  Univ.  Research  Reactor 
Indian  Point  Station,  Unit  1 
Indian  Point  Station,  Unit  2 
Indian  Point  Station,  Unit  3 
Iowa  State  Univ.  Research  Reactor 
Jamesport  Nuclear  Station,  Unit  1 
Jamesport  Nuclear  Station,  Unit  2 
Kansas  State  Univ.  Research  Reactor 
Kewaunee  Nuclear  Power  Plant 
Koshkonong  Nuclear  Plant,  Unit  1 
Koshkonong  Nuclear  Plant,  Unit  2 
Koshkonong  Nuclear  Plant,  Unit  3 
Koshkonong  Nuclear  Plant,  Unit  4 
La  Crosse  Boiling  Water  Reactor 
LaSalle  County  Station,  Unit  1 
LaSalle  County  Station,  Unit  2 
Limerick  Generating  Station,  Unit  1 
Limerick  Generating  Station,  Unit  2 
Maine  Yankee  Atomic  Power  Plant 
Manhattan  College  Research  Reactor 
Marble  Hill  Nuclear  Station,  Unit  1 
Marble  Hill  Nuclear  Station,  Unit  2 

Massachusetts  Institute  of  Technology 
Research  Reactor 

William  B,  McGulre  Nuclear  Station, 
Unitl 

William  B.  McGuire  Nuclear  Station, 
Unit  2 

Memphis  State  Univ.  Research  Reactor 

Mendoclno,  Unit  2 

Michigan  State  Univ.  Research  Reactor 


Docket 

Page 

50-354 

195 

50-355 

196 

50-133 

17 

50-284 

90 

50-3 

8 

50-247 

40 

50-286 

92 

50-116 

17 

STN-50-516 

288 

STN-50-517 

288 

50-188 

24 

50-305 

118 

STN-50-504 

284 

STN-50-505 

285 

STN-50-506 

285 

STN-50-507 

285 

50409 

233 

50-373 

210 

50-374 

212 

50-352 

193 

50-353 

194 

50-309 

121 

50-199 

25 

STN-50-546 

299 

STN-50-547 

300 

50-20 

11 

50-369 

208 

50-370 

209 

50-538 

299 

50-399 

226 

50-294 

106 

Name  Docket  Page 

Midland  Plant,  Unit  1  50-329  162 

Midland  Plant,  Unit  2  50-330  164 

Millstone  Nuclear  Power  Station,  50-245  39 

Unit  1 

Millstone  Nuclear  Power  Station,  50-336  175 

Unit  2 

Millstone  Nuclear  Power  Station,  50-423  241 

Unit3 

Montague  Nuclear  Power  Station,  Unit  1 

Montague  Nuclear  Power  Station,  Unit  2 

Monticello  Nuclear  Generating  Plant 

NASA  Critical  Facility 

National  Bureau  of  Standards  Reactor 

National  Naval  Medical  Center 

NEP  Nuclear,  Unit  1 

NEP  Nuclear,  Unit  2 

New  Haven,  Unit  1 

New  Haven,  Unit  2 

Nino  Mile  Point  Nuclear  Station, 
Unitl 

Nino  Mile  Point  Nuclear  Station,  50410  235 

Unit  2 

North  Anna  Power  Station,  Unit  1  50-338  177 

North  Anna  Power  Station,  Unit  2  50-339  180 

North  Anna  Power  Station,  Unit  3  50-404  231 

North  Anna  Power  Station,  Unit  4  50405  232 

North  Carolina  State  Univ.  PULSTAR  50-297  1 10 

Reactor 

North  Carolina  State  Univ.  Research  50-11 1  16 

Reactor 

North  Coast  Nuclear  Plant  50-376  213 

Northwestern  Univ.  50-598  309 

Nuclear  Examination  Reactor  50-375  213 

Oconee  Nuclear  Station,  Unitl  50-269  66 

Oconee  Nuclear  Station,  Unit  2  50-270  68 

Oconee  Nuclear  Station,  Unit  3  50-287  95 

Ohio  State  Univ.  Research  Reactor  50-150  20 


50496 

276 

50497 

276 

50-263 

58 

50-210 

27 

50-184 

24 

50-170 

23 

STN  -50-568 

307 

STN-50-569 

307 

STN-50-596 

309 

STN-50-597 

309 

50-220 

32 

xxi 


Name 

Omaha  Veterans  Administration 
Hospital  Research  Reactor 

Oregon  State  Univ. 

Oregon  State  Univ.  Research  Reactor 

Oyster  Creek  Nuclear  Power  Plant 

Palisades  Nuclear  Plant 

Palo  Veide  Nuclear  Station,  Unit  1 

Palo  Veide  Nuclear  Station,  Unit  2 

Palo  Veide  Nuclear  Station,  Unit  3 

Palo  Veide  Nuclear  Station,  Unit  4 

Palo  Veide  Nuclear  Station,  Unit  5 

Peach  Bottom  Atomic  Power  Station, 
Unitl 

Peach  Bottom  Atomic  Power  Station, 
Unit  2 

Peach  Bottom  Atomic  Power  Station, 
Units 

Pebble  Springs  Nuclear  Plant,  Unit  1 
Pebble  Springs  Nuclear  Plant,  Unit  2 

Pennsylvania  State  Univ,  Research 
Reactor 

Perkins  Nuclear  Station,  Unit  1 
Perkins  Nuclear  Station,  Unit  2 
Perkins  Nuclear  Station,  Unit  3 
Peiry  Nuclear  Power  Plant,  Unit  1 
Pciry  Nuclear  Power  Plant,  Unit  2 
Plilpps  Bend  Nuclear  Plant,  Unit  1 
Phipps  Bend  Nuclear  Plant,  Unit  2 
Pilgrim  Nuclear  Power  Station,  Unit  1 
Pilgrim  Nuclear  Power  Station,  Unit  2 
Point  Beach  Nuclear  Plant,  Unit  1 
Point  Beach  Nuclear  Plant,  Unit  2 
Prairie  Island  Nuclear  Station,  Unit  1 
Prairie  Island  Nuclear  Station,  Unit  2 
Purdue  Univ.  Research  Reactor 
Quad-Cities  Station,  Unit  1 


Docket 

Page 

50-131 

17 

50-106 

16 

50-243 

36 

50-219 

29 

50-255 

50 

STN-50-528 

295 

STN-50-529 

296 

STN  -50-530 

298 

STN-50-592 

309 

STN-50-593 

309 

50-171 

24 

50-277 

79 

50-278 

81 

50-514 

287 

50-515 

287 

50-5 

9 

STN-50488 

272 

STN-50-489 

272 

STN-50490 

273 

50-440 

246 

50441 

247 

STN-50-553 

302 

STN-50-554 

303 

50-293 

103 

50-471 

266 

50-266 

62 

50-301 

in 

50-282 

88 

50-306 

120 

50-182 

24 

50-254 

49 

Name 

Quad-Cities  Station,  Unit  2 

Rancho  Seco  Nuclear  Generating 
Station 

Reed  College  Research  Reactor 
RESAR-3S 

Rhode  Island  &  Providence 
Plantations  AEC 

River  Bend  Station,  Unit  1 
River  Bend  Station,  Unit  2 
H.B.  Robinson  Plant,  Unit  2 

Rockwell  International  Corp,  Critical 
Facility 

Rockwell  International  Research  Reactor 
RPI  Critical  Experiment 

Salem  Nuclear  Generating  Station, 
Unit  1 

Salem  Nuclear  Generating  Station, 
Unit  2 

San  Onofre  Nuclear  Station,  Unit  1 
San  Onofre  Nuclear  Station,  Unit  2 
San  Onofre  Nuclear  Station,  Unit  3 
Saxton  Nuclear  Experimental  Facility 
Seabrook  Nuclear  Station,  Unit  1 
Seabrook  Nuclear  Station,  Unit  2 
Sequoyah  Nuclear  Plant,  Unit  1 
Scquoyali  Nuclear  Plant,  Unit  2 
SUoieham  Nuclear  Power  Station 
Skagit  Nuclear  Power  Project,  Unit  1 
Skaglt  Nuclear  Power  Project,  Unit  2 
South  Texas  Project,  Unit  1 
South  Texas  Project,  Unit  2 
Space  Radiation  Research  Reactor 

State  Univ.  of  New  York  Research 
Reactor 

Sterling  Power  Project,  Nuclear, 
Unit  1 

St.  Lucie  Plant,  Unit  1 
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50-265 
50-312 


Page 
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125 


50-288  98 

STN-50-545  299 

50-193  24 


50-458 
50-459 
50-261 
50447 


50-311 


261 

262 

56 

19 


50-94  16 

50-225  34 

50-272  72 


122 


50-206 

25 

50-361 

198 

50-362 

200 

50-146 

19 

50-443 

248 

50-444 

249 

50-327 

157 

50-328 

160 

50-322 

149 

STN-50-522 

292 

STN-50-523 

294 

STN-50-498 

276 

STN  -50-499 

280 

50-187 

24 

50-57 

14 

STN-50-485 


50-335 


270 


173 
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Name 

St.  Lucie  Plant,  Unit  2 

Virgil  C.  Summer  Nuclear  Station, 
Unitl 

Surry  Power  Station,  Unit  1 
Surry  Power  Station,  Unit  2 

Susquehanna  Steam  Electric  Station, 
Unitl 

Susquehanna  Steam  Electric  Station, 
Unit  2 

Texas  A&M  Univ.  Research  Reactor 
Texas  A&M  Univ.  Research  Reactor 

Three  Mile  Island  Nuclear  Station, 
Unitl 

Three  Mile  Island  Nuclear  Station, 
Unit  2 

Trojan  Nuclear  Plant 
Turkey  Point  Plant,  Unit  3 
Turkey  Point  Plant,  Unit  4 
Tnskegce  Institute  Research  Reactor 
Tyrone  Energy  Park,  Unit  1 
UCLA  Training  Reactor 

Univ.  of  California  at  Santa  Barbara 
Research  Reactor 

Union  Carbide  Research  Reactor 
Univ.  of  Airzona  Research  Reactor 
Univ.  of  California 

Univ.  of  California  at  Irvine  Research 
Reactor 

Univ.  of  California  Research  Reactor 
Univ.  of  Delaware  Research  Reactor 
Univ.  of  Florida  Training  Reactor 
Univ.  of  Illinois  Research  Reactor 

Univ.  of  Illinois  LOPRA  Research 
Reactor 

Univ.  of  Kansas  Research  Reactor 
Univ.  of  Lowell  Research  Reactor 
Univ.  of  Maryland  Research  Reactor 
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50-389 

219 

50-395 

223 

50-280 

83 

50-281 

86 

50-387 

215 

50-388 

217 

50-59 

14 

50-128 

17 

50-289 

98 

50-320 

140 

50-344 

185 

50-250 

45 

50-251 

47 

50-406 

233 

STN-50484 

270 

50-142 

19 

50433 

243 

50-54 

14 

50-113 

17 

50-357 

197 

50-326 

157 

50-224 

33 

50-98 

16 

50-83 

15 

50-151 

20 

50-356 

197 

50-148 

20 

50-223 

33 

50-166 

23 

Name 

Univ.  of  Michigan  Research  Reactor 
Univ.  of  Missouri  Research  Reactor 
Univ.  of  Missouri  Research  Reactor 

Univ.  of  Montevideo  Research  Reactor, 
Uruguay 

Univ.  of  New  Mexico  Research  Reactor 
Univ.  of  Oklahoma  Research  Reactor 
Univ.  of  Texas  Research  Reactor 
Univ.  of  Utah  Research  Reactor 
Univ.  of  Utah  Research  Reactor 
Univ.  of  Virginia  Cavalier  Reactor 
Univ.  of  Virginia  Research  Reactor 
Univ.  of  Washington  Research  Reactor 
Univ.  of  Wisconsin  Research  Reactor 

U.S.  Geological  Survey  Research 
Reactor 

Vermont  Yankee  Nuclear  Power 
Station 

Virginia  Polytech  Institute  Training 
Reactor 

Alvirt  W.  Vogtle  Nuclear  Plant,  Unit  1 
Alvin  W.  Vogtle  Nuclear  Plant,  Unit  2 
Alvin  W.  Vogtlc  Nuclear  Plant,  Unit  3 
Alvin  W.  Vogtle  Nuclear  Plant,  Unit  4 

Washington  State  Univ.  Research 
Reactor 

Water-ford  Generating  Station, 
Unit3 

Watts  Bar  Nuclear  Plant,  Unit  1 
Watts  Bar  Nuclear  Plant,  Unit  2 
Westinghouse  Critical  Experiment 
West  Valley  Reprocessing  Plant 
West  Virginia  Univ.  Research  Reactor 
Wolf  Creek  Generating  Station 

Worcester  Polylech  Institute  Research 
Reactor 
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50-123 

17 

50-186 

24 

50-256 

53 

50-252 

49 

50-112 

16 

50-192 

24 

50-72 

15 

50-407 

233 

50-396 

225 

50-62 

15 

50-139 

19 

50-156 

23 

50-274 

76 

50-271 

71 

50-124 

17 

50424 

241 

50425 

242 

50426 

243 

50427 

243 

50-27 

12 

50-382 

213 

50-390 

220 

50-391 

222 

50-&7 

16 

50-201 

25 

50-129 

17 

STN-50482 

267 

50-134 

19 
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Name 

WPPSS  Nuclear  Project,  Unit  1 
WPPSS  Nuclear  Project,  Unit  2 
WPPSS  Nuclear  Project,  Unit  3 
WPPSS  Nuclear  Project,  Unit  4 
WPPSS  Nuclear  Project,  Unit  5 

Yankee-Rowe  Nuclear  Power 
Station 


Docket 

50-460 

50-397 
STN-50-508 

50-513 
STN-50-509 

50-29 


Page 
262 
225 
285 
286 
286 
12 


Name  Docket 

Yellow  Creek  Nuctear  Plant,  Unit  1  STN-50-566 

Yellow  Cieek  Nuclear  Plant,  Unit  2  STN-50-567 

William  H.  Zimmer  Nuclear  Station,  50-358 
Unit  1 

Zion  Nuclear  Power  Station,  Unit  I  50-295 

Zion  Nuclear  Power  Station,  Unit  2  50-304 
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LOW  LEVEL  RADWASTE  DISPOSAL  SITES 


DOCKET  27-O1O  BEATTY,  NV 


79123006*0  Forwards  nonpvoprietary  Insp  Rept  76-02  far  Nuclear 
Engineering  Co  &  certification  of  docunent,  in  response  to 
791101  ItT. 

COMER, O.C.   Eiecutive  Officer  for  Operation!  Support.   79/11/14. 
3pp. 

— 791 228044 S  Requests  nanproprietary  Insp  Rapt  76-O2  fc  statement 
certifying  rapt  as  public  record. 
BRYAN,  R.H.,  NELSON,  B.  M.   Nevada,  State  of.   79/11/01.   2pp. 


— 7912140119  Aainri  19  to  Licanie  46-13936-01.  Conditions  4  *c  14.  Authorlxas 
operation  under  lupervUlon  of  JS  Corbett,D  EatnHack.HR 
Oakley, LB  Hebbard  b  LD  Toner.  Radwaste  receipt  fc  disposal 
•hall  be  handled  an  Individual  truck  load  beii*. 
DRAfiONCTTE. K.  S.   Chen-Nuclear  8«*te«»,  Inc.   79/11/Q7.   Ip. 

7912200001  Forward*  Haste  Packing  Insp  Ript  79-03B  an  791017. 
SUTHERLAND,  J. T.      Region  S.  Atlanta,  Fuel  Facility  fctUfcirlaL* 
Safety  Branch.   79/11/O7.   2pp. 

— 791220OOQ2  Haste  Packaging  Inep  Rept  79-03B  on  791017.  Noneoap  1  laiy:* 
noted: iaprop«r  blocking  Ii  bracing. 

FDTTER.J.P..  WOODRUFF.  R.  L.      Region  2,  Atlanta,  Fu»l  Facility  tc 
Material*  Safety  Branch.   79/11/O7.   3pp. 


-79122B0653  Nonoroprlatary  IE  Innp  Rept  79-O2  on  76O3O9-O415. 
Nonconpliance  noted: radwaste  removed  from  shipping 
container*. radwaste  not  disposed  of  within  six  months  fro« 
date  nf  receipt  Ic  disposal  of  uncontalnerf  radwasto. 

WENSLAUSKI.F.  A.  .  PHILLIP,  C.  A,  Region  3,  San  Francisco,  Office  of 
the  Director.  BOOK,  H.  E.  Region  9,  San  Francisco,  Fuel  Facility 
E>  HatBrlal*  Safetg  Branch.  76/O9/11.  88pp. 

-7912260658  Order  suspending  license  for  handling  of  nuclear  natl  due  to 
violation*  noted  in  760309  imp, 

DAVIS, J. 0.   Office  of  Inspection  t  Enforcement,  Office  of  the 
Director.   74/03/11.   3pp. 


7912200344  Forwards  waita  packaging    Insp   Rept  79-02A  on  79O92B-34.  No 
noncoapliancB  noted. 

SUTHERLAND,  J. T.  Region  2,    Atlanta,    Fuel  Facility  &  Material* 

Safety   Branch.       79/11/O7.       2pp. 

—7912200393  Haste  packaging    Insp  Rept  79-02A.  No  noncoapliahCH   na**d. 
Major  areas   inspected:  shipping   paper  It  DDT  placarding 
rafuireaents,  radiation   levela.rtaovabl*   contamination,  DOT  It 

BHOKH.  R.  A-  Region  2.    Atlanta,    Office   of  the  Director. 

POTTER,  J. P.  Region  2,    Atlanta,    Fuel   Facility  If  Material*    Safety 

Branch.      79/11/O6.      6pp. 


-79122BD&&7  Ltr  confir*lng  allogBtloni  that  enplo||>BB  had  rxcovBd 
equipment  Sc  mstls  from  »ifce.  Reque«t«  coopiratian  by  local 
rnsidents  in  continuing  attenpt  to  locate  addl  tank*. 
ENQELKEN.  R.  H.     Region  9,  San  Francleco,  Dffica  of  th>  Director. 
7A/03/31.   14pp. 


7912340072  Correct*  Haite  Packaging  Imp  Rept  79-O1C.  Paragraphe  9  ti  10 
di*cu*«  drun  ehippad  by  BfcU, containing  liquid  oat It,  Drum  in 
fact  ehlpped  hy  Don ha  Public  Pouer  Co. 

BUTKERLAND,  J. T.      Region  2,  Atlanta.  Full  Facility  tc  Haterlaln 
Safety  Branch.   79/11 /OB.   2pp. 


-7913380676  "Radiation  Survey  In  Bsatty.NV  Ii  Surrounding  Area 
(Mar  1976).  " 

HEMDRICK8,  D.  H.  ,  FCN1T.C.U.   Envlronnantal  Protaction  Agincy. 
76/04/30.   47pp. 


DOCKET  37-039  SHEFFIELD,  IL.  ,  NUCLEAR  ENGINEER  I  NO  CO. 


7912180444  Forwards  quarterly,  nan  it  or  Ing  data  of  pieioavteri  fc  MOll»  in 
vicinity  of  Trench  IB  &  Tranch  IS  «UBps,  per  79O423  agreeatent 
u/HRC. 

BAER,T.  S.   Nuclear  Englnvering  Co.,  Inc.,  (tubi.  of  Teladyne,  Inc.). 
79/11/06.    Ip. 

— 79121B044S  Trench  IS  «onitaring  record  for  Jul-S«pt  1979. 

*  Nuclear  Engineering  Co.,  Inc.,  <iubc.  of  Teledyna,  Inc.). 
79/09/30.   Ip. 

7912130290  Order  denying  Chicago  Section  of  ANS  790828  nation  ta  coop el 
NRC  to  file  draft  EIS  fc  to  coatpel  study  of  reasonablej 
alternatlvee  for  suspension  of  DL.No  authorities  cited  which 
require  or  permit  such  at t Ion  by  ASLB. 

OOODHOPEi  A.  C.   Atonic  Safety  an*  Licensing  Board  Panel.   79/12/03. 
3PP. 

7912260290  Motion  for  roc on* iteration  of  AELB  7912O3  order  holding  that 
Nuclear  Engineering  is  still  in  pnsseisian  of  existing 
lltenio.  Certificate  of  Svc  ancl. 

CONNER,  T.B.   Nuclear  Engineering  Co. ,  Inc.,  (subs,  of  T*led«ne. 
Inc.  ).   CONNER, T.B.   Conner.  Hoora  I  Carder.   79/12713.   6ep. 


DOCKET  27-047  BARNUELL,  SC.  ,  CHCH-NUCLEAR  8VSTEHB 


7912140114  Forwards  Amend    19  to  License  4A-13936-O1. 

DRAOONETTE,  K.  8.  Low  Level   Maste  Licensing   Branch.      79/11/O7. 


Ip. 


—7912260078  Forwards  Maate  Packaging   Into  Rept  79-01C  on  790911-13. 
SUTHERLAND,  J.  T.  Region  2.    Atlanta,    Fu«l   Facility  Ir  Material* 

Safaty   Branch.      79/10/30.      2pp. 

— 7912a&OOB3  Waite  Packaging    Insp   Rept  79-01C  on  79CWll-13.Nonci>iBpliani:o 
noted:  falsification  of  shipping  puperi. 

UOODRUFF-R.  L.  ,    POTTER,  J.  P.  Region  a.    Atlanta,    Full   Facility  t 

Hatartal*  Safety  Branch.       79/10/19.      9pp. 

791226O142  Forxards  U**t<>  Packaging   Imp  Rept  79-O2B  on  79O929. 
BUTKERLANO.J.  T.  Region  2.    Atlanta,    Fuel  Facility   h  Mat  •rials 

Safety  Branch.      79/11/O9.       2pp. 

—7912260149  Haste  Packaging    Imp  Rept  79-02B   on  77O923.Nonconplianca 
noted: excessive   level*  of  contaojinatlon   in   licensee  ihleaent 
vehicl». 

BROWN, R,  A.  Region  2,    Atlanta.    Office  of  the  Dlrtctor. 

POTTER, J. P.  Region  2,    Atlanta.    Fuel  Facility   h  Material*    Safety 

Branch.      79/1 1/06.      4pp. 

7912310230  Forwards  Waste  Packaging    In«p   Rtpt  79-04B  on  791031. 
SUTHERLAND,  J.  T.  Region  2,    Atlanta,    Fuel  Facility  Ii  Materials 

Safety  Branch.      79/11/17.      2pp. 

— 7912310236  Uaite  Packaging    Insp   Rapt  79-O4B  on  79V031. Haneo*pl lance 
noted:  improper  placarding   of  vehicles. 

POTTER, J. P.,    SHOWN. H. A,  Region  2.    Atlanta,   Fuel  Facility   I. 

Haterlals  Safety  Branch.       79/11/14.      4pp. 

7912170381   Ndtiflo*  of  completed  review  of  DC  Elienhut  7911OB  nemo    to 
HH  Den  tan  re  Itr*  to  lictn*e*t  concerning  lolid  rairiwait*. 
Author*  of  Itr  did  not  sufficiently  consider  technical  Ic 
political   problem*  associated   w/approach. 
COLLINS,  J.T.      TM1-2  Operation* /Support.      79/11/26.       'pp. 

— 7912170384  Forwards   Itr   to   licensees  on  solid  radwatt*.  In    order    to 
continue  availability   of  wa*te  burial    facilltl**, action 
lte«t   in  Itr  nu*t  bt  InplBKented  by   lleenien, 
EIBEKHUT,D.fl.         Division  of  Operating  Reactors.       79/11/08.        19pp. 


DOCKETED  ITEMS 


— 791217O3S9   Summari)    of    791017-19   meeting    u/GtatB    of    SC   policy    & 
technical    official*    re    lain    level    raduaste.  Itinerary   b  SC 
Dept   of    Htalth    tc  Environ   control    draft    lira    to   Cnem-Nut  It-ar 
Su.»,  Inc    and. 
»      Coiwniiiion.       79/1O/19.       9pp. 

791E17O22&  Summary    o-f  791O3O  meeting    u/SC  Bureau   of   HadioUoical 
Health, SC   QtalQolcal   Survey. vendor   b  USGS    in  Columbia' SC   r» 
geologic   *   hydro  logic    aspect*    of    facility    &   impact    of 
reported    fault   on    Integrity    of    Kite. 
LEFEVne.H.       OeosciancsB   Brant Ji,       79/12/09.       5pp. 

— 7912170230  Summary    at   711030  meeting    ulth    BC  Boot    of  Health    fc  Environ 
Control  USOa.BC   Geological    Survey    &  vendor    In   Col  umbia.  BC 
TI    apparent    fault   at    Bite. Faults   at   site    should    not   hav« 
flgnlf  1-cant    effect   on   radicnuclide   migration, 
TURIrO.  P.  Loy  Leval   Uavt*  Licensing    Branch.       79/11/fl?.       8pp. 


DOCKET    40-0341    GENERAL   SERVICES    ADMINISTRATION 

7912040031    Ack    receipt    of    791013    Itr     informing    NRC    of    steps    taken    to 
correct  violations    noted    In    IE    Insp    Rept    10-03-41/79-01. 
MCCLIMTQCK.R.a.  Region    1.     Philadelphia.     Office    of    tlie    Director. 

79/10/30.        lp. 

--79JEQ40036    Responds     to    HF1C    79D919    Itr    re    violations    noted     in    IE    Inap 
Rapt    40-0341/79-01.  Corrective    ac  ti  onu  :  reg  ional    radiological 
survey    «.    audit    conducted    I.    actions    taken    to     ensure    proper 

PEflRVMAN.O.  I.       General    Services    Administration.       79/10/18.       3pp. 

— 791E040Q3B    Discusses    IE    Inap    Rapt    4O-O34S  /79-O1    on   790829    !<    forwards 
notice   of    violation. 
MCCLINTOCK,  R.  0.  Region    1.     Philadelphia,     Office    of    the    Director. 

79/09/19.       3pp. 


DOCKET   27-049   HIGHLAND,     Mrt.  .NUCLEAR   ENOINEEBINO   CO. 

791EElO10a  FaruariJ*   SNH  License    16-19K04-01   dubhoriiing   rnnipt  & 
dUpoaal    of   BNM   at    lou    level   uatt«   burial    ground   at  Hanford, 
HA. 
SMITH,  R.D.  Lou   Lev*l    HaBte    Licensing    Branch.        77/12/C4.        2pp. 

— 791S21011O  BHH  Ltcinst    ti-I9EOt-01    for  Nuclear  Eng  innai-ing    Co,  Inc 
authoriiina  receipt  &  ilspa-aal   of   SNM  at   lain  level   uaste 
lurial    ground    at  Hanforil.Hrt. 
BrtlTH.  R.D.  Lou  L*vol    Waits   Litstising   Branch.       79/11/30-       H4pp. 

— 7912210114   "Lou   Level   Haste   Burial   Ground   Bite  Clniure   It 
gtabiltiation.  "   Reviiinn    1. 

»  Lou  Level    W»st*   Licensing    Branch.       79/05/17.       7pp. 

7913310249  Forward!   FR  notica   of    iiauanie-   at   r«neual    license    for 
dlinaial    of   BNM. 
DBASONETTEi  K.  a.  Lou   Le«*l    Waste   Licensing    Branch.       79/13/13.       lp. 

— 791SJ310BS9  Wolice    nf    Iviuance   of  ren«ual    lictnstt   for    nispo^Jil    of  BHH. 
BRAODNETTEiK.  B.  Lnu  Levnl    Ha»l*   Llcenllng   Branch.       79/1H/12. 

1pp. 


7912040045  Notice    of   violation    from    inap    on   79QBS9.  Noncorap 1 iancn  noted: 

failure    to   conduct   required    Insps    of   Curtis    Bay    depot. 

*  Region    1.     Philadelphia,    Office    of    the    Director.       79/O9/19. 

lp. 

7912200007  Responds    fcp    IE  Dulletin    79-19.     "Packaging    of   LOUJ   Level 
Raduasle    for   Transport    (.   Burial."    Rafluaste    generated 
occasionally  upon    repflcfcaging    oif    leaving    containers    or 
shipment/relocation    of    mails    requiring    decontamination. 
PEFIRVMAN.  0.  I.       General    Services    Administration.       79/H/2B.       4pp. 


DOCKET    40-1142   WESTERN    NUCLEAR.      INC. 


791211O072   Notifies    of     issuance    of    License    Amend    5. author i i ing    raise 
at    utll    tailings    dam    to    plevation    M1Q  Si    operating    level    of 
tailings    pond    to    elevation    640O. 
SCARANO,R.A.  Uranium   Recovery    Licensing    Branch.        79/10/11.        3pp. 

7912030032  Forwards    results    of   analijsia    of    nine    samples   of    sediment 
collected    between    louesl    Bottling    pond    &    oro    haul    rpad 
mllhin  water    drainage    pathway. aa    directed    by    NHC. 
BDQDEM.O.       Western   Nuclear,     IDE.     (subs,     of   Phelps   Dodge   Corp.). 
79/1O/B9.       3pp. 


7912310271   Forwards    PR  notice   of    i nuance    of   r«n»ual    license    for 
dUposal    of  BNM.B«Blaces   Page   4   of  notice    sent    w/791213   Itr. 
H/D    encl. 

DRAODNETTe.  K.  8,  Loin  Ueval   Masta   Liceniing    Brant*.       79/12/14. 

2pp. 

791S3S0672  Urgas   flnaHiatlati   of   DDE  plans    for    acceptan.cn   of 
co»m»rei*l    transuranlc   u»»te.  Nuclear  Engineering   Co 
ulll    not    uncap t    BNI4  at   site. 

i  J'.ft.         Division   of  Waste   ManajflniBnt,       79/12/18.       lp. 


7913110115  Motif ies    of    amend    fee    overpayment    for    issuance    of   License 
ftraen*   4   on    790623.  Refund   uilll    be   made. 
MILLERhW.  0.  License   F*e   Management   Branch.       79/11/02.       lp. 

79121B0073   Ren.UB9t&    const     inap    of     lift    in    tailinns    retention    dam, 
authorized    bg   Amend    9   to    license.  Inap    is    necessaru.   uithin 
neit    two  uks. In    light    of   Lessons   Learned    Task    Force 
recommendations    from   Church   Rock    dam   failure. 
BCARANO.R.  A.  Uranium  Recovery    Licensing    Branch.       79/11/09.       lp. 


— 79122S0674  Returns   License    16-19204-01.  dun   to   alleged    defects    in 
licencing   arocidures. Ha    nuclear    uasti   will    be    accepted  at 
site. 

NEELpJ.N.      Nuclear  Engineering   Co..    Inc.  f    <subs,    of  Tal»dijne, 
Inc.  I.      79/12/07.      Hpp. 


DOCKET    40-1341    GHGEMQNT    UftANIUM   MINE,     TVA    K.    MINES   DEVELOPMENT^    INC. 

7912H02SS  Forwards    conceptual    d  ecDEnmiss  ioning    plan,  in   response    to 
c-eqiroBt    to   0   Trager    of   WRC.  W/n    encl. 
MILLS. L.M.       Tennessee   Volleg    Aifthnrkfcy .       79/1O/03.       lp. 


DOMESTIC  LICENSING  OF  SOURCE  MATERIAL 


DOCKET  40-0'2S9  UNION  CARBIDE  CORP. 

79I21HOS75   BummaTij    of  79I01t  meoting   ui/WJL   in  Bilvar  Bjir-lnfl.MD   re 
Union  Csrhidl*  Corp   neu   proposed    tailings   dltposal    plan  tc 
FES  prep a ration, 
K.OTSCH.  J,  L.  Uranium  Recover"   Licensing   Branch.       79/11/21.       3pp. 


DOCKET   40-0399  UNIQH  CARBIDE  CORP, 


791217QEB6  Authorliea   archeolooicfll    HUPVBU    on  3,  S   section!   of    land  t 
Site   48NAloa.Fflruardf   State   of   MV  791106   llr    d«*erlbing 
site. 
FEKEMEVER.P,  C.      Union  Carbide  Corp.      79/11/13.      2pp. 

7912310139  Fovuapds  791130   pot-mean  i  litij    tests   rept   per  Llcanse   Amenit 
13, Condition  2. Teats    indicate   nverane   permBabilitu   cf 
0.83   -ft/vr   for   elan    liner  as    installed. 
HONO.T.       Union  Carbldn  Corp.       7^7/lS/Oa.       3pp. 


77121900B6  RoBponds    to    request    for    participation    in  EIS   for    Edgemont    U 
mill    in   SD.  Proparat  ion    of    entire   EIS    has    been    contracted    to 
DRNL. 

.  A.       Interior,  Dapt.  of.       79/11/16.        2pp. 


7913170733  Summary    of    790931-23    site    visit    &    scoping   meeting.  Outline    of 
scoping    committee   (,    list    oF   attendaas    encl.  ,,,,,.         ,< 

i  E.  A.  Uranium  fiecoverg    Licensing    Branch.       79/11/IO.       upp- 


79121BOQB5  Cammonts    on    doc  ommiss  ioni  ng    plan    t,    environ   TEpt.Rept 
procodurally   adenuata   u/respect    tn    description   tt  evaluation 
of    select?*    disposal    si  te,  ml  1  1  site    &    fish    fe   uildlife 

TAUO.S.  H/     Interior.  Dept.  of.     Fish    K.   Mi  Idl  if  e    Service.       79/11/19. 
2pp. 

79121700&9  Forwards    comments    re    land    use,  surface   water    hydrology, 
geology   &   terrestrial    biota    required    for    rnvleui  of    environ 
rapt    For   Edgemont   U   mill    doconunissionlng.  Requests   response 
according    to   agreed    timetable.  -,,,,,,,  .,1 

aC/lRANQ,R.  A.  Uranium  Reeovaru    Litenaing    Branch.       79/H/-21. 


DOCKETED  ITEMS 


DOCKET  40-1386  RAYTHEON  CD. 


DOCKET  10-2259  PATHFINDER  MINES  CORP. 


7712030221  Ack  receipt  of  791033  Itr  informing  NHC  of  steps  taken  to 
correct  violations  noted  in  IE  Insp  Rept  40-1356/77-01. 
MCCLINTOCK,  R.  0.     Region  1-  Philadelphia,  Office  of  the  Director. 
79/11/01.    Ip. 

— 7912030222  Responds  to  NRC  790918  Itr  ra  violations  noted  in  IE  Inap 
Rept  40-13B6/79-01. Corrective  acti ons: breath  ing  lone 
campling  to  bo  Initiated  far  determination  of  thorium 
contamination  in  luork  areas. 
MERROW.  R.J.   Raytheon  Co.   79/10/32.   3pp. 

—7912030224  Discusses  IE  Insp  Rapt  40-13B6/79-01  on  790Bli-17  b  forwards 
notice  of  violation. 

MCCLINTOCK,  R.  0.     Region  1.  Philadelphia,  Office  of  the  Director 
79/09/1B.   Spp. 


DOCKET  40-8061  WEST  CHICAGO  FACILITY,  KERR-HCOEE  CORP. 


7912070007  "Stabilisation  Plan." 

*   Kerr-Mcflee  Chemical  Corp.  (subs,  of  Karr-McQae  Corp.).   79/OS/15. 
H94pp. 

7712030019  Summary  of  790719  meeting  Hi/state,  local  b  Federal 
representatives  in  Region  3  ofc»  re  Kerr-McGee  stabl  11 lation 
plan  for  site. 
NIXON,  W.  A.   Uranium  Fuel  Licensing  Branch.   79/07/23.   2pp. 

791 203000 B  Submits  demands  for  Inclusion  in  791106  meeting  between  NRC 
&  Kerr-McQee  in  Rockvllla,MD  re  decommissioning  of  Mest 
Chicago  f ail  1 ity.  Urges  future  nontechnical  meetings  be  held 
in  Chicago  area. 
RENNELS.  A.  E.   West  Chicago.  IL.   79/10/31.   Ip. 

7712030024  Confirms  771101  tnlcon  re  matls  taken  from  factory  site  t. 
installed  elsewhere. Ofc  of  Atty  General  requests 
radiological  measurements  on  all  matl  taken  from  alto. 
HANBELL,  D.   Illinois,  State  of.   79/11/02.   2pp. 


7912170143  "Ground  Hater  Hydrology  Adjacent  to  Pathfinder  Gas  Hills 
Tailings  Reservoirs. " 
HOWLETT,  L.  ,  HOFFMAN,  Q.  L.   Hydro-Eng  ineering.   79/O7/31,   122pp. 

791S1702B2  Notifies  of  error  in  770303  semiannual  efPluenb  monitoring 
rept.  Topsoi 1  sample  analyses  presented  as  "soluble"  should 
lie  identified  aa  "total"  concentrations.  Std  rapt  form 
corrected  to  eliminate  further  problems. 
NUGENT,  E.  L.   Pathfinder  Minas  Corp.   77/10/31.    Ip. 

79121702Q4  Forwards  data  accumulated  770706-14  on  in  vivo  lung  analysis 
re  791029  request. 
NUOENT.E.L.   Pathfinder  Mines  Corp.   79/11/14.   Ip. 

— 79121702BB  "Rapt  of  In  Vivo  Counting  for  Pathfinder  Min»s  Corp." 
HELQEBON,  0.  L.   Helgeson  Nuclear  Services,  Inc.   79/OB/24.   Spp, 

7912190400  Amends  Source  Matl  License  SUA-i73. authoril ing  uae  of  neu 
solvent  attraction  circuit.  Installation  t  malnt  of  fire 
protection  ays  required  For  solvent  extraction  bldg. 
8CARANO,  R.  A,      Uranium  Recovery  Licensing  Branch.   79/11/14.   3pp. 

7712190612  Amend  6  to  License  5UA-672,  author! ling  replacement  of 
solvent  extraction  circuit. Licensee  must  maintain  Halon  1301 
fire  protection  ays  in  bldg. 
OILLEN,  D.  M.      Uranium  Recovery  Licensing  Branch.   77/11/14.   ?pp. 

79122B02S9  Ach  receipt  of  790822,0917  i  1026  lira  Informing  NIC  of 
iteps  taken  to  correct  violations  noted  in  IE  Inup  Rapt 
40-2239/79-01. 

EVERETT.R.  J.      Region  4r  Dallas-  Fuel  Facility  ic  Materials  Safety 
Branch.   79/11/19.   10pp. 

— 79122B0295  Responds  to  NF1C  790936  Itr  re  violations  noted  in  IE  Insp 
Rept  40-3299/79-01.  Corrective  actions:  ul  11  improve  mgt 
control  by  direct  access  lo  tngt  level  personnel  during  entry 
!t  a<it  intervi  eus. 
NUGENT,  E.  L.   Pathfinder  Mines  Corp.   79/10/26.   10pp. 


7712190217  Requests  thorough  analysts  of  Kerr-McQea  lab,  converted  into 
ofci  In  Chicago,  IL,  in  which  excess  levels  of  radiation  have 
been  detected.  Also  requests  Identification  of  other  Kerr- 
McOea  bldgs. 
HANSELL.D.   Illinois.  State  of.   79/11/19.   Ip. 


-79I22B0303  AcV  receipt  of  790822  I,  0917  Itrs  informing  NRC  of  steps 
taken  to  correct  violations  noted  in  IE  Insp  Rept 
40-2259/79-01.  Requests  addl  info. 

5EYFRIT.K.  V.     Region  4,  Dallas,  Office  of  the  Director. 
79/07/26.   Ip. 


7912170177  Forwards  comments  from  various  organ! nations,  re  proposed 
stabilization  plan  b  IE  study  on  airborne  risks  posed  by 
thorium-bearing  residues  found  at  various  places  in  Host 
Chicago,  IL. 
NIXON.W.A.   Uranium  Fuel  Licensing  Branch.   79/11/21.   10pp. 


-7912300311  Responds  to  NRC  790906  Itr  TB  violations  noted  in  IE  Insp 
Rapt  40-2259/79-01.  Corrective  actions:  radiation  health 
physicist  will  audit  performance  of  radiation  dept  every  3O 
days  for  six  months. 
NUOENT,  E.L.   Pathfinder  Mines  Corp.   79/09/17.   3pp. 


--791K17018Q  Submit*  comments  on  Kari—  McGse  Chemical  Corp  proposal 
stabilization  plan  re  activities  In  West  Chicago, IL. EPA 
comments  end. 
HANSELL.D,   Illinois,  State  of.   77/10/19.   23pp. 

— 79121701B9  Forwards  results  of  experiment  conducted  on  Most  Chicago 
soil  samples  re  airborne  thorium  risk  experiment. 

CRANT.W.B.     Region  3,  Chicago,  Office  of  the  Dlractor.   77/10/26, 
Spp. 

7912090041  Summary  of  791113  meeting  u/Kerr-McOoe  re  comments  prepared 
by  various  organltations  on  proposed  stabll liatlan  plan  for 
facil 1 ty. Vendor  agreed  to  provide  changed  or  addl  pages  for 
stabilization  plan  to  reflect  an swart. 
NIXON.W.A.   Uranium  Fual  Licensing  Dranch.   79/11/27,   2pp. 


-79122B032S  Ack  receipt  of  790022  Itr  informing  NRC  of  steps  taken  to 
correct  violations  noted  in  IE  Insp  Rept  40-2359/77-01. 
Requests  addl  Info. 

BEYFRIT.K.V.     Region  4,  Dallas,  Office  of  the  Director. 
77/09/Oi.   Ip. 

-79122B0331  Responds  to  NRC  770731  Itr  re  violations  noted  in  IE  Insp 
Rapt  40-2239/79-01.  Corrective  act  ions:  personnel  in  radiation 
<lapt  mill  inspect  equipment  before  operating  equipment, 
NUOENT,  E.L.   Pathfinder  Mines  Corp.   79/09/23.   8pp. 

-79122B0339  Forwards  IE  Imp  Rapt  40-2239/79-01  on  790635-26  fc  notice  of 
violation. 

EEVFRIT,  K.  V.     Region  4,  Dallas,  Office  of  the  Director. 
79/07/31.   2pp. 


7712200450  PNO-1 1 1-77-049; on  791 126, rad loactivity  detected  In  bldg 
purchased  several  uvars  earlier  from  vendor. No  radiation 
levels  likely  to  cause  exposures  in  excefts  of  NRC  limits. 
PAPER1ELLO,  C.  J.  ,  ROY.Q.     Region  3,  Chicago,  Office  of  the  Director. 
79/11/28.   tp. 

7712260103  Foruards  FR  notice  r>  vendor  decommission  plans  for  rare 
earth  facility  (c  NRC  intent  to  prepare  E1B. 
CROW,  H,  T.   Uranium  Fuel  Llcenilng  Branch.   79/12/1 1.   Ip. 


-79122S0346  Notice  of  violation  from  insp  79Qi25-2£. 

*    Region  4,  Dallas,  Office  of  the  Director.   77/07/24. 


2pp. 


-79122B0360    IE    Insp    Rept    40-2259/77-01    on   790625-26.  Noncc-mpliance    noted: 
failure    to    perform  monthly    contamination   surveys    (<  scrubber 
operational    checks   &   failure    to   post    license    S*   regulations. 
DRQUN.O.D.  Region   4,    Dallas,    Fuel  Facility    &  Materials   Safety 

Branch.      CAIN,  C.  L,  ,    HARRISON,  H,  C.  Region   4,     Dallas,    Office    of 

bha  Director.      79/07/24.      9pp. 


—7712260106  Notice    of   availability    of    itabilliation   plan  (.    Intent   to 
prepare    DCS  re   approval    of    plan    to    decommission    rare    earth 
facility. Stabllliatlon  plan  t*  recipient  address   list  encl. 
CROH.W.T.       Uranium  Fuel   Licensing    Dranch,       79/12/11.       3pp. 


DOCKET  40-3433  ATLAB  MINERALS 


7712170241   Advises   of   deferral    of  Vuba  City    projact    due    to   cost, 
procedures   &   concerns   re   efficiency   of   recovery    ay ». Requests 
response   to  790827   Itr. 
SWANBY,  0.  T.       Atlas  Minerals.       79/10/10.       Ip. 


DOCKETED  ITEMS 


7912030039  Declinm   790924    offer    to  participate    in  ALAHA   iludg. 
SWANBY.I  0.  T.       Mian    Mineral  i.       7'9/10/JS.       lp. 

7912030229  Acfc    rtceipt    of  790914    Itr    informing    NRC   of    ttapa   tikan   to 
correct    violation!   noted    in    IE    !n*p  flapt  40-3433/79-01. 
Raaunti    furthar    into, 

EVERETr.H.J.  R«iion   4,    DalUi,    Fual    Facility   Ic  Material*   Safety 

Branch.       79/10/29.       lp. 

—  7912030330  Rupond*    to  NRC   790B20   Itr   rt   violation*    noted    in    IE   Insp 

Rapt    40-3493/79-O1.  Corrective    action*:  comt«nt   flou 
ratfironati-i-  purchaiad    to  be  uarn   by    malnt    personnel, 
BUANBV.O.T.      Atla*    Mineral!.      79/09/14.       4pp. 

—  7912030231   Forwards    IE   Imp   Rapt    40-3433/79-01    an   79O717-19  *   notice   of 

violation. 

BROWN,  O.D.  Rijion  4.    Dalljiii    Fuel    Facility   fa  Natei-llll    BaPet« 

flr*neb.       79/QB/20.       2pp. 

—  7912030232  Notice    of    violation   from   Imp    on   790717-19. 

a  Raglon  4,    BiHai,    Office   of    the   Director,       79/09/17.      2pp. 

—  7912030234    IE  Imp    Rapt   40-3133/79-01   on   790717-19.  NDncompll*ne  •   netwd: 

improper   election    of  rMptrator   equipment  fa    failure   to 

conduct   tlueeklij    lurfac*    contamination    lurvigt    of   changa 

room*. 

•  Region  4i    D«Ua»    Office   of    the  Director.       79/09/17.-    6pp. 

7912200137  Not  i  Mai    that  Source  Hatl    Llcen»e   BUA-917   1*    anendail 
reviling  Condition   19i  authoriiing   elevation   Inertaia   of 
talliTijt   imp  iujndBun  t  b  taillngi   pond. 

A.  Ur»tttu»  Kicaverij   Llcamlng   Branch,       79/10/89.       2pp. 


— 79123.1043?  Submit*   riaulta   of    791O30  r*itlation    lurvag    o*    fornar  US 
Enarjii    Corp    matal    bldg    located    at    Fadtr«l   Amariean  Partnar» 
U  milling    lita.  Contamination    lavela    accaptabla    for 
unraitrittad    oaa. 

CAIN.C.L-  Ragton   4,     Dallai.     Fual    Facility    fa  HatirlMl*   Hafetu 

Br«ncll.       79/11/13.        lp. 


DOCKET  4-0-6940  KAWECKI    BERVLCD    INDUSTBIEB,     INC. 

—  ^—  ^—  -  —«^-^-  -  ——.-———  ---  ~  -  —  —  ,-__—  *  —  .—  ~—~*~^— 

7912170079  Forwird*  nottc*    to   bi    publl«had    In  FR.  lilting   Major    propoiad 
licanflag    action!    fllad    w/Dlv    of   Fuel    C«cl*  fa  Hatl   Safaty 
not   pnvLou*l|)    1  1st*  it    In   FR. 

CUNNINGHAM.  R.  E.         Dlvtilon   of    Fual    Cycle   fa  Matarlal   Safatu- 
79/11/19.       lp. 

—  791Bt70078  Notica   of    raciipt   of    appllcatfanf   for    llceniti.  anand*   fa 


CUNNINOHAM.  R.  E. 
79/11/E9.       &pp. 


BUCKET  4O-734* 


Dtvlilon    nf    Fu*l    C^jcla   fa  Hjitarial 


ELECTRIC   CD. 


791S200162  Foiuarda    "Jt*pt   of    In  Vivo   Counting.  790711-13. 
GUANBY.e.T.       AtU*  HLnarali.       79/11/19.       ip, 


7912110199  Ac*   rtcaipt  at   791101    Itr    Inforainfl  NRC  of   itapt   takan   in 
T««pom»   to   IE   imp    Hapti    30-Oi047/79-Ol   fa   40-7344/79-01.  OE 
IntarpTitatinn   of   1OCFRBO  corrtet   r»  aceaat,  Inttrloct 
control   not  ruiulrid. 

MCCLINTOCK.R.  0.          Region    1>    Ph  llatfalph  ta.    Off  let  of  tha  Dlractor. 
79/11/14.       lp. 

—7912110167  fi*iponil»    to   NRC   791O2A    Itr   r»    IE   Imp   Rapti  30-060 47/79-O1    fa 
40-7344/79-01,  Corractiva  actiom:  ccnpllaTic*   U/10CFR30 
achlavad   n   control    of   noi«tlp   Una    icannar    In  Bldg   1OO. 
Raquttt*  NRC   advic*    r«    naed    for    Intarloclt   tontrol. 
HCFADBEN.jl.fi.      Oantr»l   Electric   Co.      79/11/O1.      lp. 


— 7912200165  "'Rapt   nf    In  Vivfl   Count tngi  79071 1-13,  " 

•      Halgaian  Hucmir   Barvlcvai     Inc.       79/07/13.       14pp. 

7712280638  Diicuiiaa  791113    imp    of   contt  op    iB-ft   rlia    to  taillngi 
pond.Tavtlng    procadurai  fa  conat  a<tivltl«*   adaquifca.  Hatl 
niati    daalgn    ipaca    far   loili. 
HOWARD,  T.  R.      Atlai  Hinerali.      79/11/30.      2pp. 

7912310162  Fariwda   dulgn   erl terl«j  gradat Inn  curv*   1<   hv4rola|)le    fa 
conat   data  dulgn   drawing    par  791220  naatlng. 
BHANBY.  fl,  T.       Atlai  Kinaral*.       79/12/03.       Bff. 


DOCKET  4O-4492  FEDERAL   AMERICAN  PAHTNERB    <MItJIHOJ 


79121G0179  Raqunti  p«T«inion    to   c  DTI  it  rue  t   k  oparata  major  mod   fa 
•  «p*mion   of    Facllilv    undar   Llcnan   SUA-Ao7.  Forwirdi 
supportive  dDCUMantatlonr    "Mtjor  Mod    (SOOO  Tom  j»f  Day  Hill 
Addition)   to  Bourca  M*tl»  Llcanaa  BUA-667  Application." 
WRIflHT.  K.  H.      Ftdaral    Axaricin   Partnar*    (UlningJ.       79/11/14.       lp. 


— 791B110173  Dlicui»*    IE    Inap   Hrptt    30-06047/79-01   fa  40-7344/79-01.  No 
noncojipllanca  notid.  Major  artaa    ln*pvctad:  llcamea  action* 
ra  radiation    iaf atui  llcenai    fa  NRC   rul«a.  NfiC    undarttand*    Bldg 
100  will    b«    aquifppd   u/tnt*rloelif    par    10CFRBO. 

HCCLIHTDCKjfl.  0.  R»flion    1,    Philadalphia,    Of  f ica  of    tha   Dlrtctor. 

79/1O/26.       Spp. 


DOCKET  40-7869  PLATEAU  RESOURCES,    LTO. 


7912130360   Dllcucia*   dacommlBilonlng    plant    for   f *eillt«.  Monitoring 
under  uiij.Mlll   » tar  tup   piantiad    for    fiT«t   <iu«rtar  of   1931. 
Tran»f«r   of  wit  tellingi   will   bapln   bu   81O301    h  be  conplatad 
bg   B10431. 
NEMHAN^P.       Plateau  Reaoiircee,    Ltd.       79/11/12.        2pp. 

7912L70099   Confirm  7711O9    telcon   u/n   Cnoperitaln  r»   daco«mi*«loning 
of    Bhoot*rln||   Canyon   RfaT>   •!*•-  Upd*t»d    propoiad 
dtrommliBlonlntl   plane   dut   by   791231. 
LINEHANiJ.  J.  Uranium  Recovery    Lleaming    Branch.      79/11/20.       lp. 


— 79121BO1B4   "Hijor  MaJ    (2000   Tom  Per    Day   Mill    Addition)    t&  Source   Natl* 
Lietno  SUA-6t7  Application."   Savin   overilia   drawing!    tn-cl, 
•      Fadaral    American   Partmrf    (Mining).       79/11/14.       93pp. 

7912170O93  BUM«I-IJ   of  791009  milting  w/TVA  fa   Fadaral    Amvrican  Partner* 
In  Silver  Spring, KD  r»  llcama  renai**!   raqunt. 
OILLEN,  D.  M.  Uratitun  Raccivaru   Llcfnalng    Branch.       79/10/26,       2pp. 


DOCKET  40-8027   KERR-HCOEE   CORP. 

7912260392   Raquiata   aiamption    fron    lic.n«in»    f*«t*.Antndi  uill    be    inuad 
ta   U  cane  0*1   to   Incorporate   daeoinflivilontng   fa   enargancu 
pl*m   «i    condition!    of    Ilcemai. 
ntWBE,L,C.         ?robabili«tic   Analymla    Brunch    (Pra   791030).       7B/07/13. 

3pp. 


7912030012  Forwarita  raiulti  of   In  vivo   body  *can»  rejireeartlng   dat* 
taken    fro*  3fl   ••plo^*i^  over  3-|fr   pariadr p*rfornaif    per 
WC  raiiuaat. 
BP1BAK.J.F.      Fiilaral   Anerlcan  Partnari.      79/11/01.      3pp. 


7912030017  Rupundi   tn  NRC   79HHB   ttleon  r«   addl    Info  to  mupport 
791003   Ttnunt    far    ixcepfclan    fen  Rag    (Mild«    3.  13.  m«cut««» 
pond    fill    achiiFula  tc  above-  Ic  bftlaw-grada    pond    fallurei. 
BHELLEY-H.J.      Karr-McO»«   Corp.      79/1O/31-      3pp. 


7912170114  FormrJi  projactad  ichadul*   for  F«d»r-«l   A**rlcan  Partner* 
environ  rapt  r«vi«u,bi»*d   an  receipt   gf  rept   by  791207. 
LINEHANiJ.  J.  Uranium  Recovaru  Llcimtng   Branch.      79/11/20.      2pp. 

7712310379  Confirm  adiflng   dlicunlon  ra  moving   axleting   talHngi   pond 
to  agenda  of   791S1B  m*ttlng  u/NRC   In  fillvar  Spring, HD. 
8P1BAK,J.F.      Fidaral  American. Partner*    CHlnlnj).      79/11/21,      lp. 

7913310443  Foruirdi  Rtplon  4  791113  rapt  re  *urv»u   of   former  U9  Energy 
Corp  nital  aldg   d«eontimlnatid   btf  Fadaral  Anerlcan 
Piptnari..  Bldj  jieati  unrettrlctid   ma  criteria. 
LINH«M,J.J.  Uranluji  Recovuru   Llcen*lng  Branch.      79/11/E9.      If, 


DOCKET   40-S102  EXXON  H1MERAU3  CO.     USA.     EXXON  CORP. 

7712040029  Reipond*  to   790730   raa.ua»t    for    info  rm   In  tltu  U  tolution 
extraction  technology   fc   »pecl*ic    project*   utlllilng   todlum 
carbon«t«-bic*rbonBta   •»    llxlvl»nfc.  Forwards  MUREO/Cfi-0311   * 
NUREO-04B9.  H/o    encl. 
MILLER, H.  J.  Ur»nium   Recoveru    Llcinmlng   Draneh.      79/OB/3B.       lp. 

7712310190  Advli»*   of   planned   proor«m   to    inprcva   ventilation   In  mill 
uellaucaka  work   area*.  Alteration*    do   not   changa  operation 
mod*   algniPicantlij,*!   dlicu«*ed    In  79102:6   telcon.  Da*erlption 
of  propo«t-d  •Ittratlana   ancl. 
ORTLOFF.0,0.       Eixon    ninaral*    Co.,     UBA        79/1O/30.      6pp. 


DOCKETED  ITEMS 


77122001&9  Forward*  rapt  "In  Viva  Lung  Counting  Data, Highland 
Optrationi.  1970-1779.  " 
BALMONSON.  B.  J.   Enon  Mineral!  Co.,  USA.   77/11/09.   Ip. 

— 7712200173  -In  Vivo  Lung  Counting  Data, Highland  U  Operation*, 
197H-1979.  " 
•  Exion  Mineral*  Co.,  USA.   79/11/07.   4pp. 


DOCKET    40-8302    IltlQAflAY   MINE.     WYOMING    MININQ   COOP. 


7912310193  Forward*    it*tuc   rapt   In   form    or  770717   fc   21    communicntlarii 
bituean    Irigarg    facllltg    &  State   of   WV.  Include!    water 
quality   *naly»as.  static   water   levels    S<  piimmetric    contour*. 
BCHENDELr  K.  R.       Was  t  inp.hou.ie    Electric    Corp.,     Mgonlng  Minimi   Corp. 
79/09/26.       13pp. 


7912190700  Hiqulit*    confirmation    that   amend    to    llcinn    ti   not   niceBiargj 
to  allow  acceptance   t  procBidng   oF  U  lolution*  Si  ilurriss 
at   facilltg. 
QHTLQFF.O.D.      Euan  Hlnarali  Co..    USA.      77/11/12.       Ip. 


DOCKET  4Q-B200  CLEVELAND-CLIFFS   IRON  CO. 


7912190273  Htqutit*    llcanii    cancellation.  Forward*    "North   Rolling    Pin    In 
Situ  Solution  Mini   Tut   tc  Reiteration  Bummarg, "    giving 
poit-oparatlonal   finding*. 
BOMEHVILLE.  K,  0.       Cliviland-Clif f •    Iran   Ga.       79/10/26.       Ip. 

r-79121902flQ   "North    Rollins   PI"    In  Situ   Solution  Mini   Tut  It  Restoration 
BuMmaru. " 
UATKINB.D.      In-Bltu  Contultlng.      79/01/31.      98pp. 


DOCKET  40-3304  HYQMINO  MINERAL  CORP, 


7913110092  Riipondi    to   79QB16    Itr   ri    llcenie   ranftual.  Advim    that 
790726   Itr  mat    in    irror.  Riqunti   propoied    plant    for   RfeD 
•ctlvltia*    prior    to    licinti   riniwal.Addl    ilti    Info 


BCAflANOiR.A. 


Uranium  Recovery   Licencing   Branch.       77/10/24.       2pp. 


79121907B8  Hlthdraui   riquitt    for    hearing   ri  renewal    of    llcinia.  Raqui*  t* 
p  01  tp  an  train  t  until   800111   for   providing   planning   Info  ri 
RbD  activltln, 
8CHENDEL,  K.  R.       Wyoming   Mlniral    Corp.       77/11/13.       Ip. 

7912120093  fiummarg   of  771102  muting  u/vindor   in  Bilvir  Spring<MD  ri 

•  t*tui  of   lictnua   rinaual   raquaiti  llnlvlant  ixcunian  at 

conmirclal    In    titu    ilta   li   ttatus    of   amend    application  to 
authorln    incriaii    in    flow  rata    capacltv- 

CDOPEHSTEIH.R.  Uranium  Ricoviry   Llcinaing    Branch.  79/11/19, 

3pp. 

7912180100  Bummaru   of  791101   muting  u/HY  Mlniral   Corp   in  Bllvor 
SpringiMD  ri    in    iltu   U   talution   attraction   activitia«   at 
Irigaraij    flti. 

CQOPER9TEIN.  R.  Urnnlum  Ricov»ru  Lieinsing  Branch.      79/11/19. 

3pp. 


7712310177  Foruardi    itatui    rapt    In   form    of  770926  &    1012  communications 
between    Irigarg    facility    b  State   of    UV.  Include*    add  I   uater 
quality   anilgiit    r«*ulti    from  ihillou   monitor  &    shallow 

BCHENBEL,  K.  R.      Wnitinghouse    Electric    Corp.,     Wyoming    Mineral   Carp. 
79/10/16.      24pp. 

7712170170  Foruardi    change    r*qu*tt   b    latait   communication*   b»tu«an 
Irlgaru   facility   fc  State   of  UY. 
8CHENDEL,  K.  R.      Wijominj   Minnral  Corp,        79/11/12.       8pp. 

7912200014  Foruardi    update    of    Inigaro.ru    517  ammonia    tram  fort   IE 
convirilon  monitoring   program  re   requirement*   of    llcinie 
Cond  Itlon  30. 
FORD,  W.      looming    Mineral    Corp,      79/11/16.       9pp. 

771212OO93  Summary    at   791103  meeting    ui/vindor    in  Silver  Spring,  MO  r* 
»tatuB   of    llcenc-i    reniual    raquect,  Hi  Ivlant   meunion  at 
commercial   In  attu   lite  tt   at-atm   of   amend  application  to 
author-lie    incriato    In   flow  ra,ti   capacity. 

CDOPEF1BTEIN,  R.  Uranium  Recovoru   Llcanilno  Branch.      79/11/17. 

3pp. 

79121BQ1QO  Summaru    at  7911O1    netting    ui/MY  Mineral    Corp    in  Bl  Ivir 
Bprlng<HD  ro    in    iltu  U   lolutlon   extraction   activitiei   at 
Irlgarag   ilto. 
COOPERBTEINiR.  Uranium  R«coveru  Licensing  Branch.      79/11/19. 

3pp. 

7912130011    Provld«»    lurittin    Hunm»r«   aP   verbal    updati    given  at  791.102 
minting   re   ticurtion  cltflnup    procedural   raqulrad    for 
Irlgarav  mine  by   MY  Dipt  Environ  Quail  tg. 
FORD.M.H,      Wyoming    Mineral    Corp.      77/11/26.       2pp. 

771231O042  Forward*    notice    of    violation    from  State    of  UY  Dipt   of 
Environmental   Quality   re    topioil    uaita    noted    during    7910 IB 
inip.Ciaii  t  diaiit   order    inued   791031.  Bupportina    document* 
•ncl. 
SCHEMDEU.K.R.      'Wypmlng   Minaral   Corp.       79/11/36.       B&pp. 

7712SB0106  For  war]  di    791116    Itr    from  UV  Mineral    Corp    to  State    of    MY 
Dipt    of  Environ    Quality.  Uiafc ly  uatir    quality    analgnBi    for 
ihallow  monitor   fa   ihalioui  roia«rch   uiall!   me  1. 
HICMERB.D.L.      Wuomlng   Mineral   Corp.       79/11/24.,       13pp. 


DOCKET  40-8349   IN  SITU  URANIUM  LEACH I NO  PROJECT 


79U170243   "Addindum   to   H(jnop«ii    of   Rinarch    In   Bitu  U  Laachlng 
Project,  Rnulti    of   Aquifer  Stab i 1 itation   Ohirrvation  b  Other 
BurvBui.  "   Drawing   »ncl. 

»      Klnirali   Exploration   Co.     dubi.     of   Union  Oil    Co.     of  California). 
79/10/24.       37pp. 


771231OS03  Forward*    lat«st    caramunicationi   hetiunn    Ii-lgary  mi  nit   »ttn 
MY  Dipt   of  Environ  Quality.  Include*   ueeHu  water   quality 
anolgiii   for   ihalloui  muni  tor   loni. 
MICHERB.D.L.      Wuomtng  Mineral   Corp,       79/11/20.       9pp. 

7912270047  Forward*    791029    Itr    from  HY  Mineral    IrignriJ    facility    to 
8ta't»    of  HY  r»   opiratlons    undar  Mlnlno    Permit  478.  Two 
aviriiii   drauiingi    end. 
BCHENDELiR.R.      Wyoming  Mlnoral   Corp.       79/11/30,       22pp. 


DOCKET  40-8330  ROCKY  MOUNTAIN  ENERGY  CO. 


7912170172  NotiMe*    of    excursion    in   Pattirn  3  Nlni   Mll»  L«!IB    tn    Bitu 
leach    test   operation. Ditcovirid    during    routine    chick    of  pH 
Ii  conductivity   of  monitor  mill   lample. 

ROTHFLEIBCHi  J.  E  Uranium  Rneovnru   Licinilng   Branch.      79/11/21. 

Ip. 


DOCKET    40-BSB4  UNIDM  76  MINERALS  EXPLORATION  CO. 


791BE702B3   Informs    that  on  791114,  embanlimont    fUl    placement    on  Cell   C 
of    tailing!    Impoundment   ua«    BUipBnded    for   duration    of  winter 
month*.  Final    fill    placement    will    command    in    Bjirinfl    1700. 
ACDBTAiA.P.      Union   76  rHnerol»  Eiploration  Co.      79/11/19.      Ip. 


DOCKET  40-B432  BEAR  CREEK  URANIUM  CD. 


DOCKET   40-3631   ARMY,  DEPT.  OF,     ARMAMENT  HATERlEt    REABSHEBB  COMMAND 


7912200604  Raqunti  urlttin   confirmation   of  790824    telcon  lauthoriiing 
lncria*t   in  lampling   frequincg   for   grtuly   *aurc«   t«rm 
•anltorlng. 
MEDLOCK.R.L.      B««r  Cruk  Uranium  Co.      77/11/07,      2pp. 

7912S70232  Foruardt   in  vivo  counting   data   for  o*ch   ainplouii  at  Dear 
Creek. 
HERBLOFT,  L.  H.       Rocky   Mountain   Energy   Co,       79/11/26.       3pp. 


7912110183  Dlicu»B«B    IE   Imp    Kept*   30-0&O68/79-01r  30-OBS67/79-01, 
40-9431/79-01   (c  7O-0693/77-01    on  771003.  No    nonco«pUanci 
noted. Major  areas    inipictsd ; radiation   lafatg   b  compllanci 
u/NRC    rigulatloni, 

MCCLINTOCKiR.  0.  Riglon    1,     Phi  lad*  tphia,    OPfice-    at   thi  Director. 

79/IQ/1B.      2pp. 


DOCKET  40-8636  WOLD   NUCLEAR   CO. 


791S13OOD2  Notifiat    of    tirmlnatlon   of    Lietnse    BUA-13S9iln  accordance 
U/790B16   Itr. 
SCAHANDiR.A.  Uranium  Rieoverij  Llconslng    Branch.       79/10/18.        Ip. 


DOCKETED  ITEMS 


791217OII3  RscDditnonuls    termination   af    License   SUA-13a9.pEr    Wold   Nuclear 
Co    790B16    request.  Field     investigation    reveals    that    no   V 
solution    attraction   has    occurred.  Final    survBil lance   far 
decommissioning    unnecc  Bssary . 
CODPEHSTEINi  R.  Uran  i  urn  Recovery    Licensing   Branch.       79/lO/ia. 


DOCKET   10-0663   NUCLEAR    DYNAMICS,      INC. 


7912190010   Forwards    doc umentati on    of    oumarshla    or   control    of    land    to   be 
UBBB    for    tailings    disposal    in   accordance   lu/Cond  i  tion  2B   of 
LlcansB   SUA-I35B.  Includes   warranty    deeds   «.   mill    site   claims. 
DAHER.C.E.       Energy   FuBla   Nuclear,     Ire.       79/11/12,       Slpp. 

7912310169   Discusses    791109    const    insp    af    embankments   on  Cells    1.2  (<  3. 
Const   procedure,    appear    adequate.  Memo    documenting   77101B 
site   visit    enclosed. 
NELSON.J.D.       Colorado    State    Univ.       79/11/12-        3pp. 


791313O135   Foruard.3    "Restoration   Summary   Rapt   on    In   Situ   Solution 
Mining    last    Site,  " 

i  A.  F.       Hue  1  ear   Dynamics.       79/10/19,       Ip. 


—  7912120137    "Restoration   Sunward    R*P*   an    In   Situ    Solution   Mining    Test 
Site.  " 
CANNADV.F.  X,        Nuclsar    Dynamica.        79/1O/19.        40-po. 


40-B692   COTTER    CORP. 

791319O63B   Lists    contract    cost*    iniurrBdi   5i   manhours    eipendeo    in 
reviewing    7S0334    appl  ieation.  Approved    by    RA   Scarano.  ,„,,,... 

ROTHFLEIBCH: J.E  Uranium   Recovery    Licensing    Branch.       79/Il/oa. 

lp. 


— 791S120150  Forwards    Itr-    of    notification    of   restoration   activities, 
prepared   by    FK  Connadu..  project   engineer. 
BTDICH,  A.  F.       Nuclear    Dynamic  a,       79/07/13.       lp. 

-- 7912120-153  Ltr    of  notification    of    restoration   ac  tlvities.  Out!  ines 
transition    from  end    of    leaching    to  restoration    proper. 
CANNADV.F.  X.       Nuclear   Dynamics.       79/07/09.       3pp. 


DDCHET  40-B693  PLATEAU  HESQUflCES.     LTD. 

7712130192   Amend    1    to   License    SUA-1371,  authorising    const   of    embankment 
for    taiTinoi    impoundment    bg    adding    Condition    40-43  lc 

modifying    Condition    19,  Paragraph    C.  

SCARANO.R.A.  Uranium  fiecoverg    Licensing    Branch.       77/O9/BB.       3pp. 


7912310112  Advises    that    data    for    sitth    quarterlu   vept   under  License 
SUA-1331    can   6a    foun-d    in   "ReitDratlan   Summary   Rapt    on    In 
Bitu  Mining   Test   Bits   Bunildnce   Proj, Crook    County. MV." 
3TOICK-A.  F.       Nuclear    Dynamics.       79/11/26,       lp. 


DOCHET   W-QbJA    PLATEAU    RESOURCE 


7912280092  Forwards   rflquBBt    to    annend    Llcenss  SUA-132&.  Al  to   discusses 
compliance   u/other   conditions,   of    license    rs  radiation    safety 
officer,  earthen   berm   airound    ore    storage   pad, dust    control, 
reclamation   plans   K    Hiutpment    for    in  vivo    lung    counts. 
aEWELL.lt.  D,       Plateau   Resources.    Ltd.       79/10/31.       3pp. 

— 7712260089  ReijuBsts   anand   of   License   SUA-132&   including    changes    to 
adiire'sa, amount,  mgt    control    program  &  area    for 
decommissioning. 
EEWELL.R.B.       Plateau  Resourcea.    Ltd.       77/10/31.       Spp. 

— 7712360102  R«q.uosti    submission    of    fee    to    amend   License  SIM-13SA, 
JACKSON. 0.  Licenie   Fea   Hanagoment   Branch.       79/11/29.       lp. 

— 79122a010S  Forwards    tea    for    a.raend    tn  Lic«n*»   BUA-I3BA. 
NEIWAN.P.       Plateau   RESourc&a,    Ltd.       79/12/O3.       Ip. 


DOCKET  40-B721    ROCKV  MOUNTAIN   ENEROV   CO. 

7912130702   R»nuBsti    llatefl    or    proposed    bhreatennd    entfangered    species 
uithin   propos«iJ    U  recovery    project    *rea.  Map    of  U   project 

ROTHFLEIECH.  J.  E  Uranlurt   Rflcovary    Llcensino   Dranch.       79/06/13. 

3pp. 

7712130034   R»que«ti    supp 1 enmntnl    info    on    surfao  mater    f natures. »eepage 
raco-very    ti    pipeline    failure    for    reviBw   of    79C-21H   environ 
info  re    source   matl    license    app  1  i  cat  ion.  flao.uesti    Info   re 
endangered    spec  IBS    for    biological    assesimnn'b. 

ROTHFLEIGCH.  J.  E  Uranium  Recovery    Licansing    Branch.       79/10/12. 

2pp. 

— 7913130091    HaquBBta    identification    of    liatsd    or    proposed    andangered 
species    uiithln    are*    of    prnpoisd    project    location. 
ROTHFLEISCH.  J.  E  Uranium  Raeovery    Hcenaino   Branch.       79/06/13, 

2pp. 

— 7712130133  Notifies    of    concerns    re    project    in   Natrona  Countyp HY.  Public 
lands   within    project   not    identl f 1 Bd.  Environ    rept   did   not 
tpaclfy    occupation    of    public    land.  Location    of    federal 
tnlnerals    not    identified. 
BAKER, D.  P.       Intarion  Dept,  of.     Bureau   of   Land   Manaoement.       79/09/19. 

5pp. 


BOCAGT    40-Q67S  FHEROV  FUELS  NUCLEAR.     INC, 

77121B026Q  Fnrmai-ils   fiourco  llatl    Licsnsq   5UA-133S.A11    admini  t  crat  Ive-. 
operating   &  monitoring    procedures    must    b-e    imp!  em  anted   at 
least   30  daijE    from    licenoe    iisuancB    date. 
BCARANO.H.A.  Uranium  llecovor.)   ^Licensing-   Branch.       77/07/29.        lp. 

-~79121B02f,4  Source  Hatl    Licenie  SUA-13aa    for  Energy    Fuels   Nuclear.  Inc 
authoriiirg    use  of   crushed    natural    U  ore    at   ore    bujlnn 
station  near   Hanksvi  1 1*.  UT. 

SCARANO.R.A.         Dlvliion   of   Fuel    Cycle  &   Material    Halety.       79/09/HB. 
12pp. 


7912260HSO   Confirmt.   771001   rent  TB    statuf    of   Racliu   Mountain   Energg   Co 
Nin*  Mile   Lake    commercial    solution    mining    project. 
(1OTMFLE1ECII.  J.  E  Uranium  Racovarg    Licensing    Branch.       79/10/22. 

lp. 

7912170267   Forwards   Fiipontv    to   NSC    79I01H   qu»Btloni  re   anviron   rept   ( 
source   matl    lie ense.  Raques ts    comments. H/o    •ncl. 
NEUMANN.  M.  R.       RocVy   Mnurtain   Enoruw    Co,       79/11/09.      3pp. 


7912130006   Foruarfls   i-evi*ed    environ    rept, 
Radiologlcat    Assessnant.  " 
NEUrlftNN. K.  (I,       Rocky   Mountain   Energy    Co. 


"Frinicipal   Parameters    for 
79/11/14.        lp. 


DOCKET  40-B677   NL    INDUSTRIES,     INC.  .     BErtRlNOS  BIV. 

7912030130  Bubmtts   application.    For  Amend   S    to  ML  Bearlnps/NL    Industriati 
eiport    HceniB    increasing    amount  of   U   to   AO.  000    Ib    t, 
eitvniling   expiration   date  to  QH0101, 
C1ANI.F.       ML    Indu9trl»s.     Inc.       77/10/30.       lp. 


DOCKET    40-0691    ENERGY   FUELS   WUCLEflR.     IHC. 


7912120011   Amend    1    to    Source   Matl   Llconsa  9LM-133B  TB   Conditions  35   d 
S&  authorltinj    flrit    stage    of   const    of   enbanfcmanU    tt    liner 
aijs    of   tallirvfi  retention   «gs. 
8CARAHP,  R.A.  Uranium  Kecoverg   Licensing    Drancfi.       79/10/12.       Iff. 

7912130167  ConfLrmv  771016   tn  1  con,  ituml  i  i  rig    gpoclftc    concern    about 
Riennrandun   of  agreement   re  mitigation    of   advaraa   eff»ct  at 
mill    *ite.  Licensee  ulll    avoid    project    design   uithin    100  ft 
of    perimeter   of   reclaimed    tailing!    lnpaundmin.t   area. 

.  A.  Uranium  Recoverij   Litenslnn   Branch.       79/10/19.       3pp. 


791B1B0093   Revised    environ    rept,     "Principle   Parameters    for   Radiological 
Assessment.  " 
»      finely    Mountain   Energy    Co.       79/11/14. 


79IS310200   Siibmita    formal    uiritten    notification    of   encursion    at 
facllltu.  FormardB   chronology    of    incursion    verification   for 
Well    M-40i  corrective    actions   fc    drauiin^    of    Pattern   III   uell 
layout.  Progress    rapt*    forthcoming. 
BOJ-fiER.  C.  H.       Rocky    Mountain   Energy    CD,       79/11/16.       19pp- 

7912170404    Advises    that    Board    of    Hati-ona    County    Commissioners    has  no 
questions    or   eomfnenta    on    environ    rept    or    source  matl 
llc«nso   ajip  Licatton. 
BCHULTE.F.  L.       Hatronfl    CountgiWV.        79/11/19.        lp. 

791B310372  Comment*  on   Rocky   Mountain  Energg.   re«ponse   to   question*  re 
proposed    In    situ   U   operotlon    «t   Nin»    Mile,    L«*e,CaipBr.  MV. 
augjttti    ra-sponBB.    to    o.ue*tion    re    *xam.lnation    of   oroundwatar 
right*   &    lupplies    1>    speculativo. 
BEDDNT,  N.  E.        HyodlinS'     State    Of.         79/11  /HA,        3pp. 


DOCKETED  ITEMS 


DOCKET   40-0722    BF1UBH-HELLMAN,     INC. 


79122003BB  Forwards    plan    for    future    decontamination   tt  reclamation   of 
recovery    operatlomas   required    by    Condition  27   of    source 
matl    license. 
ZUEHLKE.J.R.        Brush-Wei  Irnan.     Inc.        79/11/15.        Spp. 


DOCKET  40-B72S  GULF  MINERAL  RESOURCES  CO. 


79131701H9  Discusses   Ogle   Petroleum  application   for    license    to    a>tract 
in    aitu   U  from  site    In  Fremont   County. HV. Requests    infn   re 
endangered    or    threatened    species   in   area. 
MILLER, H.J.  Uranium  Recovery  Licensing   Branch.       79/11/07.       3pp. 

7912310515  Provides   comments   re   environ   rent   on   productian-ECale    in 
iltu    U  mine    In  Bison  Das  in,  WY.  Eventual    disposal    of 
evaporltes    should   be   further   discussed    to   assure   haiardaus 
mail    uill    not   be   abandoned   at    site. 
MENAHD.H.W.        Interior, Dept.  of,     Geological    Survey.        77/11/15.        Ip. 


7912030443  Offers   no    comment   re  Oulf   Resources   Co   project. Requests 
Requests   relevant   matl    as    available. 
CARTERiD.        McKinley    Area   Council    of    Qovts,     Gallup, NM.        79/10/04.        ip. 


7912SOQ41i  Foruards   transcript   of   791101   meeting   u/NHC  re    environ 
scaping. 
CATCKPOLE,  0.  J.        Ogle   Petroleum,     Inc.        79/11/16,        21pp. 


7912190642  Summary    of   791022-23   alto  visit   It   scoping    meeting. Out! Ine   of 
scaping   meeting    &    list    of   attendees    end. 
TRADER,  E.  ft.  Uranium  Recovery   Licensing    Branch.       79/11/16.       12pp. 


DOCKET  40-8727  KERR-MCOEE  NUCLEAH  CORP. 


7912170131   Forwards   addl    info    re   application    for    sourea   matl    license 
covering;  U  recovery  activities   front  mineuater   per  791003 
request.  Includes   map   t   organization   description. 
SHELLEY.  W.  J.       Knrr-McGee   Corp.       79/11/07.       10pp. 


7912190212  Discussal   d  submits    comments   on  review  of   Ogle    Petroleum 
Environ  fiept    for   proposed   Bison   Basin    in   aitu  U   leach   mlna 
in  Fremont  County,  WV.  Section   re   solid    effluents  requires 
clarification   concerning    low   level    radioactive   solids. 
LARSO.N.H.C.       Interior. Dept.  of,    Bureau   of  Mines.      79/11/21.       Ip. 

7912310165   Responds    to   NRC    791107    Itr    re   U   extraction    from    ore    body 
in  Fremont  Countu, UY. Biological    assessment   required    to 
determine    If   proposed   project  will    affect   endangered 
species. 

STILEB.H.E.       Interior. Dept.  of,    Fish   b  Wildlife  Service.       79/11/23 
Ip. 


—7918190136  NPDE8  Permit  HV- 0022411,  issued    to  Kerr-Hcfiee   Nuclear  Corp. 
»      Environmental    Protection   Agency.       7B/09/OB.       10pp. 

— 7912190144  NPDES  Permit   HY-00262H1, issued    to   Kerr-McQae  Nuclear   Crap. 
*     Environmental    Protection  Agency.       78/04/10.       llpp. 

--791219014B  NPDE8  Permit   WY-0026212, issued    to   Kerr-McOee  Nuclear   Corp. 
»     Environmental. Protection  Agency,       7B/O9/OB.       10pp. 


DOCKET  40-872B   TETON  EXPLORATION  DRILLING  CO. , INC. 

79121B0394  Accepts    application   request    for    source   matl    license    to 
conduct   U   solution   mining   RfcD   operation.  Addl    environ  repts 
needed.  Foruards    request    for   addl    info. 
MILLER, H.J.  Uranium  Recovery   Licensing   Branch.       79/10/22.       4pp. 


7913310B12  Comments   by   State   of  UV  Eiecutlve   Dept   on    environ    rept   for 
proposed    production-scale    in   situ  mine:NRC   should   more    fully 
scrutiniie   potential    surface   b   groundwater    Impacts. 
Supporting    documentation   encl. 
HERBCHLER.E.        Wyoming,     State    of.        79/11/23.        12pp. 

7912270067  Notifies   of   completion   of   acceptance  review  op   790B10   BNM 
license  application  &  supporting    environ  rept.  Documents    are 
acceptable. Bimonthly   repts   re  review  schedule  mill    be 
provided. 
MILLER, H.J.  Uranium  Recovery   Licensing    Branch.       77/11/26.       Spp. 

-- -7912B7Q069  Notice   of   availability    of    environ  rept  h   intent    to   prepare 
draft   EIB  re    issuance   of   source  matl    license    for   Bison   Basin 
project    in  Fremont  County,  WY.  Questions,  comments   &  requests 
for    addl    info    end. 

SCARANO,  n.  A.  Uranium  Recovery   Licensing  Branch.       79/10/09 

9pp. 


7912200393  Advises    that   permission    to    install    equipment   does   not 
constitute    NRC   approval    of  application.  Permission    nranted 
due    to   RS.D  nature    of    facility. 
MILLER,  H.J.  Uranium  Recovery   Licensing    Branch.       79/11/09.       Ip. 


791219020S  Comments   on    environ  rept   for  Ulge  Petroleum, Inc    in   situ  U 
Mine, Fremont  County,  WY.  Requests   to  review   environ   statement, 
when   prepared, to   ascertain  any   adverse    impacts    to    Indian 
land   Ic   people   of   Hind  fiiver    Indian  Reservation. 
«      Interior, Dept.  of,    Bureau   of    Indian  Affairs.       79/11/30.       Ip. 


DOCKET  40-8745  DOLE  PETROLEUM 


7913S101B6  Application   for    source   matl    license   authorizing   extraction 
of    1BO. 000    to   U-30B    in   uet    slurry    form. Resumes    for   OJ 
Hartman.OJ  Catchpole   h  JO  Vlalpando   encl, 
CATCHPOLE,  0.  J.       Dale  Petroleum-     Inc.       79/08/01.       6pp. 

7912130402  Forwards    transmittal    Itrs    for   environ  rept, per    list   provided 
by   BJ  Fisher. Ltrs   also   notify    of   791101    public    meeting    In 
Rlverton.WY   to   discus*    scaling    for   Bison   Basin  Project, 
CATCHPOLE,  0.  J.      Ogle  Petroleum,    Inc.      79/10/19.      2pp. 

7912210300  Foruards   notice    of    intent    to    prepare  DEB  &   scaping   meeting. 
»  Uranium  Recovery   Licensing   Branch.       79/10/26.       Ip, 

--791221Q312  Notice   of   availability    of   environ   rept  fc    intant    to   prepare 
DE8  re    issuance   of   tource   matl    license, 

BCARANO,  R.  A,  Uranium  Recovery   Licensing   Branch.       79/10/07. 

Bpp. 

7912210317  Forwards   notice    of    Intent   to    prepare    draft    environ    impact 
statement  h  notice  of   scoping  meeting,  H/o   encl. 
»        Division   of  Waste   Management,       79/10/26.       Ip. 

—7912210323  Forwards    notice   of    intent    to    prepare    draft    environ    Impact 
statement   li  notice   of    scoping   meeting.  M/o    ancl. 

*  Division   of  Mute  Management.       79/10/26,       Ip. 

—7912210328  Forwards    notice   of    Intent    to    prepare   draft    environ    Impact 
statement  fc  notice   of    scoping   meeting.  H/n    enel. 

*  Division   of  UaitB  Management.       79/10/26.       Ip. 


DOCKET  40-B748  CYPRUS  MINES  COI1P.  ,    URANIUM  DW. 

7912130318  Responds   to   790913  request    for    placement   on  mailing    list    fnr 
receipt   of  matl    re   environ    Impact   of  area.  Two    license 
applications    for  mills    In  areas   are   under   review. DEB  uill    be 
sent  iii din  available. 
SCARANO..R.A.  Uranium  Recovery   Licensing   Branch.       79/1O/16.       Ip. 

7912110292  Notifies   of   completion  of  acceptance  revicu  of   byproduct 
matl    license  application  &   supporting   environ  rept  re 
proposed   Hanson   project.  Document   acceptable    for   detailed 
review. 
SCARANO, R.  A.  Uranium  Recovery  Licensing   Branch,       79/1O/23.       Ip. 

791221027B  Forwards   notice   of   availability   of   environ    rapt    &   notice    of 
791106    scaping   meeting. W/o   encl. 
»      Office    of  Nuclear  Material   Bafety   b  Safeguards.       79/1O/26.  '     Ip, 

—7912210277  Forwards  notice   of   availability    of   environ  rept    Ic  notice  of 
791106   scoping   meeting.  H/o   end. 

*  Office   af  Nuclear  Material   Safety   6  Safeguards.      79/1O/S6.       Ip. 

—7912310286  Forwards  notice    nf  availability   of   environ  root    &  notice   of 
7911O6  scoping   meeting. W/o   encl. 

*  Office   of   Nuclear  Material    Bafety   &  Safeguards.       79/10/26.       Ip. 

—7912210290  Forwards   notice   of  availability    of   environ  root   &  notice  of 
7911O6   scaping   meeting. 

*  Office   of  Nuclear  Material   Safety  ti  Safeguards.       79/10/36.       Ip, 

—7912210293  Notice    of   availability    of   environ  rept  !•    intent    to   prepare 
draft    environ    impact   statement  re    issuance   of    source  matl 
licensee. 

BCARANd. R. A.  Uranium  Recovery   Licensing   Branch.       77/1O/32. 

2PP. 


DOCKETED  ITEMS 


DOCKET   4Q-B73I    COTTER    CORP. 


1313031B   Respond.    to   790912   r.qu.st    for    plKM.nt    .n   a»ili«»    »«* 
iaceipTof   utl    ro   environ    l.pact   of   ""-™0    "    n£i  -ill    ho 
a"pncations    for   .ill.    In  area,   •>••   ""<"r  ™vl.".OES  «ill    be 


DOMESTIC  LICENSING  OF  PRODUCTION  AND 


.nch.      79/10/16.       1,. 


UTILIZATION  FACILITIES 


DOCKET   30-2  UNIV.    OF  HICHICftN  RESEARCH  REACTOR 


Bid   Format*  Contant   for 


79121B02Q6  Forward.    draft  R.g   Oul..    9.  XX.    -Bid   Format*  Co 
LUeniae   Ph««le.l   a.curitt|   Pl«i   *«>  Prot.eU.i.   of  BUM  of 

BSES.  or  ^.ss-iu^si'Ks:-  4  n^-ssu.. 


2pp. 


i»*ua* 


V»t.  confir.atlon  c-f  BO01H6 
«««r  OCa  79111S  T.,««t  *«  «i 
JOCFBH.  206.  M*o  Tea.LBst*  B«(ttlm  to  diac 
us-d  to  foTOulate  responi*.  wia/10  IP- 

iffil98.E.R.      Bh.ldon.    Haraon  fc  Hals*.       79/12/lU-       »P- 


that  C..I..1M 


"""'"" 


*" 


no   replii    tn  1KB  in  »i»   nontNs. 

ICIBSiE-R.      Union  of  Ctmcira.4  Bci«ntt.t.. 

Haraan  fa  H«l«i.      79/12/1O.      Sap. 


c  a 
,E.R. 


7-n23l007B  Thre.   Itr.  r.,o..tin,    f.vpr.bl,  action   on  petition   to  .hut 


l"!1:    KAMZAN.L..    BRQDEfiKY.  K.       AMiU-tion 
79/ia/lO.       3pp- 


DOCKET   30-3  INDIAN  P  Q  I  HT  STATION.    UNIT   1 


.aera.ncy    fc   fir*   protection  plans 


Force.      79/11/23.       30pp. 


...tin,   -'"*"*"  "•**" 
praparedna.s   c.pahiliti.s.  List  of   NRG 

tin      R»attor..       79/1U27. 


of 


in   D..lf.inf.N» 


7912240003  Notification    of   79121B  ...ting   w/ 

»»oT9«nc«    planning.  -70/13/07 

OLBHAN.L.  M.  Operating    Reactors   Branch    1.      79/1Z/0/- 


•0.    Adjudicatorii    corraapondancB 

79130iOt44   Bt.t.»nt    In   =UpP"t    Qf   UC3   77O917   P'""""*". 
«.ccmmi..icnina    Df  tr.it    1   *    .u>..iiai>n  •'"""l"  L?tJ»vit. 
Rtqu«*tB    institution    of  proce«dinfl    par    1OCFR3.M2-  Affidavit, 


ABRAM3.R. 


-  I.        Nsw   Vort.     State 


™;MA 

79/11/14. 


7-U211003B  Confirm  r.calpt  of  .ncl  79O329  petition  to  >U.p.nd 
all  PWH9.  Forward  i  FR  notlc*  indicatins  *h»fc  petiti™  -111  b. 
treated  In  accordance  W/IOCFR2.  20fc.  ,1  t,  „  -»/i  I  /n 

DENTON,H,R.        OH  let    of    Nuclear   Reactor   Reaction.       79/11/33. 

—  7T181I01M   Motic.    of   re,u«t    for    «*l«"-"'^Mt    *.    WCFFZ.  SO* 
Environ    Coalition   on  Nuclaar   Po-er  790339  ,p«tition 
r«qu««tlnn    suspension    of  all    OL»   for  P*««-  «/ii/aa 

HUULER.O.R.      Office    pf   Hucliar  RaaC*or  Reflation.       79/11/23. 

SHpp. 


la 
»P- 


7918310109  T-o    Itr.   r.-iu.stln,,   f.vorabl.  action   on  p.Htlon    to   .u.pand 

icr.^^^.       7VIB/».      3Pp. 


79121-M107  For«r.s  79tat7  Itr   to  COBB.l«lon.r   Ahearne  ra  UCO  p.itlof, 
on   *«fety   t  »ite   location   I«IUB*. 

Haul,   of  Rap.       77/12/17.       lp. 


7912190114  Roasts  4Uick  r..pon.»   t-  1KB  p.tltion  re  raaolution  of 
.its  location  fc  saf»t«   i"»u"- 
FISH.H.       House   of   R«p.        79/12/17.        lp. 


H.   O*n« 


79iai4019fl  B.a.U.<t.   that  EJ  Back    h.   d.l.t.d    •».  -ploge.    ll«*  *  *"«* 


P.    Oa.rjtina   licen.e  staga   dacuaent*  I.   correspondence 


of   Dp«ratlnff  E.p.rl.nc.  H/R.clr=ul.tlnB   Bt 
Division  of  Op.ratinB  Reactors.      KUBEO-OS23. 


79/01/31.       B9pp. 


i,cuss«  MRC  review  of  LERs   1<  T.ch    Spec  ra*uire»»nts  re 

review  tfl  ensure  re^ulrenint  for  rod   «aint  *°  *•"**"„ *'!_* 
st-p,  indicated  S.  RPI    ««»  v.rifi.d   accurate  wi *"n  12  mt'7!l 
aCIWENCER.A.  DperatinB  R.actor.  Branch    1.       79/10/89.       7pp. 

79U19014Q  For-rd.  -Dl.cus.lon   of  Tin  !_...«..   L-arne-  ^"J-Ter- 
R««uire«ntB.  •  flevisionB   to  encl    i«ple»«ntation   «?*"dl'1f.  ™r 
So457B  T.,uir..ent,   should   b.   «»--"t.l    -^""U""0" 

^^HV"Mo/fL:cDfdN;:i.:rr.:"orR:;u?^i0r-79/io/3o.  2PP. 


7712=00=70  Porwrd.   statement  ..da    in   support  ]-F  ««/«""  ""  for 
daEomBitsioniTij    of  Unit   1   6  *i»p«»l»n   °*  op.ration  at 

BROHH.P.D.o!       Mid-Hudson  Huclear  Opponent*.     Inc.       79/11/37.       lp. 


—  79iaa0027&  Btlteoent   of  PDO   Brown    in   support   of    UC8  patltion    for 
OTocMdlnB    to    Institute   d.coo«l»ioninj    of  Unit    It, 
.uip"-l«*    Qf   °P".tE0n  -t  Unit.    2  t  3   P«ndln5    «ff.t« 

-  »cl..r   O««U.     Inc. 


79120*0074  Notice   of   uithdr.-al    fro«  PpoeBeding*   effective  79113O. 
BMITH'B.H.       Hearing    Branch   a.      79/11/29.       lp. 


.791204Q07B   Notice    of  ippMf.nci   on   h»half   of  )*C.  Cartificata   of  Bvc 
.J.e.       Hearing   Branch  2-      79/11/39.      ^PP- 


60343  Request*   e.ten.ion  until   BOOaofl  to  re.pc.rid    to   IntirwHin. 

S.t.   EneV!U    Ofc    I.   ««..«•    =«»*?V2*  Brsll    rl 
iron    petltiflns   for  rtvtou  of    (SLA9-436  !.  ALAB-Sfil    rn 


Environ    p 

teiinlc    Imtues.Certlficat*  of  Eve   entl. 

MCXJREjJ.  E.      Htarins   Branch  3.       77/13/O7.      4pp. 


79121001*7  DiSCUSs«  NRC   791101   ...tin.  *'"£»•'"»-  Wv» 

vendors  &  fuel   suppliers  re  discussion    nf  raspectlve 
portion,  of  ECC9  evaluation  -od.l,   d.-llns  -/f".l   el.«li»B 
swllina  I.   iticid.ncB   of  rupture.  Vendor  respcnsas   "«|- 
ErBe«UT.D.C.         nlul«i0n   of  Oper-tlna  Re.ctor,.      79/11/09.       65pp. 


n      «e,      o 
ANDEHBON.  T.  H.      tlestlnghouse  El.ctrlc  Corp.       79/11/02.       4pp. 


7912100330  Responds   to  NRC  791101    r.qua.t  r.  »HL  clajdlna    .-ellln,   K 
ru.ture  data.Ravieu  of  anal||tical   aodels  &   t.,t«   J"""*" 
I^plianc.  -/10CFBSO  App  K.A11   OE   s.ac,  for    c.lcul.t.d    p«a> 
cladding    toap   remain    unchamad.  __,._,„,       .,„. 

BUCHHDLZ.R.R      Oen.ral  Electric  Co.       79/12/O7.      2pp. 


7912100407  Forward,   response   to  NflC  791101   rtvji.t  "."'Ij"" 

iata.eoncH.de,  tftat  data  properlu  rapresented  by  fuel  MriiU 
"•d  in  vendor  evaluation  «0del»  «.  that  an»l«>es  de«on.trat9 
all  criteria  of  1OCFRSO.  46  satisfied. 

OHBLEV.C.  F.  Eixon  Nuclear  Co.  i  Inc.  .(sub*,  of  E*«on  Corp.  ». 
79/1  1/03.  3pp. 


*"* 


DOCKETED  ITEMS 


— 7912100436  Forwards  addl  info  re  evaluation  of  impact  of  NRC  proposed 
rupture/blockage  model  used  In  vendor  evaluation  model. 
No  adverse  Impact  from  neu  rupture  burst  data  or  use  of  NRC 
rupture/blockage  model  on  licensing  calculation  results. 
QUSLEYiO.  P.   Eiiion  Nuclear  Co.  ,  Inc.  (subs,  of  Exion  Corp.  >. 
79/11/04.   23pp.  M 

7913070263  Partially  responds  to  FOIA  request  for  document  re  Pauling, 
NY  sit«.  Forwards  requested  info.  Submits  addl  info:  sodium 
deuterium  reactor  never  built  at  slte.no  matl  ever  used  at 
•ltd  &  no  radioactive  matl  disposed  of  In  lake. 
CARR.J.C.     Division  of  Rules  and  Records.   79/11/16.   3pp. 

7912070391  Submits  partial  response  to  FOIA  request  for  documents  re 
Nuclear  Development  Anoc iation. United  Nuclear  Corp. Gulf 
United  Nuclear  Corp  &  ATCQH, Ine, concernino  facility  site. 
Forwards  requested  Info. Provides  addl  info  re  site. 
CARR.J.C.     Division  of  Ruins  and  Record*.   79/11/16.   3pp. 

79121302B4  Forwards  application  for  amend  to  QL  changing  ETB  fc  required 
fe».  Fen  paid  under  protest. 
CAHILL.U.  J.   Consolidated  Edlian  Co.  of  Neu  York.   79/13/03.   Ip. 

—7912130291  Application  to  amend  ETB  distinguishing  limiting  conditions 
t  monitoring  requirements,  eliminating  repetitive  (pecs, 
reporting  requirement*  *<  bases  &  updating  ETB  rept  to 
reflect  present  technology. 

CAHILL.H.J.   Consolidated  Edison  Co.  of  N*w  York.   EARLY,  A  E 
PoMRr  Authority  of  the  State  of  New  York.   79/12/03.   23pp. 

--7912130306  Revised  Pages  1-1  through  9.6-1  of  ETB  re  limiting 
conditions  i  monitoring  requirements, annual  environ 
operating  rept  b  nonroutine  reportable  environ  occurrences. 
Affidavit  of  fvc  end. 
»  Consolidated  Edison  Co.  of  New  York.   79/12/03.   46pp. 

7912180361  Responds  to  NRC  791029  1 tr  re  control  rod  position 
indication  sys.  Tech  Spec*  revised  to  limit  rod  misalignment 
li  Unit  1  shutdown  awaiting  decision  on  ECCB. 
CAHILL.H.  J.   Consolidated  Edison  Co.  of  Neu  York.   79/12/07.   Ip. 

7912200413  Notifies  of  791218  sit*  visit  of  NRC  Emergency  Punning  Task 
Force  to  evaluate  upgrading  of  emergency  plannino  since  TMI 
accident.  Requests  participation  of  NY  State  Energy  Qfc. 
COLLINSiH.  E.    Assistant  Director  for  Emergency  Preparedness, 
79/12/07.   Ip. 

7913270339  Forwards  "Program  Plan  for  Performance  Verification  of  PMR 
B«f«tu/Reli»f  valves  ti  Bys"  8.  supplement*!  info  in  response 
to  TMI  Lessons  Learned  Task  Fores  Recommendations  2. 1.  E, 
CAHILL.M.  J.   Consolidated  Edison  Co.  of  Neu  York.   79/12/17.   7pp. 

— 7912270373  "Program  Plan  for  Performance  Verification  of  PHR  Safety/ 
Relief  valves  *.  SUB.  "  * 

*  Electric  Power  Research  Institute.   79/12/13.   62pp. 

7913270267  Foruard*  791220  conference  paper  re  Indian  Point/Zinn  near 
site  studies.  Request*  paper  ba  made  part  of  public  record. 
PEOPLES,  D.  L.   Commonuealth  Edison  Co.   «  Consolidated  Edison  Co.  of 
New  York.   »  Pouer  Authority  of  the  State  of  New  York.   79/12/21 
Ip. 


7912050334  Forwards  IE  Info  Notice  79-27,  "Steam  Generator  Tube 
Ruptures  at  Two  PMR  Plants.  "  No  rasponae  required. 
GRIER.B.  H.     Region  1,  Philadelphia.  Office  of  the  Director 
79/11/16.   Ip. 

7912100113  Forwards  IE  Info  Notice  79-39.  "Overloading  of  Structural 
Elements  Due  to  Pipe  Support  Loads. "  No  response  required 
GRIER.B.H.     Region  1,  Philadelphia,  Office  of  the  Director 
79/11/16.   Ip. 

7912110396  Forwarda  IE  Info  Notice  79-29,  "Loss  of  Nonsaf etu-RBlflted 
Reactor  Coolant  Sys  Instrumentation  Durins  Operation.  "  No 
specific  action  or  response  required. 

GniER.n.H,     Region  1,  Philadelphia,  Office  of  the  Director.' 
79/1 1/19.   Ip. 

7913030321  Forwards  IE  Bulletin  79-26,  "Boron  Lo.s  From  BUR  Control 
Blade*."  No  response  required. 

GRIER.B.H.     Region  1.  Philadelphia,  Office  of  the  Dlractor. 
79/1  I/HO.   Ip. 

7913060S66  Forwards  IE  Circular  79-24,  "Proper  Installation  t,  Callbr  of 
Core  Spray  Pipe  Break  Detection  Equipment  on  BHRs.  "  No 
rasp  on se  required. 

ORIER.B.H.     Region  1,  Philadelphia.  Office  of  the  Director. 
79/1 1/26.   Ip. 

7912110031  Forwards  IE  Circular  79-23,  "Motor  Starters  &  Contactors  • 
Failed  to  Operate.11  No  response  required. 

ORIEfl.B.H.     Region  I.  Philadelphia,  Office  of  the  Director 
79/11/26.   Ip. 

791219001B  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  6  Control  Pouer  Bus  Bua  During  Operation  " 
Written  response  required. 

ORIER.D.H.     Raginn  1,  Philadelphia.  Office  of  the  Director. 
/9/1 1  /3Q.   1  p. 

7912310209  Forwards  IE  Info  Notice  79-30,  "Reporting  of  Defects  b 
Noncompllances.  10CFR31.  "  No  action  requirad. 

GRIEF).  B.H.     Region  1,  Philadelphia.  Officu  of  the  Director. 
79/12/06-   1  p. 

7912190734  Foruards  IE  Bulletin  79-2B,  "Possible  Malfunction  of  Namco 
Model  EA1BO  Limit  Switches  at  Elevated  Temps."  Written 
response  required. 
79/la/07H'     RBBion  ''  Philadelphia,  Office  of  the  Director. 

79122B01BB  Forwards  IE  Info  Notice  79-31,  "Use  of  Incorrect  A«plifiod 
Response  Spectra."  No  written  response  required. 
ORIEfl.D.H.     Region  1,  Philadelphia.  Office  of  the  Director. 
79/1E/13.   Ip. 

R.  Periodic  operating  reports  t  related  correspondence 

7912140333  Forwards  Nov  1979  data  r-  fish  species  specified  In  Section 
401  certification  to-NY  State  Dept  of  Environ  Conservation, 
MONTI,  H.A.   Consolidated  Edison  Co.  of  New  York.   79/12/10.   17pp. 


—7912270275  "Indian  Ppint/Zion  Near  Bite  Studies,  "  presentation  to  NRC. 
*  Commonwealth  Edison  Co.   *  Consolidated  Edison  Co.  of  New  York 
«  Power  Authority,  of  the  State  of  New  York.   79/12/20.   31pp. 

79123101B1  Informs  that  no  response  to  NRC  791030  Itr  can  be  provided 
for  Unit  1  since  unit  shut  down  in  1974.  Presently  awaiting 
<t»el«ion  by  company  re  Installation  of  ECCS.  If  unit  returned 
to  ivt.util  ulll  respond  to  NUREO-037B. 
CAHILLiH.J.   Consolidated  Ed Uon  Co.  of  New  York.   79/13/21. 


IP- 


fl.  Inspection  reports,  IE  Bulletins  b  correspondence 


7912130213  Respond*  to  IE  Bulletin  79-18.  Evacuation  announcement  sy* 
tests  in  Dec  1970  reveal  several  deficiencies  which  were 
corrected. Audibility  testing  will  ba  continued  annually. 
CAHILLiU.  J.   Commonuealth  Edison  Co,   79/10/15.   3pp. 

791B1701H6  Responds  to  IE  Bulletin  79-23,  "Potential  Failure  of 
Emeritney  Dleiel  Generator  Field  Exciter  Transformer. " 
DeierUed  conditions  re  connections  neutral  of  generator  fc 
neutral  of  primary  winding*  of  EPT  not  applicable. 
CAHILL.M.J.   Consolidated  Edl*on  Co.  of  New  York.   77/10/29.   2pp. 

791BOB002p  Forwards  IE  Circular  79-22,  "Stroke  Times  for  Pouar  Operated 
Relief  Valves."  No  response  requlrid, 

.  R'fllon  '•  Philadelphia,  Office  of  the  Director. 

Ip, 


791217O302  Foruards  dally  records  of  fish  collection  for  Now  1979. 
CAHILL.U.J.   Consolidated  Edison  Co.  of  Neui  Yorli.   79/12/14.   Ip. 

—7912170307  Tabulation  of  dally  records  nf  fish  collection  for  Nov  1979 
*   Consolidated  Edison  Co,  of  Neu  York.   79/11/30.   8pp. 

U.  Congresttlonal/Eiecutlve  Correspondence 

— — — . — ™— — . — . — »«»«______..,„_ . — ._,.. ^_  _^_ 

791214052B  Concurs  w/Kameny  Commission  recommendation  re  emergency 
evacuation  plans  for  pouer  plant  areas.  NRC  should  rule 
directly  on  UCB  petition  to  shut  doun  plant. 
BINOHAM,  J.   House  of  Rep.   79/11/14.   Ip 


DOCKET  SO-5  PENNSYLVANIA  BTATE  UNIV.  RESEARCH  REACTOR 

-"""— — — — -«  —  —  —,  —  —  ««,«__ .-,^-m^^.m., __„„_, _——..„,._  _______ 

F.    Security,    medical,    emergency  It  firs  protection  plan* 

""  "****'   '•——- •—  — —  —  — —  —  ™__  —  _„  _»_  H. _„  _  „_  _ , — _  __  _M, ,_  _ — p  __  M  ^_^ — B 

7912120306  Forwards  draft  Reg  Oulde  S, XX,  "Btd  Format  h  Content  far 
Licensee  Physical  Security  Plan  for  Protection  of  9NM  of 
Moderate  or  Lou  Strategic  Significance. "  H/o  encl. 
REID.R.U.     Operating  Reactors  Branch  4  (Pre  791030).   79/OB/22 

3pp. 
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DOCKETED  ITEMS 


DOCKET    5Q-10   DRESDEN   NUCLEAR   FBHEH    STATION,     I/HIT    1 

F.     Security,    nedlcal,     BmsrgBncy    b    Fire    protection    plans 


7912200093  Discusses    IMC    791IO9   meeting    re    emergency    preparedness    te, 

emergency   preparedness   t,  assuring    capability    of  oiffsite 

agincies    to    take    appropriate    emergency    action*. 

CRIMES,  B.K.        Eaergency    Preparedness    Task    Force.        79/11/23.        30pp. 

79I9E70O63  Forwards    list    of    specific    it«jns    requiring    updating    in 
emergency  pi  ans.  EmErjency   plans    were   evaluated    using    cotfe 
requirements.  Reg    G-uitfo    I.  101    &   Emergency    Planning    Revliu 
ayldelinet   Nuraber    I,  Revision    1 
IPFCLirCLT.A  Operating   Reactors    Branch    3.        79/11/3O.       7pp. 

7913270098  Ack    receipt    of   790916   Itr    tran-sai  tting    security    persnnnel 
training   t<   qoal  it icatl  on   plan.  ReqiiHta    subntttal    of   Class    1 
lr    III     fen    totalling    (4,000. 
MILLER,  W.  a.  License  Fee   Managenent   Branch.       79/12/10.       Ip. 


H.     QeneT-al    corraspondenc  e 


Discusses   791304   title   change    of  manager    of   nuclear 
operationi    to   vico    pr*»  ident.  Organ)  lation    structure    not 
altertd.  Ha   reviilan   uill    be   made    to    OA   program    topical    rtf  t 
CE-l-A  until    organiiation   structure    is    delineated. 
JAIJECEKj  R.  F.       Comnonutea  1  th   Edison   Co.        79/13/15.        Ip. 


P.     flperating    license   stage   datumants   6   correspondence 


— 7912120330   "Unit    1   Leak   Rate   Tost   Hept    1977. " 
»      CflBMTianiJealth    Edison    Co.       77/1S/31.       49pp. 

7912070417  Commint«    on   end   Fusrn.  Inc    review   of  LLL/TERA  rapt   re 
seismic   haiard   analysis.  Variance    in    export    opinion    suggeats 
that   program    output    IE    inaccurate.  QiiHStlonab  1  e    area*   must    bo 
resolved    In   order    for   methodology    to   bo   uooful. 
•JANECEK.R.  F.       Commonuealt,h  Ediion   Co.       79/11/29.       2pp. 

— 7*12070420)   "Critique  of  LLL/TERA   Ropts   on   Belsmlc   Hai*rd    Analysis.  " 
prepared    far  Nuclear  Svcs  Corp, 
*     FUROO  Coniultina    Enginesri   b  OHoloBiata.       79/10/B6.       7pp. 

79JSU039B  Summary   of  791011   meeting   u/utll   re   BEP    leiimic    revliu. 
LEVIH.H.A.  Bjstsmatlc    Evaluation  Program  Branch.       79/11/29.       Bpp. 

7912310361   Euhmiti  renuestoil    info   on  BEP   Topic    1X-3.     "Station   Svc    t 
Cooling  Water   BIJ»,  "  Total   retldual    heat  releaied    during    cool 
do  bin   from   normal    operating    temp    tn  212  F  approx    479,3 
million  BTU. 
JAWECEH,  R.  F.       Commonwealth   Edison  Co.      79/11/29.       6pp. 

7712010297  Foruard*   supplementary,    roaponaa   to    be    intovporated    into 
79101B   Itr    re    lasaons    learned    commi tments    to   meet   near-term 
raquirenants. 
REED,  C,       Cammanuealth    Edison   Co.        79/11/30.        7pp. 

791S0404B5  Bubmiti   updated    schedule's    for    Installation   of    rec  irculatlon 
pump    trip    mods   per   79032?  Itr. 
PEOPLES,  D.L.       Commonwealth  Edison  Co.       79/11/30.       2pp. 


7912100139   Dlscutsei    NRC    791101    mteting    u/r.pr  etantat  i  vea    of   ttSSS 
vBntfors   %  fuel    mppliera    re   diicussion    of   reipectlve 
portions  of  ECCS    evaluation  models    d«aling   tu/fuel    claitding 
swilling   ti    incidenCB-    at    ruplur*.  Vendor    re«paTii«s    one  1 . 
EISEMHUT.D.O.  Division    of   OpBT-itlug    fleactori.        79/11/O9.        45pp. 

— 791210O339   "upends    to   NHC   7911OI    request    re    noncomp 1 lanca    of 
WistinghDuse  ECCS   evaluation  madel    under   requireanrts 
pf    10CFR50  App  K.  Evaluation   at    thre«    fuel    rod    aaatis 
indlcatei   no    safety    problems    for    Hestinghouie    plants. 
ANDERSON,!.  M.        UBIt  inghoute    Electric    Corp.        79/11/02.        4pp. 

— 7913100330   Responds    to   NBC   79M01    request    re   DRNL   cladding    surellins 
rupture  datj.Revi«u    cif   aralijtlcal    aadils  &   tests    indicates 
conpliance   U/1OCFR50'   App   K.A11    GE    spact    far    talculateil    peak 
cladding   temp    remain    un changed - 
BUCWtOLZ.H.  H.        General    Electric    Co.        79/12/O7.        3pp. 

— 7912100407   Forwards    r«;ponse    tn   NRC    791IO1    request    re   rod    burst   test 
data,  Conclude!    that    data  proporltj    rspresnnted   bv    fuel   models 
used    in  venilDr    evaluation  nadaU  b    that    snalyset    demonstrate 
all    criteria    of    1OCFR50.  4i    satisfied 

OWBLEY.S.F.       E, ton   Nuclear   Co.  ,     Inc.      Isubi.     of   E,, on   Corp.    > 

r 


791207047S  Notiltcation   of    791E06  meeting   u/util    ti  Dow  Chanlcal    in 
Bethls-da,  HD  to  discuss   disposal    of    solidified   uttstfs    in    louj 
luvol    waste    b-urial    tltea, 
O'CONHdR.P.  H.  Opercting  Reactors   Branch   2.       79/11/30.        Ip. 

79121E041I   Foruiards    supplementary    rosponso    re    commltmsnt    to    me»t 
short-tirm    requirements   of  Lestano   Learned   Tasli    Force. 
HEED.C.       Commonuealth    EdlaonCo.        79/11/30.        7pp. 


Forurarda    supplemental   rsaponse    to  791O1B   Itr   r«    eommltmenti 
to  Lnssona  Learned   Task   ForcB   rec  ommon  flat  ions. 
PEDFLEff.D.  L.       Commonwealth   Efliaun    Co.      79/13/03.       2pp. 


Forwards  design    drawings    re   water    suppraitlon    «g»i  dcttctton 
s^a  t,  Unit    1    Fita   pump.  Drauingo   available    in  Central   Files 
onl«.H||draulic    calculation    Info  t,   Fairbanks  morse   manual 
discrlting    fire  punp    oncl. 
JANECEK.R.F.       Commonuealth  Edison    Co.       79/13/04.       2pp. 

7'!12210349  Foriuarils   cover   sheet   for    CE-l-A,  Revision    10i  inadvortentlu 
omitted    from  791116  trnnsmlttal. 
WMJOHTON,  U.  F.       Commonusalth  Edison   Go,       79/12/13.      Bpp. 


79iaiOO«i  Foruard-s  addl    info    ra   evaluation   of   impact   oF  NSC   proposod 
r  upturn/I)  lockage  uad«l    usei    in  vendor   evaluation  aattl. 
Ha  advjrn    iapact    frora    neu  rupture    burst   data  or    uaa   of  N7!C 
rupttir*/blpclaj)e  model    on   licensing    calculation  results 

F*El"""   N°Cl*i""   C°"     InC' 


7912040361   Fn^ara,    plant    .ttan  bupale   capacity    sheets,  p  »rcent   rated. 
info  provided   to  CE   for    incorporation    into  NEDQ-34703 
PEOfLES.D.L.       Coetn.cn.wHaltfi   Eaison   Co.        79/11/IA.        2OOpp. 

7912110017  Foruai-d*   uptfitad    H<ts   of  SEP    t  Bates   not  requiring    site 
r«vieM  .ue  to  ongoin3   generic    lUtn.sina    actlville*    outside 
SEP    or    becausa    o*    inapplicability    to    faeiliEy 
Z1EMAMN.B.L.  Operating    Reactor.    Bratieh    2.        79/U/IA.        8pp. 


!    BV3luatio"   "F   SEP    Topic    XVII    "Dp  era  t  tonal    QA 

"y1"*"*-*""-""*    incorporate    util 
mods. 


Operating    Reactors    Branch    2.        79/ll/BO.        4pp. 


inproved   u£ste 

GRANT,?.,    LD.H. 


^porarg    Garage.  Fac  i  1  Itics    h.ve 


. 
Environnentat   Evaluation   Branch.       79^11/33,       SPP. 


ion   Co.        79/ll>ZB.        ]p. 


L"1'  *a*" 

77/OB/31. 


7912370469  Forua,riJ*  responae    to  NHC    voquest   for   addl    info    on    THI 
Ltaioin   Learned  Task  Force  Uncomnendationi  2.  1.  7a   &  a.  1.  7b. 
PEOPLES.  D.  L.       Cgmmonuealth  Edison    Co.       79/12/14.       Bpp. 

7912310340  Forwards   revisod    pages    to   CE-l-A,     "Comrn  Eil   QA  Program   for 
Nuclear  Generating    Stations,  "   Revision   11. 
•JANECEKjR.  F.        Commonuiaalth   Edison    CD.        79/12/20.        Ip. 

79123103S9  Rovistd    pages    to  CE-l-A,     "Comm  Ed   QA  Frooram   Pol-   KucUur 
Oeneratlng   Stationsi  "  lleviaion    11. 
«     Cominonu*olth  Edison   Co.      CE-l-A.      79/11/21.       lipp, 

0.     Inspection   r*port=,    IE  Dullntina   &   correspondence 

79J3O30013  Foriiiflrils    IE   Insp    Repts   SO-010/79-19,  30-237/79-23  It 
30-249/79-21    on    790904-23   t,   notice    of    violation. 
HEISHHAri.R.F.  Region   3,    Chicogo,    Reactor   Operations   Nuclear 

Support   Branch.       79/10/1B.      2pp, 

—  79JZ050020   Notice  of  violation   from    insp    on   79090fl-ZB 

*          Region   3,    Chicago,    Office    of    the   Director.      79/10/13.       3pp. 


61pp. 


™  IE    Inlp    Repi*    50-010/79-19.90*237/79-23   t    30-219/79-31    on 

790904-SS.  NoticnmpHancs    noted:  failure    to   control   acc««t    to 
nigh   raillatioii  areas   &   failure    to    follou  procedures. 
BARKER.  J  .L    .     HALKER.fi.D.,    fiPESBARD,  R,  L.  ReflionS,     Chleaoc,, 

Office  of    the   Director.       79/10/1B.       9pp. 

7912050204  Notice    of   violation   frnm    insp    on  790904-2B 

*          Region    3,    Chicago,    Office   of    the   Director.       79/10/18.       2pp. 
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7713070264  Forward.    IE    Imp   Rnpt   30-OIO/79-20  on   791O1&.  No 
n on compliance  noted. 

DAVIS,  A.  B.  Reoion  3.    Chicago,    Fuel    Facility    6   Materials   Safety 

Brunch.       79/10/28.       3pp. 

—7912070270   IE    Imp   Rept   50-Q10/79-2O   on   791016-No    noncompl  lance   noted. 
Major   areas    inspected: raduasta   mgt   Ei  radiation    protection 
fop.  Unit    1    decontamination. 

FISHER,  H.  L.  ,    HIATT,  J.  W.  Hegion   3.    Chicago,    Office   of   the 

Director.       79/10/23.       3pp. 


7912300006  Forwards    IE    Bulletin   79-30,     "Possible    Malfunction    at   Naaica 
Model    EA1.BO   Limit    Switches   at    Elevated    Teapa. "    Action 
required. 

KEPPLER,  J.  O.  Flag!  on   3,    Chicago,     Office    nf    the   Director.       79/1S/1O. 

Ip. 

7913300443   Notification    of   791313  meeting    u/uti 1    to   discuss    IE   Bulletin 
79-02  anchor   bolt    &  base   plato   analysis. 

JORDAN.E.  L,  Division    of    Reactor    Operations    Inapec  tloim,        79/1H/U. 

3pp. 


7912200344  Forwards   uaste    packaging    Inap   Rept   79-OSA    on  79O92S-Si.  No 
nonconpliance  not*d. 

SUTHERLAND,  J.  T.  Region  2,    Atlanta,    Pool   Facility    b  Materials 

8afe.tg   Branch.       79/11/07.       2pp. 

7912130&79   Forward!    IE    Insp    Repts    90-0  10/79-21.  30-337/79-21   b 
30-349/79-22  on   791009-1S  b   18-18  h  notice   of   violation. 
Imp    ropti   l<  notice   of   violation  withheld    (raf    10CFR2.790>. 
HIHD,  J.  A,  Region   3,    Chicago.    Safeguards   Branch.       79/11/09.       Hpp. 

7912030104  Forwards    IE  Circular   79-22,     "Stroke   Times    for  Power  Oporated 
Relief   Valve*.  "  No  response   required. 

KEPPLER,  J.  0.  Region  3,    Chicago.    Office   of   the   Director.       79/11/1A 

Ip. 

7912100213  Forward,    IE   Info   Notice   79-SB,     "Overloading    af  Structural 
Elements  Duo  to  Pipe  Support  Loads.  "  No  response  required. 
KEPFLER.J.Q.  Region  3,    Chicago,    Office    of    the   Director.       79/11/16 


7913110957  Forwards    IE   Info  Notice   79-29,     "Loss    of  Nansaf  ntu-Relatad 
R>«ctor   Coolant   Bys    Instrumentation  During    Operation.  "  No 
fpeciflc    action   or  response   required. 
KEPPLEH.J.Q.  Region   3.    Chicago,    Office   of    tha   Dinctor.       79/11/16 


7912190013  Forwards    IE  Circular   79-32,     "Stroke.    Times    for   Power   Operated 
Relief   Valvei."   No   written   response   required. 

PAPPAS.H.  Region  3,    Chicago,    Office   of   the  Director.       79/11/19 

3pp. 

791SOS03SO  Forwards    IE  Bulletin   79-26,     "Boron   Loss   From  BUR  Control 
Blade*.  "  Response   required. 

KEPPI.ER,  J.  0.  Region   3,    Chicago,    Office   of    the   Director.       79/U/HO, 

Ip. 

7913040009  Aek    receipt    of   79H08   Itr    Informing   NRC    of    stop,    taken    to 
correct  violations   noted    in    IE   Insp   Repts   30-010/79-19, 
30-237/79-33   t   30-249/79-21. 

ItEIBHMAN.  R.F.  Region   3,    Chicago.    Reactor  Operations  Nuclear 

Support  Branch.       79/11/21.       Ip. 


R.     Periodic     operating    reports   b    related    correspond  coca 

79121B0377   Forward*    monthly    operating    repts    for    Nov    1979. 
87EPHENBON,  B.  B.       Commonwealth    Edison   Co.       79/1H/O7.       Ip. 

— 79121S03B6   Monthly    operating   repts    for   Nov   1979. 

CIESZKIEWICZ,  S.       Commonwealth    Ed  i  a  on  Co.       79/12/O3.       I9pp. 

9,     Deportabla   oc  curr  ttncos,    LERs  i   related    corre-spon  Jenco 

77121K0068  PNO-1 1 1-79-025: on  79102S,  enaant ial    BVCB    motor   gonarator    set 
ti-ipped,re»ultina    in    tripping   of    Unit   3   reactor.  Caused    bg 
slamming    of   essential    svcs   electrical    panel    door. 

CREED.J.,     DONAHUE.  J.  F.  ,    HIND.J.A.  Region   3.     Chicago.     Office    of    Hi* 

Director.       79/1 0/ai.       Hpp. 

7913170166  PKa-Iir-79--aSrt:  threatening    telephone    calls    catto    from   court- 
committed    patient, All    affected    licensees    notified- 

BELANOER,  J.  ,    DONAHUE,  J.  P.  ,    HIND.J.A.  Region   3,     Chicago,     Offlta    at 

the    Director.       79/10/29.       Ip. 

791203QOBB  PNQ-1 1 1-79-031 : on  791033, Federal    Hlsnuau    Admini itratlon 
Bureau   of   Mntor    Carrier  Safety    i^suod    notice    of    shipping 
violation    for    improper    packaging    of    1 au   specific    activity 
radioactive    matl.Util    fined. 

DARKER,  J,  L.  ,    BPES9ARD,R.,    HEISHMAN.  R.  F.  Region   3,    Chicago,     Office 

of    the   Director.       79/11/01.       Ip, 

791S170390  PNO-IlI-79~03S:on  791 1 13, controc tor   working    outside    f ac 11 i tg 
sphere    fell    30    ft    from   icaf folding .  Drake    bacfc    *  neck. 
BPeaBARD.R.,    HEISHMAN.n.F.  Reg  ion  3,     Chicago,     Office    of    the 

Director.       79/1 1  /M.       Ip, 

7913270348  Responds    to  NRC  requests    for    into   re    lasa    of   offsite    power 
•vanta   at   facility.  Forujarrfs  ansyer*    to    questlnnE    re    i9U  la 
1<  780133   events. LER   7H-003/03L-0. 780123  deviation   rcpt   & 
liat   of  3*3    kv   t,    13B   kV  line    falluroa    during    1974-1979. 
JANECEK.R.F,       Commonursalth    Edison    Co.        79/12/19,        Hipp. 


—7912040011   R« up on da    to  NRC  79101B    Itr   ro   violation,    noted    In    IE    Insp 
R*pts    30-010/79-19,30-237/79-23   t.   30-349/79-31.  Corrective 
actlonc: personnel    instructed    to    lock    door   to   high    radiation 
area. 
PEOPLES, D.L.      Commonuivalth   Edison  Co.       79/1I/OB.       3pp. 

7913100417  Forward.    IE  Circular   79-24,     "Proper    InBtall*tion  i,  Callbr   of 
Core  Sprau   Pipe   Break    Detection  Equipment   on   BHRs.  "    No 
written  response   required. 

KEPPLER.  J.  8.  Region   3,    Chicago,    Office   of    the   Director,       79/11/26 

Ip. 

79tai401B7  Forwards    IE  Circular  79-23,     "Motor   StarUrs    &  Contactors 
Failed    to  Operate.  "   No   written   response    required. 

HEPPLER.J.  0.  Region  3,    Chicago,    Office   of    the   Director,       79/11/36 

'P- 

7912110395  Notlfis*    that   NRC    intends    to   routinely    forward    to 
appropriate    etate   public    utJl    rugulatory    groups   h   state  atty 
general    ofcs    copies   of    escalated    enforcement    correspondence 
dint   by   NRC   to    licensed. 

KEPPLEH,  J.  0.  Region   3,    Chicago,    Office   of    the   Director.       79/11/30 

Ip. 

7912190199  Forward.  IE  Bulletin  79-27,  "Lose  of  Non-Class  IE 
Instrumentation  It  Control  Power  Sy«  Bus  During  Operation  " 
written  response  required. 

KEPPLER.d.  0.  Region   3,    Chicago,    Officn    of    the   Director,       79/11/30 

Ip. 

7912140036  Forwards    IE   Info  Notice  79-30,     "Reporting    of   Def.cts  fc 

te0Hll,'2""I2CF?21-"   N°   aetl<m   Dr   "»P"n"   required. 
KEPPLER.J.O.  Rsglon  3.    Chicago,    Office    of    the   Dli-actor.       79/IS/Ofi 


DOCKET   30-13   BrtDCDCK   &  HILCDX   CD.     CRITICAL   FrtCILITV 

F.     flKcurlty,     medical,     emergency   t:    firo   prD-toclior    plant 

79ISiaoaOfi  Forwards    draft   Keg  Ouitfe    5,  XX.     "Std    Format   fc  Content    for 
Licenaea   Physical    Securitv   PJan    for    Protection    of    9NH   of 
Moderate   or   Lou  Strategic   Significance.  "    W/o    one  1  . 
REID,  R.  H.  Operating    Reactors    Branch    4    (Pro-   791030)        79/OQ/32 


P.     Operating    license    ntago    documents   &   correspondence 

7?l20704Si  Submits    odiTl    Info    in   support    of    roquest    for   amend    to  Licem 
CX-1O.  BUeussBG    probability    of  max    credible  accldgnt   t,   neeil 
for    amend    to  Tech    Bpeci. 
OLSEN.A.F.        Bab  cue  I    bWllcoi   Co.       79/13/O3.       Ip. 


DOCKET    30-80  MASSACHUSETTS   INST.    OF    TECH,     RES.    HGACTOR 
F.     Security,     medical,     emergency  li    fire    protection    plans 

7912130206  Forwards    draft.  Hog   Guide    3.  XX,     "Btd   Format    t,  Content    for 
Licensee  Physical    Bceurlti)   Plan    far   Protection    of   SNM  of 
Moderate    or   Lou    atr4t»oic   Significance."   M/o   end. 
REIDjR.  W.  Operating    Reactors   Branch    1    (Pra    7910301,       79/CE1/32 

Hpp- 


Q.     Inapectlon    reports,     IE   Bulletins    h   eorrenpondenc 

791HO&0131   Ack    receipt    of   791018   Itr    informing   NRC   of    step 
correct   violations   noted    in    IE   Insp    Rept    BO-OHO/79-oa 


fiBBlon    >• 


a    taken    to 
Office    of    the    Director. 
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-7?13OfiO11(i  Ii oa ponds    to   NHC    7VO9SS    Itr    re   violations    noted    in    IE   Insp 
Rept    SO- O2O/79 -02. Correc t i ve    at tions: changes    uill    be 
presented    to    committee    bij    791130  t    senior    review  board    uill 
conduct    overall    review. 
CLARK. L.       Massachusetts    Institute    of    Technology.       79/10/15.       3pp. 

-791EOo0153  Forwards    IE    Jnsp    Rept    3O-O2O/79-O2    on   790027-31    fc   notice    of 
violation. 

OHIEH.u.H.  Region    1.     Philadelphia.     Office    of    the    Director. 

79/09/25-       3pp. 

-7912Oidl&l   Halite    of    violation    from    insp    on   790839-31. 

*          Region   1.    Ph  iladel  pdia.    Office   of   the  Director.      79/O9/20. 

2pp. 

-7912O6O171    IE   insp   Hept   50-020/77-02  on   790BS7-31.  Noncompt ianie   noted: 
failure    to  adhere    to  radiation   protection   procedures. to 
revieu  procedures   ro   req.ualif  ication   b   to   annually   revieu 
operator   exam  results. 

BTETHA.T.F..    FOLEY,  t.  Region    1.    Philadelphia.    Office    of    the 

Director.      MCCADE.E.C.  Region   1.    Philadelphia*    Reactor 

Operations  Nutlear  Support   Branch.       79/0-7/20,       9pp. 


77121001&9  Diseases   NRC  7911O1    mBetinfl   ^/representatives   of   NBSS 
vendors   t.   fuel    suppliers   ro   discussion   of  rBspectlve 
portion*   of  ECCB   evaluation   models    dealing  u/fuel   cladding 
calling   &   incidence   of   runt*""*.  Vendor    reapon.es   encl 
EISENHUT,  D.  0.         Division   of   Operating   Reactors.      79/11/09.       63pp. 

— 7913100335  Responds   to   NHC   791101   rnquent  re  nanconpllance   of 
Westlnghouse   ECCB   evaluation   mndel   under  requirements 
of    1OCFH30  App   K-Evaluation   of   throe    fuel   rod   models 
indicates   no   safety   proolems    fpr   We«tlnghouse   plants. 
ANDEfiSQNrT.N.      Uestinghouse   Electric   Corp.      79/11/02.       4pp. 

—7912100330  Responds   to   NBC   7911Q1    request  re  DRNL  cladding   swelling  *• 
rupture  data. Revieu   of   analytical    moduli   b  testa   indicates 
canplUnce  W/1QCFR5O  App   K-All   OE   spec*   For   calculated    peak 
cladding   tejsp   renaln   unchanged. 
HUCHBOLZ..R.H.       General    Electric    Co.        79/12/O7.       2pp. 

—7912100407  Forwards   response    to   NHC  791101   request   re  rod    hurst   teat 
data.  Concludes   that   data   properly   represented   by   fuel   model* 
used    in  vendor   evaluation  models   &    that  analyses   demonstrate 
all    criteria   of    IOCFR5O.  4A   satisfied. 

DWBLEY.e.F.       E«*on  Nuclear  Co.  .     Int.     (suba.    at  Eixon  Corp.  J. 
79/U/02.       Spp. 


DOCKET   30-27   HABHINOTQN  STATE  UNIV.     HEfiEAHCH  REACTOR 


F.    Btcurityp    nadic«l>    e«*T9encij  Ii   fire   protection  plain 

791S12020D  Forwards   trait  Reg   Guide   5.  XX.    "Bid   Format   It  Content   for 
Licensee  Physical   BeciiTit«  Plan   for  Protection   of  EKM  of 
Koderate   or  Lou  Strategic   Signifi carte. "  H/o   encl. 
RE1D.R.H.  Operating   nractnn   Branch   4   (Pr«   7910301.      79/00/22. 

2pp. 

79121002&7  Forwards   changes   to   seturitv   plan. Changes  withheld    Irtf 
10CFR2.790K 
BRANDS. F,  II.      Maihlnglon   Stale  Univ.       79/10/17.      3pp. 

Q.    Inspection  report*.    IE  Bulletins  b  correspondence 

7912110099  Forward!    IE   Insp  Hept   50-O27/79-02,  No  noneomp  Uance  noted. 
I  lisp   rept   yithheli    Irtt    10CFB2.  790J. 

NORDEHHAlfO.  L.  R-  Region  5,    Sun  Francisco,    Safeguards   Branch. 

79/11/13.      2pp. 


DOCKET   30-29  YANKEE-ROUE  KUCLEAR    PDHEH    STATION 

F.    Security,    medical,    emergency  t'  fire   protection  plani 

7912200022  Discu-ssos  NRC   791109   nesting   re   emrgencij  .prep«redn.n»*   teas 
Tfvlcu  objective*.  Provide*   guidance    for   Improving    lice-nsee 
emergency  preparedneat   Ii  assuring   capability   of  uffsite 
agenciei.   to   tdke  appropriate   EMergentg   acli-on*. 

OHIK6B.  n.  K.  ,    COLLIN3.lf.  .    SMIEZEH.  J.       Energencu    Preparedness    Task 
Force.       79/11/23.       3Opp. 

4.    Adjudicator^  tarresponifence 

7912110030  Confirns  receipt   aF   «ncl   7VO329  petition   to   impend   OLs    for 
all   PHRi.  Foruards  FR  natlce    indlcatirg    that   petition  «1I1   be 
treated    in  accordance   u/lOCFR?.  SO&. 
DENTON.  H.  H.      Office   of   Nuclear   Reactor  Reoulation.      77/11/33.      Ip- 

— 791211012&  Notice  of  request    for   action   pursuant   to   10CFRB.  204  re 
Environ  Coalition   on  Nuclear   Power  790329   petition 
r«n.tieEtfng   «u*pansion  of  all   QLs   for   PURi- 

HULUTR.D.R.      OFfic*   of  Huclnnr  Reactor  Rtflulatlon.      79/11/33. 
30pp. 

P.    Operattnj   license   *t»je  documents  &   correspondence 

7908010339  Notifies   of   »t«lus   of   rept  on  reactor   eavilu   annuliii  seal. 
Host  PHH  useri   pe*nv»   ring   durinj  noraal   operation. Others 
store   »•»!   i-inj   in  raised   position   during   normal   opBratton. 
LAINAB.O.  Plant  Bj»te«s   Br«Iieh    (Pr«    791O3OI.       79/07/OS.       7pp. 

77120SO201   Dlicirsses  NRC  review   at  LEHs   fc  Tech   9pac  r*q,u.irefien.ts  re 
control  HPI   ius   at  M«i,tinahoui»  PWR«.  R«nu»«ts  Teeh  Bpee* 
ravlfu  to  ensure  requirement   for  rod  lulnt  &  API   siji 
verified  accurate  within   12  ^tapi. 
ZIEMANM.  D.  L.  Operating  Reactor*  Branch   1.      79/10/27.      7pp. 

7912140370  Provides   into  an  adequacy   of   tUttrie   distribution   tut 
voltage.  Distune*   nature  at  potential   problem. 
CflDCEiH.H.      Y»nfce»  Atonic  Electric  Co.      7W.11/01..      3pp. 


-791210O4S6  Forwards   addl    Info   re    Evaluation   of   impact   of  NRC   proposed 
rupture/blockage   model    used    In   vondor   evaluation  modal. 
No   adverse    impact    from  neu   rupture    hurst   data  or   use   of 
rupture/blockage  mad el    on    licensing    calculation  results. 

DWSJ-EV.O.F.      Eixor.  Nuclear   Co..      -    -       '— L-      -*  " "" 

79/11/04.       22pp. 


Inc.     <sub«.    of  Ei i on  Corp.  >. 


791217008*  Forwards   r eituirements   for   auxiliary   feeduater   *ys. 

EIBHUHUT.  D-O.         Assistant   Dtrectoi-   for   Operating   Reactor   Projects 
(Pre  771030k      79/1 1/O9,       3pp. 

— 7912170007  Operating   procndure   for   aviiliarv   feeduater   *ys. 

"       Assistant   DiTector   for   Operating   Reactor  Projects    (Pre  791O3O). 
79/11/09.       22pp. 

7912030078  Notification   of   791115   maotlng   ui/util    in  BBthesda.MD  to 
discut*  asymnatric   LOCA    loads    issue. 
KDBFORD.a.  B.         Division   of  Operatlnn   Reactors.      79/11/14.       lp. 

7912110033  Forwards   updated    lists    of   SEP    topics   not  requiring   sit* 
ravleu   due   to   onflfllns    generic    licensing    activities  outside 
6EP   or   became   of    Inapplicability    to   facility. 
ZIEMANN.  D.  L,  Operating   Reactors    Branch  2.      77/11/16.       Bpp. 

791ZO30175  Requests    that   NRC   provide   req,uireiaBnts   for   cost   burden 
comparlicm  of  proposed   asynmatrlc   LOCA    Loads.  Util   uill 
Institute    Inservica   lns.p   proaram   to   eiinlmit*   tine  required 
to  riech   decision   re   plant   mod    implementation. 
OROCE.R.  II.      Yan»«e  Atoolc   Electric   Co.       79/11/19.      2pp. 

7712170193  Forward*   evaluation   of   BEP   Topic   XVII   "Operational   QA 
Progran.  "   Rivlew   completed.  Asieainent    incoporat**   utll 
7B1020  suggested    mods. 
ZIEMAMNrD.L.  Operating    Henetors    Branch   a.      79/11/20.       2pp. 

79I20A0175  Bummarii    of  7711OS  meeting,   u/utll    In  Bethesda.HD  re   adequacy 
of   electric   distribution    *ya   valtagaa. 
BUROEH^A.  Operating   Reactors   Dranch    3.       79/11/21.      4pp. 

791H1704I1  Bumsary    of   79092O  Meeting   w/utll    *n  Bethasda.MD  re   BEP 
review  topics   concerning    tiudrolaaic   detcrlption. flooding 
potential    t,  protection  r«q,uir««entB,  saPetu-related   Mater 
•upplU   *  <tam   integrity.  ™~,..,™       ^._ 

LEVINiH.  A.  Bystenatie   Evalwatio-n  Prosraw  Branch.      79/ll/a/.      4»p. 

77tafl4020fl  Forwards  Figure    1    *«   horizontal   s*l*mic  response   spictra. 
Detailed   rept   far   eite   dependant   r«*pon*e   spectra  will    be 
forwarded    *ann.  ,..,_„ 

GF1DCE.R.H.       Yanfcee  Atonic    Elsctrlc   Co.       79/11/29.      App. 

7912O40348  Comments   on   NUBEO-oa77.     -Potential   for  Lou  Fracture 
Toughneti   fa  Lonelier   Testing    on   PUR  Hte*«  Benerator  *. 
Heaetor  Coolant   Punj.   Support*."   Matl    test  i-epts   for   stoa» 
aenerator   base   natl    encl.  _„,..,..,, 

...  -HOFFMAN, J.R.      Yankee   Atonic   Electric    Co.      77/11/89.       lp. 

— 79120'lOasa  Matl    test   rapt   for   staaai   ae,ner«tor   base  matt. 
*     Oo«lIn-Bir«Hngh««  Mffl.    Co.      7O/OS/OI.    .  Jp- 

771S110314   Informs   of  volt«B«   renuLatorn   to  be  in«talled   by  791208  to 
correct   potential    undervoltaga    problem.  Requests   eitension 
until   aid-Jan    1980    to   ntaka  voltag*    reoulator  final    ti««   to 
avoid  outage  I  oiniiali-   thermal    »tr»sm*s. 
MOODV.D.E.       Yankee   Atonic   Electric    Co.       79/I3/O3.      Spp. 
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791219O7B3  Sumoariies  NRC  Lei sons  Learned  Imp  1 em  en  tat ion  Teem  791O1B 
telcon  w/utll  TO  response  tn  NSC  79O913  Itr.  Forwards  list  of 
it*at  not  meeting  schedule  &  list  or  item  needing 
clarification. 
BURGER. A.     Operating  Reactors  Branch  3.   79/13/03.   3pp. 


— 79120&O189  Respond  I  to  NRC  79092O  Itr  re  violation*  nuted  In  IE  Insp 
Rapt  SO-029/79-OB.  Corrective  actions:  individuals 
reinstructed  in  fir-op er  wearing  of  dosimetry  It  extensive 
review  begun. 
NODDY. D.E.   Yankee  Atonic  Electric  Co.   79/HO/lfc.   4pp. 


791221013B  Forwards  lots  of  off site  pouor  survey.  Response  requested 
within  90  dags, 
ZIEPIANN.D.L,     Operating  Reactors  Branch  2.   77/12/04.   3pp. 

7912120299  Chan  BBS  util  791H03  Itr  re  installation  of  voltage 
regulators  by  removing  24-h  requirement  for  plant  trip. 
MOODY.  D-E.   Yankee  Atonic  Electric  CD.   77/13/06,   Ip. 

7918130230  Responds  to  791206  tele on  to  clarify  util  791119  Itr  which 
included  addl  NRC  requirement.  Attachment  reaffirms 
coBmitnsnt  to  increased  scope  of  «h or I- term  requirements  of 
Lessons  Learned  Task  Force. 
HOODV.D.E.   Yankee  Atonic  Electric  Co.   79/12/07.   3pp. 

79121B0611  Clarifies  7711O7  response  to  NRC  790712  Itr  re  stean 
generator  Mater  hammers.  No  uater  hammer  eiperlence  since 
plant  1966  mod. 
HDOOY.D.  E.   Yankee  Atonic  Electric  Co.   77/12/07.   Ip. 

7712370030  Discusses  future  into  needs  to  facilitate  epidemic logic 
studies  Dp  health  effects  of  low  level  exposure  to  ioniilng 
radiation.  Contractor  Is  Equifax. 
ZI£HANN,D.L.     Operating  Reactors  Branch  2.   79/12/07.   2pp. 

7912200331  Forwardi  o valuation  of  draft  NUREQ  OK30,  "Cladding. 
Swelling  It  Rupture  Models  for  LOCA  Analysis.  H  Recommends 
experimental  program  not  be  limited  in  scope  of  temp  & 
pressure  conditions. but  focus  on  tsst  matrix  for  LOCA  model. 
VANDENBUROH.  D.   Yankee  Manic  Electric  Co.   79/13/10.   Spp. 

—7913200336  "Technical  Evaluation  of  Draft  NUHEO-O630,  " 
«  Yankee  Atonic  Electric  Co.   79/12/10.   16pp. 


— 79120601B9  Forwards  IE  Insp  Rept  30-039/79-09  on  790709-12  h  notlca  of 
violation. 

BH1TH,  0.  H.      Region  1,  Philadelphia.  Fuel  Fad  lity  &  Materials 
Safety  Branch.   79/Q9/HO.   Spp. 

— 7913Q6OI93  Notice  of  violation  from  inttp  nn  7707O9-12. 

*    Region  1.  Philadelphia.  Office  of  the  Director.   79/07/17. 

2pp. 

-- 7912060201    IE   Insp  Rept   50-027/77-OB  on  790709-13.  NDncompHance   noted: 
improper  wearing   of    dofima  ton,  errors   in  dasimatrg  records 
&  raduaste   transfer    Ln    unautharlted    farm. 

PLUHLEE.K.  Region    1.    Philadelphia,    Office    of    the  Director. 

STDHH.J.  P,  Region     1.     Philadelphia,    Fuel    Facility   &   Materials 

Safety   Dranch.      79/O7V 17.       10pp. 

7912260301   Forwards   IE    Insp   Rept  50-029/79-11   on  791O17-19.  No 
nonconpliance  noted. 

DRUNNER.E.  J.  Region    1,    Philadelphia,    Reactor  Operation*  Nuclear' 

Support  Dranch.      79/11/08.      2pp. 

—7912260302  IE  Insp  Rept   50-029/77-11    on  791017-19.  No  nancnnpliance 
noted.  Major  areas    inspactid:  plant  operations   tc   areas 
applicable   to   selected   LERs  &  IE  bulletin*. 

KEIMIOiR,  R.  Raglan    li    Philadelphia!    Reactor  Operations   Nuclear 

Support  Dranch.      LAZARUS, M. J.  Riglon   1.    Philadelphia,    Office  of 

the  Director.      77/I1/Q7.      7pp, 

791213009&  Provides   *upp lemental   response    to   IE  Bulletin  79-14. 
"Belsitlc  Analysis  Far    As-Built  Safety-Related   Piping." 
Program   initiated    to   assure   that  all   2,3  inch   &    larger 
pipes  maet  design  raqul regents. 
OROCE.R.H.      Yankee  Atomic  Else  trie   Co.      79/11/1-4.       2pp. 


79121B0190  Notifies   that   util   no    longer    takes   eiceptlon   to    Item  2. 3.  2b 
in  util   791207   Itr.  Description   of   on-sit«   technical    support 
ctr  mill    bo   submitted    by   DOOlOi. 
KAY,  J.  A.      Yantea  Atonic   El ot trie   Co.       79/12/14.       Ip. 


79120300&7  Forwards   IE  Circular  79-23,    "Stroke  Tine*   far  PauBr   Operated 
Rallef  Valvas,  "  No  raspanse  required. 

ORIER.B.H.  Region    1,     Philadalphia,    Office  of    the  Dime  tor. 

77/11/16.       Ip. 


79121B0195  Comaiti    to   full    requirement*   fc   schedules   of  Lessons  Learned 
Task  Force   shnrt-tvra  requirepents  u/eiception   of    item* 
having   difficulty   H/eq.uipnBnt   procurement.  Provides   schadula 
for    laplenentlng    exception   items.  Shutdown  cannanclng   SO0119. 
KAYiJ.A.       Yankee  Atonic   Electric    Co.       79/12/14.       Spp. 

7912270494  Bubal  ts    info  re   TM1   Lessons  Learned  Task    Force    short-term 
ra«utre»>nts>  in  response    to  NRC  771310  request.  Specif  Icallu 
discusses   auiillary    Peedwatar   flou   indication,  testabllltut 
pnwer   eupply   ti   indication  accuracu. 
KAY,  J.  A.       Y«)k>«  Atomic  Electric   Co.       79/13/14.       3pp. 

7912370203  Discusses  rvvlftM  of  waste   gas/cover   gas    BUB   ability    to   Unit 
noble   gas  release  u/o   usa   of    throe   gas   decay    drums.  Noble 
gases   have  not   etceeded   dose   objective!    of    lOCFRSOiApp    I.Bys 
can   keep   affstte    doses  within  objeetlvfts. 
KAY,  J.  A.       Yankee  Atomic   Electric   Co.       79/12/17.       9pp. 

7912270932  Forwards  response    to  NflC  requirewsnts    for  auxiliary 
f  tediMter   sys   re  NUREQ-0978  b  NUREB-O9B9.  Inttnt   of  NRC 
r>qulre»nt*  are  net  o'r   exceeded    by    design    changes   at 
facility. 
MOODY,  D.E.      Yankee  Atonic   Electric   Co.       79/12/21.       13pp. 

79ia31099b  Reiterates   that   steam  generator  uater   hamutr  not   experienced 
at  facility   subsequent   to   1966  mads.     ; 
HOODV.D.E.      Yankee  Atonic  Electric  Co.      79/12/31.      Ip. 

A.    Inspection  rapartt>    IE  Bulletins  fc  correspondence 


Responds  to  IE  Bulletin  77-24.  Facility  uses   electrical   heat 
traciisteaoi  heating  or   flow  ti  insulation  to  prevent  lines 
fron  freeilng. 
MOCE.R.H.      Y«n«ee  Atomic  Electric  Co.      79/1O/1D.      Ip. 

7912140393  Responds   to   IE  Bulletin  79-O2.    "Pipe  Support  Base  Plate 
Designs  Using  Concrete  E*Panslt>n  Anchor  dolts.  "  Test 
proaTiM  Instituted   to  assure  proper   Installation  of 
•ipanslan  anchor  bolts. 
MACE.R.H.      Yankee  Atomic   Electric   Co.       79/10/31.       3pp. 

T913060177  Ack   receipt   of  791016   itr    informing   NRC  of   etaps    taken   to 
correct  violations   noted    in   IE   Insp  Rept   9O-039/79-OB. 
flrlITH.Q.H.  Region    1.    Philadelphia.    Fuel   Facility   &  Materl»ls 

Safety   Branch.      79/11/06.       Ip. 


7912050311  Forwards   IE    Info  Notice  79-37,    "9t*ora  Qenerator  Tuba 
Ruptures   at  Two  PHH   Plants."   Ho  response  requlr-ed. 
OnlER.B.  H.  Rsgian    1,     PhtUdalphla.    Office   of    the  Dimeter. 

79/11/16.       Ip. 

7912100197  Forwards   IE    Into  Notice  79-2B,    "Overloading   of   Structural 
El  mint  «  Dun    to  Pipe   Support  Loads."  Ho  response    required. 
QH1EB.B.H.  Rsgion   1,    Philadelphia,    Office  of    the  Director. 

79/11/16.       Ip. 

7912200474  Ack   rncelpt   of   791019   Itr  Informing  NfiC    of   steps  taken    to 
correct  violations  noted    in    IE  In»p   Rept  SO-029/79-O7. 
MARTIN,  H.O.  Rial  un    1.    Philadelphia,    Safeguard*  Branch.      79/11/16. 


—7913200473  Forwards    IE    Imp  Rept  SO-029/79-O7  on    790709-13  *  notice  of 
violation.  Notice  of    violation  withheld    (raf    1QCFR2.79O.  ) 
MARTIN.U.O.  Region    1>    Philadelphia.    Bafegu*rds  Branch. 

79/07/30.      3pp. 

—  79132O047B  IE  Insp  Rent    90-029/79-07  on  790709-13.  NoncDnpliance  not  id: 
infraction  re   couunurication  &  deficiency    in   records  t  repts. 
Details  withheld    Irtf    1OCFR2.790.  ) 

DEVLtNiJ.  Region    1.    Philadelphia,   Safeguards  Branch. 

BAItEViR.  J.  ,    JONES,  E-N.  Region   1«    Philadelphia,    Office  of  the 

Director.      79/09/O7.       Ip. 

7912110490  Forwards   IE   InPo  Notice  79-29.    "Loss   of   Nnniaf  ety-Related 
Reactor  Coolant  S«s   Instrumintetion  During  Oparafelon.  "  No 
specific   action  or  response  raquired. 

DRIER.B.H.  Region   1.    Philadelphia,    Office  of    the  Director. 

79/11/19.       Ip. 

7913090337  For  wards  IE  Bulletin  79-26,    "Boron  Loss   Frm»  BIW  Control 
Blades."   No  response   required. 

wRIER.B.H.  Region    1.    Philadelphia,    Office  of    the  Director. 

79/11/20.       if. 

791KO&O&00  Forwards  IE  Circular  79-84,    "Proper  Installation  !>  Calibr  of 
Core   Spray  Pipe  Break    Detection  Equipment  on  BHfta.  "   No 
response  required. 

OfllER.B.H.  Region    1.    Philadelphia.    Office  of    the  Director. 

79/11/86.       Ip. 
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DOCKETED  ITEMS 


79131 1OQ<M>   Forwards    IE   Circular    79-93.     "Hptor    Starters    6   Contactors 
Failed    tn    Dperat-e.  "    No    response    required. 

CRJER.D.H.  Region    1.    Philadelphia.    Office    oF    the  Director, 

79/11/26.        lp. 

791B210Q22   Outlines    NRC    unrf erataml  ins    of-    atatua    of    IE   Bulletin    7-J-14    rt 
seismic    analysis    for   an-built    saPoty-related    pip  Hifl.  Requests 
pramfht  notification    if    situation   differs. 

ORIEfi.G.H.  Region    1.    Philadelphia,    Office    off    the  Director. 

79/ll/HH-        3pp- 

791B190O91?  Forwards  IE  But  latin  79-S7,  "Loss  of  Nan-Class  IE 
Instrumentation  6  Control  PCUET  Bus  Bua  During  Operation.  " 
Written  response  required. 

DRIER. IJ.H.  Region    1,    Philadelphia,    Offlco    of    the   Director. 

79/11/30.       tp. 

7912310251   Foruarjl)    IE   Info  Notice   79-30,     "Reporting    of  Defects   fc 
Noncompliances. 10CFRS1. "    No  action  rmtulroil. 

GRIEIMLH.  Region    1.    Philadelphia,    Office    of   the   Director. 

77/12/06.       4pp. 

791HI90772  Forward s    IE  Bulletin  79-20,     "Possible  Malfunction   of   Namco 
Model    EAian  Limit    Switches  at  Elevated  Ten.pi.  "   Written 
response    requiTBd. 

CBIER.B.II.  Boolon    1.    Philadelphia,    Office    of   the   Director. 

79/1H/07.       lp. 

7912280252  Foruarili    IE   Info  Notice  79-31 1     "Us*    of    Incorrnct   Amplified 
Responea    Spectra."   No  written   response   required. 
CH1ER.B.H,  Region   1,    Philadelphia.    Office    of   the   Director. 

79/1H/13.       lp. 

H.     Periodic    operating   reports   t   related    correspondence 

7912180311    Forward*  nonthlu.   operatlna    rapt    for   Nnv    1979. 
MOODY.  D.E.        Vankeu   Atonic:    Electric    Co.        79/18/12.        lp. 


— 79iaiB03*5  Monthly,    operating   rept    for    Hov    1979. 

gjOOBEN.R.M.       Vanlioo   Atomic    Electric   Co.       79/12/1K. 


Dpp. 


DOCKET    SO-54    UNIDM   CARBIDE   DESEflBCH    REACTOR 

F.     Security,    medical'     cmerg-etitij    tt    Pire    protection   plans 

79iaiHO20fi   Forwaril*   draft   Reg    Quitfe    3.  XX.    "StJ    Format  ti  Content    For 
Licenaee   Physical    Security    Plan    far    Protection   of   3NM  of 
Ci-oderaie    or  Lou  Strategic    Significance."   U/o    encl. 
BEID.f!.  M.  Operating    Reactors    Branch   4    (Pro   791030).       79/00/28. 


G.     Inspection   report*.     IE  Bulletins    If    correspondent:  H 

791BS600S4   Act.    TBtnipt    of   791OH5    Itr    informing    NBC    of   steps    taken    to 
c-orrect    violations   nobod    in    IE    Imp    Rapta   50-D54/79-03   S. 
70  -OfiB7/  79-01.  ,  .  ,.„ 

HAHTINi  H.  0.  Flefiion    1.    Philadelphia.    Safa9"»rd*   Branch.       79/11/1*'. 

lp. 

—  79122iOflhi   Responds    to   MRC   790711?    Itr   re  Violations   nofcitd    in    IE    Insp 

Repti    30-OIH/79-O3    t  70-0&87/79-01-  Covrec  fcive  actions: 
increasing   mgt   control    op    training    program   fc  >ch»diiln    of 
audits    promulgated. 
HCODVEHN,  J.  J.       Union   Carbide    Corp.       79/1O/33-       lp. 

—  79la2tOO&9  Forward*    IE    Insp    Repls    5O-031/79-O3  ti  70-Q6S7/79-01    on 

770424-27  *  notice    of    violation.  Not  ice   of    violation 
withheld    <reP    10CFR2.  770). 

MARTIN.W.O.  Region    lr    Ph  1  ladelphla.    Safeguards   Branch. 

79/09/19.       ?pp. 

—  7V12260074    IE    Imp    Ropts    30-054/79-03  (.  70-OfcB7/79-01    on    790424-27. 

Noneompliance   noted:  failure    to    pnrform  required    training 

of    personnel.  Detailm    of    imp    withheld    <raf    10CFR2.  79O). 

HaUDD-V.  D.  J.  ,     ZIDULBKV.H.  Region    1.    Phlladelphie.    Office    of    thi 

Director.       JOYNER.  J-  H,  (legion    1.    Philadelphia,    SaPeB"aT'dB 

Branch.       79/OQ/2O.        lp. 


DOCKET   80-37  STATE  UNIV.     OF  NEU  VQTtK   REBEARCH  REACTOR 
F.     Becurlbu-    mciTicali     HmerijBiicK    tt    Plr-o    proteetion   pl»ns 


B.     ReportablB   occurrences.    LEfis   ti  related    correspondence 

791306Q&A2  PNO-1-79-013;  on  791O36,  computer   studu    indicated    that    if    LCJCft 
occurs    during    startup    mode. u/f our   main  coolant   pumps 
aprrating.posiibllltij    of   safeguard*    bus   voltage   dvgraUatton 
o lists.  Interim   corrective  actions   under   review, 

LArARUS.W.,    MARTIN,  T.  T,  .     QRUNHEH,  E.  J.  fleglon    1-    Philnds  Iphln. 

Office    of   the  Diractor.       79/ 1O/2&.       lp. 


7913070437   Forward*  LER   79- 027 / 031,- 0. 
nUTIQ.H.A.       Vankeo  Atomic  EUctrlc   Co. 


79/13/04.       lp. 


— 7913070144  LER  79-027/03L-Q;  on    791  tO5j  during    plant    startup    In  Mode    3. 
post-accident    hydrogen    control    «"J»   HV-SOV-l   «.  S    Polled    to 
seat    properlij.  Caused    by   oil    tt  dirt    buildup    on  vdlva 
Internals,  Valves   cleaned, retastBd    fc  rnturnBil    to    ivc, 
FHENCHi  L.  D.       YanHee   Atomic    Electric    CD.       79/12/0*.       lp. 


ForuariTs   LER   79-02D/03L-0. 
AUTIOiH.A.       Yankee  Atomic   Eloctfic   CD. 


79/12/03,        lp. 


-7912100396  LER   79-O2H / 03L-0 :  on    791 1O3,  timing    test   nttt   parforneii    «Ptar 
repair    of   containment    isoUticn  valve.  Caused    by   jaraonnel 
error.  Inportanen   of   mine,    proper   praceduve*   pointed   out    tu 
ipprjJpriat*    personnel, 
MAY.E.L.       Vjnkeo  Atonic   Electric   Co.       79/12/O9.       lp. 


7912110297  ForuarJs   LE«   79-039 /03L-0. 
AUTIDjH.  A        Yankee  Atomic   Electric   Co. 


79/13/06.       I  p. 


—7912110390  LEU   79-029/03L-0:  on   JVllCb-  during    testing    of  p«mfc-acclilBnt 
hgdrojan  ventina    «i|silW-SOV-l   tk  B    failed    to   aBflt    properly, 
Cauted    bij   oil    &  dirt  buildup    on   velvn    internals. Valves 
claanedi  inspected   b  ra turned    to   EVC. 
FREMCH.L.D,       Vankee   Atomic    ElsctrU    Co.       79/lH/Oi-       lp, 


79121 1OB91   Foru-trJs  LER   79-030/03L-0. 
AUT1D.  H.  A.      Yankee  Atonic  EH* c trie  Co. 


79/1S/07.       lp. 


—7712110293  LER  79-030/03L-0:  flu  79110?,  durirfi   iaPntv    injeetlcn 
accunula'tar    tine  delau   verification    procedure   DP-4430i  TDC4 
sntpofnt   discovered    tn   be   buuirnd   T*ch    Spec    Unit.  Cau»»   under 
invxtigatlon.  TenporArlly  replaced    tine  dolau   reliu. 
HAY-E.L.       ftnkee  Atonic   Electric  Co..       79/1H/07.       If. 


7912la02(Hi  Forwards    di-of  fc   Res    Guide    B.  XX,    °Std    Format   b  Content    for 
LicDn»e«!   Physical    Security   Plan    for    Protection   of  BNM  oP 
tlodnrate    or   Lou  Strategic   Blani  f  icanci.  "  H/o    «n  =  J-  ™,M,™ 

fiEID.R.M.  OparatlnB    Reoitors    BPjnch   *    (Pre  791030).        79/09/82. 


0.     Inspection    reports.     IE  Dullotins    *.   correspondence 

79121S0141    Ac*    receipt    oP   790924    Itr    informing    NRC  of    ataps    taken    to 
correct   violation*    noted    in    IE    Inup    Rept   3O-OS7/79-01. 
BHITIIiO.  H.  Region    1,     Philadelphia,    Fuel    Facility   tt   Hatarials 

SaP«tl|    Branch.       79/10/17.       lp. 

—7912120144   Responds    to   NRC    790412    Itr  re  violation,   noted    in    IE    In«p 
Rent    30-037/79-O1,  Corrective    act  Ions: campuc   security    P°»lc* 
Instructed    in    safety    procedures    t.   copy   of    IOCFR20  pasted    at 
r-eactor  'bridge    access.  -.„,„,,,— .        -i__ 

CHOM.M.Y.       Neu   York.     State  Univ.     of.    Buffalo.       79/09^24.       2pp. 

— 7912120M7  ForuardB    IE    ln«p    Rept    3O-O57/77-O1    on  790Sa&-2B  (.  netiee    n* 

SMlTH.O°a  Region    li     Ph i ladalpliio,    Fuel   Feeilltu    4  Material* 

Safety   DrartcJi.      7WQ6/1B.      2pp. 

—7912120149  Notice    tif    violatmn    from    insp    on    790324-28. 

*  Region    1.    Philadelphia,     Office   of   the  Director.        79/Ofi/Ofi. 

lp. 

— 791K1201»a   IE    Insp    Kept    30-OS7/79-OI    on  790226-3H.  Noncoeipllanca   noted; 
failure    to  provide   notice    to    r*<Uatlon  workers  t>  to    pos. 


<»>   »' 


Office   of    the 


Director.       79/04/Oi.        10pp. 


DOCKET   30-59  TEXAS  AfcJI   UNIV.     RESEARCH   REACTOR 
F^Bitupitg.    medical,     omerBDH«U    a^flre   P[°**^*^"_-il-- 

791212020A  Forward.   Jraft   Rag   Guide   S.  XX,    "Btd  For»at  J.  Content   for 
LTcen...  Ph«,ical   a.curit«  PL-    J-T   P"*«"™   »'  SMM   °f 

"  '  ""  '  ^^. 


. 
2pp. 


DOCKETED  ITEMS 
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J.     Insurance  ti    Indemnity    in  format  Ian 


7912100303  Forward i    executed    Amend    13   to    Indemnity   Agreement   E-12 
modifying    prefatory    language.     "In   count    of    transportation.  " 
FENNER.E.  H,       T*»as  Add  Univ.       79/1S/03.       Spp. 


DOCKET   50-62  UNIV.     OF   VIRGINIA  RESEARCH  REACTOR 

F.    Security,    medical.     emeroency    b   firs    protection    plans 

79 12120206  Forward*    draft   Rig    Ouidi    3.  XX,     "Std    Format   &  Content    fop 
Licensee   Physical    a»curit«   Plan    for   Protection   of   SNM  of 
Moderate  or  tow  Strategic   Significance."    W/o    encl. 
REID.R.H.          Operating   Reactors  Branch  4    (Pre  791030).      79/08/28. 
2pp. 


7912130103  Soots   denial    of    intervenor   RV  DullUJaa  791036  request    to 
certify     interlocutory    appeal    re    portions     of    ABLB    791009 
order. Intervenor    failed    to   show  rulings    are    adverse    to 
public    interest   or   create   unsuual    delay    or    etpanse. 
BHANSON.D.T.        Hearing    Branch    t.        79/11/16.        9pp. 

P.    Operating    license   itagu   documents   b  cnrrespondsnco 

7912140343  Foruiflrda    info    in   response    to  NRC   770314  request    Far  dddl 
info   re    request    for  revision   to  Tech   Specs    for  Licenso  TF1-1. 
Tech    Bp«cs   mads    end. 
CUHN1NQHAM,  0.  E.       General   Electric   Co.       79/12/10.       Ip. 

— 7913110363  Forwards   supplemental    info   to    700116  application  re  License 
TO- 1.  Revisions   to  Tech   Specs    Included. 
DARMITZEL.fi.  W.       Oeneral   Electric    Co.       79/13/11.       llpp. 


Q.     Inspection   reports,     IE  Bulletins    &  correspondence. 


Q.     Inspection   reports.    IE  Bulletins  b  correspondence 


7912210034  Act   receipt   of   791116    Ur    informing   NRC   of    steps   taken    to 
correct   violation   fc  deviation   notod    in    IE    Insp   Hept 
30-062/79-02. 

SUTHERLAND,  J.  T.  Region  3,    Atlanta,    Fuel    Facility   t.  Matsrials 

Bafety   Branch.       79/12/12.       Ip. 


7912300375  Forwards    IE   Insp   fiepts   50-070/79-Q3   S.  50-073/79-02  on 
791107-09  5-  notice   of   deviation.  Ends  withheld 
(ref   10CFR2.  790). 

NORDERHAUO,  L.  R.  Region   3.    Ban  Francisco.    Safeguards  Branch. 

79/1B/12.        2pp. 


— 7913210038  Respond*    to   NRC  791024    Itr   re   violation*    notid    in    IE   Insp 
'      Kept   90-062/79-02,  Corrective   actions: door    to   possible   high 
radiation   area    locked.  Pocket    dosimeters   response   6   leak 
tested, 
BHRIVER.D.N.       Virginia,    Univ.     of.       79/11/16,       2pp. 

— 79 JB3 10043  Forwards    IE    Imp   Rept    30-062/79-08  on  790910-21    &  notices 
of   violation  &   deviation. 

SUTHERLAND,  J.  T.  Rugion  2,    Atlanta.    Fuel   Fncllltg    fc  Materials 

Safety  Branch,      79/10/24.      2pp. 


DOCKET   30-73  UNIV.    OP  UTAH  RESEARCH  REACTOR 

F.    Security*    msdical.    emergency   &   fire  protection  plans 


7912120206  Forwards    draft   Rag   Quldo   3.  XX,     "Btd    Format  EC  Content    fnr 
Licensee  Physical    Security   Plan   for  Protection   of   SNM  of 
Moderate   or   Lou  Strategic   Significant*."    M/u    end. 
REID.R.H.  Operating   Reactors   Branch   4    CPr»    791030).      79/08/22. 

Spp. 


-79122IQ04A  Notice    of   violation    from   Insp    on   790918-21. 

»          Region  Z,    Atlanta,    Office    of    th«    director.       79/10/24.       Ip. 

-7918210048  Notice    of    daviatlon    from   Insp    on   790918-21. 

tt          Region  S,    AtUnta,    Office   of   the   Director.       79/12/04.       Ip. 

-7912210191    IE   Insp   Rept    30-062/79-02  on  79091G-21.  NoncompUanco  notod: 
failure   to   lock   high   radiation  area  &   failure   to  source  & 
leak    titt   packet    dosimritaro. 
EHftUD,  B.  C.  ,    WSAY.  J.  R.  Region   2,    Atlanta,    Office    of    the  Director. 

OIBBflNiA.  F,  Region   2,    Atlanta    Futl    Facilltij    &  Materials 

Bafetij   Branch.       79/10/23.       7pp. 


DOCKET   SO-73  GENERAL  ELECTRIC  NUCLEAR   TEBT  REACTOR 

F.    Sucuritg,    medical,    emergency   &  fire   protection  plans 

791212O306  Forwards    draft  Reg   Guide   5.  XX,.    "Std    Format  fc  Content    for 
Licensee   Physical    Security   Plan    for  Protection  of   8NM  of 
Moderate   or  Lou  Strategic   Significance.  "    M/o    end. 
REID.  R.  U.  Operating   Reactors  Branch    t    <F"re  791030).      79/00/33, 

2pp. 

r>.    Operating    license    itago   documents  £  correspondence 


DOCKET   90-70  GENERAL  ELECTRIC   TEST  REACTOR 

F.    Security*    medical,     emergency   d  fire    protection   plans 

7912120204  Forwards   draft  Reg    Quids    3,  XX,     "Std   Format   fc  Contant    for 
Liciniaa   Physical    Beruritij   Plan    for   Protection   of   BNH   of 
Moderst*  or  Lou  StratngU  Signlf icanc*.  "  W/o  encl. 
RErD.R.M,  Oparatlng    Reaciora   Branch   4    (Pru  791030).       79/09/33. 

2pp. 

0.    Adjudlcatcrv   corrasponrience 


7913H7O017  Ack   receipt   of  79O60Q   Itr   transmitting    rovised 
requallf icatlon  program  for  OETR. Program   approved. 
COLLIN9.P.F.  Dpvrator  Licensing   Branch.       79/12/10.      3pp. 


0.     Inspection   reports,    IE  Bulletins  &  correspondence 


7912380375  Forwards    IE   Inap   Repts   30-070/79-O3   8.  SO-073/79-03  on 
791107-09  t  notice   of   deviation.  Ends  withheld 
(ref    10CFR2.  790). 

NORDERHAUO. L.  R.  Region   3.    San  Francisco*    Bafeouards  Branch. 

79/13/12.      2pp. 


7918170O04  Forwards   NF1C   reply    to   OE   r»qu«Bt    for   «»p*ditioui  review  of 
EI8  for   QETH. 
KENDRII-i  J. ».       Commission.       79/09/07.       3pp. 


DOCKET    SO-77  CATHOLIC  UNIV.    DF  AMERICA  RESEARCH  REACTOR 
F.    Security,    medical,    emergency   ii   firo   protection  plan* 


—7912170007  Suggest*   NRC    ionoi'»  OE   request    that  EIS   be   >xpedi tad.  OE   info 

re  QETR   Is   unreliable.  Safety  evaluation  should   OB   carefully 
toniidsred.  . 

BALDWIN,  g,  A.       Friends   of    th»  Earth.       79/06/06.       app. 

7912170313  Forward*   order    to   show   cause    for   shutdown  ft   schedule    for 
cnBpietlon  of  OETR    ••l*nic    r*vi*u.  ASLB  rulinp    BjpuctBd 
791024. 
HENDR1E,  J.  M.       Commission.       79/09/07.       7pp. 

—7910170017  Requests    expeditious   ravleui  of   facility   &    Issuance    of   saf«ty 
avaluatlon.  Mads   made   according    to   more   conservative    design 
bflittt.  Safety   evaluation  completion  dat»l   havo  ripiiitndly 
(lipped.  ' 

BEATON,  R.  H.      Central   Electric  Co.      79/03/31.      3pp. 

7912070236  Haqunat   for   interlocutory   appeal   from  ASLB  771O1D  m»moron<tum 
Ii  ordar   re   denial    of  RV  Dellums  raquist    to   participate    in 
proceedings  fc  to  be  r*prts»nt»d   by   staff  membars  not 
Bdnlttad    to   practice   before    federal    or   state   bars, 
DEU-UMB,  R.  V.       Hou**   of   Rep.       79/10/36.       3<ip. 


7912120206  Foruarits   draft  Rag  Guide  3.  XX,    "Btd   Format  fc  Contunl   for 
LtcMtiaee  Physical    Security  Plan   For  Protection  of   SNH  of 
Hoderate   or  Low  Strateoic   Significance.  "    M/o    end. 
REID.  R.  M.  Operating   Reactors  Branch    4    <Pra  791O30).      79/08/E3, 

app. 


DOCKET   50-B3  UNIV.    OF  FLORIDA  TRAINING  REACTOR 

F.    fJtcuritgi    medical*    emergency   fc  fire   protection  plans 

7912120206  Forwards    draft  R«g  Ouide   3,  XX,     "Btd    Format  It  Content    for 
Licensee  PhysieBl   Security  Plan   for  Protection  of   BNM  nf 
Moderate   or  Lou  Strategic   Signlf  icance.  "   M/u-   and. 
HEIDjR.M.  Operating   Reactors   Branch   4    <Frn  791O30).      79/OB/2S. 

Spp. 
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DOCKETED  ITEMS 


P.     Operating    license    stage    document B    fc  corraspprnlence 

791336Q1B8   Discusses   r*viou   of    mvtserf   req.ualif  i  cat  Ion   program. 
Provision    should    be     included     Far    operator    evaluation. 
COLLINS. P. F.  Operator   Licensing    Branch.       79/11/36.       lp. 


—79120304.93   IE    Intp    flapt    SO-D94/79-Q1    on   790904-06.  No  none omp llano 
noted,  Majnr    aren*    insp  scted:  phy  i  ic-a  1    atstus    «-   timetable   rff 

SSSK5"11"    "Xian   riarFranc^co,     FUBl    PaciUtg    I,  N.t.ri.1. 
Safety   Hr-r.cH.       CURTIS,  J.  R.  Region   B.    Ban  FrancUco,     Office   of 

the  Director.       79/10/Ifc.       2pp. 


Q,     Inspection   re  ports,     IE  Bulletins    &  corrflspondancB 

7912210052  ftcl    racalpt    of   791130   Itr    informing   NRC   of   steps   taken   to 
cori-BEt    violation*    noted    in    IE    Imp    Rept    30-083/79-O2. 
LEWIS, Fl.C,  Hogion    2.    Atlanta,    Reactor  Operations  Nuclear    Support 

Granch.       79/13/11.       I  p.. 

— 7912210090  Responds    to  NflC    79I12O    Itr   TO   violations   noted    in    IE   Inap 
Ropt    30-003/79-02.  Corrective   act  ions:  atari"*!    meeting    agenda 
6  approval    of   minuts*   of    provioipn   meuttng   &    in-depth    review 


appi 

performed    for    1978. 
D1A2.H.  J.        Florida. 


Univ.     of.     Gainesville.       79/11/30.       2pp. 


-791221QO&1   Forwards    IE    Insp    Rapt    90-083/79-03   on   791032-23  &   notice    of 
violation, 

LEMIS.R.C.  Regions.    Atlanta,    [factor  Operation*  NucUar 

Support   Branch-       79/11/SO.       2pp. 

-7712210063   Notice    of  violation   from   imp    on  791022-25. 

•          Region  3.    Atlanta,    Office    of    the    Director.       79/11/20.       lp. 

-79133100&9    IE    Insp   Rept   50-003/79-03    on    791022-35.  Noncompl  Unce  noted: 
failure    to  make   written   records    of   monthly    meeting*  ft 
failure    ta  male    intensive   review  o*    facility    operation! 
during    1977. 

JULIAN.C.  Region  2-    Atlanta,     Office   of    the  Director. 

BUHNETT.  P.  T.  Region   2,    Atlanta.    Reactor    Operation!  Nuclear 

Bupport    Branch.       79/11/20.       fipp. 


DOCKET  90-07    WESTJNOHQUSE   CRITICAL   EXPERIMENT 

F.     Bicurlty.    madlcal,    emersuncy   4    fire    protection  plans 

7912120206  Forward!    draft   Ren  Guide   3.  UK.     "Std    Formal   I<  Contint    for 
Licensee  Physieal    Security   Plaii    for  Protection   of  SUM  of 
Modi-rale    or  Lou  Strategic    Significance-.  "   W/o    ancl- 
REIDiR.  H.  Operating   fleactnri    Branch    4    <Pr»   79J030).       79/OS/22. 

3pp. 

P.    Operating    license    alagu    documenta   fc   correspondence 

791B070341    Request*  2-yr    deferral    For  Tionpou»r  reactor    liceniees   to 
comply   B/upgradB    rule.  Training    roactc-r  will    not   operate   ai 
Cktegory    1    nafigjards    fdclli tg.  DBscriptlon    l>   functions   of 
training    raactor    &  upgrade  rule    option*    encl. 
ROTH.J.M.       HestinghoUB.   Electric    Corp.       79/11/19.       3pp. 


DOCKET    50-87   GENERAL   ATOMIC    CO. 

F.     Beeuritg.    medical,    BB»raencg    fc    firt    protection   plans 

7913120206  Forward,   draft  Reg    OiMde   S.  XX.     "BtS  Format  &  Content    for 
Licensee   Phyeieal    aacurlty   Plan    for   Protection   of    BNM  of 
MoiteratB    or  Lou  Strati  pit   SlonlFieance.  "   Ufa   onel.  ,„„„,«_ 

HEID.R.H.  Op»ratinB    Reactor*    Branch   fl    (Pre   791030).       79/OB/&2. 

3pp. 

fl.     Inspection   r*porti.     IE  Bulletin*  6    corresponrfenet 

: 

7912070179  Forward*    IE    Imp  R«pti    50-099/79-03  &  30-163/79-03   on 
790712-14.  No  uoncQHplinnee   notid. 

CHEW3iJ.L.  Hagicfl   3,    San   Franclico,    Reactor  Operations  Nuclear 

Support   Branth.       79/10/19.       Bpo. 

--791207019B    IE    Into   Rept»   SO-OB9/79-O2  t.  BO-163/79-OE   on   790918-14.  No 
nnrcc-mplianet  noted.  Major    areas    inspected:  oroanliatmn.  loos 
ti  ncoril*irevieu  &  luilltj fi-ncBdurea  &  reportahl*  eventi, 
FAULREHBERflY, B,  Region    S,     Ban   FraneUco.    R««ctor  Operations 

Nuel»ar  Support   Branch.       JOHNSON,  A.  D.  ,    MOHHILUP.  J.  Region   B, 

San   Fremciico,    Office  of    tht   Dlrittor.       79/10/1?.       Iff. 


DOCKET   30-M  RuCkHELt    I NTEHNAT 1  DUAL  RESEARCH  HEACTO'R 
Q.     Inspection   reports,     IE  Bulletins   i   correspondent* 

7912090691   Forward!    IE    Inip   Rept   3Q-Q?»/79-01    on  790904-06.  No 
nonconpllanc*   noted. 

BODK.H.E.  RBsion    9-    San   Franclico.    Fuel    Facility   l<M«t*r 

Saftty   Branch.      79/1O/16.       Spp. 


DOCKET  flO-97  CORNELL   UNIV.     ZERO  POWER   REACTOR 

F.     Security,,    nodical,     BineraBfty   *<    P^a    protection   plana 

7913120204,  Forwards    draft    HBO    Guide    3.  XX.     "Std    Format  lc  Content    for 
Llcenna  Phgilcal    Security   Plan    for    Prot»ction   of   BNH   of 
Moderate   or   Lou  Strategic   Significance."    H/o    •"=}•  ,0/na/a3 

REID.R.M.  Operating    HeaetorB    DraTich    4    (Pre   791030).       79/03/S3, 

2pp. 

J.     Insurance    &   indemnity    information 

7912100339  Foruardn    niecuted    Amend    IE    to    Indemnity    Agreement   E-4   to 
modifu   prefatory    language,     "in    coin-»«    of    transportation.' 
VERBAOEhP.  A.      Cornall   Univ.      79/12/03.       Spp. 


DOCKET    30-9B   UNIV.     OF  DELAWARE  RESEARCH  flEACTDfi 

F.     Security-    midieal.     emergency  tt   fiT*    protactlon   plant 

7712120306  Forwards    draft   Reg    Guide    3.  XX.     "Stit    Format   tc  Content    for 
Lltenioe  Physical    Securltg    Plan    tar   Protection   of   BNH  of 
Moditrate  or  Lou  Strategic   Significance.  "   H/o   •"='•„,       -,ainam 
REID.R.H.  Dpepatlna    Raaclor*   Branch    4    (Pre  791030).       79/OB/S2. 

Spp. 


SOCKET    BO-99  BABCQCK  h   HILCOX    TEST   REACTOR 

F.     Security,    medical.     em»rgenc«   b    firo    protection    plans 

79I2ia020i  ForurarilB    draft  Rag    Ouide    3.  XX,     "Std    Format   t,  Content   for 
LicinflB*  Phusicak   Security   PUn    for    Protection   of  fiNM  of 

KadaratB   or  Low  Strataglc   Significance."   H/o   ancl.  

RE1O.R.  H.  Operating    R»actor»   Branch    4    (Pre   791030).       79/OB/22. 

2pp. 


DOCKET   30-106  DREOON   STATE   UNIV. 

—^.™— —-———. — .— —  ~— — — _——«-—. — — — 

F.     Security,    medical,     *«ergBncv   &    fire    pro-tectlon    plans 

«^.^,-— ™^«— — — — — — ^— -—— — ~— ^*-— ~"—" ~" — »•— — — '  •*— • — — — ~-— — — 

79iai2030fr  Foru«rd«    tfra*t    Reg   Ooide    B. XX,     "Btd    Formil  fc  Content   for 
Lic«n«««   Phy«ieal   Security   Plan   far   Protection  of  BNM  of 

Moderate,   or  Lou  Strategic    Significance.  "   W/o   encl.  

BEID.R.H.  nperatlns    Reactors    Branch    4    (Pre   791030).       79/OH/S2. 

2pp. 


DOCKET   30-111    NORTH   CAROLINA  STATE   UMIV.     RESEARCH  REACTOR 

_»____.-  ^^— *-«««.^.— — — — ^"-^— — — — — "— -—— MM— ™"~*~M— —— "~ — i— — — — — 
F.    Security.    »edlc*li    emerg«nci)   fc   fire   prDtaefclon  plan* 

.... 

791S120206  Forward!    draft    Reg  Ouide    3.  XX.     "Btd   Format   t  Content   for 
Lic«n»ee   Phg«ical    Securitg    Plan    for   Protection   of  8NM  of 
Moderate    or   Lou   Strategic    Bignlf icancc.  "   W/o   •nej-  ™/nl,,a3 

REID.K.W.  Dperatlngi   Reactor*    Branch    4    (Pre  791030).       79/OB/32. 

Hpp. 

P.    Operating    license   et*ge   documents   fc   correspondence 

__—«—— -™-^.^—— —^-— —-——-*————•"————'"'— —"*—-'"'~'"1" 

7912130433  Madlfles   remuemt    for    extnnelon    of  License   R-63   to    ehinge 
e»plr*tior    date    to   830219    &   tc-    discontinue   «ree   fc  stack 
monltor«.d*Uu   air  mMplei  fc  ueeVly    imear  survey. 
HAXE,R.F.       North    Carolina    State   Univ.       79/1S/07.       2pp. 


DOCKET    50-113  UNIV.     OF    OKLAHOMA   RESEARCH  REACTOR 
F.    Security,    mndlcal.    omargencg   &   tiro   protee  tlo 


7912120206  Forwards   draft   Reg  Oul4t>   B.  XX.    "Btd  Format  I.  Content  for 
Ltcencen  Physical.  Beeurltu  Plan   "or   Protection  of  BNM  of 
Moderate    or  Low  Strategic    Signif  Icanca.  "   U/o   encl.  ____ 

HEin"  H.          Op.ratinB   ft.actor.   Branch   4   (Pre  791030).      79/OB/22. 

2pp. 
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DOCKET  90-113  UNIV.  OF  ARIZONA  RESEARCH  REACTOR 

F.  Security,  medical,  emergency  b  fire  protection  plan* 


DOCKET  30-128  TEXAS  AtM  UNIV.  RESEARCH  REACTOR 

F.  Security,  madicali  emBrgHncy  fc  fira  protection  plans 


79IB1SOSO&  Forwards  drift  Reg  Guide  3.  XX.  "Std  Format  h  Content  For 
License*  Physical  Security  Plan  far  Protection  of  BNM  of 
Moderate  or  Lou  Strategic  Significance."  U/o  end. 
REIO.R.H.     Operating  Reactors  Branch  4  (Pro  791030).   79/OB/22. 
Zpp. 


7912120306  Forwards  draft  Reg  OuidB  S.  XX,  "Btd  Format  tt  Content  for 
Licensee  Physical  Security  Plan  for  Protection  of  BNM  of 
Moderate  or  Lou!  Strategic  Significance.  "  M/o  encl, 
REID.R.  H.     Operating  Reactors  Branch  4  (Pre  791030).   79/08/33. 
2pp. 


DOCKET  30-116  IOWA  STATE  UNIV.  RESEARCH  REACTOR 

F.  Security!  medic*li  emergency  &  fire  protection  plans 

79131S0206  Forward*  draft  Reg  Quidn  3.  XX.  "Btd  Format  lc  Content  for 
Licensee  Phyiical  Security  Plan  for  Protection  of  SNM  of 
Moderate  or  Low  Strategic  Significance."  W/o  encl. 
REID,  R.  H,     Operating  Reactors  Branch  4  (Pre  791030).   79/OB/22. 

Zpp, 


LOCKET  30-123  UNIV.   OF  MISSOURI  RESEARCH  REACTOR 

F.    Becurltg,    medlcali    emergency   fc  fir*  protection   piano 


0.     Inipectlon  report*.     IE  Bulletins   tc  correspondence 

7912030673   Forward!    IE    Imp    Rept    50-120/79-03   on   791101-03.  No 
noncompliante  noted, 

MADBEN.Q.L.  Region  4.    Dallas.    Reactor  Operations  Nuclear  Support 

Branch.       79/11/14.       2pp. 

— 79120906BO    IE   In»p   Rept   5Q-12B/79-03   on   791101-02.  No  noncomp 1 iance 
noted.  Major   areas    inspected: security    plan, BNM  protection. 
security    organiiation. access    control- alarm   sys, 
communications   &  surveillance. 

MADSEN.Q.L.  Region   4.    Dallas.    Reactor  Operations   Nuclear 

Support   Brsnch.       CALDHELL,  R.  A.  Region  4,    Dallas,    Office   of   the 

Director.       79/11/13.       lp. 


791S1S0206  Forwards  draft  Reg   Quids   3.  XX.    "Bid   Format  &  Content  far 
Liciniti   Physical    Bicurlty    Plan    for  Protection   of   SNM  of 
Mad*ratt    or   Law  Strategic    Significance.  "    M/o    end, 
REIB.H.U.  Operating    Reactors   Branch    4    (Pre  791030).       79/08/23. 

2pp. 

71?  13200364  Forwards   Physical    Security    plan.  Plan   withheld 
tref    10CFR2.  790). 
EDWARDS,  D.R,       Missouri,    Univ.     of.    Rolla.       79/12/14.       lp. 


DOCKET  30-129  WEBT  VIRGINIA  UNIV.    RESEARCH  REACTOR 

-,__..— m.m-m.-.~*M~  — F  — — ._—  ..«.*.-. -»—. ._».»......... — 

F.     Security,    medical,    emergency   b   fire    protection  plan* 

7912120206  Forwards   draft  Reg    Quids   3.  XX.     "Btd  Format  &  Content    For 
Licensee  Physical    Security   Plan    for  Protection  of   ENM  of 
Moderate   or   Lou  Strategic    Significance.  "  Vl/o    encl. 
REID.R.H.  Operating  Reactors   Branch   4    (Pre  791030).      79/OB/2S. 

2pp. 


P,    Operating   license   stage  documents  h  correspondence 


P.     Operating    license   stage   documents  b  correspondence 


7912070439  Application    for   renewal    of   License   R-79   for    ID   yr*. Complete 
lit    of   supporting    documentation   ulll    be    forwarded    by    791220. 
MARCHELLO,  J.  M,       Missouri.    Univ.     of,    Rolla,       79/10/13.       2pp. 

7912040267  Confirm*    that    license   renewal    application  will    be   completed 
t>U  791217.  All   documentation   i«   complete   except   for  revision 
of  Tech  Specs. 
EDWARDS,  D.  R.       Missouri.    Univ.     of,    Rolla.       79/11/27.       lp. 

79123O04B2  Forward*   Tech   Spcct.heiard   analutis, emergency    preparedness 
plan*,  financial   liability   statement  fc  EIA  in   support   of 
llcente  renewal   application   for  License  R-79. Security   plan 
withheld   (raf   10CFRS.790). 
EDUARDS.D.R.      Mi«»ouri,    Univ.    of,    Rolla,      79/13/14.       lp. 

— 791S20045B  Forwards   financial   statement   in   support  of  renewal   of 
License   R-79.  Current    operating    budget    for   FY79-BQ  encl. 
MAflCHELLO,  J.  M.       Missouri,    Univ.     of,    Holla.       79/12/14.       llpp. 


7912040449  Submits    Info   requested    by  P   Erickson   telcon  re  7709S7 
request    to    ditmantle  tc  dispose    of  AQN-E11P   reactor.  Outlines 
plans    for   handling    irradiated    reactor   components  &   storage 
of  source. 
BLACKSHAW-0.  L.      West  Virginia   Univ.       79/11/30.      2pp. 


DOCKET   30-131    OMAHA   VET.     ADMIN.     HDSP.     RESEARCH   REACTOR 
F.    Security,    medical,    emergency   (•   fir*   protection  plans 

7912120206  Forward i   draft  Rag    Ouide   3.  XX,     "Std  Format  b  Content    for 
Licensee  Phyiical    Security   Plan    far  Protection   of   BHn  of 
Moderate   or   Lou  Strategic   Significance.  "    U/o    encl. 
REID.R.M,  Operating   Reactors   Branch    4    (Pre  791030).      79/08/32. 

2pp. 

Q.  Inspection  reports,  IE  Bulletins  b  correspondence 


—79122004*0  Emergency  Preparedness  Plans. 

«  Missouri,  Univ.  of.  Rolla.   79/10/31.   48pp. 


— -7912200463  Teeh  Specs. 

*  Missouri,  Unlv,  of.  Rolla.   79/12/11.   22pp. 


—7712200469  Haiard.  Analu«l*  Bumeiaru  Rept. 

«  Missouri.  Univ.  of,  Rolla.   79/12/11.   S7pp. 


—7912200469  EIA  supporting  renewal  application  far  license  R-79. 
»  Missouri,  Unlv.  of,  Rolla.   79/12/11.   13pp. 


7912130336  Foruards  IE  Insp  Rept  50-131/79-01  on  791018-16.  No 
noncomp lianci  noted. 

KADSEN.O.L.     Region  4,  Dallas,  Reactor  Operations  Nuclear  Support 
Branch.   79/10/29.   2pp, 

— -7912130389  IE  In«p  Rept  30-131/79-01  on  791013-16.  No  noncompHancn 
noted.  Major  areas  inspected:  organ!  Ktion,  reactor  log*  & 
records,  audits,  rectification  training,  procedures,  • 
surveillance  tests,  experiments  tt  radiation  control. 
MADSEN,Q.L.     Region  4,  Dallai,  Reactor  Operations  Nuclear 
Support  Branch,   KELLEV,  D.  L.     Region  4,  Dallas,  Of  Flea  of  the 
Director.   79/10/2B.   4pp. 


DOCKET  80-124  VIRGINIA  PDLYTECH  INST.  TRAININO  REACTOR 
F.  Sicurltu,  medical,  emergency  t  fire  protection  plan* 

79131&0206  Forward*  draft.  Reg  Ouide  3.  XX,  "Btd  Format  d  Content  far 
Licensee  Physic*!  Security  Plan  for  Protection  of  BNM  of- 
Moderate  or  Law  Strategic  Significance."  M/o  encl. 
REID.H.  W,     Operating  Reactors  Branch  4  (Pre  791030).   79/OB/22. 


DOCKET  30-133  HUMHOLDT  DAY  POWER  PLANT,  UNIT  3   . 

F.  Securltu,  medical,  emergency  tc  fire  protection  plant 

791230002S  Discusse*  NfiC  791109  meating  re  emergency  preparedness  taa« 
review  objectives.  Provide*  guidance  far  improving  llcen*«a 
emergency  preparedness  b  assuring  capafallitg  of  offslte 
agencies  to  take  appropriate  emergency  actions. 
ORIME8,  B.K.   Emergency  Preparedness  Task  Force.   79/11/33.   30pp. 


0,  Adjudicatory  correipondence 


791Q030347  Request  for  leave  to  reply  to  intervenors'  79101A  Memorandum 
in  support  of  an*wer  in  opposition  to  Iicen«ee  requett  to 
hold  proceedings  in  abeyance. 
LOCKE.  R.F.   Pacific  Oit  t<  Electric  Co.   79/10/31.   lp. 
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-7«a09Q3Bl    H«ply    to    intrrveRo"'    79101*.   «.owr.ndi«      n    auppurt    of    a 
!„   oppo.ltipVt.    license*   r.qu.i*   to    hold    proc..«  ings    In 
ab.yance.Procsedlrvja   must   bo    dolaued    IS  months    to    *Uou 
completion   of   guologlc-al    studies.  ._,.,,        „„„ 

LCCKE.R.F.        Pacific    Qa*    1   Electric    Co.        79/lO/JI.        1pp. 

791205038*    Forward.    annual    statistical    ropt    of    r«cord«d    psrsannal 
bfldu   exposure    for  CV77.  ,-,„„.,.        •[„„ 

CRANE.  PA.        Virginia   Electric    t.   Power    Co.        7B/03/M.       2pp- 

7918080360  Forwards   tabulation   of   ponorm.Bl    eipourB   to   radiabion 
uork   I.   job    function   for   1977.  _____ 

CRANE.P.A.       Pacific   Caa   &  EUctrie   Co.       7B/O3/14.       3pp. 

79120503*4  Forwards   annual   statistical   rept   of   recorded    personnel 

body   etyoaura   for  CY7B.  ,„,„-,,.,•.        =., 

CRAKE,  PA.       Pacific    Oa.    E.  EUctrU    Cn,        79/O3/27.       3pp. 


—  7»1SOS03W  Foruat-ds   tabulation   of   personnel    ojcposure    to   radiation   b<j 
uorl   i   job   function    for    1973,  Certificate    of   Svc    oncl. 
CRANE,  P.  fl.        Pacific    Gos    t   Electric    CD.        79/03/37.        4pp.. 

7912060231   For«.J>rdS  Hooduard   Clyde   Consultants  791036   Ur   outlining 
itatus   of-   gaolc-gic   S.   Bulimic    I  nvBi  t  i  gal  i  ons   involving    plant. 
Certificate   of   Swc   encl.  ,„,.,„-        « 

UKKE.R.  F.       Pacific    Oai    5.   Electric    Ca.        79/1  I/O?.        &J>p. 

7913260097  Requ-sts   th4t  A  mlduin,  cnun«l    for   Friend*    of    thi  Earth,  bo 
placad   on  nailing    list   for   all    correspond  nnce   re   utll. 
BSOWN,L.J.      doneB,    Broun  I-   Clifford.       79/13/O3.       If. 

791BSBO&74  Requtsts    ioin>»<Hate   clusing   of    facility    du«    to   pra.imity    of 
earthquake   faults. 
WHEELER,  ft.  A-      Affiliation   Unknown.       79/12/23.       2pP. 

7912310SLO  RBHipons*    to   applicant   790937  notion    to   hold    proceBdings    in 
abeu^nco   until   SOIOD1.  Applicant   r»quo»t    preterves   status   juo 
u/o   prajudicf    to   rights   of   partisi.NHC   has   no    objeetians   to 
granting   mDiion   until    *oiimlc   t   gtologle    «tuol»i   conducted. 
GQLDBERO.S.C.      Hearing   Branch   2.       79/lff/a6.       5pp. 

—  7912310312  Affidavit   attesting   that   delay    in   rasunptlon  of    ucll 
activities   until    B010D1   uill   preserve    statue   quo.  Prof 
qualifications   &   Certificate   of    Bve    encl.  „„,.„,.,„        , 

OAlWILLiH.P.         Divisinn   of   Operating   Reottors.       79/18/2O.       7pp. 


0.     Inspection   reports,     IE   Bulletins  fa   eorreBp  ondenco 

7-512100373  Forwards    IE    Info   Notice  79-29,    "Overloading    of   Structural 
Elernnt.   Duir   to   Pipe    Support   Uaads.  "   No   re.ponie   required. 
ENOELWEN.R   H.  aligion   3,    San   Franci.co,    Office   of   the   Director. 

79/11/16.        IP- 

791K110310  Fc-ruardi    IE    Info   Not  i  c  o   79-E9,    "Loss   af  Nonaaf  ety-Relat-d 
Raaetor  Coolant    aija    Instrumentation   During    Operation.       No 
specific   action    nr   response   reo.uirod.  «(„,*„- 

EH5ELKEN.lt.  M.  R«gion    5,    Ban   FrancJ*co,     Office   of    the   Director. 

79/11/16.        lp. 

7712070022  Foruardt    IE   Circular   77-24,     "Proper    Installation   t.  CalSbr    op 
Cor*   Sftei]   Pipe    Break    Detection   Eq.ulpinBnt    on   DHH».  "   No 

'HUlrBtlRBgion    9,    Bart   Francisco.     Office   of   the   Director. 


79/11/Bfi.       lp- 

7713110246  forwards   IE  Circular  7^-23,    "Motor  Btartors  I.  Contactor's 
Fatlad   tfl   Dporata.  »    No   reapomse   raquired.  h.^.rtn^ 

EH9ELKEN-R.H.  Hegion    5,    8*n   Francisco,    Office   of   the   Director. 

79/11/26.       lp. 

7912110494  Notlfina  that  NflC    intsnds    to  routinely   foruard   to 
appropriatE   «tate   public    olil    regulfltorg    groups   t   stat*   atty 
gemral   ofca   coplai    of    escalatad   onforcemont   correspondence 
sent   bu  NFtC  tfl    UcenaBsi, 

ENflELKEN,  R.  H.  Reflion    3,    San   Francisco,     Office   of   the   Director. 

79/11/26.        lp- 

7912190143  Fnn-uerdt  IE  Bulletin  79-S7,  "Uoaa  of  Non-Class  IE 
Inttrumentntion  &  Control  Pouser  Qyi  flus  During  Operation." 
Written  responds  required. 

ENOELKEN.nj.H.  Regior    5,    San   Francisco.    Office   of    tho   Director. 

79/11/30.       lp. 

791B310269   Forward*    IE   Info   Kotiee   79-30,    "Reporting   of   Defects   & 
NoncoMpliantos,  10CFRB1.  »   No   action    r«quirEd.  „,„.,,.„„ 

ENOEUKEH,  fl.H.  Region   5,    9an    Francisco,     Dffies   of   the   Director. 

79/12/Ofr.       4pp. 

791Blli'0001    Forwards    llcinafl«    respon»os    to    IE  Bulletin  79-23,    "Potantial 
Failure   of   Emergancy   Dla«*l    Generator   Field   Eiciter 

CREWB-J™.     '         R«jlnn    a.    Son   Francioeo,    Reactor   Optration*  Nuclear 
Support   Branch.       79/12/O7.       lp. 


P.    Operating    license   stag*    d.ocunma.ts   8.  torrespondEnce 


of   N3S8 


79121001B9  Diicu»s*s   NflC   791101   nseting   u/pEprcaentati 
vBndora   (.   fual   supjillers   re   discu»aion   of   reapactlve 
poTtlons   of   ECC9   evaluation  nad»U   dsitina    u/Pual    cladding 
stalling   !•    lncidsn.ce   c*   rupture.  Vendor   responDBa   and, 

!*.  0.         Division   of   Djupatlni    RonctorB.       Tf/\lfOt.      69jip. 


7^913100333  RHSpnftiJe   lo   KRC   791  JOi   request   TB   n  one  flmpl  lane  »   at 
UeitinghouBi   ECCB  eveluatlun   model    under   rmuirtnunto 
of   IOCFR3D  App   K.  Evaluation   of   three   PUB!    rod   modals 
indicates  no   safety   prablcm*    far  HsstltighouHo   pi  onto. 
WDERfiOH,  T.  M,      WestinghousB   Electric   Corp.       79/11/02.       Ipp- 

7912100330  RBSPOHOS   to   HRC  7-V1101   fvquaflt   T»  OfiNL   iladolng    ownlllng 
rupture-   data   RovlBui   of   analytical   mods  In   tt   teat*    Indicates 
eoBfliance  u/iOCFRBO   App   H.A11   OE   jpocs    for   calculated    pea* 
cladding   temp   remain   uncnangeri. 

Z.  R.H.      Beneral    ElBctrtc   Co.       79/12/O7.       3pp. 


—  791310B*07  Forward?   response    to  KRC   7911OI   request   re  rod   burst   test 

data.  Concludes  that  data  properly  repreaentHd  by  fvnl  modeln 
uneJ  in  vendor  evaluation  naifeli  t  that  jnelyiH  Semonttralo 
all  criteria  of  10CFRSO.  At  satiufiad. 

OHStEV,O.F.  EJHQH  Nucla^r  Co..  Inc.  (subs,  o*  ExKon  Corp.  I, 
79/H/Oi2.  &jo. 

—  79;ai(*01)S&  ForiuBrds   ittl    info   ro   evaluation   of    impact   of   MRC   proposed 

rupture/blockage  nodot   used    in  vendor   evaluation  inodal. 
Nu   Jifverao   Impact   frort  ntw  rupturs   hurat    data   or   uia   of  NRC 
rufturB/blockag"   nodal   on    llCBnslr>j    calculation  reiulta. 
OW8LEV.O.F.      Euon  Nuclear  Co.,    Inc.    <*uha,    of  Eoion  Corp.). 
79/11/04.      33pp. 

7912200439  Notification   of   cancelled   791311-13  ne*ting   u/utll   & 
Woodward   &  Cludo   in  Ein-aka.CA  to   dlicuas    propoeid 
cqntlnuatlon   of   iai«nLc  ti  g-eologlc    invBitlofltlon. 
ROOKEY,  V,  l_.  Operfltinj   Heactan.  flrancfi   a.       79/18/06.      3pp. 


—7912190003  flespondB   to   IE   Bulletin   79-23,     "Potential    Fallurs   of 
Einarflsncy   DS«<»1    Q-ensrator    Field    Eiclter   Transformer.  " 
FBclllty   will    conJu-ct   rixtulrad    tDttaimd   full    load    operation 
t»*t   of    emBrooncy    ganerntor    prior   to   startup. 
CRANE.P.A.       Pacific    Ojs    &   Electric   Co.       79/10/26.       lp. 

—  7912190003  Ruaponda    to    IE  Bulletin   79-S3t     "Potential    Failure   of 
Efliergonci)  Diciol  Ganer*tor  Field   E*elt«r  Transformer.  " 
Facitity   mill    conduct    load    tost   o*    emergancij   dlesel 
generator   prior    to   recuvarg    from   vefualing    shutdaun. 
COODHIN-  C.       Portland   Osnoral   Eloetrlc   Co.       79/10/11.       lp. 

~791B19000ii  Hmponds    to    IE  Bulletin   79-33,     "Potential    Failure   of 
ij   Olesel    Oenorator    Field   Eicciter   Transformov,  " 
will    condue*    tost    o*   cnnrg«ncu    dieael    gen*ra-or« 


nr«caedlnfi   Har    1980   refueling   outage. 

BEAD.J.Q,       Boutfiern   California   EdUon   Co.       79/10/28.       3pp. 

791HB0023A   Forwards    IE   Bulletin   79-28,     "Po««i!>le  Malfunction   nf   M*  men 
Modal   EA1HO  Limit   3ultch«9    at   Elaviited   T»mp».  "   Action 

ENOEL«EH".  R.  H.  R»9ion   S,    9an   Franciaco.    Office   of   thi   uirantflr. 

79/12/07.       lp. 

79i2S80619   Foruards    IE   IftPo   NofelCB    79-31.     "U»*   of   Incorrect  ArapHFi-d 
Renponsg   Epactra,  "    Nu   written   re»pan«e   ro^uirsd. 

ENOELKEN,  H.  H.  RB-oion   3,    Ban   Francisco,    Office   of    ths   Dir-elor. 

79/1H/13.       lp. 

Ft,     Periodic    operating   r«port»   &   related   correspondsnc* 


ruirda    monlhlij    opcr»titiH   f»P*    fof  Nov   lt?7?- 
Parlfic   Oas   ti   ElBttrit   Co.       79/13/04.       ip. 


--  7913130330  Monthly    oparating    rapt    for  Nov   1979.  ___ 

OETTV.D.C.       FaeiFle    Oai    t.  Electric   Co.       79/1B/03.       4pp. 
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DOCKET  30-134  WORCESTER  PDLYTECH  INBT.  RESEARCH  REACTOR 
F.  Security,  medical,  nmergency  fc  fire  protection  plans 

7912130206  Forward*  draft  Bag  Guide  3.  XX,  "Std  Format  Si  Content  for 
Llcenfea  Physical  Security  Plan  for  Protection  of  BNM  of 
Moderate  or  Lou  Strategic  Significance.  "  W/o  end. 
REID,  R.  W,     Operating  Reactors  Branch  4  IPre  791030).   79/OB/22. 
2pp. 

Q.  Inspection  reports,  IE  Bulletin*  &  correspondence 

7912360330  Forwards  IE  Insp  Rapt  30-134/79-01  on  790 9O 3.  No 

n uncompliant*  noted.  .,„,.,,„., 

HARTIN.H.Q.      Region  I'  Philadelphia.  Safeguard*  Branch.   79/11/02. 
3pp. 

— 7912260331  IE  Imp  Kept  30-134/79-01  on  790908.  No  noncompl  lance  notnd. 
Major  areas  inspected:  matl  control  fc  accounting. 
JOYNER,  J.  H.      Region  li  Philadelphia.  Safeguards  Dranch. 
BUMMERS,  R.  T.     Region  1.  Philadelphia.  Office  of  the  Director. 
79/10/B3.   3pp. 


DOCKET  30-139  UNIV.  OF  HABHINOTON  RESEARCH  REACTOR 

F.  Baeurltui  medical,  emergency  &  fire  protection  plans 

___  .»__..._.. __...«.» ~. — — — . — — — — — — — — — — —— —. _«  «~~ — .«- . 

7912120206  Forward*  draft  Reg  fluids  3.  XX.  "Btd  Format  t,  Content  for 
Licensee  Physical  Security  Plon  for  Protection  of  SNM  of 
Moderate  or  Lou  Strategic  Significance."  H/o  end. 
REID.R.H.     Operating  Reactors  Branch  4  (Pre  791O3QJ.   79/09/23. 
2pp. 

8.  Reportahle  occurrences.  LERa  fc  related  correspondence 

79122B0608  HD:  on  791S11.  while  reactor  shut  down,  graduate  student 
apillad  five  gallons  of  uiater  on  reactor  top.  Water  abenrLad 
by.  graphite  moderator  resulted  In  negative  reactivity. 
Facility  currently  resolving  problem. 
CHALK,  H.  B.   Math  ing  tan,  Univ.  of.   79/12/ai.   2pp. 


DOCKET  BO-US  UCLA  TRAIHINQ  REACTOR 

___.._,.*—.<_—_-.—.-*-  — .— — «—— — «  ^. — — — — 

F.    Security,    medical,     emergency   fc   fire   protection   plan* 

7?121S020<b  Forward*   draft   Reg    Quid*   3.  XX,     "Std   Format   Ii  Content    for 
Licensee  Phuiical   Security  Plan   for  Protection   of  BNM  of 
Hodarata   or  Lou  Btratngie  Significance.  "  H/o  encl. 
REID.R.W.  Op-rating    Reactors   Branch    4    CPrB   791030).       79/00/22. 

2PP. 

0.    Adjudicator)]   corraspandanca 

7912190091   Ack    receipt    of   791003   request    to    shut   douin    facility.  Requeiit 
beln«    tr»«t«d   ai   raquost    for   action   under    10CFRS.  204. 
FR  notice   »ncl. 

DTELLOjV.       Office   nf    Inspection   fc  EnforceraBnt.    Office    of    the 
Director.      79/11/30.       Ip. 

— 791B19009B  Notica    or   requent   for   action   under    10CFH2.  aob. 

BTELLO.V.       GfflO'Of    Inipectlon   d  Eiiforcament.    Office   of    the 
Director.      79/11/30.      3pp. 

—7912190103  Requests    chutdoun  of    facility   EC   public    hearings   ra 
i-elicenslng   fc   intorvenor   ntatus.  New*pBpar   erticla*   re   safety 
qu  tut  Ion  encl. 
HlfiSCH.  0. 0.       Cumwlltee    to   Bridge    the   Sap.       79/10/03.       6pp. 

— 7918190119   "UCLA  Nuclear   Rssctor  -    Is    It  Safe.  " 

*     Committee   to  Bridge    the  flap.       79/1O/O3.       37pp. 

— 791S170129   IE    In»p    Rspt    30-142/73-01    on   760123-34.  Non compliance   notod: 
error   in  ealibr   curve  of   O«»OOUB   efflusnt  monitor  * 
ventilation  e«haust'air  not   properly   diluted  or  relsaied. 
MENaLAWSKI.F.  A.  .    HODK.H.E.  Region   S/    San  FrancUeo,    Office  of 

the  Director.       79/O2/11.       llpp. 

P.    Opirtfini)    llcanie   »t*B»    documnntc   6*  correspondenc* 

7912090633  Respond*    to   FOIA  requeft    for   UCLA  Nuclear   Energy   Lab 
Facility  Ltcinsa  R-71.BAR  &  application  for   licennee  Amend 
lO.Furuards    info    Hitud    In  App-  A. 
CARR.J.C,          Division  of  Rules   and  •Records.      79/tl/lfi.      Bpp. 


— 7912O50437   Forwards    Amend    10    to   Lic«n*e    H-71, negativo    doc larotiun, Elft 
t,   safety    evaluation.  No   significant   onviron    impact   asaoeiated 
m/operatlon.  No   EIS  needed. 
LEAR.O.  Operating   Hsactors   Branch    3    (Pre  791030).      76/02/03. 

3PP- 

— 7913030(,40   Amend     10    tn    License    H-71.  mod  if  y  ing    Tech    Spocs   re    production, 
monitoring   t  release    of  AH-41. changes    to    restrictions   on 
in-core    eiperiments   fc  administrative    changes. 

LEAR.O,  Operating   Reactors   Branch    3    (Pre   791030).      76/02/05. 

10pp. 

— 7912030446  Negative   declaration  re    issuance   of  EIS.  No   significant 
environ    impact   associated  u/propoged    license   amend.  EIS  not 
warranted. 

REGAN.  U.  H.  Assistant   Director    for   Environmental   Projects. 

73/12/19.        Ip. 

— 7912050649  EIA   supporting   negative   declaration   re  noed    for   separate 
EI3. 

*  Assistant   Director   for  Environmental   Projects.      75/12/19. 

3pp. 

— 79iaO3063i   Bafety   evaluation    supporting    Amend    10  to  License  R-71. 
B  Assistant   Director    for  Environmental   Projects.      76/02/03. 

4pp. 

— 7912050660  Forwards   responses    to   questions   raised   by   D  daffe  t,  BlacV    in 
7SO92B    telcon   re   univ  fc  Nuclear  Energy    Lab   comnitmant   to 
tuo-ur    environ  TLD  program  t  radiation    Biposure*   to 
personnel   ulthln   mateorolaglcal    lab. 

KASTENEERO.  U.  E.       California,    Univ.    of,    Los  Angelas.      75/11/03. 
7pp. 

— 7912030661   Forwards   application   for  amond    of  License  R-71.TE  Hicks   Ur 
to    UCLfl   environ   health   fc  safety    officer    encl. 
HOESON,  J.  H.       California,    Univ.    of,    Lo«   Angeles.       73/OS/H2.       2pp. 

— 791H0306fc4  Proposed  Amend    10   to  License   R-71.UU1    safetv   analysis 
»      California,    Univ.     of,    Los   Angwles.       73/05/lfi.       12pp. 

— 79JSOB06A9  Amond  9   to  License  R-71,  inc orpnrating   encl   Tech   Bpecn    into 
license.  ,  . 

5KOVHOLT,  D.  J.       Atomic  Energy   Comnina i on.    Directorate   df  Licensing. 
71/03/01.       3pp. 

— 79120306AQ  Revised   T«ch   Spec*    transmitted    uMdHnd  9.  re-fleeting   Anmnd    10 
»      California,    Univ.     of,    Los  Anoele*.       71/03/01.       16pp. 

Q,     Inopectlon  rvportsi    IE  Dulletinn   ti  correspondinca 

79120S0346.  Forward*    IE   Imp   Rcpt   50-142/79-04   on  790927-39.  NP 
noncodipllanee  noted. 

HOOKiH.E.  Region   3,    Ban  Froncisco,     Fuel  Facility  t>  Materials 

Bafotg   Dranch.       79/10/23.       2pp. 

— 791H03033S   IE   In»p   Rept   30-142/79-04  on   790927-20.  No  noncompllance 
noted.  Major  areas   in«pected:UCLA-ba*a<l    group    concern*   re 
excessive  Ar-41    eiposure    from   stnek    nfflurnt. 

DOOK.H.  E.  Reoion  5,    Ban  Francisco,     Funl   Facility   fc  Mntenalo 

Bafetg   Branch.      HAIRD.O.  n.  Region    3,    San  Francisco,    Offlca    of 

th«   Director.       79/10/19.      6pp. 


DOCKET  80-146  BAXTON  NUCLEAFt  EXPEH inENTAU  FACILITY 

S,    Rapovtable   occurrences^    LERs  k  relatnd    e  or  re  s  pond  once 

791K26000S  PNO-I-79-002A:  on  79100B2,  f ol  louup    survey  wa»   performed   by 
ln»pactor   to  verify   cleanup    of   unrestricted   area  where 
contaminated    soil   ua«    discovered   on  79O9SO.  Identlf  iid    email 
r«dioactlv«i   araa.approi    tuo   ft    in   dianwtar,  Monitor   planned. 
PLUHLGE,  K.  ,    SHITH.jD.  H.      Office  of    Inspection  b  Enforcenmit,    Office  of 
the    Director,       79/10/22.       2pp. 


DOCKET  80-147  ROCKWELL   INTL.    COJ1P.    CRITICAL  FACILITY 
Q.     In«p«etion  reports,    IE  Bulletins   &  correspondence 

7912040021  Forwards   IE  Insp  Flept  SO-147/79-01  on  790?04-06.  No 
noncompllanee   noted. 

HOQK-H,  E.  R»oion   3,    Ban  Francisco.    Fuel   Facilitij   (.Materials 

Safnty   Branch.      79/10/17.      Rpp. 
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— 79120&0031     IE    InEp    Sept    50-147/79-01    on    79090-4-06.  No   nunconpl iance 
noted. Major  area  ft    Inspected: phtfalea 1    status    of    facility. 
surveillance   program  6    timetable   re    dismantling   plan. 
BOOK,  H.E,  Region    B,     Ban   Francisco.     Fuel    Facility    fc   Materials 

Bafnty   Branch.        CURTIS,  J.R.  Region    5,     San    Francisco,     Office    of 

tha  Director.       79/10/16.       3pp. 


DOCKET    SO-l-ia.lJmV.     OF   KANSAS   RESEARCH   REACTOR 

F.    Security    mad  leal,    emergency  b    fire   protection  plant 

791212020&  Foruard*    draft   Reg   Guide    3. XXj     "Std  Fqraat  I   Content    For 
Licensee  Phyttcal    Security    Plan    for  Protection    of  SUM  of 
Moderate   or   Lou  Strateg.lt    Significance.'1    U/c   uncl. 
REIUjR.W.  Operating  Reactors    Branch    4    (Pre   791O30).       79/09/22. 

3pp. 

Q.     Inipection    report!,     IE  Birlletini    It  correspondence 

7913120229   Forwards    IE    Inep    Rept    SO~H9/7^-02   on    791023-3*   &   notice    of 
violation. 

HADSEH-0.  L.  Region  4.    Dallas,    Reactor  Operations  Nuclear   Support 

Branch,       79/11/07.       2pp. 

—7912120233   Notice    of   violation    froia    insf    on   791O22-24. 

«          Region  4,    Djlla*.    Office    of    the   Director.      79/11/03.       Ip. 

—7912130339   IE   Imp  Wept   80-14B/79-O2  on   791022-24.  NonioiiBHence  noted: 
•failure   in   inplemi-nt   detign  change   properly. 

BPANQLER,  R.  0.  ,    RUCKER.rl.  J.  Region   4,    Dallai.    Office  of    the 

Director.       MADBENi  Q.  L.  Region  4.    Ball  an.    R«actnr   Operations 

Nuclear  Support  Branch.       79/11/O3.       5pp. 


0.     Adjudicator^   correspondence 

7912170413  Agrees   a/J  Bui   791Q3O   Itr  re  nuclear   pouer   plant. 

•  Chrlsta-Maria.       79/1Q/31.        Ip. 

— 79 1H 1704 18  Reo.utits    that    NRC   deoand   plant  maintain   shutdown  condition 
to   protect   citiiens. 
DUE,  J.       Affiliation  Unknown.       79/1O/30.      2pp. 

7912130193  Consents   on    intervenars   chares*  that   plant    IB   unsafe. 
Allegations  am    inaccurate   &  a/a  Her  it,  as   evidenced    by 
recent   imp  &  -return    to    operation. 
VOUHQDMiL,  B.C.        Cor  I  user*    Potter   Co.       79/11/14.        Ip. 

7912070470  Requests   to   Bake    Hoi tod   appaorance   statenent   at    special 
pr*  hear  ing    con  for  once. 
JADMIN.D.       Affiliation  Unknown.       79/11/15.       Ip. 

771SQMH35  Hmunit*    to   oa't*    limited   appearance   statement  at    licensing 
prehearing. 
LETARTE.H.      Affiliation   Unknown.      79/11/17.       Ip. 

7912O&D640  Rei tatennnl   of    catituntioni.  Allegei    that  NRC   cannot  allow 
•pant   fuel   pool    expansion  until    storage  &  permanent   dispDial 
probloai    solved.  Urges  r*vleu  of    po««lbfllty   of  Cla»  9 
accldont.  Certificate   of   Bvc    «ncl. 

SHELDON,*.  P.      Chr-iKta-Maria.       SHELDDN.K.  P.      Sheldon,    Harnon  t  Wei  as. 
79/11/20.       9ap. 

791 2 110374  Contention*   quectinninB  whether  Big  Rock   old   pool  neeta 
present  TBq.ulrBBenti   for    spent   fual   pool. Urges   poBtpanenant 
of    liceniing    until    long—tBrn  ua*te  disposal    prnblam  Is 

•  Dived. 

O'NEILL.  J.  P.      Affiliation  Unknnun.      79/11/80.       10pp. 


DOCKET    50-150  OHIO  STATE  UNIV.    RESEAHCH  BEACrOR 

F.    Security,    nodical,    energencv  6   fire   protffctlon   plant 


7912ISO2O&  FoTurards  draft  R«v   Quide    5.  XX.     'Btd   FJirnat  i  Content    far 
Liceniee  Phgilcal   fiocuritij  Plan   for  Protection   of  SNH  of 
Hodnrito   or   Lou  Str'trgie   Significance.'   H/D   en  el. 
HEID.R.  H.  Operatini  Reactors   Branch   4    (Pro  7910303.       79/OB/BS. 

3pp. 


DOCKET    90-131    UNIV.     OF    ILLINOIS   RESEARCH   REACTOR 

F.    Becurltijp    ntfical,    emergency   b   fire   protnetion   p-lans 


7912120206  Foruarili   draft  Reg    Quid*    9.  XX.     -Btd   Forait  t,  Content    far 
Llcenxrv  Phutlcal   Security   Plan    for  Prntietion  of  SNH  of 
Moderate  or  Lou  Strategic   Significance,  "  W/Q   encl. 
REID,  R.H.  Op  era  tin  g   Reactors   Branch   4    (Pre  791O30).       79/06/32. 

2pp. 


DOCKET   30-153  010  ROCK   POINT  NUCLEAR   PLANT 


F.    Security    nodical,     emergency    ti   fin   protiction  plans 

7918180333  Notifies   of    delay    In   Plant   BIS   Branch  7*«n  1    evaluations   of 
facility   fire    protection  sys-  dull  in  tm  of   asslitance  needid 
>ncl, 
LAINAS,  O.  Plant  Systtmi   Branch.       79/11/1&.       Spp. 

7912200022  Diecuises  NflC    791109   Melting    re  >n»rgencv   pr«p*r»dne*»    tea* 
review   objectives.  Provides   guidance    for    Improving    licensee 
inergtncy   prnparednen   b  aiiuring    tafibUitij    of  offtit* 
•gencles  to   tale  appropriate   emergency   action*. 
CRIMES,  fl.K,      Ei»rgencv   Preparednai*    Task  Force.       79/11/23.       3Opp. 

7912200133  Notifies   of    completion   of  .detlgn   d»t»il   rtvlaw  of   fire 
protection   «v*  fa   utll    790Q31    reiponie   to  HRC  79O404  safety  . 
tvaluation.DBilgn  criteria   for   Mods  are  acciptabli. 
LAINAS.g.  Plant  8yBtet»  Branch.       79/11/S3,       3pp. 

791231OO'?2  RequegtB   Installation  oF  backup  now»r  for  rid  ••vrgency 
telephanaiias    discussed    in  791116   telcon. 

KEPPLEF.J.  0.  Region  3,    Chlciga.    Office   of    the  Director,       79/11/30. 

Ip. 


Notifies   that   plant  r*<T   •Merotncu   ttlephnnt  hii) 
tacluji    powsr.ln   responit    to  NRC   791130  request, 
HOFFMAN.  D.  P.       Cqnma.n   Foyer  C».      79/12/13.       ip. 


7919070008  Motion   for    approval    of   NRC, Christa-Maria  Ic  CPC   stipulation 
re    Christa-Maria  79103O    contentions.  Restatenent   of 
contentions  filed   on  79  USD,  NRC   &  CPC  objection*  ylll    be 
filed  on  79112?. 
HOORE.  J.  E.      Hearing   Branch  3.      79/11/BA.      2pp. 

— 7912070344  Stipulation    of   contentions  re  Christa-Harln  petition    to 
intervene  ai    «nbanr  op  34  citiiens  associations   in   area. 
Stateoent  r*    consolidation  u/Cri sla-Mar la  will   be   filed  at 
791803   prehearing    conference. U/Certif icate  of  Svc. 
HOOflE.J.  E.       Hearing  Branch   2.       OALLO,J.      Consumers  Power  Co. 
BHELDOH.  K.  P.       CiVrista-MaTia.       79/11/M.      8pp. 

79131OO319  Order    shifting    «lt*   of  791203  preheartni   confarence  to 
Holiday    Inn.US  Rout*   131   South. Pntosiiy. HI.. 
OROSSMAKiH.      Atonic  Safety    and    Licensing  Board  Pnnol.       79/U/2B.       If. 

7912O70O7&  Raiponse    to  Christa-Maria  Ic  OP  D'Neill   791 ISO  contentions. 
Chrlsta-Marla   Contention*    1   &  7-9  are    Inadniflilble  It 
Contentions  a~fi  are   sub 4    to  791126  stipulation.  JP  D'N«tll 
Contentions   1.  B.  3,2.  8.3.  E.3.3.F  «•  4  adnisslele. 
HOORE.J.  E.      Hearing   Branch    3-       79/11/29.      32pp. 

— 7912070102  Forwards  response   to  ABLB   question.  TMI    Dccurence  »as 
Clan   9  accident   fron  nonsihle  standpoint  rather   than 
actual.  Tua   Certificates    of   Bvc   encl. 
HATTBON,  R.  J.       THI-2  Lassons  Learned  Task  Force.      79/Ofl/IA.      Bpp. 

7912iDO322  Notice    of   appaarcnca    in   proceeding.  Certificate   of  flvc   ancl. 
OOJLDBEROi  8.  C.       Atltl trust   Division.      79/1 1/K9.      3pp. 

791217O179  Raiponse    objecting   to    ChrUta-Maria  791O3O  Contention*    1   tt 
7-9. Contention    l.r»   stay   of  proceeding.   *tndlng   rulen>atlng> 
contraelcts  NRC  791OB9  notice.  Contentions  7  Ic  B  lapreclse  & 
lacl    bases   for   assartion.  Contention  9  is  outiide  proceeding. 
MILLER,  n  I.,    OALLO.  J,  .    BTEFTOE.  P.      ConiOMF«  Power  Co.       79/11/29. 
11  PP. 

7912170OOQ  Ren.uBst    for   ord«r  granting   eitansion  until  7912O3  to  r»»pond 
to   IntervBtnor  JP  Q'N*iIl   79112O  reitateatnt  of  contention*, 
destatenant   has   caused  NRC  to    eoopl«t»H  renrtte  draft 
rrsponiB. 

CALLO.J.      Consuaers  Power  Co.      OALLD,  J.      IshM,   Lincoln  li  Benin. 
77/12/01.       3pp. 

791217OO»  Response    to   Intervenor  JP  O'Neill  791030  I  11HO  contention*. 
No   objection    to  Contentions    I.  9  ft  II.  C.  Contentions   II.  E.  3  Ir 
II.  B  will   ii    accepted    if    addl    info  provided.  All  athar 
contentions   should    be   re j acted   as   too  general   or   irrelevant. 
CALLO.J.,    HILLED. HI.,    BTEPTOG. P.      Consu**rs  Power  Co.      79/12/O1. 
18pp. 
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— 791B17OO&3  Forward*  reque*t  for  addl  info  re  SEP  Topic  IX-1.  "Fuel 
Storage.  "  Certificate  of  Bvc  end. 
ZIEHANN.D.L.     Op BI-JI tins  Reactors  Branch  2.   77/11/27.   3pp. 

7913190206  Forward*  proposed  prehearing  conference  agenda  b  hearing 
•cnodulo.  Request*  determination  on  how  p rehear ins  conference 
will  proceed  It  fornulatlon  of  schedule  for  oartie*  to 
follow. 
HOORE.J.  E.   Hearing  Branch  2.   79/13/O3.   3pp. 

7912190310  Forward*  "Rapt  on  £ysteoatic  Evaluation  of  Operating 
Facilities."  o>  possible  background  info  pa  epent  fuel  pool 
proceeding. 
HDQRE.J.E.   Haaritifl  Branch  2.   79/12/O3.   lp. 

— 7913170316  -Rapt  on  Systematic  Evaluation  of  Operating  Facilities.1 
n-  OfflcB  of  Nuclear  Reactor  Re|ulatlon.   79/11/23-   3Bpp. 

7913210438  Act  racaipt  of  791104  petition  to  delay  Facility  restart, 
pandlng  resolution  of  «avan  identifiBd  issue*.  Request  was 
not  racalvail  bofora  raitart.  Petition  will  bo  treat**  undur 

DENTDN.H.R!   QffiCB  of  Nuclear  Reactor  Regulation.   79/12/O4.   2pp. 

— 7913210441  Notice  of  raquait  for  action  under  10CFR2.  2Q6  rn  delay  in 
DENTON.H.R.   Office  of  Nuclear  Reactor  Regulation.   79/12/04.   1pp. 

— 7912210443  Petition  to  intervene.  Identtf IB*  seven  i**u*s  that  aust  he 
re*Dlved  prior  to  facility  reitart. School  *ys  should  have 
workable  evacuation  plan*.  All  NHC  ravulrenvnta  ihould  ha 

iMpleoentad  w/o  changei.  

BIER.J..  JOHNB.S.J.   Affiliation  Unknown.   79/11/O4.   2pp. 


H.  Qanaral  corraipondance 


7912060908  NotifiB!  that  offBlte  radiation  protection  training  course 
for  me  inepBctor*  B  »ati«factory.  HequBsts  advance 
notification  of  arrival  of  NHC  ••raonnol. 
LQUDENSCAOCH.  T.   Cnn»uo»ri  Power  Co.   79/12/O3.   lp. 


J.  InturancB  fc  itidamlty  infarnation 


7912040447  Forw»r<««  Aa«nd»  9  &  17  to  Indeonitu  Agreement*  B-40 
ravpectivalu.  nidifying  prafatory  language  ra  courie  at 
tr*n«pnrt»tlon. 
IRELAND.  J.  H.   Con»u«ar»  Pouer  Co.   79/I1/S9.   3pp. 

P.  Operating  llCenie  «taga  docuaentH  Ic  correspttndencB 

791H1001B9  Di«cu»«BB  NRC  791101  Beating  u/repraientativen  of  NBB3 
vntidor*  fc  fue^  »w»pli«r«  ra  di»cua«ion  of  reepactive 
portion!  of  ECCB  evaluation  model*  dealing  M/fuel  cladding 
•nailing  Ir  IndidencB  of  rupturB.  Vendor  responds  encl. 
EIBENHUT.D.O.  •  Divttton  of  Oparatlna  Reactor*.   79/11/09.   63pp. 


-7^12100299  RBtpondi  to  MRC  791101  requeat  r«  nonconpllaneo 
UeitlnehDUi*  ECC8  evaluation  model  under  r*a.uiroBante 
of  10CFR90  App  K.  Evaluation  of  three  fuel  rod  nodeli 
Indicate*  no  aafaty  probleH*  for  He«  ting  ha  it  in  plant*. 
ANDERflON.T.tl.   Heatinghouio  Electric  Corp.   79/11/02. 


B-22. 


4pp. 


— 7912100330  Kaspond*  to  NHC  7911O1  request  re  ORW-  cladding  swelling  fc 
Yuptura  data.  Review  of  analytical  eiodel*  t  testa  indicate! 
toopllance  M/10CFR90  App  K.  All  OE  iptce  for  calculated  peat 
cladding  leap  remain  unchanged. 
BUCHHOLZ. R. H.   Oanaral  Electric  Co.   79/13/O7.   2pp. 

—7912100407  Forward*  reipon**  to  NHC  7911O1  request  ra  rod  burst  test 
data. Conclude*  that  data  properly  rBpreaented  by  fuel  eiodel* 
u**d  in  vendor  evaluation  node!*  t,  that  analy*e*  demonstrate 
all  criteria  of  10CFRSO.  46  satisfied. 

OUBLEYiQ.F-   Eixon  Nuclaar  Co..  Inc.  l»ub*.  of  Exxon  Corp.  >• 
79/11/03.   Sep. 

— 7912100494  Forward*  add!  info  ra  evaluation  of  I»p»tt  of  NRC  propaied 

ruature/bloekagB  model  u»d  in  vsndor  avaluation  mattl. 
No  BdveriB  impact  froa  new  rupture  burst  data  or  u»  of  »KC 
!ruptur«/blncbagB  model  on  lieaneing  calculation  raeult*. 
DM8LEy.O.F.   Enon  NuclBor  Co. ,  Inc.  l*ub*.  of  Eiion  Corp.  >. 
79/11/04.   82pp. 

7913110010  Forward*  updated  li*t*  of  BEP  topic,  not  requiring  oita 
review  oue  to  ongoing  generic  llcen*tng  activitie*  autiidv 
BEP  or  »Bcau*B  of  inapplicability  to  facility. 
ZIEHANN.D.L.     Operating  Reactor*  Branch  3.   79/11/1&.   Bpp. 


79121300B3  Forwards  requsst  for  flddl  Info  re  BEP  Topic  IX-1.  Fuel 
IIErtANN-D-L.     Operating  Reactors  Branch  2.   79/11/27.   3pp. 

7912170042  Requests  Class  III  fee  re  review  fc  approval  of  radiological 
•f fluent  Tech  Bp«c  changes. Fee  for  790987  raquBst  due  IS 
days  upon  receipt  of  Itr.  .,„,..,.,-,    . 

MILLER'  M.  D.      License  FOB  ManamnEnt  Branch.   79/11/37.   if- 

7912130112  Forwards  renueit  for  addl  info  re  proposad  expansion  of 
ipent  fuel  pool  storage  capacity, 
Z1EMANM.D.L.     Operating  Reactors  Branch  S.   79/11/30.   3pp. 

7912140107  Forwards  assessment  of  repair  of  reactor  vaisil  control  rod 
drive  penetration.  Repair  acceptable. 
ZIEMANN.D.L.     Operating  R«actor«  Branch  2.   79/11/30.   2pp. 

7912050497  Rnsponds  to  NRC  79101A  Itr  r«  79113?  b  1228  aubmittals  ro 
fuel  handling  accidenti  in  containment  purge  si|s.  Final 
solution  on  containment  isolation  sya  uill  be  submitted  by 
8002O1. 
HOFFMAN.D.P.   ConsuBBra  Pounr  Co.   79/12/O3.   lp. 

79120i0421  Request*  NRC  revisu  of  encl  draft  natll  re  proposed  Tech 
Bpac  change  concerning  radiological  effluent*.  Draft  Dose 
Calculation  Manual*,  draft  process  control  program*  fc 
radiological  effluent  Tech  Spec*  encl. 
HOFFMAN.  D.  P.   Consumers  Pnuir  Co.   79/12/03.   2pp. 

— 7912060&22  Draft  radiological  effluent  Tech  Spies  for  Palliadaa. 

*  Coniunars  Pouar  Co.   79/11/30.   9pp. 

— 791206OA23  Palisadei  draft  Offsite  Dose  Calculation  Manual. 

*  Consumers   Power   Co.       79/1  I/GO.       90pp. 

— 791BO60&24   Palisades  health   ph«*ics   procedure   for   laundru    raduaste 
batch   calculation  I  release  authorliation. 

*  Con*un.er»  Power  Co.      79/10/Ofl.       llpp. 

— 79120frOi25  Palisades   health   physics   procedure   for  modified    raduaite 
calculation  t  release  authoriiatlon. 

*  ConsuwBra  Pouier  Co.      79/10/09.      9pp. 

— 7912060626  Palisadus   health   physics   procedure   for   sampling   w»»te   gas 
decay   tank. 
»     Coneuaiers  Power  Co.      79/04/lfl.      2pp. 

— 7912060627  Palisades   health   physics   procedure   For  analusi*   of   uaite 
gai   decay   tant   samples. 
«     Coniuoars  Power  Co.      79/O4/1H.       lp. 

— 791B06O62B  Palisade*   health   physics   procedure   for  calculation  of  uasta 
gai   decay   tank. 
»     Canauaiers  Power  Co.      79/10/10.      13pp. 

—7912060629  Palisades   health   physics  procedure   for   stack    gas   partieulato 
1   Iodine   iBnpling. 
»     Con*uieers  Power  Co.      79/1O/10.      Bpp. 

— 7912060630  Palisadee   health   phasic*  procedures   for   stack   ga»   sample 
counting. 
+     Consumer*  Power  Co.      79/10/10.       lp. 

— 7912060631   Palisade*   health   physic*  procedural   for   authorliation   of 
containment  purge. 

*  Consuemrii  Powir  Co.      78/03/30.      4pp. 

— 7912060632  Pallsadei  health   phy*ics  procedure   for  calculation   oP 
condenser  offgas   effluents. 
»     Con*iraers  Power  Co.      79/10/10.       lp. 

--7912060633  Paliiade*  health   phy*lc»   procedure   for   turbine   fc  dirty   wast* 
sump  calculation!. 

*  Coniumeri  Power  Co.      79/10/06.      lp. 

— 7912060634     PalUades   draft   process   control   prograenNov   1979. 
»     Coniumeri  Power  Co.      79/11/30.      3pp. 

— 7912O6O63&  Pali*adei  operating   procedures   for  aa»eous   radwaita   sy*. 
»     Coniuner*  Power  Co.      79/10/18.      17pp. 

— 7912060A37  Palisade*   operating   procedures   for  solid  rnduaale   «y». 

*  Con*u«er*  Powtr  Co.      79/10/1B.      2Spp. 
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— 7912060641    Palisades   operating    procedures    for    spent  resin   handling 
sgt. 
•»      Consumers  Pouier   Co.       79/10/10.       IBpp- 

— 7912070413   Operating    procedures    for    liquid    raduaste    sijs. 
»       Consumers   Fouer   Co.        79/1CV23.        34pp. 

— 7912070414  Handling   procedure    For   r-aiSioai  1 1  VB  matl    shipment, 
*       ConiirmorB    Power   Co.        79/09/30.        17pp. 

— 7912O7Q419  Draft    process    control    program    for    packaging    of   dry    anlld 
waste. 
»      Consumers   Pounr   Co.        79/12/O3.        Bpp. 


— 7912070431    Hadiochemistnji    procedure    for   sampling. 
«      Coniumarn   Pnuar    Co.        79/12/03.        3pp. 


—  7912070425  Radiochamistrij    protsdura  for    changing    stack   fldi    aanpling 

f  ilturs. 

•  Consumers    Pouev    Co.        77/06/27.        6pp, 

—  7912070429   Had  loch  era!  sir  y    procedure  For    sampling    i    analysis;  late   uiater 

daily   &   monthly    composite   samples. 

+      Consumers    Pouor   Co.        76/1O/1B.        4pp. 

—  7913070432   fiadioc  hemlstry    procedure  for    offgas    composition  analytic, 

*  Consumers  Power   Co,       76/05/30.       &jip. 


—  79133104&4    "Pr-ajBct   Botiui  roments    for  Steam  Drum  Safety   Relief  Valve 

Position    Indicators    PRD-CPR-OQlj  "    tontrolled    copy.  Supporting 

rfocume-ntabioTi   encl. 

*      Energy    Incorporated.       79/13/06.        IBpp. 

—  791S31046&  Cnnit    spBcs    tor    in»ide    containmsnt   portion   of    steam  drum 

safety    relief    valve    position    indication   »IJB. 
TRDHKIhOIMEN,  ff.       Energij    Intorporafceo.       79/12/06.       2Bpp. 

—  79  123  £046?  Conit    specs    for   outside    containment    portion   of    stain  drum 

safety    relief    valve    position   indication   nu.1- 

,  0.        Energy    Incorporated,        13090-000.        79/12/14.        17pp. 


—  7912310473    Test    apec     for    praaiurliai-   relief    valve    position    indication 
stjs. 
QREENrH.  H.       Entrgy    Incorp.oratad.       79/12/14.       47pp. 

791231-0355  Respond*    Co    791123   request    for    addl    Info  ra   proposed 
expanilon    of   ap«nt    tvtl    «tar«gn.  Haul   ipant   fuel    racks  will    be 
Installed    per   detailed    proceduras    ra   specific    transit   paths 
Ei    Installation   *»o,UDncBS. 
HQFFWftW,  D,  P.       Consumers   Pouor  Co.       79/12/2&.       Spp. 

Q,     Inspection    reportar     IE  Bulletin*  tt  coTrispondenca 

79120S011H  Foryard*    IE  tfrculai-  79-22i     "Btroka  Times    for  Poiusr  Qperat«d 
Rallaf   Valves."   No   response-   required. 
KEPPLER.J.  0.  neolon    3.    Chicago,     Office   of-   the   Diractor.       79/11/16. 


—  7912070435   Radioed  em  iatTij  procedure  for   analysis   of   aftyat. 

*      Consumers  Pouter   Co.  77/Ol/ia.  Qpp. 

—  7912O7Q441    RadiocheniBtrij  procedure  For  analysis    of    liquid    radioactive 

batch. 

4      Consumers   Power   Co.  79/12/O3.  lipp- 

—  7912070449   Fiadioc  heniitrij  procedure  tor    analyst*   of    it  act    gas    filters. 

•«      Consumers  Pouu-r   Co.  77/05/02.  13pp. 


79-12100226  Farutrd*    IE    Info  Notice   79-28,     "Overloading    of   Structural 
Elements   Due    bo  Pipe    Support   Loads.  "   No   response   required. 
KEPPLER.J.u.  Rvolon    3,    Chicago.     Office   of   the   Director.       79/11/16. 

Ip. 

7912110571    FoTuardn    IE    In?o  Hoticv   79-29,     "Loss    of  Nonsif  ety-Related 
Reactor  Coolant   8ys    Inatrudifftitflt  ion    During    Operation."   No 
specific    action   or  response    required. 
HEPPLER.J.  0.  Region    3,    Chicago,     Offic«   of    the   Director.       79/11/1A. 


--79120TO43B    Draft   OffsltD    &ose   Calculation    Manual. 
»      Consumnrs   Power  Co.       79/11/30.       39pp. 


~79iaO70fl63   Draft   radiological    Effluent    foch   Specs. 
«      Conaunnre   Pouer    CD.       79/11/30.       14pp. 

—  7912070467  Health   phi/slcs    proredui-e    far    atacli    gas   calculations   b 
effluent    records    at    PalioadBa, 
*      Conauwers   Pn«i*r    Co.       79/13/03,       7pp. 

79120701SS  Foriuarfls    licenau    fee   for    ravieu  of   App    I    sulmittal    r-e 
radiological    affluent  Tech    Spec    changes. 
FDOO,  H,  Q.        Consumers    POUJBT    Co.        7?/l3/O4.        Ip. 

7913100171  Respond!    to   NRC  791Q09  reiiucat    for   clarification   of    limit 
sutltefi    development    for  VHIVBB   shown   un   util   Draiifing 
O740030103.  Foi-wards    info  re    limit    auitth    davoJopment.  Torque 
switches   uj  11    be  verified   during   outaga. 
HDFFHAH.  D.  P.        ConsumerH   Pouor   Co.        79/13/04.        2pp. 

7?isai01&3  Continuing    review    of   proposed    ojient  fuol    pool    otoraga 

capatitj    mpanslon.  Rao.uest^    addl    info  ro  SEP  Topic    IX-l.lnfo 

on   proposed    Bipanslon    insp   t.    teat    proceduvna  for    rack 
lifting    f,   Iran  spar  ting    devices, 

ZIEMANH.D.  L.  OpeTflting   R*actor9    Branch    H,  79/13/07,        2pp. 

7912170233  Hotifiai    that   response    to  NflC  791O23   Itr    ce   operation   u/Dp 
purge  A   vsnt  valves   during   nornsl    operatldn   in    dPla^ed 
ponding    peceijt   of    info    frora  AlliB-ChalmeTE.  Rcspnnie  mill    bo 
forwarded   bij   791221. 

i  D.  P.        Canaumcrs   Pauer    Co.        77/13/13.        1{>. 


7912310146   Rasponifi    to   NRG   791030    Itr    re    TMI-2   LoHBOns   Leaned    1 
Fores   Status   rept  &  short-term  recommendations.*!    provides 
Implementation    schedule. 
HUSTON >  ft.  U.        ConsuroBTH    Power   Co.        79/12/17.        2pp- 

791SS101BS  Forwards   response   to  «HC    Itr   re    intirim  position    for 
containment   purge  S.  vent    valve    operation   pendinj    resolution 
of    isolation  valve   operahtlity. Final    data   received   fc 
operations    in    compliance. 
HUSTON, R.H.       Consumers  fower   Co.       79/12/17,       6pp. 

791S3104S0  Foruards    tabulation   of   actions    addressing   requirement 
TBiulting    from  WRC  review  of  THI-3   IncidenS.  Buoarsedes 
791030    Itr. 
HOFFMAN,  D.  P.      Consumers  Power  Co,       7V/1S/37,       64pp. 


79192&0140   Forwards    IE     Insp    Rtrpt    30-135/79-13    on    791024-2&   &   29-31. 
tin   noncompl  iancn    noted. 

IIEIBHHAN,  R.F.  Region   3.     Chicago.    Reactor  Operations   Nuclear 

Support  Branch.       79/11/16.       Spp. 

—  7912260144    IE   Insp    Heft    50-155/79-13  on   791024-26  t.  S9-31.  No 
nonconpllanca   noted.  Mnjor    arc*«    Inspected:  completion    of 
Insp    requirrment    of    IE   Bulletin   77-OB  b   folloiuup    actions 
relative    to   LERs,  IE    bulletins    b  opun    insp    items. 
RIDCWAV.  K.  H.  .     DOVD,  B.C.  Region    3.    Chicago,    Office    of    the 

Director.       79/1  1/ii.       6pp. 

79ia050363  Forwards    IE   Bulletin  79-26,     "Boron   Loss  From  flHH   Control 
Dladei.  "    Response    roquired. 

KEPPLEfi,  J.  0.  Region    3.     Chicago,     Office   of    the  Director.       79/11/2O. 

lp. 

791210042B  Foruiarils    IE  Circular  79-SA,     "Proper    Installation   t,  Calibr    of 
Cora   Spray   Pipe    Break    Dotection   Equipment   on  DHRs.  "   No 
uritten    responaa    requirao. 

KEPPLEfl,  J.  0.  Region    3.    Chicaso,     Qf*U«   at    the   Director.       79/11/26. 

IP- 

79121  IO232  Furuards    IE   Circular  79-23.     "Itotor    Starters  fc  Contactor* 
Failad    tn   Operate."    No    response    required. 

KEFPLER,  J.  O.  Raglon    3.    Chicago.     Office   of   the   Diractor.       79/11/34. 

lp. 

7912110403   Notifies    that    NRC    intends    to   routinely    forutird    to 
appropriate  -state    public    utll    regulatory   groups   &  otate   att« 
general    oPo    copies    of    escalated    enforcement    correspondence 
Bent    big   NRC   to    licensees. 

KEPPLER,J.  0.  Region    3i     Chicago,     Office   of    the  Director.       79/1  1/2B. 

lp. 

7912190214  Forwards  IE  Bulletin  77-27,  "Loss  of  Non-Clan*  IE 
Instrumentation  Si  Control  Putter  Stjt  Bus  During  Operation.  " 
Written  reipcnae  required. 

KEPPLER.J.  0.  Region    3,    Chicago,     Office   of   the  Diractor.       79/11/3O. 

lp. 

7912140079   Forwards    IE    Info   Notice    79-30.     "Reporting    of  Defects   b 
Noncompl  lances,  10CFR31.  "    No    action    or   raspanie   required. 
KEPPLER.J.O.  ReHlon    3.     Chicago,     Office  of   the  Director.       79/12/06. 

IP- 
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79131H0432  Forward*  revision   to   790201    inservlce    tatt    program   for 
pump i   &  valve*,  incorporating    change*   resulting    from   79O316  & 
17    ilte   milting    w/NRC.  Requests    comments. 
FIELDS,  H.       Consumers   Poorer   Co.       79/1B/07.       lp. 

—  7912120434   "Description   of    Insarvice    Test   Program  for   Pumps    &  Valves  fc 
Rtrtuests    for   Relief    from  Specific   A8ME  Cod*   Requirements. " 
*      Consumer*   Power   Co.       79/12/07.       41pp. 

7712200106  Forward*    IE   Bulletin  79-28,     "Possible   Malfunction    of   Namco 
Model    EA1BO  Limit   Switches    at  Elevated   Temp*, "    Action 
required. 

KEPFLER.J.O.  Refllon   3,    Chleag.oi    Office    of    the    Director.       79/12/10. 

lp. 


DOCKET    50-136   UNIV.     OF   WISCONSIN    RESEARCH   REACTOR 

F.    Security i    medicali    amersuney   a    fire   protection   plans 

7912130806  Forwards    draft   Reg    Ouide    3.  XX.     "Std   Format   &    Content   for 
Licensee   Physical    Security    Flan    for  Protection   of   BNH   of 
Moderate    or  Lou   Strategic    Significance."   U/o    end. 
REID.fi.W.  Operating   Reactora    Branch    4    (Pre  791030).       79/08/23. 

2pp. 


DOCKET   30-137   CORNELL   UNIV.     RESEARCH   REACTOR 

F.     Security,    medical,    emergency   &    fire   protection   plans 


S.     Reportjhle   occurrences,    LEfit   It  related    correspondence 

7912070070  PNO-II 1-79-34:  on   791104,  util    achieved    crlticaltty    following 
rtf'iiellng    b  maint    outage.  Caused    by    leakage    In   control    rod 
drive   F-2  1<   loose    inlat    dlffuier    plate.  Repairs   required 
removal    of    cor*   fc  vessel    Internal*. 

HIBOHAViK.  H.  .    BOYDiD.C.  Region  3.    Chicago.    Office    of    tht   Director. 

79/11/09.       lp. 


791S0.60446  Forwards   LER   79-026/03L-0. 

HOFFMAN.  D.  P.       Coniumer*   Foyer   Co.       79/18/03. 


7912120206  Forward*    draft   Reg    Ouide    3. XX,     "Btd  Format  &  Content    for 
License*   Physical    Security    Plan    far  Protection   of  ENM    of 
Koderate   or  Lou   Strategic    Significance."   U/o   encl. 
REID.R.M.  Operating   Reactors   Branch    4    (Pra  7910301.       79 /OB/ 22. 

3pp. 


J.     Insurance   b   indemnity    information 


7912100333  Forwards    executed    Amond    13  to    Indemnity   Agreifnent  E-4   to 
modify    prefatory    language,     "in    courae   of    transportation.  " 
VERBAOE,  P.  A.        Cornell    Univ.        79/12/03.        3pp. 


—7913060450  LER  79-026/03L-0:  on   791101.  during    monthly    specific    gravitg 
c  Puck  I    on  reactor    depresiuriilng    iy«i  battery   dcell    48  raad 
b*loui  Tecli   Spsc    limit.  Plant    in    ihutdaun   «tag».  Cause 
undettrmlniri.  Cell    roplaced    on   791103   prior    to   plant   startup. 
*      Consumers  Pouts r   Co.       79/12/03.       lp. 


7912140407  Forwards  LER  79-027/03L-0. 

HUBTON.  H.  M,       Consumer*    Pouir    Co.       79/13/11. 


lp. 


— 7912140409  LER   79-027/03L-Q: on  791113  during    pouer    op»r«tioni emeroeneu 
condansor    iys    temps    Indicated    leakage   at   outlet   valve. Cauaa 
ulll    be    investigated*   *t    future    shutdown.  Ho    leakaga    from 
Drimarv    sya    occurred, 
»      Coniumtn   Power   Co.       79/12/11.       lp. 

7912140412  Forwards   updatgd   LER  78-04B/03X-1. 

HUSTON, R.H.      Consumers   Pouar  Co.       79/12/11.       lp. 

—7912140413  Updated    LER   7B-04B/03X-1:  on  7B110B,  during    pouar    oparatlon. 
noted   umirgoncg    condenser    shell    sida   tamp   uias   303  F.  Temp 
rt-turnid    to   normal    levels   when    inlet   valva    in    loop    2   closed. 
Cftusad    bv    improperly    fitted   pate   valve    dlic. 
*      Consumers  Power   Co.       79/1S/11.       lp. 


DOCKET  BO-1AO  OEORaiA   INBT.    OF  TECH.     RESEARCH  REACTOR 
F.    aecurltij,    midicali    emargencg   &    fire   protection  plans 


7912130506  Forward i    draft  Rvg    Outde    S. XX,     "Std   Format   &  Content    for 
Licensee  Physical    Security    Plan    for  Protection   of   BNH    of 
Moderate   or  Loui   Strategic    Bignif  icance.  "   U/o   encl. 
HEID,  R.M.  Operating   Daactors    Branch    4    (Pre  7910301.       79 /OB/ 32. 

2pp. 


DOCKET   30-163   GENERAL   ATOMIC    COMPANY 

F.    Security,    madicali    omerganci)  &   fire  protection  plans 

7913120206  Forwards    draft  Reg    Ouide    9.  XX,     "Std   Format  &  Content   for 
Licensee  Physical    Becurlty    Plan    for   Protection  of  SNM   of 
Moderate   or   Lou   Strategic    Significance.  "   U/o   end. 
REID,  R.W.  Operating   Reactors    Branch    4    (Pre  791030).       79/03/22. 

3pp. 

Q.     Inspection  report*!     IE  Bulletin*    b  correspondence 


7912310483  Foruarilt   LER   79-028/01T-0. 

FIELDBiH.      Con»umars   Pouer   Co.       79/12/26.       lp. 

—7912310492  LEU   79-QEB/Q1T-0:  on  791213,  design   review   of   CV4097  (.  CV4093 
t nntalnment    isolation   valves    indicated    valvoi  mtglit   not 
close   unditr   uorst  LOG  A  pressure    condition*   unless    already 
partially    closed.  Cau*(d    liv    Inadequate    ipecb. 
*      Conaumers   Pouar   Co.       79/12/26.       Hpp, 

T.    Hearing    transcripts   on   non-anti trust  matters 


7912070179  Foruarda    IE   Imp    Repta    5O-OB9/79-03  t,  50-163/79-02   on 
790912-14. No  noncompliancB    noted. 

CREHS.J.L.  Region  5,    San  Francisco,    Reactor  Operations  Nuclear 

Support   Branch.       79/10/19.       2pp. 

— 791507019H    IE   Insp  Rapt*    50-OB9/79-02  S>   80-163/79-02    an  790V12-11.  No 
noncompllance   noted.  Major   arfat-    inspected:  organliftt  lc-n.  logo 
ti  records,  review  ti  audit,  procedures  &   raportable   events. 
FAULKENBERRYi D,  Region   9>     San  Francisco,    Reactor    Operation* 

Nuclear   Support    BrancH.       OOHNBOM,  A.  0.  ,    MQRRILL,  P.  J.  Region   3, 

San  Franeiscoi     Office   of    the   Director.      79/10/19.       4pp. 


7918190344  Transcript   of  A8LD  791203  preha*ring   confurtnca   in  PitosCcy, 
tn   re   epant   fuel   expansion. Pp   1-234. 

QRQBBrtANi  H.  i    BHDN.F,  J,  i    PARIS,  O.K.       Atomic    Safety    and   Licensing   Board 
Pannl.      79/13/03.       253pp. 


DOCKET    30-166   UNIV.     OF   MARYLAND   RESEARCH   REACTOR 

F.    Security,    medical,    emergency   &    ftvf   protection   plans 


U.     Congraisional/Eif cutive   Correspondence 


7912120070  Responds    to  790914    Itr   ra    facility    restart.  Leak    wt»    found    in 
r<t*ctor  coolant  prassura  boundary.  Facility   shut  dotiin   to 
correct  problems.  Technical   rovleuj  tc  onsite   in*p   provide 
adequate  assurance    of    safe   operation. 

OD3BICK.L,  V.      Office  of   the  Executive  Director   for  Operations. 
79/10/12.       lp. 

-"-77121S0874  Faruiardi  R  Beyar   790912  Itr  opposing  reopening   of   facility. 
Request*  comment. 
ALntJBTA.D.       House   of   Rep.       79/09/14.       2pp. 

7912140930  Forunrds  M  Drake  fc  BI>C   Mrlght    Itrs   of   concurn    for   plant 
operations. Requests    responk*    to    issues   raised. 
LEVIN.C,       Senate.       79/11/09.       4pp.     '' 


7912120206  Foruards    draft  Reg    fluids    a.  XX,     "Std   Format  ft   Content   fop 
Licensee  Physical    Security    Plan    for  Protection  of  SNF1   of 
Moderate  or  Lou  Strategic    Blgni-f  Icance.  "   M/o   encl. 
REID,  R.W.          Operating  Re  at  torn   Branch   4   (Pre  791030).      79/OB/2B. 
Bpp. 


DOCKET    30-170   NATIONAL   NAVAL    MEDICAL   CENTER 

F.    Security,    medical,    emergency   &    fire   protection   plans 

7912120206  Forward*    draft   Reg    Gui-ile    3.  XX.     "Std  Format   &   Content   for 
Llcensea   Physical    Security    Flan    for  Protection   of   BNM  of 
Moderate    or  Lou   Strategic    Significance."   U/o  encl. 
REID, R.W.  Operating   Reactor*    Branch    4    (Pre  791030).       79/09/32, 

2pp. 
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DOCKET    50-171    PEACH   BOTTOM   ATOMIC    FOUER   STATION.    UNIT    1 
P.    Op«r*ting    llcinit    stage   documents   b   correspondence 


DOCKET   30-137   SPACE   RADIATION   RESEARCH   REACTOR 

F.    Security,    medical*    emergency    81   Plre   protection    plnne 


7911190143  Foruird.    "Diicun  ion   of  Trtf   Lenoni  Learntif   Short-Term 
Re«.uirtnent».  *   Revillani    to    i-ncl    implementation   ichtdule    for 
NUREC-O57B  rBqulrennnts   should   be    tubmiVNtf   vfjut t if ication 
Mi  thin    19   daiji.if    schedule   r  tq.uir>nenti    cannot    be   mit. 
D6NTOH.H.R.        OffiCB    at    Nuclear   Reac  tor   Regulation.        79/10/3O.        Hpp, 


7912120206  Forwards   draft  Reg    Guide   9.  XX,     "Std   Format   b  Content    far 
Licensee  Phijiical   Security    Plan    for   Protaction   of   SNM   of 
Moderate   or  Lou  Strategic   Significance.  "   W/o   encl. 
REIB.fi.  H.  Operatini)  Reactors   Branch    4    (Prt   791O30).       79/Oa/HB. 

3pp. 


DOCKET   50-162   PURDUE   UNIV.     RESEARCH   REACTOR 

F.     Sicurltvi     medical.     •MirgBncy    St    fire    protection   plani 

791212Q20A  Forward*    draft    RBg    Quid*    3,  XX,     "Btd    Format    &    Content    for 
Uceti*B»  Phu.iic.al    Security.   Plan    for  Protection   of  SUM    of 
HoiUrate    or-  Lou  Strategic    Significance.  -   H/o    end. 

HEID,  R.  H_  Operating    Reattan    Branen    4    CPre    771030).        79/09/33. 

3pp. 

J      Insurance    b   indeanitij    information 

77120S05B3  Forwards    eifCuted    Amend    10   to   Jndtnnity   Agreeaint  E-4, 
prefatory    l*nau*S«   re    -tour»»    of    transportation.  " 
3pp. 


BERTffAH.K.  D.       Purdue   Univ.        79/11/21. 


DOCKET  50-184  NATIONAL  BUSEAU  OF  STANDARDS  FUEACTDR 

F.    Sicurit||>    ntdical.    *a*rgenci|    b   fire    protettion  pldn* 

7912120204  Forutrdc   draft   Reg   Culde   8.  XX,     "Btd    Fori.*t   t.  Content    for 
Llciniet  Phvilcal   Security  Pljn    for  Protection   of  BNH  of 
Hoilerati    or  Lou  Strategic   Significance.-   H/a    encl. 
HE1D,R.M,  Operating    ReacloTt   Branch    4    (Pr<   791030)        79/OB/22 

2pp. 


90)'    *"*nd    *°   srcullity   fc    "'"BU'T-d*   plan.  Aaand   withheld 

™n.    Ca™"T"'D*ft-  of-    N.tlc-nal    Bureau    of   Standard.. 
?T/12/05.        1  p^ 

O.     Inipection   repoTti,    IE  BulUlini   I.  copj-aipondente 

7912030079  Forujrds    IE  Imp   Ript   30-184/79-0+   on  790B29-31    Ho 
noncoapliance   noted. 
IWtTIN.U.O.  Region    l,    Ph  ilade  Ijh  La.    Baf.guard.    Branch.       79/10/03 


—  791309WA   JE   tntp   Rept   50-134/79-04    on   790327-31.  Wa  nonco«pliance 
noted   Major  a.rees    inipacteit:  ««eur  1  ta    plan,  protection   of   SNM, 
security   nrganiiation,  accen    control,  alara   KUI  & 
surveillance.DatalU   uit«ih«l(f    fref    10CFW2  7901 


H1BsaufiI    «£9EARCH   REACTOR 
_^!rjtr":»  *   fi_r*  I1" *«"«"»   flan. 

"" ,5'9D?Uid<    *  XK'     "S"  F«»fc   *  ««*»"*    'T 
eesPit,    Plan   for  Protection  of    SNM  of 

-fc-nc  siani#1(<nc...  u/0  tnel.  *" 

inB  Reaetori  Branch  4  (Pr»  79103(I».   79/OB/32. 


2pp. 
0.  Ir.ii.ct 


'**J  I£_BulletIn9  &  correspondence 

1™s»^™T3  ss.'JSrK.sw.:'-  -'» - 


7912030217  Aci 


DAVIS,  A.  B, 
Branch. 


10CFR7     a* 
OLB 


0.     Intpect ion  reporti,     IE  Dulletlni   b   corrBipondence 


79ia030aia   Forward.    IE    Inep    RBft    30-107/79-02    on    791Oli-lB.  No 
none ompl lance   noted. 

CREMH,  J.  L,  Region   5,    San  Francisco,     Rpactor   Oporfltiom   Nuclear 

Support   Branch.      79/10/30.       2pp. 

--7912O30316   IE   Imp   Rept   50-1B7/79-02  on   791016-18.  No   noncomp  1  innce 
notsd.  Major  areas    inspected: operating    &  raaint    procsdurei, 
revleu  t  judlt, 

STERNBBRO.D.  M.  Region   S,    San  Franciico,    Reactor  Operation* 

Nuclaar  Support   Branch.      CARLBON,  J.  D,  ,    MORRILL,  P.J.  Region   3j 

San  Francfico,    Office  of    the   Director.       79/10/H9.       3pp. 


WKKET   BO-1SB  KANSAS  STATE  UNIV.     RESEARCH  REACTOR 

F.    Security,    medical,    emirgencg   b   fire   protaetlon   plane 

7913120H06  Fopuiirdi    draft  Reg   OjldB   3.  XX,     "Std   Format   b  Content    for 
Liceniea   Physical    Beeurltg   Plan    For  Protection   of   SNM   of 
Moderate    or  Lou  Strategic   Significance."   H/o   encl. 
REID.fi.M.  Operating   Heattori   Branch   4    (Pre  791030).       79/03/22. 

Spp. 


DOCKET    30-193  UNIV.    OF  TEXAS  RESEARCH  REACTOR 



F.    Security.,    medical,    emBrgencu   b   firt   protection   plant 

7912120206  Forwarda   draft  Reg    Quid.   3.  XX,     "Btd   Format   b  Content    for 
UUBniee  Phijflcal   Securitg   Plan    for  Protection   of   SNM   of 
Koder*ti    or   Lou  Stratoglc   Significance."    H/o    »ncl. 
I1EID.R.U.  Oparatinu   Reactore   Branch   4    (Pre   791030).       79/00/28. 

Spp. 


DOCKET  80-193  RHODE   ISLAND  b  PROVIDENCE  PLANTATIONS  AEC 

"*""""'  "*  """  "—  -  —  »___  __  M  ».  __  ^.Mfc_  .  --  .  _  _  _  M  M__  _  M  —  _rt.^Mfcfc.  *_  __^^  M  _  M-_  _  w 

~_5!CUrU|'1  J!"lic*1'    Bfflll"'a«f":«  <•  fir*  protiction  plant 

7913120206  Foru-ird.  draft  R«g  Quid.  3.  XX,    "Std  Format   b  Content    far 
Llcrniee   Phmical   Becuritg  Plan    for  Protactlon   of   BNM   of 
f          °r     n1"  B*I**"lll:   aiBnlfie.net,"   U/o   encl. 

Operating    Reactors   Branch   4    (Pr»  791030).       79/OS/H2, 


"**'   'oe  ""•!»*  t  b  corr*«pondenc 


™ 

olid. 


*fttu  Qv'nt:h  rivltu  of  «i«« 

for   "*»i»"»n   °t   -lumintdB  b 


oid.      P 

™^  fl"1-prDP'i"'l  mod*  are  acctptatalt. 

CHECK,  P.  a.     Reactor  Bafetg  Branch.   79/11/37.   2pp. 

"l™!™™!!!"!"118  T''°rtt  fc  related  correipondenct 


o  FOIA  requ-it  for  acce..  to  Info  r.  nuclear 

ruard<  documenti  lifted  In  rtpp  A.  H/o 


CARR.j.c.          Dlvi.ion  of  RulB.  and  fiecordi.      79/12/18, 


2pp. 


:N  Bp»c 


DIMEOL10,A.F.   Rhode  I.l.nd,  State  of.   79/11/aS.   lp. 


- 

Rhode  I.  land,  StatB  of.   79/13/03,   lp. 
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7912190990  Notifies  of  error  in  791203  Itr  re  RD  90-193/79-03.  Date  In 
First  Una  at  second  paragraph  should  raad  791129. 
D1MEOLIO.  A.  F.   Rhode  Island,  State  of.   79/12/07.   Ip. 


DOCKET  30-199  MANHATTAN  COLLEGE  RESEARCH  REACTOR 

F.  Security,  medical,  emergency  b  fir*  protection  plans 


7913120206  Forwards  draft  Reg  Quid*  9. XX,  "Btd  Format  b  Content  for 
Licensee  Physical  Security  Plan  for  Protection  of  8NM  of 
Moderate  or  Lou  Strategic  Bignif icance. "  H/o  encl. 
REID.R.H.     Operating  Reactors  Branch  4  (Pre  791030).   79/08/23. 


—7913110126  Notice  of  request  for  action  pursuant  to  10CFR2.a06  ro 
Environ  Coalition  on  Nuclear  Punier  79O321?  petition 
requesting  suspension  of  all  DLa  far  PWHs. 

MULLER.D.R.   Office  of  Nuclear  Reactor  Regulation.   79/11/23, 
39pp. 

7712310008  Ltr  to  all  CA  residents.  Notif lei  that  petition*  to  suspend 
or  revoke  OL  mill  be  treated  at  requests  for  action  under 
1QCFR2.  206.  FR  notice  incl. 
DENTON.H.  R.   Office  of  Nuclear  Reactor  Regulation.   79/12/13,   2pp, 

—7912310004  Notice  df  receipt  of  Identical  potitloni  submitted  by  CA 
resident*  requesting  action  under  10CFP.2.  206. 
DENTdN.H.R.   Office  of  Nuclear  Reactor  Regulation.   79/12/13.   Ip. 


DOCKET  BO-aOl  WEST  VALLEY  REPROCESSING  PLANT 

F.  Securltu>  medical,  emergency  &  fire  protection  plans 


-7912310006  Requests  suspension  or  revocation  of  OL  due  to  nau  infu  r« 
earthquate-causad  ground  motions  not  taken  Into  account  when 
OL  Issued. 
BM1TH,  J.  L.   Affiliation  Unknown.   79/11/14.   Ip. 


7913040082  Requests  submlttal  of  catagoru  F  Fee  For  lifeguard* 
contingency  plan  Ii  eeeurity  penonnel  training  & 
qualification  plan  approved  770814. 
MILLER,  H.O.      Llcenaa  Fee  Management  Branch.   79/11/09.   Ip. 

u.  Inspection  reporti,  IE  Bulletlni  S.  correspondence 

7918060308  Ack  receipt  791009  Itr  Informing  NRC  of  steps  taken  to 
correct  violations  noted  In  IE  Imp  Rept  90-201/79-02. 
SMITH.Q.H.      Region  1,  Ph i ladalpnia,  Fuel  Facility  (.  Materials 
Safety  Branch.   79/11/06.   Ip. 

—7912060213  Responds  to  NRC  790913  Itr  re  violations  noted  In  IE  Imp 
Rept  90-201/79-02.  Corrective  actions:  requirement*  for  hand  tt 
Foot  counter  posted, radiation  area  sign  posted  ft  proper 
labeling  emphailied. 

DUCKWORTH.  J.  P.   Nuclear  Fuel  Services.  Inc.  <subs.  of  Oettu  Dll 
Co.  ).   79/10/03.   3pp. 


I.  Financial  information 


7912270361  Forwards  8GC  Form  10-K  b  1979  internal  cash  flow  projection 
In  compliance  U/10CFR140.  21. 
HUOHES.H.  0.   Southern  California  Edison  Co.   79/12/1B.   2pp. 

P.  Operating  license  stage  documents  ti  correspondence 

791109024B  "Summary  of  Operating  Experience  H/Recirculatlng  Steam 
Deneratore.  " 

ElfiENHUT.D.Q.    Division  of  Operating  Reactor*.   NUREQ-0323. 
79/01/31.   B9pp. 

7908010339  Notifies  of  status  of  rept  on  reactor  cavity  annulus  seal. 
Most  PUR  users  remove  ring  during  normal  operation. Others 
store  seal  ring  In  raised  position  during  normal  operation. 
LAINASiQ.     Plant  Systems  Branch  (Pre  791030).   79/07/O9.   7pp. 


—7912060233  Forwards  IE  In»p  Rept  50-201/79-02  on  790606-08  &  notice  of 
violation. 

SMITH, 0.  H.      Region  1,  Philadelphia,  Fuel  Facility  &  Materials 
Safety  Branch.   79/09/13.   2pp. 

— -7912060237  Notice  of  violation  from  insp  on  790oQ6.-OB. 

»    Region  1,  Philadelphia,  Office  of  the  Director.   79/09/11. 
8pp. 

—7913060240  IE  In»p  Rept  90-201/79-02  on  790606-Ofl. Noncomp llane*  noted; 
failure  to  follow  procedures  In  use, of  hand  tt  foot  counter. 
to  pent  radiation  area  !<  to  label  container. 

CLEMONB.  P.  E.     Region  1,  Philadelphia.  OFFlee  of  the  Director. 
STOHR,J.  P.     Region  1,  Philadelphia,  Fuel  Facility  &  Materials 
Safety  Branch.   79/09/11.   8pp. 


DOCKET  30-206  BAN  DNOFHE  NUCLEAR  STATION.  UNIT  1 

F.  Security-  medical,  emergency  tt  fire  protection  plans 

7912200029  Discusses  NfIC  791109  meeting  re  emergency  preparedness  team 
revieu  objective*. Provides  guidance  For  improving  licensee 
emergency  preparedness  fc  assuring  capability  of  off si  to 
agencies  to  take  appropriate  emergency  actions. 
CRIMES,  B.  K.   Emergency  Prepar*dne>c  Task  Force,   79/11/23.   30pp. 

7912120443  Responds  to  NRC  791003  Itr  re  radiation  safety  certification 
of  NRC  personnel,  NRC  radiation  *afety  course  meeti 
requirements  of  utll  training  program  t>  Is  acceptable. 
HAYNEB.J.C.   Southern  California  Edison  Co.   79/12/09.   Ip. 

791B1S0072  Forward*  addl  Info  re  emergency  planning  In  response  to  NRC 
791031  raquest. Addl  copies  of  responses  re  Units  263  mill 
b»  transmitted  u/Amend  17  of  FSAR.  Info  1»  responsive  to  . 
specific  questions  &  NRC  overall  action  plan. 
BABKIN.K,  P.   Southern  California  Edlion  Co.   79/13/10.   23pp. 

7912310009  Forwards  proprietary  request  for  addl  Info  to  complete 
review  of  saFaguarda  contingency  plan. Details  withheld 
(ref  IOCFRH.  790). 
ZIEHANN.D.L.     Operating  Reactors  Branch  2,   79/12/11.   2pp. 


7912030107  DlBCuiaes  NRC  revleui  of  LERs  (.  Tech  Spec  requirements  re 
control  RPI  sys  at  Mestinghouse  PUfia. Requests  Tech  Specs 
review  to  ensure  requirement  for  rod  maint  to  uilfchin  +/-  12 
step*  Indicated  &  RPI  sys  verified  accurate  within  13  steps. 
BCKWENCER.A.     Operating  Reactors  Branch  1.   79/10/29.   7pp. 

79121001S9  Discussei  NRC  791101  mentlno  u/represontatlves  of  NB9H 
vendors  t<  Fuel  suppliers  re  discussion  of  respective 
portions  of  ECCB  evaluation  models  dealing  ui/Fuel  cladding 
swelling  d  incidence  of  rupture.  Vendor  responses  encl. 
EI8ENHUT,  D.  0.    Division  of  Operating  Reactors.   79/11/O9.   iOpp. 

— 7912100239  Responds  to  NRC  791101  request  re  noncompl lance  of 
Meetinghouse  ECCS  evaluation  model  under  requirements 
of  10CFRSO  App  K. Evaluation  of  three  fuel  rod  model  a 
Indicates  no  safety  problems  for  Wesbinghaute  plants. 
ANDERSON, T.  M.   Hes t Inghouso  Electric  Corp.   79/11/02.   4pp. 

--7912100330  Responds  to  NRC  791101  request  re  ORNL  cladding  sualllno  b 
rupture  data. Revieu  of  analytical  models  (<  teats  Indicates 
compliance  u/lOCFRSO  App  K.A11  OE  spec*  for  calculated  peak 
cladding  temp  remain  unchanged. 
BUCHKOLZ.R.  H.   Ceneral  Electric  Co.   79/13/07.   2pp. 

—7912100407  Forwards  response  to  NRC  791101  request  re  rod  burst  ts»t 
data. Concludes  that  data  properly  represented  by  fuel  models 
used  in  vendor  evaluation  models  b  that  analyses  demonstrate 
all  criteria  of  1OCFR90. 46  satisfied. 

OHSLEY.Q.F.   Exxon  Nuclear  Co..  Inc.  (subs,  of  Enon  Corp.  ). 
79/11/02.   3pp. 

— 7912100436  Forwards  addl  info  re  evaluation  of  impact  of  NRC  proposed 
rupture/blockage  model  used  in  vendor  evaluation  model. 
No  adverse  Impact  From  neu  rupture  burst  data  or  use  at  NRC 
rupture/blockage  model  on  licensing  calculation  results. 
DHSLEV,  0.  F.   Exion  Nuclear  Co..  Inc.  (subs,  of  Exion  Corp.  ). 
79/11/04.   22pp. 

7912200068  Forwards  NRC  generic  &  plant-specific  re-qulremant*  For 
auxiliary  feeduater  sys. Designs  b  procedures  of  facility 
should  be  evaluated  against  requirements  to  determine  dagree 
of  conformity. 
EISENHUT,  D.  0.    Division  oF  Operating  Reactors.   79/11/19.   31pp, 


0.  Adjudtcatory  correspondence 


7912110039  ConFlrms  receipt  oF  end  790329  petition  to  suspend  OLs  for 
all  PHRs.  Forward*  FR  notice  Indicating  that  petition  ulll  be 
treated  In  accordance  W/10CFH2.  SQ6. 
DENTON.H.R.   Office  oF  Nuclear  Reactor  Regulation.   79/11/23.   Ip. 


7912110032  Forwards  updated  lists  oF  SEP  toplce  not  requiring  site 
review  due  to  ongoing  generic  licensing  activities  outside 
SEP  or  because  oF  Inapplicability  to  facility, 
ZIEMANN,  D.  L.     Operating  Reactors  Branch  2.   79/11/16.   Bpp. 
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79IS06O170  Summary    of   791024-25  (nteting    w/util    in  B«th»sda.rld    rs   util 
responsa    to    lessons    learned    from   TMI, 
SHEA.J.  J.  Operating   Reactor!    Hranch    3.       79/11/18.       13pp. 

7912110112  Summary    of   79091B  meeting   u/util    fc   consultants    in    Beth  Bstfa, 
MD  TI    detail*   of    specific    earthquake    study. 
LEV1M,H.A.  Systematic    Evaluation  .Program  Branch.       79/11/19.      fl2pp. 

7912170198  Forwards    evaluation   of   SEP    Topic    XVII    "Operational   OA 
Program. "    AiiBSSm&nt    incorporates   util    701003   suggested 
nod*. 
ZlEMAfJN.D.  L.  Operating    Reactors    Branch    B.        79/11/20.        4pp. 

791H170189  Foruards    evaluation   of    SEP  Topic    XVII    "Operational   QA 
Pro  B  ran.  "    Ru-view   completed.  Assessment    incorporatei   util 
7G1207  suggested    nods. 
Z1EMANN.D.  L.  Operating    Reactors   Branch    2.        79/11/27.        Spp. 

791E1Q0306  Forwards    corrected  Pan*  3  of   771114   responie   bo  MM  790931 

Itr   re   policies   It   procedures   for  aurvel  llance    test*    of 
reactor   safe-guards    sys. 

DnSHIM,K.P.       Southern  California  Ediaon.  Co.       79/13/O3.       8pp. 

7913310333  Forwards    "Review    of   Repts    on   Simulation   of   Oround    Motion!,  " 
DERNREUTER,D,  L.  ,     TOBflHZ^f.J.       Liuir«nte    LivevraorB  Hboratorg. 
79/12/Oi.        Ip. 

— 7912310343    "Review    of  Repts   on  Simulation  of   Oround    Motions." 

BEftNREUTEft,  0.  L.       Laurence  Livirmore    Laborataru.       77/13/04.      lipp. 

7913M0340  Notifies    of   change    In    cicluiion  aria   boundaru   distance    from 
containment.  List    of  SEP    topic    aisessnlnt*   rsFirring    to 
exclusion   area  boundary    distance    end. 
HAYNEfl'.  J.  0.       Southern  Callfornii    Edlion   Co.       79/12/O7.       2«p, 

7913190791   Forwards    q.uastian»   re    study.     "Hept    o*f  Ev«lu»lon   of   M« 
Earthquake   b  Site    Oround    Motion   Parameters  Asioclatid   u/ 
Offshore   Zone   pf  Befarmalion  Facility. " 
DEVIH6-  J.F.       Interior,  Dept.  of,    Oealogical   Survey,       79/t3/D7.      Aff. 

79121B031S  (Jotifi««    of   completed   rivleu   of  Tec*    Bpoe*   re   control    rod 
position   Indication   ays. Control    rod   mUalignmBnt    llnltationi 
not    includod    in  T«ch   Spec*. Evaluatloni    w/Hestinghouii   re 
corrective   actioni    underuiu,  Detai  1  B   avdllabli    by    791339. 
BASKIM.K.P.       South.rn  California   Edison   Co.       79/13/10.       2pp. 

791221O3&9  Responds    to  NflC   791033    Itr   re    operation   of   cantainmtnt   purge 
6  v«nt  valvii    pen-ding    reiolutlon    of    li-olation   valve 
operab-llltu.  Purge    valves    closed    during    reactor    operation 
until  'operability    under    design   bails  LOCA   in    proven. 
DAEK1H-K.P.      Southern  California   Edlaon   Co,       79/12/14.       3pp. 

791327O504  Forward*    rtwl»iiin»    to   utl  1    790913  commitment*   re    compliant* 
w/fhort-term  TMI    Lessons  Learned    Talk   Force  r tq.ulnmtnt»    p*r 
NUREO<uS7D. 

P.      SoutJiorn  California   Edison   Co.       79/12/14.       3pp. 


Q.     Inipectian   report!.     IE  Bulletin!    ti  co-rrespondince 

791SOBO09n  ForuardB    IE   Imp    Rept   5O-2O&/79-14  on    790907-09  fc    10-13,  No 
none onpli ant*    notad. 

CREHSi  J.  U.  Region   9>    $tn  Franclaco.    Reactor   Operatloni   JJucl sal- 

Support  Branch.       7-9/1Q/2A.       2pp. 

—79120S009A    IE   Inap   Rept   50-306/79-14   on   79Q9O7-OB  &    1O-13.  No 
no-ncflmpi  lanes   notrd.Hajor    area*    insjuctad:  QA/QCj 
BdminlBtrationi  p-rc-curemant*!  retBlpti  i  torage  A   handling-   of 
equipment   1  matU. 

MILLEfl.L.  F.  ,    HORN,  A.  Rgglon    5,    San   Franelico,    Office    of   the 

DiTsclor.       FAULKENaEROY,  B.  Regions,    Ban   Franclieo,     Reactor 

Operation)   Nucle.ar  Support  Branch.       79/IO/Hi.       7pp. 


7912110272  ForuardB    IE  Circular   79-23,     "Motor   Starters    fc  Contactor* 
Failed    to  Dparftte.  "    No   T»»pons*    required. 

EN9ELHEM.  H.  H.  Region    S.     Ban   Francisco,    Qffict    of    the   Director. 

79/11/2&.       ip. 

7913110494  Motlfins    that  NRC    intends    to   routinely    forward    to 
appropriate   itate    pud  lit    utll    regulatory    group*   b   itate   atty 
general    ofci    cople:    of    eicalated    enPorcement    carreipondvnce 
a  nut   t<l    NRC   to    ItciniaBi. 

ErJOELKEM,  H.  H.  Region    5i     Ban   Francisco,    Office    of    the   Director. 

79/11/24.       Ip. 

7913190153  ForiiiardB  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  t<  Control  Pouer  Syi  DUB  During  Operation.  " 
Mrttten  rtsponte  required. 

ENOELKEN.R.  H,  Rtglon    5,     Ban   Francisco,    Office    of    thn   Dirtttor. 

79/11/30.       Ip. 

7912310273  Forwards    IE    Info   Notice    79-30,     "Reporting    of   Defects   fc 
Noncafflpliancesi  10CFR31.  "    Ho    action   required. 

EWQELKEN.H.  H.  Region   9,    San   FranclBto,    Dfflen  of   the   Director. 

79/12/0&,       4p». 

7913180479  Forinar-ds    util    790911    tc    1003   replies    to    IE  Bulletin  79-17. 

CUEHS,  J.  L.  Region    9,    Ban    Traneiscoi    Reactor  Operation*   Nuclear 

Support   Branch.      79/12/O7,       Ip.  . 

791S190001    Forward  t    licensee    r*spc«n*«B    to    IE  Bulletin   79-23.    "PotintiJl 
Failure    of  Emer-gancv   Diesal    Qenerator   Field   Exciter 
Trin«form«r.  " 

CflEHa.J.L,  Region    5,    San    Francisco,    Reactor  Operations   Nuclear 

Support  Branch.      79/12/07,       Ip. 

-- 7912190006  Responds    to    IE   Bulletin  79-23,     "Potential    F*Uurn   of 

Enargincu,   Dle-sel    Oenerator    Field   Exciter  Trans  former,  " 
Facility   uill    conduct    tait    of    amargencg    diesel    generators ' 
preceedlng   H»r    19BO  rtfuBli.no    outage. 
UEAD.J.O.       Bouthern   Cillfflrnla   EdUon  Co.       79/10/33.       2pp, 

7912200344  Forwards    IE  Bulletin    79-2B,     "Poislble  Malfunction   of  Naoco 
Modal    EA1QO  Limit    Quitches    at    Elevated   Timps.  "   Action 
required. 

EN-OELKENifl.  H.  Riglon    5r    9an    FronciiCD.    Office    of    the   Director. 

79/12/07,        Ip. 

7712310132  Forwards    responses    to    IE   Bulletin  79-21.     "Temp   Effects   on 
Level    Measurement*.  " 

CREUSiJ.L.  Region   9j     San    Franc iico,    Office   of    the   Director. 

79/12/07.       Ip. 

—791221013d  R»«pornl8    to    IE   Bulletin   79-21,     "Ttmp  Effects    on  Level      .. 
Ktasurtnent*.  '-•   Corrects    idantif Icatlon   of   six    liquid    level 

Bi*a*ur»iaent    inetruments    inside    containment. 

DRAKE,  J.  H.       Southern    California   Edison  Co.       79/09/39.       Ip. 

—7912210159  R«*p.onds    to    IE   Bulletin  79-31,     "T»mp   Effects    on  Ltvel 
Instrumentation."    Evaluated    liquid    level   measurement    »u« 
po-st-iccldenti   ambient  _temp    on    Indicated    uatir    level,  safttg   t 
control    setpotnti   &    ernargencv    procedure!, 

MATTIdQE,  J.  J.      SacramBnto   Municipal   Utility  Dlntrlct.      79/09/14. 
3pp. 

— 791S3101fc3  R»«pond«    to    IE  Bulletin  79-21.     "Tamp   Effects   on  Lovtl 
Instrumentation. "    Dlicuisaa    liquid    level   meatureiMnt    BUS, 
tiost-accldent   ambient    temp    on    indicated   wattri  saf  atg    h 
control    setpointB   Si    imeranncg    procedures. 
C-OODHINiC.       Portland    Oenei-al    El*ttrie   Co.      79/09/14.       19pp. 

7913210142  Reipondi    td    IE  Bulletin   79-21    "Temp   Effect*    on  Level 
Mcasurementsj  "      rr    liquid    lavel    neasurtin*nt   *u».  post- 
accident    ambient    temp    on    indicated   water    level,  **f»tu   t, 
control    BetpointB   b  intrgancu    procedure*. 
HEAO.J.T.       Southern   California    Edfion   Co.      79/09/14.       9pp. 


791210028D  Foruards    IE  Info   Notice   79-3B.     "Overloading   of    Structural 
Eleni-nts  Due    to  Pip*  Support  Loads.  "  No    responsi   requirt-d. 
ENOELKEN, R.  H.  Region   5.    9an  Francisco,    Dffici    of   the    Dirtctor. 

79/11/1&.        Ip. 

7912110917  Foruarde    IE   Info  Notice  79-B9<     "Loss   of   Nonsaf (ty-Rilated 
Reactor  Coolint   Bift    Instruntntation  During    Operation.  "    Ho 
specific   action  or    reiponBe    required, 

ENOELKEM.fi. H.  Region   5.    Ban  Francisco,    Qffic*    of   th»    Director. 

79/ll/lfi.       Ip. 


79122a01o2  Aclc   receipt    of  79112D    Itr    informing   NRC    of    »tep*   taken    to 
correct   violations    noted    in   7911O9  notie*   of  violation   re 
physical    protection    imp. 

NDRDERHflUO,  L.  ft,  Region   9.    9an  FrancUcn.    Safeguards  Branch. 

79/12/10,       Ip. 


791S3B0639   Forwirds    IE    Info    Notice    79-31,     "Uie   of    Incorrect   Anp 
Response   Spectra."   No  uritten   reiponse  riquired. 
ENOELKEN.R.  H.  Region   S,     San   FTanci*eo.    Office    of    the  Dlrfctor. 

79/12/13.       Ip. 


7912070023  Forwards   I£   Circulir  79-24,     "Proper    Initillition    ti  Callbr    of 
Cor*  Spray  Pipe  Dreifc   Detection  EquipmBnt   on  BHRi."  No 
response  rtqulred. 

ENCELKEH.R.H.  Region   9>    Bin  Francisco,    Office    of   th*    Director. 

79/11/26.       Ip. 


R.     Periodic    operatlno    report*    ti    related    correspondence 

7912110213  Forwards   monthly   operating  rept  for  Nov  1979. 
CURRAN.J.M.      Southern   California   Edison  Co.      79/12/O3.      Ip. 
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— 7913110213  Monthlg  operating  rept  for  Nov  1979. 

MOHAN. R.  O.   Southern  California  Edit  on  Co.   79/13/09. 


S.  Reportable  occurrence*.  LER*  &  related  correspondence 


5pp. 


791&Q60906  PNO-V-79-OQ9: on  791 1O7. manual  shutdown  of  unit  occurred. 
Caused  by  electrical  fault  on  4BO-volt  bu*  1.  Smote  &  odor  of 
burning  insulation  detected. Llcen»ee  inspection  affected 
luitchgear  for  damage*. 

FAULKENBEHRY.  B.   Office  of  Inspection  fc  Enforcement,  Off  lea  of  the 
Director.   79/11/07.   2pp. 


DOCKET  5Q-20B  COLUhBIA  UNIV.  RESEARCH  REACTOR 

F.  Security,  medical,  emergency  &  tire  protection  plans 


7912I2O206  Forwards  draft  Reg  Guide  S.  XX.  "Std  Format  &  Content  for 
Licensee  Physical  Security  Plan  for  Protection  of  8NM  of 
Moderate  or  Lou  Strategic  Significance."  H/o  end. 
REID.  R.  M.     Operating  Reactors  Branch  4  CPra  791030).   79/OB/23. 
2pp. 


J.  Insurance  b  indemnity  information 


791204046B  Forwards  LER  79-01 8/0 1T-0. 

HEAD.J.T.   Boutharn  California  Edison  Co.   79/11/B6. 


2pp. 


— 7912040473  LER  79-01 B/01T-0: on  791109. support  discovered  missing  on 
liquid  radwaste  disposal  sys  piping  outside  containment. 
Caused  by  failure  to  Initall  support  during  field  const. 
New  lupport  installed  during  79111O  unrelated  outage. 
CUflRAN,  J.  M.   Southern  Ciliforni*  Ediion  Co.   79/11/26,   lp. 

7912030176  BO:  on  791137.  a*  result  of  Imp  per  IE  Bulletin  79-14,  mining 
valve  operator  luppart  tt  incorrectly  Initalled  valve 
operator  support  Identified  for  valve  CV-92B  on  line  2014 
3-lnch  191R  Seal  uatir  return  line.  Problem  corrected. 
CURRAN,J.M,   Southern  California  Ediion  Co.   77/11/27.   lp. 


7912040397  Forward*  LER-79-017/01T-1. 

HEADiJ.T.   Southern  California  Ediion  Co. 


79/11/29.       6pp. 


79121B0544  Eiecutrd  Amend   3   to   Indemnity  Agreement  E-60,  Bad  ifying 
prefatory    language   re    "course   of   transportation." 

SALTIMAN.J.  Antitrust  t.    Indemnity   Group.      CARTER, P.O.       Columbia 

Univ.       79/12/11.       lp. 


DOCKET   90-210  NASA  CRITICAL  FACILITY 

0.     Inspection   reports.    IE  Bulletins  tt  correspondence 


7912200393  Haste    packaging    Imp  Rapt   79 -02 A.  Ha   nancompllance  noted. 
Major    araai    inspected:  shipping    paper   It  DOT  placarding 
requirements, radiation    levels, removable   contamination.  DOT  b 
NRC   package    features. 
BROUN.  R.A.  Region  2,    Atlanta,    Office   of    the  Director.       POTTER,  J.  P. 

Region  S,    Atlanta.    Fuel   Facility   fc  Materials   Safety  Branch. 
79/11/06.       6pp. 


— 791204040B  LER  79-017/01T-1: on  791107, following    lots   of  pouer   to 
•everel    electrical    syt   t  4    kV  room   fire   alarmi 4GO-volt    bus 
supply    breaier    1    automatically    trtppid. Caused    by    rodent 
bridging    two    energiied    phases, short-circuiting    bus. 
CUfiRAN,  J.M,       Southern   California  Ediion  Co.       79/11/29.       7pp. 


7912180S2H  Forwards   LER   79-019/01T-0. 

HEADjJ,  T.       Southern   California   Edison  Co. 


79/11/29.   2pp. 


— 79121B0932  LER  79-019/01T-0:  on  791 1  li,  during  field  v*rif icjitlon/lnsp. 
three  supports  were  nisstng  on  piping  used  to  transfer  fuel 
to  dlesil  gin*r«tor. Supporti  uere  not  Installed  during 
const. New  supports  Installed  an  791  Hi. 
CURRAN.J.M.   Southern  California  Edison  Co.   79/11/30.   lp. 


791B170292  Forwards  LER  79-020/01T-0. 

HEAD,  J,  T.   Southern  California  Edison  Co. 


79/12/07.   2pp. 


—-7912170993  LER  79-02Q/Q1T-0:  on  791126, mining  valvi  operator  supp.ort  i. 
Incomctly  uelded  valve  operator  support  discovered  during 
Inspection.  Caused  by  poor  const. Neu  support  configuration 
conforms  piping  sys  to  salsmic  input  info. 
CURRANiJ.H.   Southern  California  Edison  Co.   79/12/07.   lp. 


7913170311  Forwards  LER  79-OS3/03L-0. 

HEAD,  J.  T.   Southern  California  Edison  Co. 


DOCKET  90-213  HADDAH  NECK  PLANT 

F.  Security,  medical,  emergency  b  fire  protection  plans 


79121B01A7  Forwards  request  for  addl  infn  re  safeguards  contingency 
plan  submitted  790329.  Request  withheld  <ref  10CFR2. 790L 

ZIEMANN.D.L.     Operating  Reactors  Branch  2.   79/11/30,   2pp. 

7912200022  Discusses  NRC  791109  meeting  re  emergency  preparedness  team 
review  objective*. Provides  guidance  for  Improving  licensee 
emergency  preparedness  !<  assuring  capability  of  offsltf 
agencies  to  take  appropriate  emergency  actions. 
ORIMESr  B,  K,   Emergency  Preparedness  Task  Force.   79/11/23.   30pp. 

7912130499  Forwards  addl  response  to  NRC  79O913  1>  103O  Itrs  re  Improved 
In-plant  Iodine  instrumentation  under  accident  conditions. 
Air  monitors  in  control  room  area  at  each  site  will  be 
Installed  by  B00101.  Improved  portable  sys  will  be  developed. 
COUNSIL,  M.  0.   Northeast  Utilities.   79/1S/07.   lp. 


Adjudlcatory  correspondence 


79/12/11.   Spp. 


7912110033  Confirms  receipt  of  encl  790329  petition  to  suspend  QLs  for 
all  FWRs. Forward*  FR  notice  Indicating  that  petition  will  be 
treated  in  accordance  W/10CFR2.  B06. 
DENTON,H.  R.   Office  of  Nuclear  Reactor  Regulation.   79/11/23,   lp. 


—7912170314  LER  79-033/03L-0:  on  791010,  during  OA  audit,  variable  low 
pratsura  trip  letting  on  presturl  channsl  not  equal  to 
prescribed  computed  trip  value.  Caused  by  test  procedure  not 
containing  acceptance  criteria.  Procedure  rivlied, 
CURRAN.J.H.   Southern  California  Edison  Co.   79/12/11.   lp. 


— 7912110126  Notice  of  request  for  action  pursuant  to  10CFR2,  206  re 
Environ  Coalition  an  Nuclear  Power  790329  petition 
requeiting  suipenston  of  all  DLi  for  PHRi. 

MULLER.D.  R.   Office  of  Nuclear  Reactor  Regulation.   79/11/23. 
38pp. 


77121S0609  Forwards  LER  79-021/OIT-0. 

HEADiJ.T.   Southern  California  Edison  Co. 


79/12/12.   2pp. 


-7912100617  LER  79-021/01T-0:on  791114. while  making  routine  rounds, 
operator  found  IB  volt  dc  power  supply  on  Y  subchannel  of 
load  sequencer  Number  S  had  tripped  off. Cause  unknown.  Power 
supply  reset  b  sequencer  sucessfully  tatted. 
CURRAN.J.M.   Southern  California  Edison  Co.   79/12/12.   lp. 


79132709B1  forwards  LER  79-022/01T-D. 

ENOELKEN,R.H.   Southern  California  Edison  Co. 


79/12/17.   Spp. 


— 79122709B7  LER  79-022/ulT-O: on  79H30i supporti  on  component  eooling 
water  sys  supply  header  found  mining. Support*  not  Installed 
during  field  const,  New  supports iinstalled  79l2O3t conforming 
piping  *yt  to  telimlc  analyili  Input  Info, 
e  Southern  California  Edison  Co.   79/12/17.   lp. 


P.  Operating  license  stage  document*  b  correspondence 

791109Q24B  "Summary  of  Operating  Eiparience  U/Reclrculating  Steam 
Oenerators,  "  . 

EISENHUT.D.Q.    Division  of  Operating  Reactors.   NUREO-0923. 
79/01/31.   B9pp. 

791303&167  Diicustis  NRC  review  of  LERs  8.  Tech  Spec  requlrementfl  n 
control  RPI  sys  at  Haatlnghousi  PHRs.  Requests  Tech  Specs 
review  to  ensure  requirement  for  rod  malnt  to  within  +/-  12 
stops  indicated  1  flPl  sys  verified  accurate  within  12  steps. 
8CHMENCER.A.     Operating  Reactor*  Branch  1.   79/10/29.   7pp. 

7912100189  Diicusve*  NRC  791101  meeting  w/represantattve*  af  N8S3 
vendor*  It  full  supplier*  re  dlicunion  of  respective 
portion*  of  ECCB  evaluation  models  dealing  w/fuel  cladding 
•welling  t.  incidence  of  rupture. Vendor  re*pon*es  end. 
EIBEMHUT.D.  B.    Division  of  Operating  Reactors.   79/11/09.   69pp. 


— 7912100299  Responds  to  NRC  791101  request  re  nontoapllanee  of 
Heitlnghouse  ECCS  evaluation  model  under  requirements 
of  10CFR30  App  K.  Evaluation  of  three  fuel  rod  model* 
indicates  no  safety  problem*  for  Hsitlnahou**  plants. 
ANDERSON,  T.  M.   Me*tlnghou*e  Electric  Corp.   79/11/02.   4pp. 
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—7913100330   Re.ponds    to   NFIC    711101    request    rt   DKHL   claddinj    spelling    i, 
rupture    data.  Revieu   of    analytical    modal*    8.   tests    Indicates 
compliance    m/10CFF15Q  ftpp    B.  All    OE   specs    far    calculated    pea* 
cladding    temp    remain   unchanged. 
BUCHHOLZ.R.H.        General    Electric    Co.        79/12/O7.        Bpp. 

—7912100407  Foriuardi    response    to    NKC   791101    request  ri  rod    burit    test 
data   Concludes    that    data    properly   represented    by    fu>)    aodel-i 
use*    in  vendor    evaluation  models  &   that   analyse*   de»onitratfl 
all     criteria    of     1QCFR5O.4&    satisfied. 

OWSLEY.O.F.       Exjon  Nuclear   Co.  ,     Inc.     (subs,     of   E.icn   Corp.  > . 
79/11/02.        Spp. 

—7912100496  Forwards    addl    info   re    evaluation  of    impact    of  NRC    proposed 
rupture/bloclage   modal    used    ir.  vendor    evaluation  model. 
No    adders*    Impact    From   new  rupture   burst   data   or   use    of  NRC 
rupture/blockage   model    on    licensing    calculation  results. 
nviBLEY.O.F.       Enon  Nuclear  Co..     Int.     ((up*,     of  Enon   Corp.). 
79/11/04.        32pp. 

7913110023  Forward*    upoatBd    lists    of   SEP    topics    not  requiring    site 
review  due    to   ongoinD    seneric    licensing    activities  outtUi 
BEP    OP   because   of    inapplicability    to    facility. 
ZIEKANN.D.L.  Operating    Reactors   Branch   2.       79/11/16.       Bpp. 

7912030173  Forwards    addl    info   re    steam  generator   water    hammer. Prefl«nt 
detijn   t-    operation    procedures    foiinfi   adaquate    to  preclude 
steam  generator  uator    hammer   events.  .,„,.,,„,         in-,- 

COUfJBIL.H.  0.       Connecticut   Yank**  Atonic    Power   Co.       79/11/26.       riVpp. 

7912040306  Foruardi    addl    info   re    steam  generator   water    hammer.  Includes 
info   re   feedrlng.No  occurrences    of    steam   gensrator  water 
hanners   noted    beyond    instance*    discussed    In    DC    Saltier 
790719    Itr    to  F1A  Purple.  ,„,...„.         -,n    » 

COUNSIL.U  Q.       Connecticut    Vaniee  Atomic    Power   Co.       7W1I/BA.       -^PP. 

791EOiOB03   Foryard*    calculations    re   automatic    initiation   of   auiiliary 
fetduater    ti   mupportlng    statement    that    longer    time    li 
available    for  Haddem  Ned    steam   generator   drtjout   than   For 
Millatone-a. 
COUN8IL.H.  0.       Northeast    Utilltias.       Tffil/30.       13pp. 


791318027'?  Provide*    commitment    to    Implement   Recommendation   2.2.1.1*   r» 
*hlft    technical    advlior    in   eomplijincB    uiXsSiort-term  Lessons 
Learned   Task    Force    Ttquiremant*.  Hill    submit   compliance    for 
containment   pressure    indicattana    *  RCS  ventina    by   81O101. 
COUMSIL.W.O,       Korth«aat   UtilitiBi..       Tl/lS/lO.       Spp. 

79121B047H   Responds    to    request    fnr    info    re    control    rod    position 
indication    sys    b   roil    mKallgiiment    Por    safety   analystE 
assumptions,  TacN   Specs    do   not    permit    comparison   to    guidance 
provided    in  NRC    7911OS    Itr. 

COUNSIUU.  0.  i     LE6.H.F.       Connecticut   Yinkfle   Atomic   Power   Co, 
77/12/10.       2pp. 

7912170a'J4   Formally    documBtito    791H1  I    verbal    commitment*    to   develop 
procedure*    for    Item   2.  1 . a. b    re    increai«d    raooe   of   radiation 
monitor*    in   accordance   w/epiteria    delineated    in  NBC    791030 
Itr    to   all    operating    nuclear    power    plants. 

COUNBIL.H.  0,  .     FEE.W.F.       Connecticut    Yankee   Atomic   Pouier   Co, 
79/12^12.       2pp. 

79121B0476.  Provides    partial    raiponse    to  Hn    Denton  791030    Itr. Prevention 
of    lo*s    of   containment    isolation    upon  reiot   of   containment 
isolation    signal   uill    be  achieved    by    noda    to   v*lve    sulitches. 
Compl«tian    eipected    000-101.  Valve    li*t   oncl. 
COUSaiL.W.  0.  .    FEErW.F.       Connecticut    Yankee   Atomic   Power    Co. 
79/12/13.       7pp. 

7-712210263  Notifies    of    commitment    to    comply   u/Les«ons   Learned   Taal 
Forte    veiuiremtnts    of    Item    a.  1.  4    re    containment    Isolation. 
Reat-tor    operation    will    continue    until    hardware   mods    can   be 
designed   &    implemented.  ,,„,..        , 

COUNBIL.H.  0.       Conntctlcut    Yanfce*    Atomic    Power   Co.       79/12/14.       lp. 

791227031B  ProvidBB    info    on   -compllanco   u/TMI   Lessons   Learned   Tatli    Forte 
•  hori-term    item  T»   auiillJTij    feeduater    *ys   flow   indication! 
in  response    to   NftC   791HI1    -request.  Ofci  1    initalllng    sinole 
control    gr^de    flow    Indication   channel    par    fetdllna. 
CDUNSIL,  H.  0.       Northeast  Uti  llti»«.       79/IH/1B.       3pp. 

7712270-403  Forwards    drawings    ro   automatic    Initiation   of   au»illarg 
feedwater.  Drowlng*    to    Central   FElai    onlu- 
CQUNSIL.H.  0.       Connecticut    YanSBE    Atomic    Power  Co.       79/12/1B.       Hpp. 


79121902&1    Discusses   commitmnn*   maJe   bv    CT  YanUe   fttonic   Power    Co   t, 
Northeast    Nuclear    Energy    Co   to    implement   autonatlc 
initiation    of   auiiUary    feeduater.  Addresses    util    conclusion 
that    implemHntation   not    rveceeBaru    for    *af*   operation. 
CDUNSIL.W.  a.       northeast   Utilities.       79/11/30.       ipp. 

7912I907H3  Sutnmari i es  NRC   Lessons    Learned;    Implementation  Team  79111? 
talcon  u/ufcil    TB   response    to   NRC  790913    Itr.  Forwards    list    of 
Items    for   uhtch    util    schedule    nab  acc«pta61*, Items    in 
noneotnpliance   b   requiring    clarification. 
SILVER. R.  D.  Operating    Reactors   Branch   2.       77/12/O3.       7pp. 

7^12070400  Responds   to   request    for   review  of   auxiliary    feeduater   sys. 
pa-r   NRC   requirenBnta.llodB    completed    eliminating   need    far 
ivc   water    turbine-   driven   pump    luba   oil    coolers. 
CDUNSIL.H.O.        Connecticut    YanklO   Atomic    Pouer   CD.        7?/lE/O4.        Ajip. 

79121002B4   Forward*    "Proposed   Automatic    Initiation  Schema   for   Auiillary 
Feedwater  Eys^  "    in   reiponse    to    NRC   -request    for   opflciFie 
design    detail*   &   demonstration,  of   compliance    ia/HR  Denton 
791030    Itr. 

,  3,       Northeast  lit  ill  ties.       79/12/Ofa.       2pp. 


7913270399  Responds    So    NRC   791113    Itr   re   SEP   Topic    III-H.  C, 
"Irradiation  DamagutUse   of    Baniifcliod    Steel   &  Fatigue 
Resistance.  "   Portion    of   svaluatlcrij  re    braie*   on   control    rot 
spider,  requires    revision    to   maintain    factual    accuracy. 
COUNBILiH.  0.       Connecticut    Vankee    Atomic    Pouer   Co,       79/12/1B.       Hpp. 

0.     Inipaction   reportsi     IE  Bulletin*    «<   correspondence 

7912100193  Ack    receipt    of  791002    Itr    informing    NRC    of    steps    taken    to 
correct  violation   noted    in    IE    In»p    flept    50-213/79-13. 
BRUNNER.E.J.  Region    1,     Phi  l*d«lphia.     Reactor  Operations  Nuclear 

Support   Branch.       79/10/18.        lp. 

—  7912100194  Responds    to   NRC   790913    Itr  re    violation   noted    in    IE    ln»p 
Kept   BO-213/79-15.  Corrective    actions:  survei  1  Unca    procedure 
revised. 

i  M.  0.       Connecticut    Yankee   Atomic   Power   Co.       79/10/OK.        3pp. 


7913100197  Forward*    IE    Insp    Rept    50-213/79-13  on   790914-16. 

BRUNNERiE.J.  Region    1.    Philadelphia,    Reactor   Operations   Nuclear 

Support   Branch.       79/Q7/13.       3pp. 


— 7712100294   "Proposed   Automatic    Initiation   Scheme    for   Auiiltary 
Feed  water   Sys.  " 
e      Northeast   Utilities,       79/12/31.       7pp. 

791S120390  Foruards   rept   re   proposed   automatic    Initiation   of   auliliary 
feoduater    nji    in  reiponse   tn   NRC  requoat    for   sepciflc    design 
da  tails  6  for    demonstration    of   compliance   u/NRC  791030   Itr 
to   all    operating   nuclear   pouer   plants. 
COU1IBIL,  W.  0.       Northeast  Utilities.       79/1H/06.       IBpp. 

771H13O331    Discuises    interim  procedures    For  R»commendatlon   2.  1.  B.  l>. 
until    hlgh-ranga    capabilitij    U   availabla   re    increased    range 
of   radiation   monitors    requirament. 
CDUNSIU.W.  O,       Warth*Jtt  Utilities.       77/12/07.       4pp. 

T913J0024B  Responds    tn    791023    Interim  Position  3.  b    reiuirinir 
containment   purge  &  vg-nt    Isolation   valves    to   be   closed   uhen 
reactor   not    in  cold    ihutdoun   made. Util    cannot   bloct    valve 
automatic    closure  operatlon-s. 

COUHBIL.H.  0.  ,    FEE.H.F.      Connecticut  Yankee  Atomic  Pouar  Co. 
79/ia/'tO,       Spp. 


—7912100199    IE    Insp    Rapt   SO-213/79-13  on    790814-1A. Noneompli*nc»    noted: 
failure    to    perform   required    surv* illance   tests. 
LA3AHU3.W.  Realon    1.     Phi ladelflhia.     Office   of   the   Director. 

KEWIQ.R.  R.  Region    1,     Ph  i  1  ad  e  Iph  iai    Rant  tor   Operation*   Nuclear 

Support   Branch.       79/09/1S.       App. 

79121907B7  Forwards    IE    In»p    Rept    SO-213/79-16   on  791002-03.  No 
noncomallniice    noted. 

BHUNNER-E.J.  Region    I.     Philadelphlai    Reactor   Operation*  Nuclear 

Support    Branch.       79/10/26.       2pp. 

— 7712190797    IE   Insp    Rapt   BO-al3/79-lfi   on   791002-03.  No   noneonpl  iantu 
noted. Major   areas    inspected: 1 icenaee    actions   concerning 
several    IE    bul Utins, plant    conditions    &   licensee    activities, 
KE:MIO,R.R.  Reolon    t.     Philadalphla,    Reactor  Operations   Kur.l««r 

Support   Branch.       LAZrtRUSiH,  RBfllon    li    Philadelphia.    Offlca    of 

the    Director.       79/10/23.       Spp. 

79121fl02B-3  Rnsponn*    to    IE  Bulletin    79-24,     "Froien  Line*."    Pre»ent 
mnasures    considered    adequate    to    assur*    *r*eie   protection   of 
lafetu-relateil    1  inna. 
CaUNBH.,W.O.       Connecticut    Vanheo    Atomic    Pouer  Co.       79/10/31.       Bpp. 
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791221O109  Forward!   response   to   IE  Bulletin  79-14,    "Seismic   Analysis 
for    A»-Huilt   Safety-Related   piping   Sys. "   List   encl    of 
no nc on for mane  a   repts    Fop   which   sys   repair*   were   recommended 
after   engineering   review. 
CDUNBIL.H.  0.      Connecticut   YarUst   Atomic   Power   Co.       79/11/O1.       3pp. 

79121702*4  Forwards   response   to   IE  Bulletin   79-13.    "Cracking    In 
Faedwater  8us   Piping."   Summary   of    imp   results   and.  No 
unacceptable   components    identified. 

CQUMSIL.M.O.  .    FEE.H.F.      Connecticut   Yankee   Atomic   Power   Co. 
79/11/05.       3pp. 

7912200344  Foruardi   waste   packaging    Insp   Rept   79-02A   on  7909B3-26.  No 
noneoMpllance  noted. 

SUTHERLAND,  J.  T.  Region  S.    Atlanta,    Fuel   Facility   ti  Materials 

Safety  Branch.      79/11/07.      2pp. 


—7913260132   IE   Imp   Rept   30-213/79-11   on  790717-20.  Noneomp!  ianie   noted: 
failure   to   Implement  plant   procedures   &   failure    bo   review 
temporary   procedure   change   prior   to    Implementation. 
CAPHTON.D.L.  Region   1.    Philadelphia.    Reactor   Operations  Nuclear 

Support    Branch.        DETTENHAUSEN.  L.  ,    GRAHAM.  P.  D.  Region    1. 

Philadelphia,    Office   nf   the   Director.      79/09/13.       13pp. 

7912200637  Notifies   of   proposed    Imposition   of   civil    penaltie*    for 
vlolationi    identified    In   790214-16,26-28  S.  0303-O9   insji*  of 
radiation   protection   program. 

STELLD.V.       Office   of   Inspection  fc  Enforcement,    Office   of  tha 
Director,       79/12/Oi.      3pp. 

—7912300641   Notice   of  violation   from   imp   on  790214-16, 26-2B   b  O305-09. 
*          Region   1.    Philadelphia,    Office   of   the  Director.      79/13/06. 
9pp. 


—  7912200393  Ha»te   packaging    Imp   Rept   79-QHA.  No   noncompllane*   noted. 
Major  «reat   inspected:  shipping   pap*r   fc  DDT  placarding 
requirements.  radiation    levels,  removable   contamination.  DOT  fc 
MRC  package  features. 
BHOHN.R.  A.  Region   2.    Atlanta,    Office   of   the   Director.      79/11/06. 


7912200646   Notice   of  proposed    imposition  of   civil    penalties    for 
violation!   Identified    In   790214-16.26-28  It  0305-09    insps   of 
radiation  protection   program. 

»     Office   of   Inspection   k  Enforcement,    Office   of    the  Director. 
79/12/06.       lp. 


7912Q9O024  Forward!   IE  Circular  79-22.    "Stroke  Times   for   Power   Operated 
Relief  Valves.  "   No   response   required. 

DRIER.  B.H.  Raglan    1,    Philadelphia.    Office   of   the   Director. 

79/11/16.       lp. 

791209D239  Forwards  IE  Info  Notice  79-27.    "Steam  Generator  Tube 
Rupture*   at  Tuo   PUR  Plants.  "   No   reiponie   required. 
ORIER.B,  H,  Region   1.    Philadelphia)    Office   of   the   Director. 

79/11/14.       lp. 


7912310210  Forwards   IE   Info  Notice  79-30,    "Reporting    nf   Defects  tt 
Noncompliancaa,  10CFH21.  "   No  action  renuired. 

ORIERiD.H.  Raglan   1,    Philadelphia,    Office   of   tha   Director. 

79/12/06.       lp. 

7912190736  Forwards    IE  Bulletin  79-2B,    "Possible  Malfunction   of   Namco 
Model   EA180  Limit  Switches   at   Elevated  Tempi.  "   Written 
response  required. 

DRIER,  H,H.  Region   1,    Philadelphia.    Office  of   th»   Director. 

79/12/07.       lp. 


7912100113  Foruardi   IE   Info  Notice   79-SB,    "Overloading   of  Structural 
El»n*nti  Due  to  Pipe  Support  Loads."  No  responso  r«q.ulred. 
OfllER.D.  H,  Raglan   1.    Philadelphia,    Office   of   the   Director. 

79/11/16.       In. 


79122B0190  Forward*   IE   Info   Notice  79-31,    "Use   nf   Incorrect  Amplified 
Raiponie   Spectra, "  No  written   responae  renuired, 
ORIERjB.H.  Region   1,    Philadelphia,    Office   of   the    Director. 

79/12/13.       lp. 


7912110400  Fcruardm    IE    Info   Notice   79-29,     "Loss   of   Nonsaf ety-Relatsd 
fiiactor  Coolant  S(j»   Initrumentation  During  Operation.  "  No 
specific   action  or  response  required. 

ORIEfl.B.H.  Ragion    1,    Philadelphia,    Office   of   the   Dime  tor. 

79/11/19.       lp. 


R.    Periodic    operating   reports  !<  related   corresponda-nce 

7912100437  Forwards'  monthly   operating   rept   for  Nov    1977. 

ORAVES.  R.H.      Connecticut   Yankee  Atomic   Power  Co.       77/12/13.       lp. 


7912090226  Forwards   IE  Bulletin   79-26t    "Boron   Lois   From  BHR  Control 

Blades."  No   response  required. 

ORIERiB.H.  Region  1,    Philadelphia.    Office   of   tha   Director. 

79/11/20.       lp. 

79120&0967  Forwards  IE  Circular  79-24,    "Proper  Installation  t<  Callbr  of 
•Care   Spray   Pipe  Break   Detection  Equipment   on   BtJfi*.  "   No 
reiponse  required. 

0RIER,B.H.  Region    li    Philadelphia!    Office   of   the   Director. 

79/11/26.       lp. 

7712110039  Forwards    IE  Circular   79-23,    "Motor   Btartert  &  Contactor* 
Failed  to  Operate."  No  r»iponsa  requlrad. 

ORIER.B.  H,          Region   1,    Philadelphia.    Office  of   the  Director. 
79/11/26.      la. 

79121V0020  Foruardi  IE  Bulletin  79-27,'  "Loss  of  Non-Class  IE 
Instrumentation  fc  Control  Power  Bus  Bus  During  Operation. " 
Written  response  required. 

ORIER.B.H.  Region    1,    Philadelphia,    Office   of   the   Director. 

79/11/30.       lp. 

79122M113  Aeh  receipt  of  791010  Itr   informing  NRC  of  steps  taken  to 
correct  violations   noted    In    IE   Imp   Rept   30-213/79-11. 
BRUHNER,  E.  J,  Region   1,    Philadelphia,    Reactor  Operations  Nuclear 

Support  Branch.      79/11/30.       lp. 

— 7912260116  R»ipnnd*    to  NRC  79091B   Itr   r«   violations  noted    In    IE    Insp 

R*pt  90-213/79-11.  Corractlva   actions:  surveil  Unci  procedural 

8UHB.3-6  bilng  revised   to   Insure  recording  of  all  required 
plant  parameters   on   data  reduction  sheets, 

COUNBIL.U.O.      Connecticut   Yankee   Atomic    Power  Co.  79/10/10.       3pp. 

—7912360118  Forwards   lE'lnsp   Rept  80-813/79-11   on  790717-20  l<  notice  of 
Violation. 

BRUMMER.  E.  J,  Region  li    Philadelphia,    Reactor  Operations  Nuclear 

Support  Branch.      79/09/1B.      2pp. 


—7912160441    Monthlg   operating   rept   for   Nov   1979. 

*     Connecticut   Yankee  Atomic   Power  Co.      79/12/12,       Bpp. 

8.    Raportable   occurrences,    LEHe   &  related   correspondence 

79121B0041   PNB-I-79-OB:on  791 118,  during   main   jate   mear-ch   of   tractor 
trailer, 0.2E  caliber   handgun   fc  ammunition   diicovared    under 
seat   of   cab.  Truck   ouned   by  Holmes  Transport  Co.Barruelli  SC, 
picking   up    low  level   waste   shipment.  Driver   arrestvd. 
HADDEN.H..    DEVLIN.J.,    MARTIN,  W.  0.  Region   1,    Philadelphia,    OffUn 

of   tha   Director.      79/11/16;       If. 

7912040901   Advises   that  on   791116. approx   460  gallons    of   12X  sodium 
hupochlorita  were   raleasad   to  rivar.  Release   exceeded    total 
allowable    chlorine  concentration. Detailed   rept   fa    follow. 
CRAVES, R.H.      Connecticut   Yankee  Atomic   Power  Co.       79/11/26.      2pp. 

7912260262  RD  90-213/77-06:  on  791216,  unplanned   release   of  radioactive 
gas. Caused   bg   control   valve   relay   failure  which   Increased 
level   in   deflBsifier  l>  activated   rupture   diaphragm.  Rept  will 
b*  submitted  within  10  dags. 
ORAVES,  R.H.      Connecticut  Yankee  Atomic  Power  Co.      79/12/17.      lp. 
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F.    Security*    medlcali    emergency   fc   fire   protection   plan* 

7912200030  Forwards  Suppl   2   to  700303  fira   protection   safety    evaluation 
In  response  to  79091B  6   1012  requests   that:   installation   of 
remote  shutdown  station  be  deferred.  MRC  position  papar 
"Baft   Shutdown  Capacity"    encl. 
ZIEHANNrD.L.  Operating   Reactors   Branch   B.      79/11/13,      2pp. 

--7912200DS&  Buppl   S  to  7 Q 0303   fire  protection   safatvj   evaluation. 
»         Operating  Reactors  Branch  2.      79/11/13.      4pp. 


-791:2260120  Notice   of  violation   from  Insp   on  790717-20. 

*  Region   1.    Philadelphia'    Reactor  Operations  Nuclear  Support 

Branch.      79/09/17.      lp. 


—7912200039  "Safe   Shutdown  Capacity." 

•     Office  of  Nuclear  Reactor  Regulation.      79/11/13.      7pp. 

79121B0239  Approves  790B31   Itr  containing  design  mods    for  fire 
protection  i«s,  in  reiponie  to  7B0303  safety  evaluation. 
Reviaw   status   encl. 
LAINAS.O.  Plant  Systems  Branch.      79/11/16,       3pp. 
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7912130335   Notifies    at    d 
facility    Fire    protecti 
end. 
LAINflS.Q.  Plant    Systems    Branch. 


y     in   Plant    Byt 
sij  B.  Out  1  inei    o 


Branch    Team    1    evaluations    of 
assistance    needed 


3pp. 


7712200023  Discusses  NflC  79110?  meeting  re  emergency  preparedness  team 
review  objective*.  Provides  guidance  For  improving  licenlee 
emergency  preparedness  !i  assuring  capability  of  off  site 
agenda*  to  take  appropriate  emergency  actions. 
CHIMES,  B,  K,   Emergency  Preparedness  Ta«l  Force.   79/11/23-.   3Opp. 

P,  Operating  license  stage  documents  tt  corraipondejice 


—  7912040334  Operating    Procedure    907.  lj  Revi  s  Ion   3i     "Reactor    Bldg    Cloud 
Cooling    Mater  8a*    Failure." 
*      Jersey  Central    Poiiier   &  Light    Co.       79/07/11.       4pp. 


—  7712040336  Operating    Procodure    307,  B,  flevision   3. 
Coaling    Hater   Bys    Failure.  " 
*      Jsnay  Central    Power    &  Light   Co.       79/06/13. 


"Turbine    Bldg    Closed 
4pp. 


7912040SOo   Forwards    neiii   schedule    for    completion   of   proposed    mods    For 
torn*      ti    load    definitions.  Long-term   program  plant   unique 
analysis    afiould    be    completed    by    Fourth    quarter,  19BO. 
FINFROCKj  I.  R.       Jar-nag    Central   Power    &  Light   Co.       79/11/30.       3pp. 


7712130003  Forwards    lumnaru,    of    methodology   &   parameters    for    SEP 
seismic    reviews.  Buiriraaryi    is    interim   guide    For   use    in  review 
of    Facl  1  Itles.  Ftaquesti    comments, 

HQFMAYER.C.  H.  Bysttmatlc    Evaluation   Program   Branch.        79/11/OB. 

3pp. 

791310018?  Discusses  NRC   791101    meting    u/rspra-sentat ivea   of    N9S9 
vandors    b   Fuel    supplier*   re    discussion   nt   respective 
portions    of  ECCS  evaluation   models   dealing    u/fuel    cladding 
swelling    ti    Incidence   nf    rupture.  Vendor   responses    encl. 
EIGENHUT,  D.  0.  Division    of    Operating    Heaetar».        77/11/09.        65pp. 

— 771210O255  Responds    to   NRC  7911OI    request   r»    noncoaipliance    aF 
Uestingfiouse  ECCS  evaluation   model    under    requirements 
oF    10CFK50  flpj    K.  Evaluation    of   thr«a   Fuel    rad  mods-Is 
indicates   no    safety   problems    far  Mssclnghaute   plants. 
ANDERSON,  T.  M.       Haitlnghouse  Electric    Corp.       79/11/02.       -1pp. 

—7112100330  Responds    to  NRC   791101    request  Tt   ORNL  cladding    suelllng   & 
rupture    data.  Review  of    analytical    model*   &    tostf    indfcatii 
compliance  u/iOCFR90  Apo   K. All    OE   specs    For    calculated   peak 
cladding    temp   remain    unchanged. 
BUCHHDLZ,R.  H.       General    Electric    Co.       77/13/07.       2pp. 

— 7912100407  Forwards    response   to   HflC   791 1O1    raquast  r»    rod    burst   test 
data.  Concludes    that   data   properly   represented   ay    fua<L  modsli 
usid    in  vendor    evaluation  modcli.   t,   that   analyse*   damanstrate 
all    crltaria   ol    IQCFflSO.  46   satiiPied. 

DN3LEV.O.F.       Enon  Nuclear  Co.,     Inc.     (subs.     oF  E«aion   Copp.  ). 
7^/11/02.        5pp. 

— 7912100496  Forwards    addl    (nfo   re    evaluation   at    impact    of  NBC    proposed 
rupture/blockage  model    used    In   vendor    evaluation  model. 
No   adverts    impact    From  nau  rupture    burst   data    or   use    of   NRC 
rupture/blncliagB  model    on    licensing    calculation   results, 
rJH9LEVi  Q.  F.       Euan  Muelear    Co. ,     Inc,     <ti>bs,     af   Enon   Corp.  I. 
79/11/01.       Z2pp. 

7911200383  Forwards  T«ch   Spec    Change   Raquest  78. applying    Am* nil    23  to   OL 
to  all    refueling    cycles. 
FINFEOCK,  I.R.       Jersey    Central    Potuar  b  Light  Co.       79/11/16.        Ip. 

—791207040'!  Safety   evaluation    supporting   Tech   Spec    Change   Request  7Bi 
which    provides    for    tingle    &  multiple   contral    rod   removals. 
"     J»c»By   Central   Fnuer  &   Light  Co.       79/11/16.       3pp. 

7?iaH002ii  Forward i   updatad    Hits   of    SEP   topics   not   requiring    site 

revleiu   due    to    ongoing    generic    licensing   activities    outside 

SEP   or    because    oF    inapp  1  tcab  1  Uty    to    Paellit«. 

ZIEMAWW.D.L.  Operating   Reactors  Branch   2.       79/11/14.       Off. 

7912060132  Bumrnam    aF  791113  telcon  u./utll    in   re    Uiions    Itemed 
ImplemDntatlon. 
NOWICKIjB.  J.  Operating   Reactors   Branch   S.       79/11/20.       3pp. 

791204Q3SS   Foruianfi  DraiuinffS   4037,Bh9Btl    1    b  2,4303-4307  t  411O  for 
input    to    seismic    analijiii.  Lists    equipment  yeight*   vied    in 
devaloping    dynamic   model    at  reactor   bldg.  Equipment  uelghts 
uied    in    turbine    bldg   model    encl.U/o   drauinav. 
WAOA1.Y.       Jersey    Contra  1    Pouier   It  Light   Cn.       79/11/87.       6pf. 

7912170077  Approve*   790S3I    design    criteria    for    mod   resulting    from  fire 
protection  review.  Evaluation  oF    incomplete    itams   3.  B.  1 
through   3.3.4   forthcoming. 
ZIEMANN.D.  L.  Q-parating    Reactors  Branch   S,       79/11/27.       Zpp. 

7912040337  Forwards   ralponiK   to  NRC  790713   Itr    re   BEP   Topic    IX-3, 
"Station   Svc   &  Cooling   Hater  Syt.  "    AlBo    forw«ri)i   operating 
procedures    re   svc   uatar    failure  t  cooling    uot»r    iya    failure. 
TJiree   draulnos. available    in  Central    File*    only. 
NA-OAI.V.       Jerauij   Central   Power  fc  Light  Co.       79/11/BB,       3pp. 

— 791B040331    Operating   Procedure   504,  Revision  3.     "Bvc   H«tir  Foilure.  " 
*      Jersey    Central   Pomor   ),   Light    Co,       79/09/1B.       3pp. 


791B07O327    InFormi   HRC    that    revised    radiological    effluent    Tech   Specs 
will    be   tirbmltted   Mar    19BO.  prior    to    planned    19BO  outage. 
FIWFSOCK-  I.  R.       Jars*a    Central    Power    &   Light  Co.       79/12/03.       Ip. 

79181102iO   Forwards    reiponie    to  HRC    (tuettiotii   re   Tich    Bpec   Change 
Request  74.  Rtquasbs    prompt    con*ldiration. 
FIWFROCK,  I.  R.      Jersey   Central   Power   &  Light  Co.      79/IB/0£-,      6pp. 

7913140309  Roipondi   fco   791109  telcnn   r»   cnmmunleatlont  b«tu»tn  control 
room  S<   laf  etg-related    plant   ar»«s.  Ropoater/base    station 
communications    ays   will    be    installed    by   BO  0930. 
FINFROCK,  I.H.       Jersey    Central   Power    &  Light   Co.       79/12/07.       Ip. 

79121-90o31    Forwards   rospon<e    So  MRC   790716  requast   far   add  I    Info   r«    BEP 
Structural    Topic    I1I-2,  Topic    II  I-3A.  Topic    III-7B   &  Topic 
1II-7D. 
FINFRDCKi  I.  R.       Jersey    Central   Pouar    St  Light   Co.       79/12/07.       18pp. 

—  791B1904B9    "Flood    Lnvirl    Btudles    -  Hurric*n»  Tide   Estimate.  " 

HAEUBBNEfti  T.  E.       H««uiener.  T.  E.      7O/01/27.       ipp. 

—  79121904A4    "Rep*    on   Probaile  Max   Hurricane    Flood   Level." 

H  AEUB8NEF!  .  T.  E.        Haeussn*r.  T.  E.        7O/O4/S9.        92pp. 

—  791B190671    "CircirUUTig    Hater  Bys   -   Environ  Considerations." 

EATON.R.  D.      Eaton,    R.  0.  ,     P.  E.       70/06/23.       Bpp. 

—  7912190679    "Rept.     Probable    Haa    Hurrlcant   Flood    Analysis." 

BHERLOCKjP.       Dames   ft  Moore.       79/12/19.       34pp. 

—  7912190iB3    "E.p«n«ion    of   Drywell   Containment  Vessel." 

«      Jersey   Central    Peuer   «,  Light   Co.       79/12/31.       41pp. 

—  791B190703    "Load*    on   Spherical    Sh«lls.  " 

THULLEN.  P.      Chicago    Bridge  Ic    Iron    Co.       64/03/31.       39pp. 

—  7912190707    "Rept    oF    Initial    Overload    Tests    of   Leakage  H'te 

Determination    of    Pre-nura    Suppression   Vasselii  "   prepared    for 

Burn  i   &  Roir  Inc. 

*      Chicago  Bridge   &    Iron    Co.       &6/O3/31.       22pp. 

7912140417  Forwards    Tech    Spec    Changi    Request    76   For  License   DPR-1A. 
Change    removes   nondestructive   examination    requlreaants    for 
T  tact  or   coolant    tys    due    to    revised    inservlce    tn*p   program. 
F1NFRDCK.  l.R.       Jersey    Contral   Powar    ti  Light  Co.       79/12/11.       Ip. 

—  77£Zt404I9  Tech    Spec    Change    Request    7&  re    surveillance   requirement* 

In  Bectton  4.3  re   revised    iniervlco    Imp    program.  CortlFlceta 

of   Svc    encl. 

FINFROCK.  l.R.       Jersey    Central    Pouor    b  Light  Co.      79/12/11,      Spp. 

791Z1909A4  Forward*    jtrlmiry    contalnm«nt    isolation    sys   data.  in  reeponee 
to    MRC    request.  Request    For    long-term    sys    Info  now  to*ot»ti. 
FlMFROCKi  I.B,       Jtney    Central   Power    b  Light  Co.       79/12/14.       31pp. 

791S270S44   Forwards   response    to   NRC  79OB10  request   far    info   re   poselbt» 
draining   of    ipent    fuel    storaige    pool    following    pipe   failurei 
per-  SEP   Topic    IX~1.     "Fuel    Storage.  " 

.       Jerieu   Central    Poutr    h  Llgjht  Co.       79/12/14.       9pp. 


7912370354  Diecutses    lnt«nt    to    initiate   valve-   qualification    program   for 
contalnniint  vent  l»   purg*  valvet   &  ta   follou  Inttrlm  position 
for    containment    purge   tt   vent  valve    operatl'on.  Testing    of 
valves   uill    cDinmanct    Apr    or    May    I960. 
FINFHOCK,  l.R.       Jersey    Central   Power    fc   Light  Co.       79/12/17,       Ip. 

O.-    Inipectlo-n   rsport-»>     IE    Bulletins   Ir   correspondence 

7712O30249  Ack   recilpt    of    79O917    Hr    Informing   NRC   of   «t»p»    taken    to 
correct  violation  noted    In   IE  Imp   Rapt  SO-B19/79-10. 
BRUNNER.E.J.  Region    1.    Philadelphia.    Reactor  Operations  Nucl»»r 

Bupjftrt  Bratieh.      79/10/24.       Ip. 
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— 7912030848  Responds    to   NRC   790828    Itr   re   violation!    noted    In    IE   Innp 
Rapt   90-219/79-1Q.  Corrective   actions: revised   Flint   Emerging 
Froc*dures    911. 1.914  d   932   to    Include    restrictions   re    opin 
valves. 
RD9fl,D,A.       Jersey   Central    Pouter    b  Light  Co.       79/09/17.       4pp. 

— 7712030231   Forward!    IE   Imp    Rept   90-319/79-10   on   790303-O4  h  notice    of 
violation. 

BRIER.  B,H.  Region    1,    Phllade Iphia,    Office   of    the   Director. 

79/08/BB.       2pp. 


791811O04B  Forward*    IE  Circular   79-23,    "Motor  Starters   &  Contactors 
Failed    to   Qperati.  "   No  response  required. 

ORIEfl.B.H.  Region    1,    Philadelphia,    Office   of   th*   Director. 

77/11/26.        lp. 

791219Q027  Forwards  IE  Bulletin  77-37,  "Loss  of  Non-Clans  IE 
I nstrumentat Ion  Ic  Control  Pouer  Sij-s  Bus  During  Operation," 
Written  response  requlrBd. 

CRIER.B.H.  Region    1,     Philadelphia.     Office    of    tha    Director. 

79/1 1/3O.        lp. 


— 7913030992  Notice   of  violation    from    inap    on   7905D3-04. 

»          Real  on    1,    Philadelphia,    Office   of    tha    Director.       79 /OB/32. 
2pp. 

— 7912030254   IE   Imp   Rept    90-819/79-10   on   790303-04. None  amp  1  lance   noted: 
deficient   procedural    control!  uhlch    reiultad    in    isolation 
of  all  reeireulation!   loop!  ui/ tome  quant  dropping   of  cora 
waiter    leval    below   safety    limit. 

BRIOOS,  L,  ,    NEELY.D.R.  Region    1,    Philadelphia,    Office   of    the 

Dlrictor.       79/08/22,       2Qpp, 


77122B0019  Update*   79D921    response   to    IE  Qullatln  79- IB,     "Audibility 
Problem  Encountered    on  Evacuation   of  Personnel    from  High 
Noise   Area*.  "  Strobe    lite   devices   used    for   viiual    Alarm   in 
high    nolle    area*. 
HOSa.iD.  A.       Jersey   Central   Poyor  &  Light  Co.      79/12/O6.       2pp. 

7? 123 102 16  Forward*   IE  Info  Notice  79-30,    "Reporting    of   Defects  & 
Noncompl lances,  10CFR31.  "   No   action  required. 

QRIER.B.H.  Region    1,    Philadelphia,    Office   of   the    Director. 

79/12/OA,       4pp. 


7912300206  Forward!   IE  Imp  Rapt   90-219/79-19  on  791009-11.  No 
noncoapllance  noted. 

BRIMMER, E.  J.  Region    1,    Philadelphia,    Reactor    Operation*   Nuclear 

Support  Branch.      79/10/31.      2pp. 

—7912200213  IE  Imp  Rtpt   90-219/79-19  on  791007-11. No  noncompliance 
noted.  Major  area!    inspected: Independent   effort, organiiatlon 
k   adMlnlitratlon,  of f  ice   review  tc  LER    follouupi 
BRIMB.L,  Region    1,    Philadelphia,    Office    of    the   Director. 

KCCABE.E.  Region    li    Philadelphia.    Reactor   Operation!   Nuclear 

Support  Branch.       79/10/30.       7pp. 

7912310040  Forward!    IE   Imp   Rapt    90-219/79-13   on   790903-04. No 

n a nc cup  1  lance  noted. 

BMITH.O.H,  Region    1.    Philadelphia,    Fuel    Facility    &  Material* 

B*f*>ty  Branch.      79/11/06.      2pp. 


79131 90740  Forward*    IE  Bulletin  79-SB,    "Possible  Malfunction   of  Najnco 
Model    EA1BQ  Limit  Switch*!   at  Elevated   Tempi."  Written 
response   required. 

OflIER,B.H.  Region    1,    Philadelphia,    Office   of   the    Director. 

79/12/07.        lp. 

7912H00199  Forwards    IE    Info  Notlc.  79-31,    "Use   of    Intarrect  Amplified 
Response   Bpnctrn. "  No  written  risponie  required. 
DRIER,  B.H.  Region    1,    Philadelphia,    Dffici   of    th<    Director. 

79/12/13.       lp, 


R.    Periodic    operating   reports   t<  nlated   corraipondenci 


7912210306  Forward  »   monthly   operating   rept   for  Hov    1979. 
ROSE,  D.  A.       Jereeu   Central   Power  &  Light  Co.      77/12/14. 


lp. 


—7918310069   IE   Iiiip   Rept    30-219/79-13  on   790503-04.  No   noneomplianee 
noted.  Major  area*    Inipected: radiological    condition! 
•  •(Delated   u/lou-lou-lou  uiatar    Ivval    incident   after   790902 
redactor   trip. 

NEELYiD.R.  Region    li    Phllad*lphU,    Office    of    the   Director. 

STOHfl.J.P.  Region    1>    Philadelphia,    Fuel    Facility   &  Material! 

Safety   Branch.       79/11/OH.       3pp. 

7912200344  Forward!  uaita    packaging    Imp    Ropt   79-02A  on   790929-26.  No 
none onpl lane*  no tad. 

SUTHERLAND,  J.  T.  Region  2,    Atlanta,    Fuel    Facility    b  Material! 

Saf*tv  Branch.      79/11/07.      2pp. 

— 7913200399  Haste    packaging    Imp    R*pt   7 9-02 A. No  noncompllance   noted. 
rUjor  areas   Impacted:  ehipping   papar  h  DDT  placarding 
rBB.utrenent*,  radiation    levels,  removable    cont*,mlnatloni  DOT  t> 
NRC  package   features, 

BROWN,  R.  A,          Region  2,    Atlanta.    Office  of   the  Director.      79/11/06. 
6pp. 

7912090032  Forward!    IE  Circular  79~2Hi     "Stroke   Tinei    for   Power  Operated 
Relief  Valvei.  "   No  response  raqulrad, 

OR  I  Eft,  B.H.  Region    1,    Philadelphia.    Office    of    the   Director. 

79/11/16.       lp, 


—7912210310  Monthly    operating    rapt   for  Nov    1979. 
MCCLAIN,  C..M.       Jersey   Csntral   Power  fc  Light  Co. 


79/12/14.       8pp, 


B.    RuportnblB    occilrrBnces,    LERi   !•  related   correspondenca 


791S070333  Foriuarilt  LER  79-040/03L-0. 

ROBBj  D.  A.       Jersey   Central   Power  &  Light   Co. 


79/11/3O.       3pp. 


—  791207032B  LER   77-040/031.-0:  on  79il02,NRC   audit  notsd    standby   gas 
treatnint    syi    charcoal    filters   not   taited   pur  Tech    Spec. 
Caused    by    not    Including  methyl    iodide   removal    efficiency 
test    on   master    tost  schidule  b   in-plant    procedure. 
ROBS,  D.  A.       Jeriey  Central    power   t,  Light   Co.      79/11/3O.       lp. 


791S07O334   Foriiiardl   UER    77-037/03L-0. 

HOBBjD.A.       Jersey   Central   Pouier   t,  Light   Co. 


79/11/30.       lp. 


— 7912O7O340  LER  77-037/03L-0:  on  771 103,  during   monthly    surveillance   test. 
core    iprav    booster   pump  NZ03B   failed    to   start.  Pump    breaker 
control    power    fuse   checked.  Caused    by    loose    fuse.  Finn    clip 
tightnent    checked   It   fuse   replaced, 
RQS8,  D.  A.       Jersey   Central    Power  I.  Light  Co.      79/11/30,      3pp. 


7912030293  Forward*    IE  .Info  Notice   79-27,     "Gteam  Oenerator  Tube 
Rupture*   at   Two  PUR   Plants. "   No   response   required. 
CRIER, B.H,          Region   1,    Philadelphia,    Office  of  the  Director. 
79/11/16,      lp. 

7912100120  Forward!    IE  Info   Notice  79-2B,     "Overloading    of   Structural 

Element*  Due  to  Pipe  Support  Loads. "  No  response  required. 

OR1ER.B.  H.          Region  1,    Phlladalphlii,    Office  of  the  Director. 
79/11/16.       lp. 

7919110409  Forward!    1C   Info   Notice   79-S9,     "Loss    of   Noniafety-Relatsd 
Raactor  Coolant  BUS   Instrumentation  During  Operation. "  No 
ipteific   action   or  renponte  requirad. 

Dfliefl.B.H.  Region    1.    Philadelphia'    Offlc*    of    the   Director. 

79/11/19.       lp. 

7?1S050M7  Fqruard*    IE  Bulletin  79-26,     "Boron  L.OSB   From  BHR   Control 
Bladei,  "  fttiponte  required. 

CRIER, B.H,          Rpglnn   li    Philadelphia,    Office  of  tha  Director, 
79/11/80.       lp, 


7913070339  Forwards   LER  79-03B/03L-Q. 

ROflSj  D.  f\,       Jersey   Central   Power  t>  Light  Co. 


79/11/30,       lp. 


— 791207O363  LER   77-03B/03L-0:  on   791 10S,  d lesel    generator    1    failed    to 
start   during   dleiel    generator  SO'A  plus    load    test.  Cauaad   by 
component    failure. Breaker    position    switch   readjusted. 
ROBBiD.A,       Jersey  Central    Power  1  Light  Co.      77/11/30.      4pp. 


7712070333  Foruardi  LER  77-041/03L-0. 

ROBS,  D.  A.      Jer««u  Central  Power  &  Light  Co. 


79/12/03.       lp. 


-7912070349   LER   79-041/03L-0:  on  791 102, natid   that  no    affluent  data 
reported    for   raduait*   bldg    ventilation  monitoring    ays   ilnca 
Oct    1970,  CauiBd   by    inadeiiuate   design   of   effluent    nanltorlng 
iU*.ModR   made   to  enabl>  calibr  of  detictors. 
ROSS,  D.  A,       Jersey  Central    Power  &  Light  Co.      79/12/03.      3pp. 


7913070330  Forward!   LER  79-039/03L-0. 

ROBS, D,  A.       Jsrvoy   Central   Power   t>  Light   Co. 


79/12/03.       lp. 


791HOA0973  Forward*   lE.ClreuUr  79-24,    "Proper   Installation  fc  Calibr   of 
Cor*  8pi<e)y  Pipe  Break  Dtttctlon , Equipment   on  BHRs.  "  No 
n«ponii  required. 

DNIER.B.H.  Region    1,    Philadelphia.    Office    nf    the  Director. 

79/11/86.       lp. 


--7912070364   LER   77-Q39/03L-Q:  on  79tl09,while  performing    average   power 
range   monitor    surveillance    teit   b  callbr,100X   flow  rod   block 
•  etpolnt    an  Ctiennel    1    found    to   bi    107X  of  rated    neutron 
flux.  Caused    by    instrument    drift,  Channel    1   readjusted. . 
ROSBiD.  A,       Jersey   Central    Power  fc  Light   Co.      77/13/03.      3pp. 
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7712110315   Forwards    LER    7'7-042/03L-Q, 

ROS3.D.  A.        Jersey    Contral    POUWT    t.   Light    Co.        77/12/OA.        Ip. 

--79121103J7   LER    79-043/03L-Q:  on    7911O6.  valve   ERV   HH    1OBA   opened 
operation    for  no    reason.  After    calibr,  valve  mal  f  unc  Honed 
within    1-K.  Caused    bg    component    failure-.  Pressure    switch 
replaced, 
ROSS,  D.  A.       Jersey   Central    Power  &  Light  Co.       79/13/06.       3pp. 


7912210339   Forwards   ED.   79-36/03L. 
R05S.D.A.        Jersey   Central    Power 


Ltghl    Co.        79/12/11.        Ip. 


--79122I03B4   RQ    79-38 /03L:  on    791103, during    degraded    mode   operation    4, 
surveillance   testidleGel    generator    fails  if   to    start.  Caused    by 
dleiel   generator  breaker    position   switch    being    out  of 
adjustment.  Switch    readjusted. 
»     Jersey   Central   Power  lc  Light  Co.       79/13/14.       3pp. 

U.     Congreisional/Eiecutlve   Correspondence 

79123101B3  Foruard*  NRC    response    to   Ocean  County   Boar*  of  Chosen 
Freeholders   790Bli  roalution   re  Congressional   action   to 
establish    independent  agency    for   continous    radiological 
nonltorlnj   of    facility. AP  King    79OB21    Itr  «   resolution   encl 
CoggiCK.L.  V.      Office   of    the  Eierutive   Director   for   Operations 
79/10/34.       3pp. 

7912210190  Forwards   NRC  response    to  Board    at  Chosen  Free-holders 
resolution   re  Congressional    action   to    e-ttabliih    independent 
an«ncH    for    continuous   radiological   fflonltarlng    of    facility. 
eoSSICK.L.  V.       Office   of    the  Eietutive  Director    for  Operations. 
79/10/H4.        Ip. 


— 7915100407  Forwards  response    to    NHC    791101    request   re  rod    bur»t    ttat 
data.  Con-eludes    that    data   properly    represented    by,    fuel   modal* 
used    in  vendor    evaluation   models   &   that   analyse*   demonstrate 
all    criteria   of    10CFR50. 46   aa  tis-f  I  »d. 

OHBLEV.O.  F.       Enon  Nuclear   Co.,     Inc.     (subs,     of  Exon   Corp.), 
79/11/02.       3pp, 

—  7912100496  Forwards  addl    Info   re    evaluation  of   impact   of  NRC   propand 
ruptore/blockage    model    uied    in    vendor   evaluation  model. 
Ho   adverse    Impatt   from  new  rupture    burst    data  or   use    of   NRC 
rupture/liloefcHg*   model    on    licensing    calculation  results, 
QWELEY.O.F.       Enon  Nuclear    Co.,     Inc.      dubs,     of   Enon   Corp.). 
79/11/01.        22pp. 

79JS040442  Responds    to  NRC   791 1O7    Itr   !<    forwards   ff.   for   raviau  *. 
approval    of  request    to  amend    Tech    Specs    to    operate   tun 
reclrculatton    loop*    Isolated.  W/o    »ncl. 
DI9E.D.P.      Niagara    Hohauk    Pouinr   Corp.       79/11/31.      9pp. 

791S0404A9  Fori»4r*s    inro  re    containment    Isolation   barriers    in  response 
to  NRC  7.90713   1  tr.  Fourteen  ov»rsim  drawing*,  available   in 
Central   Files   only. 
DISE.D.P.       Niagara   rlohauh    Power   Corp.       79/11/ae.      4app. 

7918050492  Notifies   NRC    that  du«    to    deUU.    in   con*t   of   adn,ln Utr.tlon 
bldg    e»tenilon.  Installation   of    breathing   air   compressor   mill 
be    delaucd  until    600131. 
DIBE.D.P.       Mlapara   Ho-hauk    Pouier   Corp.        79/11/2U.       Ip. 

7912040315  SubmH-i    addl    Info   r«    790913    HP  on   corrosion  analusis 
r«»ultH.  Fleiults    transmitted    bu    791331. 
DIBE.D.P.       Mlagara   Hohaut   Pouier    Corp.       79/11/30.       Ip. 


—  7913210197  Forwards   AP  King    79OB3I    Itr    t  Ocean   Countu   Board    of  Choien 
Fretholilflrs   790816  resolution    concerninB    futility 

radioactive   dlschargei.  Req.uesti    c  onraen  t, 
MILLIAMSjJI.  A.       Bsnate.        79/09/04,       3ft- 

7912210237  Forwards  NHC   nnponse   to   rasolution   re   Congren  lonal    action 
to   establish    Independent   aaencu    for   continuous   radlolon  teal 
monltorinB 


QdBSlCK.L.V.      Office   of    the  £iicutlve  Director    for  Operations 
79X10/24.       Ip  f 


791204034S  Rnuesti    com idaMtlon    at   new    acceptance   criteria    for 
condensation   oscillation    luada,  including  margin  added    to 
pool    luell    net   vertical   upload,  pool    suall    impact   "Sweep" 
time    on   structures   above   pnol    fc    vent   h*ader   deflector    load*. 
BISEjD.  P.      Niagara   Mohauk   Pomer    Corp.       79/11/30.      Spp. 

79iaiB0547  FoTuapd*    addl    Info    re    station    electrical    dintribution 
per  NRC  791019  req.uest.  Afldl    deviations    from  NRC  guidelines 
have  not  bean   found.  Omits    distribution    BUS    tett   should   not 
be   necesiaru. 
DIBEiD.P.      Niagara   Kohauk   Foyer    Corp,       79/12/07.      Spp. 


DOCKET   80-320   NINE   MILE   PQIMT   NUCLEAR    STATION,     UNIT    1 
F.    Security,    medical,    emergency    t,   fire   protection   plans 

791320002?  DUcuises  NRC    791109  n»etlnj    re   emergency    preparedneia    team 
review  objectives.  Provida-s   gulJance    for   impravlng    license* 
etiargencv.    preparednoss  t,  aisuring    capability.    oF   olf«Ite 
agencies    to   take   appropriate   emergency    actiom. 
CRIMES.  B.  K.       Emergency  Preparednen   Task  Forca.       79/11/23.       30pp. 

79121B0339   He-quegt)    NBC    approval    bu.    Q00131    to   mpdlfii    fir«    protection 
s<js   nod    included    in  Amend   33   to  .DFfl-63,  Plan,    to    Install 
automatic   6K  Halon   systU/manual    carbon    dloilde    sua  as 
backup. 

DIBE.D.P.      Niagara   Hohaut   Power  Corp.      79/12/11.        Ip. 


rd!t  ellan9"    *°  utl1    ••eu'-itg    plan,  Plan  withheld 
BARTLETT,  JH       Niagara   Moheu*    Power  Corp.       79/12/11.       Ip. 

P.    Operating    license    itage  docunertts    It  correipondence 


7913210377  Forwards    interim  position   on   containment  vent  t,  purge 
valvei.ln  response    to  KHC  791022    Itr.  Presently,   verifuino 
oferabilltg    for   contaltunmt   vent    b   purge   valvei. 
DISE.D.P,      Niagara    Mohawk   Power    Corp.       79/1S/17,      3pp. 

7913270379  Changes   791126  commitment    to    Install    relief  &  safety   valve; 
position   indication    tevan   dau»    after    equipment   delivery. 
Relocation  o#    charge    amplifier*    outelde    druuell    If   required 
due    to   operatl-na   &   accident   environ   conditions, 
DIBE.D.P.      Niagara   Hohawk    Power   Corp.       79/12/19.      2pp. 

7912370330  Forwards   requested   clarification  of  NUREO-057H   commitments 
in    util    771126    ltr.FecIlit«   rell.f  valves  not   air   operated, 
Control    room   it*ff    to   be   augmented    bu    addition  of   aisiitant 
supervisor    bu  BOOIO1, 
fiHO&E.O.K.      Niagara    Hohaulr   Pow»r   Corp.       79/12/30.      2pp. 


Com*ltl    to    install   recirculatlon   pump   trip    by    BO  1231. 
DARTLETTi  J.      Niagara  Hohauk   Power    Corp.       79/12/21.       Ip. 

.     Inspection  reports,     IE  Bulletins    !>   correspondence 


7912300411    Notifies   that   response   to  79101B  rt^ost    for   info  re 
refueling    outage   forthcoming. 
DENTON.H.R.      Office   of   Nuclear   RaacUr  Regulatton.       79/11/03.       Si 

7913100169  Discuses  NRC  791101   meeting  w/representativei  of  NBS8 
vendoTi    t,  fuel    »uppli«rs   re  discussion   of  respective 
portions    of  ECC9  evaluation  nodel.   dealing  w/fuel    cladding 
fuelling    h  Incidence   of   rupture. Vendor   reeponiss   «ncl. 

,0.0.-       Division   of  Operating   Reactors.       79/11/09.       63pp. 


™ 

:  ECCB  •v«ll"tl°n  »»i*l    under  reqvf  renentt 
App  ^Evaluation   of   three    fu.l   vod   aodeU 

ASoERBnMVS  "'•*!!/«"«•   **"•   Westinghouse   pl.nl.. 

ANDERSON.  T.  M.      UtstlnglioutB  Electric   Corp.       79/11/02,      4pp. 


7'UtJ1   '"£""*  T.  ORNL   cladding    .welling    t. 
w-«-l»  fc  ba.ti    Indicate. 
.pec.    for   calculated    p.al 

r 


««M.         «™ 
cJaSd  nn  c'   U/1«™»  ^PP 

miJU      *          '   r»M'r'   unci. 
BUCHHOL2.R.H.      Oeniral   Electric   Co. 


79/1S/07. 


7912100203  Act   receipt  of  79O920    Itr   informing  NHC  of  step,  taken    to 
correct  violations   noted    In   IE    Tn«p    Re&t   30-220/79-1 S. 
MAHTIM.H.O.  Region    1.    Philadelphia,     fiafiguards  Branch.       79/1O/S3, 

Ip. 

— 7912100BOB  Rttpandi    to   NRC   790712    1  fcr   r*   violations   noted    in    IE    Imp  . 
Rept   30-2SO/79-15.  Corrective   actions   withheld   (ref 
1OCFR2.  790). 
tARTLETT.J.      Niagara  Kohauk  PoiniT   Corp.      79/09/20.      Ip. 

— -7912100211   Forwards    IE    Insp   Rept    30-220/79-18  on  790508-11.  Notice    of 
violation  withheld    (r*f    10CFRH.  79O1. 

KARTlNiH.O.  Region   1.    Philadelphia,    Safeguard!   Branch. 

79/09/12.       3np, 

—7918100215  IE   Imp  Kept   30-220/79-13  an   7905QB-11.  Noncompllcnce   noted: 
regulatory  requirement*  r*  alarn  response  procedurt*  fc 
recordkeeplnj.  Detiili   withheld    t-rrt   JOCFR8.  790). 
SHEPHERD,  R.  E.  Region    lj    Ph  1  tadvtphia.    Office   of   the   Director. 

DEVLIN, J.H,  Region    1.    Philadelphia.    Safeguards  Branch. 

79/09/B3.       Ip. 


DOCKETED  ITEMS 
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771&I7O16S  Reipond*    to    IE  Bulletin  79-24,     "Froien   Lino*.  "   Safety- 
roleted   proem.  Instrument  fc  lanpllng    line*    do   not    freeie 
during   cold  weather. 
SCHNEIDER,  R.  R,       Niagara   Hohawk    Power  Corp.      79/1O/24.       If. 

79122A009O  Forward*    IE   Imp   Rept    90-220/79-54  on  790V 14  h  2A-27.  No 
naneoBpllance  noted.  Imp   rapt   withheld    (ref    10CFR2.  790), 
HARTIN.M.Q.  Riglan    1.    Philadelphia.    Safeguard*  Branch.       79/11/02. 

app. 

7712310437  Reipond*    to    IE  BulUtln  79-14,     "Seismic   Analyai*    for  Ai- 
Bullt  SafetyrRelated   Piping   By*.  "   Forward*    luastnrg   at  work 
farfarued    to   date  &  updated    ichedule   for    completion   of 
'remaining    item*    per  790B17   Itr. 
SCHNEIDER,  R.  R,       Niagara  Mohawk    Power  Carp.       79/11/O7.       4pp. 

7912140197  Reipand*    to    IE  Bulletin  79-01,     "Environ   Qualification   of 
Cla«*  IE  Equipment.  "  Electrical   penetration  connector* 
preiontly   being   teited. 
SCHNEIDER,  R.  H.      Niagara  Mohawk   Power  Corp.      79/11/09.       Ip. 

771209004O  Forward*    IE  Circular  79-22,     "Stroke  Time*   for  Power  Operated 
Rlllef  Valve*.  "   No  r«*pon*e  required. 

M1ER.B.H.  Region    1.    Philadelphia,    Office   of   the   Director. 

77/M/la,       Ip. 

791*080274  Forward*    IE   Info  Notice  79-27,     "Steam  Oenerator   Tube 
Rupture*   it  Two  PHR  Planti. "  No   reiponte   required. 
WilEftiB.H.  Region    1,    Philadelphia,    Office    of   the   Director. 

77/11/16.       Ip. 

7912100134  Forwardi    IE   Info  Notice   79-38,     "Overloading    of  Structural 
Eli Mint i   Due    to  Pipe   Support  Loadi. "   ND   reiponie   required. 
ORIER.B.H,          Region   1.    Philadelphia,    Office  of  th*  Director. 
79/11/16.       Ip. 

7713110449  Forward!    1C   Info  Notica   79-29.    "Lo*«    of  Nonvafety-Related 
Reactor  Coolant  Syi   Imtrumentation  During  Operation.  "  No 
ipeclflc   action    or  reeponte   required. 

ORIER.B.H.  Region    1.    Philadelphia,    Office   of   th*  Director. 

77/11/19.       Ip. 

791SOS0263  Forward*   IE  Bull. tin  79-2o,    "Boron  Lota  From  BUR  Control 
Blafe)*.  •  He*pon*e  required. 

ORIERiB.K.  Region    1,    Philadelphia.    Office   of   the   Director. 

79/11/20.       Ip. 

7HM00303  Ack  raetlpt   of  79110S  Itr   Informing  NBC   of  itapi   taken  to 
correct  violation*   noted    in    IE   Imp   Rept   30-220/ 79-23. 
BRUNNER.E,  J,  Region    1.    Philadilphla>    Reactor   Operation*  Nuclear 

Support  Branch.      79/ll/ai.      Ip. 

— 791B200313  Reipond*   to  NRC  791OI9  Itr  rs  violation!  noted   In  IE  In*p 
R«at  9O-2SO/79-23.  Corractlve  •ctinnt:  reactor  analu*U 
p*rionnel  will   provide  cloier   lupervltorg  review. 
BCWCIDERiR.R.      Niagara  Mohawk  Power  Corp.      79/11/09.      8pp.     * 

—79123M31B  Forward*    IE    Imp   flept   90-220/79-23  On  79O91B-3O  t>  notice   of 
violation, 

BRUNNER.C.J.  Region  1,    Philadelphia,    Reactor  Operation*  Nuclear 

Support  Branch.      79/10/15.      2pp. 

"7913200324  Notice  of  violation  froa  ln*p   an  79OT1B-20. 

•          Region    1.    Philadelphia,    Office   of   the  Director.      79/10/11. 
Ip. 

--7918200332  IE   Imp  Rept    90-230/79-23   on   79091B-20. Noncontpl lance  noted; 
failure   to  properly  document  k  review  plant   teiting 
procedure*, 

ORAMAM,  P.  D.  ,    BETTENHAUBEN.  L.  Region    1,    Philadelphia,    Office   of 

the  Director.      CAPHTDNi  D.  L.  Region   1,    Philadelphia,    Reactor 

Operation*  Nuclear  Support  Branch.      79/10/11.      lOop. 

7?lfiOAQWO  Forward*   IE  Circular  79-24,    "Proper   Installation  l<  Oallbr  of 
Core  flprav  Pipe  Break  Detection  Equip went  on  BHRa.  -  No 
reepan*e  required. 

ORIER.B.H.          Raglan   1,    Philadelphia,    Office  of  the  Director. 
79/11/a*.      Ip. 

771BHO044  Forward*   IE  Circular  77-23.    "Motor  Starter*  ft  Contactor* 
Failed  to  Operate.  "  No  reipnnte   required. 

MIRR.B.H.          Region   1,    Philadelphia,    Office  of  the  Director. 
79/11/8*),      IB, 

7712040377  Forward*  raiult*  of  faadwater  ft  control   rod  drive  nonle 
inepi  perforated   during  Spring   1777  refueling   outage, Ha 
reaertaelt  indication*  of  cracking  found. 
D[BEiD.P,      Niagara  Mohawk  Power  Corp.      77/11/aS.      Ip. 


7912190044  Forward!  IE  Bulletin  79-37.  "Loss  of  Nan-Claia  IE 
Initrun»nt*t  ion  ti  Control  Pouer  BIJ*  Qua  During  Operation." 
Written  reiponc*  required, 

DHIER.B.H.  Region   1.    Philadelphia,    Office  of   th*   Director. 

79/11/30.       Ip. 

791231  0228  Forwardi    IE   Info  Notice    79-30,    "Reporting   of   Defect*  & 
Noneonpliflnce*.  10CFR31.  "   No  action   required. 
ORIEH.B.  H,  Region   1,    Philadelphia,    Office  of   the  D  true  tor. 

79/1  B/06.       4pp. 

7912190797  Forward*    IE  Bulletin  79-2B,    "Panlble  Malfunction   of  Nonco 
Modal  EA1SO  Limit  Euitchvi  at  Elevated   Tempi.-   Written 
ranponie   retjulrad. 

OR1ER.B.H.  Region   1.    Philadelphia,    Office   of   the  Director. 

79/12/07.       Ip. 

7912290019  Revise*  791107  r.«pon»e   to  IE  Bulletin  79-14.    "Seliiwlc 
Analuili    for  As-Built   Bifatu-Relatad  Piping   By*."   Utll    will 
inepeet   piping    *u>  within   drywell    tc  verify    raitralnt 
lotation   li  deiign   for    iy*.  where  OA  dacunintation  exiit-i. 
SCHNEIDER,  R.  R.      Niagara  Mohawk   Power  Corp.       79/18/07.       Spp. 


79122B021S  Forwardi  IE  Info  Notice  79-31,    "U*e  of  Incorrect 
Re*pon**   Spectra,"  No  writtnn  revponie  required. 
ORIER.B.H.  Region   1,    Philadelphia,    Office  of   the  Director. 

79/12/13.       Ip. 


R.    Periodic  operating  report*  h  related   correipondenci 

7912340267  Forward*  Monthly    operating  rept   -for  Nov  1979. 
SCHNEIDER,  H.  R.      Niagara  Mohawk   Powar  Corp.       79/12/10.       Ip. 

—  791226036S  Monthly   operating  rept    for  Nov    1977. 

PERKINS,  T.  J.      Niagara  Mohawk   Power  'Corp.       79/12/10.       4pp. 

8.    Reportable    occurrence*.    LER*  I  related   cor  rasp  undent* 

7712270299   Reipondt   to  NRC   7909  IB   ]tr  re    loti    of   offiiti    power 
One   event  occurred    on   731117  during  which    all    power    lovt 
cauiing   failure  of  one  113  kV  lln*. 
BARTLETT.  J.      Niagara  Hohawk  Power   Corp.      77/12/21.      3pp. 


DOCKET  90-223  UNIV.    OF  LOWELL  RESEARCH  REACTOR 

F.    Security,    medical*    energency   t   fire  protection  plan* 

7912120206  Forward.*   draft  Reg  fluids    3,  XX,    "Btd  Format  fc  Cantint    for 
Licenne   Phuiical   Security   Plan   for  Protection   of  SNH  of 
Moderate    or  Low  Strategic    Significance.  "  U/a   encl. 
REID,  R.  H,          Operating  Reactor*  Branch  4   (Pre  791030).      79/06/32. 
2pp. 

J.     Insurance  ti    indinnlty    infarnatlon 

77121B0979  Executed   AMtnd  9   to   Indemnity  Agreenent  E~34.«odifying 
prafatoru,    language  re   "courie  of   traniportatlon.  * 

BAL.TZHAN.J.  Antttruit   I.   Indemnity  Oroup.      DUFF.J.B.      Lowell.    Univ. 

of.       79/11/30.       Ip. 


DOCKET  90-224  UNIV.    OF  CALIFORNIA  RESEARCH  REACTOR 

F,    Security,    medical,    emergency  ft   fire  protection  plan* 

7712120206   Forward*   draft  Reg   OuldM    9. XX,    "Btd  Foraat  1  Content    for 
Llcemee    Phyilcal   Security  Plan    for  Protection  of  BNH  of 
Moderate    or  Low  Strategic    Significance.  "  U/o   end. 
REID.R.H.  Operating  Reactor.   Branch   4   <Pre  791030).       79/OB/22. 

Kpp. 

0,    Adjudicator^   correipondence 

7V121BO612  Endorie*  Friandt   of  the  Earth  r*q.ue*t  for  action  a*klng 
pareuimnt  revocation  of  Regent*  of   Univ  of   CA  OL, 
OEOROe.J.       Alaaieda  County.    CA.       77/10/30.        Ip. 

771S14O429  Requeit*  *u*penilon  of  all   ectivitle*  of  TRIOA  reactan 
rewaval  of  all  Pu  fc  ether  radioactive  metl,,  permanent 
revocation  of  OL  I  holding   ef  public  hearing*   In  Berkeliy, 
CA,  before  anv  retuaptlon  of  reactor  operation*. 
MAHT1NO,  1.,    BALDMIN.M.A.      Frienda    of   the  Earth.      77/12/11.      21pp. 


DOCKETED  ITEMS 


rating    license    stage    documents  &    c orrBspondBnce 


Oi,16   Enflorsas   Friends    of    tho   Earth    request    that    reactor  activity 

tchnVBlry    Hall.Unlv    of    CA.b»    suspanded.CA   AisemblB 

11    endorsB-ment    encl. 

ON.H.       Berkeley,    CA.       Ti/OBfQl.       2pp. 


p.     Operating    licente    stage   dtieura>nts    (.  eorresponJ«-nc» 

79121001B9    DlscusiBS   WRC   791101   ranting  u/rep-r.stntative.    of   NSBS 
vendors    &    fuel    mpplier.  re    discussion   of  raipictlve 
portions    of   ECC3  evaluation  models    dealing   w/fu«l    Cl*ddins 
(luslling    t.   incidtnce    of   ruptur*.  Vandor    responiis    •"*'• 
EISENHUT.D.O.         Division  o*  Operating  fi.«c*or».       79/11/O9.       68pp. 


50-233   RPI    CRITICAL    EXPERIMENT 
uritg.    mtdlcal.     emergency    ti   fire    protection   plant 

!QEOi  Forwards    draft    Rej    Culda   S.  XX.     "Std   Format   S.  Content    for 

•nja»   Physical    Security   Plan,    for    Protection   of    HNM  of 

rat*    nr    Lou  Strataglc    Significance-"   W/o    and. 

I.R.U.  Operating   R« actors    Branch    4    (Pre   791O3OI.       79/OB/22. 


•  g»-22G   AERDTEST  RAD1DORAPHV   6  RESEARCH  REACTOR 
urity,    medical,     emergency   fc    fire   protection    plans 

!020(b  Forwards    draft   flag   Ouide   9.  XX.     "Std    Farna  t   &  Content    for 

in see   Physical    Security   Plan    for   Protection    of    8NM  of 

irate   OT   Lou  Strategic   Significance."    W/o    end, 

).R.  M.  Operating    Reactors   Branch   4    (Pro   791O30).       79/OB/32. 


ipe-ctlon    reports.     IE  Bulletins   &   correspondence 

WJ132  Ack    reenlpt    of    791S03    Itr    Informing    NRC    of    *tHp«    taken    tn 
••ct   violations   noted    In    IE    Insp    Rept    30-S2B/79-OB. 
I,  H.  E.  Raglan   9.    Ban  Francisco,    Fuel    Facility    fc  Materials 

itg    Branch.       79/12/11.        lp. 

J26Q134   Respondtt    to   NRC  791113   Itr    ri   violation*   noted    in    IE    Inep 

ipt    30-229/79-03.  Correct  ive   nc  tions:  aval  tftion   of   n«utron 

»es    for    personnel    in  QA    lab   l<  reactor   consol*    eonploted   oy 

M  11  3. 

EMACIIECX.R.  L.       Aerota*t  Operation*.       79/12/03.       Hpp. 

IS6OIDS   ForwavdB    IE    Imp    Rapt    SO-B2H/79-OS  on   791O13-17  &  notlca   of 
lolatlon,  , 

IQKjH.E,  HegloTi    9,    Ban  Francisco.    Fuol   Facllittf    fc  MatnrlalB 

ifety  Branch,      79/11/13.      3pp. 


Notlcn   of    violotlon    from    imp    on-  771O19-17. 
ion   3.     San    Franc  i  ica,    OfFle»    of    the  Director.       79/11/13. 


JH60139    IE    Insp   Rapt   SO-BiJB/77-02    on  791013-17.  Nnnccmp  Uance   notad; 
«.llad    to   adeq,uatvlg    evaliiatu    neutron   eip-oiuTOi, 
MUD.  J.  Q,  Region    3.    Ban  Francisco,    Office    of    the   Director. 

DBK.H.E.  R«9ion    3.    San  Francisco.    Fuol   Facility   fc  Materials 

•  Patij    DraiiEh.       79/11/13.       Bpp. 


r   30-337   DHE3DEN   NUCLEAR   POWER  STATION.    UNIT  3 
curit*.    medical,     emerjancy   b   Fir*    protnction  plans 

OOOaa  Dlscu«*o»  NHC   791109  meeting   r«    amergo'ncy    praparednesa    t»am 

leu    objectives.  Pi-ovidi*    nuldancn    for    Improving    llonsoe 

rgeneu   pr*paredn»s»  *  aisurlna  capability   of  offnlt* 

nci*i    to    take   appropriate   enemn-ncu   actions, 

HEBjB.K,       Emoroancu   Preparedness    Ta»k    FQTCB.       77/11-/B3-       3Opp. 

700*3  Foruardi    Hit   of    »p«clfle    lfc«m»    raquirlnB    updating    in 
rgoncu    piano.  EnDrjBii-cg    plans   mere    evaluated    using    code 
uir«ment»,H»fl    Qulne    1.101   4   Einargirncg    Planning    R*viBU 
dvlinei   Nunaoi'    l.RavUlan    1.  __ 

DLITO,  T.  A.  OpeT-atlno   React  op*    Branch   3,       79/11/30.       7pp. 

'700Ba  Act   receipt  of  790816.   Itr   transmitting   ««curlty   personn«l 
Inlnn   *    qualification    plan,  Raqu»at«    »ubrnlttal    of   Class    I 
II    fan   totalling  "4.00O.  „„,.„,,„        , 

LER.H.n.  License  Fe»  Managt.nBnt  Bi-nnch.      79/12/10.       lp. 

nBToE    coTTespondenc* 


—7912100233  Responds    to   NHC   791101    request  r.  norcamp  1  lance    of 
Uflstinghouie    ECCS   evaluation  model    und«r   rnulTenent* 
of    10CFRSO  App   Revaluation   of    three    fuel    rod    models 
indicates   no    *af.tij   problems   for    Hestlnghouie    plant.. 
ANDERSON,  T.  M.       Wastinghous.   Electric    Corp.      79/11/02,       4pp. 

—7912100330  Rsupnndi    to   MM   791101   request  re  ORKL  cladding    aweUlno.    b 
rupture   data.Revl»u  of  analytical    models   t,  test.    Indicate. 
compliance  u/lOCFRSO  Afp    K.  All   CE  ipee.   for   calculat-d    peak 
cladding   tamp   remain    unchanged.  „„,._.,,,        -„_ 

BUCHHOLZ.R.H.       Oaner-1   Elactrlc    Co.      79/12/07-       Bpp. 

-791B100107  Forward,   response    to  NRC  79H01    raqu.st   re    pod    burst    test 
data.  Concludes    that  rfata   prop«rl«   raprtsanttd    bg    fuel    models 
used    In  v«ndor  .valuation  modal*  b  th.at  analyst*   demonstrat* 
all    criteria   of    iQCFRoO.  16    satisfied. 

OUBLEV.  O.F.       E.ion  Nuclear    Co.,     Inc.     (suoi.    of    E»xon   Corp.). 
79/11/02.       3pp. 

—7912100436  Forwards   addl   info  r«  *v*luatlor   of   tmpfltt   of   NRC  proposed 
ruptwrB/nlockag*   mortal   used    in  vendor    evaluation  model. 
No   arivarst    Impact   from  n»u  rupture   hurtt    data    or    USB    of  NKC 
rupture/Hockage   nortel    on    Hcanitng   calculation  r«»ult». 
QWSLEy.O.F.       E«on   Nucl«*r    Co..     Inc.     Uuns.    of    E««on   Corp.  t. 
79/11/04,      aapp. 

7V121B017H   R.sponds    to   790313   Itr  re    completion  of   draft    evaluation 
nf  8EP   TOPIC   IV-1.  A.  RsvUu  compute  &  avaluatlon  will   b« 
b«slc    input    Into    integrated    safetij    as»e..ment. 
ZIEHANN.D.L.  Operating  R»actor.   Branch    ».      79/11/13.       2pp. 

7912040361    Forwards    plant  .team  oypass   capaclti)   shaett,  percent  rated. 
Info  provitfad   to  OE  for  incorporation  into   NEDO-247OB. 
PEOPLEQ.D.L.      Commonuiealth   Edlton   Co-      79/11/li.       HOjOpp. 

791S110013  Forwards    updated    lists   of   BEP    topics  not  renulrino    sit* 
revisu    due   to   ongoing    ounerlc    licensing    actlvltiei    outside 
SEP  or   bocau.e  of    inapplicability   to  facility. 
ZIEMANN.  D.L.  Operating   Reactors   Branch    2.      79/11/16.       8pp. 

791H1702O*  Foriuarils    evaluation   of  BEP  Topic    XVII    "Operational    OA 
ProarjuB.  "   R.vlew   completed.  A.  s«*iment   Incorporates    util 
7fll023   sutgisted   aods.  ___  ,  .  ,„„ 

Z1EMANM.D.L.  Qp.retlnj  Reactors   Branch    2.      79/11/8Q.       flpp. 

791S03032B  Discuss*.   791113  *    14   sit*   visit   r*  solid    raduast* 
processing   fc   tamporary    storage.  Facilities    h«vt    Instituted 
improved   uiaste  minimization  program*.  __,.,,„„ 

ORANT.P.  .    LOiR.  Environmental   Evaluation  Branch.       79/11/23.       Hpp. 

791B070417   Comment*   on    and   Fugro.  Ine    ravleiu   of  LLL/TERA  rept   re 
idinic    haiard   jnalytii,  Variance    In   eipert   opinion    •uflaeDt. 
that    p-rooram  output    1«    Inaccurate.  OutstlonabU    ar«a»    numt   be 
resolved    In  order    for   methodology    to  be    useful. 
JANECEK.R.F.      Commomuaalth   Edl«on   Co.       79/11/29,       Bpp. 

--791207O4BO   "Critique    of  LLL/TERA  Hept«    on   Sslsmie    Hat*rd   Analv*l*>  " 
prepared    for   Nuclear  Bvci    Corp, 
•      FUROO  Consulting   EnelneBrt  !<  Oeologists,       79/10/S6.       7pp. 

7T1211O39B  Summary    of    791011    meeting    u/utll    re  flEP    niimic    revlau. 
UEVIM^H-A.  flysttmatlc  Evaluation  Program  Branch.       79/H/29.       Bpp. 

7912310361    flubmlts   r«qu**t«d    Info   on   SEP   Topic    IX-3.     "Btatlon  Bvc    li 
Coollna  Mater   BUI.  "   Total   residual   heat   released   during   cool 
douin    frDa  normal    operating    temp    to   218  F  appro*    473.  3 
million   DTU. 

j  R.  F.       Canaoniuoalth  Edison  Co.       79/11/89.       opt- 


180405  Dl*cuac«i   79120"   tltla   ihang*   of  manager   of  nuclear 
•ration*    to  vlt»    president.  Organisation   atructtiri    rot 
isr.d.Ho    i-svlalon  will    be   made    to   OA   progran    topical    r«pt 
•1-A  until    organisation   atructurs    it    dtlireatBd. 
ISCEK.  R.F.       ComBonuea  1  th   Ed  1  son   Co.       79/lH/i9.       lp. 


7912040297  Forward*   supplementary  response   to  bi   incorporated   Into 
79101B   Itr  re   les»on*   liarned  commitmenti   to  meet  near-  term 
requirement*. 
REED,  C.      Commonueilth   Edison  Co.      79/11/30.      7pp. 

7912040483  Submits  updated  schedule*   for   Installation  of  reeircul«tion 
pump    trip  mods   per   79032?   Itr, 
PEOPLES.  D,  L,       COMtonuiBalth   Edison  Co,       79/11/30.       2pp. 

79121S0411  Forwards   tuppli«»nt*rg  response  TB  coanibeiBnt   to  neat 
ehorfi-tirn  raituir'iA*nt>  of  Leitoni  Learned  Tail  Force, 
REED.C.       Cominoniiiealth   Edison  Co.      79/11/30.      7pp. 
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7912120429  Forwards    supplemental    responie    to    79101B    Itr   re   commitments 
to   L*iion!    Learned    Tail    Force   recommendation*. 
PEOPLES.  D.  L.       Commonwealth    Edison   Co.       79/12/03.       2pp. 

7912110330  Proposes   to   amend    Tech   Specs, ex  tending   m«i    average   planar 
linear    heat    generation   rate    to    larger   eiposure    values.  Errata 
&  addenda    sheets    for    "LOCA  Analysis  Rept,"    Tech   Specs   page 
changes    b  Clas*    III    Fees    encl. 
PEOPLES,  D.L.       Commonwealth    Edison  Co.       79/12/04.       2pp. 

—7912110386  Errata  tt  addenda    sheets    for    "LPCA  Analysis  Rept." 
"      Oeneral    Electric    Co.       NEDO-24146.       79/10/31.       3pp. 

— 7912110391    Tech   Spec    page   changes: Page   B1C-1    for   Dremden-2  t  Figure 
3.  S-l    For   Quad-Cities-1. 
»      Commonwealth   Edison  Co.       79/10/31.       3pp. 

7912140244  Forwards    design   drawlngi    re   water    euppression    sys, detection 
•  ye   fc  Unit    1    fire   pump.  Drawings    available    in  Central    Files 
only.  Hydraulic    calculation    Info    h  Fairbanks    morse   manual 
describing    fire    pump    encl. 
JANECEK,  R,  F.       Commonwealth   EdUon   Co.       79/1JJ/04.       2pp. 

791S270006  Requests    that    any    Info   re    Ion    of   offiite   power   at    facility 
be   forwarded.  Info   should   be   tubmltted  within  9O  day*   of   Itr 
receipt. 
ZIEMANNiD.  L.  Operating   Reactors   Branch   2.       79/13/04.       3pp. 

7912210349   Forwards    cover    sheet    for   CE-l-A,  Revision    10, inadvertently 
omitted   From  791116  transmittal. 
NAUQHTON,  W.  F.       Commonwealth    Edi*on  Co.       79/13/13.       2pp. 

7912180931    Forwards    info    documenting    evaluation   of   purge  It   vent  valve 
opirabillty    varif Icatlon.  Util    committed    to    purge  &  vent    iyi 
In   conformant  u/NRC   Interim  position, Complete   confirmatory 
analyses    not   available    for   30-40  wk. 
PEQPLEB.D.L.       Commonwealth    Ediion   Co.       79/18/14.       App. 

7912190942  Forwards    "Adequacy    of   Station  Electric    Distribution   Bya 
Voltages,"    addressing    4BQ-volt    undervoltage    conditions. 
JANECEKiR.F.       Commonwealth   Ediion   Co.       79/12/14.       lp. 

—7912190349    "Adequacy    of   Station   Electric    Distribution  Bya   Voltage*.  " 
*     Commonwealth  EdUon  Co.      79/12/14.      Bpp. 

7912270469  Forwards   response    to   NRC   reque*t    for   addl    infn    on  TMI 
Lenoni  Learned  Task   Force  Recommendations  2.  1.  7a  da.  1.7b. 
PEOPLES,  D.  L.       Commonwealth    Ediion   Co.       79/12/14.       Bpp. 

7912270470  Advi*ei    that   qualification   program    For    remaining    purge   b 
vent    containment   valve*    ii    in   progress. Dresden   &  Quad-Cities 
butterFly  valve*  will   cloia, regardless  of  decree  of   opening. 
Rvvponse   to  NRC   interim  position  encl. 

PEOPLES,  D.L.       Commonwealth   Edison  Co.       79/12/14.       6pp. 

7912B70397   Advises    of   compliance   w/Cates°ry    A   TMI    Lessons   Learned    Task 
Force    items    Identified    in   NRC   790913  &   1030    Itrn.  Compliance 
will    be   achieved    by   HOOlOt.or   prior    to   return    to   power    Far 
units    in    outages    on  800101. 
PEOPLES,  D.L.       Commonwealth   Edison  Co..       79/12/17.       lp. 

7912310370  Forward*   Sargent   tt  Lundy    rept    Indicating    sufficiency    of 
toru*    sway   rods. Rubber   mats    are    glued    to    steel    battery   rack 
h   glata    battery    cells    *it   on   rubber   mati,  providing    factor   of 
3   conservatism   in   coefficient   of    friction. 
JANECEK.f).  F.      Commonwealth  Edison  Co.      79/12/18.      app, 

771227O4S9   Confirm*    discussions   re    proposed   Inch    Spec    amend    to    extend 
max    average   planar    linear    heat-generation   rate    curves.  No 
fuel    type    is    expected    to    exceed    oaak    pellet    exposure   above 
40,  000  MWD/8T, 
JANECEK,  R.  F.       Commonwealth   Edison   Co.       79/18/20.       lp. 

7912280933  Respond*    to   NRC   791O31    reque*t    for    plant-unique 
implementation   schedule   for  additional   condeniatlon  tests 
rt  Hark   I   full   *c»le   test   facility. Analysis   dependent   on 
final    resolution   of   acceptance    criteria. 
PEOPLES.D.L,      Commonwealth  Edison  Co.      79/12/20.      2pp. 

7919310346  Forwards  revised   page*   to  CE-l-A,    "Comm  Ed  OA  Program  for 
Nuclear  Oeneratlng  Stations,"  Revl«ion   11. 
JANECEK,R,  F.       Commonwealth   Edison  Co.       79/12/20.       lp. 

— 7912310397  Revised   pages    to   CE-l-A,     "Comm  Ed    QA   Program  for  Nuclear 
flenerating   Stations,  "  Revision   11. 
*     Commonwealth   Edison  Co.      CE-l-A.      79/11/21.       16pp. 


InipBttion  reports-     IE  Bulletins   I,   correspondence 


791HOS0013   Forwards    IE    Imp    Repts    30-010/79-19,  HO-237/79-33    ti 
SO-249/79-ai    on   790904-23  it  notice    of   violation. 
HEISHMAN,  R.  F.  Region    3,    Chicago,    Reactor  Operation*   Nuclear 

Support  Branch.       79/10/1B,       2pp. 


— 7912030020  Notice    of  violation    from   insp   on   790904-Sfl. 

*          Region   3,    Chicago.    Office   of    the   Diractor.       79/10/13. 


2pp. 


—7912030037    IE    Imp    fieptj    30-010/79-19,50-237/79-23   &   3O-249/79-2I    an 
790904-39.  Noncompliancfl    noted:  fal  lure   to    control    access    to 
high   radiation  areas   b    failure   to    fallow  procedural. 
BARKER,  J.  L.  ,     UALKER,  R.  B.  ,     SPEQBARD,  R.  U,  Region   3.     Chicago, 

Offics   of    the   Director.       79/10/19.       9pp. 

791H050204  Notle*   oF  violation   from   inap    on   790904-aQ. 

«          Region  3,    Chicago>    QffUe    of    the   Director.       79/IO/19.       2pp. 

7912200344  Forward*   uait*    pacioging    Inap   flept   79-02A  on   790935-36.  No 
noncompllano   noted. 

SUTHERLAND,  J,  T.  Region   2.    Atlanta,    Fuo  1    Facility  fc  Matorlals 

Safety   Branch.       79/11/07.       2pp. 

—  7912S00393  Uait*   packaging    Insp   Rept   79-02A.  No  noncompliance   noted. 
Major  areni    Inspected:  chipping   paper   b  D'DT  placarding 
requlramente,  radiation    levels,  removable    contamination.  DOT  ti 
NRC   package    feature*. 

BROWN-  R,  A,  Region  8,    Atlanta,    Office    of   the  Director.       79/11/Ob. 

fipp. 

7918130679  Foruard«    IE   Imp    Repts   SO-01O/79-21,  BO-237/79-S1   b 
90-249/79-22  on  791009-13  (t   13-lfl  fc  notice    c-f  violation. 
In»p   repti   b  notice  of   violation  withheld    (ref    10CFR2.  790)  . 
HIND,  J,  A,  Regions,    Chicago,    Safeguard*    flranch.      79/11/09.      2pp. 

7912090106  Forwards    IE  Circular  79-22,     "Stroks   Tlmos   for    Pousr  Operated 
Relief  Valvai.  "  No  response   required. 

KEPPLEd,  J.  0.  Rsa'on   3.    Chicago,    Office   of    the  Birector.       79/11/16. 

lp. 

7912100213  Forward*   IE  Info  Motlce  79-2B,    "Overloading  of  Structural 
Elements  Due   to  Pipe  Support   Loads.  "  No   renponsi   required. 
HEPPLER.J.O.  Region   3,     Chicago,     Office    of    the    Director.        79/11/16. 

lp. 

7912110897  Forwards    IE   Info   Notice  79-39,     "Lass   of  Nonsafety-Related 
Reactor  Coolant  S(jo    Instrumentation   During    Operatl  otl.  "    Mo 
specific   action   or   nsponie   required. 

KEPPLER.J.  0.  Region   3,    Chicago,    Office   of   the   Director.       79/11/1A. 

lp. 

7912310023  Forwards    IE   Imp    flepts   SO-237/79-HS  b  30-249/79-23   on 
790917-18   b   24-27.  No   noncamp  1  lance    notod. 

KEPPLER,J.  0.  fioglon   3,    Chicago,    Office   at    the  Diroctor,       79/11/li. 

Bpp. 

—7912210031    IE    In«p   Rept!   30-237/79-23  «.  50-249/79-23  on   790917-1B  (t 
24-27.  No   noncoir,pliancn   noted.  Major  areas    inapectad:  coolinu 
take   const,  sail    borings    on   north    dike  &  revlaw  of  monthly 
surveillance  repts  on   dike    structure. 

OALLAOHERiE.  J.  ,    OEBTMANN,  M.  J.  Regions.    Chicago,    Dffic*   of    the 

1)1  rector,      HAVES,  D.W.  Region  3,    Chicago,    Reactor    Construction  & 

Engineering  Support  Branch.      79/11/14.      atpp. 

79121B0013  Notifies    of   dalay    In    implementation   of    IE   Bulletin   79-14  r> 
accessible   areas   comparison  &  evaluation  phaie.  Current 
program  provide*   for   earliest   detection  b  evaluation   of 
significant   discrepancies. 
PEOPLES,  D.  L,      Cammonuealth   Ediion  Co.      79/11/19.      2pp. 

791B0903SO  Foruardi    IE  Bullotin  79-36,    "Boron  Lost  From  BHH  Control 
Hladas."  Response   riqulrad). 
KEPPLER,J.  0.  Region  3,    Chicago,    Office  at   the  Director.       79/11/30. 


7912040009  Ack    receipt  of  79110Q   Itr    informing   NRC   of   ttup.    tcken   to 
correct  violations  noted   In   IE  Imp  Repti  30-010/79-19. 
30-237/79-23  b   30-S49/79-31. 

HEISHMAN,  R.  F.  Region  3,    Chicago,    Reactor   Operation*    Nuclear 

Support  Branch.       79/U/B1.       lp, 

—7912040011    Responds   to  NRC   791015   Itr   re  violation*   notari    In    IE   Insp 
Ripts    30-010/79-19,30-237/79-23  &  30-249/79-21,  Correc  tlv* 
acttoni:  personnel    Instructed    to    loci    door    to   high   radiation 
•rt*. 
PEOPLES,  D.L.       Commonwealth   Edison  Co.       79/11/08.       3pp. 
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7712100417   Forward.    IE   Circular    79-34.     "Proper    ln*tallatlon   t,   Calibr    nf 
Cart    Bpraij    Pipe    Br«afc    Det»ctton   Equipoisnt    on   EHRs,       Ho 
written   r*«po.nie  nquired 
KEFPLER.J.Q.  Region   3,    Chica9o.     Office    of    the    Director. 


LER  79-063/03L-0:  on   791  114,  during    w««ltly    survalllance.  source 
«a«nlt"r   "llbr    initiat-d   rod    block    at    1O3E9   count,    per 
"«on«   cUuwd    "y    electronic    instrun,*nt    dri  ft.  Source   range 
«nnitnr   raadJUitei!    Si    ulll    be    tested    lusokly. 

"         CDmmoni-ealth    Edi.on    CB.        79/11/30.        Spp. 


7912140187   Forward.    IE   Circular    79-23,     "Motor   Starter,   (,   Cent.etcrs 
Failed    to   Operate.  "   No   uritten    response    required.  70/11/26 

REPPLER.J.O  R.gicm   3-    Chicago.    Office    of    th,    Director.       79/11/26. 

If. 

79121IC393  Notffii*    that   NBC    int.ndi    to    routinely    forward    to 
appropriate    «late  public   util    regulatory   groups   i  state   "ty 
g.neral   ofcs   toptt*   of   escalated    er.forc.nent   corraiponil.nca 
sent   tu   KHC    ta   licensees.  „,        .  .._..  ,  ..,„ 

KEPPLER.J.Q.  Region  3,    Chlcasa.    0"'"   °f    tflE    Dlr.etcp.      79/11/20. 

IP- 

7912190199  Forfciards    IE    Bull.  tin   79-27,     "Loss    Of   Non-Cla.s    IE 
Instrumentation  &  Control   Pouer  5ys  Bui  During   Op.  ration. 
Written  response  required.  lajii/tn 

KEPPLER.J.O  Region  3,    Chicago.    OffUt   of   th.    Director.      79/11/30. 


Forward!   UER    79-Oil/03L-0'. 
8EPHENBDN°B  B       Comn.onw8.lth   Edison   C».       79/12/08.       lp. 

7913140404  LER  79-061  /03L-0:  on  791  1O9<  during    normal    up  .-rat  ion,  found 
C«do«   •tor.Bi   t-nli    b«l«  Tech  Bp.c    limit,  Cau.ed    by    drift    in 
sorino   Mtpoint   of   pilot    valve  1009137.  Boring    M«    adju.tad. 
HOLLftNu"       Commonwealth    Edison   CD.       79/12/06.       3pp. 


7912140*39  Forwards  LEH   79-04.2/03L-0. 

BTEPHENSON,  D.  H.      Commonwealth   Edison   Co. 


79/12/06.        lp. 


-79131*0491   UER  79-062/03L-0;  on  7911  10-  u/Unt  t    2  at   st«ad«    powjr.Unit  3 
«»«••<  (•  Oroup  2    Uolatior.  occurred.  Standby    gas    tr-atment 
sus  A   tripped   after    start  fc  s«B    B,  In    Bt-ndfty,  started.  C-uied 
bu   blown   fute    in   sya   rt    haater   control    circuit. 
BADRAN.8.      Conimonuiealth    Edison  Co.       79/12/06.       2pp. 


791HH0036  Forwards    IE    Inlo  Hotice  79-30,    "R.  porting   of  Dtteets  t 
Noncpapll»ncB«.10CFRSl."   No  action   or   r.sponse  required.  „....., 

KEPPLER.J.O.  R.gion   3,    Chicago,     Office   of    the    Director.       79/13/06. 

IP- 


7913270345   Respond,    to   NRC    r.que.t.    for    Info    r«    loss    «'"««**• 
•vants    at   fac  1  1  ity.  Forujarda  ansuier*    to    que»tion«   r»   651112 
L  700122  events,  LER  7B-OQ3/03L-Q,7BOlHSr   deviation  rnpt   6 
Mtof  MS  "5  *   139    "V    Hn.    failure    during    1974-1979. 
JANECEK.H.F.      CammonuMlth,    Edison  Co.       79/12/19.       21pp. 


791=200086  Forward.   IE  .Bulletin   79-29.    "Possible  Malfunction   of  Nanco 
Model  EA1BO  Unit  Buiilchat  at   Elev«t«d   Tempi."  Action 

KEPPLER,  j.  0.  Region  3,    Chicago,    Office   of   th.   Director.      79/1B/10. 


791SS00443  Notll  Ic.tion    of  79UJ3  ntitlng  w/util    ta  dUcuis    IE  Bulletin 
79-02  anchor   bolt  t>  ta«B   plata   analtf»i». 
JORDAN.E.L.         DivliLon  of  Reactor  Operation*    Inspection*. 
3pp. 

R.    Periodic   operating  report*  t  related    corretpondonci 

7912180377  Foruiardi  noilthlij  operating  repti   for  Nov   1979. 
8TEPHEN30Ni  B,  0.      Coa«onuiealtb   Edi»on  Co.      79/12/O7.       lp. 

—  79121B03B6  Monthly   operating   reptt   for  Nov   1979. 

CIESZKIEUICZ,  B.       Coamonaealth   EdUon   Co.       79/12/03.       19pp. 

B.    R*porUbl«    occurrencei.    LERi   &  relalad   correspondence 

—  ^.^.—  —  ..^  ~~.~,  ---  __....  «  »—  -.  ----  «.—  .*  _*-  ---  -.  —  .»«.-.——.—— 

7912120060  PNQ-IlI-79-025;nn  791033.  BSientlal    *vci  motor  generator   let 
tripped.  reiulting   in    tripping    of  Unit  3  reactor.  Caufed   bu 
•  laMlng  of    anentUl    ivci   eUctrical   panel   door. 

CREED.J-.    DONAHUE,  J.  F.  .    HIND,  J.  A.  Region   3,    Chicago,     Office   of    tnn 

Director.      79/10/26.       2pp. 

7912170166  PKO-III-79-2SA:  threateninj   telephone  calU  came   fro*  court- 
conaltted   oatient.All    affictad    licinieei  notifinil- 

BELANOER.J..     DOHUHUE.  J.  F.  ,    HIND,  J.  A.  Region   3.    Chicano.    OFflce    of 

the  Director-      79/10/S9.      lp. 

79120300QQ  PNO-1  1  1-79-031:  on  791023,  Federal   Highuau  Administration 
Bureau  of  Motor  Carrier  Safety    laiued   notlcl  of  shipping 
violation  for    improper  packaging  of   lou  ipiciflc    activity 
radioactive  mjtl.Util   fined. 

BARKEH.J.L.j     6PE88ARD.R.,    HEISHMAN,  R.  F.  Region   3,    Chicago,     Office 

of   the  Director.      79/11/01.       lp. 


7912870254  Foruarils  LER    79-0<b4/03L-0. 
STEP  MSN  BON.  B.  B.      Commonuieal  th  Edison  Co.      79/12/21.       lp. 

—7912270263  LER  79-06V03L-0:  on  791  124,  tarut-to-dryuell    vacuum   breaker 
found    inoperahle.Caus.il    by    swollen    teflon    »haft  bushinps. 
Buthinj*  machined    to    rnqulred   cUar*nco  t<  »tud«    initiated    r« 
applicability   of    teflon    as   bushins    natsrial. 
DUNBAR.J.      Cnmmotiuealth    Edison  Co.       79/12/21.       2pp. 


DOCKET  30-2*3  OREODN  STATE   UNIV.    RESEARCH   REACTOR 

F.    Security    medical,    emernency   t.   firn    protection^plans 

791212020&  Forward*   draft    R»g   Ouida    9,  XX,     "Btd    Format   (c  Contant    for 
LieansBB  Phifsical  a»curity   Plan  for  Prot«ctlon  of  BNH  of 

Moderate  or   Lou  Strategic    Bignif ieanc*.  "    H/o    encl.  

RE1D.R.  H.  Operatino   Haactore   Branch    4    (Pr*  791030*.       77/OB/S2. 

Spp. 

P.    Operating   License   stag*   documents   Si  eorrespondancii 

7912260BH7  Forwards  safnu   «valu«tJDn   r«   mods   to  TRIOA  rtnetor   contole 
electronics. 
LAINAB.O.  Plant   Buetams    Branch.       79/11/19.       lp. 

-- 7912260333  Bafetv   «v«Luatiiin   re  propoiod    mod*   to   TRIOA   r«»t;tor    consols 
electronics. 
»          Plant  System*   IlrancN.      79/11/19.        6PP. 

0.    Inspection  reports.    IE  Bulletins  If  cdrrnspondance 

7912110100  Forwards    IE    Insp    Rept   30-243 /79-OH.  No   noncompli*nce    not*d. 
Insp   rapt  withheld    (r«f    10CFH3. 790t. 

NORDERHAUO,  L.  R.  Hofllon    S.    Ban   Francisco,    Bafnguardm   Branch. 

79/11/13,      2pp. 


7913200346  PNQ-I I I-79-Q36:  on   791110.Unit   3   tripped    while   performance    of 
low  vacuum   trip   surveillance    In  progress. Unit  2  tripped   uh«n 
instrument  nechinlc    iiolited    Feedwater  punp   suction 
traritiitter   resulting   in  fitduiater  pump   tripping. 

BARKER.  J.,    BPE88AHD,  R.          Region  3..  Chicago,    Office  of   the  Director. 
79/11/13.      'app. 


791B030192  Forvards  LER  79-D60/03L-0. 

BTEPHENSOtl.  B.B.      Cfituionuealth   Edisan  Co.      79/tl/SQ. 


lp. 


DOCKET   SO-244   ROEERT  EMMET    OINNA  NUCLEAfi    PLAMT^    UNIT    1 
F.    Security,    medical,    emergency   b   firn    protection    plans 

7912200022  DiicuMes  NRC   791109  meatlnfl   r»   e»erB«nG«   preparadneti   te*m 
review  ob  jtetivei.  Provide*   guidanc*   for    improving   lUeni** 
Bmrrgtncv  preparidnvn   ti   anurina   capability   of   offilt* 
•  gtnciai  to  take  appropriate   emergency   actloni. 
ORIMES.B.K.      Emeroeneu   Pv»paredn»i»   Ta«k    Force.       79/11/83.       30pp. 


— 791S030196  4.ER  79-06Q/ML-0;  on  791030,  while  Unit«  H  *  3  utr*   «t  *t*ady 
pCBiridltcovereil  that  annual  nquiremsnt  to  cycle  teitable 
valves   in    flow  peth   for  tire  water  supply   had   not  been 
perforoid. Caused  by   failure   to   Identifv  existing  procedure, 
HERBERT, B.      Coanonwialth  Edlion  Co.      79/11/23.       lp. 

7913140442  Forwards  LEH  79-063/Q3L-0. 

BTEPHEKBON.  B.  B.      Cnnmanwtalth  Edit  on  Co.      79/11/30.      lp. 


7912270393  Rstponds   to   NRC    790814   Mr»    protection    *afet«    evaluation 

rapt  r«quir»m«nts  for   ndill    info  re    dooTBj  piping   li  duet 
penetration*,  pr«f  Ire   »tr*t»ole«  fc  «>ipo»»d   «truetur»l   itttl. 
HHITE.L.  D.      Rochester    0««    fc  Elietrlc    Carp.       79/1H/18.       Hpp- 

7712310371  Forwirdt   "e»fs  Shutdown  -  Fir*   Study.  " 

MHITE.L.D.       Rochester    0««    t<  Elietric    Corp,       79/1B/BB.       lp. 

—7912310394   "B*fe  Shuttfouin    -  Fire  fltudy.  " 

»     Rschesfcer  0»i  t.  Elwctrie   Corp.        77/12/31.       iOpp. 
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0.  Adjudleatory  correspondence 

7912110038  Confirm  receipt  of  tncl  790329  put  it  Ion  to  suspend  OLs  for 
all  PUR*.  Forward i  FR  notice  indicating  thet  petition  will  ha 
treated  in  accordance  U/10CFR3.  206. 
DENTDN,  H.  R.   Office  of  Nuclear  Reactor  Regulation.   79/11/23.   Ip. 


— 7912100407  Forward!  response  to  NRC  791101  request  r«  rod  bur»t  teat 
data. Concludes  that  data  properly  represented  bu,  furl  models 
used  In  vendor  evaluation  models  b  that  analysts  demonstrate 
all  critgrla  of  IOCFR30.  46  satisfied. 

DWSLEY.  O.  F.   Enon  Nuclear  Co.,  Inc.  dubs,  of  Eison  Carp.). 
79/11/02.   3pp. 


— 7913110126  Notice  of  request  for  action  pursuant  to  10CFR3.  30n  re 
Environ  Coalition  an  Nuclear  Power  790329  pititlon 
requesting  suspension  of  all  OLi  for  PHHs. 

NULLERiD.R.   Office  of  Nuclear  Reactor  Regulation.   79/11/23 
3Bpp. 


— 7912100436  Forwards  addl  info  ru  evaluation  of  impact  of  NRC  proposed 
rupture/blockage  model  und  in  vendor  evaluation  model. 
No  adverse  impact  from  nuiu  rupture  taunt  data  or  use  of  MRC 
rupture/blockage  model  on  licensing  calculation  results. 
OWSLEY,O.F.   Exxon  Nuclear  Co..  Inc.  dub.,  of  .Exxon  Corp.). 
79/11/04.   22pp. 


7912200928  Stipulation  terminating  proceeding  ai  to  Rochester  Committee 
for  Scientific  Info.  Inc.  RCBI  agrees  that  applicant  hai 
fulfilled  Paragraphs  1  &  4  requirement!  of  740312 
stipulation. Certificate  of  8vc  encl. 

ROBENBAUM. H, E.   Rochester  Committee  for  Scientific  Information 
VOI0T.H.H.   Rachaiter  Oas  b  Electric  Corp.   VOIQT.H.H.   LeBaeuf> 
Lamb.  Lelbu  «t  MacRaa.   79/12/10.   4pp. 

H.  Qaneral  correspondence 

7913140167  Canton  w/updated  Cartifltate  of  Bvc.  Requests  that  RN 
Plnknsy  of  Ontario,  NY  b«  added  to  svc  Hit  &  served 
copies,  of  all  applications  for  liceniei  b  amend. 
FARON.fi.  B.   LeDoeuf.  Lamb,  Leiby  h  HacRae.   79/11/BO.   Ip. 


7913040144  Summary  gf  791101  meeting  ui/utll  in  Bebhaeda..  MD  re  plani  to 
in*«rt  mind  oxide  fuel  assemblies  into  plant  core  during 
Mar  1980  refueling  outage. 
SHEA,  J.  J.     Dpvrating  Reactor*  Branch  S,   79/11/li.   17pp. 

7912110030  For  war  it  i  updated  lliti  of  SEP  topics  not  rnquiring  titi 
review  dug  to  ongoing  genarlc  licensing  aetlvitie-B  outside 
SEP  or  becauia  of  inapplicability  to  facilitg. 
ZIEKANNiD.  L.     Operating  Riacton  Branch  2.   79/11/16.   Gpp. 

79IB170079  Requeiti  addl  Info  ra  review  of  79101B  lubmittal  on  tendan 
curvvtllance  program. 
ZIEMANN.D.L.     Operating  Reactors  Branch  2.   79/11/2O.   3pp. 


7912370012  R*ipondi  to  Itr  re  impact  of  TMI  incident  on  facility. 
Forward!  NUREO-097B,  H/o  incl. 
DENTDN,  H.  R.   Office  of  Nuclear  Reactor  Regulation.   79/13/06.   2pp. 


7912.060117  Summary  of  791109  telcon  ui/util  re  leiioni  learned 
implementation. 
SHEAiJ.J.     Operating  Riactori  Branch  2.   79/11/21.   6pp. 


791227006B  Re»pond«  to  Hr  re  Impact  of  TMI  incident  on  facilltu. 
Forward!  NUREO-097B.  W/o  encl. 
DENTON.  H.  R.   Office  of  Nuclear  Reactor  Regulation.   79/12/06.   2pp. 

7912270345  Foruard.  Certificate  of  Svc  omitted  from  time  itamped  Itr 
noting  filing  for  utll. Certificate  of  Bvq  should  be  placed 
w/fi'ling. 
ANDflAB,  R.F.   LeBoeuf,  Lamb.  Leiby  I.  MacRae,   79/12/30.   3pp. 

J.  Insurance  d  Indannitu  information 


79130B0494  Forwardt  response  to  NRC  791022  request  tor  evaluation  of 
auxillarg  feeduater  lui  fc  informi  that  addl  Info  re 
auxiliary  f>edu*ter  lyi  flow  requirement!  ulll  be  forunrded 
in  iBVtn  months, 
WHITE.L.D.   Rochester  Can  &  Electric  Corp.   79/11/SB.   21pp. 

7912120447  Responds  to  NRC  request  for  structural  model  of  containment 
structure  ti  Internal!  for  use  In  9EP  leismlc  analysis. 
Advises  that  appropriate  sketches  &  models  have  been  sent  to 
LLL, Application  for  withholding  info  oncl. 
UhUTE.  L.  D.   dochaitir  Oas  (>  Electric  Corp.   79/11/30.   6pp. 


79121BOSQO  Submits  ll»t  of  complainant*  re  Dec  t973-Feb  1974 
ovaraxpoture  allegation. 
ALTON,  C,  8.   Aoisrlean  Nuclear  Insurers.   79/1H/I2.   Ip, 


7913190037  Forward,  safety  evaluation  re  potential  for  water  hammer  In 
feeduatar  piping  tt  technical  evaluation  bg  EQhQ. 
LAINAS, 0,     Plant  Systems  Branch.   79/12/03.   Hpp. 


P.  Operating  license  stage  documents  b  correspondence 

791109034B  "Summary  of  Dperating  E«perience  M/Reclrculatlng  Steam 
Oenaratori. " 

EI8ENHUT.  P,  0.    Dlvliion  of  Operating  Reactors.   NUREO-OSaa. 
79/01/31.   B9pp. 


-7913190062  Safety  evaluation  re  potential  for  we tar  hammer  in  feeduater 
piping.  Acceptable  precautions  taken  to  mlnlmlie  uatar 
hammer  occurrence. 
#  Office  of  Nuclear  Reactor  Regulation.   79/11/3O.   3pp, 

-7913190066  "Steam  Generator  Water  Hammer  Technical  Evaluation." 
>t  EO  tt  0,  Int.   79/10/3!.   13pp. 


790B03097B  Forwards  list  of  seismic  projects.  Revleui!  finding*  re 
safety-related  piping  sui  reanolgsls  for  plants 
u/algobralcallu  combinad  earthquake  components  discussed. 
HERRINSiK.  B.     Engineering  Branch  (Pre  791090).   79/06/18.   6pp. 

791SDB017B  Distunes  NRC  review  of  LEfie  fc  Tech  Spec  requirements  re 
control  HPI  sus  at  Meetinghouse  PHRs. Requests  Tech  Specs 
review  to  ensure  requirement  for  rod  maint  to  within  +/-  13 
steps  Indicated d  RPI  BUI  verified  accurate  lulthln  13  steps. 
SCHHGNCERiA.     Operating  Reactors  Branch  1.   79/10/29.   7pp. 

79121001B9  Discusses  NHC  791101  meeting  w/representatlvee  of  NS9S 
vendor!  h  fuel  suppliers  re  discussion  of  respective 
portions  of  ECCS  evaluation  models  dealing  in/fuel  cladding 
smelling  fc  Incidence  of  rupture,  Vendor  responi*s  anel. 
EIBENHUTiD.  0.    Division  of  Operating  React  or  9.   79/11/09.   68pp. 

— 7912100299  Responds  to  NRC  791101  request  re  noncompliance  of 
Meetinghouse  ECCB  evaluation  model  under  requirements 
of  10CFRSO  App  K.  Evaluation  of  three  fuel  rod  models 
indicate!  no  eafetg  problems  far  Mestinghauss  plants, 
ANDERSONr  T.  M.   Heitinghouse  Electric  Corp.   79/tl/oa.   4pp. 

— 79IS100330  Responds  to  NRC  7911O1  request  re  DRNL  cladding  swelling  fc 
rupture  data.  Review  of  analytical  models  t<  tssts  indicates 
compliance  w/lOCFRSO  App  K.A11  OE  npeci  for  calculated  peak 
cladding  tamp  remain  unchanged. 
BIKHHOLZ.R.H,   Oeneral  Elsctric  Co.   79/12/07.   3pp. 


7913120430  Forward  i  "Design  Analysis  Adequacy  of  Station  Electric 
Distribution  Bye  Voltages.  "  Some  operating  conditions  have 
potential  to  cause  spurious  separations  of  safety  buicts 
from  offslta  power  source.  Available  in  Central  Files. 
WHITE.  L.  D.   Rochester  0*s  S,  Electric  Corp.   79/12/OA,   3pp. 

79131202S9  Responds  to  791109  Itr  re  control  rod  position  indication. 
Present  Tech  Spec  definition  of  Inoperable  control  rod 
includes  statement  re  misalignment  by  mare  thin  19  Inches 
u/banh. 
MH1TE.L.  D.   Baltimore  Oas  &  Electric  Co.   79/12/07.   Ip. 

791  21  2044  S  Notifies  that  utll  concurs  w/NRC  791113  draft  avaluatlon 
of  flEP  Topic  III-B.C,  "Irradiation  DamageiUss  of  Sensitlied 
Stainless  Steel  l<  Fatigue  Resistance. 
WHITE.L.D,   Rochester  Oas  &  Electric  Corp.   79/13/07.   Ip. 

79121B041B  Forwards  evaluation  of  preatretssd  tendon  forcosiin  response 
to  NRC  791120  Itr. 
WHITE,  L.  D.   Rochester  0*6  t  Electric  Corp.   79/13/13.   2pp. 


~-79i21B0436  "Evaluation  of  Prestressed  Tendon  Forces. 
*  Gilbert/Commonwealth  Cos.   OAI-2Q74.   79/11/20. 


300pp.- 


79121BQ516  Responds  to  NRC  requait  for  info  re  auxiliary  Peeduiater  iys 
t  TNI  short-term  Lessons  Learned  Task  Force  requirements. 
Existing  auxiliary  feeduatar  flam  Indication  complins 
u/clariflcatlon  C.I.  Drawing  available  In  Central  Film  anil- 
MHITE.L.D.   Rochester  Oai  &  Electric  Corp.   79/13/14-   Hpp. 
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79121B03K7   Respond*    to   NIC   791033    Itr    re    containment    purging    during 
narieal    plant    oparat  ions.  Pur  sing    done    to.    improve   uorfclna    nr 
environ    cond  1 1 1  on*.  Valve   opening*    res  tr  i  cted.  Vent  i  lation 
Ualatlon    !ys    modified    requiring    valv*    reset    individually. 
UHTTEiL.D.        Rochester   Oas    fc   Electric    Carp.        79/12/14.        2{ip. 

791221036O   Forwards    Gilbert    Associates    Drawings    D-OOi,  012,  Rewls  i  on    1. 
0-001-022,  Revision    13,  D-002-004.  Revision    t   &    D-001-033. 
Revision    9   In   responie    to  NRC   request    for   cnntnlnmant 
d  rawing  i.  W/o    one  1. 
UHITE.L.D,       Rochester  Oas  t   Electric    Corp.       79/12/14.       lp. 

79122B0147  Adviies   of   uaiver    c-f  Clafl*    III    licen*e  -am and    fee    on  791114 
application   for   Tech    Spec    change   re    fira    protect! on. Rofund 
being    prDCBBKd, 
MILLER,  H.  O.  License   Fee    Management    Branch.       79/1H/14.       lp. 

791B2BOS01    Foruarda    three   ad  ill    copies   ft    one   aperture    card    for   Draining 
33013-944,  Revision   4. 
VHITE.L.D.        Rochester    9ai    fc    Electric    Corp.        79/12/19.        lp. 

791B2B019B  Forwards  application   to    amend   Liceno    DPR- 19. 

VOrOT.H.H.       L«Boeuf.     Lamb,    ielby   *  MaiRae.       79/12/20.       8pp. 

--79122BOE06  Application   to   amend   License    DPR-1S, changing    T*eh   Specs   re 
mind    oxide    fuel   •ii»mbllii    In    fuel    to    be    loaded    for  Cucle 
10. 
UHITE.L.  D.       Rochester   Oas    t  Electric    Corp.       79/12/14.        17pp. 

— 79122B0213   "Fuel    &  LOCA  Evaluation    of  Hlied   Oiida  Fuel    Aeienbllei,  " 
SKARITHA,  J.       H«»ting house    Electric   Corp.       79/12/31.       10pp. 


7912100153  Forward)    IE   Info    Notice   79-2B,     "dvarloadinfl    of  Structural 
Element!   DUB   to   Pipe  Support   Loai!«.  "  No    re>pon«B   riquired, 
ORIER.B.H.  Region    1.    Philadelphia.    Office   oP   th»   Director. 

79/11/16.       Ip. 

7913110473  ForuiBrdi    IE   Info    Notice   79-H9,     "Lo«»    of   NoniBfety-Relatud 
Heactnr   Coolant    Byt    Initrumentatlon   During    Operation. "    No 
•  peciflc   action,   or   reiponae   requirad. 

ORIER.B.H.  Fiegjon    1.    Philadelphia,    Office   of   the   Director. 

79/11/19.       Ip. 

79120SO330  Forwardi    IE  Bulletin   79-H6,     "Boron   Lo«i  From  QMH    Control 
Bladei.  "  No  reipon>4  requirad. 

ORIER.Q.H.  Region   1,     Philadelphia,    Office,   at    the  Director. 

79/11/30.       Ip. 

791306O597  Forward!    IE  Circular   79-24,     "Proper    In»l«llation    h  Callbr    of 
Core    Sprag   Pipe    Break    Detection  Equipment    on  DWRt.  "   No 
reiponie  nqulred. 

ORIER,  Q.  H.  Region    1,     Ph i Udelphia,    Offitt   of   the   Director. 

79/11/24.       lp- 

7912110091  Foruiird*   IE  Circular   79-23,     "Motor   fltarteTi   d   Contactor! 
Fallad    to  Uperati.  "   No   ri*ponte   requirad. 

CRIER,  B.  H.  Region    1,    Philadelphia.    Office   of    the  Director. 

79/11/26.       lp. 

7913260033  Reiaondi   to    IE   Bulletin   79-17,  Rovision    1   T»   pipe   crack*    In 
itagnant   borated   water    ivi-Will    Impact    aoven  addl    weldi 
during    neit  annual   refuallTig   outage.  During    Interin  month lij 
inipi   will    b(   conducted, 
HHITE.L.  D.       Rocheitar   Oat   &  Electric    Corp.        79/11/S6.       Spp. 


— 7912200222   "Plant   Tranlient  Analijiis,  "   Revlvlnn    1. 

MABDOHSM.F.  J.  ,     KAHM,  J.  D.  j     LEACH,  C.  E.        Exxon    Nucll«r    Co.  i     Inc. 
(iub«.     of   E»<on  Corp.).       X«-NF-77-40.       79/07/03,       21pn. 

— 7912280232   "Addendum    to    Crlticallty    AnaJyils    for    Fuel    Storage   Racki    to 
Addren    Storage   of  Mixed   Oilde   Fuel   Aa->ambll«i.  " 
BCHWARTI,H.H.       Plckard  Lowe   t,  Oarrick.     Inc.       79/11/23.        18pp. 

— 79122B024Q    "Cuclc    10   BAR   M/Klied    OliiJB    A»««mbli*B,  " 

JOHNSON,  B.  L. .     BU3SELHAN,  0.  J.  ,    SOFEH,  0.  A.       Euor*  Nuclaar  Co.,     Inc. 
Uub».     Of   Eiion   Corfl.  I.        XN-NF-79-103,        79/12/14.        33pp. 

Q.     Itii-paetlon  reparti,     IE   Bulletin!   t,   corretpondenc* 

7912140047  Respond*    to    IE   Qulletln   79-23. No    connection   •ii*ti    b»tu»an 
kVA   ganarator  ti    1  ou   kVA   rated    tranif  ormBri.  Potent!  al    for 
•mirgancij    generatar    failure   will    be    determined    bg    24-h    load 
tfit   before    end    of   next    refueling    outega. 
HHITE.L.D.        Rochester   Oat   &   Electric    Corp.        79/10/19.        &4pp. 

791B17DS47  Revpondi    to    IE   Bulletin   79-17,     "Pip*   Crack*    in   Stagnant 
Berated   Uiter  Sys    at   PUR  Plants. "   Elimination   of    itagnant 
poTtioni   of    iy!    not    previoui]ij    performed  ki<ire   coinplrted    an 
791010. 
HHITE.L.D.       RachBlter   Oai   (,  Electric    Corp.       79/10/24.       Spp, 

7912040048  Forward i   reipont*   to    IE  Bulletin   79-14,     "Selemlc    Analyiis 
for   Ai-Built  Safettl-R*)«ted   Piping   8yi.  "   Plan*    to    tfg-fer    Imp 
until   re>int  are    retnov'id. 
HHITE.L.D.       Roclieitir  O^i  h  Elactric   Corp.       79/10/30.       BOpp. 

7912210357  Foruardi    IE    Imp    Rapt    9O-244/79-13   on  790917-20.  Ho 

noncampllance   noted. 

B RUNNER. E,  J.  Region    1,    Philadelphia,    Reactor   Dperatloni    Nucl*ar 

Support   Branch.       79/11/01.       2pp. 


7912190094  Foruardi  IE  Bulletin  79-27,  "Loee,  of  Non-Cl***  IE 
In«trum»ntation  l<  Control  Power  Sgi  Du»  During  Operation.  " 
Mrltten  retponie  required, 

ORIER.B.H,  Region    1,     Philadelphia,    Office    of    the)  Director. 

79/11/3O.        lp, 

79123102BO  Forward!    IE   Info  Notice   79-30,     "Reporting    of  Defect*   fc 

NnncoiJip  1  lancet,  10CFR21.  "    No   Action   rttqulred. 

ORIER,B.  H.  negion    1,    Philadelphia.    Office   of    the   Director. 

79/12/06,      4pp. 

7912190749  Forward*    IE  Bulletin   77-20,     "Poielole   Malfunction    of   Namco 
Model    EA1BO  Limit  Bultchei    at   Elevated    Tempi."   Written 
raiponie   required. 

gRIEH,B.H.  Region   1.     Philadelphia,    Office    of    the  Director. 

79/12/O7.       Ip. 

7919260022  Forward!   reiponta    to    IE  Bulletin   79-D2>Reviilnn   2.     "Pipe 
Support   Bate  Plate  Doljnt   U«lng    Concrete    E«p»niion  Anchor 
Dolt*.  "    Teitlng    progrant    Initiated    for    *upporti    tiling 
itructural   steel    iliape*. 
WHITE,  L.  D.      Rocheittr  Oat  fc  Electric    Corp.       79/12/07.       3pp. 

77132B0244  Forward*    IE    Info  Notice   79-31,     "U»a    of    Incorrect  Amplified 
Reipan*e   Spectra.  "   No  written   reipon**    required. 
OHIEH,  B.H,  Region    I,    PhlUdelphla<    Office    of    the  Director. 

79/12/13.       lp. 

R.     Periodic   operating    reporta  b   related    carrampondence 

79121B0348   Forwardi  nonthlv    operating    rept    for   Nov   1979. 
8MOU,O.A.        ROC  hitter   Oat    (c   Electric    Corp.        79/12/11.        lp. 

— -7912180331   Monthly    operating    rept    for   NDV    1979. 

MCNAMARA.  A.  E.       fiocheitor    Oa*.  l>  Electric    Corp.       79/12/11.       Spp. 


— 7912210363   IE  Imp   Rept   50-244/79-13  on  790917-20. No  noncomp 1  lance 
noted. Major   are*i    l[)ipectBd:nlant   operatlani,  nonroutlne 
«v*nt   reporting    proflram  {,  potential    failure    mecnaniim  of 
pre**urliir   poutr   operated   relief  valvi    yoke. 

KARBDWSKI.R,  S.  Raglon   1,    Philadelphia,    Office   of    the   Director. 

KEIHIQ.R.R.  Region    1.    Philadelphia-    Reactor   Operation   Nuclear 

Support  Branch.      79/10/24.      9pp. 

791S0300ol  Fopyards   IE  Circular  79-22,    "Strofco  Tirtai   for  Power  Oparat»d 
Relief  Valvt*.  "   Ho   reiponii    required. 
OHIER.B.H.          Region   1,   Philadelphia,    Office   of   tfie  Director, 

79/11/lfi.        lp. 

79120S0304  Forwards   IE  info  Notice  79-27,    "Staan  Ceneritar  Tub* 
Rupture*  at  Tuo  PUR  Plant*."   No  r«ipon*»  renulred. 
OHiea.B.H.  Region    t,    PM lafelpn la,    Df*it»   of    the   Director. 

79/11/16.       lp. 


B.    Reportalile   occurrence*.     LER*   &  related    corrtipondcmce 

791S1309£b   RO:  on  791201,  air    ejector    radiation   monitor  UN*    detected 
trending   upuardi   on  radiation  monitoring   r*CDrd«r,  Leak   tect 
nteaiured    approi   0. 007  oalloitB/minute.  Facl  litu    ehut    daun    on 
791203- 
SNOH.B.A.       Rochaiter   Oa«    fc  Electric   Corp.       79/12/03.       lp. 

7912270603  RO  79-033: on  771207, liquid    penatrant   examination   of    *af* 
end   of   4-lneh  relief  noula  adjacent   to   natile   to   iafe-»nd 
weld   ravaaled  6-inih   long   Indication.  Furthar  «n»lg«i» 
required    to   determln*   ca,ui«, 
BNOH,  B.A,      nochiitir   Dai    h  Electric    Corp.       79/ia/lt.       8pp. 

791B190S1*  Forward*    LEW  79-022/01T-0. 

WHITE,  L.O,       Rocheittr  O««   li  Electric    Corp.       79/12/14.       lp. 
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— 7912190921  LER  79-022/0 1T-0: on  791301, during  normal  operation!,  found 
tuo  leaking  tubas  b  eleven  other  tuba*  u/pluggabl*  defects. 
Caused  by  possible  therm*!' hydraulic  (c  mechanical  loading  In 
wBdga  area  b  bu  possible  residual  caustics  concentration. 
CUflTIS,  A.  E.   Baltimore  Oat  b  Electric  Co,   79/12/14.   2pp. 


791227O434  Forward i  LER  79-023/OtT-O. 

WHITE.  L.  D,   Rochester  Oft  b  Electric  Corp. 


79/18/21.   Ip. 


—7912270442  LER  79-023/01T-0:  an  791207,  during  inssrvice  insp  of 
pretsuriier  relief  noiil«-to-safe-end  uald,  liquid  penetrant 
examination  showed  llniir  Indications.  Possibly  caused  by 
original  fabrication  contamination  or  chloride. 
CURTIS.  A.  E.   Rochester  Oai  b  Electric  Corp.   79/18/21.   4pp. 


DOCKET  90-249  MILLSTONE  NUCLEAR  POWER  STATION.  UNIT  1 
F.  Security,  medical,  emergency  b  fire  protection  plant 

7912200022  Discusses  NRC  79.110?  muting  n  emergency  preparedness  team 
review  objectives.  Provides  guidance  for  improving  licensee 
emergency  preparednei*  b  anurlng  capability  of  offiiti 
aganciei  to  take  appropriate  emergency  actions, 
OflIHEfl>B,  K.   Emergency  Preparedness  Task  Fore*.   79/11/23.   30pp. 

7912130499  Forwards  addl  response  to  NRC  790913  1  1030  Itn  rt  improved 
In-Blant  iodine  Instrumentation  undar  accident  conditions. 
Air  nonitori  in  control  room  ana  at  each  site  mill  be 
installed  bu  B00101,  Improved  portable  sys  will  bi  developed. 
CQUNBIL.M.O.   Northeast  Utilities.   79/12/07.   Ip. 

7912310392  Forward,  result*  of  review  of  utll  790731  response  re 
incomplete  Ittm  3.2.2  of  fir*  protection  safety  evaluation. 
LAINABifl.     Plant  Systems  Branch.   79/13/17.   4pp. 

P.  Operating  license  stage  documents  &  correspondence 

790003097B  Forward!  Hit  of  seismic  project*.  Reviews  flndingt  ra 
nafitu--r*latad  piping  «Y*  rianaluili  for  plant* 
w/algabraic«llu  cowbinad  tarthquakt  conponanti  diicu«»»d. 
HEHRIW.K.B.     Englnaartng  Branch  (Pr»  791030).   79/04/18.   6pp. 

79121001B9  Di«cu»t»*  MRC  7911O1  muting  u/ripra«antativii  of  NBS8 
vandori  t  futl  lupplliri  r*  diicuiiian  of  r«»p»ctlv« 
portloni  of  ECCB  ivaluatlon  mod«l«  dialing  w/fual  cladding 
•walling  fc  incldanci  of  ruptur*.  Vandor  raiponiai  anct. 
EIBENHUT.D.  0.    Dlvliion  of  Oparatlng  R. actor*.   79/11/09.   65pp. 

— 791210029.9  Rupondi  to  NRC  791101  raquait  r«  noncomplianca  of 
Maitlnghouia  GCCH  tvjiluation  modtl  undir  riquiraminti 
of  10CFR30  App  K.  Evaluation  of  thraa  fu*l  rod  modili 
Indlcatu  no  tifatu  problioii  for  U««tlnghou»  planti. 
ANDERSON,  T.  M,   U*«tinghou*t  Elactrlc  Corp.   79/11/02.   4pp. 

—7912100330  R««pondi  to  NRC  791101  r. qu.it  ra  DRNL  cladding  .welling  I, 
ruptur*  data.  Rtvitu  of  analytical  nadili  b  tuti  indicatu 
conpllanc*  M/10CFR90  App  K.  All  OE  *p*ci  for  calculated  p«nk 
cladding  tamp  remain  unchangad, 
BUCHHOLZ,  R.  H.   Oaniral  Eltctric  Co.   79/18/07.   2pp, 

— 7912100407  Forward*  rmponia  to  NHC  791101  requeit  ra  rod  bunt  tatt 
data.  Conclude!  that  data  proparlu  rtprnantad  by  fuel  model t 
UBid  in  vandor  evaluation  modali  fc  that  analuiai  demon it rate 
all  crltarla  of  1OCFR90. 46  latiifivd. 

OWBtEViO.  F.   Exxon  Nuclear  Co.,  Inc.  (tub*,  of  Exxon  Corp.). 
79/11/02.   9pp. 

—7912100494  Forward!  addl  Info  re  evaluation  of  Impact  of  NRC  propoiad 
ruptura/blockagt  modal  u»d  in  vandor  evaluation  modal. 
No  advene  impact  from  nau  ruptura  burit  data  or  uie  of  NRC 
rupture/blockagi  model  on  licenilng  calculation  raiulti. 
OUBLEYiO.  F.   EUXQTI  Nuclaar  Co..  Inc.  (tub*,  of  Exxon  Corp.). 
79/11/04.   22pp. 


791Z040225  Forward  i   response   to   NRC    question*  re   SEP    Tonic   YI-3  re 
camhuitibli   gaa   control.  Tun   dr»uingi    and.  aval  labl  *    In 
dentral   Pilot    only. 
COUMaiLrH.  0.       NorthRait  Utilities.       79/11/28.       Spp. 

7912190261   Dilcunes   commitment  made   bg   CT  Yankee  Atomic    PHUIUT  Co  tt 
Northnatt  Nuclear  Ensrgy   Co   to    implement  automatic 
initiation   of   auxiliary    t  eaduattr.  Addres  us  util    conclusloti 
that    implementation  not  neceiaary    for   *afe   operation. 
COUNSIL.M.  0.      Northeast  Utilities.       79/11/30.       fipp. 

791B1303Z1   Diicunei    interim  procedurei    for  Recommend  a  tion  2.  1.  8.  b, 

until    hlgh-r«riB»   capabillti)    la   available  re   Increased   range 

of  radiation  men  it  or  i    requirement. 

CDUNSIL,  U.  0.      Northeast  Utilities.       79/13/07.       4pp. 

79121HOH79  Provide!   eonunitment    to   implement  Recommendation  2.  2.  1  .  b  rt 
ihift   technical    advisor   In   campllance   u/ihort-tsrm  LtB»ons 
L«arned   Task   Force   requirements.  Mill    submit  compliance    for 
containment  praisure    indications  b   RGB  venting    bu  B1O1D1 
CDUNSIL.H.  0.      Northeast  Utilities.       79/12/10.      2pp. 

7912170294  Formally    document!  791211    verbal    commitment!    to  devslnp 
procedure    for    Item  S.  l.B.  b   re    increa*«d   range   af  radiation 
monitor!    in  accordance  u/criteria    delineated    in  NRC   791O30 
Itr    to   all    operating   nuclear  pouer    plants. 

COUNBIL,H.  0,  ,    FEEiW.F.      Connecticut  Vankee  Atomic   Power   Co. 
79/12/12.      Spp. 

7912260276  Reaffirms    util    commitment    to    Implement    ihort-tnrm 
recommendation*   of   TMI    Lenoni  Learned   Task   Farce  bu    B00101, 
except   for    Item  2.  1.9.     Commitment   contingent  upon  aiUrnal 
vendors    supplying   equipment   on   schedule. 
COUNSILiU,  G.      Northeast  Utilities.       79/12/17.      Gpp. 

7912270293  Dlvcusiei   acceptance   criteria    for  Mar*    I    lung-tern   program 
Elaborate!   on  LO  8obon  791130   Itr   to  DO  Eiienhut   by 
providing   plant-unique'  info  on   program  fc  bu    lilting    ar»i   of 
concirn  which    jeopardize  compliancD  ui/crlterU. 
COUNBIL.M,  0.      North  >4»t  Utilities.       79/18/17,      3pp. 

79J2310376  Provides   addl    info   for  NRC   safety   evaluation   of   Amend   M   to 
provisional   OL.  Inservlce   imp  b  testing    program    fnr    Class 
liE  &  3  component*   mill    b*   revised.  Diagram  and. 
COUNBIUM.  0.      North  >B*t  Utilities.       79/12/19,      3pp. 


Q.     Inspection  reports,    IE  Bulletin!  b  correipondince 

*•—    ~~  ^  «~  —  ——  _n  v  HH_.  —  .^.-.-.~—  fc—  w-,««.MMfc___M_WMM_fc_—  taw 

7912170228  Reiponds    to    IE  Bulletin  79-24i     "Froien   Hne». 
freeie   protection  of   lafitu-relatad   sus    indicates   eiiH 

neaiurei  adequate. 

COUNBIUH.  0.      Northeast  Utilities.       79/10/31.       Ip. 


Review  of 


791213D3B3  Foruards  response  to  IE  Bulletin  79-Ui  "Saismlc  Analysis 
for  Ai-Built  Safet^-Rrlatid  Piping  Sys,  "  Updated  rept  of 
progress  In  vsrifying  leiemic  analysli  Input  for 
safety-related  piping  *\|i  oncl. 
COUNSILi  H.  O.   North  »*t  Utilities.   79/11  /OB.   9pp. 

7912090039  Forwards  IE  Circular  79-22,  "Stroke  Tim»i  for  Power  Op.  rat.  d 
Relief  Valvei.  "  No  response  renuired. 

ORIER.B.H,     Region  1,  Philadelphia,  Office  of  the  Director. 
79/11/16.   Ip. 

79120S0266  Forwards  IE  Info  Notice  79-27,  -Steam  Oeneratar  Tube 
Ruptures  at  Two  PMR  Plants,  -  No  respon«e  required. 
ORIER,  B.  H,     Region  1,  Philadelphia,  Office  of  the  Director. 
79/11/16.   Ip. 

7912100131  Forwards  IE  Info  Notice  79-38,  "Overloading,  of  Structural 
Elements  Due  to  Pipe  Support  Loads,  "  Ho  response  required 
ORIER,  B.H.     Region  1.  Philadelphia,  Office  of  the  Director. 
79/tl/li.   Ip. 


7912110029  Forwards    updated    lilts   of  SEP    topic*   not   requiring    lite 
review  due   to   ongoing   generic   licencing  activities  outside 
BEP  or  kecaute   of   inapplicability   to   facility. 
ZIErlANN,D,L.          Operating  Reactors  Branch  2,      79/11/16.      Bpp, 

7912090904  BufaMitf.   corrected   info  vubtiltted   In  79O91B  Itr  concerning 
Tech  Bpeci   shutdown  *ergin   in  startup   phv*ics   te*ting 
prop  ram  for  C«cle  7  rapt. 
CQUNBIL.U.Q.       Northeast   Utilities.       79/11/20.       Ip. 

7912030204  Forward!  iei«Mic   design   info   in  reiponie   to  NRC  790B2B-29 
••eting  request  re  SEP   seiinlc   review.  9even'tu-*even 
avenlie    drawing*   encl.  Drawing*  available    in  Central   Fllei 
onlu. 
CDUNSIL,M.S.       Northeait  Utilities,       79/11/26,       320pp. 


7912110422  Forwards    IE  Info  Notice  79-29,     "Loss  of  Noniaf vty-Rslated 
Reactor  Coolant    Bys    Instrumentation   Durinj  Operation.  "    No 
specific   action    or  response   required. 

ORIER.H.H.  Region   1.    Philadelphia,    Office  of   the   Director. 

79/11/19.       Ip. 

79120902BB  Forward*   IE  Bull. tin  79-26,    "Boron  Loss   From  BUR  Control 
Blades.  "  Response  required, 

ORIER.B.H.  Region   IF    Philadelphia,    Office   of   the   Director. 

79/11/20.       Ip. 

79120*0979  Forwards   IE  Circular  79-24r    "Proper    Installation   h  Cal  Ibr  of 
Core   Spray   Pipe    Break    Detection  Equipment   on  BURi. "    Ho 
response  required. 

ORIER.B.H.  Region   1,    Philadelphia,    Office   of   the   Director. 

79/11/26,       Ip. 
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12110060   Forwards    JE   Circular  79-23.     "Motor   Starters    t  Contactor* 
FailBtt    to-   OpsratB.  °    No    response   required. 

GRIER.B.H.  RBilon    1,    Philadelphia.    Office    of    the   Director. 

79/11/24.       lp. 


791227cm7  AdviBBs   of   compliance  w/Catagory    A   THI    Lessons  Learned    Task 
ForcB    It.ni    Identified    in  NflC   770913   (.    103O    ltr». Compliance 
uill    be    achieved   bij   300-101.  or   prior    to   return  to   pounr    for 
units    in   outage*    on   BOQ1Q1. 
PEOPLES,  D.  L.       CoiMonuealth   Ediean   Co.       79/1H/17.       lp. 


'13190039  Forwards  IE  Bulletin  79-27,  "toss  of  Non-Clasi  IE 
Instrunantatlon  fc  Control  Pouier  By  a  Bui  During  Operation-  " 
Written  response  required. 

CRIER.B.H.  Region    1.    Ph  i  ladBlphla,    Office    of   the   Director. 

79/11/30,       lp. 

H2310226  Formrils    IE    Info  Notice    79-3O,     "Reporting    of  Da*Bct«  t, 
Noncoojillancei,  10CFP21.  "   No  action  rnquirair. 

QRIEH.B.H.  Region    1,    P*ii  ladBlphta.    OFfle»    of   tHe    Director. 

79/12/06.       -l|ip. 

M2190754  Forwards    IE  Bullttin  79-28.    "Possible  Malfunction   of   Na«to 
Moflel    EA1QO  Limit  Switches    at  Elevated    Tanps.  "  Written 
rancors*   requlrBd. 

OaiERjB.  H.  'Region    1.    Philadelphia.    Office    of   tHe   Director. 

79/12/O7.       lp. 


?IB2B0207  Forwards    IE   In-fo   Notice   79-31.     "Uss    of    Incorract 
Response  Bp*ctrn."    No   written  response   rflo.uir»if. 
DRIEfl.B.H.  RBotQtl   1,    Philadelphia.    QfficB    of    the   Director. 

79/13/13.       lp. 


DOCKET   50-347    INDIAN  POINT  STATION,     UNIT  2 

F.    Security    ntitl»l<     BBeronnev    I"   ftro    protection    plani 

791B1QO333  NntiPiB>   of   delay    tn  Plant   Syn    Branch   Tean    1    BV«luatlon«    of 
facility    fiTB   pmtectian    s«s.QutltnB»    of   asBiitatica   nt«ded 

.  Plant   Syit«m«   Branch.       79/11/16.       Spp. 


791217OZA1   Dl»cumse»    proposed    talk    forcn   pBwiBU  of  emBi-flBncu 
praparednB««.Taak    fore*    should   »turf(j    altar-natives    for 
reduction   of    ppoBflbtli  tg    &   coniequencBB    of    «»v«rB   «ecidBnt. 
EIBENHUTiD.  O.  Division    of   Dp»pating    Hflact»r»,        77/11/21.       3pp. 

7912200022  D.UcuiB»»   NRC    791109   mtBtlnB    rB   ••ergorcy    preparidnaia    tnam 
revlBW   obj«ctlvB«.  Provide*    guldancB    for    ifiprovlnfl    lteen«*f 
BBBraBncy   prtparednaes    d  aBiurlng    capahilitv   of    ofPmita 
aflBncias    to    tako   appropriate   omiraancu    aetinne. 

GRIhESiQ.  K.  ,    CDLLIN3fH.  .     SNIEIEK.  J.       EniBraeneu   Prop«r»dne««  Task 
FOPCB.       79/11/23-      30pp. 


operating    rnport*   t  related    carrsipondence 


FoTW»rd«  aonthlii    operating   rept    for   Hov    1979. 
OPEKA.J.F.       Horthe«»t  Utilitins.       79/12/07.       lp. 


-79121S0365  Monthly    apBratino   rent   for   Hov    1979. 
YOUHQ.  H.       NnrthBitt  Utilitiei.       79/12/M.       fcpp- 


7912200122  Notification    of   791HOS  neating   u/util    in  BethBeda.MOi     to 
reviaw    naarjency    preparednB*!    capabll  Itlea.  Lift    of   NRC 
canildarationv   arcl. 

i  D-O.         Division   of  Operating    RBactorm.       79/11/S9.      3pp. 


7912240003  Motif  (cation   *f   791210  Mating    w/utll    in  QiBlning.NV   re 
aaeraencij    planning. 
DLSHAN.L.  N.  DperMtlng    flBactora   Branch    1.       79/12/O7.       3pp. 


Repnrtahle    occurrence!.    LER«   t   relatad    carrBBpondatice 


0.     Adjudicatory    correspondeneB 


?  12030 104  PN9-I-79-007:  on   791 108,  fornBT    contractor    i»plou«'»   u«B 
arreitad,  after  making    IhnatB  ajalnst    forner    supervisors    in 
facility    parking    lot.Qhotgun   found    In    car   of    employee, 
BHODLOSKy. T.      Offlc*   o»    Inspection  &  Enforeaoeot.    Office   of   the 
Director.       KEIH10,  R.  ,    BBUNHER.  E..  J.  Region    1,    Philadelphia,    Office 

of   the   Director,       79/11/09.       lp_ 

7121H0309  PNO-I-79-022ron   791120, const   worker    Injured    In   fall    fro*i 
scaffold   at    plant    ilte.Eitent   of    Injuries   unln.own.No 
radioactlvB   matl    invdlvfld. 

ZIMHERMAN.R.P,  .    KEIMIO.R.R..    BRUHMER.E.J.  Renion    1.    Philadelphia, 

Office   of    the  Director.       79/11/29.       lp. 


?1207&343  Foruardi    LEU   79-032/03L-0. 
DPEKAi  J.  F.       Northeast   Utilities.       79/12/O3. 


In. 


-791207034A  UER  79-O32/031.-0;  on  79110fij  d jrtnp  routine  Monthly 
surveillance   on   reactor    protection   *u*   drytiell    pvo*»ure 
luItchBH.  discovered    PS   3306- 162 IE   fc   PS   220A-*1£B1C    trippeH 
at   valuBi    outside  Tech   Specs.  Caused    by    tetpoint   driFfc, 
Y<HINO,R.H.       NorthBast  Utllitts*.       79/12/03.       3pp. 


791B040A44  atatanent    In    support    of  UCfl   79O9I7    petition    for 
daconmicslonlng    of   Unit    1    «r  tuspansion    of  Units   2  fc  3  OLs, 
RaquamtB    Institution   of    proceodlna    per    10CFF2. 202.  Affidavit, 
Certificate    of  Svc   tt  supporting    documentation   and. 
ABRAHS.Ft.  ,    BIALIH.E.  I.       N*u  Vorfci     State    of.       79/11/16.       18pp. 

7912110033  Conflrns  recaipt   of   and    790329  petition    to   Buipand   QLt    for 
al)  PMB«.  Foruar-ds  PR   notice    indicating    that    pntltlon  will    be 
traatad    in   accordance   U/10CFR5. 2Ofi. 
DENTONj  H.  R.       Office   of    Nuclear  Raactor   Regulation.       79/11/23.       lp. 

— 791211O126  Notice   of   req.uast   for   action    pur*uent   to    10CFR2.20&   re 
Environ  Coalition   on   Nuclear  Pouisr    790329   petition 
requesting    suspenaion    of   all   OL*    for   PUR*. 

MtftJ-EH.D.B.       Offica    oP   Nuclear   Raactor  Renulatlon.       79/11/23. 
3Bpp. 

791B20O270  Fni-wards   statonent  made    In    support    of  UCB   petition   for 
daconmiailonlng    of   Unit    1    6  luipandan   uf    operation   at 
Units   a   b  3. 
0RDHN.P.  D.  O.       rtld-Hud«on   Nudaar   Opponent*.     Inc.      79/11/27.       lp. 


9121OQ299   Fnruiardl    LER   79-O33/03L-O. 

QPEKA-J,  F,        Northeast   Utilities.        79/12/04. 


-791310O3O4   LER  79-033/031.-0:  on  77tI13«»rhlle   perforainff   routine 
*urveil lance,  nuin   ste*n   line  P    switch    failed    to   trip    at 
proper    «»tpolnt.  Cause  it    bij   sctpolnt   driPt.Ewlt.cn   odjustsd    t 
latisfactorllv    tectBd. 
YQUNO.Ft.  If.       Northeast  Utllltiei.       79/12/04.       lp. 


— 7913BOO274  Btafcament   of   PDO  Brown    in    support   of   UCB   petition    for 
proceadlng    to    institute    dRcomntsBianing    of  Unit    1   * 
•uspenslon   of   operation  at  Unite   B  fc  3  pending   lafutu 
ravivu. 
DROWN,  P.  D.  O.       Mid-Htidmn  Nuclear   Opponentsi     Inc.       79/11/26.       Bpp. 

7912040074  Notice    of  withdrawal    fro*    proceeding*    effaetlve  791130. 
SMITH. B.ti       Hearing    Branch   2.       79/11/89,       ip. 


912270513  Formarii*  LEH  79-034/03L-0. 
DPEKA,  J.F.       Northeast  Utilities.       79/12/14. 


3|ip. 


-7912270S42  LER  79-034L-0:  on  791119,uhlle    parforiBing   routlnv 
lurvoi llanca. *lBctrit*l    fault    tn  motor    controller   re-ndarfld 
LCPI    inboard    iiolation   stop   valva    InopBrable. Causii    bg 
contactc-r  areinj. 
YOuNO.R.  H.       Northeast  Utilities.       79/12/14.       lp. 


791204007Q  Notice   of   appflarsnce    on   behalf    of    NRC.  Cnrtif  icate   of   Svc 
MODHE-J.E.      It&aring   Uratich  2.      79/11/29,      3pp. 

7912360368  Requests   nt  nut  ion   until    BOOaOQ   to  re*pond    to    inttrvenora 
NY  5t»t*    EneTgy   OFc   S.   Citlien*'   Comjuiltee    fov  Protection   of 
Environ    petitions   for   i-»vleu  of  ALAB-436  &    M.AB-861    re 
EBiiiHlc    Issuer.  Certificate   of  Svc   end. 
MOORE.  J.  E.      Ifearinj  Branch  2.      79/12/07.      4pp. 


OCKET  30-246  ADVANCED  CRITICAL  REflCTDR  EXPeilrENT 
,    Operating    llceniv   stage   document*   Kt-CdTr-eapandan 


9122704A9  Forward  i   resporas   to  NRC   reaueit    For  addl    Info    on  THF 
L>»cona  Liarned  T»»k  Fnrce   Reconngndations  2.  1.  7a   b  2.  1.  7b. 
PEOPLES. O.L.      CaiAMunuBaltli    Edison   Co.       79/12/14.       Bpp, 


791218041O  Requests  confirmation   of   BO0126  deadline    for  NRC  response 
tn   inlBTvenor   UCB  791115  request    for   action   unier 
10CFRa.ao6.AUo  rnqu**ts  mooting   to  dlscu*»   istue*   to  b« 
used    to    Cumulate  response. 
HEI8S,e.B.       Bhaldon.     H*rBion   b  Hetsi.       79/1H/10.       lp. 
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— 79121B0423  Requests  that  Commission  reconsider  79O42S  decision  to  ref 
Intervenor  UCB  79032B  seismic  reanalysls  petition  to  staff. 
Commission  must  assume  jurisdiction  since  staff  has  issued 
no  reply  to  UCB  In  sii  months, 

WEISB.E.R.   Union  of  Concerned  Scientists,   WEISS,  E.fi,   Sheldon. 
Harmon  t,  Uelss.   79/12/1O.   3pp. 

791231007B  Three  Itrs  requesting  favorable  action  on  petition  to  shut 
damn  facility. 

ESTEROWITZ.  R.  ,  KAMZAN,  L.  ,  BRODE9KY,  N.   At f i  1  lation  Unknown. 
79/12/10.   3pp. 

791S190239  Order  granting  extension  until  000308  For  NRC  to  respond  to 
NY  Btate  Energy  Dfc  fc  Cltiiens  Committee  Par  Protection  of 
Environ  petition*  far  review. 

CHILK.6.J.   Office  of  the  Secretary  of  the  Commission.   79/15/14. 
Ip. 

7912310109  Two  ltr»  requesting  favorable  action  on  petition  to  suspend 
operations  at  Facility. 
OHINQER.J.,  KAMIANiL.   Affiliation  UnVnoun.   79/12/15.   3pp. 

7912190107  Forwards  791217  Itr  IP  Commissioner  AhearnB  re  UCS  peitton 
on  safety  1<  site  location  issues. 
FISM.H.   House  of  Rip.   79/12/17.   Ip. 

--•7912190114  Requests  quick  response  to  UCB  petition  re  resolution  of 
•ite  location  &  safety  issue*. 
FISH,  H.   House  of  Rep.   79/12/17.   Ip, 


H,  Qeneral  correspondence 


77121401  SB  Requitts  that  EJ  Back  be  deleted  Prom  employee  lilt  t>  that 
JP  Davis  b*  added  as  replacement. 
DAVIS,  J,  P.   Consolidated  Edison  Co.  of  New  York,   79/11/27.   Ip. 

P.  Operating  license  stage  documents  It  correspondence 

7912090163  Discuises  NRC  revltu  of  LERs  b  Tech  Spec  requirements  re 
control  RPI  tgt  at  Westfnghouse  PWRs. Requests  Tech  Spies 
review  to  ensure  requirement  for  rod  malnt  to  uiithin  +/-  IS 
steps  Indicated  fc  RPI  ays  verified  accurate  uiithin  12  steps. 
BCHWENCERiA.     Operating  Reactors  Branch  1.   79/10/S9.   7pp. 

79121O01S9  Discusses  NRC  791101  meeting  in/representatives  of  N9BS 
vendor!  &  fuel  suppliers  ra  dlscusiian  of  respective 
portions  of  ECCB  evaluation  models  dealing  ui/fuel  cladding 
•dialling  fc  incidenci  of  rupture.  Vendor  responses  encl. 
E1BENHUT.D,  0.    Division  of  Operating  Reactors.   79/11/09.   69pp. 

— 7912100253  Responds  to  NHC  791101  request  ra  noncomp liance  of 
Hestinghouse  ECCB  evaluation  modal  under  requirements 
of  10CFR30  App  K. Evaluation  of  three  fuel  rod  models 
indicates  no  safety  problems  for  Meetinghouse  plants. 
ANDERSON,  T.  M.   Hestinghoute  Electric  Corp.   79/11/08.   4pp. 

—7912100330  Responds  to  NRC  791101  request  re  QRNL  cladding  smelling  Jt 
rupture  data,  Review  of  analytical  models  fc  tests  indicates 
compliance  UI/10CFR30  App  K.  All  QE  specs  For  calculated  peak 
cladding  temp  remain  unchanged. 
BUCHHQLZ,  R.  H.   Oeneral  Electric  CD.   79/12/07.   Bpp. 

— 7V 12 100407  Forward 9  response  to  NRC  791101  request  re  rod  burst  test 
data.  Concludes  that  data  properly  represented  by  fuel  models 
used  in  vendor  evaluation  models  d  that  analyses  demonstrate 
all  criteria  of  10CFR90. 46  satisfied. 

OWBLEYiO.F.   Eixon  Nuclear  CD.  i  Inc.  (subs,  of  Exxon  Corp.). 
79/11/02.   3pp. 


7912060126  Summary  of  791114  telcon  u/util  re  lessons  learned 
implementation. 
OLBHAN.L.N.     Operating  Reactors  Branch  1.   79/11/21.   6pp. 

7912040470  Notifies  NRC  that  turbine  manufacturer  has  reported  stress 
corrosion  cracking  In  fceywait  areas  oP  same  lau  pressure 
discs  of  turbines  at  other  p lanta.  Current  missile  generation 
probability  uiithin  guidelines  oF  Reg  Guide  1.  115. 
CAHILL.U.J.   CnnoolldatBd  Edison  Co.  of  New  Yori.   79/11/27.    Ip. 

7918040466  Notifies  NHC  of  current  development  of  safety  analysis 
capability  using  reactor  sys  transient  analysis  code  HEIR  AM. 
Currently  using  code  to  perform  in-house  plant  specific 
analyaii  to  better  understand  reactor  transients. 
CAHIUL.M.J.   Consolidated  Edison  Co.  of  Neui  York.   79/11/29.    Ip. 

7912040649  Notification  of  7912O5  meeting  ui/utiU  in  Debhesda,  MD  to 
discuss  alternatives  to  reduce  probability  b  consequences  of 
severe  reactor  accident. 
lECHrO.    Division  of  Operating  Reactors.   79/11/29.   4pp, 

79121302B4  Forwards  application  for  amend  to  OL  changing  ETS  &  required 
foe.  Fee  paid  under  protest. 
CAHILU.W.J.   Consolidated  Edison  Co.  of  New  York.   79/I3/O3.   Ip. 

— 7912130291  Application  to  amend  ETS  distinguishing  limiting  conditions 
&  monitoring  requirements. eliminating  repetitive  specs, 
reporting  requirements  b  bases  &  updating  ETB  rept  to 
reflect  present  technology. 

CAH1LL.M.J.   Consolidated  Edison  Co.  of  Neu  York.   EARLY.  A.  E. 
Pouier  Authority  of  the  State  of  Neu  York.   79/12/O3.   S3pp. 

— 7912130306  Revised  Pagns  1-1  through  3.6-1  of  ETS  re  limiting 
conditions  &  monitoring  requirements. annual  environ 
operating  rept  &  noni-nutine  reportahle  environ  occurrences. 
Affidavit  oF  svc  encl. 
*   Consolidated  Edison  CD.  oF  Neu  York.   79/12/03.   46pp. 

7912130667  Forwards  revisions  to  util  schedule  for  Imp  lenient  Lng  TMI-3 
Uesaone  Learned  Task  Farce  short  term  requirements 
described  in  NUHEO-057B. 
CAHILL.U.  J.   Consolidated  Edison  Co.  of  Meu  York.   79/12/07.   3pp. 

— 7912130664  Provides  addl  info  re  draft  NuREQ-0630  data.  Mes  tinghouse 
fuel  rod  model  used  in  App  K. ECCS  evaluation  model  b  interim 
b  long  term  recommendations  for  resolution  of  noncompllance. 
ANDERSON,!.  M.   Hestinghouse  Electric  Corp.   79/13/07.   7pp. 

79121B0361  Responds  to  NRC  791029  Itr  m  control  rod  position 
indication  sys.  Tech  Specs  revised  to  limit  rod  misalignment 
&  Unit  1  shutdoun  awaiting  decision  an  ECCS. 
CAH1LUU.  J.   Consolidated  Edison  Co.  of  New  York.   79/13/07.   Ip. 

7912200415  Notifies  of  79131B  site  visit  of  NRC  Emergency  Planning  Task 
Force  to  evaluate  upgrading  of  emergency  planning  since  TNI 
accident.  Requests  participation  of  NV  State  Energy  Dfc. 
COLLINBiH.  E.    Assistant  Director  far  Emergency  Preparedness. 
79/12/07.   Ip. 

7912270232  Forwards  response  to  NRC  791210  request  for  addl  detailed 
Info  re  responses  to  TMI  Lessons  Learned  Task  Force 
rBcommendations.  Overs! te  drawings  available  in  Central  Filaa 
only. 
CAHILL,  H.  J.   Consolidated  Edison  Co.  of  Neu  York.   79/1S/14.   2Bpp. 

— 791H270236  "Spec  for  Flow  Transml tt»rs,  "  prepared  For  Wesltnghouse  b 
Can  Ed. 

»  United  Engineers  t.  Constructors*  Inc.  {subs,  of  Haijtheon  Co.  >. 
67/06/15.   Spp. 


— 7912100496  Forwards;  addl  info  n  evaluation  of  impact  of  NRC  proposed 
rupture/blockage  modal  used  in  vender  evaluation  model. 
No  adverse  impact  from  new  rupture  burst  data  or  use  of  NRC 
rupture/blockage  modal  on  llcanslng  calculation  results. 
DMSLEYiO.F.   En  11  or  Nuclear  Co..  Inc.  (subs,  of  Exxon  Corp.). 
79/11/04.   22pp. 

791SO70263  Partially  responds  to  FOIA  request  For  document  ra  Paullngi 
NV  tlte.  Forwards  requeft»d  Info.  Submits  addl  Info: sodium 
deuterium  reactor  never  built  at  site* no  matl  tver  used  at 
slti  fc  no  radioactive  matl  disposed  of  In  laH. 
CARR.J.  C.     Division  of  Rules  and  Records.   79/11/16.   Spp. 

7912070291  Submits  partial  response  to  FOIA  request  for  documints  re 
Nuclear  Development  Association, United  Nuclear  Corp.Oulf 
United  Nuclear  Corp  li  ATCQRi  Inei  concerning  facility  site. 
Forward*  requested  info.  Provides  addl  Info  re  site. 
CARR.J.C.    .Division  of  Rules  and  Records,   79/11/16.   3pp. 


— 7912270243  "Spec  for  Indicator  a  -  Panel  Mounted*  "  prepared!  for 
Meetinghouse  &  Con  Ed. 

*  United  Engineers  !<  Constructors,  inc.  (subs,  of  Flaijtheon  CD.  ). 
67/04/04.   4pp. 

79122B0060  Requests  submittal  of  Class  III  amend  fee  re  79O907 
application  concerning  reracklng  of  spent  fuel  puol.  NftC 
791O1B  Itr  requesting  Pee  has  not  bein  ansuered. 
MILLER,  M,0.     Licence  Fee  Management  Branch.   79/12/14.   Ip. 

7913270312  Discuttes  implementation  oP  NRC  Category  A  Less  on.  5  Learned 
requirements. Requirements  ulll  be  implemented  or  facility 
will  be  shut  down  until  completion  of  implementation. 
IARABAB.  P.   Consolidated  Edison  Co.  of  Mem  York.   79/12/17.   Ip. 

7913270339  Forwards  "Program  Plan  for  Performance  Verification  of  PUR 
Safety/Relief  Valves  b  8yc"  (c  supplemental  Info  In  reiponia 
to  TMI  Lessons  Learned  Task  Force  Recommendations  2.1.2. 
CAHILL,  H.J.   Consolidated  Edison  Co.  of  Neu  York.   79/15/17-   7pp. 
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—  791E270373    ••Program   Plan    for    Ps-rforraance    Verification    at    PUR    Safety/ 
^searih     ln.«itUt..        79/W/13-        «,p. 


-7912050192    IE    Inap   flept    SO-247/77-16    on    790BOB-1O.  Noncamp  I  iance    noted: 


'  r*»i.n*i    fur    Auill  i*rg    Fi 
Order*    Task    Force    review 


79122701HH    Forward*    "HRC    B* 
response    to   NP.C    Bulletins 

operating    reactors.  -ni.«n/in 

CAHILL.H    J         Consolidated    Edison   CD.     of    Nw-   York.        79/13/19. 


—7913270190    "NRC    Requirements    For    Auiiliary    FeeduatiBr    5ys.  " 
*      Consolidate    Edl.an   Co.     af    Neu,   Vert  .        79/1  I/O?  .        19pp. 

7912310303    Foruirdi    rBSponae    to    791O23    Itr    per     1QCFRSO.  54(f  ).  Valve 
qualification    program   for    containment    (.m-get    pressure 
rolie*   valves    initiated    on    ntpeiitet   fcasl  B.  Valves   ul  1  1 
perform    natisfflctcr  i  ly    after    LOCA.  ™/,n/il»         Una 

CAMILLA.  J.        Consolidated    Edison    Co.     of    Neu,   York.        79/12/17.        Bpp. 

79122703A7   Forwards   7-J133Q    conference   paper   re    Indian  Point/lie.,   near 
site   studies    Request*   paper    be   rade    part   of    public    ^cord.  f 

PEOPLES,  D.U        Commonwealth    Edisan    Co         •      Consolidated    "»"««»•     of 
Moid   Vert.        «      Pnuer    Authority    of    the   State    nf    Nun    York.        79/12/2L. 
IP 


Q,      Inspection    poparts,     IE    tfullBtins    t   correspondence 

7912130219   Respond*    to    IE    Bulletin   71-  IB.  Evacuation    announcement    ays 
testa    in   Dec    197B   reveal    several    deficiencies   which   uiere 
corrected.  Audibility    testing  ui  1  1    6*    continued   annuallq. 
CAHILL.H.  J.        Comimnwea  1th    Edison   Co,        79/1O/15.        -Jap. 

79iat70lB&   R»3p0nda    tn    I£    Bulletin   79-23,     "Patantial    Fa  J  lure    of 
EmerganEil    Diesel    Oeneratur   Field   E.citer  TransforraBF. 
Described    c  arid  J  1  1  tms   re    conoections    neutral    or   generator-   t, 
neutral    of    primary    uin.lir.gs    flf    EFT    not   app  1  teat  1  f. 
CrtHILL.W.  J.        Consolidated    Edisnn   Cn.     ofNeuYork.        79/10/B9.        2pp. 


Furuards    IE    Inap 


50-S47/7T-12    on   790BI9-0913.  Hu 


j"  ""esian    1.    PMl.d.lphl..    Rector  Dp.r.tlpn. 
Support    Dranch.       79/1O/30.       3pp. 


IE 


Rppt    50--247/79-12   on 

noted,  major    areas     inspected  :  Bhi  ft    logs    t.    ret  ords.  tours    of 
facility    8,    stagnant    boratHif  uater-   sya.  „,„,  ,    ,. 

REDELOIISKI.T    .     JOHNSON.  R.  Region    1,     Philadelphia,     Office    at     the 

Director.       KEIMIQ,  R.  R.  Region    l«    Philadelphia.    Reactor 

Operations    Nuclasr    Support   Branch,.       79/IO/29.       ll|ip. 

7-712S00159   Forwards     IE    Insp   H*pt    5Q-247/79-19   on    790904-11.  No 
nanromp liance    noted. 

CARLSON,  R.  T.  n*9ion    1.     Philadelphia,     Reactor   Construction   & 

Engineering   Support   Branch        7*7/11/01.       2pp. 

—7913200)67    IE    Insp    Rent    5O-2fl7/77-l9   on    79O904-U.ND    nuncomp Hance 
noted.  Major  areas    inapuc  ted:  ff  vioui  of   adequaceij   of    lUansm 
reipunsc    to    IE   BulletJ-n    "Seismic    flnalijsis    fur    As-Dullt 
Safety-Related    Piping   Sijs..  " 

FEIL-F)   ,    FOLEVjT.  Region    1>    Philfldo  1  piiia.    GfFite    of    tho 

Director.        TRIFP.  L  Ref|ion    1,     Philadelphia,     Reactor 

Construction   t,   Engineering    Support   Branch.        79/10/34.         iOfft- 

7912OS01A4   Act     receipt    of    79IO24    Itr    ir.forning    KRC    of    stops    taken    In- 
correct  violations    noted    in    IE    Insp  Heji  t   30-H47/79-1&, 
DRUMMER. E.J.  Region    1.    Philadelphia,    Heat  tor  Operations  Uutlear 

Gup |i art    Branch.        79/11/0&         lp 

— 79iaOS017B   fJeaponrts    to    NfIC   79092fc    Itr    re    violations    noted     in    IE    Insp 
Hept    50-237/77-16.  Corroitive   at.  tiops:  rasimn&iblo    personnel 
ruinstructed     in    propsr    procodures   fc    test    procedure!    r-ovtaeii. 
CAHILL.M.J.        Consolidated   Edison   Co.     of    Now   fork.        7V/1O/31.        lp. 

—791205017?   Foruards    IE    Insp   Sept    50-247/79-J6   nn   79080E1-IU   fc   notice    of 
violation. 

BRUNKEn,  E.  J.  Region    1.     Ph  I  ladel  pli  lar     Reactor    Operations    Nuclear 

Support    Branch.        79/U9/26.        app. 

— 7912O5O1B5   Nfltlca    of   violation    From    inap    or    790BOD-10, 

•»          Rajian    I,    Philadelphia.    Uf.flce    of    the    Director,       79'/09/S'3. 
3pp. 


D-.nr 

Bran.h.       FDLEV.T.  nBgion    1.     Philadelphia,    Office    of    the 

Director.        79/O9/2S,        Bpp. 


«rd.    u,aste    pacWaging     tn.p    R.(it    79-02A 

TI"lted-niJgion3,    Atlanta,     Fu.l    Facility    tH.i.rl.U 
Safoty    Branch.       79/11/07.       2pp. 

-791BM0399M.it.    packaging    Insp    H.pt   7O-OBA.  No    imneMpllane.    not.d. 
Major   aveas    inEpectod:  shipping    papnr    b   DOT    placard    nB 
riqulrMinfai.  radiation    l.val».  rMovab  La    <  ontamination.  DDT   t, 

'".B^n'z.    Atlanta    Of*l«    ^    «..    Director.       79/H/Oi. 


7912050023  FBrwardft    IE  Circular  79-HB,     "Str-ka   Time,    for  Potiar   Operated 


79/11/16-        IP- 

7712050934  Forwarda    IE    Info  Notice  79-27,     "Steam  Oen«rator   Tube 
Ftupturee    at  Tuin    PHU  Plants.  "   No  rasponse    reaulrHd. 
MIEHiS.M.  Union    1,    Philadelphia,     Office    of    the    Director. 

79/11/16.        Ip- 

7912100113   Forwards    IE    Info  NntlCB   79-3O.     "Over  loading    of   Btruetural 
Element.    Duo    to  Pipe   Support  Loads.  "   No    rimpan»e    ranu  I™*- 
GRien.D.H,  Ragion    1,    Pliiladslph  ia-     Office    of    the    Director. 


79/11/1A.        lp- 

791211039&   Fnruiarda    IE    Info  Notice  79-29,     "Loss   of   Nonasf aty-Helated 
Reactor   Coolant   Cos    tnsfcrunmntotion   During    Qjeratlon.  "   No 
soccific    action    or  response   roquirod. 

QRIEFI.B.H.      ,     Region    1.    Ph  iladelptUa.     Qffico    of    the    Director. 
79/11/19.        lp. 

7912030^31    Forwards    IE  Bulletin   79-26,     "Doron    Loss    From  BUR   Control 
Dianas.  "    No  resnanse    roqilimd. 

GRlERTn.!).  Region    t.    Philadelphia.     Office    of    the    Director. 

79/11/20.        lp. 

7913060946    Forwards    IE   Circular    79-24,      "Proper    Installation   !<   Calibr    of 
Core  Bpraij  Pipa   HTeah   Detection  Etiu i nmen t    on  DWfis.  "    No 

GRIER!1"!),  Rnoinn    1,    Philadelphia,     OPPice  of    the    Director. 

79/11/2A.       lp. 

7912110031    Forwards    IE  Circular   79-23,     "Motor    Star-tors  i  Contactors 
Failed    to  Operate."  No  response  required. 

DRIER.  D.H.  fleginn    1,     Phi  lad  ulph  ia,     Office    of    the-   Director. 

79/11/24,.       lp. 

791H0401A9   Provides    »upplmontal    response    to    IE  Bulletins   79-02  fa  79-07, 
Bafety-rnlatud    pipelines    seismical  ly    rnanalijied    lu/dunamlc 
computor    streaa    code   !,   conftidorad    in    evaluating    adequacy    of 
pipo   supports   usinfl   expansion   anchor    bolts.  .,„,,,..,,        onn 

CAHILL.H.  J.      ConsolidolDd   Edison  Co,     of    NBU   York.       /9/11/27.       3pp. 

7912190010  Forwards    IE  Bulletin   79-E7,     "Loan    at   Non-Class    TE 
Instrumentation    S.  Control   Power   Byj   BUB    During    Operation. 
Written   rosnonue    required, 

GltlEfl.  D.  M.  Reaiar.    J,    Phlladelp4iin,     Office   of    the   Director. 

79/11/30.        lp. 

791M10209  Forwards   IE    Info   Notice  79-:iO,     "Bapoptina    of   Dnfects   fc 
tfoncompUancea,  10CFR21,  "'   No   action  renulrofl. 

•CFIIER.11.M.  Region    1,    Philadelphia.     Offico   of    the   Dlracto.  . 

79/12/Oi.       lp. 

7913190734   ForiuflTdn    IE  Bulletin   79-2B.     "PoBOibU   Malfunction    of   N-mco 
Model    KftlBO  Limit  Switches    flt   Elevated    Temps."    Written 
rasonuae    renutred. 
uRIEH,a.H.  Rejion    1,    PhllBdfllphia,     Office    of    tht  Diractor. 

79/12/07.       lp. 

7913880108  Foryards   IE   Info   Notico   79-31-     "Uss    of    IncorrBtt    Amplified 
Rasponae   Spectra.  "  No  written   rgsponse    ^ulrod. 
CRIEIt.  D.  It,  Region    1,    Philadelphia,     DFfice   of    the  nirnctor. 

79/12/13.       Ip. 

Ft.     Periodic    operating   reports   &  relatad    e8^r"P*|J^^' 

7912H0333  Forward*  Nov   1979   date   re    fish    epaciea    specified    In   Section 
101   certification   to  NY  Btata   Dept    of    Environ   Con*.vvaUon. 
MONTI. H.  A.       Consolidated   Edison  Co.     of    Neu  York.       79/12/10.       17pp. 
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7912170243  Forwards  monthly  operating  rept  For  Nov  1979. 

CAHILL.W.  J.   Consolidated  Edison  Co.  of  NHU  York.   79/12/14.    lp. 

— 791B17O399  Monthly  oporatlng  rapt  far  Nav  1979. 

KAWULA.L.   Consolidated  Edison  Co.  of  Neu  York.   79/12/04.   Bpp. 

7912170302  Foruardi  daily  records  of  fish  collection  Far  Nav  1979. 
CAHILL.M.J.   Consolidated  Edison  Co.  of  New  York.   79/12/14.   lp. 


DOCKET  50-249  DRESDEN  NUCLEAR  POWER  STATION,  UNIT  3 

F.  Security,  medical,  emergency  t  fire  protection  plans 


7912200033  Discusses  HRC  7911O9  neat  ing  re  emergency  preparedness  tean 
revieu  objectives.  Provides  guidance  far  improving  license* 
emergency  preparedness  &  assuring  capability  of  off site 
agencies  to  take  appropriate  emergency  actions. 
GFUMES'B.K.   Emergency  Preparedness  Task  Force    79/11/23.    30pp. 


—7912170307  Tabulation  of  daily  records  of  fish  collection  for  Nnv  1979. 
»   Consolidated  Edison  Co.  of  Neu  York.   79/11/30.   3pp. 

8.  Raportable  occurrences.  LERs  tc  related  correspondence 


7912270063  Forwards  list  at  specific  it  BBS  requiring  updating  in 
emergency  plans. Emergency  plans  mere  evaluated  using  code 
requirements, Reg  Guide  1.101  &  Emergency  Planning  Review 
Guidelines  Number  1, Revision  1. 
1PPOLITQ,  T.  A     Operating  Reactors  ilranch  3.   79/11/3O.   7pp. 


7912200979  PNS-I-79-QOB: H  Pienciak, Associated  Press  reporter 
Interviewed  SO  to  30  guards  at  facilities  Tj  plans  to  write 
article  describing  guard  force  performance, util  physical 
security  programs  &  bleaknesses  In  programs. 
DEVLIN.  J.W.  ,  HftRTlNiH.  0.  .  ALLAN,  J.   Office  of  Inspection  l> 
Enforcement,  Office  of  the  Director.   79/IO/05.   lp. 

7912200490  PN5-1-79-004: on  79101&.  1  icensee  received  notification  via 
telcon  u/NY  State  Police  at  bomb  threat  against  facility. 
State  Pollen  assisting  in  bomb  search.  No  evacuation  of 
facilities. 

DEVLIN.  J.  U.  .  MARTIN.  W.  0.  ,  ALLAN.  J.   Office  of  Inspection  & 
Enforcement.  Office  of  the  Qirnetor.   79/10/16.   lp. 


7913270003  Ack  receipt  of  790316  Itr  transmitting  security  personnel 
training  Si  qualification  plan.  Requests  suLaittal  of  Class  I 
&  III  foes  totalling  *4. OOO. 
MILLER. U.Q.      License  Fee  Managenent  Branch.   79/12/10.    lp. 


II.  General  correspondence 


771 220 060 5  Discusses  791204  title  change  of  manager  of  nuclear 
aperatians  to  vice  president. Qrgantiation  structure  not 
altered.  No  revision  will  be  nade  to  QA  program  topical  rept 
CE-l-A  until  organization  structure  is  delineated. 
JANECEK.R.F.   Commonwealth  Edison  Co.   79/13/19.   lp. 


7712200144  PNS-I-79-O04A: on  791017, Paekskill  Evaning  Star. Peekski 11,  NY, 
statas  receiving  borab  threat  eitortion  Itr  re  facilities  b 
three  phone  calls  on  791O16  re  same  bomb  threat. Search  of 
facilities  revealed  no  bomb. 

DEVL1N.J.W..  MARTIN.H.O.,  ALLAN.  J.   Office  of  Inspection  (c 
Enforcement.  Office  of  the  Director.   79/10/17.   2pp. 

7913800073  PNB-I-79-004B: on  791021, bomb  threat  received  bu  NY 
Telephone  Co  operator  from  unidentified  male  uho  said 
bomb  mould  go  off  in  1-h  at  plant. Search  conducted  at 
Units  2  *  3.  No  bomb  found. 

SHEPHERD,  R.  E.  ,  DEVL1N.J.M..  MART1N.W.O.   Office  of  Inspection  fc 
Enf  ore  aroint.  Office  of  the  Director.   79/1O/22.   lp. 


79121204&5  Foruardi  LER  7Q-Q09/01X-1. 

CAHILL.W.J.   Caniolldated  Edison  Co.  of  Neu  York. 


79/12/O7. 


-- -7912120169  UER   7B-009/O1X-1:  on  7B03O1,  one-third    of   hydraulic    inubbers 
tested   taei-D    bolou   functional    test   acceptance  criteria.  Caused 
by    mechanical    defects   &  luear    in  Her gen-Patter a on  Models 
H8SA-3i  10.  20  &   9O.  Defective    snub  ban   replaced. 

MAKEPEACE,  J,  M.       Consolidated   Edison  Co.     of  New  York.       77/12/07. 
2pp. 


7918140410  Forwards   LER    79-023/O3L-0. 

CAHILL.M.J.       Consolidated   Edison  Co. 


of   New  York.       79/12/O7.       lp. 


P.     Operating    license    stage    documents   &   correspondence 


791S1OO1B?  Discusses  NflC  7911O1   meeting  w/reprasentatives  at    ttSBS 
vendors    t>  fuel    suppliers   re   discussion  of  respective 
portions   of  ECC5  evaluation  models   dealing  u/fuel    cladding 
sue 11  ing    b    incidence    of   rupture. Vendor   responses    encl. 
E1SENHUT,  D.  O.          Division   of   Operating   Reactors.        79/11/O9.        65pp. 

— 7919100255  Responds    to   NF1C   791101   request   re   noncoup Haute    aF 
Hestinghause  ECC3  evaluation  model    under  requireaents 
of    10CFRSO   App   K.  Evaluation   of   three    fuel    rod   mudcls 
indicaites   no   safety   problems   for  Uestinghouse  plants. 
AKDBIBDN.  T.  H.        Uestlnghouse   Electric    Corp.       79/11/02.       4pp. 

— 7913100330   Responds    to   MHC   7911O1    request   re   OflNL   cladding    swelling   & 
rupture    data. Review   of   analytical   aodels   &   tests    indicates 
compliance   U/1OCFR50   App    K. All   CE   specs    Far   calculated    peak 
cladding    temp    renain  unchanged. 
BUCHHDLZ,n.H.        General    Electric    Co.       79/I2/O7.       2pp. 

— 7912100407  Forwards   response   to  NfiC  791101   request  re  rod    burst    test 
data.  Concludes    that   data    properly    represented    bu,    fuel   models 
used    in  vendor   evaluation  models  &   that  analyses   denanstrate 
all    criteria    of    1OCFRSO.46   satisfied. 

DHSLEY.O.F.       Enon   Nuclear   Co.,     Inc.      (subs,     of   E.ion   Corp.   >. 
79/11/03.       5pp. 


—7913140411   LER  79-023/03L-0:  on  791109.  during   normal    operati  on.  when 
terminating    blouiilown    from   steam   generator  24.  one    aeries 
isolation   valve,  PCV-1217,  In   bloudoun    line,  would   not   cloiB. 
Gaumed    by    operator   closure   spring    bearing    plate   dislodging. 
MAKEPEACE,  J.  H.       Consol  idatHd   Edison  Co.    of   Hau  York.       79/12/O7. 
lp. 


-7912100*56  Forwards  addl    info  re  evaluation  of   impact  of  KftC    p 
rupture/blockage   model    used    in   vendor    evaluation   (ondel 
No  adverse    impact    from  nau  rupture  burst  data  or  use  at   MRC 
rupture/blockage  model    on    licensing   calculation  results. 
DHSLEV,  0.  F.      Enon  Nuclear  Co..    Inc.     (subs,    of  Enon  Corp.  I. 
79/11/04.       22pp. 


7912310403  Forwards    updated   LERs  70-022/O1X-1    &  79-013/O3X-1. 

CAHILL.W.J.       Consolidated   Edison  Co.     of  New  York.       79/12/21.       lp. 

— 791831O40B  Updated    LER  7H-022/OJX-1:  on  700817, confirmed    discrepancy 
between    specified   6   as    supplied   value    of   relief  valves. Cause 
not   stated.  Valves   removed    (c  replaced    during    1979  refueling 
outage. 

MAKEPEACE.  J.  hi.       Consolidated   Edison  Co.    of  tieu  York.      79/12/21. 
3pp. 

--79123I04IO  Updated    LER   79-013/O3X-1: on  790329, visual    insp   revealed 
plnhole    leak    at    socVet   ueld    connections   on    seal    injection 
header   downstream   of    filters.  Cause  not   stateit.  Permanent 
rnpair   accomplished    during    1979  refueling    outage. 
MAKEPEACE,  J.M.       Consolidated   Edison  Co.    of  Neu  York.       79/12/21. 
lp. 


U.    Congress! ana  1 /Executive  Correspondence 


7912140580  Concurs   w/Keneny   Commission   recaonendatinn  re   emergency 
evacuation   plans    for   power   plant  areas. NRC    should   rule 
directly    on  UCB  petition    to   shut   down  plant. 
BINCHAM.J.       House   of  Rep.       79/11/14.       lp. 


791HO40261   Forwards   plant   steam  bypass   capacity   sheets, percent   rated. 
Info   provided    to  GE   For    incorporation   into  NEDO-2170H. 
PEOPLES,  D.L.       Coiraonuaalth    Edison  Co.       79/11/16.       20Dpp 

7912050323   Discusses    791113   fc    14   site   visit   re    solid   rad«aste 
processing   &  temporary    storage.  Facilities  have   instituted 
improved   uaste  miniDiiation   programs. 
GRANT, P.,    LO,R  Environmental   Evaluation   Dranch.       79/11/23.        Bpp 

791E01029)1  Forwards   supplementary   response  to  be   incorporated    Into 
791O19   Itr  re   lessons    learned  coaJoit»unti   to  neat   near-tei-iq 
requirements. 
REED.C.        Comsnnuaalth   Edison   Co.       79/11/30.       7pp. 

79130404O5   Submit  3    updated    schedules    for    installation    of   re  circulation 
pump    trip    mods    per   790359    Itr. 
PEOPLES.  D.L.      Commonwealth  Edison  Co,      79/11/30.      2pp. 

7912120411   Forwards   supplementary   response  re   eoMitment   to    neet 
short-tern  requirements   of  Lessons  Learned  Task  Force. 
REED.C.        Commonwealth   Edison   Co.        79/11/30.       7pp. 

7912120429  Forwards   supplemental   response   to  791018   Itr  re    ccima.it«ents 
to  Lessons  Learned   Task  Force  recowiendatians. 
PEOPLES. D.L.       Commonwealth   Edison   Co.       79/12/O3.        2pp. 
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79131  LOaHO-   Praises    to    oaend    Tech    Specs,  ei  tending    ma.    average    planar 
linear    heat    genoratian    rate    to    larger    erasure    values.  Errata 
fc   addenda    sheets    for    °LOCA  Analysis  Rept,  "   Tech    Specs    page 
changes    It  Class    III    fees    end.  _____ 

PEOPLES.  D.L.        CofflBtmuealth    EtfiBon    Ca.        79/12/O4.        2pp. 

—  79121  lOaufa   Errata   &    addenda    sheets    for    -LC1CA   Analysis    Kept.  " 
*      General    Electric    Co.        NEDO-24146.        79/1O/3L.        3pp. 


79120S010A    Forwards    IE   Circular   79-22.     -Stroke   Times     For   Fouer    Operated 
Relief    Valves."    Ho    response    retired.  _„„,,., 

KEPPLER,  J.G.  Region  3.     Chicago.    Office   of  the   Director.       79/11/1*. 

lp. 

7912100313   Forwards    IE    Info   Notice   79-3B,     "Overloading    of   Structural 
Element.    DUB    to   Pipe   Support   Loads."   No   response   required. 
KEPPLER,  J.G.  Region   3.     Chicago.     Office   of  the  Director.       79/11/li. 


79131402*4.  Forwards   desian   drawings    re  water   suppression   S«B,  detection 
sus  t,  Unit    1    firs  puap.  Drawings   available    in  Central    Files 
niily.  Hydraulic    calculation    info    fc   Fairbanks    morse   annual 
describing    fire   pump    enc!.  „„,.„,„, 

JftMECEK,  R.F.        Coarannuealtn    Edison    Co.        79/1S/O4.        Hpp- 


7913110597    Forwards    IE    Info    Notice    79-27,     "Loss    at    NonsaFety-Related 
Reactor  Coolant  By  9    Instrumentation   During  Operation.       No 
specific    action   or    response    required.  -.„,.,,,, 

KEPPLER,  J.  Q.  Regions.     Chicago.     Office    of    the    Director.        79/11/lfc. 

IP 


7913190622   Forwards    proposed    amend    to   License    DPFI-25    rnnsistlng    of 
chances    to   Tech    Specs,  flpp    A   to    inp.  tenant    reload    llc.ns.lng. 
PEOPLES.  D.  L.       CofMontjealth   Edison   Co.       79/13710.       5pp. 

—79I217063&  Proposed    Tech  Specs   changes    in   support   of    reload    licensing. 

•  Commonwealth    Edison   Co.        79/13/1O         51pp. 

791221034?   Forwards    cover    sheet    fur    CE-l-A.  Rcvl  it  on    1O,  Inadvertently 
oolite*    from   79111*    transit  ttal  . 
NAUGHTuN.  H.F.        Connonueal  th    EdiaDn   Co.        79V13/13.        «Jpp- 

79iaiB0531   Forwards    info   documenting   evaluation  of   purge  &  vent  valve 
operabllity    verif  i  cat  ion.  Util    committed    to    purge   &    v*nt    si)i 
in   conForman.ee  u/NHC   interim  pos  1  tion.  Complete   conf  irwatorg 
analyses   not  available   for   30-4O  uk- 
PEOPLES.D-L.       CoBiaionwealth    Edison   Cn.        79/J2/14.        App. 

7912190349  Fnrnavda    "fldeqiiatu   of    Station   Etuctric   Distribution  ays 
Voltages.-    addressing   4BG-volt    undervoltage    conditions. 
JANECEK.R.F.       CDBHionwealtb  Edison  Co.       79/13/14.       lp. 

—7912190545  -Adequacy   of  Station   Elestric   Dlstrlngt  ion  Sys  Voltages." 

•  CDPunmuealth    Edison    Co.        79/12/11.        epp. 

7913270470  Advises    that   <iual  if  ieat  ion   projran   for   rrmainind    purge   fc 
vent   contain«ent   valves    Is    in    progress.  Drosden  &  Ouad-Cltles 
butterfly    valves   uill    close.  regardless    of   degree   of    opening. 
Response    to  NRC    interin   position   enc  1  . 

PEDPLEB.D.  L.        CoManweal  th    Edison   Co.        79/12/14.        i>ft- 

791H2H0533   Responds    to   NHC    791O31    requflst    For    plant-unique 

lapleaentatinn   schedule    Far  additional    condensation    tests 
re   Har*    I    Full    scale   test    Fac  1  1  i  ty.  frnalijsiE    dependtnt   on 
final    resolution    of    acceptance    criteria. 
PEOPLES^.  L.      CoBwonuealth   Edison   CD.       79/I2/3O.       2pp. 

79123IO346  Foruarda   revised    pages   to  CE-l-fl.     "Conn  Ed    OA  Proflraa   tor 
Nuclear   Oeneratinn  Station*."   Revision   11. 
JANECEK.R.F.       Ca«non«ralth   Ed  i  ion   Co.        79/13/2O.        lp. 


7912310025   Forwards    IE    Insp    ReptE    5O-237/79-25   &    30-349/79-23    on 

790917-18  &  24-27-Nn   noncoup liance   noted.  

KEPPLER,  J.  0.  Rogion3.     Chicago,     Office    of   the   Director .        79/11/It. 

3pp. 

—7912210031    IE    In»p    Repts    5O-237/79-25    K.   SO-249/79-B3    on   790917-1H   b 
24-37  Mo   noneoBplianco   noted.  Major  areas    innpec tod: cooling 
lake,   const,  sail    iorinfls    on   north    dike   t  review   of  nanthly 

surveillance   repts    on   dike   atructura.  

(JAU-AGHER.E.  J.  .    OEBTKANH.  H.  J.  Reoion  3.    Chicago*    Office   of   the 

Director.       HAVES.  D.  W..  Regions.     ChicaBo,    Reactor   Construction  & 

Engineering    Support   Branch.       79/11/14.       24pp. 

79121HO013  Notifies   a*   delau:    in   inpl nnentotlon   of    IE  Bulletin   79-14   re 
accessible   arras   comparison    d  evalujition    phase.  Cur-rent 
program   provides  tar   earliest  detection   &   evaluation    uf 
significant   dlacrepanciee. 
PEOPLES,  D.  L.       Coomoouoalth   Edison   Co.       79/11/19.       2pp. 

7912O5O3SO  Forwards    IE  Bullatin  79-H6,     "Hornn  Lostn   Fron  B14R  Control 
Blades.  "    Response   T  no.  LI  i  red.  ,_  -.„...,„.. 

KEPPLER,  J.O.  Hejlon   3.    Chicago,     Office    of   the   Diroctor.       79/11/SQ. 

lp. 

7913040009  Ac»    receipt   of  79110B   1  tr    inforning   NRC   of    «tens    tafciin   to 
correct  violations    noted    in    IE   Inap   Repts  30-O1Q/79-19. 
50-237/79-23   tt  50-249/79-H1. 

HE19HHAN,H.  F.  Begion   3.     Chicaga.    ReBctor   Dperatians  Nuclear 

Hupport    Branch.       7?/li/21.        lp- 

— 7913040011    Responds    to   NRC    791O1B    Itr    re    violatlunB    noted    in    IE   Insp 
Ropts    30-010/79-19-50-237/79-23    &    30-2*9/77-21.  Cori-actlve 
actions: personnel    Instructed    to    locfc    Joor   to    hioh    radiation 


area. 
PEOPLES.  D.  L. 


EdUon  Co.       79/U/OO.        Spp. 


7912100417  Forwards    IE  Circular  79-24.     "Proper    Installation  !•  Calibr   of 
Core   Bfraij   Pipe  Breal    Detection   Equipment   on   BHHs.  "    No 
written    responae  required.  „,,..,„, 

KEPPLER.J.O.  Region   3-    Chicago,     Office   of   the   Director.       79/11/Hfc. 

lp. 


—  791231O3&9  Revised  pages,  to  CE-l-A.  "Co««  Ed  HA  Program  for  Nuclear 

Generating  Stations.1   llevisian    11. 

«      Commonwealth  Edison  Ca.       CE-l-A.       79/11/21,       16pp. 

Q.     Inmnettion  rflports.     IE  Bulletins  fc   carrespandente 

79120S0013   Foruarils    IE    Insp    Repts    5O-OIO/79-19.  80-337/79-23    fc 
M-249/79-ai    on    79CW04-2a   &   notice   of    violation. 

HEI5HMAH.  0.  F.  Region  3,    Chicago.    Reactor   Operations  Nuclear 

Support    Branch.       79/10/10.       3pp. 

—  791BQ50037  IE  Inap  "«pts  5O-O  10/79-19,  SO-237/79-E3  k  50-249/79-21  on 

7909O4-2B.  Noticoapl  lance  notad:  failure   ID  control    access    to 
high   radiation  areas   fc   failurn   to    folloui  procedures. 
BARKER.  J.L.  .    UALKEn.R.D..    CTESSftHD.  R.  L.  Reoion3.    Chicago, 

tlfftce    of    the   Director.       79/10/1S.        9pp. 

7912200344   Forwards   wastn    packaging    Insp    Rapt    79-02A   OH   790923-HA.No 
nnncDBpllance   noteb. 

SUTrERLAND.J.T.  Rtglon  H.    Atlanta.    Fuel   Faciliti)   l<  HattriaJs 

Saretu    Branch.       79/11/O7.      2pp. 

—  791S20039S  Haste  packaging    Insp  Rept  79-02A.  Ha  non  coup  Han  ce  notoil. 

Major   areas    inspected:  shipp  ing   paper   t  DOT  placarding 

ronutreiBBJila.  radiation    level  Si  rsnDvable   contapiinatian.DOT  t 

NRC   packagi    feature  s, 

BRDMM.FI.A.  RegiDn  2,    Atlantar    dffica   of    the  DiTtcftor,       79/11/Oa. 


79121401B7  Forwards    IE  Circular  79-23,     -Motor  Stari»r«  *  Contactors 
Failed    to  Operate.  "  No   urittan    response    required. 
KEPPLEH.J.O.  RBjian   3.     Chicago,    Office   of   the   Dlr-ctor.       79/11/26. 

IP- 

79131103^5  Notifies    that   NRC    Intends,    to   routin«lij    forward    to 
appropriate    state    public    utll   regulator"    group*  tt    slat*  attu 
gineral    ofes    copits  of    escalated1   enforcement   corrB»pondenCB 
sant    bg    NRC    to    licensees.  -,„,..,«, 

KEPPLEn.J.  O.  Raaioti    3.     Chicaoo.     Office    Of    the    Director.        79/U/2B. 

lp. 

7912190199  Forwards  IE  Bulletin  79-27.  "Loss  of  Non-Class  IE 
Instrumentation  t  Control  Pouer  B«»  Bus  Durine  Oparation.  " 
Written  response  required.  -.„,..,„,, 

KEPPLERrJ   O.  Ranlon   3f     Chlcano.     Office   of    the    Director.        79/11/3O. 

Ip. 

79121  400'9b  FoTUiards    IE   Info    Notice  79-3Q,     -Reportinn    of    Defects  fc 

Nonco«pl£anc»«»10CFRKl.  "   Wo  action    or    reiponnw   required.  ___  .„,„, 

KEPPLER,  J.  O,  Rffsion   3-     Chicago.     Office   of    the    Diractor.       79/12/On. 

lp. 

7912200004  ForuardB    IE  Bulletin   79-33,     "Possible  Malfunction    of  hbaco 
Hndel   EAI80  Limit  Switches    at  Elevated    T*»pi.  -    Action 

KEPPLETR,  J.O.  Hegion,  3,     ChicaBo,     Dffiee   of    th«   Director.       79/1H/10. 

IP- 


7912BOCM43  Notification    of    791213  -eeting    w/util    to    discusn    IE  Bulletin 
79-02   anchor    bolt   &  base    plate   analysis. 

JORDAN.  E.  L.         Division   of   Reactor    Operations    Inspection*. 
3pp. 
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R.  Periodic  operating  reports  b  related  correspondence 


7912IS0377  Forwards  monthly  operating  repts  for  Nov  1979. 
STEPHENSQN,  B.  B.   Conutanuealth  Edison  Co.   79/12/O7.   Ip. 

—  79121BO3S6  Honthly  operating  repts  for  Nov  1979. 

CIESIKIEWtCI.B.   CoMonwealth  Edison  Co.   77/12/03.   17pp. 

B.  flepartable  occurrences,  LEHs  &  related  correspondence 

7913070143  PNO-II1-79-O23:  on  79102Si  spent  Fuel  pool  overfilled.  Caused 
by  personnel  valving  error.  Areas  affected  roped  off  ti 
cleanup  in  progress. 

BARKEH.  J.  L.  ,  3PEB8ARD,  R.  L.  i  HEI8HHAN,  R.  F.     Rug  ion  3,  Chicago. 
Office  of  the  Director.   79/1Q/26.   »p. 

791212O06B  PNO-1  1  1-79-025;  on  791023,  essential  svcs  motor  generator  set 
tripped,  resulting  in  tripping  of  Unit  3  reactor.  Caused  by 
•landing  of  essential  svcs  electrical  panel  door. 
CREED,  J.     Raglan  3,  Chicago.  Office  of  the  Director.   79/10/36. 
2pp. 

7912170166  PNO-I  I  I-79-35A:  threatening  telephone  call*  cane  Fran  court- 
comoitted  patient.  All  affected  licensees  notified. 
BELANOEfl.J.     Region  3.  Chicago.  Office  of  the  Director.   79/10/59. 


DOCKET    50-250  TUHKEY  POINT  PLANT.    UNIT   3 

F,     Security-    medieali    emergency    !>    fire   protection   plans 

77122QOO32   Discusses    NF1C   791109   meeting    re    emergency    preparedness    lean 
review  objectives.  Provides   guidance   For    Improving    licensee 
emergent  if   preparedness  &  assuring   capability   of  offsite 
agencies   to   take   appropriate  emergency   actions. 
GRIMES.  B.  K.       Emergency    Preparedness   Task    Force.       79/11/23.       3Onp. 


79123O0618   Notifies    of    fa 


DIOOBiR.H. 


essment    for   790817  review  of    security 
License   Fee    Management    Dranch.       79/12/06.        Ip. 


7913370429  Forwards   preliminary   equipment   descriptions  b  drawings   re 
suitchgear  room  S.   dieiel   generator   roan  flra   detection  sys. 
Drawings   available   in   Central   Files   only. 
UHRIQ.R.E.       Florida   Pnuer    &   Light   Co.       79/12/20.       9pp. 


G.    Adjudicator^   correspondence 


7912120135  Request   for  intension   to   respond   to  util   objections    to 
interrogatories.  Opposes   util   attempt   to   dismiss   intervenor 
interrogatories.  Requests   hearing   to  ensure   that  ABLB  790H13 
ordar   is   fairly    eiecuted. 
ROCQU.B.S.       QncavageiMai-k.       ROQDU,  B.  B.       Rognw.    D.       79/11/13.        Bpp. 


7912030OBB  PMQ-I  II~79-031:  on  791023.  FBderal  Highway  Administration 
Bureau  of  Motor  Carrier  Safety  issued  notice  of  shipping 
violation  for  improper  packaging  of  lou  specific  radioactive 
natl.Utll  fined. 

BARKER.  J.  L.     Region  3.  Chicago.  Office  of  the  Director.   79/11/01. 
1". 

7913300946  PNO-1  11-79-036:  on  7911tO.Unit  3  tripped  while  performance  of 
lau  vacuun  trip  surveillance  in  progress.  Unit  2  tripped  when 
instruoent  aechanlc  isolated  feed  water  punp  suction 
transmitter  resulting  In  fee  duster  punp  tripping. 

BARKER.  J.  .  SPEBSARD.  R.     Region  3.  Chicago,  Dfflce  of  the  Director. 
79/11/13.   3pp. 


7912030162  Forwards  LER  79-O94/O3U-0. 

BTEPHENSONi  B.  B.   Cauonwealth  Edison  CD. 


79/11/28.       Ip. 


7912OAO2Q3  Order   cancelling   791130  deadline   for  responses    to   discovery 
requests.  Directs   parties   to  file  responses  within   30  days 
from  date   of   ordar.  Awaits   parties'  responses  to   intervenor 
HP   Dncavage  motion   for   eitenston,  received   on  791113. 
BOWERS.  E.  B.      Atomic  Safety   and   Licensing  Board   Panel.      79/11/15. 
9pp. 

7913130050  No   objection   to   intervenor  M  Oncavage  notion  for  IQ-dau 
extension   to  respond   to  util   abjections   to   interrogatories. 
Certificate  of   Svc   end. 

COLL,  N.  A.      Florida  Power  fc   Light  Co.      COLL.  N.  A.      Steel,    Hector   t, 
Davis.      79/11/17.      3pp. 

791311QO3B   Confirms    receipt    of    and    79O329   petition    to   suspend    OL*    for 
all   PHRs.  Forwards  FR  notice   indicating   that  petition  will   he 
treated   In  accordance   U/10CPR3.  BOA. 
DENTDNiH.R.      Office  of  Nuclear  Reactor  Regulation.      79/11/23.       Ip. 


— 7912O3O166  LER  79-O34/Q3L-0: on  791101.  surveillance  DOH  700-4   found 
Intermediate  range  monitor   to   have  rod   block   tt  hi   hi   half 
scram  trips   eiceftdina  Tueh  Specs. Caused   by   dirty   contacts   on 
•elector   switch. Contacts   cleaned. 
HOLLAND,  P.      Cnnaonuealth   Edison  Co.      79/11/29.       Ip. 


— 7912110136  Notice   of  request   For  action  pursuant   to   10CFR3.  SO&  re 
Environ  Coalition  on  Nuclear  Pnwer  790329  petition 
requesting   suspension   at   all   OLs   for  PUHs. 

HULLER, D. R,       Office   of  Nuclear  Reactor  Regulation.      77/11/33. 
aSpp. 


7912140431  Forwards  LEH  79-O30/03L-O. 

BTEPrENBON. B. B.      ConaianMtalth   Edison  Co. 


79/12/OA.   Ip. 


— 7912140430  LER  79-O3O/03L-0: on  791110) during  seraa  testing  in  rafunl 
node. substantial  lose  of  position  indication  noted  for 
control  rod  driveline  H-9.  Cauee  unknown.  Buspect  rod  position 
indicator  probe  &  cabling  to  be  inspected  at  next  outline. 
HAOROU.R.   Commonwealth  Edleon  Co.   79/12/06.   3pp. 


791B1B0419  Forwards  LEH  79-031/O3L-0. 

STEPHEN8ON,  B.  B.   Coononwealth  Edison  Co. 


79/12/OA.       If. 


7913070161)   Response   to   Intervenor  791109  notion   for   extension    bauond 
tin*   set    In  ASLB  791103  order   re   discovery. H»»  no   objection 
to   granting  addl    ten  nays    for    intervenar   to  coupe  1   answers 
to   outstanding   objections.  Certificate   of  Svc   encl. 
ODLDBEROi  S.  C.      Hearing   Branch   2.      71/11/37.      4pp. 

7912140014   Buppl   p*r  ABLB  791113  order,  to   licensee  791107   objections   to 
intervenor  W  Oncav«g«  791029   Interrogatories  fc  request   for 
production  of   documents.  Urges   ABLB   to   sustain  objections   if 
notion   to   CDnpnl    filed. Certificate   of  Bvc   encl. 

COLL,  N.  A,       Florida  Power   «i   Light   Co.       CDLL.N.A.       Steel.     Hector    I. 
Davl«.      79/11/27.       llpp. 


-7912180431   LEH  79-03 1>O3L-0: on  791117.M9IV  3-2O3-2D  had   3.  9-s   closure 
tine.  Caused   by   wear  Ic  valve   environ   heat.  Valve  adjusted. 
Testing   will   continue   quarterly. 
*     Conmon wealth  Edi*on  Co.      79/12/07.       Ip. 


79121B037&  Forwards  LER  79-Q33/O3C-0. 
BTEPtENSON.  B.  B.      CnMoionwealth  Edison  Co. 


79/12/10.       Ip. 


— 79121B0379  LER  79-033 /O3L-O: on  79112O, pin  hole  leak  found  in  R*  feed 
pune  ain   flaw   linn.  Caused   by   corrosion.  Patch   applied  Ic 
permanent  patch   icheduled    for   next   long   outage. 
KDflCHVNBKY, M.      Coaaonwealth   Edison  Co.      79/13/1O.       Ip. 

7912370343  Raspondfl   to  W6  requests   for   info  re   loss   at   offsite  power 
event*   at   facility. Forwards  answers   to   questions   re  691112 
fc  780133  •vente.LEH  7B-O03/O3L-0, 7BO1H2  deviation  rept  t 
lilt  of  349   kV  Ic   138  kV  line   failures   during    1974-1979. 
JANECEK,  R.  F.      Coonionuealth   Edison  Co.      79/12/19.      21pp. 


H.    General    correspondence 

7912120019  Certifies   that  notion  re   proposed  amend   to   facility   DL   to 
permit  steaei  generator  repair   was   served   on  791109. 
RDX30W.B.  S.       Oncavage.Harfc.        HOOOW.B.B.       RogOU,    H.       79/11/09.        3pp. 

M.    Antitrust  correspondence 

791H060OEO  notion   to   lodge  FEHC   791004  opinion  &  order  denying; 
prehearing.  Confirm  reasons   presented    in  FL  Cities  790B09 
notion  to   lodge  FERC  790BO3  opinion  t>  order. Affirmation   of 
Svc   ti  FERC  791O04   order   encl. 
JABLQN.R.A.      Florida  CitUs.      79/11/16.      Bpp. 

79 13 110439   Response   in   opposition   to  FL  Cities  791116  motion   to    lodge 
FERC  Opinion   97-A.  No   relation   eiists   between  FERC   findings 
re   tariff  matters  t  findings    in  present  proceeding   re 
antitrust  violations.  Certificate  of  Svc   encl. 
BDUKNICHT.J.  A.  .    ORIBBON,  D.  M.      Florida  Power  t  LiHht  Co. 
BQUKNIOHT,  J.  A.      Louenstein,  Newman.  ReU.  Aielrad  t  Toll.      79/12/O3. 
4pp. 


46 


DOCKETED  ITEMS 


7912110343  Answer    to    FL   Cities   791114-  not  ion    to    lodge    FERC   710003 
opinion   re   whether    to    conduct    proceeding    under    Atonic    E"*'W 
Act    of    1954  Section    IQSIal.EJoes    not    oppose    lodging    per   NHC 
79QSS3   previous   answer. 
DEKEY.L.5..    'CtWJANIA.  F-  D.        Antitrust   Division. 


79/12/O6.        3pp. 


Operating    license    stage    documents   S.   corre 


n dene i 


7912110304    Informs    that    NRC    791119    Itr    nut    received    until    791126.  Will 
provide    requested    inFo    by    7912O7. 
UHHIQ.n.E.       Florida    Power    ft   Light    Co.        79/11/3O.        lp. 

7912180243  Urges   Bipod  i  tious  review  &   safety   evaluation   of   RETRAN 
reactor   ays  transient   analysis    cods.  List   ot    intended    uses,    of 
RETHAN    encl. 
UHRie,R.E.      Flat-Ida   Poyer  &  Light   Co.       79/13/Q7.       3jip. 


7911090248  "Eu 
Generators.  " 
E1SEMWT.  D.  G. 
79/O1 731.  B9pp 


ary    oF   Operating    Eiperience   W/necirculating    Steae 
Division    of   Operating   Reactors.       MjnEB-OB23. 


7708010339  Notifies    of    status    of    ropt   on    reactor    cavity    annul  us    seal. 
Mast   PWR   users  reaove  ring    during   normal    operation.  Others 
store-    seal    ring    In    raised    position   during    normal    operation. 
LA1MAS.O  Plant    BB.te>.s    Branch    (Pre   791O301.       79/O7/O3.       7pp. 


7912050174   Discusses    NRC   revinu   of    LERs    &  Tecb    5>ec    raiuireoiBnts    re 
control   RPI    si|5  at   Westinshouse  Pints.  Rmtuests   Tech   Spues 

insure  requireaenfc    fnr    rod    maint    to    uithin    +/-    12 
verified   accurate  within    12   steps. 
79/10/29.       7pp. 


rovi  B-I 

steps   indicated  (•  RPI 

SCKUENCER.  A.          Operating   Reactors  Branch   1. 


79121QOIB9  Discusses  NRC  7911O1   neeting   id/representatives   of  MSSS 
vendors   fc    fuel    suppliers    r»    discussion    of   respective 
portions   of  ECCB  evaluation  models   dealing  ai/fuel   cladding 
suellins  i   inciitenca   of  rirpture.  Vendor   responses   encl. 
EIEENHUT.D.  O.         Division    of  Operating    Reactors.       79/I1/O9.       65pp. 


791214O24i  Agrees   to   rcviso  Tech    Specs   ifor   control    ro-d   ninalijinniant   & 
position   indication   re  NflC  reijuost.  Tech   Spec    am  and   ulll    be 
submitted    by   600229. 
UHftlG.F,  E.      Florida   Pnusr  &  Light   Co.       79/1H/1O.       If. 

791220O5O8  Forwards   inPo  reqUBsted   by   NRC   781120    Itr   ro   analyses    t. 
evaluatiane   perforned   to   resolve   containmant    purge    iasuo. 
FlEiults   of  valve   integrity  evaluation   anticipated    by   June 
190O. 
UHftlQ.R.E.       Florida    Pouer    t.   Light    Co.        79/1H/13.        9pp. 

7913270391   Advises   that   proposal!    Tach.   Spec   amands    era   being    d»v-Blop*<! 
in    roaponse    to    NRC    79O73o    Itr.  Proposal    to    le    submitted 
BOO331   uill   addroea   undervoltage   protectioTiJ  proposal    to    bo 
submitted   000131   uill   address   diesel    generafcop    aurvKlllanc e. 
UtHIOtR.E.      Florida   Power   (.  Liaht   Co.       79/1B/1B.        if. 

79IH27O924  DocunentB   current   status    re    implementation   of    short-term 
TMI   Lessont  Learned   Task   Force    Items. Alt   mods   will    ho 
completed   by  OO0123. 
UHRIO.  B.E.      Florida   Power   fc  Light   Co.       79/12/1-7.       2pp. 


— 79121QQ2S5  Responds   to  NRC  791 1OI   request  re   nancoap 1 ianee   of 
Westinsfcouae  ECCS  evaluation  aotfl   under   requirements 
of    1OCFR5O  App   K.  Evaluation   of    three    fuel    rod    nudela 
,       indicates   no   safetfl    proMBBH    for  HEStlfighouse   plants. 

AMDERBDM,  T.  M.       Hestinghouse   Electric    Corp.       79/11/O2.       4pp. 

— 7912100330  Responds    En   MIC   7911O1    request   re    ORWL   cladding    mailing    Ic 
rupture   data.R«viaw  of   analytical  oodels   ti   tests    Indicates 
compliance   u/lOCFSSO  App   K.A11    GG  specs    for    calculated    peak 
cladding    teap   ronain   unchanged. 
HUCHHDL? .  R.  II.       eenoral    Electric    Co.       79/J3/O7.       Hjip. 

— 7913100407  Forwards  response   to   JfflC  791101  rEa.ueot  re   rod   burst   test 
data.  Concludes  that   data   properly   represented   by    fuel   wodsls 
used    in    vendor   e-valuation  no  do  Is   &   that   analyses   demonstratH 
all   criteria  of   tOCFRSO  4&  satisfied. 

DMSLEVjC.  F.       Enon   Nutlear   Co..     Inc.     (subs,     of   Enon   Corp.). 
77/11/02.       5pp. 

— 7?l31O045i,  Forwards   addl    info   re   evaluation    oP    impact    of   KHC   proposed 
rupture/bloc tag?  model   used    in  vendor   evaluation  nodel. 
No  adverse   J apart   fron  neu  rupture   burst  data   or  use   of  t*tC 
mpture/bloclage  aodcl    OTI    licensing    calculation   reiulta. 
OHSLEV.Q.F.      Enon  Nuclear  Co.,    Inc.     (subs,    of  Exxon  Corp.  I. 
79/11/O4.       32pp. 

7912100344    Informs   that   no    Further   action    is    required    re   79OB19 
response    to  NSC  790B18  request    far    info   concerning    reactor 
virssel   atypical  ueld  icatl.  Safety    evaluation   encl. 
BCHWENCEB.A.  Operating   Reactors   Branch    1.       79/11/13.       Hpp. 

— 79121OOS54  Safettf    evaluation    supporting    use   of    atypical    weld    uire    in 
*     Office   of  Nuclear  Reactor   Regulation.      77/11/13.       6pp. 

7912170015   Notifies   that  TIO  Further  action  required   re   79081B  response 
to  79O819   requests    for    addl    info   an   possible    UIB    of   atypical 
MB  Id   wire    in   reactor  vessels. 
SCHWENCeR,  A,          Ofierating  Reactors  Branch   1.      79/11/13.      Bpp. 


791237O3SO  ftesponds   to   NRC   791O17   Itr   re    auxiliary)    feeduatttr    •«».  ftnnnd 
to  Tech   Specs   cover  ing  auxiliary    feeduator    pumps    scheduled 
for   submittal    on  BOO  131.  Sys   oparabllity   veriflad   monthly    by 
starting   pumps   b  establishing    flow   to    it  earn  generators. 
UHRIQiR-E.      Florida   Power  6  Light    Co.       79/12/EO.       9pp. 

7912270513  UlthdrauB   proposed   Toch   Spec    changes    re   fuel    rod    bowing. 
UHftlO.R.E.      Florida   Power  I.  Light   CQ.       79/12/2O.       3pp. 

7912280548  Notifies   tliat   791213   rept,     "Program  Plan   For   Par forraanee 
Verification   of   PUR   Safety/Rel  iaf   Valves   t  Sys.  -    is 
responsive  to   re.n,uireinHntfi   listed    in  NUREO-OS7B. 
UllRrfl.K-E.      Florida   Power  tc  Light   Co.       79/13/21.       lp. 

Q.     Inspection  reports,     IE  Bulletins    tt   correspondence 


7912060143  Forwards   IE   Info  Notice   79-12A.     "Attempted   DimogB   to   New 
Fuel    A»s«mbli«s.  °   No   specific    action    or   rffsponve   roquired. 
O'lieiLLY,  J.P.  Region  2,    Atlanta,    DPFiet   of    the   Director. 

79/11/O9.      2pp. 

79121001m  Forwards    IE   Info  Noiice  79-SH,     "averloadlng    OP   Structural 
ElsKBnta  Due   to  Pipe  Support   Loads."    Mo   response   raqutrad. 
O'ftEILLV,  J.  P.  Region  2,    Atlanta,    Office   of    the   Director. 

79/11/1A.      lp. 

79131  lOSt  1   Forwards    IE   Info  Notice   79-29,     "Loss    of    Honsaf  et«-Relatad 
Reactor   Coolant  Sus    Instrumentation   During   Opnration.  "   No 
specific  action   or   rcBponse   required. 
O'REILLY.  J.P.  Region  2.    Atlanta.    Office   of    fhe   Oiroctor. 


79120e.Oc.16  Forwardn    IE  Circular  79-24,     "Proper    Installation   I.  Callbr    of 
Core  Spray  Pipa  Break   Dotottton   Enoipieent   on    BWttB.  "   No 
resjion-B*  required. 

O'REILLY,  J.P.  Rrglon  2.    Atlanta.    Office   nP    thB   DiractDr. 

79/11/26.       lp. 


79!2120O7(>  SuBBartj  of  791114  tslcon  u/util   re   lessons    learned 
iaplefocntation. 

Operating   Reactors   Branch    1.       79/11/16.       npp. 


7'9iai00174  Forwards  reqaiast  for  addl   Info   re  steam  generator  repair 
proposal   EC  cost  updat-e   of  repair   project 
3CHUENCER,  A.  Operating   Reactors  Branch    1.       79/11/19.       3pp. 

7713Q4O27&  Plain;  to  respond   by  791221   to   7709  10  Teiueet   far   info  rB 
potential   for  steaa  generator  ualer  hanaer  at  l*URs  •»/ 
feedrlngs   that  discharge    fron  hotton,  Hanpauer   deeands 
generated   by  HJRES-O57B  prevent  response   at  present. 
UHHIQ.R.E.       Florida  Potter   tt  LigAt    Co.       79/il/2i.        lp. 

79'12070t27  Notifies   that   info  requested   bu   «BC  79O92O,OT27  k  1033   Itra 
re  containsant  venting  h  purge   during   noroal   operation   ulll 
be  submitted   an  791213. 
UHSIB.R.  E,      Florida  Power   t  Light   Co.      79/11/29.       lp. 


791BL10147  Forwards    IE  Circular  79-33,     "Motor   BtorfcarK   S=   Contactor* 
Failed    to  Operate.  -   Mo   rosponse   i-eo.uir«d. 
O'REILLY,  J.P.  Region  3,    Atlanta, 

79/11/24.       lp. 


Office   of    the   Director. 


7912190142  Forwards    IE  Bui  latin  79-27.     "Loaa    of   Non-Class    IE 
Instrumentation  «<  Control   Fewer   8u«   Bua   During    Operation. 
Written   responac   required.  . 

D'REILLY.J.P.  Reginn  a.    Atlantaj     DffLca    of    tha    Director. 

79/ll/HD.       lp. 

791SH00004  Respond,    to    IE  Bullstin  79-17,  Ravi  »ion    1    r«   stagnant    bat-.ted 
uiater   sye.Addl   drawinfls  provided    identif  ylno    ««fet(f-rtl.«*»d 


Type   314  stainless   steel    pipe   3«s    containitiB 

oiugBnated  bo-rote  d   water.  M/D   encl. 

UhaiO.R.E.      Florida  Pouer  !•  Light   Co,       79/il/3O. 


IP- 
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7912310297   Forwards    IE    Info   Notice   79-30,     "Reporting    of    Defects    & 
Noncompliances.  10CFR21.  "    No    action    required. 
O'REILLY,  J.  P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/12/06.        5pp. 

7912200033  Forwards    IE  Bulletin  79-28.     "Possible   Malfunction    of   Namco 
Modal    EA1HO   Limit    Switches    at    Elevated    Temps."    Action 
required. 

O'PEILLY,  J   P.  Region   2,    Atlanta,    Office    of   the   Director. 

79/12/07.       2pp. 

7912290403   Forwards    IE    Info    Notice    79-31.     "Use    of    Incorrect   Amplified 
Response  Spectra."    No   written   response   required. 
O'REILLY,  J.  P.  Region  2,    Atlanta,    Office    of    the   Director. 

77/12/13.        2pp. 

7912280136  Forwards    IE  Circular   79-25,     "Shock    Arrestor   Strut    Assembly 
Interference,"    No   written   response   required. 
O'REILLY,  J.  P.  Region  2,    Atlanta,    Office    of    the   Director. 

77/1B/20.       4pp. 

8.    fleportable    occurrences,    LERs  &   related    correspondence 

79121B0336  PNO-I I-79-OOi: on   791006, during    planned   maint   on   secondary 
staara   eg*,  main    steam  valve    to  moisture    separator   reheater 
stuck    open. Caused    by    stray    hei   nut    from  main   steam    line 
chock    valves.  All    check    valves    inspected. 

HARD  IN,  A.  K.  .    DYER,  J.  A.  Region  2,    Atlanta,    Office    of    the   Director. 

77/10/09.       Ip. 

79121-10229  RO-250-79-33:  on  791 101,  vendor    discovered    error    in    current 
ECCB  analysis    input    data. Correction  resulted    in   allowable 
Fq   limit   reduction   of    steam   generator   tube. Augmented 
surveillance    or    power    limits   applied. 
HAYES,  J,K.       Florida   Power   &  Light  Co.       79/11/02.       Ip, 


791203015S   Forwards    LEU    79-030/03L-0. 
SCHMIDT,  A.  D.       Florida   Pouier   fc  Light  Co. 


Ip. 


—7912030160  LER  79-030/03L-0:  on  791004,  rad  iation  monitors  R-ll  &  R 
out  of  avc  for  approi  14-h  during  power  operation. Caused  by 
failurB  of  air  sampling  blower  which  supplies  monitor  a. 
BlouiBr  replaced  b  monitors  returned  to  svc. 
BCHOPPNAN,  M.  A.   Florida  Power  &  Light  Co,   79/11/05.   Ip. 

7912030211  RO  230-79-35:  on  791 109,  during  eiomination  of  large  break 
analysing  Westlnghouse  discovered  clad  heabup  rates  of  leas 
than  3  F  per  second  were  possible.  Adjustments  made  to 
augmented  surveillance  program. 
MOORE-  J.  E.   Florida  Pouter  &  Light  Co.   79/11/13.   Ip. 


7912130693  Forwards  LER  77-033/01T-0. 
SCHMIDT.A.D,   Florida  Power  !.  Light  Co. 


79/11/13.   Ip. 


— 7912130638  LER  77-033/01T-0:  on  791 101, vendor  corrected  Input  error  in 
LOCA  analyses  for  steam-generator-tub  plugging  levels, which 
resulted  in  reduction  nf  max  allowable  froquency.  Caused  by 
vendor  arror.  ftavtsud  procnduras. 
BCHOPPHAN.  M.  A.   Florida  Power  &  Light  Co.   79/11/13.   2pp. 


7912130635  Forwards  LER  79-035/0 1T-0. 
SCHMIDT,  A.  D.   Florida  Power  tc  Light  Co. 


79/1I/S3.   Ip. 


— 7912130641  LEft  79-033/01T-0;  on  791109,  based  on  reanoluscB  prompted  by 
vendor  notification) earlier  clod  burst  time  &  resulting 
change  in  calculated  peafc  elad  temp  for  LOCA  transient 
indicated. CauMB  not  stated. 
BCHGPPMAN. «.  A,   Florida  Power  &  Light  Co.   79/11/23.   Hpp. 


7912130534  Forwards  LER  79-033/03L-0. 
SCHMIDT.A.D.   Florida  Power  1  Light  Co. 


79/11/30.    Ip. 


-~7-?lS130336  LER  79-032/Q3L-0:  on  711031,  period  ic  surveillance  of  contra! 
on  valves. locks  Ji  switches  revealed  that  circuit  breakers 
30S32  &  30631  not  locked. Caused  by  personnel  error. Procedure 
revised  !<  personnel  relnstructed. 
HCHOPPMAM.  M.  A.   Florida  Power  S.  Light  Co.   79/11/30.   Ip. 


791219Q5J3Q  Forwards  LER  79-034/03L-0. 
SCHMIDT,  A.  D.   Florida  Houer  fc  Light  Co. 


79/12/09.       Ip. 


—7912170923  LER   79-034/03L-0:  on   791103,  during    power    operation, 
faeduiater   pumps    tested    ti   pump   A   failed    to   start. Cauead    by 
misalignment   between    connection*    to   associated    pneumatic 
controller   resulting    in    Inoperability    of  valve   CV-37O3. 
8CHOPPMAN,  M.  A.       Florida   Power   fc  Light   Co.       79/12/05.       2pp. 


U.    Congress ional/Eiecutive  Correspondent 


7912170395    Foruards    SU   Meyerson    7911O7    1 tr    re    problama    at    plant 
Requests    comment. 
CHILES,  L.       Senate.       79/11/19.       2pp. 


DOCKET    30-2S1    TURKEY   PtJINt   PLANT,    UNIT    4 

F.  Security,    medical,    emergency   &   fire   protection   plans 

7912200022    Discusses    NSC    791109   meeting    re    emergency    preparedness    team 
review   ob jectives.  Provides    guidance    For    improving     licensee 
emergency    preparedness    t   assuring    capability    of   offvite 
agencies    to    take  appropriate   emergency   actinns. 
QUIMES.B.  K.      Emergency   Preparedness  Taat   Force.       79/11/23.       30pp. 

79122OO61B   Notifies    at    tea   assessment    for    790817   rovieui    of    security 
training    l<   qualification    plan.  Roquests    payment. 
DIGOB.R.M,  License   Fee  Management  Branch.       79/12/06.       Ip. 

7913270429  Forwards   preliminary    equipment   descriptions    &    drawings   re 
swltchgear  room  t<  diesel    generator  room   fire   detection    sys. 
Drawings   available    in   Central   Files   only. 
UHRIO,  R.  E.       Florida  Power   I.  Light   Co.       79/12/20,       9pp. 

G.  Adjudicatory   correspondence 

7912120125  Request    for   eitenslon    to   respond    to   utll    objections    to 
interrogatories.  Opposes   util    attempt    to   dismiss    intervene!- 
interrogatories.  Requests   hearing    to   ensure    that  AELH    790013 
order    is    fairly   eiecuted. 
HOBOU-H.  S.       Oncavoge.Mark.        ROODU,  n.  3.       Rooow,     D.        79/11/13.        BPp. 

79120A0203  Order   cancelling   791130  deadline    far   responses    tp    dlscovnry 
requesta.  Direc ts   parties    to   file   responses  within    30   days 
fran   date   of   order. Awaits   parties'   responses   to   intarvenor 
MP   Oncavage  motion   for    ontension,  received   on  791113. 
BDHEH8,E.  S.       Atomic  Safety    and   Licensing    Board   Panel.       79/11/15. 
5pp. 

7912130050  No  objection    to    intarvonor  M  Oncavage  motion    far    10-day 
extension   to  respond   to   utll    objections    to    intarrogator  ies. 
Certificate    of   Svc    end. 

COUL.N.A.        Florida   Power    8.   Light   Co.        COLL.N.A.        Steel.     Huctor    EC 
Davis.       79/11/19.       3pp. 

7912110038  Confirms  receipt   of   encl    79O329  petition    to    suspend    QLs    fqr 
all   PHRs.  Forwards  Fd  notice    Indicating    that   petition   uill    be 
treated    In  accordance   W/10CFK2.  206. 
DENTONiH.  R.      Office  of  Nuclear   Reactor  Regulation.       79/11/23.       Ip. 

— 7912110126   Hdtice    of    request    for    action    pursuant     to    1OCFR2. 206   re 
Environ  Coalition  on  Nuclear  Power   79O329  petltiun 
requesting   suspension   of  all   DLa    for  PURs. 

f.ULLEfl,  D.  R.       Office    of    Nuclear   Reactor   Regulation.        77/11/23. 
30pp. 

7912O7016B   Response    to    intervenor   79110?   motion    lor     Hitension    beyond 
time    sot    in  A9LB  791105  order    re   discovery.  Has   no    objection 
to    granting   addl    ten   days    far    int  erven  or   to   compu-1    answars 
to    outstanding   objections. Certi ficate   at  Svc    encl. 
GOLDHERG.S.C.       Hearing    Branch    3.        79/11/27.       4pp. 

7918140014  Buppl    per   ABLB  771113  order, to    licensee    791107  objections    to 
intervenor   MP  Oncavage  791029    interrogatories   It   request    For 
production   of   documents.  Urges   AELI1   to   sustain  abjections    if 
motion   to    compel    filed.  Certificate   of  Svc    end. 

COLL.N.A.        Florida   Pouter   fc   Light   Co.        CDLL,  N.  A.        Bteel.     Hflctor    b 
Davis.      79/11/27.       llpp. 


H-    Oonnral    correspondent 


791212D019  Certifies    that  motion  re   proposed   amend    to    facility    OL    to 
permit   steam  generator  repair  uas    served    on  7911Q9. 
ROOOM,  B.  B.      Oncavage,  Mark.      ROQOM.  D.  S.      Flogow,    D.       79/11/09.       2pp, 


H.    Antitrust   correspondence 


7912060020  Notion   to   lodge  FESC  771004   opinion  b  order    denying 
prehearing.  Confirms  reasons   presented    in  FL  Cities  790S09 
motion   to    lodgti  FERC  790803  opinion  fc  order.  Affirmation   of 
Svc    d   FERC   791004   order   encl. 
JADLON,  R.  A.      Florida  Cities.      79/11/16.      8pp. 
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7713110-539   Response    in    opposition    to   FL    Cities    791116    notion    to    lodge 
FERC   Opinion    37 -A   Ma    relation    mists    betueen    FEBC    findings 
re    tariff   matters   *    findings    in    present    promo'dlng   re 
ant!  trust   violations.  Cer  t  iflcate    of  Bvc    ancl. 
BDUKNIGHT.  J.  A.  ,     GRIBBDN.D.  M.        Florida   Tower    t,    Light    Co. 
BOlHtmCHT.  J.  A.        Louenstein.  Neuman,  Ret*,  Aislrad    fcloll.        79713/03, 
4pp. 

7712I1O345   Answer    to    FL   Cities    791116   motion    to    lodge   FEUC    790BQ3 
opinion   re   whether    to   conduct   proceeding    under   Atomic    Energy 
Act  of    1954   Section    105<a),Daes    not   oppose    lodging    per   NUC 
710BS3    previous    ansuer. 
DEHEV,  L.  S.  ,     CHANANIA.F.  D,        Anti  trust    Dlvi  sion.        79/12/06.        3pp. 


7<?lS18Q34ti  Forward*   draft    input    far    steam    generator    tube    failure    safety 
evaluations,  Sett  inns    2.   1.  3,  3.  B.  3.  2,  3.  3    It    3.  A.  3,   Input    for 
Doel    Unit    3   reactor     in    Belgium    end. 
SCHWENCERj  A,  Operating    Reactors    Branch    1.      79/11/2B.       lp. 

— 791E1BQ35O    Draft    input    far     steam    generator    tube     Failuro    safety 
evaluation,  Section   Z.   1.  3. 
»      Office    of   Nuclear    Reactor    Regulation.       77/11/29.       3pp. 

— 791S19Q354    Draft    input    for    steam   generator    tube    safety    evaluation. 
Section    2.  2.  3. 
*       Office    of    Nuclear    Reactor    Regu  la  tion.        79/11/2B.       4pp. 


P      Operating    license    stage   documents    &   correspondence 

7911010343   "Summary    of  Operating   Eiparience  U/Rec Irculat ing   Steam 
Generators.  " 

EIBENHUT.  D.  O.          Division   of    Operating    Reactors.        NUFIEfl-0323. 
79X01/31.        8-9pp. 

7712050174    Discusses    NRC   review   of   LEHs    S>    Tech    Spec    requireffiBnti    re 
control    RPI    sifs  at  HestieigKouse  PHRs.  Requests   Tech   Specs 
review    to   ensure   requirement    for  rod   maint    to   within   +/-   IS 
iteps    indicated   &  RPI    sgs   verified    accurate  within    12   itnps. 
SCHUEN-CER,  A.  Operating   Reactors    Branch    1.       79/10/29.       7pp. 


— 79IS1B0358    Draft    input    for    steam    generator    tube     failure    safety 
evaluation' Section  2.4.3. 
«      Office    of  Nuclear    Reactor    Regulation.       79/11/SB.       3pp. 

7913070127  Notifies    that    info    requested  by    NRC  790830,0927  ti    1023   Itrs 

re    containment    venting    Si   purge    during  normal    operation  uiill 
ba    submitted    on  791213. 
UHRIG.It.  E.       Florida   Pouar    tt    Light   Co.        79/11/29.        lp. 

7913110301    Informs    that   NftC    791119    Itr    not    received    until   791126.  Will 
provide    requested    info    by    7 91207, 
UHRIQ.R.E.       Florida  Power    fc   Light   Co.       79/11/30.        lp. 


7713100189  Discusses  WRC   791IQ1    meeting   u/TBpresisntatlvBS    of  HSS3 
vendors    &   fuel    suppliers   r«    itlicutlt  Ion   of    respective 
portions    of  ECCS  evaluation   models    dealing    u/fuel    cladding 
swelling    t   incidence    of   rupture.  Vendor   responses    end. 
EIEENHUT.D.G,         Division  of    Operating   Reactors,       79/11/07.       65pp. 

— 7713100353  Responds    to  NRC  77H01    request   re   none  oirpliance   of 
Mastinghouse   ECCS    evaluation  mo<l*l    under    rnqulrinents 
of    10CFR5O  App   K. Evaluation   of    three   fuel    rod   models 
indicates  no    safety    probl«jnE    for   Mes  ting  house  jilanti. 
ANDERSDM.T.M.        Hestinghou*!    Electric    Corp.        79/11/02.        4pp. 

—7712100330  Reiponds    to   NRC  771 1O1    r fluent  r*   DRWL   cladding    ayelllng   & 
rupture   data.  Revieu   of   analytical    model's    &   testi    Indicates 
compliance  w/lQCFRSD   App  K.A11    OE   specs    for   calculated    peak 
cladding    temp    remain   unchanged. 
BUCHHOLI,R.H,        General    Electric    CD.        79/13/07.        2pp. 

— 7912100407  Forwards   response    to  NFIC    7711O1    request    re   rod    burst    test 
data.  Concludes    that    data   properly    represented   by    fuel   modal  a 
used    in  vendor    evaluation  models   b    that   analusei    deponttrate 
all    criteria    of    10CFR50.  4<b    BatUflad. 

QHSLEY.  Q.  F.       En  on  Nuclear  Co-.       Inc.     (subs,     of  Euan  Corp.  >. 
79/11/Oa.        Spp. 

— 7'91210O49&  Forwards   addl    Info   re   evaluation   of    Impact   of  NRC   propound 
rupture/blocliage  model    used    In  vendor   evaluation  maJBl, 
No   adverse    impact    from  neu  rupture    burst   data    or    use   of   NWC 
rupture/bloc  tag e  modi!    an    licensing    calculation   re&ulte. 
DUSLEY.C.F.      Eiton  Nuclear   Co..     Inc.     (subs.     nP  Enon  Corp.). 
77/I1/O4.       23pp. 


Urges    etpeditio-us    review   b    safety    evaluation   of   F1ETRAN 
reactor    iys    traniient    analuBls    cade.  List    of    intended    uses    of 
RETRflN    encl, 
UHRIO.R.E,       Florida   Poujer   t<    Light    Co.        79/12/07.       3pp. 

7'?121402Jli  Agrees    to  revise    Tech   Specs    Par    contra!    rod  misalignment   It 
position    Indication   re   NRC   r »nuost.  Tech    Bpec    amend   ulll    be 
submitted    bu    S 00239, 
UHRIO.fi.  E,       Florida  Power    Sc   Light    Co.        79/1S/1O.        lp, 

7912200SOB  Forwards    info   requested    b ij    NRC    7B1138    Itr  re  analyse*    Si 
evaluations    performed    to    resolve    containment   purge    issue. 
Results    of   valve    integrity    evaluation    anticipated    by   June 
19BO. 
UHRIO.R.E.       Florida   Power    &   Light    Co.       79/13/13.       9pp. 

791B270391    Adviaes    that    proposed    Tech    Spec    amends    are    being    developed 
in    response    to   NFIC  79O72&    Itr.  Proposal    to    be   lubmlttail 
E30O331    uill    address    und ervoltage    protect tani proposal    to   be 
submitted:   OOO131    uill    address    dieael    gonerator    aurveil  lance. 
UHFtrOiR.  E.       Florida   Pouer   *   Light    CD.       79/1S/1B.        lp. 

77122703SO  Responds    to   NFIC    791017    Itr    r»    auilliary    feeduioter    su>.  Amend 
to    Tech    Specs    covering    auxiliary    faeduiater    pumpa    scheduled 
for    submittal    on   B00131.  SUB    operabllltu,    verified    monthly    by 
starting    pumps    !<  citabliBhlng    flou    to    steam   generators. 
UHJtIO.R.E.       Florida  Pouier    &    Light    Co.       79/13/20.       9pp. 

7913370313   Withdraws   propoietl    Tech    BpBt    changes   re    fuel   rod    banting. 
UHHIO.  R.  E.       Flarlo*   Power    S.  Light    Co.        79/12/20.       2pp. 


7912100246    Informs    that   no    further   action    Es   required   re   790819 
response    to  NRC   790B1B   request    for    info    concerning   r*»etor 
v<B*sel    atypical    weld  adtl.Bafaty    evaluation   «ncl, 
SCHHENCEH.A.  Operating   React»i>a  Branch    I.       79/11/13,       app. 


7912SB0548  Notifies    that    771213    rept,     "Program  Plan    for  Pirf ormance 
Verification    of   PWFi   Safety/Relief    Valves    b  Sysi  "    is 
responsive    to    requirements    listed    in   NUREO-0378. 
UHRIO.  R.  E.       Florida   Pouier-   &   Light    Co.        79/12/21.        lp. 


— 7912100234  Safety    evaluation   suji porting    use   of   atupical    ueld    ulre    In 
reactor    vessels. 
*     Office   of  Nuclear  Reactor  Rejulation,       79/11/13.       tpp. 

791S170015  Ho-tifins    that   no    further   action   required    !••  790810  response 
to   79OB19  reituests    for   addl    info    an   possible   uve    oP   atypical 
veld   uire    In   reactor  ve-iieLa. 
BCttHENCER.A.  Dpvrating   Reactor*    Branch    1.       79/11/13.       2pp. 

7912120070  Summaru    of  791114    talcon   u/u,til    r»    lessons    learned 
Imp l»m»ntation. 
OROTENHU1S.N.  Dparating   Reactors   Branefi    1,       7?/ll/ii.       4pp. 

7912100174  Forward*    requ*«t    for  adril    Info   re    steam   venerator  repair 
proposal    t   cast  update   of  repair   project. 
BCHWENCERjA.  Operating  Reactor*  Branch    1.       79/11/19.       9pp. 

7912040376  Plans    to  TB.pond   by   791221    to  79091B  renunt   for    info  r* 
potential    for   stea«   generator   uatvr    hammer    »t  PHRs   u/ 
feearlngs    that   discharge   fr**   bottom.  Manpower   denamFs 
generated   lg    MURE8-0578  prevent  respon-sa  at    praeent. 
UHRIO.R.E.       Florida  Poyer  b  Lijht  Co.       79*'ll/Zi.       lp. 


O1.     Inspection   reportsi     IE   Bulletins    ti    correspondencti 

791S040143   Foruard*    IE    Info    Notice  79-12Ar     "Atteapted    Damage    to   NIUI 
Fuel    Assemblies,  "   No    specific    action    or    response    reo.ulr*d. 
O'REILLY.  J.  P.  Region   S,     Atlanta,     Office    of   the   Director. 

79/11/09.        2pp. 

7913100181    Forwards    IE    Info    Notice  7?-2Si     "Overloading    of   Structural 
Elements    Due    to    Pipe    Support   Loads."    No    response    required. 
Q'REILLV, J. P.  Region    2.     Atlanta-     Office    of   the   Director. 

79/11/16.       lp. 

791B1109&1    Forwards    IE    Info    He-tic*  79-29.     "Loss   of   Nonsafetu-ReUted 
Reactor   Coolant    BUB    Instrumentation   During    Operation.  "  No 
specific    action    or  reuponie    required. 

O'REILLY. J. P.  Region    S,     Atlanta,     OfPiet   of    the   Director. 

79/11/lt.       2pp. 

79120&OM6  Forwards    IE   Circular    79-24,     "Pr-oper    Installation   h  Calibr   of 
Core    Bprau.    Pipe    Break    Detection  Equipment   on   BMRs.  "   No 
response    requir'eil. 

O'REILLY,  J.  P.  Region   2.     Atlanta,     Office    of   the   Director. 

79/11/H6.         lp- 
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7912110147   Forward!     IE   Circular    79-23,     "Motor    Starters    d   Contactors 
Failed    to   Operate."   Ma    response   required. 

O'REILLY,  J.  P,  Raglan   B.    Atlanta,    Office    of    the   Director. 

79/11/26.        lp. 

7912190442  Forward*  IE  Bulletin  79-27,  "Loss  of  Non-claim  IE 
Instrumentation  it  Control  Power  Bgs  Bus  During  Operation." 
Written  response  required. 

D'REILLYr  J.P.  Region    2.     Atlanta,     Office    of    the    Director. 

79/11/30.        lp. 

7912200004  Responds    to    IE  Bulletin  79-17,  Revision    1    re    stagnant   bora ted 
mater    sys.Addl    drawings   provided    Identifying    safety-related 
Type   316   stainless    steel    pipe    sys    containing    stagnant 
oxygenated    bora ted   water. W/o    end. 
UHHIO.R.E.       Florida   Power   fc  Light   Co.       79/11/30.       lp. 

7912310297  Forwards    IE    Info  Notice    79-30,     "Reporting    of   Defects   & 
Noneompllances. 10CFR3I.  "    No   action   required. 
O'REILLY,  J.  P.  Region   2,    Atlanta.    Office    of   the   Director. 

79/1S/06.       5pp. 

7912200033  Forwards    IE  Bulletin   79-2B,     "Possible   Malfunction   of   Namco 
Modtl   EA1BO  Limit   Switches    at   Elevated    Temps."   Action 
required. 

O'REILLY.  J,  P.  Region   3,    Atlanta.    Office    of   the   Director, 

79/13/07.       2pp. 

79122BQ402  Forwards    IE    Info   Notice   79-31,     "Use   of    Incorrect   Amplified 
Response   Spectra. "   No   written  response   required. 
O'REILLY.  J.  P.  Region  2,    Atlanta,     Office    of    the   Director. 

79/12/13.       2pp. 

79132B0136  Forwards    IE  Circular  79-23,     "Shock   Arrestor  Strut   Assemblv 
Interference."    No   written  response   required. 
D'REILLY.  J.P.  Region   2.    Atlanta,    Office    of    the   Director. 

79/12/20,       4pp. 

8.     Roportable    occurrences,    LERs   &  related    correspondence 

7912030146  Forwards    updated   LER   79-01 1/03X-1. 

aCHMIDT.A.D.       Florida  Power   lc  Light   Co,       79/10/23.       lp. 


7912300672  Requests  payment  of  Class  III  foes  for  review  of 
nuclear  security  personnel  training  &  qualification  plans. 
DIQOS.R.  M.  License  Fee  Management  Branch.  79/I3/O7.  lp. 


H.    Oeneral    correspondence 


79123Q0605  Discusses   791201    title    change   of  manager    of   nuclear 
operations    to  vice   president, Organ! nation   structure   not 
altered,  No    revision   will    be    made    to   QA   program    topical     ropt 
CE-l-A  until    organiiation    structure    is   delineated. 
JANECEKiR.F.        Commonwealth    Edison   Co.        79/12/19.        lp. 

P.     Operating    license    stage    documents    EC    correspondents 

79131200SB  Submits    info   re    release   rates    of   gaseous   !<    particulate 
forms    of    radioactive    matls    during    third    quarter    of     1979. 
KALIVIANAKIS.  N.       Commonwealth   Edison  Co.      79/10/33.        lp. 

7912100169  Discusses  NHC  791101   meeting   w/raprosentatives    af  NSS3 
vendors    b   fuel    (suppliers   re   discussion   of   respective 
portions    of   ECCS  evaluation   models   dealing   w/fuel    cladding 
spelling   &    Incidence  of    rupture. Vendor   responses   encl. 
EISENHUT.D.Q.         Division   of   Operating   Reactors.       79/11/09.       69pp. 

— 7912100253  Responds    to   NRC  791101   request  rn  noncompl iance   of 
Westinghouse  ECCB   evaluation  model    under   requirements 
of    IOCFR30  App   K. Evaluation  of   three    fuel    rod   models 
Indicates   no   safety   problems    for   Uestinghouse   plants. 
ANDERSON.  T.  M.      Westlnghouse  Electric    Corp.      79/11/O2.       4pp. 

— 7912100330  Responds    ta   NRC  791101    request  re  ORNL    cladding    siuolllng   fc 
rupture   data.Revleu  of   analytical   models   b   tests    indicates 
compliance   ui/10CFR30  App   H.  Al  1   GE   specs   for   calculated    peak 
cladding    temp    remain   unchanged. 
BUCHHOLZ.R.  H.        General    Electric    Co.       79/13/07.        2pp. 

— 7912100407  Forwards    response    to   NRC   791101   request    re   rod    burst    test 
data. Concludes    that   data   properly   represented   by    fuel    models 
used    In   vendor    evaluation   models  b   that  analyses    demonstrate 
all    criteria   of    10CFH30.  46   satisfied. 

OWBLEY.O.F.       E"ion  Nuclear  Co.  .     Inc.     (subs,    of  E»ion    Corp.), 
79/11/02.       9pp. 


— 7912030149  Updated    LEfi    79-100/03X-1 :  on   790632.  charg ing    CUB    performance 
noted    to   be   degraded    during    routine    startup    operation. Caused 
by    ruptured    dlaphram  5*  damaged   0-rino    on   valve.  Valve 
repaired    h   pump*   vented. 
SCHOPPMAN,  M.  A.       Florida  Power   fc  Light   Co.       79/10/23.       lp. 

7912140229.  R 0-2 50 -79 -33:  on   791 101.,  vendor    discovered    error    in   current 
ECCB  analysis    Input    data. Correction   resulted    In   allowable 
Fq   limit  reduction   of    steam  generator    tube.  Augmented 
surveillance    or    power    limits    applied. 
HAYEB.J.K.       Florida  Power   S.  Light   Co.       79/11/02.       lp. 


U.     Congressional/Executive   Correspondence 


7913170395  Forward*   BW  Meuarson   791107    Itr   re   problems   at    plant. 
Requests   comment. 
CHILES,  L.       Senate,       79/11/17.       2pp. 


— 7912100434  Forwards   addl    Info  re   evaluation   of    Impact    at  NRC   proposed 
rupture/blockage  model    used    in  vendor    evaluation  modal. 
No   adverse    impact    from  new  rupture   burst   data   or    use    of   NHC 
rupture/blockage  model    on    licensing   calculation   results. 
OWSLEY.Q.F.      Euan  Nuclear   Co.,    Inc.     (subs,    of  Ei»on  Corp.). 
79/11/04.        S2pp. 

7912040261   Forwards   plant    steam  bypass   capacity    sheets^  percent   rated. 
Info   provided    to  OE    For    Incorporation    Into  NEDO-ai70B. 
PEOPLES.D.L.      Commonwealth   Edison  Co.       79/11/16.       20Opp. 

791H040297  Forwards   supplementary    response    to   be    incoro orated    into 
79101B   Itr   re    lessons    learned   commitments   to  meat   near-term 
requirements. 
REED.C.       Commonwealth  Edison  Co.       79/11/30.       7pp. 

79120404SS  Submits   updated    schedules    for    installation    of   metre  ulation 
pump    trip   mod«    par   790329   Itr. 
PEOPLE9.D.L.       Commonwealth    Edison   Co.       79/11/30.        Spp. 


DOCKET   30-232  UNIV.    OF. NEW  MEXICO  RESEARCH  REACTOR 

F.    Stcuritg,    medlcali    emergency  It  fire  protection  plans 


7913120411    Forwards   supplementary    response   re    commitment    to   meet 
short-term  requirements   of  Lessons   Learned   Task   Forte. 
REED.C.       Commonwealth   Edison  Co.      77/11/30.      7pp. 


79iaiS020i  Forwards    draft   Reg   Culde   S.  XX,     "Std   Format  1<  Content    for 
Licensee   Physical    Security    Plan    for   Protection    of   BNM   of 
Moderate    or   Low   Strategic    Significance."   M/o   encl. 
REID.R.W.  Operating    Reactors   Branch    4    <Pr«   791030).       79/OB/22. 

2pp. 


DOCKET   30-234   QUAD-CITIES  STATION.    UNIT    1 

F.     Security,    medical,     emergency    b   fire    protection   plan* 


7912120429  Forward*    supplemental    response    to  79101S    Itr   re    commitments 
to  Leanon*  Learned   Task    Force  recommendations. 
PEOPLES,  D.  L.       Commonwealth    Edison  Co.      79/12/03.      2pp. 

79121103BO  Proposes   to  amend   Tech   Spec*,  attending   max    average   planar 
linear   heat   generation   rate    to    larger   exposure   valuei.  Errata 
d  addenda   sheets    for    "LOCA  Analysis   Rept,  "    Tech   Spec*    page 
changes    &  Class    III    fees    incl. 
PEOPLES.  D.  L.      Commonwealth   Edison  Co.       79/12/04.       8pp. 


7913300033  Di»cune«   NRC   791109  meeting   re   emergency    preparedness    team 
revleu   objective*.  Provides    guidance    for    improving    licensee 
emergency    preparedness    b  assuring    capability   of   offlit* 
agenciei    to    take   appropriate    emergency    action*. 
ORIMES.B.K.       Emergency.    Preparsdn«»t   Task   Force.       79/11/23.       30pp. 

7912270063  Forward*    Hit:   of    specific    item*  requiring    updating    in 
emergency    plan*.  Emergency    plant  uiera    evaluated    using    cod* 
requirements,  Reg   Quid*    1.  1O1    &  Emergency   Planning   Rtvieu 
Ouldvltnei    Number    li Revision    1. 
IPPOLITO,  T.  A.  Operating   Reactors    Branch   3.       79/11/30.       7pp. 


— 79121103B6  Errata  fc  addenda    sheets    for   "LDCA  Analusie   Rspt.  " 
«      Oeneral   Electric  Co.      NEOD-24146.       79/10/31.       3pp. 

— 7912110391    Tech    Bpec    page   changes:  Page   B1C-1    for  Drs-aden-2  &   Figure 
3,  3-1    for  Ouad-Cltles-1. 
*      CooimDnwealth  Edison  Co.      79/10/31.       3pp. 

79LS300672  Request*  payment  of  Class    III    fees    for  ravlaw    af  790016 
nuclear    security   personnel    training   b  qualification   plans. 
DIOOB.I1.M.  Licen*e  Fee   Management  Branch.      79/13/07.       lp. 
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DOCKETED  ,TEMS 


7912210341   Forward*    cover    sheet    For    CE-l-A,  Hevi  s  ion    1O,  inadvertent  lij 
emitted     fran   791116    transraietal. 
NAUGHT  ON  i  U.  F.        Cammonuealth    Fdiaon    Co.        79/12/13.        2pp. 

791218Q33I    Forwards    info    documenting    evaluation    of   purge   b  vent   valve 
oparatiili  tu   veri  Meat  Ion.  lit  i  1    committed    to    purge  t,   vent   sijs 
In    eanformancE    u/NilC     interim   pas  1 1  i  on.  Comple  te    confirmatory 
analyse*    not   available    far    3Q-4Q  uk, 
PEOPLES,  D.  L.        CammDnueaStli    Edison    Co.        79/12/14.        6pp. 

7913190512    Fdruards    "Adtquacu    of    Station    Electric.    Distribution   Sufi 
Voltages,"    adflin-SBing    ISO-volt    undorvo 1 tage    conditions. 
JANECEK.H.  F.        CommonLiealth    Ediann    CD.        79/12/14.        lp. 

— 7912150543    "Adi'quatnj    of  Station   Electric    Distribution,  By  5    Voltages.  " 
*      Commonwealth    Edison    Co.        79/12/11.        Bpp. 

7913370169   Forwards    response    to    NHC    request    fur    add!     info    on    l-Bsaona 
Learned    Task    Force    Recommendations    S.  1.  7a    i    2.  I.7b. 
PEOPLES.  D.  L.        CarMiOTiuaalth    Edison    Co.        79/12/11.        Bpp. 

7912370597  Advises   of    compliance   ui/Cateflory   A   TH!    Lessons  Learned   Task 
Force    items     identified!    in   NrtC    790913   i    1030    1  trs,  Ccmplianc  e 
will    te    achieved    by    BDOlQlior    prior    to    return    to    power    for 
units    in   outages   on   BOQ101. 
PEOPLES.  0.  L.        Commun wealth    Edison    Co.        79/12/17.        lp. 


791211'0375   Notifies    that    NRC     intends     to    routinely     ForiuaTd    to 
appropriate   ttate   public    irti]    regulatory    groups   d   state   attg 
sraneral    ofcs   copies    of    escalated    enforcement   correspondence 
sent    by   NRC    to    licensees.  ,n,.,™ 

kEPPl.En.J-Q.  Region    3.     Chicago,     Office    of    the    Dirsctor.        79/11/28. 

lp. 

7912190199  Forwards  IE  Bulletin  79-27,  "Loss  of  Noil-Class  IE 
Instrumentation  !>  Control  Pouer  Su  s  Bus  During  Operation." 
Written  r*sponse  i-enuirad.  ,„,..,„„ 

KEPPLEF1,  J.  Q.  Region    3,     Chicago.     Office    of    the   Director.       79/11/30. 

lp. 

7913140084)  Forwards    IE    Info    Notice   79-3O,     "Reporting    of   Defects   & 
NQncompillaticeSj  10CFRE1.  "    No   action    or    response    required. 
KEPPLEI1,  J.C,  Ragion    3.     Chicago.     Office   of    the   Director.       79/12/06. 

lp. 

7912aOOOB&  Forward*    IE   Bulletin    79-28.      "Possible    Malfunction    of   Namco 
Model    EA1BO   Limit    Suiitches    ot    Elevated    Temps.  "    Action 
ve^u  ired. 

.O.  Region   3.     Chicago.     Office    of    tSo   Dirsctor.       79/12/10. 


7913300413  Notification    of    791213  mooting    u/util    to    di«cu»B    IE  Bulletin 
79-02   anchor   bolt   Si   base    plate    analysis. 

JORDrtNi  E.  L.         Division    of    Reactor   Operations    Inspections.       79/13/11, 
3pp. 


7912270459  Confirms   discussions   re    propo-seil   Tech    Spec    amend    to  eitenrt 
max    average   planar    linear    heat-genorat i on   rate   curve*.  No 
fuel    type    ie    flipected    to    aicaed    peat    pallet    BiposurB    above 
40.  000    MIJD/ST. 
JANECEK-R.F.        Comninnuieami    Edison    Co.        79/12/20.        lp. 

79132BO533   Responds    to    NRC   79IO31    roquest     for    p lant-un lnue 
implementation    schedule    tor   additional    condensation    tests 
ra  Mark    I    full    scale    test    Facility   Analysis    dependent    on 
final    resolution   of    acceptance    criteria. 
PEOPLES.  D.  L.        Commonwealth    Edison    Co.        79/13/30.        2pp. 

7912310349  Fnruarda   revised    pages    to  CE-l-A.     "Comm  Ed    QA  Program   for 
Nuclear   Generating    Station!,  "   Ravialon    11. 
JANECEK.R.F.        Commonuaalth    Edison    Co.        79/12/20,         lp, 


--7912310359   Revised    pages    Co    CE-l-A,     "C 
Generating    Stationt.  "   Revision    II. 
»      Cormonuraltti   Edison  Co.       CE-l-A.       79/11/21. 


Ed   OA  Program   for   Nuclear 
16pp. 


0,     Inopcctiun  rirpartsj     IE  Bulletins    li  correspondence 

791203010t  Forwards    IE  Circular   79-52.    "Btro*o    Time*    for  Pouer  Operated 
Relief   Valves.  "   Mo    rosponea  requlrod. 

KEPPLER.J.G.  Heoion   3.    Chicago.    Office    of    tiia   DirecSor.       79/11/16. 

lp 

7912100313  Forwards    IE   Infu    Wotlce    79-20,     "Overloading    of   Structural 
Eleoients   Duo    to   Pipe   Support   Loads."   Ho    respon.ii-   required. 
KEPPLER,  J.  «.  ficglon  3,    Cnlcasc..    Pffica   of    tho  Director.       79/11/16, 


79SB110537   Foruardi    IE    Info    Notice    77-29,     "Loss    oF    NrnisaPettj-Holatcd 
Raactor  Coolant  Sgs    Instrumnntatl  on  During   Operation."   No 
specific   action   or    responso   required. 

KEPPLERj  J.O.  Region  3,    Chicago.    Office   of    tha   Director.       79/11/li. 

lp. 


S.     llenortable   occurrencest     LERs    Ei  related    correspondence 

791BlBOOaa   PNu-III-79-llA;  on    79112O,  unit    In    cold    ahutdoun  mode    to 
repair    small   crack    In    Peiduater    11  ne.  Leakage   baing    collected 
in   drum.  Leak    In    14-inch    long.  3/4-inch    drain   line    bBtuiaen 
ueld    tc   laolation    valve.  Llconsea   will    cut    line   b   cap    it. 
CHFlIBSOTIMDg.  N. .     QDVD,  D.  C.  Region    3.     Chicago,    Office    of    the 

Director,       79/11/30.        lp. 


7912070443   FovuarJ 1   LER    79-033/Q3L-O. 

Commonwealth    Edl«on    Co. 


79/11/27.       lp. 


— 7913070450   LER   79-033/O3L-Q:  on    791030.  suppression    pool    leval    discovai-ed 
belflui  Tech   Bpnt    limits.  Caused    by    suppression    chamber  narrow 
rBrflB    level    initrumenta tinn   rosponillng    sloudy    to   change    in 
guppreaolon    pool    leval.  Hare    uater    added    to    Buppriision    pool. 
WHRENHALD.J.       Commo-nuiBaUh    Edison    Co.       79/11/37.       2pp. 

7V121704-10  PKn-Il 1-79-030: on   7911SB,  tetpoint    of   ECCS    instrumBnts 
a<periencad    4-inch   tmncoiiPormance.  Caused    by    conservative 
tetpolitts    from    provtous    calitir.  Calculations   using    neui   temp 
daba   rovealeil   ve-ssel    level    irdlcat ions    In    i-ineh    error. 
SPUBBARD.!?- L.  Ueglon   3,    Chicaoo,     Offlco-    of    the   Director. 

79/11/HH.         lp. 


Forwards    LSR    79-03S/03L-O. 
KALIVIANAKIS.N.       Coram.anwealth    Edlaon    Co. 


79/11/30.       lp. 


—  7912100370   LEfl    79-03S/'O3L-O:  on   79110"7,RHfl    BVC    mater    line    supports    found 
u/**fBtu.    factor    less    than    tuo.  Containment   cooling    loop 
declared    Inoperable.  Caused    by    design    d eficloncy. Supports 
modified    for    factor    nliovo    four,  loop    returned    to   svc. 
LEECH.K.       Corainamu»flltl)    Edison   Co.        79/11/30.       lp. 

7913270394   Forwards    Info    ro    750306,771106   t<  7B0213    IOBI   of    oPfsitt 
power    evsnta.in    rasponsD    to   79Q91B   r*quiii.t. 
•JANECEK,  n.F,       ConitionuJ»Qlth    Enison    Co.       79/12/EO.       6pp. 


7712190013  Notifies    of   dalaij    in    Implementation    of    IE  Bulletin   71-14   re 
seeesiitjle    areas    conparison  fi  evaluation   phase,  Current 
program  provides    for   earliest   detection   fc  evaluation    oP 
aigni  f Leant    discrepancies. 
PEOPLEB,D,L.       Conminniuealth    Edison   CD        79/11/19,       3pp. 


DOCKET    30-2B8   PALISADEE    NUCLEAR    PLANT 

F.    Sarurity.     medical,     emorgoncij    t    fire    protoction    plant 


7913050330  Forwards    IE  DullBtin   79-3i.     "Bor-nn  Loss   Fron  BWR   Control 
nladei. "   Hesponse   raquintf. 
HEPPLER.^.  9.  Rigian   5,    Chlcajo,    Offic*   at    the   Director.       79/11/20. 


791S1B0333  Nntifiet    ot    d-elay    in    Plant   au.s    Branch    Team  1    tvaluationi    of 
facility    firo   protection    sys.autllnea    of   assistance  nendod 
e-ncl. 
LAINAB.S.  Plant   S^atums   Branch.        79/11/16.       3pp. 


7912100417  Forwards    IE  Circular  79-24.     "Proper    Inntalln tion  &  Calibr    of 
GOTO    Spray    Pips  Dreak   Detection  Equipment    on  DWfli,  "   No 
urlttan  raiponco    required. 

KEPPLEft.J.  ft.  Reaicn  3.    Chicago,    Office    nf    the    Director.       79/11/^6. 

ip. 


7912200023   DUcunso!    MRC    791109  meptlno    TB    emerflBncy    prBpflpndnecs    team 
rovteiu    obj*etivas.  FrovlriBB    guldntica    for    improving    llconsee 
•fflergency    preparailntia    ft    assuring    capabllltg    of    offsit» 
agencl»«    to    taks   appropriate    omBrgoneg    aetlons, 
OBIMES.  B,  H.       Emergwncii    Proparodnm    Task    Fores.       79/11/23.       30pp. 


7-912H01U7  focuartH    IE  Circular  79-23,    "Motor  Starters   t   Cont4ttora 
Failed   to   Operat*. "   No  written   reipansn   required. 
HEPPLER,  J.  0.  Region  3.    Chicago,    Office    of   th«    Diroctor.       79/11/Ki. 


0,    Ad  judicat.Dry    c  orres  pond  one  o 

7912110O3B  Confirms   r«ceipt    of    «ntl    7903S9    petition    to   *u*pend    OLs    for 
all    PWfU.Foruorda   FR    notice    Indicatlno    that   petition  mill    be 
troated    in    aceordanco    ut/tOCFR2. 3O&. 
DENTON.H.R,       Office    of   Nuclear   Reactor    Rosulation,       79/11/33.       lp. 


DOCKETED  ITEMS 
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— 7912110126  Notice    aF   request   for   action  pursuant    to    10CFR2.  2O6  PB 
Environ   Coalition   nn  Nuclear   Power  790329  petition 
requesting    suspension   of   all    DLs    For  PWRs. 

MULLER.D.  R.        Office    of    Nuclear    Reactor    Regulation.        79/11/23. 
3Bpp, 

7912060334  Protests   791109  notice   of   proposed    imposition   of  civil 
penalties   re   containment    isolation   noncomplinnce. Remission 
or   mitigation    of    civil    penalties  requested.  Response    to 
notice    of   violation   submitted    separately. 
YOUNODAHL,  fi.C.       Consumers   Power   Co.       79/11/29.       t3pp. 

— 791206O535  Responds    to  791109  notice    at  violation  re    containment 
isolation  noncoapliance. Disagrees   u/n on compliance*    cited. 
Prompt  t  efficient   actions    taken    to  remedy    d»f iclencies. 
DEHITT.  R.B.       Consumers   Power  Co.       77/11 /a*?,       6pp. 

— 7912060337   "Independent   Review  of   Containment  Penetrations. "  Vols 
IIS. 
«      MPR   Associates,     Inc.      79/11/15.       113pp. 


H.    General    correspondence 


7912O6030B  Notifies    that   affsite   radiation   protection   training   course 
for   WC    inspectors   H    satisfactory.  Requests  advance 
notification    of   arrival   of  NflC  personnel. 
LOUDENBLABER,  T.       Consumers  Power  Co.       79/12/O3.       lp- 


J.     Insurance   fe    indemnity    information 


7918040447  Forwards   Amends   9  &   17  to    Indemnity   Agreements   D-40  &  S-22, 
respectively,  modifying    prefatory    language   re   course   of 
transportation. 
IRELAND.  J.H.       Consumers   Rawer  Co.      79/11/29.       3pp. 

K.    Utility   Final   Bafety    Analysis  Report    (FBAR)    b  amends 


7912060919  Forwards  FSARi Revision  6. 

FOOO.W.  0.       Consumer*   Power  Co.      79/12/04.       lp. 


— 7?120iOS20  Revision  6  to   FSAR. updating  Page»  B-2Oa. 
*     Consumers  Power  Co.      79/12/04.      2pp. 


P,     Operating    license   stage    documents   &   correspondence 


7912110020   Foruiarda    updated    lists    of    8GP    topics   not    rnquirins    site 
review  duo   to   ongoing    generic    licensing    activities    outside 
SEP   or   because  of    inapplicability    to   facility. 
Z  IGMANNi  D.  L.  Operating   Reactors    Branch    3.        79/11/16.        Bpp, 

7912120265  Summary    of  791023  meeting   u/C-E  owners   group    re    asymmetric 
LOCA    loads. 
HOSFOHD,  S.  B.  Engineering   Branch,      79/11/30.      4pp. 

7913170042  Requests   Clans    III    fee  re   review  (.  approval    of    radiological 
effluent   Trch   Spec   changes.  Fee    for   790927  request    dun    15 
days    upon   receipt   of    Itr. 
MILLER, H.O.  License  Fee  Management  Branch.      79/11/27.       lp. 

79121BOOB1    Forwards    draft   evaluation   of   BEP   Topic    II-l.A.     "Eiclunlon 
Area   Authority   &  Control,"   SEP  Topic    II-l.  0.    "Population 
Distribution"   &  SEP   Topic    II-l.C,    "Potential   Hamrils    Due    to 
Nearby    Industrial, Transportation  &  Military  facilities.  " 
ZIEMANN.D.L.  Operating   Reactors    Branch    2.       79/11/27.         19pp. 

79121B020B  Notification   of   791130  meeting   w/util    in  Washington, DC    to 
discuss   util    implementation   of  order   requiring   review   of 
checklists  b  procedures    to  assure   engineering    safety 
features   comply   u/limiting    conditions    for   operation    stds. 
*     Office   of    Inspection  &  Enforcement,    Office   of    the   Director. 
79/11/28.       lp. 

7912190202  Review  of  791031    proposal   re   startup    physics    teat   program. 
Complete   program  acceptable. 
ZIEMANN,  D.  L.  Operating  Reactors  Branch   2.      79/11/39.       2pp. 

7912060631   Requests  KRC   review  of   encl   draft  matla    re    proposed   Tech 
Spec    change   concerning   radiological   effluents.  Draft   Dnse 
Calculation  Manuals,  draft  process  control    programs,   ti 
radiological    effluent  Tech  Specs   end. 
HOFFHANiD.  P.       Consumers  Power  Co.      79/12/03.      2pp. 

—7912060622  Draft   radiological   effluent  Tech   Specs    For    Palisades. 
»      Consumers  Pousr  Co.      79/11/3O.      9pp. 

— 7912O40623  Palisades   draft  nffaite   Dose   Calculation   Manual. 

•      Consumers  Power   Co.      79/11/30.       90pp. 

— 7912060624  Palisades    health    physics    procedure   for    laundry   raduiaste 
batch    calculation   &  release  author liatiun. 
«      Consumers  Pouier  Co.      79/10/O0.       llpp. 


7911090248    "Summary   of   Operating   Eiperiance  W/Rnclrculating   Stuam 
Generators.  " 

EISGNHUT. D. <J.         Division    of  Operating   Reactors.       NUflEO-0323. 
79/01/31.       B9pp. 

7912130008  Forwards   aumaary    of   Methodology    b  parameters    for  SEP 
seisnic   reviews.  Sumonry    is    interim  guide    for   use    in  revinu 
of    facilities.  Requests   comments. 
HOFHAYER.  C.  H.  Systematic   Evaluation  Program   Branch.       79/11/08. 


79121001B9  Discusses   NRC  7911O1   nentlnfl   w/rapr*Bent«tlves   of  NBSS 
vendors   b   fuel    suppliers   re   discussion  of   respective 
portions    of   ECCS  evaluation   models    dealing   w/fuel    cladding 
mailing   b    incidence    of  rupture.  Vendor  responses    encl. 
EIBENHUT,  D.  6.         Division   of   Operating   Reactors.       79/11/09.       69pp. 


— 7913060623  Palisadea   health    physics   procedure   for-   modified   raduiasto 
calculation  &  release   autliori  ration. 

*  Consumers  Power  Co.       79/10/09.      9pp. 

— 7912060626  Palisadeo   hoalth    physics   procedure    foi'   sampling   luaato   gas 
decay    tank. 

*  Conaumars  Pouier   Co.       79/04/1B.       Spp. 

--7912060627  Palisades    health   physics   procedure    for    analysis    of  waste 
gas   decay    tank    samples. 

*  Consuacrs  Power  Co.       79/04/18.       lp. 

— 7913060628  Palisades   health   physics   procedure   for    calculation   of  waste 
oae  decay   tank. 
»      Consuneri   Power  Co.       79/10/10.       13pp. 


-79121002SS  Responds  to  NRC  7911O1  request  re  noncoeinllarice  of 
Ueskinghouse   ECCS  evaluation  wodel    under   raqulrenents 
of    10CFR5O  App   K. Evaluation  of   three   fuel    rod  nodals 
indit*t*»  no  tafaty   problems  for  Westinghouse  plants. 
ANDERSON,  T.  M,       Hestinghoute  Electric  Corp.      79/11/02.       4pp. 

-7919100330  Responds   to  NRC   791101    request  re  OHNL  cladding    suellinu  * 
rupture    data.  Review   of   analytic*1   «odel»  I,  tasts    indicates 
cafltpllance  W/10CFR90  App   K. All   OE  specs   for    calculated   peak 
clodding   temp   remain  unchanged. 
BUCHHO-I.  R.  H,       Oeneral    Electric    Co.       7W12/O7.       app. 

-7913100407  Forwards   response    to   NRC   791101   request  re  rod    burst   test 
data.  Concludes   that  data  properly  represented   by   fuel  modal* 
used    in   vendor    evaluation  models   fc   that  analyses    denonitrate 
all    criteria   of    10CFH80, 4*   satisfiad. 

DH3LEY,  fi.  F.      Exxon  Nuclear  Co..    Inc.    (tub*,    of  Elton  Corp.). 
79/11/02.       9pp. 

-791Z1004Si  Forwards   addl    info  re   evaluation   of    impact   of  NRC  proposed 
ruptura/blockaga  model    used    in  vendor    evaluation  model. 
Mo  advtrse    impact    fr««  nex  rupture   burst   data  or   use   of  NHC 
rupture/blockage  model    on    licensing    calculation  results. 
OHSLEY'O.F.      Eixon  Nuclear  Co..    Inc.    (*uti».    of  Euan  Corp.  ). 
22pp, 


— 791B0606E7  Palisade*   health    physics  procedure    for    stae*    gas    partieulatt 
ti   Iodine   •nnpllng. 

B     Consumers  Pouier   Co.      79/10/10.  Bpji. 

— 7912060630  Palisades   health   physic*  procedures    for    etatli    gas    sample 
counting. 

*  Consumers  Pouier  Co.       79/10/10.       lp. 

— 7913060631   Palisades   health    physics  procedures   for    authoriiatlon  of 
containment  purge. 

*  Consumers  Power  Co.      7B/03/30.      4pp. 

— 79120&0632  Palisades   health    physics  procedure    for    calculation   of 
condenser   offgas    effluents. 

*  Consun*r>  Power  Co.      79/10/10.       lp. 

— 7913060433  Pelisade*   health    physics  procedure   for    turbine  b   dirty  uaste 
sump    calculations, 

*  Con*uaen   Power,  Co.      79/10/06.       lp. 

— 7912060634     Palisades   dreft   process  control    prograiBiKov   1979. 

*  Consuciers  Powwr  Co.      79/11/3O.      Spp. 
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— 79l2O£>O63ii   Palisades    operating    procedures    for 
»      Consumer*    Pouer    Co.        79/IO/1B.        17pp. 


raduaste    ays. 


-791231050H    -Hep*   of    Seis-ic    Vibration    Timtini    »*   Various   Electrical 
Items    for   BfcW   Under   Purchase   Order    O337BBI.O.  -,_m-,-n 

.  ,     TOLF,  M.  L  ,    BILFOV.H.       Af  f  11  iation   Unknoun.        79/O2/2B. 


—7113060637   Palisades    operating    procedures    for    solid    ratfuasle    nys. 
»      Consumers   Power   Co        79/10/18.       35pp. 

— 7912060i41   Palisades    operating   procedures    For    spent   resin  namlling 
«gSCcinsUmors    PDUBT    Co.        79/IQ/1B.        IHpp. 

--79 1307  (Mi,?   Health    physics    procedure    For    stack    gal    calculations    t. 
affluent   records   at  Paliiades. 
e      ConauttBrs    Power    Co.        77/12/03,        7pp, 

791SQ70125  Forwards    license    foe    for   rsvieu   of  fifp    I   suboittal  re 
radiological    effluent    T«ch    Spec    changes. 
FOOO.U.  0.       Consumers   Power   Co.       77/12/Ofl.       Ip.    . 

7912130239  Submits   supplementary    info   on  -malijals    of   flow-rate  It  filter 
performance   b   structural    integrity    of   purgo   b«pass   ays   re. 
containment    Isolation   noncoBpllaiice.Propo.SBiJ   civil    penalties 


are   eica3fiiv&. 

VOUNODAl-fl-iF.  C.      Consumers  Power   Cn 


79/1  a/o*.     3pp. 


7912110303  Submits  response  to  MHC  791003  Itr  re  Oak  Ridge,  As-iociatnd 
Unlvi  radiation  aafetB  course.  Requests  advance  notification 
of  personnel  arrival  to  eliminate  delay  in  site-specific 


training. 

FROBT.S.  Fl.   Consumers  Pouer  Co. 


79/12/07.        Ip. 


7912140115  Responds    to  NRC  791O3O    Itr  re  r  econiiendatluns    concerning 
auiillary    fsnduattr   ays.Util   mill    lock    open  valves    In   s,erle-s 
in  auxiliaru    fseiliffater   *ijs   nimp    suction    plpins    as  uell    as 
valves    In    series    that   louli    Interrupt    feenwater    flou. 
HUSTON,  R.M.        Coosumnrs   Power    Co.        79/12/11.        15pp. 

7913190466  Submits  response    to   NHC   791029  request   for  atfrfl    info  re 
SEP    structural    Tonic    II  I-?,  Topic     1  11-7.  B.  t,  Topic    II1-7.B.2. 
Topic     HI-7.n.3.Topic    1  II-7.  B.  •»,  Topic    IU-7.B.5, 
Topic     I1I-7.C    S.   Topic    1  1  1-7.  D.        . 
HOFFHAN.D.  P.       Consumers  Pouar  Co.       79/12/14.       +PP- 

—  7912190137    "Containment    Bldg   Structural    Integrity  Test. 
*      Bechtrl   Corp.       7O/1I/30. 


—  791219049A    "Deformation   .Measurements   Dorlnj   Centalnnent   Praisura   Test.  • 

-•      Hiss-    Jannflm    Elstner    &  Association.     Inc.       70/10/O3.       35pp. 

791221O116  flespords    to  NRC   791030    Itr   re  TrtI-2  Lessons  -Learned   TasI 
Forte  Status   rapt   t   short-tern   rnconoiDnilntinns   (.  provides 
iBplcnnntation    schedule. 
HUSTDHrfi.  H.       Consumers  Power  Co.       79/12/17.       2pp. 

7913310344    Discusses   reviaBi)   portion  of    branch    technical    position   re 
direct   radiation   maaBUTBrnents    in   radinlogical    environ 
monitoring    prnjram.  Hupp  1    to   application    Por  radioing  ical 
effluent    Tech   8pocs   unnecessarij    at   prusont. 
FRDST.S.R.        Consomers    Pouer   Co,        79/12/2&.        tp. 

7912310373   Discusses    use    of   HBStlnghouse    BFD/NDFD   relays    in   iBPoti|- 
rtlatad    sys.  Faci  1  ity   doe*  not  me   ov    intend    to    USB  relays. 
FflQBT.  B.R.       Consumers   Power  Co.       79/12/2&.       Ip. 

79123t047A  Rosponit*    to  NfiC  790913  Bi   1030    1  trs   re    actions    taken    in 
response    to  TMI-2  accident.  Hill    not   start   up    fro*  rafuMlng 
outage  until   plant   conpli*s   u/enct   nod    commUmfnt.  Ravls-es 
I.    supersedes  791817    Itr   re    Imflt-mantatlan   criteria, 
JfOFFHAH.  D.  P-       Consuwers   Power  Co.       79/12/27-      *M»p- 

—  7912310401   Draft   "Input   for  R«sponse   to   NRC  Lemons  Lfurned 

Flequlraacntx    for  C-E  N9B3.  " 

*  Combustion  Engine  »rino.     Inc.       CEN-1S3.       79/12/31.       100pp. 

—  79I231O487   "Project  ReiulrenaTits    for  Plant  Power  Conversion   Sy*  Roll  of 

Valve   Position   Indication."  Supporting    docuaBntation  and. 

•  Energy    Incorporated.       79/11/08.      37pp. 

—  7912310*93  Conit   BBMCB    for  outside   cnntainnant    pai-tloit  of  pTB*suriiBT 

rvlie-f  valve  position    Indication  sys. 

HEHDERBDNj  5.  A.  .    TIIOHKrHPlNEK.  0.  .    EUAHEL.  H.  H-      Enereii    Incorporated, 

79/12/06.       llpp. 


—7912310513  -Result*    fro«  Charge  Preamplifier  Temp    Te»t^" 

BRAUL.aJ..     LEKA.A.F--     COBB.J.M.       Babcoek    &   Wllcoi   Co.       BAW-159O. 
79/1 1/3O.        IBpp. 

—7912310517    -Installation  &  Checlout  Procedures   C-01O-OD  for   Valve 


-7912310533    Tosi-THI    Ev^luatian  Ta.sk    2,  Conceptual    Design   for   Reactor 
Vessel    Level   Monitoring  Sijs-  "  Si.teen   ovarsiio   drawings 

r'iorturtinm   Engineering.     Inc.        79/13/21.        lO2pp. 


a. 


rts.     IE   Bulletins    t>   EorrBapandancB 


7912060J10  Responds    to   IE   Bulletin  79-23.  No    connections  eiist   between 
neutral    of    generator  6   neutral   of   primary    winding    of 
excitation    power    tranaf  oroer.TeHt   of    e»eTgencu    diosels  Mill 
bo  perfornBd    prior   to   coBpletion  of  n»«t    refuelino   outage. 
HDFFHAH.  D-  P.        ConsoBiBrs    Power   Cn.        79/11/O3.        2pp. 

7912200*73  Responds    to   IE  Bulletin  79-33  re    failure   of   eaBroencu    diesel 
generator   field   e.clier    transforoer.  No   connections  fcetuaen 
neutral   of    generatni-  It  neutral    of    aicitation   «o»Br 
tranaforner.  Plans    full    load    test  of    both    emergency   diasels. 
JfiOFFItMli  O.  P.        ConsilBers    Pouer   Co.       79/11/O3-       2pp. 

7912190736  Forwar.!*    IE  Inup  Hop*  50-253/79-1*    on  79O7O6.  09.23-24. 

KEPPLEIl!  J.  O.  '         Ragion  3."chicaSo.    Office   of    the  Director.       79/11/O7. 
2pp. 

—7912190792  Untie*  of  violation   fron   insj.    on  79O706,  09,  23-24.  OB13-14. 

0910.H9-M   I.    1001.  -,.,,.  ,tnn          !„ 

.  Region  3^    Chicas".    Office  of   the,   Director.      79/I1/O3.       Ip. 

—  791B170799    IE   ln»p  Hept  50-253/79-le.   on   79O7O6.O9.  23-21,  OB13-14.  091B, 
29-3O  Ic   lOQl.WancDnplianc*.  noted:  shituBent    of    licensed  M« 
to    license*   buri-l    *»ctliti|    in  unau«hori»B   fora. 

COOLEV.M.J-.    DAVIB.A.D.,    FIK1EB.H.L.  B«olon3.    Chicago.    QPfice 

oif    the  Di  roc  tor.       79/11/O5.      46pp. 

7713040217  Forwards  response    to    IE  Hull-tin  79-14.     "BBlsnic   Analysis 
for  A«-Bullt  Bafeti-B»lateil   Piping  a«»,  "   Seven   evaluationa 
nf   pipe   stress  revealvri   no  noncDnfar«aticBB..ane   rovnaled   need 
for  ariril    pip*   support. 
HOFFMAN,  D.  P.        CnnauiMTS.   Power    Co.       77/11/O9.        3pp. 

79120S0110  Forwards   IE  Circular  79-22.     "Stroke.  Tines  for  Pownr  Operated 
Relief  Valves.  •   Mo  response   required,  ™/H;IA 

a.  Region  3.    Chlcajo,    DFflco   af  the  Director.       79/11/16. 


T7iaiOoaa&  For-ards   IE   Info  Notice  79-2B.     -Dverloadino   of  Structural 
EU»enU  Due,   to   Pipe   Support  Lnids.  -   No   wpcmse   required. 
REPPLER.J.O.  Region  3.    Chicago.    Office    at  the  Director.       77/11/16. 


7912110H71   Forwarrfs   IE   Info   Notice  79-29.     'Uoas    of  Nons»fet«-Rel«tBd 
Reactor  Coolant   3»s    Instrumentation  During    Oparatlon.      No 
specific  action  or  TBSBIHISH   required.  ,_,«.„.. 

KEPPLER.J.O.  HBfllon  3,    Cfclcaio,    DfflCB    of   the  Director.       79/11/16. 


7913050027  notification   of  791121  neating    n/util   tc  Bechtel    to    dlvcuss 
IE  Bulletin  79-03  anchor  aolt   imp   program  at   facility  __....__ 

JOBDAN.E.U         nivl»ltm   of  Rnactor  Opstratinns   Inspection*.       77/11/rfW. 
3PP- 

7912OTrO3&7  Forwaraa   IE  Bull-tin  79~2i.     -floran  Lo»»  Froa  BUR  Control 
Blades.-  Ma  FCSBOFIHB   required.  -m  it,  ion 

KEPPLER.J.  O.  Region  3.    Chlcaio,    Offle-   of   the  Dlrectnr.       79/11/HO. 

Ip. 

79121O0126  HBBponas   to  79OBQ2   Itr  r»   <hort-t«r»  Action   Ite«   1  of    IE 
Bui  latin  77-OAC.  Request*  revision  of    UKA  procedure*   to 

conform  -or-    elH«l|   w/IE  BullBtin  79~OM=.  _„.,„  ,„„ 

EIBEMIUT,  D.  0.        Division  of  Of.rating  R*actor».      79/11/24.  3pp. 


7912310301   Const   (pics    for    iciside   containnent    portion    at  presiurliar 
relief  valve   position   Indication   s|is. 

THOHKIHflIK£H,  8.  ,    OR£EM,g,  H.  ,    WDE8CH.  T.  E.       En>rgu    Incorpor-teJ. 
79/11/13.        H3pp. 


79iai004afl  For««ra«    IE  Circular  79-24.     "Proper  In«tallation   l>  Calibr   of 
Cnr*  Bpra»  Pip*  Break   DetBttion  Equlp«nt   on  BHRs.  •  No 

^""R.n-rS?-  Chicago.    O»ic.   of  *..  Dir.ctor.       79/11/26. 
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7912110353  Forwards  IE  Circular  77-23,  -Motor  Starters  t>  Contactors 
roiled  to  Operate."  Ha  response  required. 

KEPPLERi  J.  O.      Region  3.  Chicago,  Office  of  the  Director.   79/ll/3o. 
If. 

79181104O3  Notifies  that  NRC  intends  to  routinely  tartar  a  to 
appropriate  (tat*  public  utll  regulatory  groups  fc  state  atty 
ganeral  ofe«  copies  of  escalated  enforcement  correspondence 


Bent   by  NRC    to    licensees. 

KEPPLERi  J.  0.  Region  3.    Chicago.    Office  af  the  Director. 


79/11/20. 


791219O216  Forwards  IE  Bulletin  79-27,  -Lass  nf  Non-Clans  IE 
Instrumentation  b  Control  Power  SUB  Bus  During  Operation.  " 
Written  response  required. 

KEPPLER'J.O.  Region  3,    Chicago,    Office   of  the  Dime  tar.      79/11/3O. 

lp. 

791213019B  Buanaru   of  791121  nesting   w/util    in  Bethesda.HD  re  anchor 
bait   imp    program  at    facility    In  accordance  w/I£  Bulletin 
79-02. 

JORDAN.E.L.         Division   of  Reactor  Operations   Inspections.      79/12/06. 
13pp. 

7912140079  Forwards    IE   Info  Notice  79-3O.    "Reporting   of  Detects  fc 
Moncompllancaa.  10CFR21.  •   No  action  or  response  required. 
REPPLEH.J.  0-  Ragion   3,     Chicago.     Office   af    the   Dime  tor-       79/12/OA. 


791220O10A  Forwards    IE  Bulletin  79-2H,    'Possible  Malfunction  of  HaiKo 
Model   EA1BO  Limit  Switch**  at  Elevated   T*aps.  "  Action 
required. 

KEPPLEfl.  J.  O.  Region  3.    Chicago,    OfficB  of   the  Director.       79/12/1O. 

IP- 

7918280499  R«Bpands   to  NRC  791121    Itr  re  violations   noted    in   IE  Insp 
Rept  3O-2S9/79-17.  Corrective  actions:ravt<»»d  checi   sheets 
for    1979  refueling    outage   for  verification  that  primary 
coolant  sys   boron   concentration  was  within  Tech   Specs. 
FR08T,  S.  R,       Consumers  Power  Co.       79/12/22.      2pp. 

7912310296  Responds   to  NHC  791121    Itr  r*  violations  natad   in   IE  Insp 
Rept  5O-B33/79-17.  Corrective  action*:  1979  refueling   outage 
chack    sheets    •iaain*d   t   leaking    steaa  generator   dw  b 
reactor  cavity    liner  repaired. 
FROST'S,  ft.       Consumers  Power  Co.      79/12/22.       2pp. 

R.    Periodic    operating  reports  &  related    correspondence 


7912130293  Forwards   nonthlM   operating   rept   for  Nov  1979. 
ADAHS.M.E.      Con* user B  Power  Co.      79/12/O7.      2pp. 

— 7912130297  Monthly  rept   operating   rept   for  Nov   1979. 
BODTKE.P.  J.       Consumers  Power  Co.       79/1S/Q5.      4pp. 

8.    Rapartable   occurrences,    LER«   l>  related   correspondence 

791221OO41   PNO-1 1 1-79-11: on  79IOO9,  licensee  notified  NRC  af   passible 
nancanBvrvative   saf*t«   analysis.  Review  of  main   stean   line 
break    innide   cantalmeant  ravaalad    incorrect  assumption  ra 
reduction   of  maintBaduatar   flow  to   Btaan  generator. 
BDVD,  D.  C.  Rdglan  3.    Chicago.    Office   of   the  Director.      79/1O/09. 


79121B030B  Forwards   791205  WDES  noneoapliance  notification. 
HOFFMAN,!).  P.       CansuMfS  Pow«r  Co.      79/12/14.       lp. 

— 7912IB0313  NPDES  noncoapUance  notification: on  791O31.tive  all   l>  grease 
eamples   collected    indicated   daila  average  of  31.9  mg/1. 
Caused   by    probable   failure  of   oil    separator. Separator 
retttored    to   proper  operation. 
FOBE8,  R.L.      Consumers  Power  Co.      79/12/O3.       la. 

— 7912180314  NPDEB  noncawpllance  notification: on  791013.23  h  29.oll  •> 
graaBe   aawalet    Indicatad   41.29  *  H4.  I  mg/1.  respectively. 
Caused   by   prabaale   failure   of  all    separator.  Separator 
r*«lor»d  to  proper  operation. 
FOBEB.R.L.      CnnslMWrs  Power  Co.      79/12/OS.       lp. 

— 79121B0317  MPDES  noncoftpliancB  notification: on  791O2O.3.OOO  gallon*   of 
laundry  water   containing  B. W  mg/1   phosphorus  was  released. 
Caused   by   change    in   type  Ic  e.uantltg   af   deterBent.AJjustnd 
quantity   of  detergent   used  &  will    nvaluat*  tamtlna  reaganta. 
FQBES.R.L.      Con»u«erB  Pow*r  Co.      79/J2/O9.      lp. 

7912310417  FarwardB  NPDES  nencaaplf»nce  notification  on  79O93O.  . 
FROST'S. H.       Conswwr»  Power  Co.      79/12/2*.       lp. 


— 7912310455   WDES   noncooipliancH   nDtifitation:  on   79O930.  dai  ly    averaqe 
for   suspended    solids    for    laundry   waste   uas    higher    than     limit 
for   Sept    1979.  Cause   unlnoun.  but    organic    growth    suspected    in 
postfilter   hold    tank.Sys   analyiad    far    filter    failure. 
FOBES,  R.L.       ConsuBErs   POUEF   Co.        79/1Q/25.        lp. 

771231O43&   Forwards   NPOEB   nanconpHance    notification    on   79O9S7. 
FRDST.S.  R.       Consumers   POB.BT   CD.       79/12/26.        lp 

— 7912310441    NPDES   nancoBpliance   notif  itation:  an   79O927.  ajiproi    2,  5OO 
gallons   of    laundry   waste   aeasuring    4.92   fflg/1    total 
phosphoroua    discharged.  Caused    by    indiscriminate    use   of     new 
laundry    detergent. 
FOBES. R.L.       Consumers   Power   Ca         7-J/1O/23.        lp. 

79123103&4   Responds   ta   791213   b   21    telcans   re    turbine    disc     cracking 
problen.  Util    instructed    by   Uestinghouse    to   reassemble    1  aui 
pressure   turbine,  after   cracks   Found    an  791OS9.  Reinspect  lafl 
of   discs   planned   approi   nine  nonths  after   startup. 
HOFFMAN.  D.  P.       CDnsuners   Power   CD.       79/12/23.       2pp. 


DOCKET  5O-29A  UNIV.    OF  HONTEVIDEO  RESEARCH  REACTOR 


P.    Operating    license    stage  dncuaents  &   correspondence 


79OSOIO339  Notifies   of  status  of  rept   on  reactor   cavity  annul  us    seal. 
Most  PVR   users   remove  ring    during   normal    operation.  Others 
store   leal   ring    in  raised   position  during   normal    operation. 
LAINAB.O,  Plant   Systeas   Branch    CPre   791O30).        79/07/O3.        7pp. 


DOCKET   SO-259   BROWNS   FEHRY   NUCLEAR   POWER   STATION.     UNIT   1 
F.    Security)    nodical,    emergency  &  fire  protection  plans 

79I220O022  Discusses  WC  791109  meeting   re   emergency    preparedness    team 
review  objectives.  Provides   guidance    For   improving    licensee 
emergency    preparedness   b   assuring    capability    of    offslte 
agencies   to   take  appropriate  emergency   actions. 
CRIMES. B.K.       Emergency   Preparedness    Task   Force.        79/11/33.        30pp. 

P.    Operating    license  stage   dacuinents  &   correspondence 

7910010530  Notifies   that  HB  Clayton  will   replace  RJ  McDcrmott    as 
alternate  on  A5ME  Subcommittee  on  Performance  Testing. 
HINOQUE.  R.  B.       Office   oF   Standards    Development.        79/O9/05.         lp. 

79121DO1B9   Discusses   NRC   7911O1    meeting    W/representatives    of   NSSS 
vendors  fc  fuel    suppliers   re   discussion   of  respective 
portions   of  ECCS  evaluation  models   dealing  w/fuel    cladding 
swelling  &  incidence   aF  rupture.  Vendor  responses    encl. 
EIBENHUT,  D.  0.         Division  oF  Operating  Reactors.       79/II/O9.       i5pp. 

— 7913100293  Responds   to  NRC  791101    request  re   noncamoliance   of 
Uestinghouse  ECCS  evaluation  model    under  requirements 
oF    10CFH3O  App   K.  Evaluation  oF    three   fuel   rod    models 
indicates  no   safety   problems   for  Hestinghouse    plants. 
ANDERSON.  T.  M.       Hestlnghouse   Electric    Corp.       79/11/02.         4pp. 

— 7912100330  Responds   to  NRC  791101    request  re  ORNL  cladding   swelling     (*> 
rupture   data.  Review  of  analytical   models  &  tests    indicates 
compliance  w/lOCFRSO  App   K.AI1   GE  specs   for   calculated     peak 
cladding   temp   remain  unchanged. 
BIKHHOLZ.  R.  H.       Central    Electric    Co.       79/12/07.        2pp. 

— 7912100407  Forwards  response  to  NRC  791101    request   re  rod!    burst    tffnfc 
data. Concludes  that  data  properly   represented    bij    fuel    Models 
used    in  vendor  evaluation  node  Is   b  that  analyses    demonstrate 
all    criteria   of    10CFR30. 46   satisfied. 

OUSLEY.O.F.       Enon   Nuclear   Co.,     Inc.     (subs,     of    Eluon    Carp.   ). 
79/11/02.       3pp. 

— 7912100436  Forwards  addl    info  re   evaluation  of   impact  of    NRC    prop  paint 
rupture/blockage  model    used   In  vendor   evaluation    modal. 
No  adverse   impact   from  new  rupture  burst  data   or    use    of  NRC 
rupture/blockage  model   on   licensing   calculation    results. 
OWSLEY.  B.  F.       En  on   Nuclear   Co.  .     Inc.     dubs,     of   Enon    Carp.  >, 
79/11/04.      22pp. 

79122&OO1B  Responds   to  790629  1  20  submittals  re  proposed    radiological 
effluent  Tech  Specs.  Requests  79120&  meeting  w/utl  1    In 
HetBBBda.nV.Agenda   items   encl. 
IPPOL1TO.T.A.  Operating  Reactor*  Branch  3.      79/11/3A.        4pp. 

7912O4O433   Informs  »BC   that  as  member   of  BHR   owners    group'Util    coiwltw 
to  accept  fc   implement  owners   group    positions   on  HWieo-O378i 
Items  2.  1.  3.  b  1  2.  1.9. 
HIU.8.L.M.      Tennessee  Valley  Authority.      79/11/29.       lp. 
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912O5O50B   Forwards    requested)    amend    to    Licenses    DPH-33.  DPR-52   &   DPR-c.3. 
changing    Tech    Specs    to    reFlect    Nuclear    Safety    Buvieu   Board 
Class     1    t.    Class    II     Fees    f  orthc  oming . 
MILLS. L.M.         Tennessee    Valley    Authority.        79/11/39.        Sp.p. 

-79I2O5O51D   Prc-posod     changes    to    Tech    Specs,  ref  1  ec  tinfl    Unclear    Safety 
Revieiu   Hoard    charter. 

*  Tennessee   Valley    Authority.        79/11/37.        2-5pp. 

9I213Q033  Notification    or    QDO1 1<0  man  ting    u/util    to    discuss  reporting 
level     of    util    QA   !,    manager    ti   OA    revieu    of    incumDnEs. 
&PRAUL,  J.  Q.  Quality   Assurance    Branch,        79/12/05.        lp. 

913130492   Forwards    proposed    amend    to    Licenses   DP.H-33.  DPR-33   t.    DPR-6B 
to    change    Tech    Specs,    i-e    isolation    of    main    steam    lines 
Following   main   steam   line    high    temp    logic    actuation, 
MILLS, L.M.        Tennessee    Valley    Authority.        7-J/12/05.        2pp. 

-79131305QH   Tech    Specs    revision    for     isolation   of    main    steam    lines. 

*  Tennessee    Valley    Authority.       79/12/OS.       20pp. 

713140373  Responds    to    791032    llr   re    containment   purging    I>  venting 
during    normal    operat  i  an.  Forwards    caoirni  tment    to    operate    in 
conforinance    <u/NRC    interim    position    far-    containment    purge    & 
vent   valve   operation. 
CROSS.  J.  L.        Tennessee    Valley    Authority.        79/12/1G.        5pp. 


7912110575   Forwards    IE     Info    Notice   79-29.     "Loss    at   Nonsaf aty-Related 
Reactor    Coolant   By  a    I II  i  t  rumen  t  a  tion   During    Operation."    No 
specific  action   or    response    required. 

O'REILLV.  J.P.  Hag  ion    2,     Atlanta,     Office    nf    the    Director. 

79/11/16.        Hjin. 

79120iOA2E>  Forwards    IE   Circular    79-H4.     "Proper    Installation    ti   Calibr    of 
Care  Spray   Pipe   Great    Detection   Equipment    on   HWRs.  "    No 
response   required. 

D'REILLY,  J.  P.  fle-gion.    S.     Atlanta.     Office    of    the    Director. 

79/11/B6         Ip. 

791S1101S7  Forwards    IE  Circular    79-23.     "Motor  Starters   &  Contactors 
Failed    to  Operate.  "    No    response   required. 

O'REILLY,  J,  P,  Region    2<     Atlanta,    Office    of    the    Director. 

77/11/24.        Ip. 

7912190473  Forwards  IE  Bulletin  79-27.  "Loss  of  Non-Class  IE 
Instrumentation  b  Control  Power  BUS  Bus  During  Operation. " 
Written  response  required. 

O'REll.LY,  J.  P.  Region   2,    Atlanta.    Office    of    the    Director. 

79/11/3O.        Ip. 

7912310202  Forwards    IE    Insp    Eiepbs    30-259/79-40.  5Q-2<!iQ/79-40   & 
30-396/79-40  on  791 113-16.  No   nan  compliance;   noted.  Data!  Is 
withheld    fref    10CFR2.  79O). 
KErWA,U.B.  Regions,    Atlanta,    Safeguard!   Branch.       79/12/05.       3pp. 


912270251    Forwards    amends    to   Licenses    DPR-33,  DPR- 52   &   DPR-AB 
changing    Tech    Specs    re    containment    integrated    lfa\    rate 
teat. 
MILLS.L.M         Tennessee    Valley    Authority.        7<J/12/17.        2pu. 

~7?1227O23b   Revised    Pages    230    b   23S    to    Tech    Specs    re    containment: 
Integrated     leak    rate    test. 
"      Tennessee    Valley    Authority.       79/12/17,       1pp. 

-7-9122702i2    "Nuclear    Containment    Testing    fpr    TVA   Nuclear    Pouter    Plants," 
presented    at    AN3  771111-16  winter  meeting. 

CLAHK,  k.  H.  .     UHlTfe^T.  J.        Tennessee    Valley    Authority.       77/11/li. 
50pp. 

712270527    notifies    that   Unit    2   mill     be     In    Full    compliance    U/NUHEG-C57B 
short-t-erfn  re<ju  irements  by    flOOlOl. 
Hll.L9rL.iK.        TennessEe    Valleu    Atithorltu.        7^/12/19.        In. 


Inspection   reports,     IE  Bulletins 


iponiJencB 


712B3O3iA   Forwards    IE    Inap    Repts    5O-25T/79-31 , 30-26O/79-31    !. 
SO- 296/7 9-31    on    791002-05.  No    noncumpl  iance    noted. 

LEWIS, R.€,  RefliDTi   2,    Atlanta,     Reactor  Operations    Nuclear  Support 

Branch.        79/lO/2t,        Spp. 

-7912O5D379    IE    InBH    Repts    50-359/79-31    i    5O-26O/79-3I     t,   5O-294/79-31    a 
791003-05.  Ha    noncomp  1  iance   noted. Hajor   areas    inspec  tad:  cor? 
thermal    pnuer    calcul ationi, core    puuer     limits, rad ioictive 
discharge    t<    plant    op  erati  ons. 

DAMCE.H.  C.  Region   2.     Atlanta,     Reactor   Dpui-atiuns    Nuclear 

Support    Branch.       PRICErD.  S.  neoion    3.    Atlanta.    Dffite   of    the 

Director.        77/1O/SA,        3pp. 


—  7712210212    IE    Imp    1-e.pta    SO-2S9/79-40,  SO-2iO/79~4O,  30-29t/79-1O    on 
791113-1&.  No   noncomp  1  iance   noted.  Major   areas    Inipected: 
security    Drganii^  t  Ion.  Details   withhold    (ref    10CFR2.  790). 
TILLHftN,  ft.  Region   2,     Atlanta,    Office    of   th»  Director. 

TDDIN.H.  J,  n^gloti    2,     Atlanta,    Safeguards   Branch.       77/13/04. 


771231031t  ForuiardB    IE  InFa  Notice  77-30,    "Reporting   of  Defacta   !< 
IJoncompliancBS,  10CFH21.  "    Mo    action  required. 

D'HEILLV,  J.  P.  Region    2,     Atlanta,     Office,    of    the    Director. 

79/12/06.        6pp. 

771220006Q  Forwards    IE   Bulletin   79-29,     "Possible   Malfunction   of  Namco 
Modal    EAiet)  Limit   Switches   at   t  leva  ted    Temps.  "    Action 
required. 

O'REILLY,  J.  P.  Region    2,     Atlanta,    Office   of    the    Director. 

77/13/07.        3pp. 

7912SQ0426  Foruards    IE    Info   Notlco  79-31,     "Use    of   Incorrect  Amplified 
Response   Spectra."    Ma    uritton    response    ren,uiri»d. 
D'REILLV,  J.  P.  Region   2,    Atlanta,    Office   of    the    Director. 

79/13/13.        3pp. 

79122G01SO   Forwards     IE    Circular    79-29,     "Shock    Arreator    Strut    Asttoitiblij 
Intorf  ornnctf.  "    Ha  written    rusponap   required. 
D'REILLV,  J.  P.  Region   a.     Atlanta,    Offic*   of    the   Director. 

79/13/2O.        4pp. 

Fl.    Perindlc   -operating    reports   &   related    correspondence 

7'7i2140nEM  Foruards   niontnlij    operating   repts    far   Nov    1979. 

,  M.       Tennessee    Valley   Authority.       79/ia/lO.       lp. 


Faruards    IE    Info   Notice   77-12A,     "Attempted    Damage    to   Neu 
Fuel    Assemblies."    No    specifir    actlo-n   or    response    required. 
O'REILLY,  J.  P.  Region.   2,     Atlanta,     Offica    of    tk*   Director. 

77/1  I/O*?.        3pp. 

7122102O3   Foruards     IE    la&y    Rcpti    3O-25W79-32,  5O-2(,0/7'?-3a    & 
ao-296.'79-32  on    79t016-lB.  No    nnncunp  1  iance   noted. 

MUBPHV.C.E.  Region   2,     f^tlanta*    Raacter   Construction   t,  EnBinoev  irii) 

Bupp-art   Branch        79/11/09.       2pp. 

-791221O21O    IE    Inap    Rcpta    50-257/79-32.  50-2iO/79-32   !.    30-296/71-32    on 
7710Ifi-lB.Ua    noncomp  1  iance    noted.  Ma  jor    aross    inspected: 
thermal     sleeve    attachment    uirlds,  f  eeduia  ter    pump    shaft 
failures    Ei  observation   of  wark   iictivilies. 

VAN  DBOflM,  P.  H.  Region  2,    Atlanta.    Office   of    the   Ciructor. 

HeRDT.fl.R.  Ruginti  2,    Atlanta,    Senctor   Construction   Si 

Engineering   Support   Jlranch.       79/11/O7.       ,1pp. 


Forwards    IE    Info    Notice   77-27,     "Steam   Oenaratpr-    Tuoe 
Ruptures   at   Two  fHIt  Plants,  " 

D'FEILLV.  J.P,  Region    2,     Atlanta,     Office    of   the    Oirnctor 

77/11/16.        14pp. 


— 7 -712 140393   Month  1  a    operating    rapts    for    Hoy    1979. 

QUEEN.  0.       Tennessee    Valley    Authority.       79/12/02.       33p. 


G.    Raportftblc    occurrenceE,     LEflc   l<   related   correspondenca 


7913Ofl03(H    Forwards    updatad    LER   79-O03/O3L-1 . 

CALHOUJJ.  J.  R.        TenneatirQ    Valley    Authority.        79/11/23. 


lp. 


— 7712010303  Updated    LER   79-OO3/O3L-1 . on   79O127,  SLG    pump    IB   relief   valve 
opened    prematurely.  Caused    E>y     deterioration    in   valve    seating 
surface  uhich    caused    chatter i ng.  Replaced    seating    parts   t 
verified    proper    pressure    relief. 
»     Tennessee  Valley    Authority.       79/11/33.       lp. 

79121B0313  PND-II-77-Q34; on    791 127, Revision   2  BmerB»ncy   responses 
ctr  activated   iiihen   notified    by    TVA  of   planned    drill   re 
transport   of    raduaste.  Inspectors   in/survey    cquipnent 
dispatched    t-o   site    of    simulated    accident. 

JONEB.D.  ,    OILLESPIE.  F.  f.  Dogloti    S,    Atlanta,    Office   of   the 

Director.       77/I1/H7.        ip. 


?12100192   Forwards    IE    Info   Hotice   79-2B,     "Overloading    of   Structural 
Elvmencs   Due   to   Pipe   Support  Loads.  "   Ma   response   required. 
O'nelLLV,  J,  P.  Region  2,    Atlanta.    Office    of-   the   Director. 

79/11/16.        Lp. 


791313Q43B  HO-SO-23?/79-32:on   791158,  during    insp    of    restraints,  topical 
hanger    identified    as   pamiblu,    unacceptable.  Caused    bu 
fomible   mlnappllcation    of    hangar.  Insp    Ii  analyses   uill    be 
conducted    to    determine    effect    an   sys. 
ABERCRDMB1E,H.L     Tennessee    Vfllloij    Authority.       79/11/29.       lp. 
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79121B0615   Forwards    LER    79-033/Q1T-O. 

CALHOUN.  J.  R.       Tennessee    Valley    Authority. 


— 7912180633   LER    79-032/01T-O:  on    791 12O,  residual     heat    removal    supply 
D   heat    a i changer   restraint    R16   determined    nonfunctional    as 
Installed. Caused    by    erroneous    application    of    typical    hanger 
design.  Sys    will    Function   during    seismic    event. 
«      Tennessee   Valley    Authority.       79/12/11.       2pp, 


79I21B0623  Forwards   LER   79-031 /03L-0. 

CALHQUN.J.R.        Tennessee    valley    Authority. 


— 791E18Q629   LEO    79-031  /03L-Q:  on    791 127.  drywel 1    air    sampling    monitor.  RM 
90-336.  observed    alarming    downscale.  Erratic     Indications 
recorded    on    previous    occasions, Caused    by    failure    of   RAECO 
Model    1017   24-Volt    transformer. Transformer    replaced. 
*      Tennessee   Valley    Authority.       79/12/12.       3pp. 


79132BOSO9   Forwards    LER    79-034/03L-0. 

CALHDUN.J.R.       Tennessee    Valley    Authnrity. 


-79122B0913  LER   79-034/03L-0: on   791126, while    conducting    relay    testing    an 
Unit    3  rec irculation   pump    boards. relays    inadvertently    tested 
on  Unit    1    pump    board, shutting    damn    both    rocirculation   motor 
ganerator    sets. Caused    by    personnel    error. 
*     Tennessee   Valley    Authority.       79/12/21.       2pp. 


7912260O1B   Responds     to    790639   ti    SO   submittals    re    proposed    radiological 
effluent    Tech    Goecs.  Requests    7912Q6   meeting    ui/util    in 
Dethesriai  MD.  Agenda    Items    enc  1 . 
IPPDLITD.T.  A.  Opurating    Reactora   Branch   3.      79/I1/2&.       4pp. 

7912040439    Informs    NRC    that    as    member    of    0WR    owners    groupiutil    commits 
to    accept    J.    implement    uwners    group    positions    on   NUHEG-O373, 
Items   2,  1.  3,  b   ti  2-.  1.  9 
MILLS.L.M.        Tennessee    Valley    Authority.        79/11/29         Ip. 

791203050B   Forwards    requested    amend    to   Licenses    DPR-33i  DPR-5-H   J,   DPR-Afi. 
changing    lech    Specs    to    reflect    Nuclear   Safety    Review   Board 
Class    I    t<   Class    II     Fees    forthcoming. 
MILLB.L.M.       Tennessee   Valley   Authority.       79/11/29.       2pn. 


— 7912050510   Proposed    changes    tu    Tech    Specs. ref 1  Bet  ing    Nucli 
Review   Board    charter. 
«      Tennessee   Valley   Authority.       79/11/39.       B4pp, 


Safetu 


7912130023  Notification   of   000110  meeting   u/util    to    discuss    reporting 
level    of   util    OA  Ji  manager  6  QA  review   of   documents, 
BPRAULiJ.G.  Quality    Assurance    Branch.        79/12/03.        Ip. 

79121304B3   Forwards    proposed    amend    to    Licenses    DPR-33,  DPR-S2   J.   DPK-68 
to   change   Tnch    Specs   re    isolation   of  main    steam    lines 
following   main    steam   line    high    tump    logic    actuation. 
MILLS,  L.  M         Tennessee    Valley    Authority.        79/12/03.        3pp. 


DOCKET   50-260  DROWNS  FEHHV  NUCLEAR   POWER   STATION.     UNIT   2 
F.     Security,    medical,     emergency    fc    fire    protection   plans 

7912200022   Discusses   NRC   791109  meeting    re    emergency    preparedness    team 
review  objectives.  Provides    guidance    for    Improving    licensee 
emergency    preparedness   &  assuring    capability    of   nffsite 
agencies    to    take    appropriate    emergency    actions. 
OHIUGS.B.K,       Emergency    Preparedness    Task    Force,       79/11/H3.       30pp. 

(J.     Adjudlcatory    correspondenco 


771211003Q  Confirms    receipt   of    encl    79O329   petition    to    suspend   CLs    for 
all    PHRs. Forwards   FR   notice    indicating    that    petition   mill    be 
treated    In   accordance   U/10CFR2.  206. 
DENTDN-H.  R.        Office    of    Niiclnar    Reactor    Reflation.        79/11/23.        Ip. 

— 7912110126  Notice    of   request    for    action    pursuant    to    10CFR3. E06  re 
Environ  Coalition    on   Nuclear   Power    790329    petition 
rDo.uesting    suspension    of   all    ULs    for   PMIts. 

HULLEft,  D.  n,        Office    of    Nuclear    Reactor    Regulation         79/11/23. 
38pp. 


— 791213030B  Tech   Spocs   revision    far    isolation   of  main   steam   lines. 
*      Tennessee   valley   Authority.       79/12/09.       20pij, 

7912140273  Responds    to  791022   1 tr   re   containment   purging    d  venting 
during    normal    operation.  Foruiarrfi   commitment    to  oporate    in 
conf ormanee  u/NRC    interim   position    for   containment   purge   & 
vent   valve   operation. 
CROSS,  J.L         Tennessee    Valley    Authority.        79/12/10.        5pp. 

7912270251   Forwards   amends    to  Licenses   DPR-33, DPR-52  b  DPH-ifl 
changing   Tech   Specs   re    containment    intonratcd    leak    rate 
tcot. 
MILLS.L.M.        Tonnussee    Valley    Authority.        79/12/17.        2pp. 


—7912270296  Revised   Pagos   330  S<  235   to   Toch   ! 
int«grated    leak    rate    test. 
*      Tennessee  Valley   Authority.       79/13/17. 


containment 


4pp. 


— 7912370262    "Nucluar   Containment   Testing    for  TVA  Nuclear  Power  Plant! 
presented   at  AN5  791111~16  uilnter   meeting. 

Ci.ARK.K.H..     UKITE.T.J.        Tonnassoo    Valley    Authority.        79/11/16, 
50pp. 


Operating    license    stage    documents    E. 


7911090248   "Summary    of   Oporatinn    Eiperlence   H/Rec  irculating   Steam 
Oinerators.  " 

GIBENHUT.D,  0.         Division    of   Operating    Reactors.       NUREO-0&23. 
79/01/31.       H9pp. 

7912100169  Discusses  NF1C   791101    meeting    ui/repreaontati  vet    of   NBSS 
vindorn   b   fuel    ecppllers    re    discussion   of   renpective 
portions    of   ECCB   evaluation   maoels    dealing    lu/fuel    cladding 
(uelling    d    incidence    of   rupture.  Vendor   rauporinai.    ancl. 
EISENHUT.D.Q,  Division    of    Oporating    neartors.        79/11/09.        6Rpp. 

—  7912100255  Rcnpondi    to   NHC   791101    request   re   nuncomp  1  iance    of 
Went  inghousd    FCCS   evaluation  model    under   faquirementc 
of    10CFR50   App   K.  Evaluation   of    three    fuel    rod    models 
indicates    no    safety    problems    fpr   Was  ting  hauae    plants. 
ANDERSON.  T.  M.       Uestlnghouse    Electric    Corp.       79/11/O2.       4pp. 


7912270527   Notifies    that   Unit    2   mill    lie    in    full    compliance    UI/NUOEG-057H 
short-term  renuirements    by   B00101. 
MILLS. L.M.        Tcnnasaea    Valley    Authority.        79/12/19.        Ip, 


Q.     Inspection   ropurtsi     IE  Bulletins   &  cnrrespoiLdence 


7913030366   Faruiflrda     IE    Insp    Repts    30-259/79-J1,  50-S60/79-31    t, 
50-296/79-31    on  791003-08.  No   noncomp 1 iancu  noted. 

LEWIS,  R,C,  Region   2.     Atlanta,     Ftcactor   Operations    Nuclaar    Support 

Drnnch        79/10/a<>.       2pp. 

— 791C030379    IE    Inap    ftepts    50-299/79-31    f.    50-260/79-31    (.    50-296/79-31     on 
V91002-03.  No   nnncompl ianco   notod. Major   areas   inapcc ted: core 
thorraol    pouRr   calculations,  cnrg   power    1  inii tn,  ratiiuac t i vo 
dlschargs  &   plant   aperatiana. 

DANCE, H,  C,  Raglan  S.    Atlanta.    Reactor  Operations   Nuclnar 

{Support    Bvanch.        PRICE,  I).  3.  Hoflion   3.     Atlanta.    Office   of    tha 

Diveetor.       79/10/2t.       5pp. 


-7912100330  Renponds    to  NRC   791101    request   re   ORNL,   cladding    siuelllng   S> 
rupture    datii.Reviaw  of   analytical    models   &    tosts    indicates 
compliance   u/lOCFRSO  App   H.A11    OE   specs    far    calculated    paak 
cladding    temp    remain   unchanged. 
BUCHHOLZ.R.  H,       General   Electric    Co.       79/12/O7.       2pp. 

-7912100407  Forwards   respontm    to   NRC   791101    request   re   rod    hurst    test 
'data.  Concludes    that   data    properly    represented    by    fual    models 
usjid.sin   vendor    evaluation  models    81   that   analyses    demonstrate 
all    cHterla    of    10CFH50.  16    satisfied. 

OHBLEV,  &>F.       Eixon  Nuclear    Co,  ,     Inc.     (subs,     af   Emon  Corp.  ). 
79/11/02.       Hp  p. 

-7912100454  Forwards   addl    info   ra    Evaluation    of    jmpsct   of  NHC    proposed 
rupture/blockaga   model    used    In   vandor    evaluation  model. 
No   adverse    Impact    from  new   rupture   burst   data    or   use    of  NRC 
rupture/blockage  model    on    licensing    calculation   results. 
OHaLEY.O.F.       Exxon  Nuclear   Co.  ,     Inc.     (suba.     of   EJ  «on   Corp.  ). 
79/11/04,       22pp. 


7912O60163   Forwards    IE    Info   Notice    79-1SA,     "Attempted    Damans    to   New 
Fuel    Assemblies.  "   No   specific    action  ir   responGB  required. 
O'REILLV.  J.  P.  flog  ton  2,    Atlanta,    Dffieu   of   the    Director. 

79/11/09.       3pp. 

791B210203   Faruardi:    IE    Insp    Repts    30-259/79-3P.  SD-2tO/79-33   fe 
9C-296/V7-32  on   79101A-1D.  No   noncompl  lance  noted. 

HURPHV.C.E.  Region  2.    Atlanta,    Reactor  Construction   1.  Ennineerlng 

Support    Dranch.        79/11/09.        2pp. 

— 791221031B    IE    In  =  p    Repta    50-339/79-32.30-360/79-32   tc   30-296/79-32    on 
791016-13,  No   noncompllancE   notad. Major   areas    inspected: 
llierroal    ileevo    attachment  uel4ls>  feedwater   pump    shaft 
failures  tt  observation    of  wurb   activitiis. 

VAN  DQdRNrl'.K.  Region  2.    Atlanta,    Office   of   the   Director, 

HERDT.A.  R,  Rogion  3.    Atlanta.    Reactor  Construction  & 

Engineering    Support   Branch.       79/11/07.       3pp. 
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7912O7O41??   Forwards     IE    Info    Notice    79-37, 
Ruptures    at    Tun    PWR   .Plants.  " 
O'REILLV.  J.  P.  Region    2.     Atlanta,     OfFIc 

79/il/lA.        14pp 


Steam  Generator   Tube 
F    the    Director. 


791S10O192  Forwards    IE    Info  Notice    71-33,     "Overload  ing    of   Structural 
Elements    Due    to   Pipe    Support    Loads."    Ha    response    required. 
O'REILLY,  J.  P.  Region   3.    Atlanta.     Office    af    the    Director. 

7V/11/16.        Ip. 

7912110575   Forwards    IE    Info    No tit*    79-29.      "Los 4    at   Monsaf e tj-Related 
Reactor    Coolant    3ys     InsErumenta  tion   During   Operat  ion.  "    Ha 
specific    action    or   response    required. 

O'REILLY,  J.  P.  Region   2,    Atlanta.     Office    oF    the    Director. 

79/11/16.        3ff 


—  791E0401S3  LER    79-033/O3L-0:  nn   791 IOH.  tuh  lie   performing    surveillance 
test,  torus   hydrogen   sensor    gave   high    Indication    for    4X 
hydrogen  calibr    gas.  Caused    by    model    sensor    failing    in 
conservatl ve    d  irecton.  DBS  i  gn   change    planned    to   replace    sys. 
«      Tanneaaee    Valley    Authority.        79/11/30.        2pp. 


7913a702<?9   Forwards    LEF1    79-024/03L-0. 

CflLHOUN.J.R.       Tennessee  Valley    Authority. 


— 7912370304  LER   79-024/03L-0:  on    791121. whilo    in   hot    standby,  setpoint    of 
pressure   switch    observed    belou  Inch   Spec    1 imita. Caused    by 
modal    RHT-AI2ES   switch    drift.  Gultch    recalibr   &    functionally 
tested    satisfactorily 
•      Tennessee   Valley   Authority.       77/12/20.       2pp. 


7912OfiOo2Q-   Forwards    IE    Circular    79-24,     "Proper     Installation 
Core   Spray   Pipe    Brest    Detection  Equipment    on    BURs,  "    NO 
response    required. 

D'HEILLV.  J.  P.  Region   3.     Atlanta,     Office    of    the    Directo 

Ip. 


791B11Q157   Forwards    IE  Circular    79-23,     "Motor   Starters   &  Contactors 
Failed    to   Operate."   No    response   required. 

O'REILLY,  J.  P.  Region    3.     Atlanta,     Office   of    the    Director. 

79/11/26.        Ip. 

7912190472  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  tt  Control  Power  Eys  Bus  During  Operation.  " 
Written  response  required. 

O'REILLVj  J.  P.  Region    3,    Atlanta,    Office  of    the    Director. 

79/11/30.       Ip. 


DOCKET    50-261    H.     D.     RDQINSDN   PLANT,     UNIT   2 

F.     Security,    medical,     emergency   b    fire    protection    plans 

7912200022  Discusses   NRC   791107  meeting    re    emergency    preparedness    team 
review   ob jec lives.  Provide s    guidance    for    improving    licensee 
emergency    preparedness  t.  assuring    capability    of    offsite 
agencies    to    take   appropriate    emergency    actions. 
CRIMES,  B.  K.       Emergency    PreparBdnaSs.    Task    Force.        77/11/23.        30pp. 

7913170S9O  Furuards   flNL   design   reviau  &   supplemental    recommBndations   re 
fir?   protection, 
FEROUBON,  fi.  L.        Droofchaven    National    Laboratory.        79/13/11,        6pp. 

Q.     Adjudicator^   correspondence 


791S210202   Forward*    IE     Insp   Refts    30-359/79-40, 5Q-2&0/79-40   * 
50-37*1/7 9- 40   on   7911 13-16.  No    noncomp  1  lant  a  noted.  Petal  Is 
withheld     Iref    IDCFR2.  790). 
KENNA,  W.  B.  Region    3,     Atlanta,     SaFeguiCds    Branch.        79/1S/05. 


2pp. 


7912110038    Confirmt   receipt    of    end    79032?   petition    to    luipand   DLs    Par 
all    PUR*. Forward!   FR   notice    indicating    that    petition  uill    be 
treattd    in  accordance  W/10CFR2.  306. 
DENTON,H.R.       Office    of   NucUar   Raactor   RagulatlDn.       79/11/23.       Ip, 


—  7912210212    IE    Imp    1-cpts    50-257/79-40,50-260/79-40.30-296/79-40    on 
791113-16.  No   noncamp  1  lance   noted.  Major    areas    inspect*!!: 
security    organ!  lation,  Detai  la   ui  thhald    (ref    10CFR2.7901. 
TILLMflN.A.  Region   3,    Atlanta.    .DFFie*    of    the    Director. 

TODIN,  W.  J.  Reolon    2,     Atlanta,     SaFeauardi    Branch.        79/12/OA. 


— 7912110126  Notice   nf   request    for   action    pursuant    to    10CFR2.  SOo  re 
Environ   Coalition    on  Nuclear   Pouier   79O329   petition 
requesting    suspension   of   all   OLi    for   PURs. 
HULLER-D.R.       Office    at  Nuclear    Reactor  Rcgulat  ion.       79/11/33. 


791231O316   Foruardl     IE    Irfo   Notice   77-30,     "Reporting    of    D-eFai:  ts   tt 
Noncampliances.  IOCFR21.  "    Mo   action  ronuired. 

a'RElLLY,  J.P.  Region    S,     Atlanta,     Office    af    the    Director. 

79/12/04,.       ipp. 

7913200060  Forwards    IE   Bulletin  7?-28.     "PoHsible   Malfunction    of  Namctt 
Model    EA1BO  Limit  Buitchcs   at  Elcvatad    Temps."   Action 
raqu  ired. 

O'REILLY.  J.P.  Region  3,    Atlanta.    Office    of    the    Director. 

79/13/07.        3pp. 

7913280426  Forward*    IE    Info  Notice    79-31,     "Us*   of    Incorrect   AmpliFiod 
Raapenia   Spectra."  Wo   written   response    required. 
O'REILLY,  J.P,  Region   2,    Atlanta,    Office   of    the    Director. 

79/13/13.       3ft. 

77iasaoiBO  Forwards    IE   Circular   79-S5.     "Shock   Arroitor   Strut   Assembly 
Interference."    No  written   response  required. 
0'BEILi.V.  J.  P.          Region  2.    Atlanta.    Office  of   the  Director. 
79/1B/2O.       4pp. 

R.     Periodic    operating   reports    b  related    correspondence 

791S140384  Fortuard*   monthlu    pperating    repts    for   Mov   1979, 

ADERCRDMHIE.  H.        TaniHHee    Valtou    Authority.        7?/13/10.        If. 

—  7  91  21  40393  Monthly   op»ratiHB    reptt    For   Hnv    1979. 

OREEN.  D.      Tennessee  Valley   Authprtty.      79/1B/02.      33p. 

S.     Report  JibU   occurrences,    LEfls   tt  rnlatsd    cnrr*sponderc» 

79121BOH13  PNO-Il-79-034:on   791  ia7,flBvUion    B  Bmsrjencg    ratponses 
ttr   activated   when  tintified    by   TVA  of   planned    drill    re 
transport   of   raduaite.  Inipec  ton  u/»urveg    «quJpm«nt 
dUpatchad    to    cite   of    simulated    accident. 

JONEB,D.  ,    OILLESPIE.F.  P.  Region   2,    Atlanta.    Office    op  tfm 

Dirictor.       79/11/37.        lj>. 

7912040177  Forwards    LER    77-033/03L-0. 

CW.HOUN.J.H.       TenneiiBe    Valley    Aulftoritg.       79/11/30.       Ip. 


J.     Insurance  b    indemnity    information 


791217Q254   Diicus»Bi    791320    transfer   of    funds    to   NHC    constituting 
Indemnity    fee    submitted    for    period    771304-801203. 
LANCASTER.  J.  L.       Carolina   Power  tt   Light   Cn.       79/13/11.       Ip. 

P.     Operating    license    stage    documents   &   carrBspondence 

791109024B   "Bummary    of   Operating   Experience   U/Recirculatlng    Steam 
Oeneratora.  " 

EI8ENHUT.  D.O.          Division   of   Operating   Reactors.       NURED-0523. 
79/01/31.        Q9pp. 

7912030143  Discusses   NRC   raviaur  of   UERs   ti    Tech   Spec    requirements    re 
control    RPI    IIJB    at   Hostinjhouse   PURs.  Requests   Tech   Bpocs 
revi«ui   to    enaure   requivement    for    rod    malnt    to   within   +/-    12 
steps    indicated    tt  RPI    tga    verified   accurate   utthln    12    steps. 
BCHUENCER,A.  Operating    Reactors   Branch    1.       79/10/39.       7pp. 

79121001B9  Discusses   NRC   791101    meeting   w/repretontat ives   of   N8BB 
vendors   b    fuel    suppliers   re    discussion   of   respective 
portion*    of  ECCS   evaluation   models   daaling   u/fiiel    cladding 
•welling    b   incidence    of  rupture.  Vendor   responses    encl. 
EISENHUT.  D.O.         Division   of   Dperatinfl   Reactors.       79/11/09.       63pp. 

— 7912100293  Responds    to  NRC    791101    req.uott  re   noncompllancB   of 
Uaitinanouie  ECCB    Evaluation  model    undir   requirements 
of    10CFR30  App    K. Evaluation    of    three   fuel    rod  models 
Indicates   no   safety    problems    for   Wettinghouid   plants. 
ANDERSON, T.  M.       IJBBtinghouse    Electric    Carp.       79/11/02.       4pp. 

— 7913I0033O  Responds    to  NRC   791101    request   re   DRNL   cladding    smelling    b 
rupture    data. Review   af   analytical    models   &   tests    indicates 
compliance  u/lOCFRSO  App    K.  All    OE    spec*    for    calculated    peak 
cladding    timp   remain   unchanged. 
HUCHHaj-Zifi.  H,       general    Electric   Co.       7W12/O7.       2pp. 

— 79121004O7  Foruiards    rasponte    to   NRC   7911O1    reque«t   re   rod    burst    test 
data.  Concludes    that   data    properly    represented    bij    futl   models 
usird    In    vendor    Evaluation  models  tt    that   analyses   demonstrate 
all    criteria   of    1OCFK5Q.  16    satisfied. 

DU9LEY.Q.F,       Exxon  Nuclear  Co.  .     Inc.     (sub*,     of    Exxon  Corp.). 
79/lt/oa.       Bpp. 
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—7912100456  Forwards  addl  info  re  evaluation  of  impact  Df  NSC  proposed 
run tura /blockage  modal  used  In  vandor  evaluation  model. 
No  adverse  impact  from  new  rupture  burst  data  or  USE  of  NH(, 
rupture/blockage  model  on  licensing  calculation  results. 
OHSLEY.O.F.   Exxon  Nuclear  Co.  ,  Inc.  isubs.  of  E«*on  Corp.  >. 
79/11/01.   22pp. 

791313006B  Forwards  Amend  44  to  License  DPR-23,  safety  evaluation  tc 
notice  of  Issuance  (.  availability.  ,0, ,,,,-,   -,„„ 

BCHWENCER.A.     Operating  Reactors  Branch  1.   79/11/17.   «ipp. 

—7912130071  Amend  41  to  License  DPR-23  establishing  Tech  Specs  to  flasui 
imp  &  reportlnfl  requirements  For  inservice  insp  of  steam 
generator  tubing  consistent  .a/Revision  1  of  Reg  Qulde  1.83. 


BCHUENCER,  A. 


Operating  Reactors  Branch  I.   79/11/17.   Itpp. 


— 7912130076  Safety  evaluation  supporting  Amend  14  to  License  DPR-23. 
*  Office  of  Nuclear  Reactor  Regulation.   7-7/11/17.   7pp. 

— 79121300SO  Notice  of  issuance  t.  availability  of  AmHnd  44  to  License 
BCHWENCER.A.     Operating  Reactor*  Branch  1.   79/11/17.   2pp. 

7912040340  Forwards  response  to  NRC  791002  Itr  re  Da*  Ridge  Associated 
Univ«  radiation  »afety  training  course.  Requests  3-manths 
notice  prior  to  Implementation. so  that  Bite-specif ic 

orientation  matl  can  be  prepared.        

UTLEV.E.E.   Carolina  Power  fc  Light  Co.   79/11/29.   lp. 

7912120305  Re»ponds  to  inquiries  by  NRC  re  control  rod  guide  tube  uiear 
ma«*urements.  Guide  tube  wear  measurements  in  discharged 
•isemblia*  are  scheduled  for  Jan  1978. 

OHSLEY.Q.F.   Enon  Nuclear  Co..  Inc.  Isubs.  of  b*ion  Corp.). 
79/12/03.   lp. 

791B120316  Submits  supplementary  response  re  revision  to  OA  program. 
Indicated  eiceptlon«  &  provides  alternatives  to 
requirements.  „.„,„,, 

UTLEY.E.E.   Carolina  Power  Ic  Light  Co.   79/12/04.   6pp. 

7913300630  Notifies  of  fee  assessment  for  review  of  79QS17  security 
personnel  training  It  quallf  ication  plan. Requests  payment. 
DIQOS.R.M.      License  Fee  Management  Branch.   79/13/06.   lp. 

79121203AO  Responds  to  NRC  791022  Itr  re  containment  purge  &  vent  valve 
operation  pending  resolution  of  isolation  operabili ty. Otil 
commit i  to  interim  guidelines  until  testing  t>  engineering 
analyses  completed.  Qualification  review  duo  by  B00301. 
UTLEY,  E.  E.   Carolina  Power  &  Light  Co.   79/12/07.   fipp. 

791213034B  Forwards  Off*ite  Dose  Calculatlonal  Manual. Manual  should  be 
used  in  conjunction  u/radiological  effluent  Tech  Specs. 
UTLEY.E.E.   Carolina  Power  &  Light  Co.   79/1H/10.   lp. 

— 791S13Q334  Offsite  Dose  Calculations!  Manual. 

»  Carolina  Power  fc  Light  Co.   79/12/10.   50pp. 

7912190939  Responds  to  NRC  791029  Itr  re  rod  position  indication  aya. 
Tech  Bpec»  require  that  control  rods  remain  uithin  IS  inches 
of  bank  positions. Intends  to  perform  addl  analysis  to 
support  present  Tcth  Specs. 
UTLEY.E.E.   Carolina  Power  fc  Light  Co. 


79/12/14.        2pp. 


7919270330  Reaffirms    commitment    to    complete    short-term  TMI   Lessons 
Learned    Task   Force   requirements    by   B00101.  Due    to   equipment 
delivery    delays, mad    for   automatic    shedding    of    pressurUei1 
heaters   nay    not    be   completed    until    B00229. 
UTLEV,  E.  E.       Carolina  Power   4.  Light  Co.       79/12/17.       2pp. 

79122703B3  Confirms    that  mod    allowing    pressuriter   hefltors    to    shed 
automatically    from   emergency    power    sources   upon   safety 
Injection    initiation   will    be    installed    bij    000101. 
UTLEY.E.E,       Carolina   Power   «<  Light   Co.       79/13/19.       2pp. 

7912270334  Responds    to   NHC  791210  request    for   addl    info    on   short-term 
TMI   Lea«ons   Learned   Task   Force    recommendations   re    auxiliary 
feeduater    Initiation  *   flow    Indication. Info    to    hi 
transmitted   by  79123J.  ,.„,.„ 

UTLEY.E.E.       Carolina  power   fc  Light   CD.       79/12/19,       lp, 

0.    Inspection  reports.     IE  Bulletins   fc   correspondence 

7912050111    Forwards    IE  Rept    30-261/79-B1    on   79091B-21.NO   noncompliance 

LEWIS',  R.C.  Region   S.    Atlanta.    Reactor  Operation*   Nuclear   Support 

Branch.      79/10/17.      2pp. 


—7912050119    IE    Insp    Rept    5O-26I/79-21    on    79O91B-21.No    noncompl lance 
noted    Major    areas    inspected : plant    operations. period ic    & 
special    repts.  LERs,  IE  bulletins  Ic  circulars  t,  previous 
enforcement  matters. 

MCHENRY.T.  J-  Region   2.     Atlanta,     Office    of    the   Director. 

KELLOGH.P.  J.  Region   2,     Atlanta.     Reactor    Operations    Nuclear 

Support   Branch.       79/10/16.       7pp. 

79120601H1    Forwards    IE    Inap    Hept    30-261/79-24    on   791015-19. No 
noncompl Jance   noted. 

SUTHERLAND,  J.  T.  Region    S.     Atlanta.     Fuel    Facility    !.   Materials 

Safety    Branch.        79/10/31.        2po. 

—7913060134    IE    Insp    Rept    50-261/79-24    on    791015-19.Nn    noncompl  iance 
nored.  Major   areas    inspected:  coordination   iii/offsite 
support   agencies,  emergencies    fac  ili  lies,  equipment    It 

TAYLOR.P.A],    PERRDTTI.D. J.         Region  2.   Atlanta,   office  of  th» 
Director.      HUFHAM.J.U.  Region  2,    Atlanta.    Fuel   Facility   fc 

Materials'  Safety   Branch.       79/10/31.       12pp. 

79121BQ14!    Forwards    IE   Insp   Hept    5O-261/79-23   on  791015-ia.  No 
noncompl iance   noted. 

MURPHYiC-E.  Region  2.    Atlanta.    Reactor   Construction   &  Engineei-inn 

Support  Branch.       79/11/06.      2pp. 

79121S0145    IE    Insp    Rept    50-261/79-23   oh   791015-18.  MP    noncompl lance 

noted.  Major  areas    inspected:  IE  Bulletin  79-19  nondestructive 
eiamination    insp   Si   inservice    insp   documentation. 
BLAKEiJ.  J.  Region  2,    Atlanta,    Office   of   the   Director. 

HERDT-A.  R.  Region   2,     Atlanta,     Reactor    Construction   S. 

Engineering   Support   Branch.       79/11/05.      4(p, 

7913300344    Forwards  uaste  packaging    Inap   Rept   79-02A  on  790935-26.  No 
noncompliance  noted. 

SUTHERLAND.  J.  T.  Region  2.    Atlanta.    Fuel    Facility   *  Materials 

Safety   Branch.       79/11/07.       2pp. 

—7912200393  Waste    packaging    Insp   Rept   79-02A.  No  noncompl  iante   noted. 
Major   areas    inspected: shipping    paper   &  DOT  placarding 
requirements. radiation    levels,  removab  le    contamination,  DOT  I* 
NRC   package    Features.  ,„,..,-. 

BROWN.R.A.  Region  3.    Atlanta.    Office    of   the  Director.       79/11/O6. 

6pp. 

7912060106  Forwards    IE   Info   Notice   79-12ft,     "Attempted   Damage    to  New 
Fuel    Assemblies, "   No   specific    action   or   response   required. 
O'REILLY,  J.P.  Region  2,    Atlanta,    Office    of   the  Director. 

79/11/01?.        2pp. 

791203006B   Ack    receipt    of   791107    Itr    Informing    NRC    of    steps    taVen    tn 
correct    violations  noted    in    IE   Insp   Reol   90-261/77-23. 
SUTHERLAND,  J.  T.  Region  3.    Atlanta,    FUB*   Facility   *  Materials 

Safety  Branch.       79/11/16.       lp. 

—7912030073  Responds    to  NHC  791019   Itr   re   violations   noted    in    IE    Inap 
Rept   30-S61/79-22. Corrective  actions: implomentat ion  of 
written   procedures    for    spent  resin    transfer  fc  deuiater   fc 
evaporator   bottoms. 
BTARKEY>R.B.       Carolina  Power   &  Light   Co.       79/11/07.       3pp. 

—7912030076  Forwards    IE  Insp   Rept   5O-261/79-23  on  7909S9-20  &  notice    of 
violation. 

Q'REILLY.O.  P.  Region  2,    Atlanta,    DffUe   of    the   Director. 

79/10/19.       2pp. 

— 7912030077  Notice   of   violation   from   insp    nti  790925-20. 

*          Region   2.    Atlanta.    Office   of    the   Director.       79/1O/1B.       lp. 

—7918030003   IE    Insp   Rept   50-261/79-22   an  790929-30.  Noncomp  1  lance  noted: 
Inadequate  radwasle   operating    procedures. 

GIDBON.A.F.  Region   3,    Atlanta,    Fuel    Facility   t,  Materials   Safety 

Branch.      JENH1NS.Q.  R.  Region  S,    Atlanta,    Office   of   the  Director. 

79/10/10.       7pp. 

79121001iO   Forwards    IE    Info   Notice   79-28,     "Over-loading    of   Structural 
Elements   Due    to  Pipe   Support   Loads."   Ho  response   required. 
Q'HEILLY,  J.P.  Region  2,    Atlanta,    Office    of   the   Director. 

79/11/16.       lp. 

7912110940  Forwards    IE   Info  Notice   79-29,    "Uns«   of  Nnnsa f ety-Reloted 
Reactor   Coolant  Sys    Instrumentation  Durinj  Operation."   No 
specific   action   or   response   required. 

O'RElLLYi  J.  P.  Region  2.    Atlanta,    Office   of   the    Director. 

79/11/16.      2pp. 

7913060609  Forwards    IE  Circular   79-24.    "Proper   Installation   <<  Calibr    of 
Core  Bjiray   Pipe   Break   Detection   Equipment   on  BWHs.  "   No 
response  required. 

O'REILLY, J.P.  Region  3.    Atlanta.    0*ficn   of   the   Director. 

79/11 /a*.       lp 
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7713110123  Forwards    IE  Circular   79-23,     -Motor   Starters   &   Contactors 
Failed    to   Operate.  •    No    response   required. 

tJ'REILLV,  J.  P.  Region   2.     Atlanta.     Office    at    the   Director. 

79/11/26.        lp. 

791211O4B6  Atk    receipt    of   791102  h  21     Itrs    inforaing   WiC    of    steps    taken 
to    correct   violations   noted    In   IE   Inap    Kept    5O-261/79-19. 
LEHIS-H.C.  Region   2,    Atlanta.    Reactor  Operations  Nuclear  Support 

Branch.       79/11/30.        lp. 

—  7'JiailO«97    Responds    to   HHC   791012    Itr  re  violations    noted     in    IE    Insp 
lie  (>t    5O-261/79-19.  Corrective   actions:  procedures   Hilt    be 
revised    or  new   procedures    innleoenled    to  assure   deviations 
properlij    evaluated, 
FIHIR.  B.  J.       Carnlina   Poner   t  Light    Co.        79/11/03.        3pp. 

—7913110502    Forwards    IE    Insp    Kept    50-361/79-19   on   790910-14   b  notice   of 
violation. 

LEHIB.H    C-  Regions.     Atlanta.     Heactor    Operations  Nuclear 

Support    Branch.       79/10/12.        3pp. 

—  79IHI105O5  Notice    of   violalinn    from    insp    on   79O91Q-14. 

*          Region  2.    Atlanta,    Office   of   the    Director.      79/1Q/12.      2pp.. 

—  7912110514   IE    Insp   50-2A1/79-19  on   79091O-14.  Nancoap  liance  noted:  juapcr 

installed   w/o    tagging    or  bagging    in  shift    Foreoan    jimpn-  * 

wire  TBBDval    log   &  deviation  evaluation  procedures   not 

(Cnveloped   or   iBpleaented. 

UESSHAN.  R.  H-  Region  2.     Atlanta.     Reactor   Operations   Nuclear 

Support    Branch.       BROHNLEE,  tf.  L.  .     A9-EHDEN.  M,  C.  Region   2.    Atlanta, 

DFfice    of    the    Director.       79/1O/1H.        ISff. 

791219O3B3  Forwards  IE  Bulletin  79-27.  -Loss  of  Man-Class  IE 
In  strung  ntation  &  Control  Power  BUS  HUB  During  Operation.  " 
Written  response  required. 

Q'REILLY.  J.  P,  Region  2.    Atlanta,    Office   of  the   Director. 

79/11/30.        lp. 

7912310053  Su&aiita  revised   response   to    IE  Bulletin  79-19  re    packaging 
IDH   level    radMaste.  All    personnel    involved   in   transfer, 
packaging  &  transport    af  raduaste   to  use  agt-approved 
detailed    instruction  fc  operating    procedures. 
FUHR.!).  J.        Carolina  Power   t  Light   CD.        79/12/0*.        3pp. 

7912380172   updates   79O906  response    to    IE   Bulletin   79-17.     "Pipe  Cracks 
in  Stagnant  Borated  Uater  Sus  at  PUR  Plants.  •   E«aoinations 
conpleted   7911O5.  Mo   evidence   of    inter  sranular   atTB** 
carmsion    cracking    found. 
FURR.B.  J.       Carolina   Po-er    t  Light  Co.       79/12/06.       3p.p. 

7713310235  Farwards    IE  Info   Notice  79-3O.    "Reporting   of  Defects  & 
Honcoaplfances.  lOCFHai.  -  Ho   art  inn   required. 
O'REIU-V.  J.P.  Reginn  2.    Atlanta,    Office  af   the  Director. 

79/12/Oa.        5pp. 

79122OO004  Forwards    IE  Bulletin  79-3B.    "PoBsihlB  Malfunction  of  Nanco 
Had  El    EA1EJD   Linit   Bwitches   at   Elevated    Tenps.  •   Action 
required. 

O'HEILLV.  J.  P.  Rsaian  2.    Atlanta*    Office    of  the  Director. 

79/12/O7.       2pp. 

79£221O195  Responds    to    IE  Bulletin   79-O2,  Revision   S.PrOVides    itl*o    ra 
insp    fc   tasting   program  of   oiai    support   desig-n    loads,  anchor 
bolt    insp  I    testing    effect   of   preload    on   cyclic    capacity   1> 
tuo    uses   of   eipan-sion  anchor   bolts. 
FURR.B.J.       Carolina    Power    fc  Linht   Co.       79/12/1Q.       2pp. 

79122BO37O  Foruards    IE    Info    Notlcn   79-31.     "U»o    of    Incorrect    AopliPierf 
Response  Spectra.  "   Mn  nritt«n  responsv  required. 
Q'HEILLY.J.  P.  Rvgion  2.    Atlanta,    DFfice   nf  the  Dlrecto.r- 

79/12/13.       2pp. 

7912280119  Farnards    IE  Circular   79-25.     "Shock    Arrestnr   Strut  A»*o»hly 
Interference.  "  No  written  response  required. 
O'REtLLY.J.  P.  Region  2,    Atlanta*    Office    a-f  the  Director. 

79/IZ/20.       4pp. 


S.    Reportahle   occurrences,    LERs  ft  related    correspondence 

7912130584  Notifies   MIC    that    final    rept   re   deficiencies    in   procorenent. 
Tahrlcatiun   (.   insp    of   angineererl    plates    for    concrete 
enbeduent  fi  support   of  saf ety-rolated   loads   will   be 
co-pleted   on  791231.  Delays   caosod    by   elten^e.™opk; 
Carolina  Power    &  Light   Co. 


•pit 
CHIANOI,  N.  J. 


7912M042B  Forwards   LER 
STARKEV.  R.  H.       Carolin 


79/11/03.       2pp. 


Power   t.  Light  Co.       79/11/29.        lp. 


-7912040432  LER  79-O41 /03L-0:  on   791O30,  investigation  revealed   urong 
class   of   insolatins   natl    installed  on   containment   for  ""I" 
unit   aator    leads    to    field    cable    connections.  Caossd    bo    lac* 
of  awareness  of   specific    insulating   roquirenwnt. 
STABKEY.H.  B.       Carolina   Poner   4  Light  Co.        79/11/29.       2pp. 


7912050534   Forwards   LEfl  79-O40/O3L-0. 

STAHKEY.R.B.       Carolina  Ponar    It  Light  Co. 


79/11/39.        lp. 


7912030549  LEH  79-O40/03L-O:  on  791O29.AE  analgsis    for    IE  Bulletin 

79-14   indicatod   pipes   in  au<ilairy   feedualer  »«s  nag   be 
subj   to  excessive  stress.  Caused  bu.  restraint  deviations. 
Restraints  oadified  t  piping   reanal^iad. 
BTARHEY.R.B.      Carolina  Power  It  Light  Co.       79/11/28.       3»p. 


79I2M0443  Foruards  LER  77-042/03L-0. 
BTAflKEY.  B.B.       Carolina  Power   &  Lisb 


Co.       79/12/19.       2pp. 


— 791H14O451  LER    79-O42/03L-0:  on   791112.  naint    trouble    tickets   reviewed   fag 
OA.  revealing    that   on  790731.  w/plant  at   1OOX  power,  saf  eguard 
test   suited   was  replaced    in  B    train  w/o  approved   oparatine 
work    procedure.  Caused   by   failure    to  recognize  need. 
BTARKEY.R.  B.       Carolina    Power   «t  Light  Co.       79/12/12,        Ip- 

79122B0529   Interin  deficiency   rept  r»  defective  Seianic  Clam*    1    banger 
unlds.  Final  rept  will    be   forwarded    on  BO0130. 
CHIAH01.N.  J.      Carolina  Power   i  Light  Co.      79/12/19.      3pp. 


DOCKET  SO-26H  BR1CHAM  VQUNa  UNIV.     RESEARCH  REACTOH 

F.    Security,    nidical.    energency   fc  fire  protection  plans 

791212020*  Forwards    draft  Reg   Ouidn  5.  XX,    "Std  Format  t>  Content  for 
Licensee  Physical    Security  Plan    for  Protection   af  Sttn  of 
Moderate   nr  Low  Strategic   Significance."  Ufa  "ncl.  ,„,„,_, 

REID.R.H.  Operatinji  Reactors   Branch   4    CPre  791O3O).      79/OB/22. 

2pp. 


DOCKET  SO-363  HONTICELLQ  NUCLEAR   CEtBERATINO  PLANT 

F.    Security,    medical,    emergency,   b  fire  protection  plans 

7912200022  Discusses  IfflC  7-711O9  neetlng  re   eaergnncg   preparndnais  tea* 
review   objectives.  Provides  guidance  for   improving    lieenaee 
eoergincy  preparadiness  t  assuring    capability  ofq  offsite 
aainciei   to   take  appropriate   emergency   acfcioni. 
CftlHEB.B.K.      E»ergency  Preparedness  Ta«k  Force.       79/11/23.      3Opp. 

7912O7O431   Discusses   fire  barrier   installation  raquiron  bg    firo 
protection  safety    evaluation.  Proposes  3-hr  «•••  barriers 
for   load    ctra.  Bvcbtal    drawings    of   addl   "oa»  encl. 
HAVER,  L.O.      Northern  States  Power   Co.       79/11/3O.      4pp, 

79121003A9  Advises   that   svc  uater  punps  aire    suf  f  icienfcli)  separated    to 
prevent    rianage   to   loth   divs    in    single   rira.ReviMi  perforaad 
per  »C   79OB29   safety   evaluation   indicated  30—  ft   separation 
of   cabling  at  puaps.  Drawing    encl. 
MAVER.LO.       Northern   States    Power   Co.       79/11/3O-       2pp- 

7912310090  RequestE    installation   of    backup   pouer   for  rert   eMrgencg 
telepltones.aa  discussed    in  791115  telcan.  ™,..™ 

KEPPLEH.J.O.  Region  3,    Chicago,    Office    of  tfce  Director-      79/11/30. 


H.    Periodic    operating  reports   *  related   correspondence 

7912130289  Forwards   nonthlii   operatinf  rep  I*  for  Nov   1979. 
STARHEViR.  fl.      Carnlina  Power   *  Light  Co.      7T/1H/10.       !•- 

—  7912E30288  Mont  til  if   operating  rept   far  Nav   1979. 

UATFORD,  M.       Carolina  Ptmer  ft  Light  Co.      79/12/OA,       3pf. 


79121901A7  Advises    that  cDaaitnent   lo  re-evaluat*  drawall   area   for 
safe  shutdown  requirements,  per   79OB29   fir-  protection  safBtg 
evaluation.  Mill   ba  fulfilled    rturing  Ft*    19f»  rafueling 
outage.  Result-   by    BOO331.  ™,.^,.^ 

HAVER.  L.  O.      Northern  States   Pot»r  Co.       79/12/12-       »P- 

7913I7O3O4  Discusses  results   of   evaluatinn  of  hn*e  station  flot*  rate 
calculations  req.uired   b«    fir*  protection  nafelij   •  valuation, 
re  79OB29  CBn»itoent.  AH    stations    capable   of  eiceoding 
100  gpei>£5  psi   residual    pressure  requireMnt. 
MAVER^L.  0.      Northarn  States   Power   Co.       79/12/13.       lp. 
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791B190354  Responds  to  NRC  790B29  fire  protection  safety  evaluation.  Nc 
hoc  stations  exist  In  vicinity  of  dryuiel  1 .  Appro.  200-ft 
hose  required  to  provide  coverage  for  all  drywell  areas. 
Discusses  proposed  mods. 
HAVER.  L.  D,   Northern  Btates  Power  Co,   79/13/14.   2pp. 

791331.0365  Forward*  desian  Info  re  installation  of  fire  detectors. 
lonliation-tupe  detectors  will  be  installed  to  detect  fires 
in  cloud  cabinets  in  control  room. Drawing  showing  detector 
placement  encl. 
MAYER.  L.  Q.   Northern  States  Power  Co.   79/12/27.   4pp. 


0.  Adjudicatory  correspondence 


7912H0367  Order  dismissing  proceeding  due  to  withdrawal  of  MN 
Pollution  Control  Agency  a«  party.  No  items  of  controversy 
remain, 
LAID,  R.  M.   Atomic  Safety  and  Licensing  Board  Panel.   78/02/27. 

P.  Operating  license  stage  documents  &  correspondence 


flp  p. 


— 7913120376   Revision    1    to    77090H    license    amend    r  eques  t,  mod  i  Fyini)    App    A 
Tech   Specs. Sect! ons    3.  O   ti   4.  O    to    incorporate     containment 
integrated    leak    rate    testing    requirements   of    NUJ1EO-O123. 
•      Northern  States   Power   Co.       79/12/06.       Bpp. 

7912140239   Confirms    791129    telcon    re    791120   response    to    NRC    791O3O    Itr 
concerning    TMI    Lessons   Learned    Task  Force    short-term 
requirements.  Requests    that    aiception    For    Item  2.  L.  3.  ti    in 
Section  B  of   Encl    I    of   response   he   deleted. 
HAVER.  L.  O.        Northern   States    Power    Co.        79/12/07.         lp. 

7912200414    Discusses   mod    to    turbine    lube    oil    reservoir    deluge    sys.  in 
response    to    NRC    790829    fire    protection    safety    evaluation.  Stfs 
eitended    to    provide    complete    coverage    of   Fire    2  a  tie    13~C. 
Improvements   to    hydraulic   water   supply    sys   made 
MAYER,  L.  D,       Northern   Btates   Pouer   Co.       79/12/11.       3pp. 

7712200369  Submits   design   description   of    fire   break    installed   lie-tween 
tones   4B   &  1C  as   required    by    fire    protection   safety 
evaluation. 
MAYER,  L.  0.       Northern  States   Power  Co.       79/12/17.        lp. 


79121001B9  Diicu»«os   NRC  791101    meeting    id/representatives    of   N3SS 
vindori  &   fuel    suppliers    re    discussion    of   respective 
portiont   of   ECCH   •valuation  models    dealing    ID/ fuel    cladding 
swilling   Ic   Incidence   of  rupture.  Vendor   responses   end. 
EIBENHUTiD.  0.         Division    of   Operating    Reactors.       79/11/09.       65pp. 

— 7912100235  Responds    to   NRC  7911O1    request   re    noncompliance   of 
Hestlnghouie   ECCB  evaluation  model    under   requirements 
of    10CFRSO  App    K. Evaluation   of    three    fuel    rod    models 
indicates   no    safety    problems    for   Uestlnghouse    plants. 
ANDERSON.  T.  M.       Heslinghcuse   Electric    Corp.       79/11/03.       1pp. 

— 7712100330  Responds    to  NRC  791101    request   re   QRNL   cladding    swelling    «< 
rupture    data.  R«vieui   of   analytical    models   &   tests    indicates 
compliance   U/10CFR9D  App   K. All    OE   specs    for    calculated    peak 
cladding    temp    remain   unchanged. 
HUCHHOLZ.R..H,       General    Electric    Co.       79/12/O7.       2pp. 

— 7912100407  Forwards   response    to    NRC   791101    request  re   rod    burst    teat 
data.  Concludes    that    data   properly    represented    by    fuel    models 
umed    In  vendor    evaluation  models   ft   that   analyses    demonstrate 
all    criteria    of    10CFRSO.  46    satisfied. 

OU8LEY.Q.F.       Exon   Nuclear   Co.,     Inc.     (subs,     of   Eiiton   Corp.). 
79/U/oa.       Spp. 

— 791B10Q486  Forwards   addl    info   re    evaluation   of    impact   of  NRC   proposed 
rupture/blockage   model    used    in   vendor   evaluation  model. 
No  adverse    impact    from  neu  rupture    burst    data   or   use    of   NRC 
rupture/blockage  model    on    licensing    calculation  results. 
OUffl-EYiO.F.       Ennon  Nuclear   Co.,     Inc.     (subs,     of  Exuon   Corp.). 
79/11/04.       22pp. 

791S090146  Responds    to    technical    assiotance    request, TAG  A190, SER   & 
technical    evaluation    of    single    loop    operation    encl. 
Proposed  mods  acceptable. 
LAI  NAB,  0.  Plant   Systems.   Branch.       79/11/14.       lp. 

— 7918030131    Safety    evaluation   of    application    of    amend    to   OL   to   permit 
operation   w/one   reclrculation    loop    out    of    svc. Amend 
acceptable, 
•          Plant   Systems    Branch.       79/11/14.       Spp. 

— 7913050137    "Technical    Evaluation    of   Electrical,  Instrumentation   & 
Control   Design   Aspects    of   Proposed   License   Amend    for    Bingle- 
Laop   Operation.  "    Amend    acceptable. 
CDOPEH,  J.  H.       EO  I,  0,     Inc.       79/11/14.       10pp. 

7912040248  Forwards   NEDO-34221,     "Buppl    Reload    Licensing   Submittal, 
Rvload   7,"    in   response    to  request    by   T  Kevern. 
MAYER* L. CJ.       Northern   States   Power   Co.       79/11/30.       lp. 

— 7913040247    "Sup pi    Reload   Licensing    Submit  Ul, Reload    7.  " 

H£NRIKBON,f>.  H.       Northern  Btatei   Power  Co,       NEDQ-24221.       79/11/39. 
1*PP. 

791B110310  Responds    to   NRC   791131    Itr   requesting    schedule    for   submittal 
of   long-term  plant-unique  program  analgt is,  Will   provide 
schedule    following    final    resolution   of   acceptance   criteria. 
HAVER,  L.  0.       Northern   States   Power   Co.       79/12/05.       lp. 


7912270340  Submits   Fee   determination    for   791821    license    amend    request 
re   change    in  ma<   average   planar    linear   heat   generation  rate 
limits    for   Cycle  7.  Class    II    fee   end. 
#     Northern   States  Power  Co.      79/13/21.       lp. 

7912270340  Forwards   application    for   amend    to   Tech   Specs,  App   A  OF 
License   DPR-22  &  amend    fee. 
MAYER,  L.  Q.       Northern  States  Power   Co.       79/12/21.        lp. 

—  791227034B  Application    for   amend    to  License  DPR-22.  e«tend  ing    table    of 
mai   average   planar    linear   heat   generation  rate    limits    for 
one    fuel    type    ta   cover  higher   eiposures    during    Cijclu  7. 
NACHTER.L.  J.       Northern   States    Power   Co.        79/12/31.        2pp. 


—  79taa709S2  Revised  Table  3.  11.  1  for  proposed  am 
average  planar  linear  heat  generation  rate  li 
*  Northern  States  Power  Co.  79/12/21.  3pp. 


end    to    Tech    Specs   rn 


Q.     Inspection   reports,     IE  Bulletins    It  correspondence 

79133Q01B9  Forwards    IE   Insp   Kept    5O-263/79-16  on    791O15-17.  No 
noncompliance  noted. 

F10RELLI.O.  Region   3,    Chicago,    Reactor   Construction  fc  Engineering 

Support   Dranch.      79/11/07.       2pp. 

—  7912200194    IE   Insp   Rept   50-263/79-16  on   791015-17.  No   noncompl  lance 
noted.  Major  areas    inspected:  1  icensee   actions    re    IE  Bulletin 
79-14.     "Seismic    Analysis    for  As-Built   Safety-Related  Piping 
Sys.  " 

V1N.1.T.,     DANIELSPN.  D.  H.  Region   3.     Chicago.     Office    of    the 

Director.       79/11/03.       7pp. 

7912030144  Forwards    IE  Circular   79-32.     "Stroke   Times    for   Power   Operated 
Relief  Valves.  "   No  response  required. 

KEPPLER,  J.O.  Region   3.     Chicago.     Office    of    the    Director.        79/11/16 

lp. 

7913100239  Forwards    IE   Info  Notice  79-28,    "Overload  ing    of  Structural 
Elements   Due   to  Pipe  Support  Loads."  No  response    required. 
KEPPLER,  J.O.  Region   3,     Chicago,     Office    of    the    Dirnctor.        79/11/16. 

IP- 

79121  1Q3B3  Forwards    IE   Info  Notice   79-H9,    "Loss    of    Norsafety-Related 
Reactor   Coolant  S>ys    Instrumentation  During   Operation.  "  No 
specific   action   or   response  required. 

KEPPLER.  J.O.  Region   3.    Chicago,    Office   of    the    Director.       79/11/li. 

lp. 

7912090399  Forwards    IE  Bulletin   79-26.    "Dnron  Loss    From   BUR    Control 
Blade*.  "  Response   required. 
KEPPLER,  J.  0.  Region   3,    Chicago,    Office    of   tlis    Director.       79/11/20. 


7913100440  Forwards    IE  Circular   79-24,     "Proper    Installation    fc  Calibr    of 
Corn  Spray   Pipe   Break    Detection  Equipment   on  BURs.  "   No 
written   response   required. 

KEPPLER,  J.O.  Region  3.    Chicago.    Office    of   Hie    Director.       79/11/36. 

lp. 


791S1S0364  Requeits    encl    revision    to   770902    license   amend   request. 
correcting    language    of   770902   luhmlttal    re    containment 
integrated    leak    rate    test   duration. 
MAYER.L.O.       Northern   States  Power   Co.       79/12/06.       Bpp. 


7912140316  Forwards    IE  Circular  79-23,     "Motor  Starters    fc  Contactors 
Failed    to  Operate.  "   No  written  response   required, 
KEPPLER, J.O.  Region  3,    Chicago,    Office   of    the    Director.       79/11/36. 
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77I21IO433   Notifies    that    NRC     intends     to    rout ino  1  <i    forward     to 
appropriate    state    public    otil     regulatory    groups    t.    (tale    atty 
general    ofcs    copies    of    escalated     enforc  erne-nt    correspondence 
sent    bg    NHC    to    licensees 

KEPPLERpO.  Q.  Region    3.     Chicago.     Office    of    the    Director.        79/11/29. 

Ij.. 

7913190231  Forwards  1C  Bulletin  79-27,  "Loss  of  (Jan-Class  IE 
In  5 1  rumen  tat  ion  !<  Control  JPouer  Bija  13  us  During  Operation.  " 
Written  response  required 

KEPFLER.iJ.  G  Region    3.     Chicago,     Office    at     the    Director.        79/11/30. 

If. 

791214009:3   Forwards     IE    Inrn    Notice    79-3O.     "Hsporting    of    Defects    A 
Noncompl  iancea.  1OCFR31     "    No    action    af    response    required. 
KEPPLER.  J.  G.  Region    3,     Chicago,     UrFice    at    the    Director.        79/lH/Oo. 

IP 


Q.     Inspection  reports,     IE   Bulletins   «.  correspondence 

7913050073   Forwards    IE    Inap    Rept    50-264/79-03   on    791002-03   t    notice    of 
violation. 

DAV1G.A.B.  Region    3,     Chicago,    Fuel    Facility   &   Materials   Safety 

Dranch.       79/10/33.      Spp, 

— 7913050076   Notice    of    violation    from    insp    nn   79100S-03. 

»  Reoion  3,    ChUaao.    Reactor  Construction   !•   Engineering    Support 

Branch.       79/1O/23.       lp. 

— 7913050315   IE    Insp    Rapt    90- 264/7V-03    on    7910O3-03. Noncomp 1 iance   ndtsd: 
failure    of    reactor   operations    committee    to    meet    quarterly. 
HIATTiJ.H.  Region    3.    Chicago,    Office    of    the   Director. 

FISHER,  U.  L.  He|)ian    3,    Chicago,     Fuel    Facility   fc  Materlali   Safety 

Branch,        79/10/22,        6pp. 


7912230046   Responds     to    JE    Bulletin    79-35.     "Failures    of    Westinghouae   BFJ> 
KaldijB    in   SaFety-tfelated    Sga."    No    Uesti  nghouse    DFD   relays 
used    in   safety-related    sijs. 
WACHTEI»,L.  J.        Northern    States    Power    CP.        79/12/07.        lp. 


7912130346  Ack    receipt   of    7911OS   Itr    informing    NRC    of    »tep»    taken    to 
correct  violation  noted    In    IE   Imp   Rapt    30-3i4/79-03. 
DAVIS,  A.H.  Region   3,     Chicago,    Fuel   Facility   t,   Materials   Safety 

Branch.       79/H/3B.       lp. 


7913SB0053   RB5.paniis    to    IE    Bulletin    79-O2. Revision    2,      "Pipe    Support    Ba 
Plate    Designs    Using    Concrete    Expansion    Anchor    Baits." 
Bechtffl    revloui   slious    support    failure   mill    not    compromise 
strut tural     1 ntegr I ty 
WACHTEH,  L.  J.        Northern    Stains    Pouier    Co.        79/12/07.        Kpa. 


— 791S130330  Responds    to    IE    Inap   Rept   30-344/79-03.  Corrective    actions: 
reactor    operations    committee   met    79031 3- OQ02   It    1107    ti   mill 
moet  on   791311. 
LANSNERiR.  R,  .     QIUL,  H.  H.        Dou   Chemical    Co,        79/1 1/OQ,        lp. 


For ward 5     IE    Dullotin    79-23,     "Possible    Malfunction    at   Namco 
Model    EA1OO    Limit    Suiitches    at    Elevatocl    Temps.   "    Action 
requ  ired. 

KEPPLER,  J.G.  flegton    a,     Chicago.     OFfite    air     the    Director.        79/12/10. 

lp. 

R.     Periodic    operating    reports   d   related    toiTBSpondence 

7713140367  Forwards  monthly    operating    rept    far  Nav    197V. 
MftVER.L.O.        Nortft«rn    States    Pouer    Co.        79/12/O7.        lp. 

— 7912140374    Monthly    operating    Tept    for    Nov    1971?. 

MVflAliei,  A.  L.        Nnrtharn    States    Power    Co.        79/12/04.        1pp. 

S      Rcportahle    oc  corrflncBE.     LERa    ti    roloted    corroapotuJente 

79t3270il44   ntl:on    791214,  turrent    peaii    planar    eipos»re    doterminad     to 
o-iceed    Tech    Spec    1  Imi  ts.  Calculat!  pn^    made     tn    deierinlno 
appropriate    mac    average    p 1 anar     linear    heat    veneration    rate 
IH/ft    vaiue-a     for    eitanded    burnup     program. 
EL1ASCH,  L.  R.        Northern   BtatES    Powor    Co.        79/13/17.        lp. 

791327O5QB   Faruard?   LEfl    79-Oai/O3L-O 

MAVER.L.P.        Northern   States   Poue-r    Co.        79/12/19.        lp. 

—  77I227O5BO   LER    79-O21 /O31.-O.  on    791 1  IT,  dor  Ing     IK   Bulletin    77-09 
oval uation. snuhber    SS-31    baso    plat*    eipansinn  anchor    bait 
safely    fattor    Fnuiid    to    be    lo^i,    than    tino.  Caused    by    inadequate 
base    plate    b   expansion    anchor    bolt-o. 
DAY,  0.  D.        Northern    Statue    POLIBI-    Co.        79/12/19.        lp. 

7912270333   Foruarifs    info    in    response    to    NRC    770'JIB    Hr    re     loaa    of 
G-ffsiti!    power    event  5.  Beat  tor    eiporienc  ot    seven    event  6 
batuiecn    71OD17  t<  7BOJ.I6    laifo   on    voltage   &   -frequoncij    not 
aval  lab  I  e.  Each    event    resulted    from    single    event    or    error. 
MAVER.L.Q.       Northern    Status    Payer    Co.       79/13/20.       ?pp. 


7912310122   Forioardc   I.E1T    79-023/O1T-0. 
MAVERjL.Q.        Northern    States    I'ouep    Co. 


lp. 


— 791231Q42U   LEK   79-03 3/0 1T-0; on    791211, during    evaluation    of    Fuel 
assembly    e<pO5ure«s    Fur    neit    eye  1  er  d  i  scovnr  ed    that    current 
cycle    eiposLfrn   of    several    nodes    For    one    fuel    type    eicee>ded 
ainosure   values    in    Tech    Specs. Caused    by    inadequate   review, 
NEVINSHI.D.E.        Northern    States    Pomor    Co         79/12/2O.        3pp. 


DOCKET    50-364    DOW   CHEMICAL    CO. 

F.     Security,    meoical.     emergencij   &    Fire    protection   plans 


DOCKET    30-363   QUAD-CITIES   STATION,     UNIT   S 

F.     Security,    medicali     emergency   d    Fire    protection   plan* 

791S3QOD22  DiGcussea    NtIC    791109  meeting   re   emergency    preparedness    team 
revliu  ob  jectlvBS.  PrDVid'ea    guidance    for    Improving    licin«a» 
emergency    preparedness    t*   assuring    capability    pf    offiita 
agonciss    to    take   appropriate    emergency   actlonf. 
ORIMEB.D.K.       Emerg»ncij    Preparedness   Task   Force.       79/11/33.       30pp. 

7"?1  B37-OO63  Forwards    list    at    specific    it  unit   requiring    updating    in 
emergency    p lans.  Emurgonc y    plant    were    evaluated    using    code 
requirements,  Reg   Guide    1.101    fc  Emergency   Planning    ReviBUi 
guidelines   Number    liRevislon    1. 
IPPPtlTOiT.  A.  QpErating   Reactors   Branch   3.       79/11/30.       7pp. 

771330<J£i7S  Requosts   payment    of   Class    III    fees    for   revlem  of    790B16 
nuclear    security    personnel    training   Si  qualification   plans. 
D10Q8,R.H.  License    Fee   Hanagumunt  Branch.       79/12/07.       lp. 


H,     General    cgrrespotidenc  e 


79I33B060S  Discusses    7713O<1    title    change    of   manager    of    nuclear 
operation^    to   vice    president. Organization   structure   not 
altered. No   revision  ui  1 1    fie   made-    to   (3 A  program   topical    rept 
CE-I-A  until    organiiation    structure    is    delineated. 
JANECEK.R.F.       Commnnuiea  1  bh   Ellison  Co.       79/13/19.       lp, 

P.     Operating    licensa    stage    documents   &   correspondence 

7912120068  Submits    info   re    release   ratas    of   gaseous    &   parttculate 
forms    of  radioactive  matls    during    third    quarter    of    1979, 
KALIVIANAK18,  N.        CommaruBal th    Edison    CD.        77/10/2S.        lp. 

791310019'!  Discusaea    NRG    791101    meeting    u/representatlvsa    of   NSSS 
vendors  !<    fuel    nuppltors    re   discussion    of  raapacttve 
jiortlo-ns   nf  ECCS   evaluation   models    dealing   iii/fual    cladding 
Duelling   (<   inci dunce   of    rupture.  Vendor   responses    and. 
eiBENHUT.D.Q.          Division    of  Operating    Reactors.       79/11/07.       63pp. 

— 7912100255  Responds    to   NRC  791101    roquest  re    noncompllanee    of 
Uest Inghouce  ECCS  evaluation  modal    under   requirements 
of     1QCFR50    Agip    K.  Eva  luotlon    af    tliroe    Fuel    rod    madeli 
indicates   no   aafoty    problenis    for  Uestinghouie   plants. 
/iNDERRON,  T.  H,       Uestlnghouse   Electric    Corp.       79/11/03.       4pp. 

•—7913100330  Rosponds    to   NRC   791101    request   re    ORNL   cladding    stalling   8c 
rupture    data,  Ftevi  iu   of    analytical    model*   t   tests    indleatoa 
compliance    u/lOCFRSO    Aop    K.  All    OE   specs    for    calcuUtxl    poaV 
cladding    tcrnp    remain    unchangoi). 
DUCHHOLZ.B.  H.       Qenerj,!    Electric   Co.       79/12/07,       2pp. 


7912130206,   Forward's    draft    Fteg.    Guide    5.  XX.     "Bed    Format    !•    Contont     for 
LicensKB   Physical   Security   Plan    for   Protection    of  SNW  of 
Moderate    or   Lou  Strategic   Si  snif  Itance.  "    W/o   oncl, 
flE!D,R.H.  Operating    React  on   Branch    A    (Pre   79IO3D).       79/OB/22. 

Sya. 


— 7fiai00407  Forunrda    re*ponse    to    NRC  791101    request   ri   rod    burst    test 
data.  Concludes    that   data    properly   repreiontstt    by    fuel    models 
used    In   vendor   evaluation  modal*   It    that   analy*e*   demonitrate 
all    criteria    of    10CFR50-46    ustUfied- 

OUSLEV,O,F.       ESJon  Nuclear    Co.,     Inc.     (subs,     af   Exxon  Corp.). 
79/11/02.       3pp. 
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— 7912100436  Forwards  addl  Info  re  evaluation  of  Impact  of  NRC  propound 
rupture/blockage  modal  used  in  vendor  evaluation  model. 
Mo  advert*  Impact  from  new  rupture  burst  data  or  use  of  NIC 
rupture/blockage  modal  on  licensing  calculation  results. 
OWBLEYiO.F.   Ei*on  Nuclear  Co, .  Inc   (subs,  of  Ex  inn  Corp.  ). 

79/1 1/04.     aapp. 

7913040261    Forward  a    plant    steam   bypass    capacity    shoot*,  percent   rated. 
Info   provided    to   CE    for    incorporation    into   NEDQ-2fl7OB. 
PEOPLES,  D.  L.        Commonwealth    Edison    Co.        79/11/16.        BQOop. 

7912040297  Forwards    supplementary    response    to    be    incorporated    into 
79101B    Itr   re    lessons    learned    commitments    to   meet   near-term 
requirements. 
BEED.C.       Commonwealth    EdUon  Co.       79/11/30.       7pp. 

79120404B5  Submits    updated    schedules    for    Installation    of   rec irculation 
pump    trip   modi    per    770329    Itr. 
PEOPLES.  D.  L.        Commonwealth    Edison    Co.        79/I1/3O.        2pp. 

79121EQ411    Forwards    supp 1 ementary    response   re    commitment    to   meet 
short-term  requirements    of   Lessons   Learned    Talk    Force. 
8EED.C.       Commonuealth    Edison  Co.       79/11/30.       7pp, 

7912120423  Forwards    supplemental    response    to   771018   Itr   re    commitments 
to  Lessons   Learned    Task   Force    recommendation*. 
PEOPLES,  D.L.       Commonwealth    Edison   Co.       79 /1 2/03,       2pp. 

791B1103BO  Proposes    to   amend    Tech    Specs* e»tand Ing    ma>    average   planar 
lin«ar   hiat    generation   rate    to    larger    exposure   value*.  Errata 
&   addenda   sheets    for    "LOCA  Analysis   Rept, "    Tech    Specs    page 
changes   It  Clan    III    fee*   enel. 
PEOPLES,  D.  1..       Commonwealth    Edison    Co.       79/13/04.       Hpp. 


— 79121103B6  Errata  &  addenda   sheets   for 
*      General    Electric    Co.       NEDD-34146. 


"LOCA  Analysis   f!»pt.  " 
79/10/31.        3pp. 


7713210349  Forward*   cover    sheet    for   CE-l-Ai  Revision    10, Inadvertantly 
omitted    from  791116    transmlttal. 
NAUOHTON.  W.  F.       Commonwealth    Edison   Co.       79/12/13.       2pp. 

79121BOB31    Forwards    info   documenting    evaluation    of    purgo   (.  vent   valve 
aperablli ty    verification,  Utll    committed    to    purge   &  vent    ays 
in   conformance  w/NRC    Interim  poiitlon. Complete    confirmatory 
analyies   not   available    for   30-40  wk. 
PEOPLES,D.L.       Commonwealth    Edison   Co.       79/12/14.       6pp. 

7912190942  Forwards    "Adequacy    of    Station   Electric    Distribution  Sys 
Valtagasi "    addressing    480-volt    undarvoltage    condition*. 
JANECEK.R.F.      Commonwealth  Ediaon   CD.      79/12/14.      lp. 

--791219094.9    "Adequacy    of   Station   Electric    Distribution   Sys  Voltages." 
*      Commonwealth    Edison  Co.       79/12/14.       8pp. 

7912370469  Forward*   re»pon*e    to   NHC    request    for   addl    info    on  Lemons 
Laarned    Task   Force   Recommendations    3.1,7*   &   2.  1.  7b. 

PEOPLES,  D.L.       Commonwealth   Edison   Co.       79/12/14.       Bpo. 

7912370470  Advises    that    qualification   program    for   remaining    purge  h 
van*   containment   valves    Is    in   progress.  Dresden   &   Quad-Cities 
butterfly   valve*    uilll    close,  regardless    of    degree   of    opening, 
flisponsa    to   NRC    Interim  position   ancl. 

PEOPLES,  D.L.       Commonwealth   Edison    Co.       79/12/14.       6pp. 

7912270S97  Adviies    of   compliance   in/Category   A  TH1    Lessons   Learned   Task 
Fare*    Items    identified    in  NRC   790913  b    1O3D    Urs. Compliance 
will    be  achieved    by    BOOiOl,  or   prior    to   return    to   power    for 
units   In  outages   on  BOOiOl. 
PEOPLEB,  D.L.       Commonuealth   Edison   Co.       79/12/17.       lp. 

7912280B33  flaspond*    to   NRC   791031    request    for    plant-unique 
implementation    schedule    far    additional    condensation    teats 
TB  Mark    I    full    scale    test    facility. Analysis    dependent   on 
final   resolution    of   acceptance    criteria. 
PEOPLES,  D.L.      Commonwealth  Edison  Co.      79/12/20.      2pp. 

791Z31034B  Forward t  reviled   pages   to  CE-l-Ai    "Comm  Ed   QA  Program  For 
Nuclear  Generating   Stations."   Revision   II. 
•JANECEK.H.F.       Commonwealth   Edison   Co.       79/18/30.       lp. 

— 7918310399  Revised    pages    to   CE-l-At     "Comm  Ed   QA  Program   for  Nuclear 
Generating   Stations  "   Revision   11. 
0      Commonuealth   Edison  Co.       CE-l-A.  •    79/11/21.       16pp. 


Inspection    reports,     IE  Bulletins   t,   correspondence 


7912060190   Responds    fcn    IE   Bulletins    79-03   &   79-14   re    schedule    for    insp 
of   hangers   &  anchor   bo  1  ts.  Inaccessible   areas    insp   mill    be 
performed   ac  required    during   refueling   outage   on   791125. 
PEOPLES,  D.  L.        Commonwealth    Edison    Co.        79/11/09.        Spp. 

7913200404  Plans    to    perform   inaccessible   areas    insp   required    by 
IE   Bulletins   79-03    J-   79-14    during    791123   refueling    outage. 
PEOPLES,  D.L.        Commonwealth    Edison    Co.        79/11/09.        3pp. 

7912090106  Forwards    IE  Circular   79-33.     "Stroke   Times    for   Power   Operated 
Relief    Valves,  "    No    response    required. 

KEPPLER.J.G.  Region    3,     Chicago.     Office    of    the    Director.        79/11/li. 

lp. 

7912100213  Forwards    IE   Info  Notice   79-3B.     "Overloading   of   Structural 
Elements  Due    to  Pipe  Support  Loads.  "   No   response   required. 
KEPPLEfi,  J.  G.  Ftagion    3,     Chicago-     Office    of    the    Director.        79/11/lt. 

lp. 

7912110357  Forwards    IE   Info   Notice  79-29,    "Lass   of   Nansa  f  elij-llBlatod 
Reactor  Coolant   Bys    Instrumentation  During   Operation.  "    No 
specific   action  or    response  required. 

KEPPLEHi  J.  G.  Region   3,    Chicago.    Office   of   the  Director.       79/11/16. 

lp. 

791H1BQ013  Notifies    of   delay    in    implementation  of    IE  Bulletin   79-14    re 
accessible   areas   comparison  &   evaluation   phase.  Current 
program   provides    for   earliest   detection  ti  evaluation   of 
significant    disc  re  pane  ies. 
PEOPLEB,  D.L.      Commonwealth   Edison  Co.       79/11/19.      2pp. 

7912030330  Forwards    IE  Dullatin  79-26,     "Boron  Loss  From  HWH   Control 
Blades.  "  Renponao    required. 

KEPPLEH.J.  0.  Region  3.    Chicago,    Office   of   the   Director.       79/  1  1  /HO. 

lp. 

7912100417  Forwards    IE  Circular   79-24,    "Proper    Installation   (t  Cal  itr    of 
Core   Spray    Pipe  Break    Detection  Equipment   on  BURs.  "   No 
written  response   required. 

KEPPUER,  J.O.  Region   3,    Chicago,    Office   of   the   Director.       79/11/26. 

IP- 

79121401B7  Forwards    IE  Circular   79-23,     "Motor   Starters   &   Contactors 
Failed    to  qperate.  "   No  written  response   required, 
KEPPLER.J.  0.  Region  3,    Chicago,    Office  of    the  Director.       79/11/26. 


7912110399  Notifies    that  NRC    intends    to   routinely    forward    to 
appropriate    state    public    util    regulatory   groups   fc  state   atty 
general    ofcs   copias   of   escalated   enforcement  correspondence 
sent   by   NRC    to    licensees. 

KEPPLER.J.G.  Region   3,    Chicago,    Office   of   the   Director.       79/11/2B. 

lp. 

7912190199  Forwards    IE  Bulletin  79-27.     "Loss    of  Non-Class    IE 
Instrumentation  b   Control   Power   Bys   Dus   During   Operation." 
Written   rosponse   required. 
REPPLER,J.O.  Region  3.    Chicago,    Office   of   the   Director.       7-7/11/30, 


7912HOOS6  Forwards    IE   Infn   Notice   79-30,     "Reporting    of    Defects    tt 
Noncompliances,  10CFR2I.  "   No  action   or   response  retired, 
KEPPLER.J.O.  Rnnion    3,     Chicago,     Office    of    the    Director.        79/1H/O6. 

IP- 

791B20OOB6  Forwards    IE  Bulletin  79-2Q,     "Possible  Malfunction    of    Nawco 
Model   EA1BO  Limit    Switches   at  Elevated   Temps.  "  Action 

KEPPLER.J.G.  Region   3,    Chicago,    Office   of   the   Director.       77/13/10, 

lp. 

7912300443  Notification   of  791213  meeting    w/utll    to   discuss    IE  Bulletin 
79-02  anchor  bolt   tc  base   plate   analysis. 

JORDAN.  E.  L.         Division   of   Reactor  Operations    Inspections.       79/12/11. 
3pp. 

S.    flaportable    occurrences,    LEfis  tt  related    correspondence 

7912270394  Forwards    info   re  750306,771106  t>  7SOE13    loss    of   offsite 
pouar    events,  in  rnsponse    to   79091Q  request. 
JAMECEK.R.  F.      Commonwealth   Edison   Co.      79/12/30.      6pp. 
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DUCKET    50-26t   POINT    BEACH    "^LEAH  J>LANT,__UNIT  Jl 
™"~  "* 


7912300022   Ol.eu.4..    NRC    79UW   meet.ng    r.    e-rerge  nc,    ';>^;dn'"    * 

revi^    objective.  Provide*    .uid.nc*    For       -"P'^Lng     11  "nsee 
••»rg.nen  >r.p.r»dn.«    !•  assuring    capability    of   offstte 

agencies     bo    take    appropriate    err9r^st   For  cl        79/11/33.        30pp. 
CRIMES,  BH.        Emergency    Preparedness    Task    Force. 

79iai30a«   Foru-rd.   H-vl.lan    11     to    .«•«.  «W    P'3".™"1"1'  «1ui'l"» 
NfIC    b*    notified    within    1-h    af    initiation   at    °nsi*e 
.v.c"tlon   pl«n   t,    implementing    temporary    support    ctrs 
la/dedicated    phone    line    to    HHC.  -,0113/04         Son 

FAY.  CM.        Wisconsin    Electric    Pni>»r    Co.        79/12/06.        3pp. 

—7912130303  RBvUioi.    1  1    to    emergency    P  U  n   ""' 
»       Wisconsin    Electric    POEJBP    Co         77/10/E2. 

7912120230  Submits    info   r,   modified    amended    .«urlt«    plan.  Info  uithheld 
U<on5in  Electric    Pouer  Cc,       79/1WO7.       lp. 


7913370*93  Forwirdi   Revision    12    to    emergency    plan   manual.  Pago  change 

Instructions    provided,  -na/iayi*        Una 

FAY.C.W.       Hl.consin  EleetrU    Power    Co.       79/12/17.       2pp. 


-7712370500  Revision    13    to   en,erSBncU    plan   Miiu 


instruction 


7^12310217 

" 


EKi.6SB5    evaluation   of    incomplete    items    identified    in 
"rpt«U*n    ,afet«    valuation.  """"    !<*;*"*' 

gade    shift    aiie    on   791001    ft    basl^    For    staff 
«.Bn».nfc.g.n   7-!OQ=l  .  rrDf0**e    Mr.  ^ 

LAINAS.O.  Plant    fiystem-s    Branch. 


info 


7912370191    Forwards    r8J,b,     "Fire    DetHClOT    Location   PUn. 
protection   plan.  Rcquasta    comment.  «/i^/nn        »n 

FAV.C.H.       Wisconsin   Electric    Power  Co.       79/13/20-       ->p 


to    Firo 


-7912270196   "Fir.   n*t*Ctnr   Location   PUn."   .nod    to    fire   prdt.Etlof.   P  1«. 
1.       Uisconain   Eleilric    Puuer    Co.        71/12/3*.        SSff. 

0      Adjudicator^   corTfl*pondoncc 

791211003P   Confirms    receipt    of    .ncl    79MB9    p.Mt  ton    tn    >u.p.nd   O(-E     for 
all    PWRa.Forujard^    FR   notice    Indicating    that    petition  Mill    be 
treatEi!    in    accordance   U/1OCFH3  306  7i»/  11/23        In 

DEHTON.H.R.       Office   of  Nuclear    Heaclor   RoD"'»tion.       7Vfll/<u.       if- 

—  79I2110134    Notice    oF    repeat    for    action    pursuit    to    10CFR2.  BO&   TO 
Environ   Coalition   on   Nucluar   Pouer   790339   petition 
ruHLiestiiig    sulpensio.i    of    all    UL*    Far   TM«s. 
I-KJLLEH.,  D.  Fl        Office    pf  Nuclear   Reactor   Regulation. 


79120500-71    PBtition    to    intervene.  Urg*s   Comnisdion   to   hold    flnJ  jl.dicatory 
hearing    re    ha.ards   of    ktoam    twb.    d*BMd«Mon.  C.rtlf  le.t.    of 

FALK.  K.  n'.       Wtsconatn's    Environmental    DutadG.       79/11/26.       ^pp. 

FgrW   response    to   applicant    7911S3   Itr.Farmal    polition    to 
re   OL  around    uiill    ba    filod    on    /91  103. 
Hticonsin'fi   Envl  ronraBntal    Docado.       79/ll/B(>.        lp. 


7912I4OS35    llequBsfcs    that     future    hearing, ro    rumoval    t,    -fitorags    of 
generators,  he    held     in    Manl  tflwot .  HI.  ,«,,„„ 

E8TE3,  J.       LakHSliorE    Citirens    for    Safe   Energy.       79/11/39.        lp. 

7913300060   Denies    791111    ti   26    petitions    TP    prohibition   against 
ronpening    plant    at    end    of    i-Bfueling    eye  1  e.  Director  '  a 

CAEE.E.O.       Office   of  Nuclear   Reactor    Regulation.       79/11/30.       2pp. 

—7912200072   Director's    decision    under    10CFR3. 206  re    denial    of   request    to 
prohibit    reopening    of    plant    at    end    of    refueling    igcle.Drder 

CflSE,  E.  Q.       Dffice   of    Nuclear    Reactor    Regulation.       79/H/3O.       3pp. 

7913200071   Confirmatory    order    For    mod    of   License   DPR-24   re    inaervica    of 

CflBEiE.O.        Office    oP    Nuclear    Reactor    Regulation.        79/11/3O.        3pp. 

—7912200079   Safoty    evaluation   TO    a t aara    generator    tube    degradation   due    to 
deep    crcvUD   corrosion.  -,-,,.««        Tinn 

CASE,  E.  O.       Office   of    Nticinar    Reactor   Regulation.       79/11/3O.       -»PP- 

79132D0154  Opposition   to   Wl    Environ    Decade    Inc    791124.   petition    to 
intervene   &   request   f-or    h  ear  ing.  Request    premature    since 
proceeding    not    uet    initiated.  If    hearing    required    re   amend. 
flSLD    must    be  appointed    to    rula    on    petition. 
O'NEILL. -l.H.       WioiDnain    Electric     Power    Co.        79/12/O7.        7pp. 

791211?Oa3fl  Henpnnso   Ly    WI    Environ    Decade    in   opposition   to   applicant 
791B07  objection   to  791136    petition    to    Intervene   8.  raqoast 
for    hearing. Dlractnr's    decision    ahould    be   based    on    sworn 
discovery    rather    than    p 1 ead ings  .  Certlfi cate    of   Svc    encl. 
FrtLK.K.M.       Hiaconsin'G    Environmental    Decade.       79/12/12.       1PP- 

H.    General    correspondence 

771213047B  nequBBts  NIC    investiBatioTi    o*    safety    aip.ct*    of    steam   tube 
"enarator    leats.  Pleating    should    be    held    to    inform  public    of 

EBTES^J1'     Lakeshore  CitUens    for    Safe    Energy.       79/11/07.       lp. 
(V    Operating    license    stage    docune-nts J.    C0^*P^^2I! 
7911090240   -SiiMBrv    of    Operating    E.perienco    H/Recirculatlng    Staam 

EIBENKUTro!  0.         Division    of   Operating    Reactors.       NUREO-OSSa 
79/01/31.        B9pp. 

r::i/3^^ 


SCHUEKCEH. 


Operatinfl    Reactors    Branch    1.       79/10/29.       7pp. 


7,12100181    m«..».   NRC    791101 


»'"'"""""'""' 


—7912100472  Respana.    supplementing    7'Jll  11   petition    in   opposition    I 
anolitant    Ur   re    ataam    j^nprator   tubt   daorsdatl  on.  Urges 

Tictf    Investigative   nrt  juditatonj   I.Baring    on 


Cnmn-ission    cnm 

dcBra^alion   safety    proolams. 

FALK.K.  N.       Uisconsin'B    Enwlranmentfll    Dotfldo. 


791E0500EJ7  H«ply    In    opposition    to    HI   Environ    D0cad«    7911  U   petition 

reouestlns    issuance    of   -ordar    to    prevent   reopening    oP 
Facilitg   after    ciiTrant    refueling    cycle.  Petition   pros«nt» 
no    basis    for   safetn    risk    allegation.  CertlMcato   of   svc    end. 
CHWINOFF.C.       Wisconsin  Electric    Powar   Co.       79/11/37.        lOpp. 


7713050003  StateniBiit    in   support    at   HI    Environ    Decada   petition 
oljectinn    to   startup    of    f«c  J  1  i  tij.  D«BfaJati  on  of    steam 
generator    tubss    presents    threat    to    public.  Urges  CommUnlon 
to    jrant    hearln-a-  Cert  if  ieato    of  Svc    tad. 
POLLARD.  R,  D.  ,    HEISS.E.R,       Union   of  Co-ncernod   aeientlst*. 
lp*. 


»,, 


7912100253  Ra.PonflB    to    NRC    79UO1    roquast    re   nonco^p  1  iance    of 
HMtlnihoiii.  BCCB   evaluation    n.odBJ    '"lrtflBI'/D1ll!lr^!n*E 
oP    lOCFRSOApp   H.Ev-lOfltion    of    thrae    J-l    «d    «d.l. 
lndl»t..  i.0   safety    problem,    t  or   W""""^u"    jJ^iS1       4pp 
AHDER8nN,T.M.       WD3t  lnSh  ousfl    Electric    Corp.       77/11/02.       IPP- 


cladding    temp   ramsln    unchatiged.  -,^,,S/Q7 

DUCHHOLZ.Fl.H.        Oeneral     Eluctric    Co.         /9/12/Q7. 


79/11/02.       Hpp. 
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—  79121OO456  FeiTwards  addl    into  ra  evaluation  of   impact   of  NRC  proposed 
ruBtura/blcickagB  oadal   used    in  vendor   evaluation  nndel. 
Ha  advorso    impact  froo  neu  rupture  burst   data   or   use   of  KRC 
ruptur«/»lotfcaae  «H)d  el    on    licensing    calculation   results, 
OWSLEY.  O.  F.         En  on  Nuclear  Co..    Inc.     (subs,    of  Enon  Carp.  t. 
TV/1  1/04.        S3p  p. 

7912O3G474  Advises   that   supplemental    info  TE    lessons    learned    info  will 
••   forwarded    791137. 
FAV.C.H-      Wisconsin  Eloctric  Pawar  Ca.      79/11/2O.       Ip. 

7912O30171   Acfc    racaipt  of  HRC  791O3O  request    fgr   pauonnt  re  approval    of 
Taeb.  Spac  Change  61.  Mo   change   occurred    to  reporting.    level 
for  rndiochentcal   engineer  b  health   phuaiclit   to  warrant 
79IO3O  reclns«£f  icatlon   at   Clase    III    fee. 
FAY.C.M.      Hi  scans  in  ElBCtric  Pouor  Co.       79/11/21.      2pp. 


7"?12O40167  gun&aru,    of  79112O  aaBting   w/util.Hestinghouse  t>  MI  Environ 
DecadB  re   plant:   utean  generator   tuba   degradation. 
TRAHKELL>  C.  ft.  Operating   Beat  tors   Branch    I.       79/11/23.       63pp. 

7912030172  Keep  arid*   to  NRC  791123  tele  on  re  revised   ECCB  reanalyze   for 
staan  otneratoT    tubas   pluggad   up    ta    1BX. 
BUH8TEIM.S.        Mi  .con.  in  Elactric   Pouor  Ca.       79/11/26.      2pp. 

79I21SO346  For-MatrdB  draft    input   for  steam  generator   tube  failure  safety 
•valuation*.  Saetion.  2.1.3.2-3.3.2-3-3  fc  B.  4.  3.  Input   for 
Dual  Unit  2   reactor   in  Balgiua  encl. 
BCHUENCEK.A.  Operating  Reactors  Branch    1.      79/11/28.       Ip. 

—  791218035O  Draft   input  for   steam  genorator    tuba    failure  sarBty 
•valuation.  Section  3.  1.3- 
*     Office    af    Nuclear  Reactor  Regulation.       79/11/2B-       5pp. 

79I2O4O486  Discusses  conattaant   to  certain  programs   upon  r»turn   to 
potter  for  Cu.cle>  B:  2.  Prinarii-to-»Bcnndaru   hydrostatic   tests 
fa  addtf   current    e  inclination  of  staaa  generator   tubes  will   be 

BURSTEIH.8.        Wisconsin  Electric  Pawar  CP.       79/11/29.      3pp. 

7912040347  Submits  and   to  791129   Itr  ro   operating    conditions.  Item  4.  b 
should  read,     "Ann  Two   Identified   Leaking  Tubes   in  Anu 
Tiientil-CalBijdan—  Dau  Period.  " 
BURBTE1K.S.        Wisconsin  Electric  Poner  Co.       79/11/3O.       Ip. 


791219091B  R 

T»anal«sia 
DICO3  •  R.  M- 


stB   payaant   nf  Cl-*»   III    fo«  re  791119  taquest  for  ECC3 
1BX  utean  generator   tuba  plugging    I*""- 
Licansa  Fan  Hana»B«ent  Branch.       79/12/03.       Ip. 


7912130012  BuoMiarg    of  791119  telcon  M/utll  ra   proposed   schedule   for 
InplnnMntMtiBn    af  Las  sons  Learned  Taafc  Force 

.C.M.  Operating   Reactors  Branch    1.      79/12/Ofi.       6pp. 


79lal4O369  Renpondc   to  790917   Itr  ra  coMltoent  to  EPA  U  fuel    cucla 
std.  Facility    jalraadg    in  cooplianco  M/protedure  coaparlng 
actual    tuantitn.   of  radioactive  «atl   raleasad   -/dose   design 
objectives   of    coda.  _          _. 

FAY.C.W.      Hi»conBin  Elactric  Power  Ca.      79/12/06.      2pp. 

79121S057B  Kotlffian  that  NHC  radiation   aafati|   certification   is 
•cceptablB    it*    l*»u   of   util    safata    program. 
FAY.C.U.      Wisconsin  Electric:  Pouai-  Co.      79/la/O6.       Ip. 

791214O422  Di*c«sneB  7912O5  talcon  M/Eisanhut  t  Traooell   ft  7912O& 
tBlcon  H/Traa*ml   ra  awthods   af  calculating   fc  idantifulng 
pri»»r«-to-B.BCondaTB    leakage    in   stea«  generators.  Una-rstonds 
MIC  791130    order  .stablishes  fat   lavols   for    *«*»B«- 
BURS1EIH.S.        Wisconsin  Electric   Power  Co.      79/1B/O9.       Spp. 

7912190962  Ron.uoot»  r  aeon*  ide^rat  ion   of   licanaa   faa  applicabilitg   to 
7907IO  Tech    Bpoe   cbanga  requested  ro   qualification 
raa.uirB«nt;B    -For  radiation   safety,   Btanagar.ChangB  arialnalla 
raauastBd  t>9    MtC.Mo  aafata    i*»uo    Involved. 
FAY.C.U.      HlwEonsin  Electric  Poiwr  Co.      79/12/1O,      U»F- 

7912310171  Dlacuases  plant   ihutdom  due   to   «taa»  flBnerator   tuba    leal. 
Insp   an  7VQB31  fc  1O31    indicatad   •*  tensive  dagradation.  No 
offslta  radllMtion  releamem.  NRC  Mill    sand   atau  ganerator 

DENTQN.H.R.        Dffle*  of  Nuclear  Reactor  Regulation.      79/12/12.      2pp. 

7912210143  FtW«"*Td«  rasponsB   to  NHC  7910O4  r«qu»»t   for  addl    Info   an 
insarvtca   in  up  *  tasting   prograa.Ovar*tia  drawing   encl. 
FAV.C.H.      M*"«onsiTi  Electric  Power  Co.      79/12/14.      6pp. 

7912270300  Buboiita  addl    *nfn   for  NIC  revieu  of  Tach   Spec   Cbanga  W 
for   opBratl*i«i   «fc  raducBd  prinarq   sys   oparatlng    prassurB. 
FAV.C  W       Mi«consin  Electric  Powar  Co.      79/12/14.       Spp- 


7912Z702O9  Forwards  reviea  &  approval  fee  for  Ccouission  action  on 
791119  Itr  vhich  provided  revised  ECC5  reanaly&is  for  up  to 
18X  steaa  generator  tube  plugging. 
FAY.C.U.   Wisconsin  Electric  Power  Co.   79/12/17.   Ip. 

7913370430  Responds  to  tfflC  79121O  request  for  addl  info  on  TMI  Lesaona 
Learned  Task  Force  recommendations  re  auxiliary  Feedwater 
sijs  Oversize  drawings  available  in  Central  Files. 
FAY.C.M.   Uisconsin  Electric  Power  Co.   79/13/17.   Spp. 

791Z26O594  Forwards  Modified  response  to  previous  com  it  cent  to 
iBplement  NUHEG-O57B.  Util  uill  provide  alaras  in  addition  to 
existing  position  indication  for  pouer  operated  relief 
valves  for  both  units. 
BURSTE1N.S.   Wisconsin  Electric  Power  Co.   79/12/17.   4pp. 

791227O20&  Requests  amend  to  Licenses  DPR-24  &  DPR-37  incorporatins 
changes  in  Tech  Specs  re  rod  bow  fc  Section  15.3.10 
clarification.  Fee  encl. 
BUR  STEIN,  S.   Wisconsin  Electric  Pouer  Co.   79/1H/19.   *pp. 

—  7912270220  Revised  Pages  15.1-4  through  IS.  3.  1C-16  for  proposed  aaend 
to  Teeh  Specs  re  control  rod  i  power  distribution  limits. 
•  Wisconsin  Electrit  Poner  Co.   77/12/19.   20pp. 

791228O99O  Forwards  rapt  rn  rod  worth  Measurements,  in  response  to  WC 
79O41O  Itr.  Measured  data  adheres  to  design  predictions.  All 
review  b  acceptance  criteria  satisfied. 
FAY.C.H.   Wisconsin  Electric  Power  Co.   79/12/19.   Spp. 

79122SO&01  Adviias  that  seal  ring  shauld  lie  removed  following  each 
refueling  outage  by  raising  ring  more  than  12  ft  above 
cavity  floor.  In  response  to  WC  79IO03  request.  Util  does  not 
concur  w/NRC  belief  that  ring  could  become  oissile. 
BURSTEIN.B.   Hlsconsin  Electric  Power  Co.   79/12/20.   Ip. 

7912S7O492  Forwards  nod  to  Tech  Spec  Change  Request  AO. 

EUBSTEIH,  S.   Hisconsin  Electric  Power  Co.   79/12/2t.   3pfl. 

—  ^7912370499  Proposed  Tech  Spec  Page  15.2.3-2  reflecting  »°d  *»  Tech  Spec 
Change  Request  60.  Provides  addl  operating  etargin  between 
proposed  prinary  sus  pressure  &  low  pressuriier  reactor  trip 
setpoint. 
*  Uisconsin  Electric  Power  Co.   79/12/21.   Ip. 

79122BO606  Submits  addl  info  re  sttan  generator  tube  plugging  history. 
E.  animation  indicates  intergranolar  attack  is  confined  to 
tuhesheat  crevice  area.  Present  eddy  current  techniques  onlu 
capable  of  detecting  tube  cracks. 
BURBTEIM.S.   Hisconsin  Electric  Powar  Co.   79/13/21-   tpp- 

O.  Inspection  reports,  IE  Bulletins  fc  correspondence 

7712260094  Forwards  IE  Insp  Repts  5O-266/79-15  a  5O-3O1/79-17  on 
791O23-24.  No  nonconplianca  noted. 

DAVIS.A.B.      Region  3.  Chicago.  Fuel  Facilita  fc  Haterials  Safetij 
Branch.   79/11/09.   2pp. 

—  79I2B6009B  IE  Insp  Repts  5O-266/79-15  fc  5O-3O1/79-17  on  791O23-24.NO 
nonconpliance  noted.  Major  areas  inspected:  tonf  »ra»tori| 
aeasureoants  b  raaiologicol  environ  protection  nttir. 

EBSIO.T.H.,  OESTMAKN.  H.  J.  .  BOYTeK.  C.     Region  3,  Chicago,  Office 
of  the  Director.   79/11/OB.   8pp. 

7912030136  Forwards  IE  Circular  79-32.  "Stroke  Tines  for  Power  Operated 
Relief  Valves."  No  response  required.  -,D,  ,,,,,. 

KEPPLER-J.e-     Region  3.  Chicago.  Office  of  the  Director.   79/11/lfi- 
Ip. 

7912100249  Foruards  IE  Info  Notice  79-28,  'Overloading  of  Structural 
Elements  Due  to  Pipe  Support  Loads.-  No  response  "quired. 
KEPPLEfl,J.H.     Region  3.  Chicago.  Office  of  the  Director.   79/11/16- 


7912110593  Forwards   IE  Info  Notice  79-29,    -Loss  of  Nonsafet,-RelatBd 
Reactor  Coolant  Bus   Instrunentation  During  Da-ration.      Wo 
•pacific  action  or  response  required.  ,,,,f. 

KEPPLER.J.O.  Region  3.    Chicago.    Office  of  the  Directar.      77/11/16. 

Ip. 

7913310139  Responds  to  IE  Bulletin  79-13,  -Cracking  in  Feadwatar  B«s 
Piping.'  Outlines  Unit  I  insp  *  repair. 
FAY.C.H.   Hisconsin  Electric  Power  Co.   79/11/19.   3pp. 

7912050414  Forwards  IE  Bulletin  79-26.  -Boron  Loss  Fro.  BUR  Control 
'0."!">R.;onB3rlCnica!,o1  Office  of  the  Director. 
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7912100447   F.rurd.    IE   Circular    79-21,     "Proper     l"t.ll.tion 
Cora    Spray    fife    BrpaV    Detection   Equipment    on    Ellhls.        «o 


Calibr    of 
f   tt.    Doctor.       79/1  1/»- 


IP. 


7912J40245   Foruardi    IE   Circular    79-23,     "Motor    Starters    t.   Contactors 
Failed    to  Operate."   No    written   response    requira*.  ,„,,,,-,,,. 

KEPPUER,jY  Region    3.     Chicago,     DP'tce    of    tht    Directs.        79/11/34. 

IP 

7912110448   Wotif  IBS    that    NSC     intends    to    THutinBltf    forward    t-o 
anpropriate   state   public    util    regulatory    groups   t,   state  atty 
general    ofcs   copies   of    escalated    en  For  tenon*    correlponflenc  » 

KEPPLER.j'V    'negion";     Chicago,    Office    of    the   Director.       79/U/2B 
IP- 

7912190235    Forwards    IE    Bullatin   71-27,     "Loss    of    Non-Class    IE 
Instrumentation   f.  Control   Pnuer  Sya   Bui    During    Operation. 

"P011S^'^i"-     DHlc.   .f    th.    Director.        79,11/30. 


7912200027   Responds   to    IE  Bulletin   79-17.  Required   piping   fl  .amlnattonn 
«<MipUtid   791013.NO   abnormalities    Found.  Forwards    final   rept 
on   piping    Elimination*.  W/o    end. 
FAY.C.W.        Wisconsin    Electric    Power    CD,        79/11/30.        Sff- 

7912210144  Ac!    receipt    of   791022    I  ti-   re    inspector   ace  ess.  Response  uill 
be    forwarded    upon    completion    OF    revi*u. 
KEPPLEfl,  J.  0.  Region,   3,     Chicago,     DfFice    of    the    Director. 

IP- 


—7912100217   Subrcita    proposed    schodulo    for    7911S8   briefing    re    steam 
generator    tub.    degradation.  Vi  auigraphs   encl. 
aiCKHlT.L.       Office    OF    the  General    Counsel.       79/11/dP.       i«PP- 

DDCKET    90-2*7    FORT    ST.      VRAIN   NUCLEAR    QENE RAT IN GESTATION 
P.     Operating    license   stage    documents    tt    correspondence 

7913370003  Approves    designated    routes    for   shipment   of   spHnt   nuclear 
fuel    from   Fort   Et   Vrain   Nuclear   Generating   Station, 
Platteville.Co    to    ID   Chemical    Processing    Plant,  Arco.  III. 
Forwards    data   re    arrangements    u/lou    enforcement  "a8"1"'  .,-.,_        .„ 
MCCUR1U.E.O.W,  Physical    Sacurity    Licensing    Branch.        79/10/1B.        lp. 

7<M11?C-14B  Forwards    "IHacussion    of    Trtl    Lessons  Laarnfld   Bhort-Tarn 
flBauirements.  '•    Rautsions    to   encl     Imp  1  .mentation   *  =  h«ul"    ""' 
KUREO-037e  requiremonts    should    be    submitted   u/ justi f ieatlon 
within   15    iayt.it    schedule    raquiroments    cannot   b>   m«' 
DENTOM,H.H.        OfFlca    of    Muclear    Reactor   Regulation.       79/1O/30.        3pp. 

7912190980   Forwards    "Investigations    of   Reactor  Flue  tuations,  Vol    1"   i. 
"Invafltlgation*   o*   Reactor   Fluctuations,  Vol    2.      Rapt 
available    In  Central    Files    only.  -,0/,i/on        IB 

SHART.F.E.       Public    Sarvice    Co.     o-P    Coloraflo.       79/ll/-!u.       tp- 

7912040216   Forwards   BA-D13474,     "Nuclear  Oatsctor   Decalibration, 
Cycle   2,"    in    support    OF   modi    ret[uesteo    in  790011    <•"• 
FULLEB.J.K.       Punllc    Service  Co.     at   Colorado.       79/11/3V.       Jpp. 

— 7913040231    "Nuclear   Detector   Decallbration-Cycle  a.  »  ,- ,»,,«. 

HACKNEV.R.       Public    Service   Co.     of   Colorado.       OA-D13474.       79/07/31. 
54pp. 


7912110104. 


.  rdE    IE    Info    Motif*    79-3O,     "Roportino.    at    DeFocta    t. 

Nonco-npHances,  1QGFR31.  -    No   action   or    rBBponse   required 
KEPPLEFI.J.  O,  Region   3.     Chicago,     Office    of    the    Director.        79/12/06. 


7912I304QA  Requests   waiver   oF  Tech    Specs  Sfl  NR    1.  1   <<   1.  3  until    IOOX 
full    power   achieved    or    until    70V.    dBtertnlned    to   b*  ma« 
attafnablo    pouer    lavel.  -.aitttta        ann 

HAREHBDlfflO,  D.       Public    Service    Co.     of   Colorado.       79/11/39.       2pp. 


79123HO&SO   Furuarris    30-day    respon-ie      tn    IE   Bulletin    79-02.  Itevi  •  ion    5. 
"Pipe   Support  DBSE    Plat*    Dnsiuni  Using   Concreto   Expansion 
Anchor    Bolts."   Accessible    support    testing    complete.  Sanp  lo 
Lrisp    of   small    plpo    supports   shous  more    testing   not   needed. 
FAY.C.W.       Wisconsin  Elettric   Pouser  Co.       77/12/07.       fipp. 

7913300153  Foruards    IE  Bulletin   79-2B,     "Possible  Malfunction   of  Manto 
Model    EA1BO   Limit   Buitthts   at   Elavat&d   Temps."   Action 

KEPPLER.J.  0.  Reoion    3,    Chicago.    QFFice    of   the    Director.       79/1S/10. 

lp. 


7913310074   Commants    on  NUflEO-OilOi  I  *em  S  on  Pages   4  b  3   jhould   r«f 
uncontrolled    or    unplanned    radiological   releases  belou   limits 
oet   by   Alert   Classification.  Ref    to   radiological   T«ch   Specs 
should    be   eliminated.  -«./••,»«        *„„ 

HAREMDCHJRO.E}.  H.       Public   Service    Co.     of  Colorado.      79/11/3O.      tpn. 

791211031*,  SummarKes    fluctuation    tent    program  I.  plans    for    future 
testing.  Significant    similarities    In    fluctuation  data 
observed    during    Cycles    1    S.  3.  HiBe-to-pourer   prooraa  should 

!  W.       Public    Service    Co.     of  Colorado.      77/12/04.      7pp. 


R.    Periodic    operating   reports  &  related    cnrresponilence 

7912180114  Forward*  monthly    oflerating    rapt    For  Nov    1979. 
uUR3ieiN.S.        Wisconsin    Electric    Power    CD.        79/12/10.        lp. 


— 79121B0449   Honthli|    operating    r-opt    for   Nov    1979. 

D.UHSTE1N.S.       Hlaconsin  Electric    Power   Co.       79/13/05. 


10pp. 


79122QOQ4B  Forwards   safety    evaluation    ra    core   region  r"tr"i 
VAROA.B.  A.  Assistant   Dii-nctOT-    for  Lioht  Hater  fitactora. 

3pp. 

— 791E200053  Baf»tg   evaluation   ro    core  region  restraint   deviees.  RBactor 
car,  be    safely    operate*   Li/install  »d  Luci    locks   up    to   70X   full 

SOUlarAssi5tant   Diraetor   tar  Light   Water  Reactor*.      79/12/10.       10pp. 


S.    Rffportable   occurrences,    LERa  6  r-eloteil    corre-spondence 


791HO7O4ia   Foruiards   LER    79-019/01T-O. 
FAV.C.H.       Wisconsin  Electric   Pouar    Co. 


79/11/21. 


— 7?12070416   LEft   79-019/Olt-O:  on   791 L07. uh llfl    fillin)    steam    fenBTatoc    A 
aecondary    side  ui/water    to    perform   Becondary-to-pri«iary    leal 
test, dilution  af  (ICS   occurefl.  Caused   by    leakage    tram  open 
steam   aenerator   tube   falling    into   primary   outlet    nonle. 
FAV.C.H.      Wisconsin    Electric   Power   Co.       79/11/31.       3pp- 


7918100993   Submits    brief    summary    of    position  rn    items    questtonBd    in 
HRC   791030    Itr.  fteaponso  will    indicate    Implementation   date   of 
HOD  10)1.  Detail »d   response   uill    be    foruiardBd    not    later    than 
791214 
SMART, F.E.       Public    Service   Co.     a*   Colorado.      79/12/12.       3pp. 

7912270333   Forwards   response    to  NRC    791030  request   for   commitments    to 
TMI    Lessons   Learno-d    Task    Force    recDmrnenilations.  Util    not 
committed    to    all    requirements    du«    to  NRC   failure   to    include 
util    in    owners    group    meetings   l<    on    mailing    list. 
SWflUT.F.E.       Public    Bai-vice  Co.     of   Colorado.       79/1B/12,       54pp. 


7912070427   Forwards   LER   79-030/01T-O. 

FAV.C.U.       Wisconsin   Electric   Power  Co,       79/11/27.       lp. 

— 7912070433  LEO  7<?~020/01T-0:  on  791115,  during    rsfuflling   shutdown,  anchor 
In    steam   generator  A  amiliary    Feeriuater    Una   contained 
conit   defieiene«|.  Caused    by    Improper    inata  11  at  ion    oP   tlirea 
bolti    In    anchor    support    plate. Anchor    pernanently    modified. 
FAV.C.W.       Hisconsin  Electric  Pouer   Co.       79/11/87.       Spp. 

T.    Hearing    transcripts   on  non-antitrust   matters 

791210031O  Transcript    of  791133  public   meeting    in  Washington,  DC. 
Pp    1-94. 
•     Commission.      79-/U/3B.      93pp. 


7913210373  Foruard B    "Initial    Approach    <=o   PoutBr  Tests    (B-SerlesMnteri» 
Startup    Rapt    13."    for    790323-1125.  ,„,.„.,-        , 

WAHEMDOUHO,  D.       Public    aervlce   Co.     of  Colorado.      79/1S/13.       lp. 

—7913310376    "Initial    Approach    to    Power  Tests    <n-Seri««)i  Interim  Startup 
Kept    13"    far   770823-1132. 
*      Public    Service   Co.     nf  Colorado.      79/11/22.      2pp. 

79133B0842  Foruards    addl    info    *.   justification  re   It«n  S.  2.  1.  b 
concerning    shift    tnthnical   adviior. Util    commits    to    1-h 

O.  D.  W.       Public    ServiCB    Co.     of    Colorado.      79/13/lH.       12PP- 
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7913310173  Dlscusse*    issues    unresolved    after   790030  meeting.  PCRV  relief 
valve   vent    line   b   filter   analyzed    per   Class    I    seismic 
criteria.  False    trips   t  moisture    indications   can  no  a 
investigated   h  repaired. 
BHART.F.E.       Public    Service   CD.     of   Colorado.       79/12/19.       4pp. 

Q.     Inspection   reports.     IE  Bulletins    t>  correspondence 

791221009B  Responds    to    IE  Bulletin  79-01A.  ASCO   solenoid   valves  w/ 
iaf»ty-relatsd    applications    have    been    qualified    For 
oparablllty    through    eiposure    to   worst    postulated 
environmental    accident   conditions. 
FULLER.J.K.       Public    Service   Co.     of  Colorado.       79/09/2H.       3pp. 

7912110094  Forwards    IE  Bulletin   79-17,  Revision    1,     "Pipe  Crack*    in 
Stagnant  Derated   Water    BUS   at   PMR   Plants."    No   written 
response   required. 
SEYFKIT.K.V.  Region   4.    Dallas,    Office   of    the   Director.       79/1O/29. 


—  79121B0513  Monthly  Operations  Rept  68  for  Aug  1171. 

»   Public  Service  Co.  of  Colorado.   77/09/1B.   5pp. 

79121BQ30O  Forwards  Monthly  Operations  Hept  69  for  Sept  1979. 
HARErfflOURQ,  D.   Public  Service  Co.  of  Colorado.   79/1O/1I.    lp. 

—  79121B0503  Monthly  Operations  Rapt  69  for  Bept  1979. 

•  Public  Service  Co.  of  Colorado.   79/10/11.   4pp. 

791H140331  Forwards  monthly  operating  ropt  for  Nov  1979. 

HAHEMBOUHQ,  D.   Public  Service  Co.  of  Colorado.   79/I2/O7.    lp. 

—  7912140333  Monthly  operating  rept  for  Nov  1979. 

CAHH.J.  U.   Public  Service  Co.  of  Coloradp.   79/13/03.   5pp. 

79121B0413  Foruiards  Monthly  Operations  Rept  70  for  Qct  1979. 

MAREIinOUFIG,  D.   Public  Service  Co.  of  Colorado,   79/12/14.    lp- 


7912O400B8  Provides    «ddl    info   re   admittance   of  Nflc    InBpectors   to 
facility.  Requests    Inipectors   be    Issued   permanent 
nonemployees    badge*   Ei   be   allowed    to   participate    in    site 
orientation   program, 

SEYFRIT.K.V.  Region   4,    Dallas,    Office    of    the   Director.       79/1O/30. 

2pp. 

7912170206  Update*   791019   telcon   response,  to    IE  Bulletin  79-O1A, 
Initiating    malnt   program   to   change   resilient   parti    of 
safety-related,  envtron-qualif  led    ABCO  valves   within  mai    svc 
life  requirements. 
aHART.F.E.       Public    Service  Co.     of   Colorado.       79/10/31.      2pp. 

7912170201   Responds    to    IE  Bulletin  79-83.     "Potential    Failure   of 
Emergency   Diesel   Generator   Field    E»citer   Transformer."   No 
circuit  I   between   neutral    of   EPT  or  CRT    to   generator   neutral. 
Testing    to    be    completed    by   800131. 
HILLEN.C.K.       Public   Service   Co.     of  Colorado.       79/U/Ol.       lp. 

7912120966  Forward*    IE  Bulletin  79-23,     "Failures    of  Me*tinghou*e   BFD 
RBlouf    in   Safety-Related    By*."   Action   required. 

8EYFRIT.K.V.  Region  4,    Dallas,    Office    of    the   Director.       79/11/02. 

lp. 

7912120212  Forward*    IE   Imp   Rept    30-267/79-18  on   791O31.  No 
noneompllance  noted, 

NADBEN.  0.  L.  Region   4,    Dalles,    Reactor  Operation*  Nuclear  Support 

Branch.      79/11/03.       2pp. 


—7912180439  Monthly  Operations  Kept  70  for  Qit   1979. 

QAHM<J.  H.      Public   Service  Co.     of  Colorado.      79/11/01.       9pp. 

7912310396  Forwards  monthly    operating   rept    fnr  Nov    1979. 

HAJlEMBDUHei  D.      Public   Service  Co.    of  Colorado.       79/12/21.        lp. 

--7912310398  Monthly    operating   rept   for  Nov   1979. 

OAHM.  J.  M.      Public   Service  Co.     of   Colorado.      79/12/03.       9pp. 

8.    Reportable   occurrences,    LERs  &  related    correspondence 

7912310033  PNQ-IV-79-006:  on  791014.  inadvertent  release   of   radioactivity 
occurred    in  reactor   bldg.  Caused    by    circulator  helium  Duffer 
au<tllary    sy*  upset,  Bingle   spike  noted   on  plant   stack 
monitor.  ,  _    .. 

UESTERHAN,  T.  F.  .     HADBEN.O.L.  Region   4,     Dalian,     Office    of     the 

Director.      79/10/13.       lp. 

79121B0062  Forwards  Part  31.  Rept   30-267/79-01    re    full    thread    rods    that 
did   not  HBet  reduction   area   spec. 
LEE.D.It.      Public  Service  Co.    of  Colorado.      79/11/09.       lp. 

—  79121B0063  Notifies    that   on  791106    full    threaded   rods    found    out   of 
compliance  in/reduction  area    specs.  Remaining  matl    In 
warehouse   slock   uas   replaced    by  US  Steel   Corp. 
*      Public  Service  Co.    of  Colorado.      79/11/09.      2pp. 


—  7912120223  IE  In*p  Rept  30-267/79-19  on  791031.  No  nonconpl  iance  noted. 
Major  or»ai  inspected:  public  official*  of  Qreeleu.  t, 
PlattevillBiCO  apprised  of  NRC  mission  h  itatu*  of  site. 
DICKER80N,  M.  W,  t  HESTER  M  AN,  T.  F.     Region  4,  Dallas,  Office  of  the 
Director.   MAD8EN,  0.  L.     Region  4,  Dallas,  Reactor  Operation* 
Nuclear  Support  Branch.   79/11/02.   3pp. 

7913190030  Forward*  IE  Circular  79-22,  "Stroke  Time*  for  Power  Operated 
Relief  Valves."  No  written  re*pon*e  required. 

BEYFRIT.K.V.     Beolon  4.  Dallas,  Office  of  the  Director.   79/11/16. 
lp. 

7912120339  Forwards  IE  Bulletin  79-26,  "Boron  Los*  From  BHR  Control 
Blades.  "  No  response  required. 
BEYFRIT.K.V.     Region  4,  Dallas,  Office  of  the  Director.   79/1  1/aO. 


791B1104B9  Notifies  that  NRC  intends  to  routinely  forward  to 
appropriate  state  public  util  regulatory  groups  fc  atate  atty 
general  ofcs  copies  of  escalated  enforcement  correspondence 
sent  by  NRC  to  licensee*. 

BEYFRIT.K.V,     Region  4^  Dallas,  Office  of  the  Director.   79/11/26, 
lp. 

7912160266  Dlicussis  Innervice  insp  t  testing  program  T*  review  fc 
development  of  oadifled  surveillance  requirement*.  Ulil  will 
provide  development  schedule  by  791201  l>  proposed 
requirement*  for  each  »ys  or  *ub*y*  as  developed. 
FULLER.  J.  K.   Public  Service  Co.  of  Colorado.   79/11/30.   6pp. 

7912190189  Forward*  IE  Bulletin  79-27.  "Loi«  of  Non-Class  IE 
Instrumentation  Ic  Control  Power  Sy*  Bus  During  Operation." 
Written  response  required. 

BEYFRIT.K.V.    Region  4,  Dulla*,  Office  of  the  Director.   79/11/30. 
lp. 

R.  Periodic  operating  reports  d  related  corre*pondence 

7912180909  Forwards  Monthly  Operations  R'ept  68  for  Aug  1979. 
UAREMBOUflO,  D.  Public  Service  Co.  of  Colorado.  79/O9/1B.  lp. 


7912040337  Forwards  LER  79-03 1/03U-0. 

HAREMBOURO.  D.   Public  Service  Co.  of  Colorado.   79/11/16. 


Spp, 


—7912040341  LER  79-031/03L-0:  on  791017,  at  5X  power,  sya  21  loop  1  surge 
tank  level  decreased  to  IDW  level  setpoint. tripping  loop  1 
bearing  water  pump*  h  making  circulators  inoperable. Cauaad 
by  procedural  inadequacy  b  operator  error. 
QAHM.J.H.   Public  Service  Co.  of  Colorado.   79/11/16.   lp. 

7912040296  Forwards  LER  79-0*1/03)1-1. 

MAREMBOURO.  D.   Public  Service  Co.  of  Colorado.   79/11/20.   3pp. 

— 7912040298  LER  79-O41/O3K-1: on  791026, malfunctions  In  1C  circulator 
spaed  measurement  caused  loss  of  circulator  high  speed 
ilgnal*. Caused  by  electronic  circuit  unbalance  due  la  signal 
cable  r«*istance  change.  Modifier  adjusted  Ic  checked  ueehly. 
OAHM,  J.  H.   Public  Service  Co.  of  Colorado.   79/11/19.   lp. 

7912040326  Forwards  LER  79-OS2/03L-0. 

UAREHBOURO.  D.   Public  Service  Co.  of  Colorado.   79/11/20.   4pp. 

—7913040330  LER  79-052/03L-0:  on  791033.  at  9X  power  B  Instrument  air 
co«pre**or  found  to  have  Insufficient  output  while  A 
compressor  out  of  svc.Cauted  by  bent  piston  rod  t  uiorn 
valves.  Part*  replaced  or  rebuilt. 
OAHM.J.H.   Public  Service  Co.  of  Colorado.   79/11/20.   lp. 

7912040332  Forwards  LER  79-OB3/O3L-0. 

UAREMDDURC,  D.   Public  Service  Co.  of  Colorado.   79/U/2O,   3pp. 

—7912040333  LER  79-093/03L-0:  on  791024,  total  primary  coolant  oaidants 
e>ceaded "10  parts  per  Million. Caused  by  off-galling  of 
•oxidants  due  to  reaction  of  moisture  w/eore  graphite.  Power 
decreased  to  initiate  aaint  shutdown. 
OAHM.J.H.   Public  Service  Co.  of  Colorado.   79/11/19.   lp. 

7912040362  Forwards  LER  79-038/03L-0.  - 

UAREMBDURO.  D.   Public  Service  Co,  of  Colorado.   77/11/26.   3pp. 
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—  7912OflO3t3   LEH    79-Q55/O3L~0:  on    771026. during     surveillance    testing, 
valve    V-2237O   uas    stuck    open,  mat ing     fire   mater    booster    pumps 
inoperable    For    ftelium    circulator    drive. Cause    unknown.  Valve 
tn    be    opened'   &    inspected. 
BAHM.J.  W.       Public    Sarvice    Co.     of   Colorado.        79/U/S6.        lp. 


771SD4O42?   Forwards   LER    79-OS4/O3L-O. 

HAREMBQURQ.  D.       Public    Service   Co.     af   Colorado. 


79/11/2S.        Hpp. 


— 79120-10433  LEH   79-O54/O3L-0:  an  79l029i  standb  y    diesel    erg  inn    IB   trippod 
an    hiijb    cnoling    uater    terr.p    during    sui-veil  lance    t&st.  Cajaad 
by     incorrect    lineup    of   coaling    water    valves.  Cooler    isolated 
to  repair    cooling    mater   tune    1  cak.  Operator    re  instructs*. 
GAHM.J.W.      Public    Service   CD.     af  Colorado.       79/11/29.       lp- 


O.     Ad .indicatory   correspondence 

79131IOQ3B   Confirms   recaipt    of    encl     790329   petition    to    suspend   QLs    for 
all    FUfls.  Forwards  FR    notice    indicating    that   petition  will    be 
treated    in  accordance    U/1OCFH2. 2Oi. 
DENTON.H.fi.       Office    af    Kucluar   Reactor   Regulation.        79/11/23.        If- 

— 7913110186  Notice   of    roq.uest    for   action  pursuant   to    10CFR2.  2O&  re 
Environ   Coalition    on  Nuclear  POMBT  790329  petition 
requesting    suspension  of  all   OLs   for  PWRs. 

HULLER.  B.  Ft.       Office    of  Nuclear   Reactor  Regulation.       79/11/23. 
SBpp. 


I.    Financial    inforoaticn 


79iaQ4O320   Foruiards    LER    79-057 /O3L-O. 

HAREKBDURfl,  D,        Public    Service   Co.     of    Colorado. 


79/11/29.        3pp. 


—  79130-40333   LER   79-057/tXjL-O:  on    791030.  during    aurve  1 1  lance    tasting,  one 
of    three  vnactor   pressure    transmitters    found    out    of    calibr. 
Instrument    settings    lass  conservative    than   required.  Caused 
by     instrument    ilri  ft.  Instrument    recalibr. 
GAHH.J.H.       Public    Service    Co.     of   Colorado.        77/11/29.        lp. 


7912270377  Forwards   duplicate  cop  ins    of   util  79O331    guarantee   of 
retrospective  preniuas, in   response   to  rfflC  791H1O  requRst. 
HWITLEY.H.  0.        Duke    Pflwer   Co.        79/1K/20.        lp. 

— 7912370585  Requests    approved    guarantee   of  payment   af  deferred   preniuos 
for    1979. 
SALTIMAM.  J.  Antitrust  b    Indnnnity  Croup.      79/1H/1O.       lp. 


Forwards  LER   79-Q36/03L-Q. 
WAREMBOwBQ,  0.       Public    Service    Co,     of    CoLoradi 


79/11/29.        5pp. 


7713040404.   LEU    79-Q5A/O3L-0:  on    79103O. seven    of    eleven    helium   circulator 
teal    malfunction   pressure    differential    switch  units    tripped 
outside   Tech    Specs.  Caused    by    dirt   accumulation    in   electrical 
sultches.  Bui  tches    c  1  caned,  read  justed   &   checked   monthly. 
SAHM.-J.M.       Public    Service    Co.     of    Colorado.        79/11/29.        lp. 


J.      Insurance  fc   indemnity    information 


7BO919O350   Informs    recipient    of   Duiu  Power  Co  7B0705  ronuest    to  modify, 
station    Indemnity   Agrwoaent  B-44    to   pernlt  receipt  fc 
possession  af  H    fuel    assenbllns   from  Crystal   River  3 
facility. 

FA1RTILE.  M.  B.  Dpm-ating    R«actors   Branch   4    (Pr»   79OAa9>. 

7B/O9/14.        2pp. 


7912120324    Foryard*    LER    79-O9S/O3L-O. 

WAREHBOUflG.  D.       Public    Service   Co.     of   Colorado. 


79/12/04.        3pp. 


— 79 12130336  LER    79-Q3H/O3L-0;  on   791 107.  Din-ing    reactor   shutdown,  line 
supplying  backup    bearing   water    to    1A   helium   circulator 
datermined    to    be    impaired    due    t-o    impaired   hanger.  Causad    by 
missing    anchor    bolt    tc   stripped    anchor   bait    sMeld. 
&AKM.J.U.       Public    Service    Co.     of    Colorado.        79/12/06.        lp. 

791B13033B    Forwants    LER    79-059/03L-O. 

WflfiEMBOUna,D.       Public   Service    Co.     oP   Colorado.       79/12/O&.       4pp. 

— 7913120341    LER   77-OS9/O3L-0:  on   791 10-?,  durirafl    reactor    shutdown  for 
niaint.  bailer    feeder    snubber    GFG-412  obaerved    inoperable. 
Caused    by    empty    hydraulic    oil    reservoir.  HoBcrvoir    refillatf. 
GAHH.  J.  H.       Public    Service   Co.     of    Colorado.        77/1Z/DA.        lp. 

79121B059A    Fcruiardfi    LER    77-054/O3X-1 . 

HAHEHDDURG,  D.        Public    Service    Co.      of    Colorado.       79/12/12.        3pp. 

—7912180610  LEH   7?-034/O3X-l    qn   791O29,  standbg    uliBSBl    engine    IB   tripped 
on   high    cooling   water    tenp    during    surveillance    test.  Caused 
bg    cooling    mater    valves    lined    up    incorrectly.  Cooling    water 
restored   !>   personnel    instructed    in   proper  methods. 
OAHM.J.H.       Puilic    HevvicB   Co.     of   Colorado.        79/12/10.        5pp. 


7<31227042i    Forwards    LER   77-061/O3L-0. 
Public    Service    CD.      t 


f    Colorado.       79/IB/HO. 


4pp. 


— 7912370433   LER   79-OA1/03L-0:  oil    7911^0,  pH   t    total    dlaiolved    -solid 
samples    not  collected    foi    nine    stii  Fts.  Cairsed    by    poor 
ueather.  High    chlorine    run i dual    discliarg-e    caused    bg    Ian 
retention    time    due    t<o    alternate    di  a  chars  a    Flnu    path. 
CAHM.J.W,      Public   Servies  Cc.     of  Colorado.       79/13/2O.       lp. 


P.     DparstinD    license   stage  documents   Ci  corr«sponi*ncB 

7BQ927OC93  Consents   on    seiaaically    induced    flooaf   at  Dentine   plants. 
Investigates   potential    failure   of    jDcassea  Dan  in   ralatlon 
tu   safety    of   units.  Question   i-s    bring   addressed   bu 
Ouosciences   Branch. 
HltUIAN,  L.  0.  Hydrology   rtt>t*torolagij   Branch.      7B/D9/22.       lp. 

—  7  007270  10  4  Responds    to   760'113  aeao   TB  recent   uarthnual*  activity   in 
vicinity   of   Jocassee    Dan.  Dine  us  BBS   bases  of   salsaicalli| 
induced    flood   analysis   for    Facility   0*,.  H»Bttor  ar*a  could    be 
vulUHrablc    to   flooding,  but   detailed    info  unavailable. 
HULHAM,  L.  0.  Hydrology  Ketecralogy  Branch.       76/O1/3O.       lp, 

7911070349    "Suaoiary    of   Operating   Evperienca  U/RecircuIating   Btean 
Onnerutora.  " 

E1SEHHUT,  0.  0.         Division  of  Operating   Reactor*.      HUflEe-OS23. 
79/OI/31.        B9pp. 

77OD01033?  Notifies   of   status   of  rep  t    an  rvactar   cavity   annul  ui   aaal. 
Moat   PUR   users  rcmovB    ring    during    nonoul    operation.  Others 
store   seal   ring    in  raised    position    during   nnroal    aparation. 

.  Plant  Syateas   Branch    (Pre  791030».       79/O7/OS,       7pp. 


7912310070  Ack   7TOB31    Itrs   endorsing   BttH  9*neric  ropt   BAH-15&4. 
"Integrated  Control    Sys  neliabilltu   Analyiiii"  fc  r«  quests 
addl    info. 
REID,  fl,«,  Operating    Reactors   Branch   4.       79/11/O7.        13pp. 

791211'Ol'JO  Foruards   sumeary    of  Tekne-kron  Research.  Inc    study    of 
ragulatary   perforeanee    evaluation    d  Taknelron   draft   rept  re 
operating    reactors  M/B&W  nuclear    a  less  supply    ays.  Requests 
conaant*.  W/o   one  I. 

STELLOi  V.       Office  of    Inspoction  &    Enfarceocntt    Off  lea  of   the 
Director.       79/1  1/OB.       2pp. 


DOCKET   SO-atl  OCejNEE   NUCLE-AH   STATION,    UNIT    1 

F.     Security>    mgdical,     B-ner guncij    tt   fire    protection   plans 

7B09270053   Bummary    of    fire   protection   appaal    meeting    on   780114. 
Mooting    inconclusive*  so    official    summary   not   prepa-i-ed. 
BIRKEL.  R.  Lisht   Water   DeactorH    Branch    2.        7B/Oy/2t.        2pp. 

7309290031  Summary    oF    ffre    protettion  appeal    meeting    on  7C0414. 
Meeting    inconclusive,  so    official    nummary   not   prepared. 
BIRKEL, R.  Light  Water  Reactors   Branch   H.       70/0°/2a.       3pp. 

7912200023  Discusses   NRC  791109  BB»tEng    ra    emorgoncy    prBparedneas   team 
revieu   ob jettives.  Provides  guidance   for    leiprovtng    licensfle 
emero«nct|    preparedness   I<  asiuri-ng    capability    of   offilte 
agencies    to   take   appropriate    emerjency    eetions. 
QRIMES,  a.  K.      Emergoncy   Preparedness  Task   Force.       7-9/11/E3.       30pp. 


77131D01B9   Discusses  tfflC   791101    BButing  n/rBnrnsnntat Jves   af  MSSfl 
vendors  6    Fuel    suppliers  re   discussion  at  respective 
portions    af  ECCB   evaluation  and els    dealing  u/fuBl    cl«ddin9 
suolling    !>  incidence    of  rupture.  Ve-ndor  recpoticBs  »nel. 
EISEMHUT.D.O.         Division  of  Operating  Reactarv.       79/1  t/O9.       45pp. 

— 7912lOOa$5  Rmponas    to   NJIC   7911OJ    rnquBst  r«   noncoBpltanc*   af 
Uesttngltouse  ECCB   evaluation   Badol    under  requlra«nt* 
of    IOCFR30  App   K.  Evaluation   of    three  fuel   rod   nodal  c 
indicates  no   safety    problem!    far  Heatlnghauie  plants. 
ANDEREOM, T.  H.       Ueatinghouie   Electric  Corp.      79/11/O2.       4pp. 

— 79121O033O  Responds    to   ffflC  791101    ra<iu«.t  re  ORU.  cladding   awaiting 
rupture    data. Revieu    of  analytical   oodels  t  tests    indicates 
compliance  W/IOCFR9O  App   K.  All   OE  specs  for  calculated   peak 
cladding    toap   remain  unchanged. 
BUCHHDLZ,  R.  H.       Qener*!   E:lectrlc    CD.      79/12/O7.       St>p. 
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-7912100407  Forward >   response    to   NUC   7911O1    request   re  rod    burst    tost 
data.  Concludes    that    data   proporlg    represented    bij    fuel    models 
used    In   vendor    Evaluation   models   &   that   analyses    demonstrate 
all    eft terl a   of    1QCFR3Q.  46    satisfied. 

OHSLEV,  S.  F.       Exxon   Nuclear    Co..     Inc.     (subs,     of   Exxon   Corp.). 
77/11/02.       Spp- 

-7912100436  Forwards   addl    Info   re    evaluation    of    impact    of   NHC    proposed 
rupture/blockage   modal    used    in   vendor    evaluation   model. 
No  advene    impact    from  new  rupture    burst    data   or    use    of   NRC 
rupture/blockage   model    on    licensing    calculation    results. 
OWBLEV,  0.  F.       Exxon   Nuclear    Co..     Inc.     (subs,     of   Exxon  Corp.  >. 
79/11/04.        2Bpp. 


7912270399  Advises    that    excessive    downtime    fnr  remaining    TMI   Lessons 
Learned   Task   Force   requirements    during    peak  winter  months    la 
unnecessary. Sequential    shutdnwn    of  Units   2  &  3    in  Feb   uill 
ha    Followed    bij    shutdown   of   Unit    1    by   000331. 
THIEB,  A.C.        Duke   Power    Co.        79/12/17.        3pp. 

7912270491    Reaffirms   util    commitment    to    safe   operation   of   facility- 
Claims    significant   progress    In  meeting   virtually   all 
Category   A    items    in   NUREO-0573. 
THIES,  A.  C.        Duke    Power   Co.        79 /IS/17.        3pp. 


Q.     Inspection   reports,     IE  Bulletins   tc   correspondence 


7913130317  Forwards    safety    evaluation    of    proposed   changes    to  Tech    Specs 
re    7B0112.0201   fc  790SS2  requests    for   amend    to   auxiliary 
electrical    emergency    power    aus    periodic    testing. 
LAINASrO.  Plant   Systems    Branch.       79/1J/13.       2pp. 


7912170211    Forwards,    "Revision    1.  Summary   Rept,  Generic   Response;    tt 
MRC    IE  Bulletin   79-03,  Base   Plate/Concrete  Expansion  Anchor 
Bolts.  " 
PARKER. W.  D.        Bute    Pouer    Co.        79/10/29.        Ip. 


— 7912100324  Safety    evaluation    supporting    proposed    changes    to   Tech    Spues 
re   auxiliary    electrical    sys    tt    emergency    power    sys 
surveillance    periodic    testing. 
*     Office    of   Nuclear   Reactor  Regulation.       77/11/13,       6pp. 

7913120092  Summary    of   79tQ24  meeting    w/B(«H   owners   group   re   asymmetric 
LOCA   loads    evaluation.  Evaluation    of   B&U   plants    to    be 
completed    by   Jul    1900. 

HOSFORDi  8.  B.         Assistant   Director    for   Engineering    Programs. 
79/11/20.       4pp. 

79121004.78  Forwards,  to   all    BfcW   operating    plants    except   TMI.requaat    for 
addl    info   re    small    break   LDCA. Comments   requested    by   791203. 
UEID.R.H,  Operating    Reactors    Branch    4,       79/11/H1.       3pp. 

7912100416  For  war  ill    concerns   on    control    rod    guide    tube   wear    in   BbU- 
dciignsd    facilities,  to    assist    in    planning    survevillance 
program.  Heating    scheduled    791230    in   flethesda,MD   to    discuss 
proposed   program. 
REID,  R.M.  Operating    Reactors    Branch    4.       79/11/23.       6pp. 


--7912170232    "Revision    1, Summary    Rept.  Generic   Response    to   US   NRC     IE 
Bulletin   79-02. Base  Plate/Concrete   Expansion  Anchor  Dolts." 
*      Duke   Pouer    Co.        TR-3501-1.       79/OQ/30.       7pp. 

7912200344  Forwards  uaate    packaging    Insp   Rept  79-03ft  on  790923-36.  No 
noncompllance   noted. 

SUTHERLAND,  J.  T.  Region   2,    Atlanta,    Fuel   Facility  &  Materials 

Safety   Branch.       79/11/07.      2pp. 

— 791220039S  Waste   packaging    Insp   Ropt   79-02A.  No   noncompl lanca   noted. 
Major   areas    inspected:  shipping    paper   &  BDT  placarding 
requirements, radiation    levels,  removable   contamination. DOT  b 
NRC    package    features. 

BROWN.R.A.  Region   2i    Atlanta,    Office   of    the   Director.       79/11/06. 

6pp. 

7912060128  Forwards    IE   Info  Notice  79-12A.    "Attempted   Damage    to   New 
Fuel    Aiseinb  1  ies.  "   No    specific   action    or   response   required. 
O'FIEILLY,  J.  P.  Region   2,    Atlanta,    Office   nf    the  Director. 

79/11/09.        2pp. 


7912040393  Forwards   rept   t   errata    sheet   re    powar    operated    relief   valve 
actuation   tt  reactor    trip    frequency, 
PARKER,  H.  0.       Duke   Powar  Co.       79/11/36.       24pp. 

791EQ40S93  Forwards   request!    far   rolief    from  requlrnments   of   ASME 
Bailer   &  Pressure   Vessel    Cade    Section    XI.  due    to 
Impractf cality    of    performing    hydrostatic    testing    of    portion* 
of    loin  pressure    HVC  water,  chemical    addition   &  nitrogen    Byd. 
PARKER.H.D.       Duke   Power   Co,       79/11/27.       0pp. 

7913040413  Forward*    correct   commitment    dates    to   7911S1    response    to 
KUKEO-097B. 
PARKER,  W.  D.       DukB   Power   Co.       79/11/27.       4up. 

7912110131   Denli*   7<7lil3  request    for    extension   of    time    in  which    to    file 
ujjjraded    smBrgentg    plan.  Rapt    due   S001O1. 
REID.R.H.  Operating    Reactors   Branch    4.       79/11/B7.       2pp. 

791SO40S16  Forward*    proposed    Toch    Spec   revision,  supp lemonting 
79OS29   lubmittal    re   oparability    requiromiinbs    of   em»vgency 
fBffduatir    sys. 
PARKER.  W.  D.       Ookfl   Power   Co.       79/11/2B.       Ip. 

— 791204051B  Propoaed   Teeh   Spec    revision  re    amerfjency    feaduater   ays. 
»     Duka    Pau*r   Co.       79/il/S8.       9pp. 

7912060902  Rsquests   addl    time    to   respond    ta   NftC  7911st    Itr   re    small 
brftak   LDCA. Info   re   mechanical    offset)    of    induced    Hlug    Flow 
on    tteam   gcnarator    tubes   will    be    provided    ty   B00215.  Pump 
aoa!    coaling    info  will    be    submitted    by    771231. 
PrtHKER.U.O.       Dude  Power   Co.       79/12/03.       Ip. 

7913120434  Notifies    that   rB»pon*B    to   NRC   790821    Hr   re    Item  7-1A, 
benchmark    analysis   of    sequential    auilliary    fattfuiatar    floui   to 
etaam  generator*    follauiing    logs    of   main    feeduater   will    be 
provided    by   791221. 
PARKER,  H.  0.       Duke   Power  Co.       79/13/03.       Ip. 

791E190776  Forwards    draft    Itr    to   nil    llcanaees   r*   dies«l    generator    fuel 
ell    QA  requirements. 
EI8ENHUT,  D.  0,        Division  of  Oparatlng   Reactors.      79/12/U.      2pp. 

7912270246  Provides    statui    of   NUREQ-Q97B  Category   A    itomn  which    will 
not   be    implemented    prior    to   8001Ol.Unlt    1    currently    in 
shutdown  for  refueling. All   required   Items   for  Unit   1   uill   be 
tcmpletad    before    startup    anticipated    In    early   F«b    i960. 

PARKER,  U.  Q.       Duke   Pouer   Co.       79/12/17.       2pp. 


7912060349  Forwards  response    to    Item  5   of    IE  Bulletin  79-Q3C   re    small 
break    operating    guidelines.  Forwards    "Analysis  Buramarg    in 
Support   Of    Inadequate  Core  Cooling   Guidulinas    for  Lots    of 
RCS   Inventory.  "  H/o  encl. 
PARKER.  W.  D.       Duke  Power   Co.       79/11/09.       Ip. 

7912100151  Ack    receipt   of   791100    Itr    in  response   to  NHC  790607   Itr  re 
Items    designated    as  C  !<  D.  Corrective    actions   will    bo 
examined    during    future    insp. 

LE£HI6,  R.  C.  [legion   2,    Atlanta,    Reactor  Operations   Nuclear  Support 

Branch.      79/11/1A.       Ip. 

— 7912100163  Responds    to  NRC  790607    Itr   re   violationa   noted    in    IE    Insp 
Repts    30-269/79-10,90-270/79-10  fc  30-287/79-10.  Corrective 
actions: plans    to  amend   OA   program   topical   rept    to  reflect 
present  mode  of   operation. 
PARKER,  W.  0.       Duke  Power  Co.      79/11/09.       Ip. 

7912100169  Forwards   IE   Info  Notice  79-2B,    "Overloading   of  Structural 
Elements   Due    to   Pipe  Support   Loads.  "   No   response   required. 
O'REILLY,  J.  P.  Region  a.    Atlanta,    Office   of   the  Director. 

79/11/16.       Ip. 

7912110343  Forwards    IE   Info  Notice   79-29,     "Loss   of  NonsaFety-Related 
Ileactor   Coolant   Syi    Instrumentation   During  Operation."   Ho 
specific    action   or   response    required. 

O'REILLV,  J.  P.  Region   2,    Atlanta,    Office   of   the   Director. 

79/11/16,       2pp. 

7912170127  Responds    to    IE  Bulletin  79-01.     "Environ   Qualification    of 
Clasi    IE  Equipment."  Anticipates   Unit    1   It  3  motor   operators 
uill    be    changed    out   during    first    cold    shutdown   after  a 00 129. 
PARKER,  W.O.       Duko  Power   Co.       79/11/16.       Ip. 

7912060A07  Forwards    IE  Circular  79-24,     "Proper    Installation  It   C-alibr    Of 
Core   Spray    Pipe    Break    Detection   Equipment  on  BHRfl,  "  Mo 
response   required. 

O'REILLV,  J.  P.  Region  H,    Atlanta,    Office   of    the   Director. 

79/11/26.       Ip. 

7912110194  Forwards    IE  Circular  79-1H,     "Motor   Starters  &   Contactors 
Failed    to  Operate."   No   response   required, 

O'REILLY,  J.  P.  Region  2,    Atlanta,    Office   nf   the  Director. 

79/11/26.       Ip. 

7913040434  Forwards   requests    for   relief    from   Inservlce    imp 
requirements    of   A8ME  Boiler  It  Pressure   CodeiSactlon  XI    due 
to    Impracticallty    of   performing   volumetric    examinations   on 
weld*   in  several   sya. 
PARKER,  W.O.       Duke  Power   Co.       79/11/27.       29pp. 
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791219O79Q   Re-spends    to     IE   Oulletim    79-17.,  Revis  1  on    1    re-    stagnant    borated 
uiater    ays. Eiarci nation    of    normallij     inaccessible    portions    of 
Unit    1    for    pipe    craclts    to   be    conducted    during    current 
refueling    outage. 
FAHKER.H-O.        Duke    Power   Co.        79/11/2B.         Ip. 

79I21903B6  Forward*  IE  Bulletin  79-27,  "Lo-sa  of  Non-Claes  IE 
Ins  trunentation  b  Control  Pouar  Sy3  Dus  During-  Operation." 
Written  response  required 

O'REILLY,  J.  P.  Region    2.     Atlantai     Office    of     the    Director. 

79^11/30,        Ip. 

7912140348  Provide*    supplemental    info    So    790B84    response    to    tE  Bulletin 
79-Q3C.     "Nuclear    Incident   at    TMI    -   Supplp"    re    revision   of 
emergency    proteduros    requiring    trip    of    reactor-    coolant    pumps 
upon   reactor    trip. 
PARKER. H.Q.        Cuke    Power   Co.        79/13/06.        3pp. 

791E2G0017   ypdatet    790914    response    to-    IE    Bulletin    79-21.     "Temp    Effects 
on    Level   Measurements.  "    Completion    date    of    Item  4    changed 
tn    no   later   than  B001O1. 
PARKER. H.O.        Duke    Power    Co.        79/12/06.        Ip. 

7912310293  Faruards    IE    Info  Notice    77-30.     "Reporting    a?   Defects   ft 
Nnntcmpliarjce*.  IOCFFJ21.  "    No    action    required. 
Q'REILLYi  J.  P.  Region  3,    Atlanta,    Office    of    the    Director. 

79/12/06.        5pp. 


79122B0377   Forwards    IE    Info    Notice    79-31,     "Uso    of    Incorrect    Amplified 
fi&sponsB   Spectra."    No    uiritton    response   required. 
Q'REILLV,  J.  P.  Region   3.    Atlanta!     Office    of    the   Director. 

79/13/13.        2pp. 

7912230129  Forwards    IE  Circular   79~29,     "Shocfc   Arroator   Strut   Assembly 
Interference."    No   written   response    required. 
O'REILLY,  J,  P.  Region   2.    Atlanta,    Office    of    the   Director. 

77/12/20.        4pp. 

R.     Periodic    operating    reports  &  related    correspondence 

79121B037S  Forwards  monthly    operating   repts    for    Nov    1979. 
PARKER. W.O.        Duke   Power    Co.        79/12X14,        Ip. 


— -79131B03B4    Monthly    operating    ropts    for  Nov    1979. 
REAV1B.J.A.      Duke   Power    Co.       79/12/14.       I6pp. 


S.     Rnportable    occurrences.    LERB   Sc   related    correspondence 

7912040474  Responds    to   NRC    790921    Itr    transmitting   NRC   7906S6   1  tr   ra 
multiple   equipment    failures    !i   surveillance    testing    errors. 
Discusses  review  of    events   described    in   NRC   790926   Ifcr. 
Eiisting   procedures  b   policies    address   concerns. 
PAflKEFI.W.O.        Duke   Pouier   Co.        79/12/04.        2pp. 


7713200026  Forward*    IE  Bulletin   79-281     "Possible  Malfunction   of  Hameo 
Model   ECU  SO  Limit   Suite  lies   at   Elevated    Temps.  "    Action 
required. 

O'BEILLYi  J.  P.  Region  S,    Atlanta,    Office    of    the   Director. 

79/12/07.       2po, 

7912310003  Forwards    third    response    to    IE   Bulletin   79-O2, Revi sion    S.ra 
pl-pe   supforC  base   plate   des  i  gne.  Dase    plate    f  1  &t  ib  i  1  i  tij    ITI 
Cdlculation   of    eipan^ion   anchor    bolt    loads   accounted    for 
bij    coniervattVB    hand    calculjttan   method. 
PARKER, H.O.       Duke   Power    Co.       79/12/07.       25pp. 

7912310032  Forwards   updates    to   79102?  t<    1106  r«i|>on«BE    to    IE   Bulletin 
79-14,     "Seismic    AnalijliB    For    As-Built   Ba  Fety-fieloted    Piping 
Sij-o.  "   Provides    summary    of    sBlsmlc    Input    nanconf ornancEH 
thTO.up.fi    7-71126. 
PAWHER,  H.O.        Dul»   Power    Co.        79/12/O7.         llpp. 

791221007S  Acli    receipt   of    IE    Insp   Repts    50 -269/7 9-2B.,  90-270/79-2A   t 
90-307/79-2B   on    791024-26.  No    p-ropr istaru     info. 
PAHH.ER.H.G.       Duke  Pouflr   Co.       77/12/tO.        Lp. 


—7912040476    Forwards    RD-249/77-21. 

PARKER,  W.  D.      Duke   Poiuer    Co.       77/07/13. 


Ip. 


—7912040479  nn-2c.9/77-2 1 :  on  77062B,  during    isolation   of    train  A   of 
penetration  rnom  ventilation   to   replace    carbon    fil tars. train 
A  uas    Inadvertently    togged    out. resulting    in    filter    change 
in   train    B   Instead    of   A. Caused    by    personnel    nrror. 
*      Duke  Pouier   Co.       77/07/13.       2pp. 

7912120294  Notifies    of    failure    to    retain    instructions   to   anerglto   both 
41&0  volt   -ttandtj   buses  ui/Lee    combustion   turbine  uhen  Unit   3 
uas    in    svc.  Caused    bu    Inadequate    revision    to   operating 
procedure    for    100   kV  pouier    supply    on   791130. 
H'ARKEH.  U.  0.       Du*e  Poiunr  Co.       79/12/05.       Ip. 

791S130411   RD; on  791 126-30. onl y    one    standby    but    had   been   en*raited    by 
L*&   Station    gas    turbine,  al  th  ough   Tech    Specs   raquin   both 
standbu    buse-i   be    energiied   during    hydro   outage,  Caused    by 
Inadequately    revised    procedures. 
PARKER,  U.  0.        Duke   Pouier    Co.        79/12/10.        3pp. 


—  79122100BO  Forwards    IE    Insp   Hepts    50-269/79-23,  90-270/79-2d  S. 

30-287/79-30    on    79J034-36.  Wo   nnjiCQmpl  1  ance    noted. 

SUTHERLAND,  J.  T.  Region    2.     Atlanta.     Fua  1    Facility    trtateriali 

Safety    Branch.       79/11/19.       3pp. 

—  79122100BB    IE    Insp   Repts    50-2&9/79-2B.  SO  -370/7  9-2i  *    50-237/79-2B  nn 

791024-26.  Ho    noncomp  I  iant-B    noted.  Major    areas    Inspected  :  App   11 

Te-ch   Specs   annual    reporting    rsquiromonts   d  revieu    af 

nonrnutlne   reports  ii   LERs, 

CUNNINGHAM,  A.  L.  Region  2,    Atlanta.    Office    of    t.he   Director. 

IlUFHAMj  -J.  W.  Region    2.     Atlanta,     Fuel    Facility    &    Hat«rlaU    Safety 

Branch,       79/11/14.       3pp. 

7912210227  Ac  H    receipt   of    791  1O9  &  30    Itrs    informing   NltC   of    itttps    taken 
to    correct    violation*    noted    in    IE    Insp    Rents    50-269/  79-24  i 
30-270/79-23   &    30-207/79-24. 
KEIWJA-H.  D,  flexion    S,    Atlanta,    Safeouards   Branch.       79/12/11.       Ip. 

—  7913210330   Provides   add!    Info    to   791109    response    to   MRC   790727 

Itr   re  violations   noted    in    IE    Insp    Ropt*    30-369/79-24. 
SO-27O/79-22   t.    50-387/79-34.  Details,   withheld 
(reP    10CFB2.790). 

D,       DirtE  Pnurer   Co.       79/11/30.       Ip. 


7912210248  ResporviJi   to   HdC   790927    Itr   re    violations   noted    in    IE    Insp 
R»pt»    5O-269/77-24,  50-270/7?-22   A    80-337/79-24.  Deta  i  Is 
withheld    (ref    10CFR3.7901. 
FARKER'H.D.       EHjt  e  Pouar   Co.       79/11/07.       Ip. 

791221O3A3  Foruarils    IE    Insp   Repts    30-269/79-24490-270/79-23   S> 
30-2B7/79-24    on    790B21-24   <c   O905-07.  Noti  CB    Of    Violation 
ulthh«ld    tref    10CFR3.790), 

HENNA.H,D.  Rejlona,    Atlanta.    BaPeouardH   Branth.       79/0-7/37. 

2pp. 


DOCKET    30-270    DCONEE    NUCLEAR   STATION.     UNIT   2 

F.     Security,     medical,     emergency   1    fire    protection   plans 

7809290053  Summary    of    fire    protection   nppial    mee/tlns   on  7BQ414. 
Meeting    inconclusive,  so   official    summary    not    prepared, 
BIRHEL.R.  Light   Hater  Beactors    Branch   2.       78/09/26.       2pp. 

7912300022  Discusses    NRC  771109  meeting    re   emergency    preparedness    team 
review   obj ac tivB».  Provides    guidance    far    improving    llcansea 
BMBrgency    preparedness  tt   assuring    capability    of   offuite 
age-nclei    to    take  appropriate    emergency   actions. 
GfllMEB.B.K.       Emergency   Preparedness   Task   Force.       79/11/23.       30po. 

0.  Adjudlcatory  correspondence 

791S110033  Confirms   receipt   of    one!    790329   petition    to   suspend   OU*    Tor 
all    PWRs.  Forwards  FR  notice    indicating,    that    petition  ulll    be 
Ir&ated    in    accordance   U/10CFR2,  BOA. 
DEMTONiH.R.       Office   of   Nuclear  Reactor   Regulation.       79/11/33.       Ip. 

— 7*712110-126  Notice   of  request    For   action   pursuant    to    10CFR2.  206  n 
Environ  Coalition   on  Nuclear  Power   790329  petition 
requesting    suspensinn   of   all   QLs    for  PURn. 

MULLER.D.fl.      Office    of   Nuclear  Reattor   Regulation.       79/11/23. 
3Bpp. 

1.  Financial    Information 


7913270377  Forwards   duplicate    copies    of    utll    790321    guarantee   of 
retrospective  premiums. in   response    to   NRC   791210  request. 
WHITLEV.H.  D,      Dulce   Power   Co.       79/12/30.       Ip. 


-79122102B3    IE   Imp   fleets    30-369/79-34,50-270/79-33  fc   30-307/79-24  on 
790B21-24  Si  0903-07, Ha jor   areas    inspected:  lecurtty 
nrganlutlon  K   physical    barriers.  Details    uilthtiB-ld 
(ref    10CFR2.  790). 

ORE.D.E,!    JOHN,  W,  N.  ftaglon>2,    Atlanta.    Office    at    the   Director. 

•"="      P.O.         MBC  Regional   Officer       79/07/27.       Ip. 


— 7912270SB3  fisqu-stts   approved    guarantee   of    payment   of    deferred    premium* 
for    1979. 
SALTZMAN.  J.  Antitrust  d    Indemnity   Orbup.       79/12/10.       Ip. 


DOCKETED  ITEMS 


J,      Insurance   Sc    indemnity    Information 

7B091903SO    Informs    recipiont    of   Duke   Power   Co    780705   request    to   modifg 
•  tatlnti    Indemnity   Agreement   D-flfl    to    permit    receipt   fc 
pflftsesslon   of    4    Fuel    assemblies    from  Crystal    River   3 
.facility. 

FAIRTILE.  M.  B.  Operating   Reactors    Branch    4    (Pre   790633). 

78/09/1 4.       2pp. 

P.    Operating    license    stage    documents   b   correspondence 

7B09270093  Comments    on    saismically    induced    floods    at   Dconeo    plants. 
Investigate*    potential    failure    of    Jocassee    Dam    In   relation 
to    safety    of    units.  Question    is    being    addressed    by 
Oeosclences    Branch. 
HULMAN.  L.  Q.  Hydrology   Meteorology    Branch.       79/09/23.       lp. 

— 7S09270104  Responds    to   760119   memo   re   recent    earthquake   activity    In 
vicinity    of   Jocassee    Dam. Discusses    bases    of    seismically 
Induced    flood    analysis    fop    facility   DL.Reactor   area    could    be 
vulnerable    to    floodingrbut    detailed    info    unavailable. 
HULMAN.  L.  G.  Hydrology    Meteorology    Branch.       7A/Q1/30.       lp. 

791109024B    "Summary    of   Operating    Eiperience   H/Rec irculating    Steam 
Generators.  " 

EISENHUT,  D.O.         Division   of   Operating   Reactors.       NUREQ-0323. 
79/01/31.       B9pp. 


79I210047B   Forwards,  bo    all     Dt.W    opai-ating    plants    a.c  "P*    TM1.  Toque  at    for 
addl    info   re    small    break    LOCA.  Cnmmenta    requested    bg    7?12OJ. 
HE1D.R.  W.  Operating    Reactors    Dranch    4.       79/11/21.       3pp. 

7913100410  Forwards    concerns    on    control    rod    guide    tube    uaar    in    BfcH- 
riesignod    faci 1 i ties,  to    assist    in    planning    survevi klanc H 
program.  Meeting    scheduled    791220    in    netheada.MD    to    diftcuso 
proposed    program. 
FIEID,  R.  H.  Operating     Reactors    Branch     4. 


79/11/23.        6pp. 


7912040333   Forwards    rept    t    errata    shea*    re    pouiHr    operated    relief    valve 
actuation   &   reactor    trip    frequency. 
PARKER,  H.  0.       Dule  Power   Co.       79/il/2i.       Bflpn. 

7912040293  Forwards   requests    for    relief    from    requirements    of    ASME 
Boiler    d   Pressure    Vessel     Code    Section    XI. due    to 
impraetlcality    of    performing    hydrostatic    Costing    of    portions 
of    loui   pressure    svc   water .  che.mi.cB  1    addition   li   nitrogen    sys. 
PARKER.  W.  0.        Duke    Pouor    Co.        79/11/27,        £3pp. 

7913040413  Forwards   correct    commi tment    dates    to   7911EI    response    to 
NUREO-O37S. 
PARKeHiW.0.       Duke   Pouiar    Co.       79/11/27.       4pp. 

7912110131    Denies  791113    request:    for    ente-nsion    of    time    In   which    to    file 
upgraded    emirrgoncy    plan.  Rept    due    300101. 
RE1D.R.U.  Operating    Re-actors    Branch    4.       79/11/S7.       2pp. 


7912310070  Acli    79QS31    Itrs    endorsing    Bt-W   generic    rept   BAH-1564i 
"Integrated    Control    Sys   Reliability    Analysis."    *  requests 
addl    info, 
REIDrR.H.  Operating    Reactors   Branch    1.       79/11/07.       13pp. 


7712040516  Forwards   proposed    Tech    Bpac    rovi  s  i  oni  s  upp  1  ementing 
79O52S    subiriittal    re    opcrahilitij   requirements    of    emeraency 
feeduater    sys. 
PARKERjH.O,       Duke   Pouor   Co.       79/11/20.        lp. 


791EI3Q190  Forwards    summary    of   Teknekron   Rasearchi  Inc    study    of    licensee 
r-agulatory    performance    evaluation   &  Tefcnekron   draft   rapt   re 
operating    reactors    u/BdU   nuclear    steam   supply    sys.  Requests 
comments.  M/o   >ncl. 

STELLOiV.       Office   of    Inspection   &   Enforcement.     Office    of    tho 
Director.       79/11/OB.       2pp, 

7912100109  Discusses   NRC   791101    meeting    u/representatives   of   NB9B 
vandors   &    fuel    luppllers   re    discussion    of   respective 
portions    of   ECCB   evaluation   models    dealing    in/fuel    cladding 
swilling    tt    incidance    of   rupture.  Vendor   responses    encl. 
EISENHUT,  D.  0.         Division    of   Operating   Reactors.       79/11/O9.       oSpp. 

—  791210DB3S  Responds    to  NRC  791101    requost   re   noncomp  1  lance    of 

Mustinghouse  ECCB  evaluation  model   under  requirements 
of    IOCFR50  App    K.  Evaluation    of    three    fuel    rod   models 
Indicates   no    aafety    problems    for   Me  sting  house    plants. 
ANDERSON.  T.  M.       Westinghouse   Electric   Corp.       79/11/02.       4pp. 

—  7912100330  Responds    to  NHC  791101    request   re  ORNL   cladding    smelling    & 

rupture    data.  Review   of    analytical    models   tc   tests    indicates 
compliance   U/10CFR30  App    K.A11    QE   specs    for    calculated    peak 
cladding    temp    remain   unchanged. 
BUCHHOLZ.R.H.       Oenaral    Electric    Cu.       79/12/07.       app, 


—  791204O91B   Proposed    Tach    Spec    revision    re    nmergoncy    foeduiater    sgs, 

*  Duke   Potuer  Co.       79/11/29.       9pp. 

77iaQ603O2  RoqUBBti   addl    time    to   respond    to    NRC    791121    Itr    re    small 
break    LOCA.  Info  re   mechanical    effects    of    Induced    sluo    flaw 
on    steam  gennrator    tubes    will    bo    proviBed    by    OOO21»,Pump 
seal    cooling    info  mill    be    submit  tail    by    791531. 
PARKER,  W.  D.       Duka  Power    CD.       79/12/03.        lp. 

79I2I20434  Notifies    that    respc-nae    ta    NRC   790EJ3I    Itr    re    It»m   7-lA> 
benchmark    analysis    of    sequential    auiillsrij    f*eduiater    flow    ta 
steam    generators    f-ollomlng    lass    oF    main    feeduabar    will    be 
provided    by    7*71331 
PARSER,  W.  0.        Duke    Power    Co.        79/12/O3.         lp. 

791SlBOIfiO  Forwarils    proposed    ruvision    to    Tech   Specs    to   eitond    Cycl»    4 
to    no    more    than  333  +/-IO   offoctive    full    pouer    days.  Forward* 
Class    III    amend    fee.  W/o    oncl    fee. 
PARKER,  W.O.       Dule  Powor   Co.       79/12/13.       2pp. 

—  7°12ia0163  Proposed    revision    to   Teth    Bpacn    to    entend    Cyclu    4    to   nn 

mor»    th*n   353  +/-1O    effective    full    power    days. 

*  Duke    Poiuer  Co.       79/12/13.       7pp. 


— 7912100407  Forwards   response    to   NRC  791 1O1    request   re   rod    burst    test 
data. Concludes    that    data    properly    represented    by    fuel    models 
used    In   vendor    evaluation   models    b   that   analyses    demonstrate 
all    criteria    of    lOCFfiflO.  46    satisfied. 

OW9LEY.O.F.       Enxon  Nuclear   Co.,     Inc.     (subi.     of   Enon   Corp.). 
79/11/02.       3pp. 

— 791210043&  Forwards    addl    Info   re    evaluation    of    impact   of  NRC    proposed 
rupture/blockage   model    used    in   vendor   evaluation  model. 
Mo   adverse    impact    from  new  rupture    burst    data   or   use    of   NRC 
rupture/blockage   model    on    licensins    calculation   results. 
DM8LEY.O.F.       Exxon   Nuclear   Co.,     Inc.     (subs,     of   Enxon  Corp.). 
79/11/04.        22pp. 

79121B0317  Forwards    safety    evaluation    of    proposed    changes    to  Tech    Specs 
vt   780112,0201    ft  790B2H  requests    for   amend    to   auxiliary 
•lectrical    emergency    power    sys    periodic    testing. 
LAlNAS.fl.  Plant   Systems   Branch.       79/11/13.       2pp. 

— 7913180354  Bafaty    evaluation    supporting    proposed    changes    to   Tech    Specs 
re  auxiliary    electrical    ays   6   emergency    power    sya 
surveillance    periodic    testing. 
*      Office    of  Nuclear   Reactor   Regulation.       79/11/13.       6pp. 

791S120073   Bummaru    of    791024  ma»ting    w/Bt.W   owners    group    re    asymmetric 
LOCA   loads    evaluation.  Evaluation    of   B&W   plants    to    be 
completed    by    Jul    19BO. 

HO8FDRDiB.fi.         Assistant   Director    for   Engineering    Programs. 
79/11/20.       4pp.  ,          , 


791H270'366  Provides    stntuo    of    NUREO-O37S  Category   A    items  which    will 
not   be    implemented    prior    to   aOGlOl.Unit    1    currently    in 
shutdown   far    refueling. Al 1    required    items    for    Unit    1    wi 1)     bo 
completed    before    startup    anticipated    in    early    Feb    1900. 
PARKER.W.O.        Dufce    Pouier    Co.        79/1S/17.        2pp. 

7912S7O399  Advises    that    eiteisive    downtime    for-   rnmnlnitig    TMI    Lossnno 
Learned   Tasl    Force-   raauirements    during    pea*    winter  months    in 
unnecessary.  Sequential    shutdown    of   Units   5  b  3    tn  Feb    will 
lid    followad'by   shutdown    of   Unit    1    b»    OOQ531, 
THIES.ft.C.       DuVe  Pnuer    Co.       79/12/17.       3pp. 

7912270451    Reaffirms   u t ( 1    commitment    to    safn    operation    of   -facility. 
Claims    significant  progress    in   meeting    virtually    all 
Category   A    i tarns    in   NUREO-O57e, 
THIE3,  A,  C,       Duke   Power   Co.       79/I2/17.       3pp. 

Q.     Inspection   reports.     IE   Bulletins    t<    currespondience 

7"?12170EU   Forwards,     "Revision    l.aunnmary    RBpt.flen»rle    Reoponee    to  US 
MRC    IE  Bulletin  79-02.  Beao  Plate/Concrete    Expansion   Anchor 
Bolts.  " 
PARKER.W.O.       Duke   Pouter   Co.       79/10/29,       lp. 

— 791Q170222    "Revision    i, Summary   Rept. Generic    Snap  on*  if    to   US  NRC    IK 
Bulletin    79-02.Base    Plate/Concrete    Expansion    Anchor    Holts." 
«      Duke    Pouer  Co.       TR-3801-1.       79/08/30.       7pp. 
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791SS003«   Forwards    uaste    packaging     Insp    Rapt    79-02A   on    790925-36.  No 

SUTHERLAND?"?"0   *    'Region   2,    Atlanta,    Fuel    Facility    S,  Materials 
Safety    BrancH.        71/11/07.        2pP 

—  7913300395    Waste    packaging-    I"*P    Rent    79-D2A.  No   incompliance    noted. 
Ma.or   areas    inspac  tail  :  ahlpp  1  ng    paper   E.   DDT   placarding 
requirements,  radiation    I  evel  s,  removable    c  antaminatlon,  DDT  (, 

r    '".£"•*.     Atlanta.     Office    of    the    Director.        79/M/O,. 


7912-Q6012B  Forwards    IE    Info  Notice   79-12A.     "Attsmptad    Daraaoe    to  Neu 
Fuel   Aa*i!mblies.  "    No   specific    action    or   response    required. 
O'ttEILLY,  J.  P.  Region    3.     Atlanta-     Office    of    the    Director. 

79/11/0"?.        2pp. 

791-20*0349  Forward*   response    to    Item    3   of    IE  Bulletin  79-09C   ro    small 
break    operating    guldel  i  ties.  Forward  *    "Analysis   Si/mnaaru    in 
Support    Of    inadequate    Core    Cooling    Ouide  1  insa    Cor   toss    of 


RC5    Inventory."'    W/o   encl. 

.  0,       Duke   Pouer    Co. 


lp. 


7912100154    Ack    receipt    of    791 1OB    Itr     in   response    tn   NRC    790iO7    Itr    re 
items    designated    as    C    tr   D.  Corrective    actions    will    be 
etamlned    during    future    inap. 

LEWIS,  H.  C.  Region    2.    Atlanta,    factor   Operationi    Nuclear  Support 

Branch.       79/11/16.        lp. 

— 7912100165  Responds    to   NRC   790607    Itr   re    violations    noted    in    IE    Insp 
Hepts    50-249/79-10,30-270/79-10  fc  50-2H7/79-10.  CoTrBCtive 
action*: plans    to   amend   QA    program   topical    rept    to    reflect 
present  made    of    operation. 
PARKER.  H.  0.       Duke   Pouer   Co.       79/11/OS,       lp. 

79iai001i9  Forwards    IE    Info  Notice   79-2B,     "Overloading    of   Structural 
Elementi    Due    to   Pipe    Support   Loads."    No    response   required. 
OVHEILLV.  J.  P-  Region   3,     Atlanta.     Office   of    the   Director. 

79/11/16.       lp. 

791HI10S45  Forwards    IE    Info   Notice   79-29,     "La-it    of   Nonsaretg-RelatBfi 
Reactor   Coolant    Sys    Instrumentation  During   Operation,  "  No 
specific    action    or   response    required. 

O'REILLY,  J.P.  Region  2.    Atlanta,    Office    of    the   Director. 

79/11/16.        2pp. 

7912170127  Responds    to    IE   Bulletin  79-01.     "Environ   Oual  if Itation    af 
Class    IE  Equipment.  "    Anticipates  Unit    1    i.  3   motor    operators 
will    be   changed    out    during    first   cold    shutdown   aftor   B00129. 
PARKEfi.U.  0.       Duke   Pouer   Co.       79/11/1A.        lp- 

7912040607  Forwards    IE  Circular   79-24.     "Proper    Installation    <•  Callbr    of 
Core   Spray   Pipe   Break    Detection   Equipment  on    BWRa. "   No 
response   required. 

O'REILLY,  J.I>.  Region  2,    Atlanta,    Office    of   the   Director. 

79/11/26.        lp. 

7912110134  Forwards    IE  Circular   79-12,     "Motor    Starter*  t,  Contactors 
Failed    to  Operate."    No   response    required. 

O'REILLY.  J-P.  Region   2i    Atlanta.    Office    of   the   Director. 

79/11/2A.        lp. 

7912040134  Forwards    requests    for    relief    From    iniervice    imp 
req.uiremBnti    of   AEdE   Boiler   fc   Pi-essuro   Code, Section   XI    due 
to    inpracticalltif    of   performing    volumetric    examinations    an 
ueliEs    in    several    syl. 
PAJ1KER.H.Q.       nuta   Power   Co.       79/11/27.       23pp. 

7912:190790   Responds    to    IE  Bulletin  79-17,  Revision    1   re    stagnant    berated 
water   svi.Ex4mlna.tion   -of   normally    inaccessible   portions    at 
Unit    1    -for    pips    cracks    to    be    conducted    during   currant 
refueling    outage. 
PARKER. H.O.       Dut»  Pouisr  Co.       79/11/2B,       lp. 

7«P121903Bfr  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  t.  Control  Pouer  flu s  Bus  Burino  Operation." 
Hi- it  ten  response  required, 

O'REILLY,  J.P.  Beoior*  2,    Atlanta,    Office    of    the   Director. 

79/11/30.        lp. 


Provides   supplemental    info    to  790324  j-eiponse.    to    IE  Bulletin 
79-03C,     "Nuclear    Incident   at    TMI   -   Suppl,"    re  j-Evision    of 
energency    ppoceduroi    re-qulrlngi    trip    of  r«actor    coolant   pumps 
upon   reactor    trip. 
PARKER,  W.  O.      Duke  Power  Co.       79/12/06.       2pp. 

79122BOO17  Update*   790911  response   to    IE  Bulletin   79-21.    "Temp  Effects 
on  Levrl   Measurements. "  Completion    date    of    Item   4  changed 
to  no    la tar    than  B00101. 
PARKEft,  U.  O.       Duke  Pouer  Co.       79/12/06.        lp. 


7912310293   Foruarda    IE   Info   Notice   79-30,     "Reporting    of   Defects   J. 
Nancoropliancfts,  10CFR31."    No    action    requirod 
D'REILLY,  J.P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/12/06.        Spp. 

7912200026  Fnruarda    IE  Bulletin   79-2B.     "Possible   Malfunction    of   Namco 
Model   EA1BO  Limit  Suitches   at   Elevated    Tempfl. "   Action 

O'REILLvi  J.P.  Region  2,    Atlanta.    Office   of    the   Director. 

79/12/07.       2pp. 

7912310005  Foru-ards.    third   response   to    IE  Bulletin   79-03.  Revision   2.  re 
pipe    support   base    plate    designs.  Dase    plate    flexibility    in 
calculation    of    e.pDnsion    anchor    bolt    loads   accounted    for 
big    conservative     hand    calculation    method. 
PARKER,  W.  0.       Duke   Fouler  Co.       79/IS/07.       29pp. 

7912310023  Forwards   updates    to    791029  I.    1106  responds    to    IE  Bulletin 
79-14.     "Seismic    Analysis    for    As-Built   Baf etg-Related    Piping 
SUB."   Provides    summary   af    seismic    input    nonconPormanceo 
through   791126. 
PARKER, H.O.       Duke  Power  Co.       79/12/07.       llpp. 

7912210075  Ack   receipt   df    IE   Insp    Repts    SO-269/79-2B.  SQ-37Q/79-26  I. 
30-2fl7/79-2B   on    791024-26.  No    proprietary    info. 
PARKER, W.O.       Duke   Pouier  Co.       79/12/10,       lp. 

— 79122100BO  Forwards    IE    Insp    Ruptu    50 -S69/ 79- 2 B,  50-270/79-26  fc 
3O-2B7/79-aB   on   791024-26.  No  noncomp 1 ianee   noted. 
SUTHERLAND.  J.  T.  Region    2,     Atlanta.    Fuel    Faeilitg    &  Materials 

Safetu    Branch.       79/11/19.       2pp. 

—7912310063   IE   Insp    Rapts    50-269/79-20,50-270/79-26  fc   50-2S7/79-BB   on 
791024-2&.  No   nnncompl  ianee   notod.  Major   areas    inspected:  App   Q 
Tech    Specs  annual   reporting    requirements   fc  revieiu   of 
nonroutine   reports   d  LEfis. 

CUNNIN8HAM.A.  L.  Region   3,    Atlanta.    Office   of   the   Dii-»etor. 

HUFHAM.J.W,  Region    2,     Atlanta,    Fuel   Facllitg   fc  Materials  Safety 

Branch.      79/11/14.       3pp. 

7912S10227  Ack    receipt    oP   791109  i  30   1 tr 9    informing   NRC    of    steps  taVon 
to    corr«ct  violations   noted    in    IE    Insp    Rapti    50-269/79-24, 

30-270/79-22   1,    90-307/79-24.  ™,,n/n  i - 

KENMA.H.  B.  Rogion2.     Atlanta.     Saf eg uards   Branch.       79/13/11.  lp. 

— 791B21O239  Provides  addl    info    to   791109  response    to   NRC    790927 
Itr  re   violations   noted    in    IE    Insp   fiopts   30-269/79-31, 
30-270/79-22    Si    50-287/79-34.  Data  i  Is    withheld 
(ref    10CFR2.790). 
PARKER.H.O.       Duke   Pouier   Co.       79/11/30.       lp. 

— 791221OH4B  desponds    to  NRC   790927    Itr  re  violations    noted    in    IE   Insp 
Rvpts    30-B69/79-JM. 30-270/79-22    fc    30-2B7/79-24.  Details 
withheld    (ref    10CFfi2, 790). 
PAHKER,M.O.       Duke   POUIBT  Co.       79/11/09.       lp. 

—7913210263  Forwards    IE    Insp    Repta    80-269/79-24.30-270/79-33  fc 
3Q-2B7/79-24    on    79OQ21-24    fc   O903-07. Notice    Df   violation 
withheld    (ref    10CFR2.  790).  •,„,„„,„•. 

KENMft.H.B,  Region  2.    Atlanta,    Safeguards   Branch.       79/09/27. 

Spp, 

— 791221Q2B3    IE    Imp    Repts    30-269/77-24.  BO-270/79-22   b    30-287/79-24   on 
790B21-24   k  O903-07.  Major    area*    inspncted:  sscurltu 
organisation    ti  physical    barriers.  Details   withheld 
Cref    10CFR2.  790).  .        „, 

MOORE,  D.  E.  .    JDHN.H.N.  Region    2,    Atlanta,    Office    of    the   Director. 

HOWELL.J.C.          NRC  Regional    Offices.       79/09/27.       lp. 

79122BQ377  Foruarns    IE   Info  Notice   79-31 j     "Use    of    Incorrect    Amplified 
Response  Spectra,  "   No  written  response   ren.uired. 
O'REILLY,  J.  P,  Region    2.    Atlanta.    Office   of    the  Director. 

79/12/13.       2pp. 

79122B0129  Forwards    IE  Circular  79-E3-     "Shock   Arrester   Strut   Assemblu 
Interference."    No   written  response  required. 
O'REILLV.  J.P,  Region    2.     Atlanta.    Office   of    the  Director. 

79/12/HO.       4pp. 

R.    Periodic   operating    reports    &   related    correspondence 

79121B0375  Forwards    monthly    operating    repts   for  Nov   1979. 
PARKER. M.O.       DuVe   Pouier   Co,       79/12/14.       lp. 

— 7912130394   Monthly    operating    repts    for   Nov    1979. 
REAVIB.J.A.       Duke   Pouior  Co.       79/12/14.       lipp. 


DOCKETED  ITEMS 


71 


S,    Reportable  occurrences,    LEKs  V  related   correspondence 

7912O6O9S3  PMO-II-77-O1A: on  791O25. imaediate   action   Itr   issued 
requiring    invBStigation   of  LPIB   inpairaent  fc  failure   of 
personnel    to  notice    incorrect  control   board    indications. 
Spatial   audit   to   be   conducted   by   utll. 
DYEH.J.  A.  Region  2-    Atlanta.    Office   at   th«   Director.      79/10/26. 

IP. 

7912040474  Responds  to  NHC  79O921  ttr  transacting  NRC  790&26  Itr  re 
Bultlpla  equipment  failures  &  surveillance  testing  errors. 
DiBculBBB  review  of  avert*  dascrlbed  in  NRC  790926  Itr. 
Existing  procedural  ti  policies  ad  dross  concerns. 
PARKER'  M.  D.   Dune  Power  Co.   79/I2/O4.   2pp. 

79J212O294  Notifies  of  failure  to  retain  instruction*  to  energlia  both 
•41&Q  valt  stand «  buses  u/Lee  coabustion  turbine  when  Unit  2 
i#as  In  tvc.  Caused  by  inadequate  revision  to  operating 
procedure  for  1OO  IV  pouer  supply  on  7V113O. 
PARKER.  M.  O.   Duke  Pouar  Co.   79/12/O3.   lp. 

7912K30411  RD:on  791126-30. only,  on*  standby  bus  had  been  anerglisd  by 
Loo  Station  ga«  turbine. although  Tech  Specs  require  both 
standbg  buses  be  enerjiiei  during  hydra  outage.  Caused  by 
Inadequately  revised  procedures. 
PAHKEH.H.  0.   Duke  Potter  Co.   79/12/10.   2pp. 


7912370303  Foruards  LEU  79-OO7/01T-0. 
PARKOt,U.O.   Duke  Power  Co.   79/12/31. 


3pp. 


— 7912270409  LER  79-Q09/O1T-O:  on  791309.  during   annual    Mint  of   engineered 
••f *guard   valvei. HP1    suction  valves   from  bora ted  water 
storage   tank  rendered    inoperable. Caused   by    inadvertent 
revival   &  cleaning   of    Unit   switch   assemblies. 
LEWIS, S,R.       Duke  Power  Co.      79/13/21.       lp. 

79122B0497  Advise*    that  HQ-27O/79-B  will    be   submitted    by   BOO 107. 
Investigation   of  accident    Involving   reactor   bldg    penetration 
IriDpBrabllity    le   underway. 
PARKED.  H.  D.      Duke  Power  Co.       79/12/21.       lp. 


DOCKET   90-271    VERMONT   YANKEE   NUCLEAR   POWER   STATION 

F.    Security*    nedlcali     emergency   fc  fire   protection  plan* 

7912200022  Discuisei  NHC  791109  meeting   re   eaergency    preparedness   tea* 
T*vi»a  objectives. Provides  guidance    for    improving    licensee 
•oMtrgency   preparedness  t  assuring   capability   of   affaite 
mgmclas  to  take  appropriate   aaargBncy   actions. 
OfUFEBjB.K.      Emergency   Preparedness   Tank  Farce.       79/1,1/23.       30pp. 

P.     Op/Bratine.   license   stage   document*   ti  correspondence 

79iaiOO413  Discusses  NRC   concern  re  containment  purging  *  venting 
during  normal   operation. Includes   licensee   override  of 
safety  actuation   Isolation   signals   to   containment   isolation 
valves  ft  valva  ability  to  shut  w/o  degrading  containment. 
SCHUEHCER.  A.  Operating   Reactor*  Branch    1.       79/1Q/09.       9pp. 

79iaO9OZ79  Forwards  Amend   99  to  License  DPR-28  safety    evaluation  li 
notice  of   issuance  &  availability. 
IPPOLITO.T.A.  Operating  Reactors  Branch   3.       79/10/23.      3pp. 

— 7919090292  Amend    93  to  License  DPR-2B, changing   Tech   Spues   to 
incorporate   Uniting   cundition*   fur  cycle  7  operation  fc 
•urve 11 lance  requirements   associated  w/control   rod   hydraulic 
rat urn  Una   isolation  valves. 
IPPOLITO.T.A-  Op  era  tint  Raactors  Branch  3.       79/1O/K&.      7pp. 


— 7913100330   Reg pond  a    to   NRC    791101    request    re   DflNL    cladding    swelling    & 
rupture    data. Review   of    analytical    models   b   beats     indttatt* 
compliance  U/10CFR50  App   K. All   GE  specs    for   calculated   peak 
cladding    temp   remain   unchanged. 
EUCHHDLZ.R.  H.       General    Electric    Co.        79/12/D7.        2pp. 

— 7912100407  Forwards  response   to  NRC  7911O1   request   re  rod    burst    test 
data.  Concludes   that   data   properly   represented   bij    fuel    models 
used    in  vendor   evaluation   models  Ic   that   analyses    danonitrate 
all    criteria    OF    10CFR30. 46   satisfied. 

OWBLEV.  8.  F.       Eiion  Nuclear  Co.,     Inc.     (subs,     of   Enon  Corp.). 
79/11/02.        Spp. 

— 7912100456  Forwards   add!    info  rt   evaluation   of    impact  of  NRC    proposed 
rupture/blockage  model    used    in  vendor   evaluation    model. 
No   adverse    impact   from  neu  rupture   burst   data   or    use  of  MHC 
rupture/blockage  model   on    licensing    calculation    result*. 
OH3LEV,  0,  F.       Enon  Nuclear  Co.,     Inc.     Isubi.     of  Euon  Corp.). 
79/11/04.      22pp. 

7912130018  Reports   faulty   overcurrent    trip   devices    in  Westinghouse 
DH   SO  circuit    breakers.  End   cap   replacement;  fc  calibr    schedule 
for  neit   outage   of   sufficient  duration. 
MOODY, D.  E.      Vermont  Yankee  Nuclear  Punier  Corp.      79/11/13.       lp. 

7912170123  Recommends  rejection   of   licensee   proposed    changes   to  Tech 
Specs   due   to    insufficient   data.  Licensee   failed    to    provide 
addl    Info  requested    bij  HRC. 
LAINAB.Q.  Plant  Bgatflos  Branch,       79/11/15.      2pp. 

791207OOS7  Notification   of  791211   meeting  u/util   I   8E   in  Dathasda, MD   to 
dlscuas    fuel    performance. 
ROONEV.  V.  L.  Operating   Reactors   Branch   3.      79/11/27.      7pp. 

791S1B023Q  Ack    receipt  of  NHC  79101A   llr  re   violation   of  Qeneral   I>«siun 
Criteria   17.  Proposed   alternative  second    level    of 
undervoltage    protection   based    on  detection. alarm   b   operator 
action. 
tWDDY,  D.  E.       Vermont  Yankee  Nuclear  Power  Corp.      79/12/Oi.      7pp. 

7912130933  Forward*   proprietary   slides    for  791211  meeting   u/NffC  re 
facility   Reload    3   fuel   It  water  rod   year.  Affidavit    For 
withholding    proprietary    Info   encl. Blldts   uithheld 
(ref    10CFR2. 790).  Cop«    end    for  Central   Files   onlu. 
CARNLEV,  J.  8.       General   Electric  Co.       79/13/11.       Off. 

791217O31O  Requests    that  791130   Itr   be   placed   on   docket  as  respons*   to 
NRC  791002  t>  30    !tr»   re  acceptance   criteria   for  Mark    I 
containment   program. 
8HITH.R.L.      Vermont  Y*nk»»  Nuclsar  Pouer  Corp.      79/1K/13.      2pp. 

7912310341   Advises    that  B00101   date    for   compliance    U/NUREO-Q97B  not 
feasible.  Equipment  delivery' design  reviaui  safety    evaluation 
tt  outage   schedule  uill' result    in  completion  during   u*   op 
B0021A. Schedule  fc   Itr  re  requetted    outage   sncl. 
HOODY,  D.  E.       Vermont  Yankee  Nuclear  Panier   Corp.      79/1S/M.      6pp. 

7912310921   Responds    to  NRC  791114   Itr   re  mod  fc  re submission   of    generic 
positions   on   TNI   Lassons  Learned   Ta«k   Force   Implementation. 
EHR   relief  b   safety   valves    eipected    to  experience    liquid   fc 
tuo-pnase   flow  under   high   (•   low  pressure   conditions. 
KEENAN,T.D.       Babcock  &  Hilco<   Operating  Plants  Ouners  Group. 
79/12/14.      Spp. 

0.     Inspection  reports,    IE  Bulletins  b  correipondenc* 

7912030080  Ack    receipt  of  791009   Itr    informing  NflC    of    ttips   token   to 
correct  violation  noted    in   1C   Insp   Rept   30-271/79-10. 
SMITH, O.H,  Region    1,    Philadelphia,    Fuel   Facility   h  Material* 

Safety   Branch.      79/10/24.       lp. 


— 7V1BO3O30O  Bafatg   evaluation  supporting   Amend   S3   to  License  DPR-2B. 
«      Office  of  Nuclear  Reactor  Regulation.       79/1Q/3/..      7pp. 

— 7ViaO9O3O7  Notice  of   Issuance  of  Amend    59  to  License  DPR-2B. 

IPPOLITD.T.'A.          Operating  Reactors  Branch  3.      79/1O/2&.      2pp. 

791310O1B9  DlvcuBBBi  NRC  79UO1   meeting   u/repr«ientativeB  of  NSSG 
vend ore  *  fuel   suppliers  re   di*cu»*lon   of -respective 
portions   of  ECCB  evaluation  models   dealing   w/fuel   cladding 
•wmlling  K  incidence  of  rupture.  Vendor  responsBS  encl. 
EIBENHuT.  D.  0.         Division   of  Operating   Reactors.       79/11/09.       69pp. 

— 7913100399  Responds   td  NRC  791 1O1  request  re  non compliance   of 
HeiBtlngbouBB  ECCB  evaluation  amde!   under  requirements 
mf   1QCFR9O  App  K,  Evaluation  of   three   fuel   rod   eiodnls 
indicate*  no  *«f«tg   problBas   far  Ueatlnghause  plants. 
AMDER9ON.  T.  M       UostlngBOUse  Electric   Corp.      79/1 1/O2.      4pp. 


--791S0300B6  Responds    to  NRC  790913   Itr   re   violation   noted    in    IE   Insp 
Rept  30-271/79-1O.  Corrective   actlon:stack    gas    sanplat  mill 
be   analyied   every   9a-h. 
rKXIDViD.  E.       Vermont  Yankee  Nuclear  Pousr  Corp.       79/10/09.       2pp. 

— 79120300B9  Forwards   IE  Insp  Rept  90-371/79-10  on   790710-13  fc   notice   of 
violation. 

SMITH, C.H,  Raglan  1.    Philadelphia,    Fuel  Facility  t  Materials 

Safety   Branch.      79/09/13.      Spp. 

—7912030092  Notice   of  violation   froe,  insp    on  790710-13. 

*          Region    1.    Philadelphia.    Office   of   the  Director.      79/09/11. 
lp. 

— 791203OO9A   IE   Insp  Rept  50-B71/79-10  on  790710-13.  NanconplUnca   noted: 
failure   to    sample   stack   gas   at  required    frequency. 
THONUfi.L,  H.  Region    1,    Philadelphia,    Office   of    the  Director. 

BTOHH.J.P.  Region   I.    Philadelphia.    Fuel   Facility  l>  Materials 

Safety   Branch.      79/09/11.      7pp. 
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7913170363    Responds    to     IE   Bulletin    7V-QS.  Havis  ion    I.Bupf.1    l.FacilitLj 
continues    program   on    anchor    bolt    replacement. 
HDQDV.D.E.        Vermont    Yankee    Nuclear   Pokier    Carp.        79/10/29.        3pp. 

79121403&Q  Responds    to    IE  Bulletin  77-24,     "Froien  Lines."   Adequate 
nn-asures    already    taken    to   assure    that    safety-related 
proc ass. Instrument    d    sampling    lines    do    not    freeze. 
MOODY,  D.e.        Vermont    Yankee   Nuclear    Posier    Corp.        79/10/30,        lp. 


ft.     Periodic1   operating   reports    &   rotated   correspondence 


7913190403   Forwards   monthly    operating    rep  t    for   Nav   1979. 

HODBV.D.E.       Varmont    Yankee    Nuclear    Pnuer    Corp.       79/12/12.        lp. 


— 7912180407  Monthly    operating    rept    For   Nov    1979. 

B JDGHCN,  Rv ri.       Vermont  Yankee   Nuclear   Power   Corp. 


79/12/12.       8pp. 


79131B0370   Forwards    IE    Insp   Hept    50-371/79-16   nn    79101i-19.Ho 
(none amp  1  lanes    noted. 

BRUNNER.E.J,  Region    1.     Philadelphia,     Reactor    Operations    Nuclear 

Support    Branch.       79/1O/31.       2pp. 

—7912120274    IE    Insp    Roj  t    50-271/79-16    on    79101i-17.No    nonconpl  ianci 
noted. Major  areas    inspected : survel 1 lanca   calibr   of    safety- 
Tflated    component a    t    enuijnent    required    by   Tech    Sjecs, 
ZIMMERMAN,  R,  P.  Region    1,    Philadelphia.    Office   of    the    Director. 

KISTEH.H.  B.  Region    1.    Philadelphia,     Reactor   Operations    Nuclear 

Support    Branch.        79/1Q/3O.        Bpp. 


S,     Reportable   occurrences.    LEHfi    &   related    correspondence 


7913110379   Forwards    LEH    79-029/03L-0. 

CDNHAY.H.F.        Vermont   Yankee    Nuclear   Power   Carp. 


79/19/04.        lp. 


— 7913110402  LEF1   79-OS9/Q3L-0;  on   791 1O4,  during   aiirvHi  llance    testing. 
nSIV-HO   B    t   B4   C    closed     in    S.  3-s.  Min    closure    time    is    3-s. 
Caused    by   operator   failure    to    recogniio   potentially    degraded 
condition   of    MS  I  Vs.  Retimed       ulthlti   3-    to   S-s. 
GQNWAY.H.F.       Vermont    Yankee   Nuclear  Power  Corp.      79/12/04.      3pp. 


7915130433  Responds   to    IE  Bulletin  79-11.     "Faulty    Overt irrren t    Trip 
Device    In   Circuit  Breakers   for  Engineered    Safety   Sys,  "   End 
cajis    not    changed   &  battery    tie   breakers  not   tested    or   calibr 
due    to   special    test   equipment    failura. 
MCODY.D.E.       Verm&nt  Yankee  Nuclear   Payer    Corp.       79/11/13.       lp. 

7912050065  Foruards    IE  Circular   79-32,     "Stroke  Times   fur   Pouer  Operated 
Relief    Valves."   Mn    response    requirdd. 

QRIEH.B.H.  Region    1,     Philadelphia.     Office    pf    the   Director. 

79/11/16.        lp. 

79IB050309   Forwards    IE    Info   Notice   79-27.     "Steam    Generator   Tube 
Ruptures   at    Tun  PUR  Plants."    Ho   response    required. 
QFUEHrD.H.  Region    I,     Philadelpliia.     Office    nf    the   Director. 

79/11/14.       lp. 

79121QUI3&  Foruar-Js    IE   Info  Hollce   79-2S,     "-Qvarloaillng    of  Structural 
Elements  Due   to  Pipe  Support  loads.  "    Ha  response    required. 
DRIER. B.H.  Region    1,     Philadelphia,     Office    of    the    Director. 

79/11/16.        lp 

7912110457  Foruards    IE   Info  Notice  79-29>     "Loss   of   NonsaFety-Related 
Reactor  Coolant  Bgi    Instrumentation    During   Operation."    Ho 
specific   action   or    response   required. 

GRIEJt,  B.  H.  Roglan    1.    Philadelphia.    Office   of    the   Director. 

79/11/19.        lp 

7912030339   Forward*    IE   Dulletin   79-26,     "Boron   Loss    From   BUR    Control 
Blade*."  Response   required. 

GHIER.B.H.  Region    1.    Philadelphia.    Office   of    the   Director. 

79/11/20,        lp. 

79E30AO599   Foryarils    IE   Circular   77-24,     "Proper    IHEtallatl  on    b   Calibr    of 
Care    Bpreij    Pipe   Break    D-o  tact  ion    Equlpnent    on   DHfts.  "   No 
response  required. 

GFIIER,  B.  H.  Region   1.    PMIattelphia,    Office    of    the  Director. 

79/11/26.        lp. 

7912110094   Foruai-ris    IE   Circular   79-23,     "llolor    Starters   &   Contactor* 
Failed    to  Operate.  "    No   response    required. 

GRIEK.B.H.  Region    1.     Philadelphia,     Office    of    the    Director. 

79/11/06.        lp. 

7912190095  Forwards  IE  Bulls-tin  79-27,  "Loss  of  Non-Class  IE 
Instrumantati  on  &  Control  Pauier  Sij*  Bus  During  Dperntion.  * 
Written  response  requtred. 

GniER.B.H.  Region    t,    Philadelphia,    Office    of    the   Director. 

79/11/30.        lp. 

7912310233  Forwards    IE   Info   Notice   79-3D.     "Reporting    nf  nefncts   It 
MoncDiipliantes,  IOCFR31.  "   No  action   required. 

CRIER. B.H.  Region    1,    Philadelphia.    Office    of   tha    Director. 

79/18/06.        4pp. 

7912190770  Forwards    IE   Bulletin  79-2Q.     "Possible    Malfunction    of  Namtn 
Haiti    EA1BO   Limit   Buitches    at   Elevated    Tcaspa.  •    Written 
response  required. 

GRIHR.D.H.  Region    1.    Philadelphia,    Office    of   the   Director. 

79/12/07.        Ip. 

7913290249   Forwards    IE    Info   Nnttce   79-31.     °Uae    of    Incorrect    AnpliFleil 
fteHprnise  Spectra.  "  No-  written  responaE  Ta^uirod. 
ftBieHift.H.  Region    1,    Philadelphia.    Office  of   the   Director. 

79/12/13.        In. 


7913110363   Fnriuarda    LEfl    79-033XO1P-0. 

CDNUAY.H,  F.       Vermont  Yankee   Nuclear   Pounr  Corp. 


79/12/04.        lp. 


—  79iail03B3  LER   79-033/01P-0:  on   7913O9.  seiamic   analusus   revoalad    that 
pipe   supports    In    five    sijs   may    be    inadequate   to   support 
seismic    load*.  Caused    by    incorrect   design   or  application   of 
pipe   supports.  App-ropriatc   mods    to    ays    mill   be  performed. 
caNHAY.U-F.       Vermont    Van  tee   Nuclear  Pouier  Corp.       79/13/06.      2pp. 

7913130379   Forwards   LER    79-O30/O3L-0, 

.  F.       Vermont  Yankee    Nuclear    power  Corp.      79/13/10.       tp. 


—  791213Q3H5   LER    79-O30/O3L-0:  on    791  1  10.  during    steady    state    operation, 

increasing    trend    in    torus    uiater    lave!    observed.  Caused    t>u 
leaking    bypaas    valve    For    torus    level    transmitter*.  Hater 
indication   restored    per   TircFt   Specs. 
CONWAY.W.F.       Vermont    Vaniee   Nuclear  Pnuier  Carp.      79/12/10.      3pp. 

7912ieOiai   Foruards  LEU  79-031XO1P-0. 

CONHAY.W.F.       Vermont  Yankee   Nuclear   Pouar  Corp.      79/13/12.       lp. 

—  79121B0489  LER   79-O34/O1P-0:  on   79121  1,  during    seismic   analysis   of 

seismic    Clasi    1    pipe    supports  ,  dl  acnverad   that   pipe   supports 

In    portion   of    tuo    sus   may    not    support    seismic    loads.  Caused 

by    incorrect    design    or   application   of    supports. 

CUNHAY.U.F.       Vermont   Yankee   Kucloar  Poiuer   Corp.       79/13/13.      Spp. 

791317O3S6    Foruards   LER   79-O31  X03L.-Q. 

CONtfAY.  M.  F.       Vermont  Yankee   Nuclear   Power  Corp.      79/12/14.       lp. 

—  7913:170329  LER  79-031/Q3L-O:  on   791  1  10,  during   refuel  ing/maint   outage, 

hangers    F1C1C-H-B2   ti   HPCI-HD-i,7n   removed    From   svc.  Removal 
unnoticed    during    rev  1  DIP.  Caused    hg    pareonnal    error.  Hangers 
returned    to   SVE. 
CuMUAY.  H.  F.       Vermont    Yankee   Nuclear  Pouter  Corp.      79/13/14.      2pp. 

7912370332  FDruard*  1-ERa    79-O33/01T-O  I.  79-034/01T-0. 

CONMAY.M,  F.        Vermont   Yankee    Nuclear    Power   Corp.       79/12/19.        lp. 

—  7912270330   LERa    79-O33/O1T-O   b   79-O34/O1T-0:  on   791205i  during    seismic 

analysis  require*    by    IE  Dulletin    79-14.  pipe  supports    in    flva 
sys  discovered!    to   hove   potential    stress   In  DBE.  Caused    by 
design    deviation.  Find    supports. 
COMWAY.M.F.       Verraont    Yankaa   Muclear  Pouier  Corp.      79/1H/19.      2pp. 


DOCKET    30-273   OALEM   NUCLEYiR   OENERATINS   STATION,     UNIT    1 
F-     Security,    medical,     emergency    fc    Fire'   protection  plans 

7913050487  Forwards    updated    emBrgencij    plan.  Submittal    1    In  response    to 
I1RC   791010    Itr. 

HBRIZII.F.P.        Public    Service    Electric    &    Oat   Co.     of   Neui   Jersey. 
79/11/W.       12pp. 

—  791305018B  Updated    emergency    plan,  Submittal    1. 

»      Public   Service   Electric    &   Gas    Co.     of  Nau  Jersey.       79/11/19. 


—  7913030491    "Energencii    Operatlona   Plan." 

*      Delaware.    Slata  of.       72/O1/31.       700pp. 

7913200023  Discusses    NRC    7911O7  menttng   re    emergency   preparedness    team 
review  ob  jectlves.  Provldc-s    guidancn    for    Improving    licensee 
emergency    preparedness    h  assuring    capability   of   offsit* 
agenciei    to    take    appropriate    entergoncij   actions. 
•ORIKEB.H.-K.       Emorflancy    Preparndnesa   Taa«    Force.      79/11/23.      30pp. 
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7912120SOB   Motif ication    of    79121O   meeting    ui/util     in    Hancock'! 
NJ    re    audit    impl amentat ion    of    guidelines    for    emergency 
operational    procedures    re    small    break    LOCA. 
BQSB.U.  Operating    Reactors    Branch     I          79/12/07.        2pp. 


Q,     Ad judicatory    correspondence 


Bridge, 


P.  Operating  license  stags 


iSpondE 


7911090240    "Summa 
Generators.  " 
EISENHUT-  D   G 
79/Q1/31.        B9pp 


•il    of    Operating    Experience   W/llecirculating    Ste-arr 
Division    of    Operating    Reactors         NUREO-O523 


7912030177   Supplemental    argument    on    banal*    of    intervenors   Coleman 
reopen  Coleman  Contention    13   re    raracking    of    spent    Fuel 
pool.  Actual    figures    of   radiation    eiposure    during    reracking 
of   Peach    Bottom   nuclear    station   never    received. 
VAN    NEBS,S,C.  r     ON8DORFF,  K.  A.        New    Jersey,     State    of.        79/1Q/3O. 


9pp. 


7912140030   Response    in    opposition    to    Public    Advocate    of    State    of   NJ 
791030   supplemental    argument    supporting    motion    for 
reconsideration    of  Colemans   Contention    13, Colemans    failed    to 
demonstrate   relevance    of    c laim.  Certi f 1 cate    of   Svc    end. 
UETTERHAHN,  M.  J.       Public    Service   Electric    t.   Oas   Co.     oF  New  Jersey. 
79/11/13.       7pp. 

79121900BS  Forwards   RP   Doug  la*    affidavit   re   relative    to«icitu    indei 
resulting    from  replacement   of    spent    fuel    pool    racks. 
Requests    to    Include    It   t.  NRC   791013  affidavit    in    record. 
WETTERHAHN,  M.  J.       Conner,    Moore   S.   Corber.       79/11/14.       2pp. 

— 7912190092  Affidavit    of   RP   Douglas    on    791102  re   relative    toxicity 
Index    resulting    from   replacement    of    present    spent    fuel    pool 
racks   w/proposod    racks. 

DOUQLAS,  R.  P.       Public    Service   Eloctric    &  Oas   Co.     of   Neui  Jersey. 
79/11/OE.       2pp. 

79-L213O106   Seeks    denial    of    intervenor    Coloman    supplemental    argument    in 
iupport    of   790BO2   request    for    reconsideration   of   ABLB  790430 
dlimissal    of    Contention    13.  Argument   re    transshipment    is 
irrelevant    to    expansion    of    spent    fuel    storage. 
SMITH.B.H.,    MOORE.J.E.       Hearing    Branch   2.       79/11/19.       16pp. 

791211O03B  Confirms   receipt    of    encl    790339   petition    to    suspend    OLs    for 
all    PHRs.  Forwards   Ffi   notice    indicating    that    petition  will    be 
treated    in   accordance   ui/lOCFRS.  S06, 
BErlTON.H,  R.       Office    of   Nuclear   Reactor  Regulation.       79/11/23.       Ip. 

— 791S110126  Notice   of   request    for    action    pursuant    to    10CFR3.  306  re 
Environ  Coalition   on   Nuclear   Pouiar    79O329   petition 
requesting    suspension    of   all    OLs    for   PWtts. 

MULLER.D.R.       Office    of    Nuclear   Reactor   Regulation.       79/11/23. 
3Bpp. 

791207O076  Response    to   Chr ista-Maria   t   JP   O'Neill    791130   contentions. 
Chri«t«-Maria   Contentions    1    Si  7-9    are    inadmissible   & 
Contentions   2-i  are    subj    to   791124   stipulation. JP   O'Neill 
Contentions    1.  B.  5,  a,  Bi  E.  E.  3j  2.  F  &    1   admissible. 
MOORE, J.E.       Hearing    Branch    2.       79/11/29.       3Hpp. 

— 7912070093  tlesponse    to   ABLB   Question    4.  TMI    occurrence  wan   Class   9 
accident. 
SMITH,  B.  H.        Hearing    Branch    2.        79/QB/24.        4pp. 

— 7912070102  Forwards   response    to   ABLB    question. TMI    occurence   wan 
Class   9  accident    from   possible    standpoint   rather    than 
actual. Two   Certificates    of   Svc    encl. 
MATTBONjR.  J.       TMI-2  Lessons   Learned    Task   Force.       79/08/16.       Bpp. 

7912100329  Notice    of   withdrawal    from   proceed  Ing. off ec tive   791130. 
Certificate    of  Svc    encl. 
SMITH.D.H.       Hearing    Branch    a.       79/11/29.       3pp. 

7912310133  Response    in    opposition    to    intervenors    Coleman   motion    for 
reconsideration    of  ASLB   790430   order    dismissing    Contention  9 
an    untimely.  Intervenors    failed    to    meet    ltd  a    for    granting 
motion   or    reopening    record.  W/Certif Uate    of    Bvc. 
MQQRE,U.  E.       Hearing    Branch    2.       79/12/21.       10pp. 


790B010339   Notifies    of    status    of    rept    on   reactor    cavity    annulus     seal 
Most    PUR    users    remove    ring    during    normal    operation. Others 
store    seal    ring    In   raised    position   during   normal    operation. 
LAINAS,  Q.  Plant    Systems    Branch    tPre   791O30)          77/07/03.        7pp 

7912O501B6   Discusses   NHC    review   of    LERs    (c   Tech    Spec    requirements    re 
control    RPI    sys    at   Westlnghouso   PURs.  Requests    Tech    Spwts 
review    to    ensure   requirement    For   rod   maint    to  within   +/—    12 
steps    indicated    d   RPI    sys    verified    accurate    within    12    steps. 
BCHWENCER.A.  Operating    Reactors    Branch    I.        79/10/29.        7pp. 

7912100410   Discusses    NBC    concern    re    containment    purging    d    venting 
during    normal    operation.  Inc ludes    licensee   override   of 
safety    actuation    Isolation    signals    to   containment    isolation 
valves    d   valve    ability    to    shut    ui/o    degrading    containmont. 
SCHUENCER.A.  Operating    Reactors   Branch    I.       79/10/30.       9pp. 

79121001B9  Discusses   NRC   791101    meeting   w/representatives    of   NSSB 
vendors   &   fuel    suppliers    re    discussion   of   respective 
portions   of  ECCB   evaluation  models   dealing   ui/fucl    cladding 
swelling    k    incidence    of   rupture.  Vendor   responses    encl. 
E1SENHUT.  D.  0.  Division    of    Operating    Reactors.        79/11/O9.        (bSpp. 

— 791E10O255  Responds    to  MRC   791101    request   re    noncomp 1 iance   of 
Westlnghouse   ECCS  evaluation  model    under   requirements 
of    1OCFR50    App    K. Evaluation    of    three    fuel     rod    models 
indicates   no    safety    problems    for   Westlngfiouao    plants, 
ANDERSON, T.  M.       Westlnghouse    Electric    Corp.        79/11/02.        flpp. 

— 7912100330   Responds    to    NRC   791101    request    re    ORNL    cladding    swelling    fc 
rupture    data.  Review  of   analytical    models    tt    tests    indicates 
compliance    ui/lOCFRjO  App    K.  Al  1    QE   specs    for   calculated    peak 
cladding    temp   remain   unchanged. 
DUCHHOLZ.R.  H.       General    Electric    Co.        79/12V07.        Bpp. 

— 7912100407  Forwards  response    to   NRC   791101    request  re  rod    burst    test 
data. Concludes    that   data   properly    represented    by    fuel    models 
used    in  vendor    evaluation  models   &    that   analyses   demonstrate 
all    criteria    of    1QCFR30.  46   satisfied. 

OHSLEY,  O.  F.        Ei  I  on   Nuclear    Co.  ,     Inc.      (aufcs,     QfEnonCorp.   ]. 
79/11/03,        3pp. 

— 791210O4S6  Forwards   addl    info   re   evaluation    of    Impact   of   NHC    proposed 
rupture/blockage  model    used    in   vendor    evaluation  model. 
No   adverse    impact    from   new  rupturi    burst    data    or   use   of   NRC 
rupture/blockage  model    on    licensing   calculation  results. 
OWSLEV.O,  F.       Emon  Nuclear   Co.  ,     Inc.     (subs,     o  r1    Enon  Corp.  ) . 
79/11/0-1.        22pp. 

7912100179  Forwards    TMI    Lessons   Learned    Task    Force1    items   for   which 
further   clarification    Is    necessary    for    compliance 
u/requlrements. 
BCHWENCER.A.  Operating   Reactors   Branch    1.       7'?/ll/13.       Spp, 

7912060013  Notification   of   791116  meeting    m/util    in  Hethesda,  Ml)  re 
de&lgn    of    containment   sump    pump    effective    operation    in 
fiost-LDCA   recirculation   mode. 
ROBB,  W.  J.  Operating   Reactors    Branch    1.       79/11/15.       Hjp, 

7912190046  Foruards    addl    info   required    for   completion   of    electrical 
override/bypass  aspects    of   containment    purge   matter 
LArNAB.G.  Plant  Systems   Branch.       79/11/19.       !2p|i, 

7912Q4010B  Forwards   Amend    25   to  License   DPR-7O, safety    evaluation  ft 
notice   of    issuance  tt  availability. 
BCHWENCER.A,  Operating   Reactors   Branch    1.       79/ll/HO,       3pp. 


H.     Osnirel    correspondence 

791B190S69  Responds    to  NRC    791O05    1 tr   re   acceptance    of  Oak    Ridge 
Associated    Univ*   radiation    safety    braining    of  NRC    personal, 
NRC   personnel    mill    need    to    take    brief   radiation    safatu    quit 
I>   attend    plant    specific    indoctrination. 

LIBR1ZZI.F.P.       Public    Service  Electric    &  Oas   Co.     of   Neiu  Jersey. 
79/1B/10.       Ip. 


-7912010124  Amend    S3    to   License   DPfi-70   lifting    restriction   on.   auilllary 
Feeduater    level    rise   rate  uihen    secondary    water    level    in 
steam  generator    is    belay   level    of    feoduiater    sparger. 
BCHWENCER.  A.  Operating   Reactors   Branch    1.       79/11/20,       2pp. 

-791204012B  Safety    evaluation   supporting    Amend   S2   to  License    DPR-70. 
w      Office   of  Nuclear   Reactor  Regulation.       79/11/20.       5pp, 


J.      Insurance   li    Indemnity    information 


7912040374   Forwards   Amend    7   to    Indemnity   Aoreement    H-74  modifying, 
prefatory    language   re    course    of    transportation. 
OJUFFlTHSiR.       Public    Service   Electric    d  Oas   Co.     of   Neu  Jersey. 
79/11/27.       2pp. 


— 7912040137  Notice   of    issuance  &  aval  lab  i  I  it-y   of   Amend   22   to   License 
DPR-70. 
BCHWENCEIl.A.  Operating   Reactors   Branch    1.       79/11/aO.       Hpp, 
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enm   position    For    containment 
solution    al    isolation 


79I204O41O  Foriuardi  info  to  Item  2 
purge  &  vent  valve  apers.tiuii  pent 
valve  nperabi  li  tij. 

LIBRIZZI.F.P         Public    Service    Eli 
79/11/21.        33pp. 


7912060318   Forwards    request    for    amand     to   License    l>Pfl-7O.  Request 
consists    of    proposed    change    to    safety    Tech    Specs    to 
incorporate    requirement's     for    radiolog-icsl     el  fluents.  Fee 
Sr   Offslte    Dose   Calculation   Manual    end. 

tIBHIZZI.F.  P.        Public    Service   Electric    f,   Gas   Co      of   Ksu   Jerseii 
79YU/26         2pp. 


— 7912030064    IE    Insp    Rents    50-273/79-25   5.    50-311/79-13    on    790BQ3-O909.  No 
noncompliance    noted.  Major    areas    inspcc ted: p lant    layout,  logs 
fc  records    t,  fnllauup    on    IE   bulletins   6   on   previously 
inspected    items. 

NORRHOLM,  L.  J,  Reg  inn    I,     Philadelphia,     Office    of    the    Director. 

KEIMIG.R.R.  Region    1.     Philadelphia,     Reactor    Operations    Nuclear 

Support    Branch.        79/09/36.         14pp. 

79'1306006B   Forwards    IE    Insp    Repts     30-272/79-25   t.    50-311/79-13   on 
790H05-OV09.  Nn    noncomp 1  lance    noted. 

HRUMNER.E.J.  Region    1,    Philadelphia,    Reactor   Operations   Nuclear 

Support    Branch.        77/09/27.       3pp. 


— 7913060339    ftpplication    for    amend    of    License    OPH-7Q.  Request    consists    of 
proposed    change     to    safety    Teth    Specs    to    incorporate 
requirements    for    radin.lag,ical    effluents. 

SCHNEIDER,  F.  H         Public    Servile    Electric    J,   Uas    Co.     of   Meio   .Jersey 
79/11/26.        6pp. 


— 7912060335  Proposed 
Specs  re  radioing] 
«  Public  Service 
67pp. 


igcE     to    Paijes    l-l    through    1H-3   of    draft   Tech 
:lric    6   Gas.   Co.     of   Meui   Jersey.        79/11/26. 


—791206033')    Offsitp   Dose    Calculations!    Manual. 

»      Puolic    Service    Electric    fc   Gas    Co.     of   Neui    Jersey.        79/12/31 
42pp. 

7912O10504   Advises    that    procedures    for    interim    solution    to    potential 
dropped    rod    accidents   uere    implemented    -on    791 1 12.  Confirms 
791103    telton    notification    to    E    Reeves. 

LIBRIZZI.  F.  P.        Public    Berviie    Electric   (,   (!as   Co.     of   Mew   Jersey 
79/11/37.         Ip. 

7712200607   Forwards    request     for    adJl    info    in    order    to    complete   review 
of    containment    vent    b   purge    isolation    EU-S. 
SCHWENCEIi,  A.  EJpei-atins    Reactors    Brand.    1.        79/12/05,        3pp. 

7912I4O3Q*    Forwards    re-pi.     "Installation    Procedure  (Underwater }    for 
Increased    Capacity    Spent    Fuel    Storage    (tacts    - 

LIHRIZ2I.F.  P.        Public    Service    Electric    I,    Gas   Co      oF   Itcio  Jerseu 
77/12/iO.        If.  V' 


— 7913060076    IE    Insp    Repts    50-272/79-23   !.    50-311/79-13    on    79OB05-O909.  No 
noncompliancu    noted. Major    areas     i nspoc tad :  f ac i  1  i ty    tour,  log 
t   record   reviews,  1  i censee   event    revieu, IE    Bulletin    follouup. 
fire   protection   (,    QA. 

NORRKQLM,L.  J.  Region    1,     Philadelphia,     Office    of    the    Director. 

KEIMIG.fl.R.  Region    1,    Philadelphia,    Reactor  Operations   Nuclear 

Support   Branch.        79/09/26.         11pp. 

7912030236  Ack    receipt   of   790921    Itr    informing    of   steps    taken    to 
correct    violations    rioted    in    IE    InEp    Hept    50-372/79-13 
CRIER.  D.  H.  Region    1,    Philadelphia,    Office    of    the   Director 

79/10/1S.       Ip. 

—7912030239   desponds    to   NRC    790029    Itr    re    violations    noted     in    IE    Insp 
Rept    30-272/79-13.  Corrective    actions:  i dentifiod    Pirn    haae 
stations    inspected   b   stressed     Impart,™ ca    nf   submitting 
intident    repts    on    time. 

SCHNEIDER,  F.  LJ.        Public    Servicn    ElectPie    fr    Gas    Co       of    Neui   Jerseu 
79/09/21.        4pp. 

—7912030341   Foruards    IE    Insp    Rcpt    50-272/79-15   on   790422-0536  t,  noticH 
of    violation. 

nnUMNER.E.  J.  Region    1,     Philadelphia,     Reactor    Operations    Nuclear 

Support    Branch.        79/08/29.        3pp. 

7913030242  Notice    of   violation    From    insp    on   790423-0526  Portions 
uithheld    Iref    10CFR2,  79O). 

»          Region    1,    Philadelphia.    Office   of    the   Director.       79/OB/ai 
3pp. 


— 791314031H    "Installation    Procedure    (Underwater!     for    Increased   Canscitu 
Spent    Fuel    Storage    Racfcs.  " 

*      Public    Servict   Electric    &   flas    Co.     a?   Ncui   Jersey         79/12/10 
Stpp. 

7912IB0525    Notifies    that    Con   Ed    IB.  1 1     administer    hot    license 
certification    elimination    to   Public    Svt    Electric    i   Oas    Co 
personnel     iti    Jan    1980,  fnl  lowing    completion    of    certification 
program.  Results    mil]    he    forwarded    by    end    of   Fob    I9BO. 
CURRY.  J.  J         Consolidated    Edison    Co.     of    Nou    Vork.        79/13/11.        lp. 

77I2I904SS   Notifies    at    BQ01O7   meeting    nf   Salem   Technical    Advisory    Group 
to    introduce    individuals,   unfamiliar   ui/f,ic  il  icy    to  monitoring 
programs    ?.    to   update   members    ui/moEt    roreiil    info    S,   repts 
ALLEN,H.L.        Environmental    Protection   Agency.        /9/12/13.        lp. 

7712190577   Responds    to   NHC    791S1O   request    for    aildl     info    rs   auxiliary 
Feedwater    sys    at    Unit    1       "Controls    1   electrical    Drawings    for 
Safety-Related    Equipment."    SCIt    tt   FEAR    should    be    consulted 
Testing    procedure    revisions    Forthcoming 

LIBRIZII,  F.  Fl.        Publit    Service   Electric    &   C.is   Co.     of    Neu   Jersi-u 
79/13/14         2pp  y" 

7912200537   Notifio,    NflC    thai    uttl    will     .mplement    all    Lessons    Learned 
Task    ForLt     itnms    by    UOOIOI .  Honiiulfli  t  ie-d    valvo    position 
indicatorR   uill    Le    installed    btj    Jan    1730.  Ant  icipatea 
delivery    of    qualified    indicators    tiu   Apr    1980 

LIDRIZZt.F.P         Public.    Service-   Electric!   f,   tias    Co.      of    New    .Jar sen 
79/13/11.        2pp.  '  .(erseij. 

7>7123a0533   Submits    follauup    tu    79O931    comnitment    tn    meet    auxiliary 
feeduater    pump    test    requirement    by    HQ010I.  Coromitraent 
revised, due    to    Extended    plant    outage. Hill    perform    test    as 
soon   as    poscibls    aftor    return    to    pouer. 


7?12iat»472  Responds    to    IE  Bulletin   79-23,     "Potential    Failure    of 
Emergency    Diesel    Generator  Field    Exciter    Transformer.  " 
Diesel    generators   tasted    in   accordance  u/IE   Bulletin   79-23. 
No  alarms    or   abnormal    conditions    recorded 

SCHNEIDER,  F.  W.        Public    Service    Electric    S,   Oas    Co.     of    Hem   Jerseu 
79/10/23.        2pp, 

7912170190   Forwards    response    to    IE    Bulletin   79'-14,Buppl    2,     "Seismic 
Analysis    for  As-Built   Safety-Related    Piping    Sys.  "   As-built 
piping   sga   conform  to    stress    isometrics   used    for    performing 
seismic   analyses. 

SCHNEIDER,  F.  W.       Public    Service   Electric    t,  Oas   Co.     of   Neu   Jersey 
7-9/10/30,        4pp. 

7-713200043   Forwards     IE    Insp    Hopes    &0-273/7°?-27    t<    50-311/79-34    on   79091- 
1O06.  No   noncompliance    noted 

BHUNNER.E,  J.  Region    1,    Philadelphia,     Reactor   Operations    Nuclear 

Support   Uranch.        79/11/01.        2pp. 

—7912200046    IE    Insp    Repts    50-272/79-27   !.    50-311/79-31    on    790910-1004.  No 
nnncompliance   noted.  Major   aroas    inspected :  log   &  records 
review  &  review   of    licensee    events 

NunFiHOLM,  L.  J.  Region    1.    Philadelphia,    Office   of    the    Director. 

KEIMIO.H.R.  Region    1,    Philadelphia.     Reactor  Operations   Nuclear 

Support    Branch.       7C?/10/31,       15pp. 

77131001BO  Forwards    request    for   addl  info   re    inservico    testing    program 

Notifies    of  791B05-06   site  meeting  to   discuss    inservice 
testing    program. 

SCHUENCEH,  A,  Operating    Reactors  Branch     1.        79/11/13.        9pp. 

7913360032  Responds    to   Revision   2    of    IE  Bulletin  79-13  re    cracks    in 
feedwater    sys    piping.  Insps   at   Unit    1    exceeded    requirements. 
After   piping    support    inap   at   Unit    2,util    will    be    in    full 
compliance    ill/Revision  2. 

SCHNEIDER. F.  U.        Public    Service    Electric    (,   Oaa    Co.     of   New   Jeruau 
7W11/15.        2pp.  * 


.    »•«*«   Deration,   Nuc.ear 


7912050053  Foruards    IE  Circular   79-32,     "Stroke    Times    for   Pouiar   Operated 
ReliBf   Valves."   No   response   required. 

GRIEK.  D.  H.  Region    1.    Philadelphia.    Office    of    the   Director 

79/11/16.       lp. 

7912OS0297   Forwarda    IE    Info    Notice    79-27,     "Steam   Oenerator    Tube 
Ruptures  at   Tuio  PWH   Plants.  "   No    response   required. 
GRIER.B.H.  Region    1,    Philadelphia,     Office    of    the   Diroctor 

79/11/16,        lp. 
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791S1OOI4B   Forwards    IE  Info    Notice    79-2B.     "Overloading    of    Structural 

Elements    Due    to    Pipe  Support    Loads.  "    No    response    required. 

ORIEItiB.H,  Region  1.     Philadelphia.     Office    af    the    Director. 

79/11/16.        lp. 

791E11044B   Foruiards    IE  Info    Notice    79-29,     "Loss    of    Nonsaf ety-Related 
Reactor  Coolant  Sya    Instrumental Inn   During    Operation."   No 
specific   action   or    response   required. 

OR1EH.B.H.  Ho  g  ion  1.     Phi  ladslph  la-     Office    of    the    Director. 

79/11/19.        lp. 

7912050291   Forwards    IE  Bulletin  79-2i,     "Boron  Loss   From  BWR  Control 

Blades.  "   No   response  required. 

QHIER,B.H.  Region  1,    Philadelphia.    Office   oF    the    Director. 

79/11/20.        lp. 


79121BO379  Forwards  monthly  operating  rept  for  Nov 
HIDURA.  I).  J.  Public  Service  Electric  &  Gas  Co.  o 
79/12/1O.  tp. 


— 7912IB03H3   Montfily    operating    rept    for   Nnv    1979. 

MILLER. L.K.        Public    Service   Electric    t   Gas    Co.     of    Neu    Jersey. 
79/12/10.        16pp. 

S.     Reportable    occurrences.     LERs    It   related    correspondence 

791220O493   PNS- 1-79-003:  on   7I71QlO,bomb    threat   received.  No    boobs    found 
or    exploded    in  either   unit. 

JDWGS.L.M.,     MARTIN,  W.  G.  ,     ALLAN.  J.       Office    of    Inspection    fc 
Enforcement,     Office    of    the    Director.        79/10/10.        lp. 


791H06O3SB  Forwards    IE  Circular  79-24.     "Proper    Installation  !<   Gal  ibr   of 
Core   Sprag   Pipe   Break    Detection  Equipment   on   BWRs. "    No 
response  required. 

QFUEH.B.H.  Region    1,     Philadelphia,     Office    of    the    Director-. 

79/11/26.       lp. 


7912170421  PNO-I-79-009:  on  791O17,  1 iquid  waste  holdup  tank  It 
collapsed. Caused  by  vent  waive  left  closed  during  pump-down 
process.  No  liquid  released  from  tanl. 

BORES.  R.  J.  ,     STDHR.J.P.        Office   of    Inspection   &   Enf  oi-ceaent,     Office    of 
the   Director.       79/10/17.       lp 


791H07Q423  Responds    to    IE  Bulletin  79-17, Revision    1.     "Pipe  Cracks    in 
Stagnant  Berated   Mater   Boa   at   PUR  Plants.  "   Review  utilizing 
definition    from  bulletin    in   progress.  Results   b    schedule    of 
Insp    plans   mill    be   submitted    by    B00101. 

SCHNEIDER,  F.  H.       Public   Service   Electric   t.  Gas  Co.     of   Heio  Jersey 
79/11/26.       lp. 


791226Q013  PNO-1-79-010:  on  791019, anti   nuclear   group    filed    unJor 
Endangered   Species  Act    uf    1973  action    to   suspend    or  revoke 
util     license    on    bases    that    tuo    endangered    Fish   were    killed 
after    being   caught   on   util    traveling    screens, 
SKANBAKY.M..     BORES,  R.  J.  ,     SMITH,  0-       Office    of    Inspection    fr 
Enforcement,     Office   of    the  Director.      79/10/19        lp. 


7913110079  Forwards    IE   Circular   79-23,     "Motor   Starters   &  Contactors 
Fail  ad    to  Operate."   No   response   required. 

GRIER.B.H.  Region    1,    Philadelphia,    Office   of    the   Director. 

79/11/26.       lp. 

791231QOO7  Ack   receipt    of   79101O   Itr    informing   NHC   of    steps    taken    to 
correct  violations   noted    in    IE    Insp    Rept    30-272/79-15. 
Util    response    to   be  withheld    (ref    1OCFR2.  790). 

gRIER.B.H.  Region    1,     Philadelphia,     Office    of    the    Director. 

79/11/27.       2pp. 


79122/.O01O   PNO-I-79-011:on    791023,  sin   workers    overtone    by    carbon 
dfoiide    in    diesel    generator    room   when    Fire    suppression    sijs 
actuated.  Cauced    by    operator    placing    switch    in    automatic. 
Investigation   continuing. 

KE1HIG,  R.  R.  .     BDUNNER,  E.  J.        CIFFice    of    Inspection   &    Enforcement,     Office 
of    the    Director.        79/10/23.        lp. 


791203O19O   Forwards    updated    LER    79-041/01X-1 

LIimiZZI.F.  F*.        Public    Snrvice   Electric    lc   Gas   Co. 
79/11/1O.        3pp. 


f   Neu    Jersey. 


791219007B  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Clasu  IE 
Instrumentation  li  Control  Power  9gs  Due  During  Operation.  " 
Written  response  required. 

GRIER.B.H.  Region    1,    Philadelphia,    Office    of    the   Director. 

79/11/30.        lp. 

7912310246  Forwards    IE   Info  Notice   79-30,     "Reporting    of   Defects   b 
Noncompliances.  1OCFR21.  "   No  action   required. 

DRIER, B.H.  Region    1,    Philadelphia.    Office    of    the   Director. 

79/12/06.        4pp. 


— 7912030195   Updated    LEfl    79-041/01X-1 :  on   790425,  dor  iny:    refilling    outage, 
eddij    current    testing    of    stean  generator    tubes    12  U    14 
performed.  After    testing,  one    template    plug    lost    in    primary 
coolant    sys.  Caused   by   personnel    error. 

KAPPLE.  A.  H.        Public    Service   Electric    I   Oas   Co.     >of   Una   Jersey. 
79/11/10.        lp. 

7912040311    Foruarda    updated    LER    79-O5i/OlX-l. 

LIDRTZZI.F.P.       Public   Service   Electric   h  Gas  Co      of  Nei*  Jersoij 
79/11/1O.       3pp. 


791217O7&4  Foruards    IE  Bulletin   79-2B,     "Possible   Malfunction   of  Mamco 
'Model   EA1QO  Limit   Buitches   at   Elevated    Temps."   Written 
raaponsa  required. 

ORIER.fl.H.  Region    1,    Philadelphia.    Office    of    the   Director. 

79/1 2/O7.        lp. 

79132BO234   Foruiards    IE    Info   Notice    79-31.     "UGH    of    Incorrect   Amplified 
Heaponae  Spectra.  "   Mo  uiritton   response   raquired. 
ORIER.B.H.  Region    1,    Philadelphia.    Office    of    the    Director. 

7*/12/13.        lp. 


—7912040317   Updated   LER    79-03I./OIX-1;  on    790831,  tests    pcrForneif    in 
response   to   NFIC   query   re   plant   RHR   punp   HP  SI  I  during    post 
LDCA  operations    indicated   pump    Flout  cicecded   design   runout 
Fl din.  Caused    by    lou    sys    resistance.  Flow    instrument;,    retalibr 
KAPPLE. A.M.       Public    Service   Electric    fc   Gas   Co.     af   NEW   Jersey. 
79/11/10.        lp. 


79120403'JH  Forwards   updated   LER  79-050/01X-1. 
LIBRIZZI.F.P.       Public    Service   Electric    6  (las  Co 
79/11/1O.       5pp. 


Jersey. 


R.     Pariodic    operating  reports   ii   related    correspondence 

7919040511    Industrial  uaste    treatment    operating    rept    for  Oct    1979. 

HIDURA.H.J.       Public  Service   Electric    t  Gas   Co.     of  Neui  Jersey. 
79/11/OB.       2pp. 


— 7912040343   Updated   LER    79-05Q/01X-1:  on   79O71O.  Hestinolioinse   notified 
Util    that    heat up    of   8/0    level    measurement   ruf    legs    presents 
potential   safety   problem  during    accident  conditions.  Caused 
by     design      deficiency.  Changed    Inu-loui   aotpoint. 
KAPPLE. A.M.      Public   Service  Electric   h  Gas  Co.     of  New  Jersey 
79/11/10.       lp- 


— 7912040S1S    Industrial    waste    treatment    operating    rept    for  Oct    1979. 

«      Public   Service   Electric    &  Oas    Co.     of   Neu  Juraey,       79/1O/31.       lp. 

79tZOflO32i   Foruiards    uiasteiiiater    treatment   rept    for   Oct    1979. 
M1DURA.H.J.       Public    Service  Electric   &  Gas  Co.     of  New  Jersey. 
79/11/13.        lp. 

— 79L2040524  Wasteuater    treatment    rept    for  Oct    1979. 

»      Public   Service   Electric   S.  Oas   Co.     of  Neui  Jersey.       79/11/13.       lp. 


7912040359   Forwards   LER    79-O55/O1X-1. 
LIBRIZZI.F.P-        Public    Service   Electric 
79/11/10.       3pp. 


&   Oas   Co.     nf   Hfnt    Jers 


—  7912O403AO   LEU   79-05S/01X-1  :  on   790030.  in    response     to   NHC    query,    re 
torque  valves    required    for   closing    containment   ventilation 
isolation  valves   under    incident   conditions,  actuator   torque 
valves   determined    insuffic  icnt.  Caused   by   calculation   error. 
KAFPLE.A.  H.       Public   Service  Electric   &  Gas  Co.     of  »e«  Jersey. 
79/11/10.        lp. 


7912040493  Forwarda    "Discharge  Mnnitoring    Rept   for  Oct    1979." 
HIDURA.H.J.       Public    Service   Electric   Ct  Qas   Co.     of  Neu  Jersey. 
79/11/26.        lp. 


79120403B6   Forwards    updated    LER    79-O54/OIX-1. 

LIBRIZZI.F.P.       Public   Service  Electric  t  Gas  Co.     of   Neu  Jersey. 
79/11/10.      3pp. 


-7912040493    "Discharge   Monitoring   Rept    for  Oct    1979." 

SCHWEIDER.F.  W,       Public    Service   Electric   fc  Oas   Co.     of  Neui  Jersey. 
79/11/20.       IHpp. 


— 7912040395   Updated   LER   79-054/O1X-I :  on   79O824,  three    snubbers    or.   main 
feeduater    14   during   refueling   outage  per   fallouup    to  NRC 
Insp   Kept    50-31 i/79-19.  Caused  by   extreme   shock    load,  Unubbers 
replaced. 

KAPPLE,  A.M.      Public   Service  Electric  d  Oas  Co.     of    Neu  Jersey 
79/11/1O.        lp. 
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79I20'JQ'1Q2  Forwards  LER  79-04'5/Ql  X- 1 
LIDRIZI1.F.P  Public  Service  Elect 
79/11/10.  3pp. 


DOCKET    50-371   U.  5.     GEOLOGICAL    8UHVEY   RESEARCH   REACTOR 
F.     Security,    medical,     emergency    &    fire    protection   plans 


~7912040'10<?    LER    7T-O4S/Q1JC-]:  on    790601 ,  imp  erf  et  t  i  uns    found    In     impeller 
of    component    cooling     pump     13.  Caused    btj    mfg    technique    prior 
to    flSME    code    ^lamination    requirements.  Dr  1  9  ilia  1     impellers 
replaced 

KftPPLE.A.W.        Public     Service    Electric    t.   Oas    Co.     a?    Neu    Jersey. 
79/11/1O         Ip. 


7912120306  Foruiards    draft  Reg    Guide    S.  XX,     "Std   Format    I.  Content    for 
Li  cans  no  Physical    Security    Plan    for   Protection   of   SNM   of 
Moderate  or  Uoiu  Etrateaic    Significance.  "    U/o   end. 

REID.R.U.  Operating    Reactors    Dranch    4     <Pre    771030).        79/OB/22. 

2pp. 


79120*0414   Forwards    updated    LER    79-Q4&/01X-1 . 

LIBRIZZI.  F.  P.        Public    Service    Electric    t   Gaa    CD.      of   Nou   Jersey. 
79/11/10.        3pp. 


DOCKET    30-275   DIABLO   CANVTJN   NUCLEAR    POWER    PLANT,     UNIT    1 

A.     Application/construction    stage   documents   ti  correspondence 


— 79)3040416    Updated    LER    79-046/01 X- 1 : on    7106  I  4,  1 lnear    indications    in 
uelrf    areas    on    stoan    generations    11,12,13    Jc    11    fl  1  scovered. 
Caused    by    corrosion   Corrective   action    explained    In  response 
to     IE   Bulletin    79-13. 

MPPLE.  ft.  W.        Public    Service    Electric    E.    Gas    CQ.      of    New   Jersey. 
79/11/10.        Lp. 

7912050422   Forwards    LER    79-07L/03L-0. 

LIBR1ZII.F.P.        Public    Service    Electric    f.    Gas    Co.     of    New   Jersey, 
79/11/30.        3pp. 


7912110011    Forwards    NHC    position    on    status    fc   applicability    to    pending 
OL    applications   of   results    of    TMI    follouiup    actions.  Outl  ines 
aridl    short-term  actions    to    be    taken. 
VABBALLO.D.  B.         Division   of   Project   Management.       79/09/37.       41pp. 

7912110364  Discusses  NF1C    plans    to   USB    generic    analyses    to    develop    early 
verification  program   to    rusolvo   ATW9    issue    for  PWRs   &  BWRs. 
Success   of   program  dap-ends    on    industry   response.  Supports 
formation   of   (miners    groups    to    provide   necessary    info. 
DENTDN.H.ft.      Office    of    Nuclear   Reactor  Regulation.       79/10/17.       3pp. 


—7912050427   LER    79-071  /03L-D:  on    791O31,  three    emergency    diesels    became 
inoperable    b  ij    tagging    out    diesel    lockout    s-wi  tches.  Caused   by 
operator   misunderstanding    instructions   t.   requirements. 
Reinstruc  ted    operator     In    dept    ririjui  remsnts. 

KAPPLE.A.W.        Public    Service    Electric    li   Gas    Co.     of    Mem   Jersey. 
79/11/30.         ID 

79121IQ29&   Forwards    LER    79-073/O3L-O. 

LIBfilZZl.F.  P.       Public    Service   Electric    It  Gas   Cu.     nf   New  Jersey. 
79/13/03.        3pp. 

—  7912I1029B   LEfi    79-O72/O3L-0:  on    791  1O5,  during    cold    shutdown    operation. 
meteorological     instruments    mere    out    of    svc.  Caused    by    power 
supply    inverter    failure   due    to   tan  Hug    fan   motor   being 
bound  i  overload  i  ng    t    damaging     inverter.  Norma  1    pouier    restored. 
KAPPLE,  A.  H.       Public    Service  Electric   !,   Oas   Co.     at   Neiu  Jersey, 
79/12/C-3.         Ip 

79J22703S1!    Forwards    LER    79-075/O3L-0. 

LIBSIZZIjF.  P.        Public    Service    Electric    !.    Gas    Co.     of   Neu   Jerseu. 
79/12/20.        3pp. 

—7913370290   LEfi    79-O75/Q3L-0:  on    791  133,  overa  1  1    air    lock     lea*    rate    uae 
found    to    be     in    eicest    of    a  1  1  ouat)  1  e     1  iml  1  1.  Caused    bu     100 
elevation    inner    door    5-eal    t,    130   elevation    outer   door    seal 
flopping    out   of    seating    channel  .  Gea  I  s  yere    reseated. 
KftPPLE.A.W.        Publti    Service    Electric    t,   Qas    Co.     of    New   Jerseu. 
79/12/20          Ip. 

79132709B1  Forwards   LER   79-069/03L-O. 

LIBRIZZ1.F.  P.       Public    Service    Electric    t.  Oai   Co.     of  Neu   Jersey. 
79/12/20.        3pp. 

—  7912270591    LEH    79-Oi,9/03L-0:  on    791  121  .  during    refueling    operations    A 
containment    purge,  radiation  monitors   observed    to    be 
inoperab  Iff.  Caused    bg    circuit    overload    Irippinp,    air 
participate    detector    breaker. 

KAPPUE.  rt.  M.       Pub!  Ic   Service  Electric    f.  Qa-s    Co.     of   Now  Jeracu. 
79/12/20.       4pp. 


7913370995   Forwards    LER    79-€iS/O3L-0. 
LtBRIZZI.F.  p.       Public   Service  Electric 
79/12/20,        3pp. 


Oas    Co.     of   Noui  Jerseu, 


—7912270600  LER  79-Ot3/O3L-O   on   79na8t  during   Hate    5   opara  Hon.  safety 
injection    pump    IS    itarted    up    to    fill    accumulators    out 
br*j*er    *T  ipped.  Caused    by    loose    radi-al    t.    thrust    locknutn. 
Rotating    oloment    of   pump    replace*   &    locknuts    secured. 
KAFPLE.A.W.       Public    Service  Electric    I   Oas   Co.     of  HBUI  Jersey. 
79/12/20.        Ip 


Congressional /Eiecut  i ve  Correspond  ence 


7913010107  Responds    to   790913    requeit    for   written    eiplanablon  rE 
classification    af   TMI    79O3Z9   accident   as    Class    1    accident. 
Forward!   NBC   rfl»ponse    to   Salem    1    Board   Question    4,  RJ 
Anderson   790B24    nemo    S.   RJ  Mattson  770S30   memo. 

U'       Offlce    pf    tfle   Eiecutive   Director    for   Operations. 


—  791204011H  Advises   of  Class   9    status    of   TMI    accident. 
SMITH.  B.  H.        Hearing    Branch    2.        79/0-9/IB.        Ip. 


7912100483  FOIA  request    for   records   re   791019  meeting    at   mhich   JM 
Hendria.D  Hassell.L   Qickuit   b   RT   Kennedy    mere   presant. 
FLEIBCHA«eR,D.       Fl  Bi.sch.atar,     D.     B.        79/1O/26,        Spp. 

7913070004  Requests    distribution    of    encl   memorandum  to   Board 
notification   svc    HatE. 

VAROA.B.A.  Assistant    Director    for  Light  Water   Reactors.       79/M/OQ. 

3PP. 

—  7912070030  Recommends    that    info    an  cracfclng    In   stagnant    boron    lines 

be    provided    to    pertinent    boards.  In   response    to   790B30 

memorandum, 

KNIQHT.J.P.  Asiistant   Director   for  Engineering.       79/10/24.       app, 

—  7912070038  Submits   Operating   Eiperience   Memo    17  re    pipe    cracks    in 

borated   water    sys    at   TMI-1.  Results   of   Met  Ed   ultrasonic 
examination    of    certain  Type    304   stainless    steel    piping    end. 
EIBENHUT.D.  O.         Division   of    Operatlna    Reactors.       79/10/05.       4pp. 

79112704S7  Forwards    "Discussions    of    TMI   Lessons   Learned    Short-Term 
BBqulTements"    providing    addl    clarifications   of  NRC 
requirements   for    pending   GL  applicants. 
VA9BALLO,  D.  D.         Division   of   Project   Managemant.       79/11/09.       2pp. 

7912100464  Responds    to    FDIA  request    fnr   records  re   791019  moating 
at    which  JM  Hendrlu,D   HasselliL   ulctuit   tc  RT  Kennedy    uere 
present.  Foruards    J  Stephens    handurittan   notes    of   RT  Kennedy 
meeting. 
CAffR-J.  C,  Division    of  Rules    antf  Records.       79/11/23.       3pp. 

79121BOOB9  Foruiards    proposed    Revision  2   to   Reg   Guide    1.97. 

"Instrumentation    for    Light   Mater   Cooled   Nuclear  Power   Plants 
to    Assess  Plant  fc  Environs   Conditions   During   &  Following 
Accident."   Requests   comments, 

VAROA.a.A.  Assistant   Director    for   Light   Hater   Reactors.       79/11/23. 

4pp. 

79I204Q498  ForiuarBs    fe«    for  Class    I    (,  Class    II    amend   re   request    for 
eitension   of   const   dates    for   CPPR-39  b  CPPR-69. 

i  P.  A.      Pacific   Oas    t.  Electric   Co.       79/11/26.       Ip. 


79IS190170  Ack   RS  Hima    791103   Itr   re   CA  Commission    on  Agriculture   views 
concerninu   New  Melones    dam   d  raservoir.  Forwards   791031    neus 
release,  etplaining    transfer    of    facilities.  H/o    encl.  Ltr    being 
forwarded    tn  NRC    for    consideration   of   Commission. 
WIEL3EN.A.  D,        Interior.  Dept.  of,        79/11/26.        2pp. 

771204O4-5S  Notifies   NRC    fl  P    intentions   re   paving    af    certain   roads    at 
plant    site   b    impact   on    archaeological    resource   area   north    of 
plan  t.  Forwards   79)115    Itr    from   Greenwood   ti  Associates. 
PETERS.  R.J.       Pacific    Oas    !<    Elactric    CD.        79/11/27.       fipp. 

791217003B  Forwards    HA   Halduln    of   Friends   of    the  Earth    791024   request 
for    preparation   of   add!    environ    statements   re   Class   9 
accidents   at   facilitin-s.  Pet  i  tion   being   handled    ax   request 
for    action    under    10GFRS,  206, 
DENTCIW.H.R.       Office    of   Nuclear    Reactor  Regulation.       79/11/27.       2pp. 

7?12t70064  Forwards   WA  Qalduln    of  Friends   of    the   Earth    791031  request 
for   preparation   of    add  1    environ    statements    re  Class    9 
accidents   at   facilities.  Pet  i  tion   being    handled   as   request 
for    action   under    10CFR2.  506. 
DENTON.H.R.       Office   of   Nuclear    Reactor  Regulation.       79/11/37.       2pp. 
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791211O322   Forwards    response    to   NRC    790SO2    Itr    re    secondary    water 
eheml'Stru    control. 
CRANE.P.  A.       Pacific    Gas    (.Electric    Co.       79/12/03.       4pp. 

7913120317  Supplies    schedule    for    providing    Info   re    environ 
qual  if  ication   of   Class    IE    Instrumentation   ti  electrical 
equipment,  in   response    to   79IIQ2    Itr, 
CHANEjP.A.       Pacific   Oas   &  Electric    Co.       79/13/03.       Ip. 

7912130271    Forwards    "Qual  i  f  Ication   of   Control    Sys,  "    in   response    to  NSC 
790917    Itr    requesting    info    for   review    of    potential    safety 
question   ditallad    in    IE    Info   Notice    79-2S. 
CRANE,  P.  A.       Pacific    Oat   fc  Electric    Co.       79/12/06,        Ip. 


—  7912130S00   "Qualification   of   Control    3ya.  " 
«      Pacific   Oas   t<  Electric    Co.       79/11/30. 


SOpp. 


7913070171    Response    in    oppoaitmn    to    PG&E    791103    objections,    to   Governor 
Brouin    participation    in    proceed  ing,  Rights    of    Interested 
state  representatives    established    in  NRC   regulations 
Timeliness   requirement    need    not   be   applied    to   state. 
DROWN,  H.  H.  .     KLINE,  J.  A.        California,     State    of.       79/11/15,        4pp. 

7913060139   Order    admitting    State    of    CA   as    interested    state    in 
proceeding.  Grants  Governor   Brown  representative   participant 
status.  Requests    identification   of    issues   uithin   30  dags 
from  receipt, 

BOWERS, E.S.       Atomic   Safety   and   Licensing    Hoard   Panel.       77/11/16. 
2pp. 

7912060541    Order    directing   NHC    to   file   response   on    Intervenors ' 
security    plan    contentions    by    79121B. 

BIBHQP.C.J.       Atomic    Safety    and    Licensing    Board   Pans).      79/11/19. 
2pp. 


791Z31O3S&  Notification    of   0001OB  meeting    u/utils    In    Bethesda.MD 
to    discuss    Info    request   re   adequacy    of    equipment 
quail  fication. 
UNQARQ-A.R.  Pouer   Systems   Branch.       79/12/11.       3pp. 

79123IO172  Notification   of   B00109  meeting    u/util    in   HethesdaiMD    to 
present    infa    to    util    on   methods   !•  procedures   used    by    Sandla 
Labs    In    study    on    sys    interaction   d   hoiu  methods   might   be    used 
far    Investigating    effects    of    failures    In   sys   &   components. 
BUCKLEYrB.  C.  Light   Water   Reactors   Branch    1.       79/13/17.       3pp. 

791231OQ37  Confirms   rescheduling    of   meeting    re    affect    of    nuclear   plant 
on    fiva    endangered    species    to   BOO 109. 

REGAN, W,  H.  Assistant   Director   for   Environmental    Technology. 

79/12/19.       Ip. 

D.     NRC    Draft/Final    Environmental    Statements,     suppls   ft   correspondence 


7912050439  Order    e»tending    deadline    to   791123   for  Joint    Intervenors 
response    to   util    ti  NRC   question  re    hearings    to    determine 
qualification   of   Commissioners  Kennedy    fc  Hendrie. 
CHIUK.S.  J.       Office    at    the   Secretary   of    the  Commission.      79/11/20, 
Ip. 

7912050023  Response    in  opposition   to   applicant   791036  motion  requesting 
issuance    of   QL.  Record    incomplete   re   presence   of  reasonable 
assurance    that    activities   may    tag   conducted   u/o   endangering 
public    health   &   safety.  Certi  ficate    of    5vc    end. 
DAVIS, L.D.       Hearing   Branch    4,       79/11/21.       9pp. 

79120S0046  Joint    Intervenors'    response    opposing   applicant  791O26  motion 
requesting    that   ABLB   be   directed    to    Usue    decision   on 
remaining    Issues. Opportunity    to  develop   argument   re  OL 
issuance    should    be   granted. Certificate   of  Bvc    encl. 

FLEIBCHAKGR,  D.       FlelschaVer,    0.    S.      PHILLIPS,  J.  R.       Center    for   Law  in 
the    Public    Interest.      79/11/31.      Spp. 


7912130D&3  Ack    receipt   of   791023    Itr    re    five    endangered    species   near 
plant. Requests    consultation   meeting    at    future   date. 
REOANi  W.  H.  Assistant   Director    for   Environmental    Projects. 

79/11/30.       2pp. 

F.     Security,    medical,     emergency   Si   fire    protection    plans 

7912O4G471   Forwards    Info   re    upgraded    emergency    plans    to    plants   under 
const   &  OL  review.  Applicants    required    to   make   certain 
emergency   arrangements    in/state    &    local    organ* rations   tt 
aubmit    emergency    plans    per    Reg    Quids    1.101. 
YABBALLE),  D.  D.         Division   of   Project   Management.       79/11/21.       ipp. 

0.     Adjudlcatory    correspondence 

791206O10"?  Responds    to  Governor   Broun   791015   request    to    participate   as 
representative    of   State    of    CA. Request    should    be    granted, 
Certificate   of   Svc    encl. 
DAVISrL.  D.      Hearing   Branch   4,      79/11/03.      3pp. 

7?12030038  Response    in    opposition    to    Joint    Intervenore   791024,23   &  H6 
raquasts    to    Institute    proceedings    on   qualifications    of 
Chairman  JM  Hindi-is   fc  Commissioner   RT   Kennedy.  Ei    parts 
communication*    took    place.  Certificate    of   Svc    encl. 
QEHR.A.  C,,    FURBUBH,M.H.  ,    CRANE.P.A,       Pacific   Oas    b  EUctrlc    Co. 
79/11/09.       22pp. 

791213O1AO  Support*    Governor   EG  Drown    petition    to    Intervene    for 
roan  on  ing    set    forth    In  NRC    reep.onse.  Certificate    of   Bvc    and. 
FLEiaCHAKER,  D.  8      Affiliation  Unknown.       FLEI8CHAKER,  D.  S     Fleischafcer, 
D.     8.       79/11/09.       3pp, 

7913130376  Brief    in    support    of    elceptlont    to   Part    IV    of   AGLB  790927 
parti*]    Initial    decision. Urges   revision    of   NA3LP    inference 
u/ ink erven or   participation    in    security    matters.  Exclusion   of 
expert*    prejudiced    intervenor.  W/Certlf  icate    of   Bvc. 

BALDWINS.  A..    JDNES.Y.I..    VALENTINE,  P.  C.      Ban  Luis  Dbispo  Mothers   for 
PB4CB.       79/11/12.       26pp, 

79I20SO161   Response    to   Joint    Intsrvenor*'    791024  li  26  request*    to 
disqualify    Commissioners   Hendrte  1<  Kennedy.  Request    should    be 
dfnied    became   Joint    Intervenors    failed    to    satlflfu    burden   of 
proof  at    to   bias. 
DAVIS, L.D.      Hearing  Branch   4.      79/11/13,       Upp. 

— 7912OBO173  Note    to   all    parties    forwarding    »ummaTU    of   791019  meeting 
batuten  JH  Handrie  fc  util   representatives. 
»  Docketing   b  Bervices  Branch.      77/10/26.      3pp. 

79120602S?  Order    granting    extension    until    791 1S1    for    all    parties    to 
file    replies    to   applicant   motion   for   OL. 
CHILK.  8.  J.       Commission.       79/11/18,       Ip. 


7912050117  Joint    Intorvenors'   reply    In   opposition    to  NRC   d  applicant 
responses   re   qualifications    of   Chairman  Hondrle   & 
Commissioner  Kennedy,  Availed  1 e    documents    establish    eilstence 
of    ei   parte    communications.  U/Certi ficate   of  Bvc. 

FLEIBCHAKER.  D.       Fleiscliaker.    D.    S,       PHILLIPS,  J.  R.       Canter    for  Lau   in 
the   Public    Interest.       79/11/B3,       9pp. 

79121300S8  Foruards   petition   by   WA  Baldwin, requesting    that  NRC   prepare 
supplemental    environ  statements   re  Class   9  accidents   at 
faci llties.  Appropriate   action  will    be    taken, 
DENTDN.H.R.      Office   of   Nuclear   Reactor   Regulation.       79/11/27.       3pn. 

— 7912130070  Request    for   action   under    10CFR2.  206,  for   preparation   of 
supplemental    Eia   concerning    impact    of   Class  9  accidents   at 
facilities. 

MULLER.D.R.         Division   of   Slta   Safety   &  Environmental   Analysis. 
79/11/23.        Ip. 

791213016B   Request    for    extension    until    791207    to    file    brief    in    support 
of    exceptions    taken   to   ASLB   790927   partial    initial    decision. 
Represents    that    neither  NRC   nor  applicant   oppose  motion, 
Stamped    "granted"   on  791120   by   ASLAB. 

FLEISCHAKERi  D.  S     Af  fil  iation   Unknown.       FLE1SCHAKER,  D.  S     FUischaher, 
D.    S.       77/11/27,       2pp. 

7912140011   Request   by   Joint    Intervenors    for   eitension   until   791207    to 
file   brief    In    support    of    exceptions    taken    to  ABLB   790927 
partial    Initial    decision.  Voluminous    transcript  requires  atfdl 
time    to  assure    quality   of    brief, Certificate   of  Bvc    encl. 
FLEISCHAKER.  D.       Flelschaker.    D.    8,       PHILLIPS,  J.  R.      Center    for  Lam   in 
the   Public    Interest.      79/11/37.       flpp. 

7712170230  Opposes   private  meeting   held    between   util    &  NRC   on  771019, 
Urges   disqualification   of    JM  Hendrle   &  RT  Kennedy    from 
participation    in  matters   concernina    facilities.  Forwards   DR 
Klrkpatrick   791106    Itr    transmitting  KB  Coen  7912O7    Itr. 
LAUHN.V.U.       Affiliation  Unknown.       79/11/27.       Ip. 

— 7912190237  Opposes    private  meeting    held    between  util   (<  NRC   on   791019. 
KIRKPATH1CK.  D.       Affiliation  Unknown.       79/11/06.       Ip. 

— 7712190S43  Requests   disqualification   of   JM  Hendrie  J.  RT  Kennedy    from 
licencing   procsedingt   for   facilities. 
COEN, K. 9.       Affiliation   Unknouin.      79/12/07.       Ip. 

7912300138  Ack    receipt  of  791024   petition   b   forwards   FR  notice   for 
request    for   action   per    10CFR2.206. 
DENTQN.H.R.      Office   of  Nuclear  Reactor  Regulation.       79/11/27.       3pp, 

— 7912200168  Notice    of    Issuance   b  availability   of  Friend*   of   the  Earth 
791034   petition  requesting    that   NRC   prepare   supplemental 
EIS  re    impact   of   Class   f  accident  at    facilities. 
MULLER,D. R.         Division   of  Site   Safety   &  Environmental    Analysis. 
79/11/23.       Ip. 
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791217CO12    Brief    in    support    nf    Joint    In  tar  vein)  rs    exceptions    to   ABLQ 
partial     initial    decision. Board    failed    to    consider    properly 
seisnic     focusing    t,    high    stress    drop    issue.  Issue    should   be 
reaanded    far   hearing.  Certificate    of  Svc    end. 

KLINE.  J.A   .     GROWN, H.H.        California,     Slate    nf.       SHOWN,  H.  H_       Hill 
Christopner-  &  Phillips.       77/12/07.       10pp. 

7912310457    Brief    in    support   of    eicootions    to   flSLB    79O927   partial 
initial    decision    uhicJi    found    that    facility    could   withstand 
7.  3   aagnitude    Earthquake    nn    Hasgri    fault.  Requests   AS  LAD   hear 
oral    argument.  C-ertif  itate  of    Svc    end. 
FLEISCHAKER.n.  s      Fleitchaker.     D.     S.        71/13/07.        B9pp. 


— 7913060104    IE    Insp    Repts    50-275/79-21    6   50-333/71-1 1    on    790921-21   & 
0921-26.  No   noncompliance   noted.  Major   areas    inspected: 
preapevatlonul    testing    evaloat ion.  verification   of    test 
results  &   IE   circular    follouup. 

STERNBERQ,  D.  H,  Region    3,     3an    Francisco,     Reactor    Operations 

Nuclear  Support  Branch.       MDJIfilLL,  P.  J.  ,     HORN.  A.  J.  Region   9,     San 

Francisco.     Office    of    the    Director.        79/10/19.        5pp. 

7913060034.   Forwards    IE    Insp    Kept    5O-275/77-23    on   790927   tt    1003-05.  No 
npncospliancE   noted. 

EPENCER,  G.  B.  Region    5,     Ban    Francisco.     Re-actor    Construction    6c 

Engineering   Support    Branch.        79/11/Q1.        2pp. 


7912270064   Requests   response    to-   791O3O   request    for   preservation   of   HRC 
aenoranda   re   79111?   ne&tlng    between   J!i   tlendrle   Ei  Mielke, 
Shatlleford   t  Blanc.  Forwards    copu,   of   79iQ30   Itr.  U/p  oncl. 
FLEiaCHAKER.D.  5      Flelschaker,     0.     S.        79/13/13.        2pp. 

7713260312   Request*    that    DL   not    be  granted    to   util. Cites    inability    of 

utll,  cities  I<  countu   to    preserve  public   health    in   event  of 
nuclear  oighap. 

KDFFMAN.  H.        Affiliation    Unkncun,  79/12/14.        lp, 

79122B05OB   Requests    substantive   response    to    791O24   request    for   NflC    to 
supplement  E1S   to    consider   consequences   of  Class   9  nuclear 
accidents.  Failure    to  respond   by   BOOIO4  will    Indicate  NRC 
does  not  plan  to   require    suppl. 
BALDWIN,  y,  A.       Friends    of    the   Earth.        79/12/21.        lp. 

H.     General    correspondence 


— 791206006.3   IE    Insp    Rept    30-275/79-23   on    790927   &    1OO3-03.  No 
noncompliance    noted.  Major    areas    inspected:  action    an    IE 
Bulletin  77-14. ASME  certificates    of  authoriiatlon  t   const 
activities. 

DODDB,  H.T.  Region   9.    San   Franciico,    Reactor  Construction   & 

Engineering    Support  Branch.       HUTSONi  T.  H.  Region    5i    Han 

Francisco,    Office    of    the   Director.       77/11/01.       4pp. 

7912100273  Forwards    IE   Info  Notice   79-28,     "Over loading    of   Structural 
Elements    Due    to   Pipe  Support   Loads.  "   No  response   required. 
ENOELHEN,  H.  H.  Region   9,    San   Francisco,    Office   of    the   Director. 

79/11/16.        lp. 

7912110510  Fnruiards    IE   Info  Notice   79-29,     "Loan   of  Nonsaf etu-Helated 
Reactor  Coolant   Sya    Instrumentation   During   Oparatlon.  "   No 
specific    action   or   response    raqulred. 

ENOELHEN,  R.  II.  Region   3,    San   Francisco,     Office   of   the   Director. 

79/11/16.        lp. 


7712110371    Certifies    that    response    to    Governor    ES   Broun   petition   to 
participate  as   representative   of    interested    state  was   served 
on  791 1O&. 
BISCHOFF,C.  A.        Pacific    Cas    b   Electric    Co.        79/11/16.       3pp. 

791219!CK)Oa   Responds    to   request    for    rcnotice    of    license   Tail    Force 
recamaendations    proceedings   b   full    public    hearings    ro  TMI 
Lessons    Learned    applicable    to   appl leant. Evaluation    of 
recommendations    underway. 
ENCeLHABDT,  T.  F.  Deputy    Eiecutive   Legal    Director.        77/11/27.       3pp. 


7912070022  Forwards    IE  Circular   79-24i     "Proper    Installation   t>  Callbr   of 
Core   Spray  Pipe   Break   Detection   Equipment   on   Bl4Hn.  "   No 
response   required. 

ENQELHEN.  R.H,  Region   5,    San   Franciico.     Office   of    thu   Director. 

79/11/26.        lp. 

7912110248  Forward's    IE  Circular   77-23,     "Motor   Starter*   &   Contactors 
Failed   to  Operate.  "    No   respanse    roqulrad. 

EMOELKEN. R. H.  Region   Si    San   Francisco,    Office   of    the   Director. 

79/11/26.       lp. 


— 7913190012  Advises   that    NflC    has   approved   SECY  79-441:     -ItecoBiBimdatic 
of    NHC/EPA  Task    Force    on   Emergency    Planning.  " 

CHI  UK.  8.  J.       nfficn    of    the   Hecrntarij    of    the   Caaainsian.        77/IO/05. 
lp. 

— 791B190035  Forwarts    interim  nguidance   for   upgrade    of   eoergency   plans 
per  Reg   Guide    1.  1O1.  Ca»»ent5  requested. 

EISEHftJT,  D.  O.  Assistant   Director    for    Light   Hater    Reactor! 

79/1O/1O.        2pp, 

— 791219QO45  Ren,uest5    full    public    hearings  re  TMI   Lessons   Learned  Tank 
Force   ret oBaendationu    &  renotlCH  of    onooing    licensing   for 
public    particiadtion. 
CARR.H.       League   of  Uomen  Volers   of    San  Luis  Obispo.CA.      79/10/29. 


7912190220   Supports    resumption   at    OL    isauancea. 
&IIAM.H.E.        Affiliation   Untnawn.       79/11/27.        lp. 

79122BD6OO   Resnonds    to    77O934    Itr    re    poaer    plant    opening.  uaste    disposal 
tc  salntit   precautlDns.NRC    confluctina   thorough    inveitigation 
of  TMI    accident.  ReicMerUatlons  uill    be   applied   to   all 
nuclear    Facilities.  Ltr   end. 


*  H.  R.       Off  ice   of  Nuclear   Reactor   Regulation.       79/12/O7.       5pp. 
K.    Utilit"    Final    Safetij    Analysis    depart     (FSAFIJ    fc   aaenda 

79122AO2BO   FoFuarfla  Aaend   81    to  FBAP.   i,  Aaend   B3    to  Ha  sari   Rapt 
SUACKLEFOflD,  D.W      Pacific    Saa    B,   Electric    Co.        79/12/18.        In, 

-~791Ba&03Bfl  fMS-ni   Bl    to  FSAIJ  b  Amend  83   to  Hasgri   Rcpt    For  Diablo 
Canyon.  Pravidea   addl    info  re   presaurization-  air   flow 
conaoj-vativn   dunplug   value,  torsion   calculation  &  polar 
crane    stability. 
e      Pacific   Ofla    fc   Electric   Co.        79/12/1B.        9App. 

O^   Inspection  reports.     IE  Bulletins  fe  correspondence 


™  "-1-31-06    !E   'nsp    "epts    SO-27S/79-21    E,   SU-323/77-1  1    on 

7TOB31-24  t  07S4-30.No  noncowp  1  iance  roted. 

SH^'^'B'         u   "*SJl^   5'    Ban  Franc  **"'    «="tor   OporationB  Nuclear 
Support  Branch.       79/10/19.      Hpp. 


7912110494  Notifies    ttiat  MUG    Intends    to  routinely    forward    to 
approprlnte  state    public   utll    regulatory    groups   b   state   attu 
general   ofcs   copies    of   escalated    enforcement   correspondence 
lent   by  HRC   to    licensees. 

ENGELREN.  R.  H.  Region   5,    Ban   Franciscu,    Office   of    the   Director. 

79/11/26.        lp. 

7912190121  Forward*  IE  Bulletin  79-H7,  "Loss  of  Non-Clans  IE 
Instrumentation!  ti  Control  Pouer  Sys  Bus  During  Operation." 
Written  response  required. 

ENQELKENffl.H,  Region    3,     San    Francisco,     Office    of    tho   Director. 

79/11/30.        lp. 

7912310269  Foraards    IE    Info  Notice    79-30,     "Reporting    of   Defects   !. 
rloncodipliances.  1OCFH21.  "   No    action  required. 

EIJCELKEN,  R.  H.  Hegion   S,    San   Francisco,     Dffica   of   the   Director. 

79/12/06.        4pp. 

7912140172  Forwards    reply    to   IE   Bulletin  79-02,     "Pipe   Support   Base 
Plate   Designs   Using    Concrete   Expansion  Anchor   Bolto. " 
SPENCER, O.  S.  Region   5,    San    Franci»eo.    Reactor  Construe tion  i 

Engineering   Support   Dranch.       79/12/07.       lp. 

— 7912140497  Responds    to    IE  Bulletin  79-02,  Revis  Ion   2,     "Pipe  Supports 
Dale  Plate  Doaigna    Using   Concrete  Expansion  Anchor   Dolts." 
Supports   heve  stiffener   plates    added    to    assure   baaeplats 
rigidity   &   load    distribution    to    bolts. 
CRANE,  P.  A.       Pacific   Qas  t,  Elactrie    Co.       79/09/19.       4pp. 

7912200237  Foruarda    IE   Bulletin   79-39,     "Possible  Malfunction   of  Nam-co 
Model    EA1QO  Limit    Suliches   at   El  ova  ted  Tempi."   Action 
required. 

ENQELH.EM,  R.  H.  Region   5,    9an    Francisco,    Office    of    the   Director. 

79/18/07.        lp. 

7912270072  Forwards    PB8.E  response    to    IE  Bulletin  79-04. 

SPENCER, 6.  S.  Region   S,    San    Francisco,     Reactor   Construction  & 

Engineering  Support   Branch.       77/12/O7.       lp. 

— 791227007S  Notifies    that   response    to    IE  Bulletin  79-04  uill    bo   sent   by 
791101   fending   receipt   of    calculated    loads   %  hangar    strength 
review  froo  Host  inghouse. 
CRANE.P.A.      Pacific   Oas  &  Electric    Co.       79/1O/16.       lp. 
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7913190&14   Responds    tn    IE    Bulletin    78-12, 7B-12A    fc   76-121!.  Weld    matl 
heat    Ic    Idt    numbers    tabulated     In    79OAOB    C-E   generic    rept. 
Survel  1  lance   lueldment    consists    of    full    thickness   weldments 
using    tandem  arc    welding    process. 
CRANE, P.  A.        Pacific    Oa=    &   Electric    Co.        79/13/13.        Ip. 

79ia.BBuil9   Forwards    IE    InPo    Notice    79-31.     "Use    of    Incorrect   Amplified 
Response   Spectra."   No   written  response    required, 

ENQELKEU.  R.  H.  Region   5j    San   Francisco.    Office    of    the   Director. 

79/12/13,        Ip. 

U.     C onov ess  tonal /Ei ecutive   Correspondence 

791221O216   Ack    receipt    of    790920    Itr    re    League    of    Women   Voters    of    Han 
Luis   Otilspo.CA   comments    an  advance   notice    of   rulemakino    for 
•m»rg«ncy    planning    at   Diablo  Canyon. 

GQSBICK.L.V.        Office    of    the    Eiecutlve    Director    for   Operations. 
79710/29.        Ip. 

— 7913210223  Forwards  League   of   Homen   Voters    of   Ban   Luis   Ohispo.CA   79Q930 
coflifliants   an    proposed   regulations    for   nuclear    emergency 
plans.  Requests    comment. 
LAOOKAR8INO.  R.       House   of   Hep.       79/09/28.       7pp. 

7913210124  Responds    to  JH  Alexander  790939    Itr   re   study    of   human   factor 
of   nuclear    plant    installation. Operating    personnel    receive 
afdl    tpaininB    in    plant    transients  &  multiple   accident 
c  and  1 1  Ions. 

OdBBICK,  L.  V.       Office   of    the  Eiecutive   Director    For   Operations, 
79/10/31.      3pp. 


V.     Operator    Eliminations 

791102O1BO   Notifies    of    status    of   operator    licensing    at     facilities 
scheduled    to    receive   QLs. 
COLLINS. P.P.  Operator    Licensing    Branch.       79/10/19.       3pp 


DOCKET    30-376    GEORGIA   TECH   RESEARCH   REACTOR 

F.     Security,    medical,    emergency   6    Fire   protection   plans 

791212O2Q6   Forwards    draft   Reg   Guide   5.  XX,     "Std   Format    S.   Content     For 
Licensee   Physical    Security:    Plan    for   Protection   of   SMM   of 
Moderate    or    Lou   Strategic    Significance.  "   W/o    and. 

REID.  R.H.  Operating    Reactors    Branch    4    (Pro   79103O).       79/OHV22. 

2pp. 


DOCKET    30-277    PEACH   BOTTOM   ATOMIC   PDUE11   STATION,    UHIT    2 

F.  Security,     medical,     emergency    ti    fire    protection   plans 

79L2aOOO22  Discusses  r)RC  791109  meeting   re   emergency    preparedness    team 
review   objec tivos. Provides    guidance    for    improving    licensee 
emergency    preparedness  &   assuring   capability   of   off-site 
agencies    to     take    appropriate    emergency    actions. 
GRIMES. D.K-        Emergency    Preparedness    Tasl    Force.       79/11/33.        30pp. 

G,  Adjudicator^    correspondent e 


— 791SB1O133  Forwards   JH  Aleianiler   request    For   more    study    of    human    factor 
in    operating   d  control    sys    of   nuclear   power    plant 
Installation.  Requests    comments. 
CRANSTON,  A.        Senate.        79/00/39.        2pp. 

791SS1GO30  Requests    info    re    effect    licensing   moratorium  will    have   on 
facility. 
LAflOJIARBINO.fl.  J     House    of   Rep.       79/11/OB.       Ip. 

791Z13Q20A  Advises    that   Commission  move   quickly    to    decide    if   791019 
nesting    w/util    disqualifies   Commissioners   Hendrie   b  Kennedy 
from    licensing. 
LAOOMARBINO,  R.  J      House    of    Rep.        79/11/15.        Ip. 


7912110043   Forwards    comments    on   NUHEG-O31 1.  Draft   GEI8   reflects 
conscious   b   deliberate  NRG    policy    to   jeopardize   public 
health   1.  safety    fc   thuiart   objectives   of  NEPA. 

KEPFOHD.C.        Environmental    Coalition   on   Nuclear   Power-       79/10/31. 
32pp. 


H.     General    correspondence 


79121BOO9H   Ach    receipt    of   791118    Itr    re    concerns    about    application    for 
early    site    review.  Commission    is   reviewing    oppl  ication   for 
docketing.  Hoard    found    intcrvonor   motion   to    terminate 
premature. 
OILINSKY.V.        Commission.        79/11/30.        Ip. 


/ieiu 


79121B046B  Forwards  Itrs  from  constituents  re  licensing  of  facilities. 
Reo,ueit«  Commissioners  Hendrio  E.  Kennedy  be  disqualified 
because  of  attendance  at  791019  mooting  u/util. 
LAGQHARBIND,  R.  J  House  of  Rep.   79/11/13.   13pp. 

— 79131BCH73  Urges  Commission  not  to  license  nuclear  reactor  due  to 
proximity  to  earthquake  Fault. 
JA.CKSON.  0.  M.   Affiliation  Unknown.   79/1 1/2B.   Ip. 

— 7912tS01HO  Urges  resignation  of  Chairman  Hondrle  &  Commissioner  Kennedy 
for  attending  meeting  w/PG&E. 
COOPER,  P.   Affiliation  Unknown.   79/11/03.   Ip. 

— 7912180404  Objects  to  secret  791019  meeting  between  Hendrio, Kenn-edy  !• 
PQS.E.  Urges  disqualification  from  further  decisions  on  util. 
CUMMIWQB,  8.  C.   Affiliation  Unknoun.   79/11/06.   Ip. 

— 7"?121B04aB  Forwards  copies  of  791121  Itrs  sent  ta  Senator  Cranston  b 
B«pr*ientativa  Panetta  urning  disqualification  of  Hendrie  t. 
Honn*dy. 
TETER.H.  M.   Affiliation  Unknown.   79/11/31.   4pp. 

— 79121B04M  Foruiaros  copy  of  79111S  Itr  to  Senator  Cranston  objecting 
to  meeting  between  Hondrie,  Kennedy  t.  PGt,E.  Request*  each 
commissioner  receive  copy. 
ERNST, T,   Affiliation  Unknown.   79/11/28,   app. 

— 7913180302  Foraiardi  copy  of  Ur  to  Senator  Cranston  urging 

dliquallf Ication  of  Hendrie  d  Kennedy  from  further  decinlons 

on  u  t  i  1 . 

ZIMMERMAN,  A.       Affiliation   Unknown.       79/1  I/SB,       Hop. 


— 7912180107   Believes  util    application   for   early   site   review    is    futile 
gesture.  NFiC    revieu   of   application   ulll    reinforce    public 
image   of    Inefficient  t   wasteful    govt  administration. 
Lancaster   News   790920  article   re   early    site   review   end. 
BPACKMAM.T.        Affiliatinr,   Unknoun.        79/11/1B.       3pp. 

P..    Operating;    license   stage    documents  &  correspondence 

7912100-109   Discusses   NRC   791101    meeting   lu/cepresentati ves   of    NSSS 
vendors  6   fuel    suppliers    re    discussion   ef  respective 
portion!!    of   ECCB  evaluation  models   dealing  u/fuel   cladding 
sue  11  ing    !<    incidence    of   rupture.  Vendor    responses    encl. 
EIBENHUT.D.  O.  Division    of   Operating    Reactors.       79/11/09,        69pp. 

— 7913100235   Responds    to   NHC    7911OI    request   re   noncomp liancn    of 
He  sting  house  ECC8  evaluation  model    under   requirements 
of    1OCFH5O   App    K. Evaluation    of    three    fuel    rod   models 
indicates   no    safety    problems    for  Uestinghouso   plants. 
ANDERSON.  T.  M.       Uestinghouso   Electric   Corp.       79/11/O2.       1pp. 

— 791SIO0330  neaponds  to  NRC  791101   request  re  DRML  cladntng    suclliny    (. 

rupture    data. Review  of    analytical   models  tt  tests    indicates 
compliance   ui/IOCFfiSO  App  It.  Al  1   GE  specs    for   calculated    peak 
cladding    temp    remain   unchanged, 
BUCHKQLZ,  R.  H.       General     Electric    Co.       79/12/07.        Sp-p. 

— 7913100407   Forwards   response    to   NRC   7911O1    request    re   rod    burst    tost 
data.  Concludes   that   data   properly   represented   by    Fuel   models 
uaad    in   vendor   evaluation  models  b  that  analyses    demonstrate 
all    criteria    of    10CFR3O.  46   satisfied. 

DHSLEV.O.F.       Euon  Nuclear  Co..     Inc.     Csubs.    of  Eixon  Corp.  ). 
79/11/02,       Spp. 


-79131B0307  Forwardo    copies    of  791116    Itrs    to   Senator   Cranstnn  b 
RofrB-ientative   Panetto   urglnfl    disqualification    of  Hendrie   Ii 
Kennedv    from      further   decisions    on   POLE. 
MANZEH.R.       Affiliation  Unknoun.       79/11/16.       3pp. 

-79121BQ310  Objecte    ta   meeting    between   Hendriei Kennedy   &  POfcE.  Uroes 
dliqualif Icatlon   from   further   decisions    on    util. 
MOODV.R.i    MOODY.D.       Affiliation  Unknown.       79/11/11.       6pp. 


— 7913100456   Forwards  addl    info  ro  evaluation   of    impact   of  NRC    propound 
rupture/blockage  model    used    in  vendor   evaluation   aodel. 
Mo   adverse    impact  fron    new  rupture  burst  data  or    use   of   NHC 
rupture/blqckage  nodal    on    licensing   calculation    results. 
DWSLEY.Q.F.        Einon   Nuclear   Co.,     Inc.     (subs,     of   E^ion   Corp.   1. 
79/11/04.        23pp. 

7913140102  Notification  of    791127  meeting   u/util    to    discuss   pi-noosed 
design   providing    second    level   of  undervoltage   protection    for 
safaty  related    equipment;   at    facility. 
CLARK.R.  Operating   Reactors  Branch   3,      79/11/14.       Hpo. 
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791212O325    Responds    to    NHC    791002    Itr    re    cer  t  ]  ficat  ion   of    NBC    personnel 
in    radiation    nsfety    by    Oak    Ridge    Associated    Unlvs.NIRC 
personnel    will    attend    si  te— spec  i  f  i  c    training    !.   submit   annual 
confirmation    of    reu.ua  1  if  it  a  t  ion 
CLOUTIER.H.        Philadelphia    Electric    Co.        79/13/03.        2pp. 

79121B060A    Responds    to    791023    Itr    ro    containment    purc-ing    (.    venting 
during    normal     operation    Ut i 1    uill     comply    u/    "Interim 
Position     Par    Containment    Purge    t<    Vent    Valve    Operation 
Pending    Resolution    of     Isolation    Valve   Operabi  1  iti/.  " 
DALTROFF,  S.  L-       Philadelphia    Electric    Co.       79/13/11        2pp. 


—7913200395   Haute    packaging    Insp    Rept    79-02 A.  No    noncomp  li  am  e    noted. 
Major    areas    insipec  ted :  sh  ipplng    paper    &  DDT   placardtnfl 
requirements,  radiation    level  BI  removab  1  e    contaminat  Ion,  DOT   b 
fJRC   package   Features. 

IRDUN.R.A.  Fiegion    2,     Atlanta.     Office    of    the    Director.        79/il/OA. 

6pp. 

7912050049   Foruiarijs     IE   Circular    79-23.     "Stroke    Times    for    Power   Operated 
Relief   Valves."    No    response    required!. 

GflIEB,B.  H  Region    1,     Philadelphia,     Office    of    the    Director. 

79/11/16.        Ip. 


79122B05&1    Responds    to    NFiC    791214     telcon    requesting     info    re 
imp  1  ementatinn    of    short-term   Lessons    Learned    Task    Forte 
requirements    bu.    SQO1QI .  Discusses    proposed    schedule    t- 
revi  sions. 
DALTRDFF,  S.  L         Philadelphia    Electric    Co.        79/13/31.        9pp. 


:tton   report?,     IE  Bulletins    !.  correspondence 


79130d0033    nek    recetpt    of    7910O9    Itr     informing    NRC    of    steps    ta*en    to 
correct    violations    noted    in    IE    Insp   Repts    50-277/77"  13   It 
50-376/79-15. 

QRien,  B.H  Region    1,     Philadelphia    Office    of    the    Director. 

79/1O/22.        Sp. 

—7912060014   Responds    to    NBC    790917     Itr    re    violations    noted     in    IE    Inap 
Repts    50-377/79-13   I.    30-27B/79-1  5.  Correct  ive  actions: 
personnel    instructed    in   accurate    signing    off  of    surveillance 
tests    It    In    timely    responses    to    audit    rept. 
DALTROFF,  S,  L.       Ph  i  1  adelph  la  Elec  trie    Co.       79/10/09.       6pp. 

—7912060049   Form-aris    IE    Insp    Repts    90-277/79-13   &    50-273/79-15    on 
79061B-31    &  25-29  &    notice    of   violation. 

GRIER,  B,H.  Region    1,    Philadelphia,     Office    of    the   Director, 

79/O9/I7.        3pip. 

—7912060054  Notice   of   violation    from   insp    on   7906IB-21    t,  35-29. 

»  Region    1,     Philadelphia.     Office    of    the    Director.        79/O9/O7. 

3pp. 

— 791206005B    IE    Insp    Rent)    50-277/79-13   l(    50-276/79-15    an   79061B-2I    t- 
23-29. None  amp  1  lance    noted' failure    to    identify    post-valvn 
replacement    test   results    as   unacceptable   &    to    issue    timely 
resp-ansos    to   auiTtt   repts. 

JOHNSON.  J.,     MimnWSKI.R    .     MISTER.  H.  B.  Region    1,     Philadelphia, 

Reactor    Operations   Nuclear    Support    Branch         79/G9/07,        23pp. 

7912170171    Hespotids    to    IE    Bulletin   79-23,     "Potential    Failure    oF 
EmerBB'ncy    Diesel    Generator   Field   Exciter    Trans  former.  "   No 
connections    found    luhich    could    allow   flou    of   high    circulating' 
currents    exceeding    transformer    ratings. 
GALLAGHER,  J.  H.        Philadelphia    Electric    Co.        79/1O/23.        3pp. 

791217O24O   Updates    ravieu    of    seismic    analyses    for    as-built    safety- 
related    piping    per    IE  Bulletin   79-14,     "Seismic    Analyst1., 
for    Safety-Related    Piping    Eu,  s    " 
DALTROFF, a.  L.        Philadelphia    Electric    Co.        79/10/30.        2pp. 

7912050101    rtck    receipt    of    791015    Itr     inPorining   NflC    of     steps     taken    to 
correct   violations    noted    in    IE    Inap   Rapts   50-277/79-14  ii 
50-273/79-16. 

SMITH.  0.  H.  Region    1,     Philadelphia.     Fuel    Facility    &   Materials 

Safetg    Branch.       79/U/06.       IP 

— 7912050105   Responds    to    NRC    790924    Itr    re    violations    noted    in     IE    Insp 
Hepts    SO-277/79-14   I,    50-376/79-16.  Corrective    actions: 
neu    ahutdnuin    procaflura    Jj   removal    nP     identified     leaking    fuel 
assembl  ies. 
DflLTROFF,  S.  L.        J'hl  lodclph  ia   El  ec  tri  c    Co.        79/1O/19.        3pp, 

—7913050107   Foruards    IE    Insp    Repts    50-277/79-14   t,    50-378/79-16.   on 
790A22   &   notice    aF    violation. 

SMimG.H.  Regiofi    1,    Philadelphia-    Fuel    Facility    (.Materials 

Safety   Branch.       79/09/24        Bpp-. 

— 79120&011O   Notice    oF    violation    from    ittsp    on    790623. 

*  Region    t,    Philadelphia.    Office    of    tho  Director,       79/09/30. 

Ip 

— 791205ftili    JE    Insp    Repts    SO-377/79-14   ft  50-27B/79-16  on   790632. 
Noncompliance   notfn; failure    to    adhere    to   Tech   Bpec 
release    rates. 

SER,ABHAN,J.  A.  ,    JACKSON.  T.  J.  ,    3rOHR-O.P.  Hegion    I,    Philadelphia, 

Office   of    the   Director.       79/09/20.       4pp. 

7913300344  Forwards  waste   packaging    Imp   Hept    79-02A  on  79O92B-2A.  No 
noncompliance   noted. 

SUTHERLAND,  J.  T.  Region   2,    Atlanta,    Fuel   Facility    &  Materials 

Safety    Branch.       79/11/07        2pp. 


79I20502B6  Forwards    IE    Info  Notice    79-37,     "Staam  Oonerator   Tube 
Ruptures    at    Tuio   PWR    Plants."    No    response    required. 
ORliER.D.  H.  Region    1,     Philadelphia.     Office    of    the    Director. 

79/11/16.        Ip. 

79121O0144   Foruiards    IE    Info  Notice    79-3S,     "Dvarloading    of    Structural 
Elements   Duo    to   Pipe   Support   Loads."   No    response   required. 
ORIER.B.H.  Region    1,     Philadelphia.     Dffica    of    the    Director. 

79/11/16.        Ip. 

79131I049B  Foruards    IE    Info  Notice    79-39,     "Loss    of   NonaaPatu-Related 
Reactor   Coolant   SIJB    Instrumentation    During    Pperation.  "    No 
specific    action   or    response   required, 

GRIER. D.H.  Region    1,    Philadelphia,    Office    at    the   Director. 

79/11/19.       Ip. 

7912050277   Foruiards    IE  Bulletin   79-26,     "Boron   Loss   From  DWR   Control 
Blades."   Response    required. 

GRIER,  D.H.  Region    1,    Philadelphia,    Office    of    the   Director. 

79/11/30.        Ip. 

7912260109  Ack    receipt    of    791004    Itr    informing   NftC   of    steps    taken    to 
correct   violation    noted     in    IE    Inap    Ropti    50-277/79-08   ti 
30-270/79-09. 

MARTIN,W,0.  Region    1.    Phi  ladolphifl,     Safeguards   Branch.       79/11/21. 

Ip. 

— 791H260115   Foruierda     IE    Insp    Repta    9O-377/79-OB   i    50-27B/79-09    on 
790226,28   t.  70305-07   S.  notice    of   viol  ation.  Notice    of 
violation   withheld!    <ref    lOCFRa.  79O). 

MARTIN.  H.  S.  Region    1,    Philadelphia,    Safeguards   Branch. 

79/09/14.       2pp. 

--7912260119    IE    Inap    Repta    50-277/79-00   (c    50-27B/79-09    on    790226,29   & 
0305-07.  Details    withheld     (ref    10CFR2.790). 

BAILEV.R.J.  ,    LADl/N,  R.  Region    1,    Philadelphia,    Office    of    the 

Director.       DEVLIN.J.U.  Region    1,     Philadelphia,    Safeguards 

Branch.        79/09/14.        2pp. 

791206-0394   Foruards    IE  Circular   79-24,     "Proper    Installation   &  Calibr    of 
Core    Spr-iy  Pipe   Break    Detection   Equipment    on   BWRs.  "   No 
response   required. 

DRIER, D.H.  Region    1,    Philadelphia,    Dffica    of    the    Director. 

79/11/26.        Ip. 

7912110073    lvoriuards    IE   Circular    79-23,     "Motor    Starters    1<    Contactor* 
Failed    to  Operate."    No    response   required. 

GRIER,  B.H,  Region    1,    Philadelphia,    Office    of    the   Director. 

79/11/26.       Ip. 

7912210005   Rrants    oitenslon   until    BQ0101    for   placing    plant    in    cold 
thutdcum    to    complete  mods    to   control    rod    drive    sgs    small 
piping   hon^.Trsr  as   required    DIJ    IE   Bulletins   79-02  It  79-14, 
DRIER, B.H.  Region    1.    Philadelphia,    Office   of   the   Director. 

79/11/26.       Top. 

7913190063  Foruiards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  b  Control  Power  Bijs  Dus  During  Operation.  " 
Written  response  required. 

ORIEfl.B.  H.  Region    1,    Philadelphia,    Office    of   th«   Diractor, 

79/11/30,       Ip. 

7913310337   Forwards    IE   Info   Notice    79-30-     "Reporting    of   Defects   & 
NoTseDflijillances,  10CF.R21.  "   No   action   required. 

ORIER.B.H.  Region    1,    Philadelphia,    Office,    of    the    Director. 

79/13/06.       4pp. 

7912190761    Forwards    IE  Bulletin  79-28,     "Possible,   Malfunction    of  Namco. 
Modal   EAIBO  Limit    Switches   at   Elevated    Temp«. "   Written 
response    required. 

uRIEF1,B.H.  Region    1,    Philadelphia,    Office   of    the   Director. 

79/18/07.       lo. 

7912280031    Responds    to    IE   Bulletin    79-02,  Revision  2,     "Pipe-    Support  Base 
Plate   Designs  Using    Concrete   E*pansion    Anchor   Bolts. " 
Uhare    safety    factor*    lest    than   required. supports   ulll    h* 
modi  fled, 
DALTRdFF.S.  L.       Philadelphia   Electric    Co.       79/12/07.       4pp. 
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7912280227    Forwards     IE    Info    Notice    79-31,     "Use    of    Incorrect    Amplified 
Response    Bpacfcra. "    No   written   response    required. 
GRI£R.B.H.  Region    1,    Philadelphia,    Office    of    the   Director. 

79/12/13.        Ip. 

K.     Poriodie    operating    reports    b  related    correspondence 

79I214Q3414    Forwards   monthly    operating    repts    for   Nov    1979. 
CDONEY.M.  J.        Philadelphia   Electric    Co.       79/12/10.       Ip. 

--7912140339   Kanthlg    operating    repts    for    Nov    1979. 

ALDEN.W.M.       Philadelphia   Electric    Co.       79/12/10.       9pp. 

3.     R«p artab le    occurrences,    LERs   tt   related    correspondence 

7913310322  RO-2-79-3Q/1P:  on   791113.  Insp    of   vendor    design   per    IE 
Bulletin    79-OH    revealed    trapeie-tgpe   hangers    re    1-inch 
control    rod    drive    invert   !>  withdraw   piping    not 
*ei arnica lly    qua  11  fled. Caused    bg    design    deficiency 
ULLRICH.  VJ.  T.        Philadelphia   Electric    Co.       77/11/14.       Spp. 

7913310191    RO-2-79-S1/1P: on   791131.  both    *ire   pumps    out    of    svc    for 
short    period.  Caused    bg    installation    of    relief   valve   on    fire 
heaijBr,  Fallowing    completion   of    sun   modi cgt    uiill    be    tested    & 
declared    fill  ly    operable. 
ULLRICH,  H.  T.       Phllad*lphia   Electric    Co.       79/11/21.       Ip. 

7912070349  LER   79-047/Q3L-Q:  on  791029,  valves   SV2671A  tc  9U2671B    failed 
to    time    during    surveillance    testing    of    dioxide   analgier 
primary    containment   valves.  Caused    b<l    piston    binding    In   valve 
body. Valve    Internals   rebuilt. 
COONEV.  M,  J.       Philadelphia   Electric   Co.       79/11/2B.       Ip. 


7912120343  Forwards  LER  79-04B/03L-0. 
COQNEYiM.  J.       Philadelphia   Electric    Co. 


79/11/29.       4pp. 


— 7912130347    LER    79-04B/03L-O:  on   791030, during   relamplng    of   main   off   gas 
s tat k. par »onne 1    discovered    broken    iBokinotic    sample    line. 
Caused    bu,    crimp    at  U   clamp    support   bracket   l<   fatigus    from 
•  x  pans-ion,  contraction   &  wind    loading. 
CQQNEY.  M.  J.        Philadelphia   Electric    Co.       79/11/39.       Ip. 


DOCKET    5Q-27B    PEACH   BOTTOM   ATOMIC    POWER   STATION,     UNIT   3 
F.     Seeurltg,     medical,     emergency    *    Fire    protection    plans 

7913200022   Discusses    NRC    791109   meeting    ro    emergency    preparedness    team 
review   ob jcct Ives. Provides    guidance    fur    improving    licensee 
emergency    preparedness    !<   assuring    capability    of    oFfslte 
agencies    to    take    appropriate    emergencg    actions. 
GRIMES.  B.K.        Emergencg    Preparedness    Task    Farce         79/11/33         30pp. 


Q.     Ad  jud icatorg 


7912110043   Forwards    comments    on   NUfiEO-OSl !.  Draft    GEIS   reflects 
conscious   l>   deliberate   NRC   policy    to    jeopardlie    public 
health    l<    safetg    &    thwart    objectives    of   NEPA. 

KEPFORD.C.        Environmental    Coalition    on    Nuclear    Power.        79/10/24. 
22pp. 


H.     Genaval    correspondence 


7912130429  Forwards   LER   79-050/01T-0. 
CCIJNEYrM.J.       Philadelphia   Electric    Co. 


79/11/29.   2pp. 


79121B0090  Ack  receipt  of  79111B  1 tr  re  concerns  about  application  for 
earlg  site  review.  Commission  is  reviewing  application  For 
doc keting. Board  found  Intorvenor  motion  to  terminate  review 
premature. 
QILINSKY,  V.   CommlDSion.   79/11/30.   Ip. 

— 79121B0107  Believes  ulil  application  for  early  site  review  is  futile 
gesture. NRC  review  of  application  will  reinforce  public 
image  of  inefficient  &  wasteful  govt  administration. 
Lancaster  Nauis  790920  article  re  earlg  site  review  end. 
BPACKMAN.T.   AFfl  1  iatlon  Unknown.   79/I1/1B.   3pp. 

P.  Operating  license  stage  documents  &  correspondence 

79121001B9  Discusses  NRC  791101  meeting  w/ropresontativas  of  NSSS 
vendors  !<  fuel  suppliers  re  discussion  of  respective 
portions  of  ECCS  evaluation  models  dealing  in/fuel  cla-dding 
swelling  d  incidence  of  rupture.  Vendor  responses  end. 
E1SENHUT.  D.  G.    Division  nf  Operating  Reactors.   79/11/09.   65pp. 

— 7912100233  Responds  to  NRC  791101  request  ra  noncomp 1 iance  of 
Uestinghouse  ECCS  evaluation  model  under  requirements 
of  1OCFH5O  App  H,  Evaluation  of  three  fuel  rod  models 
Indicates  no  safetg  problems  for  Westinghouse  plants. 
ANDERBQN,  T.  M.   Uestlnghouae  Electric  Corp.   79/11/02.   4pp 


— 7912120433  LER  79-050/01T-0: on  791 1 13, during  insp  in  response  to 
IE  Bulletin  79-Q2i»lght  hangers  for  control  rod  drive 
innrt/wl  thdraual  piping  found  not  qualified  to  withstand 
DDE.  Cauoad  bij  iRltmlc,  support  design  deficiency. 
COONEV,  M.  J.   Philadelphia  Electric  Co.   79/11/29.   Ip. 


-7912100330  Desponds  to  NRC  791101  request  re  CRNL  cladding  smelling  (. 
rupture  data.  Review  oF  analytical  models  J<  tests  indicates 
compliance  ui/tOCFRSO  App  K.A11  GE  specs  for  calculated  peat 
cladding  temp  remain  unchanged. 
BUCHHOLZ.R.  H.   General  Electric  Co.   79/12/07.   3pp. 


7912140455  Forwards  LER  79-081/01T-0. 
C-DONEY-M.  J.   Phlladalphla  Electric  Co. 


79/13/09.       2pp. 


— 7912140463    LEft    79-031/01T-0:  on   791121,  fire    pump    controls   removed    from 
•vc    to    pirmit   mod    on    fire    header.  DIe»ol    pump    found    to   be 
Inoperable.  Cau*«d    bg    dlrtu    relay    contacts    In  regulator 
circuit.  Contacts   cleaned    Si   pump    returned    to    svc. 
CaDNEY,M.  J.        Philadelphia   Electric    Co.       79/1H/05.       Ip. 

791S270373  na-a-79-32/lP: on   771127, seismic    capabilitiaa    of   concreta 
iloct    uialli    an    elevation    139    ft   reanalgied    as    leu    than 
required    »af« ti|    factor.  Caused    bg    engineering    dosign 
tfdf letsncu.  Mad    of   wall    support   will    raise    safety    factor. 
ULLR1CH,M.T.        Philadelphia   Electric   Co,       79/12/06.       2pp, 

79121'?0g6(b   RO-2-79-S3/1P:  on   791207.  rec  irculation    sys    sample    lino   outer 
vatvn    Liolatloin   function    Inoperable.  Caused    bg    improper 
tMtlnj    of    installed    jumper.  Jumper   removed,  valves    tested    for 
manual    l<  automatic    isolation   (<   Found    operable. 
ULLFUCHiU.  T.        Philadelphia   Electric    Co.       79/12/10.       3pp. 

7912270996  BO-H-79-33/1P: on  791207, rac irculation    sys    sample    lino   outer 
valv*    Aa-2-a-40    UoUtlon    function    fai  led.  Caused    bu    improper 
t*«ting    aft»r    jumper    instal  lation.  Jumper   removed    t>    log 
prne*durB    ulll    be   revluued. 
ULLRICH.M.  T.       Philadelphia  Electric   Co.      79/13/10.      2pp. 


79131604.44  Formards   LER   79-052/01T-0. 
CDONEV.  M.  J,       Philadelphia   Electric   Co. 


2pp. 


— 7912100107  Forwards  response  to  NHC  791101  request  re  rod  burst  tost 
data.  Concludes  that  data  properlg  represented  by  fuel  models 
used  in  vendor  evaluation  models  &  that  analyses  demonstrate 
all  criteria  of  10CFR50.  46  satisfied. 

OU3LEY.O.F.   Ei«on  Nuclear  Co.,  Inc.  (subs,  of  Enon  Corp.  >, 
79/11/O2.   9pp. 

— 7912100496  Forwards  addl  info  re  evaluation  oF  impact  of  NRC  proposed 
riiptura/b  lockage  model  used  In  vendor  evaluation  model. 
No  adverse  impact  from  neu  rupture  burst  data  or  use  of  NRC 
rupture/blockage  model  on  licensing  calculation  results. 
OU8LEY.O.F.   E«ion  Nuclear  Co,  ,  Inc.  (subs,  of  Eixon  Corp.  ). 
79/11/01.   23pp. 

79121101B2  Notification  uF  791137  meeting  u/util  to  discuss  proposed 
design  providing  second  level  of  undervoltage  protection  for 
safety  related  equipment  at  facilitg. 
CLAHKiR.     Operating  Reactors  Dranch  3.   79/11/11.   3pp. 

7913120325  Responds  to  NRC  791002  Itr  re  certification  of  NRC  personnel 
in  radiation  safetg  bg  Oak  Ridge  Associated  Univs.  NRC 
personnel  mill  attend  site-specific  training  &  submit  annual 
confirmation  of  requaliFication. 
CLOUTIER.R.   Philadelphia  Electric  Co.   79/12/O3.   3pp. 

7912180606  Responds  to  791022  Itr  rt  containment  purging  t<  venting 
during  normal  operation. Util  will  comply  w/  "Interim 
Position  for  Containment  Purge  (.  Vent  Valve  Operation 
Pending  Resolution  of  Isolation  Valve  Operabi 1 itg.  " 
DALTROFF.8.  L.   Philadelphia  Electric  Co.   79/12/11.   Spp. 


— 7912130647  LEfl  79-052/01T-0: on  791 1B7.  analysis  per  IE  Info  Notice  79-20 
rev»al«-d  four  concrete  e»pansion  bolts  In  concrete  block 
uialli  u/aafetu  factors  of  less  than  four.  Caused  by  deficient 
d«tlnn.CarrBctivo  actions  to  be  completed  bg  B00101. 
CDONEVirf.O.   Philadelphia  Electric  Co.   79/12/11.   Ip. 


79I22B0561  Responds  to  NRC  791214  telcon  requesting  info  re 
implementation  of  short-term  Lessons  Learned  Task  Force 
requirements  bg  800101.  Discusses  proposed  schedule  b 
revisions. 
DALTfiOFF.  S,  L.   Philadelphia  Electric  Co.   79/13/21.   9pp. 
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Inspection    reports,     JE    Bulletn* 


79/10/2 


lp. 


Hagion     I.     Philadelphia,     Office    oF    the    D.T.ctor 


~79iaOiC044    R..pand.     to    NRC    790917     Itr    re    violates    noted    in     IE    Ins 
Rents    50-277/79-13    b    50-278/79-15   Corrective    actions. 
p'r.eim*!     in.tvucl.d    In    ^curate    signing    off    of     surveH  lane  e 
t-oi  +  o    J.    In    timelu    responses    to    audit    rept. 

PhilalSlhl-    El-etrtc    Co.        79/10/09.        App. 


-79I3M0049    Fc-ruar.!*     IE    Insp    Rept*    30-377/79-13   &    5Q-27B/79-1  &   on 


79/07/17.        3pp. 

—7912060054    NoticD    oF    violation    From    Insp    on    790i,lB-21    fc   ^5-29 

i  Region    1.    Philadelphia,     Office    of    the   Director.        79/09/O7. 

3pp, 

-791201,0058    IE    Insp    Rept,    50-277/79-13   ft    30-27B/77-15   on   790619-21    ft 
as-a'.No-bCompliance   noted  :  fat  lure    to    identify    p  oat-valve 
"placement    test    results    a*    unaccoptafcle    t,    to    issu*    tiflwlv 

phiai 


•JUrtNBUfl,  J.    .       unn.nun.iiin  11.    •       •    -•  Znjnarni 

Reactnr    Operations   Nuclear    Support   Dranch.       79/09/07. 

7912170171    Respond*    to     IE   Bulletin   79-33.     ''Potent.*!    F«>1«T«    °f 
Emernency    Diesel    Generator    Field    Eiciter    Transformer,        No 
connections    found    uhich    couU   allow   Flow  of   Ugh    circulating 
currants    e.ceeding    transformer   ratings^  ™.ln,o.        j,-D 

OALLAOHER.  J.  W.        Phi  ladelph  ia   Elec  tr-ic    Co.        79/1O/25.        2pp. 

7912170240   Updates   review   oP    seismic    analyses    for   as-boi3t    »afetg- 
relatad    piping    per    IE   Bui le tin _79~t4.     "Saiflfflit   Analusis 
for   Saf ety^flflla ted   Piping    Sijs.  " 
DALTROFF.  S.  L         Philadelphia    Electric    Co.        79/10/3O.        2pp. 

7913090101    Acfc    r&ceipt    ciS    791O19    Itr    informing    NHC    oF    st*ps    taken    to 
torrect   violations    noted    in    IE    Insp  Repts    30-377/79-11   tt 

SMITH?^""16'       Region    I.    Philadelphia,    Fuel    Facility  &  Materials 
Safety    Dranch.       79/11/O6.       lp. 

«- 79120501Q3  Roaponds    to  NRC   790931    Itr    re   violations   notfld    in    IE   Insp 
Recta    50-277/79-14    &    5Q-27B/79-I6,  Correct  we   actions: 
neu    shutdown    procedure    t.   removal    of    idtntifiBd     leaking    fuel 

DALTHCFF?!' L.        Pd  i  ladclph  ta    Elactric    Co.        79/IO/15.        3pp. 

—79180-50107    Forwards    IE    Insp    Repts    50-277/79-14   !«    50-378/79-16    an 
790623    t.    notice    of    violation.  ......       ,     , 

SMITH.O.M.  Region    1.     Philadelphia.    Fuel   Facility  fc  MatBrlals 

Safety    Branch.        79/IW/24.        2pp. 


V91E05O11O   Notice    of   violation    (From    ln»p    on   790t2a. 
»  Region    t,     1'hl  ladelph  U.     Office    of    thi    DlrECtnr. 

lp. 


79/09/30, 


—791205011*    IE    Insp    R«pta    50-277/79-14   fc    5O-270/79-1A    nn    790t22. 
Nancompltance    noted : failuro    to    adhere     to    Tech    Spec 

SEHAniAM™.  "i     JflCHSON.T.  J.  .     STOIffl.  J,  P.  Region    I,     Philadelphia. 

Office    of    the    Cii-HCtor.        79/09/30.        Ipp 

791220034(1    Forwards    waste    paclaging     Insp    Rept   79-O2A    on    790925-24.  No 
nnncoraj I  lance    noted. 

SUTHERLMJO,  -f-  T.  ftagion   3.    Atlanta.    Fuel   Fan  1 1  itg   ti  Materia  la 

Safety    Dranch.        79/11/07.        2pp- 

— 7912200395  Waste    packaging    Insp    Rapt   79-05rt.  No   none  omplUnce  notod. 
Major    arnas    inspec  ted:  sh  i  pBing    paper    It   DOT    placardlno 
requlT-arneTitsi  radiation    levolsi  removablB   corttamlnatlon.  DOT   !< 
HRC    aachage    features,  ,,,„,,. 

CFiQWN.R,  A.  Region    3,     Atlanta,     Qfflc*    of    the    D-lroEtor.        77/U/Oti. 

tpp. 

79120S0049  Forwards    IE  Circular  7V-H2.     "StrokB    Times    For  Pauier   Opuratcd 
ReliBf  Valvos.  "  Ho   response   rBquired. 

ORIER.fl.H.  Region    I.    Philadelphia.     DFPiee    of    the   Director. 

79/11/16-        lp. 

7912QT302B6  Forward's    IE   Info   Notice    79-27,     "Steam  Oer-dralor    Tube 
Ruptu-rea   at  Two  PHfl  Plants.  '*  No    response   required. 
GHIEH.Q.H.  Region    1.    J>hi  lad  el  phiaj    Offita    of    the  Dlrsctor. 

79/11/li-        lp. 


F0r^ard9    IE    Info    Notice    79-2B,     "Ovar  1  uad  ing    of    Structural 

*:.:SK  r  f  ^.ss:.:.  "•.,;:::•:;•.:«::::•.-. 

79/11/16.        lp- 

7913110459   FDrnardi     IE     Info    Notice    79-29,     "Loss    af   Noi.Hf.tg-R-»«t*J 
Reactor  CooUnt   EU=    lnstrUr,entati  on  During    Operatic."    No 


79/1  1/19.        lp. 

7913050277    Forwards     IE    Bulletin    79-24.      "Oaron    LDM    From    DWR    Control 
"ReaP°i:nC";:rphiladBlpMa,     Office    DP   the   DirflCtor. 


79/11/30.        lp. 

7913360109    Ack    r.ceipt    of    791004    Itr    inf  °™i"*    MC    °*    jt.p.    taken    to 
correct   violation    notad    in    IE   Inap   Rupts    50-277/79-OB   & 


on    1.     Philadelphia,    Safeguards  Branch.       79/11/21, 


-79182*0113  F0r^ard6    IE    I«p   Rept,    50-277/79-OB  t.   90-H7B/79-09   on 
790B36.SB   *.   7030S-07    !.    notice    of    violation,  Notl  co    OF 
violation   withheld     (ref    10CFR2.  790>. 

MftRTIN.W-  O-  flegion    1,    Philadelphia.    Safeguards    Dranch. 

79/07/14.       2pp. 

-7912260119    IE    Inap    Ropts    50-277/79-00   t    50-27B/79-09    on    790226.39    fc 
030S-07.  Details    withheld    (i-Hf    IOCFR2.  790). 

DAILEY.R.J.  .    LADUN.R.  Region    1,     Philadelphia,    Office    «f    thi 

Director        DEVLIN,  J.  M.  Region    1.    Philadelphia.    Safeguards 

Branch.       79/09/14.        3pp. 

7913060594    Forwards    IE    Circular    79-34,     "Proper    Installation    t.   Callbr     of 
Coro   6pra«   Pipe   Break   Do  tec  t  Ion   Equipment   on   BWRs.      No 


79/11/36.       lp. 


1,    Philadelphia,    Office    of    th.   Director. 


7912110073  Forwards    IE   CiPtular   79-23.     "Mutor    Startars    b  Contactors 
Failod    to  Operate."    No    re-Bponaa   required. 

QFllCR.D.H.  Rogion    1,    Phi  ladolph  la,    Office    of    the    Director. 

79/11/26.        lp. 

79I21900S.3  Foruardu    IE    Bulletin   79-27.     "Loss    of   Non-Class    IE 
Inntrumontfltlon   &  Control    Pnujer    Hgs    Bus   During   Operation. 


. 
79/11/30.        lp. 

V91B310237  Foruarrts    IE    Info  Notice    79-30,     "Raporting    of    Defects  fc 
Noncomplianceo,  10CFR31,  "    No   action    re-quired. 

GRtEfliD.H.  Region    1.     Philadelphia,    Office    of    the   Director, 

79/12/06.       *PP- 

7912190761   Foruaris    IE  OullBtin  79-39,    "Po00ibl«   Malfunction   of  N 
Model   EA1BO  Limit   Suiitchoi   at   Elevated    Tamps.       Written 

n    I.    Philadelphia.    Office    of    the   Director. 


79/12/07.        lp. 

7912SH0031  Responds    to    IE   Bulletin  79-02.  Ravi  sion  2.     "Pipe   Support    *••• 
Plate   Deaigni  Using    Concrete  Eipansion    Anchor  OD'ts- 
Hhera   safoty    factors    less    than    required,  supports  will    Bo 

Fis.  L.      PhiladBlphia   Electric   CD.       79/12/07.       4pp. 


7912360327  Forwards    IE    Info  Notice   79-31.     "Usu    of    Incorrect   Amplified 
Response  Bpectra,  "    No    written   rpsponsa   required. 
WUEBiB.H.  Region    1.     Philadelphia,     Off!"    of    the    Dirpctor. 

79/12/13.        lp. 

R.    ParlodU    operating    report.   *.  p^ated    col"!l^"d.!!l™ 

791B140341  Foruiards   monthly    operating    repts    For  Nov    1979. 
CODNEY.H.J.       Philadelphia   Electric    CD.       79/12/10.       lp. 

—  7913140359  Monthlg    operating    repta    for   Nov    19" 

ALDEM.U.H,      Philadelphia   Electric   Co.       79/12/1O.       9pp. 

a.    Reportohla    occurrencBB.    LERs^Sc   re  lated^eor  respondent  • 

7912tBOOtO  RO  3-7?-a9/lP:  an  791019,  r  BBpon»B    to    IE  Bui  letin  79-14 
pivMl.d    ri<MB*«    ••««    "=rut   on    C  reactor    fttd    pump    fli"h»rB. 
line.  Cause    under    instigation.  Neu,   w*    strut  ulll    arrive 

UULRICH.W.T.      Phil«delPNla   Electric   Co,       79/10/19.       Epp- 
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7912O40293    LER    77-O33/O3L-O:  on    791O22,  uh  i  In    in    cold    shutdown    FE 
T»fuelino,.3D   II HR    pump    tripped    on    overcurrent.  Caused    by 
Internal    no  tor    Fan    blade    -fatigue    fai  lure.  Btator    insulation 
repaired    Ir    bottom    Pan    installed. 
CQtJNEY.M.J.         Philadelphia    Eloctric    Co.        79/11/31.         lp. 


79I2200O22   Discusses    NF1C    791109   meeting    re    emergency    preparedness    team 
reviow   ob jectlves. Provides    guidance    for    Improving    licensee 
Emergency    preparedness   '*   assuring    capability    of    oFfsite 

GRIMES. B.K.        Emergency    Preparedness    Task    Force.        79/11/33.        30pp. 


7913130180    RQ-3-77-3a/lP;  on   791 121,  review    of    791117    surveillance    test 
revealed    that    two    MBlyg    in    steamline   A   closed    in    shorter 
times    than    specified     (n    Tech    Specs.  Caused    by    passible    temp 
eFFoctq    on    hydraulic    fluid    viscosity. 
ULLBICH.W.T.        Philadelphia  Electric   Co.       79/11/21.       lp. 

79120404OS    LER    79-G34/03L-0:  an   791 101.  duping    surveillance    testing. 
•tandby     liquid    control     pump    rolief    valve    operated    belnu   Tech 
Spue    limit.  Caused    by    setpolnt    drift    an   OMSK  Crosby   valve. 
Valve   readjusted    mithin    Tech   Epoe    limit. 
COONEY,M.J.        Philadelphia   Electric    Co.       79/1 1/2B.       lu. 

7912100304    LER    79-O35/O3L-Q;  on    791 102,  during    insp    of    traveling     in    core 
probe    ayi, ih*ar    valves    in    guide    tube   assemblies    detected 
Installed    backwards. Caused    by    facility    const   error.  Five 
(hear   vfllvni    removed    &    properly    reinstalled. 
RODNEY,  M,       Philadelphia.    Electric   Co.       79/13/03.       lp. 

7912130417   RD-3-79-39/IP,  update:  on   791130.  eight    seismic    supports    inside 
containment   fc  supporting   control   rod   drive   piping    line   Found 
not    to    bt    *«lsrnicelly    qualified.  Cauaod    by    dasign    ileFicioncij, 
Modi   mill    be    completed    during    outage    beginning   791207. 
ULLRICH,  H.  T.       Ph  LlatSol  phia   Eloctpic   Co.       79/12/01.       3pp. 

79121B094c>  LEfi    79-Q34/O3L-0:  on   771103, loaV    rates    eiceeded    Tech   Spec 
limit*.  Caused    by    debris    blacking   valve    closure.  Sealing 
•urfaco*    cleanaeJ    &    p:al  ished.  Valves   retested   fc  returned    to 
svc. 
*      Philadelphia    Electric   Co.       79/13/05.       ip. 


79J21BOBB&  Forwards    LEO    79-038/OIT-Q. 
CDONEY.M.J-       Philadelphia   Electric    Co. 


Zpp. 


— 79t21t)0371    LER    79-Q3Q/O1T-0:  on  791 120.  during    reviaui  of    surveillance 

t««t, two    MBlVa    in    "A"    atuamline    closed    In    times    shorter    than 
Bpaclflad    In    Tnch    Bpocs. Caused    by    operator   not   rarogniiing 
fBBt   M8IV   clnourn    time.  Operator    procedure    revised. 
COONEY,  M.J.        Philadelphia   Electric   Co.       79/18/06.       lp. 

7912270373  RQ-2-79-32/1P:  on  791127.  seismic    capabilities   of   concrete 
tine*    wall*    Dn    o-lo-vatian    133   ft    reanalyied    as    U-BB    than 
required)    snFutu    factor.  Cauiud    by    anglnoering    design 
BBflciencij.  Mad    of    wall    support   will    raise    safntij    Factor. 
ULLRICH.H.T.       Philadelphia   Eloctric    Co.       79/12/Oi.       2pp. 


79121B0644   Forwards   LER   79-093/0 1T-0. 
CDDNF.Y.  M.  J.       Phlladelpliia  Electvlc   Co. 


77/12/11.       2pp 


—  79iaiaOA47   LEH   79-OB3/O1T-O:  on   79HH7.  analylls    per    IE   Info   Notice  79-2B 
rovoalnd    four    concrete    ojpanslon    bolts    in   concrete   block 
wall!   u/aafity    factors    of    leas    than    four. Caused    by    deficient 
dotlgn.  OorvBctivD   actions    to    be   completed    by   S001O1. 
COONEV.M.J.       Philadelphia   Eloctric   Co.       79/13/U.       lp. 

7«aiB03BB    LEO   79-037/O3L-0:  on   791113,  during    aurveillance    tooting   on 
rod    *aqu*nc«    control    BIJSP  senuenio   modo    found    inoparable. 
Cau-««(i    bv    failure    In    iiitogratad    circuit   chip    an    sequence 
logic    board.  Intnoratai!    circuit   chip   uaa    i-nploced. 
COONEV.M-J.       Phllad«lphia   Electric   Co.       77/12/13-       lp. 


7913370497   Forwards   LER    79-037/OiT-O. 
CODMEY.M.  J.       Philadelphia   Electric    CD. 


79/12/14.        3pp. 


— 79taa70S10   LEU   79-O39/OIT-0:on  791 130.  ens  innsr  ln»    review  per    IE 
Bullitin    77-OH    identifiod    16   supports   associated    u/l-lnch 
cnntrol    rod    drtwaline    insert   1  ulthdraual    piping   a*   "at 
b»inp    ••itmlcalltj    qualified.  Caused    by    inadequate    design. 
CODNEY1M.'J.       PhHadolphio  Eloctric   Co.       79/12/1-1.       tp. 


DOCKET   30-230    BUHRY  PDHER  STATION,    UNIT   1 

F.     a»curlti|r    (nodical,     emergency   &   firo   prntectiDn   plans 

7718040397   R»*pond»    to    NRC   791010    Itr   ronuootino    info  re   upgrflding    at 
««iirg»ncu    planning.  Propones    that   response    be    contingont   on 
NRC   review    of   rovisnd    emergency    plan- Completion   planned 
prior    to  May    l*?ao    inap.  ,„,..,,„       , 

BTW-UIWOB.  C.  M-       Virginia   Electric   t,  Pouer  Co.       79/11/IH.       ip- 


7912O50576   Foruiarda    license    fee    for    revieu   of    security    personnel 
training    !<   qualification   program,  submitted    in  790917    Itr. 
STALLINOS,  C.  M.        Virginia   Electric    i   Power   Co.        79/11/29.        2pp. 

77I2O301B9   Forwards    amended    physical    security    program. Program   uithhel 
(ref    1OCFR2.  790). 
STALLINGS,  C.  M.        Virginia    Electric    t<   Power   Cn.        79/11/30.        4pp. 

7913100250  Forwards   project   status    summary   re    implementation   of    fire 
protection    mods. 
STALUlNQa.C.  M.        Virginia    Electric    t.   Pouer   Co.        79/12/04         2pp. 


Q.     Ad judicatory    correspondence 


7911300063   Foriuards    util    79102G    Itr    !.   che 
imposing    civil    penalties.  W/o   pncl. 
STELLD,  V.        Office    of    Inspection   6   Enfor 
Director.        79/11/07.        lp. 


NRC   791001    order 


ant,     Office    of    the 


7912110030  Confirms  receipt  of  encl  79O329  petition  to  suspend  OLs  for 
all  PWFls.  Forwards  FR  notice  indicating  that  petition  will  be 
treated  in  accordance  tu/lOCFfi3.  206. 
DENTDH.H.R.   Office  of  Nuclear  Reactor  Regulation.   79/11/23.   lp. 

—  7913110126  Hotice  of  request  For  action  pursuant  to  IOCFR3.  304  re 
Environ  Coalition  on  Nuclear  Power  79O329  petition 
requesting  suspension  of  all  OLs  for  PURs. 

MULLGRiD.R.   Office  oF  Nuclear  Reactor  Regulation.   79/11/23. 
30pp. 

7912050069  Order  granting  extension  until  791221  For  Commission  to 
determine  whether  to  review  791024  denial  of  enforcement 
action. 
CH1LK-9.  J.   Office  of  the  Secretary  of  the  Commission.   79/11/37. 


791S190082  Responds  to  790911  Itr  requesting  preparation  of  EIS  >j 
hearings  re  transport  of  steam  generator  parts  to  Richland. 
HA.  DOE  eiempt  from  NRC  regulation.  Environ  assessment  will 
he  prepared  prior  tn  transport. 
DENTQN.H.R.   Office  of  Nuclear  Reactor  Regulation.   79/11/29.   2pp. 

—  791219009B  Requests  public  hearings  «•  preparation  of  EIS  re  proposed 
transport  of  radioactive  stean  generator  to  Richlanrt.HA. 
ALLEN,  J.   North  Anna  Environmental  Coalition.   79/O9/11.   lp. 

79121BOS3t  Discusses  NHC  79082S  shou  cause  order  reanalysts.  Pipe 
support  analysis  toill  result  in  identification  of  mods  *c 
Issuance  of  preliminary  dnsisn  drawings  by  791223.  Hchedule 
for  installation  of  remaining  mods  mill  bs  submitted  791221. 
SPENCER.  U.  0.   Virginia  Electric  (.  Pouer  Co.   79/12/13.   2pp. 

791H260367  Order  granting  eitension  until  E00118  for  Cpimnianian  to 
eloct  to  review  7902D1.O421  t.  1034  denials  of  enforcement 

CHILK-a.  J.   Office  of  the  Secretary  of  the  Conmisa  ion.   77/12/19. 


P.  Operating  licence  stage  documents  '<  correspondence 

791109024H  "Summary  of  Operating  Eiperience  M/Rccirculating  Steam 

Generators.  "  „,„,«,  ««ai 

EISENHUT.  D.  G.    Division  of  Operating  Reactors.   NUBfcU-O^J. 

79/01/31.   B9pp. 

790U010329  Notifies  of  status  of  rept  on  reactor  cavitg  annulus  seal. 
Most  PWfi  users  ramove  ring  during  normal  operation,  others 
store  sen!  ring  In  ralsail  position  during  narmal  oparation. 
1.AINAS.O.     Plant  Systems  Branch  (Pre  791O30).   79/O7/05.   7pp. 

7912050179  Discusses  MRC  review  of  LERs  &  Tech  Spec  requirements  re 
control  RPI  sys  at  Hestinghouse  PHRs. Raquests  Tech  Specs 
review  to  ensure  requirement  for  rod  maint  to  within  V-  12 
steps  indicated  t  (1PI  *«s  verified  accurate  uithin  12  stops. 
SCHUEMCEfl.  A.     Operating  Reactors  Branch  1.   79/10/39.   /pp. 

7915170039  Clarifies  requirements  re  control  rod  position  indication 
sys  at  Weallnohouse  PWR.  due  to  eiisting  wide  variations 

SCHHENCER.A.     Operating  Reactors  Branch  1.   79/10/29.   3pp. 
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— 7913170032    Tech    Spec*    fc 
<  Gpflrating    Reactor 


reactivity    control    SIJB. 
Dranch    1.       79/10/01.       Jpp. 


— 7912170037    Tech    Spec     for    reactivity     control    ay 
ayv 
*  Operating    Heactors    Dranch     1.        7^/03/13. 


sition    imdicatti 


— 79123103D4    Revisaa    Pages    3.6-1  through    3.  &-3    t,  4,9-1     through    1.  B-2    to 

Tech    Sp  ecEi  pro  viding    further  verification    of  auxiliary 
feadujater   pumps. 

»     Virginia   Electric    !i   Pouier  Co.       79/12/20.  6pp. 


[nspectign    reports,     IE    Hullotina    !<   corroapondence 


79121Q01B9    Discuaaes   NfIC    7-JI1O1    meeting    u/represen t at ivas    of    NB3B 
vendors    t>    PUB!    suppliers    re    discussion    of    respective 
port  inns    of   ECCfl    evaluation   models    dealing    ui/fuel    cladding 
sue  11  ing    'a    incidence    of    rup  ture.  vendor    responses    end. 
EIEENHUT.  a.  G.  Division    of    Operating    Reactora.        79/J1/Q9.        65pp. 


7?13060t70   Forwards    IE    Inap    Repts    SO-2BO/79-9-J    t,    50-281/79-76    on 
79O91D-13   &    19-21.  No    noncomp  1  iance    noted. 

MURPHV.  C.  E.  Region    2j    Atlanta,    Reactor   Construction    &   Engineering 

Support    Branch.        79/10/23.        2pp, 


-7912100255    Responds    to    NRC    7<moi    request    ro    none ompl ianc e    of 
HBstinghouse  ECCS   evaluation    model    under    requirements 
OF     1OCFR5O   App    K.  Evaluation    of    tfiree    fuol    rod    models 
indicate!    no    -safety    problems    For    Wg-stinghouse    plants. 
ANDERSON,  T.  M.       Hestlnghouse    Electric    Corp.       79/U/02.       4pp. 


—  791306.0995    IE    Incp    Repts    SO-2BO/79-31    (.    3O-2B1/79-76    on    790913    fc    19-21. 
No   noncocnpliance    noted. Major    area    inspected:  p Ipe    support 
base    plate   deslg-ns    using    concrete   eipanaion   anchor    bolts. 
vAU-IBN.E.  J.  Region    2,     Atlanta,     Office    of    the    Director. 

HERDT.a.R.  Region    H,     Atlanta,     Reactor    Construction    h 

Engineering   Support    Branch.       79/10/18,       4pp. 


-7912100330   Responds    to   NRC   711101    request    re   ORI1L    cladding    swelling    t, 
rupture    data.  Revi  eu  of    analytical    models   &    testa-    Indicates 
compliance    u/lOCFBSO   App    K.A11    GE    specs     for    calculated    peat 
cladding    temp    remain   unchanged. 
DUCHHOLZ,  H.  H.        General    Electric    Co.        77/12/07.        3pp. 

-7912IOQ407   Forward!    response    to    NRC    791101    re-quest    re   rod    burst    tost 
da  to.  Com  1  tides    that   data    properly    represented    b  u    fuel   (no-dels 
used    In   vendor    evaluation   models    ij    that    analyses    demonstrate 
all    criteria   of    10CFRSO.  46   satisfied. 

OWBLEV.O.F.        Enon.   Nuclear    Co.,     Inc.      tsuts.      of    Euan   Corp.). 
79/11/03.        5pp. 


791207010B  Forwards    IE    Insp   Repts   30-280/79-36  it   90-281/79-74   on 
790913-14.  No    none ompl iance   nnte-d. 

MURPHV.  C.  E.  Region    3,     Atlanta,     Reactor    Construction    &   Engineering 

Support    Dranch.       79/1O/34,       3pp, 

—7912070112    IE   Insp    Rents    50-380/79-56   fc   30-381/79-74    on   790913-14. 
No   noncomp llanee    noted, Major    areas    Inspected : concrete 
eipan&ioEi    anchors   &    seismic    analysts    For   as-built 
safety-related    piping    sgs. 

GuMPTdN,  R.  «.  ReniQii   3,    Atlanta,    Office    of    the  Director. 

HERDT.rt.R.  Region    2,    Atlanta.    Roactor   Construction   S. 

Engineering   Support    Branch.       79/10/12,       4pp. 


7912100454   Forwards    add)     info   ro    evaltiation    of    impact    of    NHC    proposed 
rup  ture/b  1  PC  kage    nodel    used     in    vendor    BValiratinn    model. 
No   adverse    impact    from  TIBLI  ruflturs    burst    data   or    use   of   NRC 
rupture/blockage  model    on    licensing    calculation    results, 
QWSLEY.Q,  F.        El  ion    Nuc  1  ear   CD.  ,     Inc.      (subs,      of    El  ion    Corp.   I. 


79121O0171    Ack    receipt    of    79O713    Itr     In    TDiponso    to    NRC    790523    Itr    re 
soil    structure    inlet-action.  Bump    factor    af    1.23    is   adequate 
for    seismic    atressB*    for    DUE.  Equation    Used    to    calculate    nau 
DDE    level    Is    acceptable. 
EISENHUT.D.  G.       nffKa    of  Nuclear    Roactor   Regulation.       79/11/13.       3pp. 

7912170132   Bequests   Class    I    fc    1  1    ffios    re    revieu   t  approval    of    security 
peraonnel    training   &    n.ual  if  ication    plan.  Fee    far    791001 
request    due    15    ifa-ijs   after-   receipt    nf    Itr. 
MILLER.  W.  Q.  License   Fee   Management   Branch.       79/11/3&.        lo. 

79D219O500   Summari  IBS   7"?illi    telcon  w/util    re    imp  1  emen  tation    of   Lessons 
Learned   Task   Force.  Licensee    prop  cited    schedule    for 
p-resEuriiPd    bea  ters.  d  i  rect    indication   of    valve    position  & 
leak    reduction    program    found    unacceptable. 
NEIGHBORS,  D.  Operating    R*actac%    Branch    1,       79/11/S3.       7pp. 

7912070201    Requests    detailed    syllabus     for   Oak    Ridge    Associated    Univ 
radiation    safety     sesiinflr.  L-i-ati    addl     Info    required     prior    to 
reaching    final    determination    of    acceptance. 
STALLINQS,  C.  M.        Virginia    Electric    &    Poiuer    Co.        7?/U/2°.        Ip. 

79121OO302  Discusaet    reviBU   of   Teth    Spac    surveillance   requirements    re 
control    rod    poaitlon    indication    BUS.  Compl  lance   u/requi  roment 
for    alignment  uithin    IS    incftei    maintained.  T»ch   Spec    change 
being    prepared    to    ensure    prop*T    control    of    rod   mains. 
STALL1NOS.  C,  M,       Virginia    Electric    &    Paiuer  -Co.       79/13/04.        Ip. 


79120S0421    Forwards    IE    Insp   Rept    SO-S80/79-5B   on   790936-20.  No 
noncomji  1  ianc  e  noted. 

MURPHV, C.  E.  Region    3,     Atlanta,    Reactor   Construction    t,   Englnecrinfl 

Support    Brancn.       79/1O/25.       3pp. 

--791B050A22    IE    InBp    Rept    30-280/79-^9   on    790926-28.  No    noncomp 1 lancB 
noted.  Major   areas    inspected;  IE   Bulletins   79-03  d  79-14. 
COMPTOM,  R.H.  ,     MODENOS,  L.  Region    2.     Atlanta,     Office    of    the 

Director.       KERDT.A.R.  Region   2,     Atlanta,    Reactor    Construction    «. 

Enfliiieertng   Support   Branch.       79/10/H4.       5pp. 

79I20iOa2B    Forwards     IE    Jnsp    Repts    50-2HO/79-57   ti    30-381/79-75    Dn 
79091B-B1.  No    noncomp  1  iance  noted. 

LEHISiR.  C,  Renion    2.     Atlanta,    Reactor   Operations   Nuclear   Support 

Branch.        79/10/25.        3pp. 

--7912060235    IE   Insp    Reptu     50-280/79-57    &    90-381/79-75    on    79Q9IB-BI.NQ 
noncompl  lance    noted. Major    areas    inspec  ted:  pip  Ing    support   t 
restraint    sys    &    follouup    Insp. 

WHIiENER,  H.  L.  Ragion   2.    Atlanta,     Office    of    tho   Director. 

BURNETT, P. T.  Region  2,    Atlanta,     Reactor   Operations   Nuclear 

Support    Branch.       79/10/24.       4pp. 

7712050623   Foruarda    IE   Insp   Repts    30-2BO/79-59  &   30-2B1/79-7B   on 
79Q910-2B.  No   noncompl  iance   noteJ. 

LEWIS,  R.  C.  Region   2.     Atlanta,    Reactor   Operations   Nuclear   Support 

Branch.       79/10/26.       2pp. 

—7912090624    IE    Insp    Repts    50-2BO/79-99   &    90-381/79-7B    on    790910-23.  No 
noncom.pl  iance    noted.  Ma  jor   areas    inspected :  plant   operations, 
malnt   &    plant    security. 

BURKE.D.J.  Region    2,    Atlanta,     Office    of    the   Director. 

KELLDOQ,  P.  J,  Region  2.    Atlanta,     Reactor   Operations   Nuclear 

Support    Branch.       79/1-0/23.       4pp. 


7913J8O1B2  Commits    to   complu   ui/URC    interim  position    for   containment 
purge   !.  vent    valve    ops  ration   p«r*<ting    resolution   nf    isolation 
valve    operabilitu, in   response    to    NRC    791033    Itr. 
STALLINQBiC    H.       Virginia    Elaetric    &   Pouier  Co.       79/12/13.       3pp, 


791B200344   Forwards    waste     packaging     Insp    Rept    7V-02A   on    790923-34..  No 
noncompl lance  noted. 

SUTHERLAND,  j.  T,  Region  2,    Atlanta,    Fuel    Facility    &  Materials 

Safety    Dranch.        79/1I/O7.        2pp. 


79I220O918  Commits    to   Full    implementati on   of    all    Category   A 
requirements    from   THI-3  Lesson*    Laarned    Task    Force    ou 

aooiai, 

PHOFFITT,  M.L.       viroinla  Electric    t.  Power   CD.       79/13/17.       Ip. 

7912310390  Responds    to  NRC    79OB22    ghoui   cauie    ortfar    for   reanalysis   of 
pipe    supports    outside   contalnmnnt    structure. Identified    74 
mods    to   be    complet-cd    B00201.  Pre  1  iminarij    design  mod    drawing! 
Issued    to    field. 
SPENCER, W.C.       Virginia   Electric    !.   POUST   Co.       79/12/21.       2pp. 

7912310-499  Requests   dinend    to  OL    in    form  of    change    to    auxiliary 
feeduater   sys.  Class    I    i,   III    fee*   flr>cl. 
BTALL1NSS,  C.  rt.       Virginia  Electric    tt  Power    Co.       79/12/28.       3pp. 


—  7912200395  Waste    packaging    Insp    Rept   79-O2A.  No   nancomp 1 iance   noted. 
Major   areas    inapucted : shipping    paper  fc  DBT   placarding 
requirements,  rad  iation    levels,  removali  IB   tantaminatlon,  DOT  b 
NRC   paclage    features, 

BROWNift.A.  Region    2,     Atlanta,     OfPlce   of   the  Diractor.       79/11/Oi. 

&pp. 

791S-100201    FoTUiariis    IE    Tnfo    Notice   79-HB,     "Overloading    of   Structural 
Elements    Due    to   Pipe   Supiport    Loads."    No  response  required. 
O'REILLY,  J.P.  Ragian    3,    Atlanta,    Office   of   the   Director. 

79/11/16.        Ip. 

7912110SB7  Forward E    IE   Info    Notice   79-29,     "Loss    of   Nonsaf ety-Related 
Reactor    Coolant    Sjs    Instrumentation   During   Operation."    No 
specific    action    or   response   required. 

O'REILLY,  J.P.  Region   Si    Atlanta,    Office    of    the   Director. 

79/11/16.        2pp. 


DOCKETED  ITEMS 


85 


7911300140  Forwards  IE  Bulletin  79-26,  "Boron  Loss  From  BWR  Control 
Blades."  No  response  required. 

O'REILLY,  J.  P.     Region  2,  Atlanta,  Office  of  the  Director. 
79/11/20.   2pp. 

79ia03O44i  Ack  receipt  of  791O23  Itr  informing  NRC  of  steps  taVen  to 
correct  violations  noted  in  IE  Insp  Repts  90-2HO/79-SS  fc 
30-2B1/79-73. 

LEHIBiH.C.      Region  2,  Atlanta,  Reactor  Operations  Nuclear  Support 
Branch.   79/11/21.   lp. 

— 791SOS0432  Responds  to  NRC  790926  Itr  re  violation*  noted  In  IE  Insp 
Repts  30-290/79-33  !<  30-281/79-73.  Correc  t  ive  actions:  maint 

•  taff  Instructed  to  follow  requirements  of  radiation  worV 
permit  It  all  radiation  workers  required  to  sign  in. 
S.TALLINGS, C.  M.   Virginia  Electric  (•  Power  Co.   79/10/23.   2pp. 

—7912030456  Forwards  IE  Insp  Repts  SO-2BO/79-33  t.  30-2B1/79-73  on 
79OB20-0907  &  notice  of  violation. 

LEWIS,  R.C.      Region  2,  Atlanta,  Reactor  Operation*  Nuclear 
Support  Branch.   79/09/26.   2pp. 

— 7912030460  Notice  of  violation  from  Insp  on  790B20-0907. 

*  Region  2,  Atlanta,  Office  of  the  Director.   79/09/24.   lp. 

—7913030467  IE  Insp  Rept.  SO-2BO/79-SS  &  50-281/79-73  on  790B20-09Q7. 
NoTieoiBBliance  noted:  tuio  uelder»  grinding  ti  welding  elbow  In 
faeduatar  line  ui/o  respiratory  protection. 

KEtLOOO.P.J.      Reflion  2,  Atlanta,  Reactor  Operations  Nuclear 
Support  Branch.   BURKE,  D.  J.     Rtflion  2r  Atlanta,  Office  of  the 
Director.   79/09/24.   3pp. 

7912070007  Forwards  IE  Circular  79-24,  "Proper  Installation  tc  C4libr  of 
Core  Spray  Pipe  Break  Detection  Equipment  on  BWR*. "  No 
response  required. 

O'REILLY,  J.P.     Region  5-  Atlanta,  Office  of  the  Director. 
79/11/26.   lp. 

7912110186  Forward*  IE  Circular  79-23,  "Motor  Starters  fc  Contactors 
Failed  to  Operate."  No  responsa  required. 

O'REILLY,  J.P.     Region  2,  Atlanta,  Office-  of  the  Director. 
79/11/26.   lp. 

791214033B  Respond*  to  IE  Bulletin  79-17, Revi*ion  I,  "Pipe  Cracks  In 
Stagnant  Berated  Mater  Sgs  at  PUR  Plant*. "  Completed  special 
Insp  drawings  t>  began  visual  etaminatlon  of  Unit  1  s«s. 
BTALL1NQB.  C.  M.   Virginia  Electric  li  Power  Co.   79/11/27.   2pp. 


7912260241   Responds    to   NRC    791123    Itr    re    violation    noted     in     IE    t=inp 
Repts     90-2HO/79-63    &   SO-2B1 /79-B3. Corrective    action: 
design    change   on   replacement    starting    contactors    completed. 
BTALLINOS.C.M.        Virg  inla    El  ec  tr  ic    &   Power   Co.        79/12/19.        2pp. 

7912260351    Forwards    revised    response    to    items    of   noncomp 1 ianc e 
Identified     in    IE    Insp    Repts    50-3BO/79-OB   t,   30-281/79-09. 
STALLINOS,  C.M.       Virginia   Electric    &  Power  Co.      79/12/19.       4p. 

7912270441    Forwards   responses    to    infractions   reported    in    IE    Insp    Repts 
&O-2BO/79-tl    li    30-2B1/79-BO, 
STALLINQ8,  C.M.        Virginia    Electric    !<   Power    Co.        79/12/2O.        4pp. 

79123BtHil    Forwards    IE   Circular    79-35,     "Shock    Arrestor    Strut    Assembly 
Interference."    No   written  response   required. 
O'REILLV,  J.  P.  Region   2,    Atlanta,    Office   of    the   Director. 

79/12/20.        4pp. 

79122B0494  Forwards   response    to   NRC  791203   Itr  re   violations    noted 
In    IE    Insp    Repts   50-260/79-62  «<   50-3B1/79-82  on   791001-31- 
Annuciator    Ing    procedure    established    to   document    safetij- 
rnlated    annuciator    actuations   &   resets. 
STALLINOB,  C..  M,       Virginia   Electric   Ic  Power   Co.       79/12/26.       4pp. 

R.     Periodic    operating   reports   &  related    corrospondence 

791214OD24  Forwards    monthly    operating    repts    for  Hov   1979. 

STALLINQ8,  C.M.       Virginia   Electric    &  Power   Co.      79/12/12.        lp. 

— 791211033B   Monthly    operating    repts    for   Nov    1979. 

COSTELLO,  O.  J.       Virginia   Electric    b  Power   Co.       79/12/Ofl.       45pp. 

a.     Repnrtable   occurrences,    LER*    t.   related    correspondence 

7912200423  PNB-1 1-79-003:  on  791010. criminal    trial    began   on    individuals 
uho   publicly   admitted    responsibility    for   damage   of  new    Fuel 
assemblies    in    storage   at   fac i 1  it ies. NRC   unsuccessful    at 


intBTvie 
ALDER  SON 
Director 


wing  individuals  re  operational  k  security  problem*. 
,  C.E.  ,  KEL.LOQO,  P.  J.     FUgion  2,  Atlanta,  Office  of  th 


79/10/10.   lp. 


7912210043  PND-1 1-79-019:  on  79 1024, f aci 1 i ty   achieved   crlticalltg    b    is 
at    SOX   poiD«r    an  791025. Unit    had    been    shut   down   for   seismic 

reanalysis    of    safaty   related    piping.  

ELRODiB.A.,    KELLOOO.P.J.  Region  2,    Atlanta,    Office    of    the 

Director.        79/10/25.        lp. 


7912200097  Respond*    to    IE  Bulletin   79-1B,     "Audibility   Problems 
Encountered    on   Evacuation   of   Personnel    from  Hioh   Noiia 
Ariai."   Sound,   alarms    inaudible    In    BOX   of    sound    level 
location!   tested. 
BTW-LINOS,  C.M.       Virginia   Electric    h  Power   Co.       79/11/29.       3pp. 

7912190492  Forward*  IE  Bulletin  79-27,  "Lo»«  of  Non-Clan  IE 
Hl*trumentation  *<  Control  Power  Sy»  Bu»  During  DpBratlon.  " 
Hrltttn  response  required. 

O'REILLY,  J.P.  Ragion  2,    Atlanta,    Office   of    the   Director. 

79/11/30.       Jp. 

791Z310330  Forward*    IE    Info  Notice   79-30,     "Reportlnn    of    Defects   b 
Noncompl lances,  10CFRB1.  "    No   action   required. 
O'REILLY.  J.P.  Reoion  2,    Atlanta,    Office    of    the   Director. 

79/12/06.       3pp. 

79iaa00070  Forwards    IE  Bulletin   79-29,     "Possible   Malfunction   of   Namco 
Model   EA1BO  Limit   Switches    at  Elevated    Temps."   Action 
required. 

O'REILLY, J.P.  Reelon   2,    Atlanta,    Office    of    the    Director. 

79/12/07.       2pp. 

79123102BO  Reipond*    to    IE  Bulletin   79-02, Revision  2.     "Pipe   Support 
Bate   Plate   Design*   U*Ing    Concrete   Expansion   Anchor   Bolts, " 
Five   pipe   *upport*    on    Belsmlc    Category    1    sy*    In   aunlliaru 
bldg    installed    using    expan*ion   anchor    bolts. 
SPENCER, M.C.       Virginia    Electric    (.Power   Co.       79/12/07.       4pp. 


79121103B7  Forwards    updated   LER    79--QS6/01X-1. 
STALLINQS,  C.M.       Virginia   Electric    fc  Power  Co. 


79/13/07.        Ip. 


—7912110390   Updated   LER  79-02t/01  X-l:  on  790B39,  Westingh  ouse    toltf    util    of 
poBBlbln    failure    of   certain    control    s«*! previously    assumad 
to    remain   "as    is,"    to    fail    under   adverse    environ   conditions. 
FSAR   reviewed.  Present   analyse*   unaffected. 
STEWARTMJ.L.       Virginia  Electric    t,  Power   Co.       79/12/O7.       4pp. 


791214O432  Forward*    LGR  79-037/O3L-0. 

BTALLINOB,  C.M.       Virginia  Electric    tt  Power   Co.      79/12/11. 


lp. 


— 7912140442  LEH  79-037/03L-0:  on   791 1 19,  during   normal    operation.,  heat 
tracing    circuit    ISA    (panels    B  t.  9)    I   t,  S  boron    Injection 
recirculation-to-bgric    acid    tanks    failed.  Caused   bu. 
c-verheatino    of    heat    tracins    tape.  Tape   replaced. 
STEWART,  H.  J.      Virginia  Electric   !<  Power  Co.       79/1H/I1.       2pp. 


7912110466   Forwards  LER  79-031 /031--0. 

9TAt-L.INOa,  C.M.       Virginia  Electric   It  Power  Co. 


79/12/11. 


lp. 


— 7912140477  LER  79-031/03L-0:  on   791 1 17. 1 iquld  waste   containing     isotope 
greater    than    I.  3E-03  UCi/ec    was    released.  Caused    bu    pi-rionnel 
error. Mater   releases    for  Nov   mere   checded   li  verified. 
Personnel    involved   advised    to    fill    out    forms   carefully. 
STEWART,  W.  L.       Virginia  Electric    b  Power  CD.       79/12/11.       2pp. 


771B2B0441   Forward*    IE   Info   Notice   79-31i     "Uie    of    Incorrect  Amplified 
FUiponse  Spectra."   No  written  response  required. 
O'REILLY,  J.  P.  Region   2,    Atlanta,    Office    of    the   Director, 

79/12/13.       2pp. 

7912260331   Reipondi    to  NRC   791126    Itr   re  violations    noted    in    IE    Insp 
Rept   30-2BO/79-60.  Corrective   actions:  valves    labeled   !< 
drawing    change   request*    submitted. 
BTALLINOB,  C.  M.       Virginia   Electric    St  Power   Co.       79/12/19.       app. 


79121-4O3B6  Forward*   LER  79-036/01T-0. 

BTALLINQSrC.  M.      Virginia  Elactric    fc  Power  Co. 


79/12/12.        lp. 


— 7912140394  LER   79-036/01 T-0:  on    791 120.  during   unit   oTierat  Ion,  util 
nmtlfiad    bu    engineer    that    srror    in   current  containment 
depres-uriration  analysis    assumed    spray    effectiveness    value* 
too    high. Caused    b«    incorrect    application   of  approved    modal. 
•      Virginia   Electric    (,  Pouer    Co.       79/12/12.       2pp. 


7912270307   Forwards   LER   79-034/01T-0. 

BTALLINQSjC.  M.       Vlrjinia  Electric    t  Pouer   Co. 
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—7913370311    LEfi    79-O34/01  T-O:  on    791SO7,  during    rflanalys  i  5,  discovered     that 
uhon    radiation    alarm    setpoint    is    reach*,!     in    diachargu    line 
of    air    ejectors    of   Units    J    !.   2,  trip   valves   divert   air   to 
containment.  Caused    b<i    valve    design    contrary     to   FSflR. 
*      Virginia    Electric    fc   Power    Co         79/12/31.        2PI>. 

7912,270347   Forwards    LERs    79-033/O3L-O    !-   79-O35/O3L-Q. 

STALLINQE.C.  M.        Virginia   Elertrit    4    Pouer    Co.        79/12/20.        lp. 

—7912270360  LEfl   77-033/03L-O: on   791 1  27,  during   normal    operal  ion,  peraonne  1 
observed    reduction    in   Flow  &  pressure    in   charging   pump    syt 
uater    aub-sy*.  Caused    bU    broken    stem   on    l-SW-107.  u,/val  ve    disc 
oartiallu    blocking    pump    supply-  value    replaced. 
.      Virginia    Electric    I.   Power   CD.        79/13/21.        2PP. 

—7912370592   LEfi    79-O3S/O3L:  on    79MS7,  during    normal    operation,  rout  inB 
surveillance    revealad    failure    of    heat    tracins    circuit   SB 
(panel    BJ.Unit    i    suction    piping    to   boric    acid    transfer   pump 
l_c(-l--p_2fl   Caused    by    water    damage.  Heat    tape   replace*. 
»      Virginia    Electric    t.   Power   Co.        79/12/31.        3pp. 


DOCKEI    50-281    EUHRV   POWER   STATION,     UNIT   2 

F.     Security,    medical,     emergency   6    fire   protection   plans 


7912200022   Discuss 


WFiC    791109 


i  ting 


Emergency    preparedness    team 

'revieu~ti  jectives   Provides    juidancH    for    improving    licensee 
emergency    preparedness    fc   assuring    capability    of    nffsite 
agencies    to    take  appropriate    eni.ero;anci|    actions. 
CRIMES,  B.  K.        emergency    Preparedness   Task    Force,        79/M/2J.        30pp. 

79l205037ii  Forwards    license    Fee    for    review   of    securitB   personnel 
ti-aining-   f>   quali  f  ication    program,  subml  ttei)    in  79GBI7   Itr. 
STALLINSS,  C.  rt.        Virginia   electric    6   Power    C-0.        79/11/29.        2pp. 


791203010.9   Forwards   amended    phys 
(rof    10CFR2.  790). 
STrtLLIKQS,  C.  M.        Virginia    Electric 


al    security    program   Program   withheld 
Power   Co.        79/11/30.        4pp. 


791210025-0   Forwards    praject    status    sufliflutrg    r*    implementation    at    tire 
orotec  t  loci   Aioda. 
STALLINQS,  C.  fl.       Virginia    Electric   ft  Power   Co.       79/12/O4.       3pp. 

0.     Adjudicator^    correspondence 

7912110039   Confirras    receipt    of    *ncl    790339   petition    to    suspend    DLs    fnr 
all    PHKs. Forward*    FR  notice    indicating    that    petition  uill    be 
traate-d    in    accordance  U/1OCFR3.3O6 
DEKTOH,  II   R.        Office    of   Nuclear    Reactor   Regulation,        79/11/23,        lp. 

— 791S'lial26   Notite    of    request    for    action    pursuant    to    10CFFI2,  SOi   re 
Environ    Coalition    on    Nuclear    Pnuor    79Q32?   petition 
raituesting    suspension    of   all    OUt    for   PURs. 

HULLER.  D.  n.        Office    of    Nut  1  ear    Hoactor   flegulation.        7t/llJ33. 
3HpP. 

79120500o9    Order    granting    eitenaion    urvtil    791231     for   Commission    to 
dHterralne    uhethir    tc.   revkew    791Q24    denial    of    enf ortenmnt 
at  t  ton. 
CHH-K.B.J.        Clffice    of     the   Kecretary    of    the    Commi  e-sion.        79/11/27. 

IF, 

7912170092    Responds    to    7 TO?  11     Itr    requesting    preparation    of   EIS   tc 
li*aring-s    re   transport    of    steam   generator    parts    to  Riclilandi 
MA.  DOE   eiempt    from   NflC    regulation.  Environ    aisossmenl    uill 
be    prejidred   prior    to    transport. 
BEHTOH.Ii.  H.        Office    of    Nucloar    Heaitor    Regulation.        Tt/il/31.        2pp. 

— 7913190080  Hcnuests   public   heartnns    d   preparation   of  EIS  re    proposed 
transport    of    radioactive    s  toam   generator    to    Ri  chlandi  HA. 
flUUEN.J.        North    Anna   Environmental    Coalition.        79/09/11.         IP- 

71Ji2360367   Order    granting    eitenaioti    until    BOUIIH    for   CDjnmisElqn    to 
elect    to   rsvieu   79O2O1.O121    (.    102-1    denials    of    enforcement 
action. 
CHILK.B.J.        Office    of     the    Secretary    of    the    Commi  ssion.        79/12/11. 


7913050199  Discuases    NRC    review  of   LERs   ft  Tech   Spec   requirements    r» 
control    flPI    sus    .t    West  ingho..ae    PWRs.  Roquests   Tech    Specs 
revJeu    to   ensure   requirement    for    I'od    maint    to  uithin   t/-    irf 
•steps    indicat&d    fc   RPI    sijs    verified    accurate    uiithin    12   steps. 
BCHHEWCER.A.  Operating    Reacto-rs    Dranch     1.       79/10/29.        7pp. 

7912170029   Clarifiaa    requirements    re    control    rod    position    indication 
s»5    at   HestinohousB   PUR.  due    to    e.  latino:   wide  variations 

BCHWENCER.A.  Operating    HeactorB    Branch     1.       79/1O/29.        3pp. 

—  7913170033   Tech    Specs    for   reactivity    control    ays. 

»  Operating    Reactors   Branch    1.       7-J/1O/01.       3pp. 

__  7912170037    Tech   Spec    for    reactivity!   cotitrol    sys   position    Indication 
egs. 
•  Operating    Reactors    Branch     1.        79/03/19.        lp. 

7T121001B9   Discusses    NRC    7*71101    meetine    u/rapresentativeH    of    N3B9 
vendors  &    fuel    suppliers    re    dl  scussioTl    of   raspnctivB 
portion"    at  ECCS  evaluation   models    dealing.    iu/fuol    cladding 
swelling   *    incidence    of   rupture.  Vendor    responses    end. 
EISEKHUT.fl.  (!.          Division    of   Operating    Reactors.      77/11/09.      63pp. 

—  7912100259  Responds    to   NRC   791  1O1    request   re   noncompl  ianco   of 

WEstinghouBe   ECCa   Bwaluation   modal    under    requirements 
of    10CFR50  App    H.  Evaluation    of    three   fuel    rod  modoU 
i-ndtcatBS  no    aafctij    prftblBma    For   Hestinghouse   plants. 

N,  T.  M.       Maatinghouae   Electric   Corp.       79/11/02.       4pp. 


—  7913100330   Responds     to    NRC    791101     request    re    DRNL   cladding    auelliTlg    d 

rupture    data.  Ravleu   of    analytical    nodela    d   tests    indicatea 
compliance  ui/lOCFTt50  App   K.  Al  1    GE   apeca    for   calculated    peak 
cladding    temp    remain   unchanged. 
OUCHHOLZiB.  H.        flonernl    Electric    Co.        79/12/07.       2pp. 

—  7912100407  Forwards    response    to   NRC   791101    request   re   rod    burst    tost 

data.  Concludes  that  data  prnpei-ly  represented  by  fuel  model* 
•used  in  vendor  evaluation  models  Si  that  analyses  domonatratt 
all  criteria  of  1OCFR5Q.4&  satin-fled. 

OWSLEV.O.F.  Exion  Nuclear  Co.,  Inc.  (subs,  of  E«on  Corp.). 
79Y11/O3.  9pp. 

—  7912100156  Forwards   addl    info   re    evaluation   of    Impact    of   NRC    proposed 

rupture/blnciage    model    used    in   vendor    evaluation   model. 
Ha   adverse    impact    from  neu  rupture    burst    data  or    use   of  NRC 
rupture/bJucltage    model    on    11  eons  Ing    calculation  results. 
OHSLEY-O.F.        E*inn    Nuclear    Cc-.  .      Inc.     Csubs.     of   Eixon    Corp.). 
79/11/04.        32pp. 

7912100171    Ack   receipt   oF   79O913    Itr    in   response    to  NRC   79DS25    Itr    re 
soil    structure    interac  tion.  Hump    factor    of    1.29   ia    adequate 
for    seismic    stresses    for   OBE.  Equation    used:    to   calculate   nou 
OQE    level     is    acceptable. 
EIEENHUT,  D.  G.        Office    of    Nuclear    Reactor    Regulation.        79/11/15,        ..pp. 

7913170132  Requests   Class    I    S,    II    feus   re  rovieu  fe  approval    of   aacuriiu 
personnel    training    &    quali  Fication    plan.Fee    For   791001 
request   due    13  days    after    receipt    of    Itr. 
MILLER.  W.  D.  License   Fee    Management   Branch.      79/11/26.       lp. 

791210Q346  Forwards    draft    input    for    steam  oenerator    tubn    failure    saPotg 
BValuotimls.,BEctloiiE    S.   1  .  3.  2.  3.  3,  2.  3.  3   &   2.  4.  3.  Input    for 
UDBI    Unit    Z  reactor    in   Belolum   end. 
5CHWEMCER.A.  Operating    Reactors   Branch     1.        79/11/28.        lp. 

—  79iaiB039'V  Draft    input    for    steam   gonerator    tune   safety    evaluation. 
Ejection   2.2.3. 
»      Office  of    Nuclear   Jleactar   aegulatlon.       79/11/2B.       1pp. 

7912190200   SuwnariiDS    7911I&    telcnn   w/utll    re    ImplBmantatlon   of   Lessons 
Learned   Task    Force.  Licensee    proposed    schedule   for 
pressurimi!  better  s,  direct    indicatiuts   of   valve  position    t. 
leal    reduction    program    Found    unacceptable. 
NEIGHBORS,  D.  Operating    Reactors    Branch    1.       79/11  /SB.        7pp. 

7912030201    Bequests    detailed    syllabus    For   Oak   Bidpe   Asanciated    Univ 
radiation    safetu.    seminar.  Li  ats    addl    Info   required    prior    to 
reaching    final    determination    of    acceptance. 
5TALLINGS.  C.M.       Virginia  Electric   It  Power    Co.      79/11/E9.       lp. 


P.     Operating    license    stage   documents   ii  correspondence 

79'Ii0902^a   "Sumraary   oF   Operating   Eiperience    H/Ret irculatino  Bteam 
Generators.  " 

ElSENHlir,  D. «.         Division   of    Operating   Reactors.       NUREO-0523. 
79/01/31,        B?pp. 


7V121Q-0302   Discusaes    revieu    of   Tech    Spec    surveillance   requirementa   T« 
central    rod   position    indication    Eys.  Complianca  u/ren.uirara«nt: 
for    alignment    uithin    15    inches    maintained. Tach  Bpoc    change 
being    prepared    to    ensure   proper    control    of  rod  maint. 
STAUL1NC9,  C.  M.       Virginia  Electric    b  POUIBT   Co.      79/12/01.       lp. 
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79121BOIB2   Commits    to    camplg    ui/NRC     interim    position    for    containment 
purge    !,  vent   valve    operation    pending    resolution    of    Halation 
valve    operability, in    response    to    NRC    791O33    Itr. 
BTALt-INGS,  C.  M.       Virginia   Electric    t,  Pouiar   Co.       79/12/13.       3pp. 

7712200318  Commits    to    full    Imp  1 ementation    of  all    Category   A 
requirements    from   TMI-2  Lessons    Learned    Task    Force    by 
300131, 
PREFF1TT,  W.  L.       Virginia    Electric    (.   Power   Co.       79/12/17.       lp. 

7912310479   Requests    amend     to    OL    in    form    of    change    to    juiiliary 
feeduiater    lus.  Class    I    &    111    fees    end, 
3TM.LINQS,C.  ft.       Virginia   Electric    &  Power   Co.       79/12/2B.       3pp. 

--79123105G6  Revised   Pagan    3.6-1    through    3.  i-3  t.  4.  B-l    through   4.  B-2   to 

Tech   Specs,  providing    further   verification    of  auxiliary 
fooduiater    pumps. 

+      Virginia  Electric    &  Pouor   Co.       79/12/29.  6pp. 

fl.     Inspection   reports,     IE   Bulletins   t   correspondence 

7913060490  Forwards    IE    Insp    Hepts    30-200/79-51   t.   5O-2B1/79-76   on 
790710-13  !•    19-31.  Mo   noncomp  lianca    noted. 

MURPHY.C.E.  Region   3,    Atlanta.    Reactor   Construe  t  ion   t  Engineering 

Support   Branch.       79/10/23.       2pp. 

—7913060495    IE   Insp   Ropts    50-2BO/79-S4  &    50-2B1/79-76   on   790913  EC    19-31. 
Mo    noncompliance   noted. Major   area    inspected; p ipo    support 
base   plato    designs    using    concrete    expansion   anchor    bolts. 
VALL1BH.E.J.  Region   2,    Atlanta,    Office    of    thn    Director. 

HERDTi  ft.  R.  Region   2.    Atlanta.    Reactor   Construction   & 

Engineering   Support   Branch,       79/10/18.       4pp. 

7912O7010S   Forwards    IE    Inap    Repts    SO-2HO/79-56   t<    5O-2B1/79-74    on 
79O913-14.  No    noncompliance    noted. 

MURPHY.  C.  E.  Region   a.    Atlanta.    Reactor   Construe  t  ion    t<  Engineering 

Eupport  Branch.       79/10/24.       2pp. 

—7912070112    IE    Insp    Repts    50-2BQ/79-56   (.    30-281/79-74    on    790913-14. 
No   noncomp! tanco   noted.  Major   areas    inspected:  concrete 
expansion    anchors   &   seismic    analysis    for   as-built 
tat ety-rBlated    piping    sijs. 

CDMPTCN-R.M.  Region   2,     Atlanta,     Office    of    the    Director. 

MERDTiA.R.  Region   3,    Atlanta,    Reactor    Construction  d 

Engineering   Support   Branch.       79/1O/12.       4pp. 

79IE050350  Forwards    IE    Insp   Rept   30-281/79-77    on   7910O2-05. No 
ti  on  tempi  lance   noted. 

MUflPHY.C.E.  Region   2,    Atlanta,    Reactor   Construe  t  Ian   It  Engineering 

Support   Branch.        79/1O/23.        2pp. 

— 7713030353    IE    Insp    Rept    50- 2B1/79-77    on    791002-03.  No    noncnrnpl  lance 
noted. Major   araas    inspected; auxiliary    bldg, steam    generator 
replacement   &    observation    of   welding. 

KLEINSORQEi  W.  P.  Region    2.     Atlanta,     Office    of    the    Director. 

HESDT.A.  R.  Region   2,    Atlanta,    Reactor   Construction   li 

Engineering   Support   Branch.       79/1O/24.       6pp. 

791206032S   Forwards    IE    Insp    Repts    3Q-3BQ/79-S7   !,    50-331/79-75   on 
79O918-21.No   noncomp  Hanc  e   noted. 

LEWIfiiR.C.  Region   3,     Atlanta,    Reactor  Operations    Nuclear   Support 

"ranch.        79/10/23.        2pp. 


— 7912200395   Waste    packaging     Insp    Rept   79-O2A.  No   noncompl iance    noted. 
Major    areas    inspected: sh i »p ing    paper    &   DDT    placarding 
requirements,  rad  iatl  on    level  s,  removab  le    contamination,  DDT   !• 
NRC    package    features. 

BROWN, R. A.  Region    2.     Atlanta.     DFfica    of    the    Director. 

POTTER.  J. P.  Region    2.     Atlanta.     Fuel    Facility    &   Materials    Safety 

Dranch.        79/11/O&.        ipp. 

7912310107    Forwards    IE    Insp    Heft    50-201/79-72   on    790B27-30.  No 
none  amp liancc    noted. 

MURPHY.  C.  E.  Region    2,     Atlanta,     Reactor    Construction    &    Engineering 

Support    Branch.        79/11/OB.        2pp. 

— 7912310115    IE    Insp    Rept    5O-2B1  /79-7S    on   790S27-3O.  No   none  omp  1  i  ance 
noted,  tlajor    areas    inspoc  tod :  QC    records    for    main    steam    elbous 
&  modified    steam   water    noiiles   !<  welding   &  radiography    of 
main    -9  t  cam    piping. 

ERB,C.  M.  Region    2.     Atlanta.     Office    of    the   Director. 

DANIELBCN,  D.  H.  .     HeRDT,  A.  R.  Region    2.     Atlanta.     Reactor 

Construction    S.    Engineering    Support    Branch.        79/11/07.        1pp. 

7912310349    Foriuarda    IE    Itisp    Ropt    50-2S1/79-79   on   791015-19.  No 
noncomp  t lance   noted, 

LEWIS,  R.  C,  Oagion   2,    Atlanta,    Reactor   Operations  Nuclear    Support 

Branch.        79/11/11).       lp. 

— 7912310353    IE    Insp    Rept    30-281/79-79    on   791O15-19.No    noncomp  1  lance 
noted.  Major   areas    inspected ; containment    leakage  rate 
testing   &  pipe    support    &   restraint   sgs. 

WHITENEH.H.  L.  ,     BRDOH9.E.M.  Region    2,     Atlanta,     Office-    of     the 

Director.        BURNETT,  P.  T.  Region   3,     Chicago.     Reactor    Operations 

Nuclear    Support    Branch.        79/11/07.        4pp, 

7912100201     Forwards     IE    Info   Notice   79-2B.     "Dvorloading    of    Structural 
Elements    Due    to   Pips    Support    Loads."    No    response    required. 
O'REILLV,  J.  r.  Region  2,    Atlanta,    Office   of    the   Director. 

79/11/li..         lp. 

7912110537   Foruiards    IE   Info   Notice   79-39,     "Loss    of   NonaaFe  ty-Re  lated 
Reactor    Coolant   Sy  s    Instrumentation  During   Operation."   Mo 
specific    action    or    response    required. 

O'REILLY,  J. P.  Region  2,    Atlanta,    Office   of    the   Director. 

79/11/1&.       2pp. 

7913030446   Ac k    receipt   of   791Q25    1 tr    informing    NRC    of   steps    taken   to 
correct    violations    noted     in     IE    Insp    Repts    50-200/79-55   t. 
30-281/77-73. 

LEUIB,  R.  C.  Region  2.     Atlanta,    Reactor  Operations   Nuclear    Support 

Branch.         79/11/31.        lp. 

— 7913050452   Responds    to   NRC    790926    Itr    re   violations    noted     in    IE    Insp 
Repts    SO-8BO/79-39  t.   50-231/79-73.  Corrective  actions:  matnt 
staff    instructed    to    follou  requirements    of   radiation   work 
permit    It   all    radiation    workers    required    to    sign    in. 
3TALLINGS.  C.  M.       Virginia    Electric   &  Powor  Co.       79/10/23.       2pp. 

—7912050456   Forwards    IE    Inap     Ropts    30-2BO/79-55   t.    50-2B1/79-73    on 
790B2O-O907   &   notice    of    violation. 

LEUIS.R.C,  Region   2.     Atlanta,     Reactor   Operations    Nuclear 

Support    Branch.       79/09/26.       3pp. 


— 7912050460   Notice    of    violation    from    insp    on    790320-0907. 

*  Rogion    S,     fttlanta.     OFPicn    of    the    Director.       79/09/2-1. 


IP. 


—7912060235    IE    Insp    Repts    SO-3BO/79-37    t.    90-S91/79-7S    on    79Q91S-21.  No 
noncompllanco    noted.  Major    areas    inspected  :  p  ip  ing    support    ti 
restraint    sus   &    followup    insp. 

HHITENER.H.  L.  Region  2.    Atlanta.    OFfico    of    the   Director. 

BURNETT, P.  T.  Region   2,     Atlanta.    Reactor   Operations   Nuclear 

Support   Branch.       79/1O/B4,       4pp. 


— 79120501,67    IE    Insp    Ropts    SO-SSO/79-55   !.    50-2E11/79-73   on   790B2O-09O7. 
Noncompl  lance   noted:  tun    ueldors    grinding   !<  uielding   elbow    in 
feeduater    line   u/o   respiratory    protection. 

KELLCOO-P.  J.  Region   3,     Atlanta,    Reactor  Operations    Nuclear 

Support   Branch.       BURKE.  D.  J  Rsgion   S,    Atlanta,    Office    of    the 

Director.        79/07/34.        5pp, 


7912050623  Forwards    IE    Insp    Repts    30-aaO/79-59  !,   50-2B1/79-7B  on 
790710-2S.  No   noncompliance   noted. 

LEU  IS,  R,  C.  Rogion    2,     Atlanta,    Reactor  Operations   Nuclear   Buppurt 

Branch.        79/10/26.        2pp. 

—7912050634    IE    Insp    Repts    50-2BO/79-S9  t<   30-261/79-70    on   790910-2B.  No 
nnncomplianee   noted. Major    areas    inspected: plant   operations. 
jitaint  &   plant    security. 

BURKS.  D.  J.  llogion   2.    Atlanta,    Office    of    the   Director. 

hELLOOO.P.J.  Region   2.    Atlanta,    Reactor   Operations   Nucloar 

Support    Branch.        79/10/23.        4pp. 

7718300344   Forwards  uaste    packaging    Insp   Rept   79-02A    on   79O92S-36. No 
noncompl iance   noted. 

SUTHERLAND,  J.  T.  Region   S,    Atlanta.    Fuel    Facility,    fe  Materials 

Safety   Branch.       77/11/07.       2pp. 


7912070007   Forwards    IE  Circular  79-24.    "Proper    Installation   &   Calibr   of 
Core   Spray   Pipe  Croak    Detection  Equipment   on   BHHs.  "   No 
response    required. 

D'REILLY.  J,  P.  Region   2,     Atlanta,     Office    of    the    Director. 

79/11/36.        lp. 

7912110186    Forwards    IE  Circular   79-23,     "Motor   Starters  t.  Contactors 
Failed    to   Operate.  "   No  response   required. 

O'REILLY.  >J.  P.  Region   E,     Atlanta.    Office   of   the   Director. 

79/11/36.        lp. 

7912140538    Responds    to    IE  Bulletin   79-17.  Revision    li     "Pipe    Cracks    ITI 
Stagnant    Derated    Water   Sus    at  PWR  Plants."  Completed   special 
Insp    drawings   d    began   visual    examination   of   Unit    1    ays. 
STALLINGS,  C.  M        Virginia    Electric    t<  Paiuer  Co.      77/11/37.       2|ip. 
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79IW00097  Responds  to  IE  Bull.tio  79-'f  ."^"i""  'S 
Encountered  «n  EwMtion  of  Personnel  from  High  No 
Areas."  Sound  alarms  inaudible  in  SO*/,  of  sound  level 


DOCKET    50-2H2    PRAIRIE    ISLAND    NUCLEAR^STAT^QN^UNIT^l 
"~"'me(Jical,     ^rBncy    Af  iP«P°P ' 


3pp. 


ruards     IE    Bulletin    79-27:     "Los*    oF   Non-Class    IE 
tion    t    Cantrol    Po.er    Sys    Su*    During    Operation." 

1"1"    RMi-'z.     Atlanta.     O«i«    of    the    Olr«iar. 
79/11/30.        If. 

791231&330  Forwards    IE    Info  Notice   79-30.     "Reporting    of   Defects   I. 
NoreomplianEBS.  10CFR2I.  "    No    action    required  „,„,.„. 

Q'REILLV.J.P.  Region    a,     Atlanta,     Office    of    the   Director. 

79;  I  2/06.        Spp. 

7912200070    Fdruirdt    IE    Bulletin    7-3-23,     "P«.ibl.    Malfunction    of    HamC  D 
Model    EA1BO   Limit    Suiters    at    Elevated    Temps.'     Action 

.P  Region   2,     Atlanta,     Office    o*    the   Director. 


79/13/07.        3pp. 

79123102BO   Respond,    to    IE    Dullifeln   79-02. Revision    3,     "Pipe   Support 
Da,e    Plate    Designs    Uvliig    Concrete    Espansion   Ar.cb«-   Bo    t,. 
Five    pipe    supports    on   Seismic    Category    1    sys    in  auiiliara 
bid,    in. tailed    utlmg    expansion   anchor    bolts, 
SPEMCER.'H.  C.        Virginia    Electric    t.    Pouier    Co.        77/12/O7.        4pp. 

7912380441    Forwards    IE    Info  Notice   79-31-     "Use    of    Incorrect   Amplified 

Response    Spectra."   Nu   written  response    required,  

O'fleiLLV,  J  P.  Region  2.    Atlanta.    Office   of    the   Director. 

77/12/13.        2pp. 

7912300378  Forwards   reaults    of    feeduiater    s<j»    piping    inspsr  In   response 
to    IE  Bulletin    79-13. Revis ion   2    re   cracking    in   fesdwater 

BTAL.LINCB,  C.  M.        Virginia    Elocti-ic    &   Fourer    Co.        79/12/17.        4pp, 

791324024*   Responds     to    NflC    771123    1  tr    r«    violation    noted    *"    IE    '"'P 
Repts    50-280/77-63   fc  50-E8I/79-B3.  Corrective   action: 
design    change    on   replacement    startlnj    c  ontac  tors   ""P'?*"' 
STALLINS3,C.  M.        Virginia   Electric    &   PflUBr   Co,        79/13/19.        2pp. 

7912260351   Forwards   revised    response    to    item*    of   noncomplianee 
Identified    in    IE    Insn    Rept*    SO-aBO/79-OB   d    50-291/79-09. 
STALL1NS9.C,  rt        Virainia   Electric    t  Pouier  Co.       79/13/19.       4o. 

7713270411   Forwards    responses    to    infraction*    reported    In    IE   Insp    Repts 

SO-2BO/79-A1    t    50-2BI/79-30.  

STALLINaS.C.  rt        Virginia   Electric   t   Power   CD.       79/13/21).       4pp. 

7913ae<H61   Faruardi    IE  Cirtular    79-25,     "Shock    Arrestor  Strut  Assembly 
Interference."   No   urttten   response   requir*d. 
0'flEIU.V.J.  P.  (legion    3p    Atlanta,    Office    of    the    Director. 

79/13/20.        4pp. 

7913280490  Forwards    response    to   Nile   79I20S    1  tr   re    IE   Insp    Rept 
SO-2ai/7'7~ai    on    771031-1103.  Feeduater  t  reactor    coolant 
pumps    injected    far   damage.  Emp  loyees    Instructed    In  proper 
use    of   rigffing    oparation.  -,„,.„  ,.,t        •,„„ 

STALLINOB.  C.  M.       Virginia   Electric   t  Pouer   Co.       7^/12/L'&,       Jpp. 

7912390494    Foruards.    response    to    NRC    771203    1  tr   re    violations    noted 
in    IE    insp    Repts    SO-200/79-62   !<    30-231/79-33   on    771001-31. 
Annuciator    log    procedure   established    to   document    safatij- 
related    annuciator   actuations    !•   reiirts. 
STALUNOS.C.  M.        Virginia   EKctrlc    ii    PouieT    Co.        77/13/CA.        4pp. 

R.     Periodic    operating    reports    Ei  related    correspondence 

7d912tflO:J2'l  Farwardg  monthly    operating    repli    for  Nof   1979. 

3TALLIN3S,  C.M.       Virginia  Electric    It  Pouier    Co.       77/12/13.       lp. 


— 7712140338   Monthly    operating    reptt    for   Nov    1979. 

COBTELLO.D.  J.       Virginia   El  Belt  ic    t.  POIUBP   Co.       79/12/04. 

B.    Reportahle    occurrences,    LEIIs  &  related    correspondence 


45pp. 


7712200433  PNS-I 1-79-003: on  771010, crtmina 1    trial    hegan   on    individuals 
yho    pubKcly   admitted    respocvsibi  1 1  tij    for    damafle    of  neui   PUB  1 
assemblies    in   storage   at    faclll t iat, NRC    unsuccessful    at 
interviewino    individuals   re    operational    d   security    problems, 
AUnEflSQH-C.f.  ,    KELLtlOS.P.  J.  Region  2,    AtUnta.    Office   of    the 

Director.      79/10/10,       lp. 


agencies    to    tad*    appropriate    emergency    flC"°"*-  .,.__        3O 

QR1HES,  H.  B.       EmeroBncu    Preparedness   Task    Force.       79/11/23.       jupp. 


FcM-uaTd*    nvaluation    of    elOCtrical    i-  mech.nlcal    p.n.trit.cm 
irt    detectors    r^aired    bg    790906   fire   protection 


Po.^r    Co.        79/11/30.        94pp. 


0.     Ad  judicatopy    c  arreipandenco 


791SI1003B  Confirm  receipt  of  end  '™«  P?"";"  *"  "!! 
all  PUHi  Foruards  FR;  notice  indicating  that  petition  will 
treated  in  accordance  u/  10CFR3,  2O6. 
OEHTON.H.R.  Office  of  Nuclnar  Reactor  Regulation. 


79/11/23.         lp. 


—7912110124  Notice    of   request    for    action   pursuant    to    1QCFR3.206  re 
Environ  Coalition    on    Nuclear  Pouier    790327  petition 
requesting    suspension    of   all    DLs    for   PHR». 

MULLER.D.R.       Office    of    Nuclear   floactor  Regulation.       79/11/^J. 
3Bpp. 

P.     Operating    license    stage    documents    b   correspondence 

7911090249   "Summary    of  Operating    E.pot-ience  M/Recirculating   Steam 

ElBENHuTyiXO.  Division    of    Dperatlng    Realtors.        NUREQ-08a3. 

79/01/31.       67(ip. 

7909010337  NotlFi«s    of    status    of    rept    on   reactor    cavity    annulua    seial. 
Most    PHH   uiers    remove    ring    during    normal    operation. Others 
itorc    seal    ring    in   raised    position    during   normal    ;P»"*"n- 
LAIrMS.Q.  Plant  Systems    Dranth    (Pre  791030).       79/07/09.       7p* . 

7912010164   Discusses   NRC    concerns    TE    containment   purging   i  venting 
during    normal    opera t ions. Includes    licensee   override    of 
laftty    actuation    isolation   signals    to   containment    Isolation 
valves   &  valve    ability    to    shut   w/n    oegradlng   "nt«l"««n *• 
BCHHENCER.A,  Operating    Reactors    Branch    1.      79/10/29.       app. 

7912050176  Discusses    NflC   review  of   LERs  fr  Tech  Spec    requirements    r* 
control   RP1    BW.S    at    WestlnBhou»e    PWRs.  Requests  Tech    Specs 
review   to    ensure   requirement    for    rod   raaint    to  uiithln  +/      irf 
steps    indicattd    t    HP1    sys    verified    accurate  uithln    12  •«?*• 
SCHHENCERiA.  Qperatir-a    Reactors    Branch    1.       79/lO/JV.        /pp- 

7912100IB9   Blscusses    NRC    7911O1   meeting   in/representatives   of   N9SB 
vendors   h   fuel    suppliers    re    discussion   of   respective 
portion,    of   ECCS    evaluation    models    dealing   w/fuel    cladding 
smelling    t.    incidence   of    rupture.  Vendor   responses    «ncj. 
E1SENHUT,  D,  0,          Division    of   Operating   Reactors.       79/11/09.       &3PP- 

—7912100335  Responds    to    NRC    791 1O1    request   r«   noncomp liance    of 
Westlnghouse    ECCS   evaluation   model    under  retirements 
of    10CFR30   App    «.  Evaluation   of    three    fuel   roil   models 
Indicates    no    safety    problems.    Cor   Westinghous.    plants. 
ANDERSON,  T.  M.       Westinghous*   Electric   Corp.      79/11/02.      1pp. 

—  7912100330   Responds    to   NHC    791101    request   rt  ORNL   Eliding    smelling 
rupture   data.  Review   o*    analytical   models  t,   tests    indicates 
compliance   w/lOCFRSO  App    K. All    OE   specs    for   caleulat»d    peak 
cladding    temp    remain   unmanned. 
BUCHHQLZ.R.H,       General    ElBctric    Co.       79/12/07.       2pp. 


—  7912100407   Fo 


s    response    to   NRC   7911O1    request   rt  rod    burst    tut 
data.  Concludes    that    data    properly   represented    bu,    fuel   models 
uied    In   vendor    evaluation    models    S.   that  analyses    demonstrate 
oil    criteria    of    10CFR30.  4i   «ati«*i»d. 

DMSL.EV.  0.  F.       E«inn   Nuclear  Co.-     Inc.     Isubs.     of  E»«on  Corp.  ). 
Spa. 


— 791210049S.  Forward*   addl    info    re    evaluation   of    Impact   of  NHC    propO"! 
rupturfl/blocfcage    model    used    in   vendor   evaluation   model. 
No   adverse    Impact    from   neiu  rupture   bunt   data    or    use   of   NRC 
rupture/blockage    model    or,    licensing    "leulitlon   "Ml**:. 
OHSLEV.O.F.       Enion   Nuclear  Co,,     Inc.     (subs,     of  E»*on  Corp,  >. 
79/H/Oli.       22pp 

7912120103   Notification    of   791 lat  meeting   u/uttl    in   Bethesda.MD    to 
discuss    reactor   vessel    noule    fabrication.  „.,,,.„        ,,_0 

QHOTENHUI3,  M.  Operating    Reactors    Branch    1.       79/n/iv.       -spp- 
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791301O201    Confirms    implementation    of    interim   procedural    solution 
adopted    at    791119    meeting    u/NHC.  Westlnghouse    t.    util    re 
possible  rod   drop    accident    analysis    for    certain  Meetinghouse 
designed    plants. 
HAVER,  L.  0.        Northern   States    Power    Co.        79/11/27.        lp. 

791S1BO346  Forwards    draft    input    for    steam   generator    tube    failure   s 
evaluations,  Beet  ions   2.  1.  3.  2.  2.  3,3.  3.  3  t.  2.  1.  3.  Input    for 
Doel    Unit   3  reactor    in   Belgium    encl. 
SCHWENCER.A.  Operating    Reactors    Branch     1.        79/11/2B.        lp. 

— 791K1B03SB   Draft    input    for    steam   generator    tube    failure    safety 
evaluation.  Section   3.4,3. 
•       Office   of    Nuclear    Reactor    Regulation.        79/11/2B.        Spp. 

7912110307  Responds    to   NRC   791039    Itr    re    control    rod    misalignment 
spec*.  License   amend    request   re    spec    changes   will    ba 
tubmttted   by  800115. 

.0,       Northern    States    Potuer    Co.        79/12/05.        lp. 


791B-SOOOB3  Forward*    update    to   790731    moteoralog  ical    evaluation    for    fuel 
handling    accident    inside    containment.  Further    changes    may    be 

HULMAN.L.Q.  Hydrology   Meteorology    Branch.       79/ta/07.       2pp. 

791221OOOB  Slifflmary    of   791126  mooting    w/HestinghouEC   &   util    re   base 
distal    cracking    In   reactor    vessel    noizles    under    stainloss 
s  teal    cladding. 
ORDTENHUIB,  M.  Operating    Reactors  Branch    1.       79/12/12.       4pp. 

—  7912210013  Discusses   pipe    leak    at   TVO    1.  in  Finland.  due    to    faulty 
fabrication   process    of   components   mfg    in  France    li 
significance    to   US   plants.  ,,„,„. 

QENTuN.H.R.       Office    of   Nuclear  Reactor   Peculation.       79/10/24. 
I4pp, 

7913HOO-432  Notifies    that    util    mill    bo    in    compliance    bg    800131    w/LessnnK 
Learned  Task   Force   recommendations   re   relief   !<  safety    valves 
direct   position    Indication   h    inadequate    core    cooling 
d  at  act  Ion    instrumentation. 
MAYER.  L.O.      Northern   States   Power   Co.       79/12/14.       Spp. 

7913300333  Notifies   NRC    that    util    cannot   meet   7B102S   schedule    for 
resolving    issue   of   asymmetric    LOCA    loadsi  due    to   delays    in 
matl    procurement.  Pipe    restraints   will    be    installed    during 
refuoling    outage. 
MAYER,  t.O.      Northern   States   Power   Co.       79/1S/17.       lp. 

0.     Inspection  reports,     IE  Dulletins   t<  correspondence 

791205O401    Forwards    IE    Inap   Repts    50-382/79-23  fc  50-306/79-19   on 
790917-30.  No   noncomp  I  iance    noted. 

HGIfiHMAN,  R.  F.  Region   3,    ChlcaoD.    Reactor   Operations   Nuclear 

Support   Branch.       79/1O/26.       3pp. 


7912210066    Forwards    IE    Insp    Repts    50-202/79-27   !.    50-306/79-21     un 
791001-31.  No    noniBimplianiE     noted 

HEISHMAN.R.  F.  Region  3.     Chicago,    Reactor   Iterations    Nuclear 

Support    Branch         79/11/16.        2pp. 

—7912210074    IE    Inap    Repts    50-202/79-37   t,    50-306/79-21    on    791O01-3i.Nu 
noncompl  lance    noteil.  Major    areas    inapoc  tedi  plant    operations., 
maint.  security   (.   obsorvatiflns    of   plant    staff   response    to 
steam    generator    tube    rupture. 

FEIERAUEND.C.  D.  .     WARWICK.  H.  F-  Region   3,     Chicago,     Office    of    tho 

Director.       79/11/13.       9pp. 

79I20504O4    Forwards    IE   Bulletin    79-26.     "Boron   Loss   From   OHH    Ciintrul 
Bladoa.  "    No    reaponse   required,  ,„,.,,-„ 

KEPPLER.J.O.  Rciiion    3,     Chicago,     Dffltc    of    the    Director.        79/11/2Q. 


7912100440  Foriuards    IE  Circular   79-24.     "Proper    Installation    t  Calibr   of 
Core    Spray    Pipe    Breat    Detection   Equipment    on   DWRs.  "    Nn 
written    responso   required.  -,„,,,,-,, 

KEPPLEn.J.O-  Region  3.    Chicago,    Office   of    the   Director.       79/11/26. 

IP- 

7713140216  Forwards    IE  Circular   79-23,    "Motor  Starters  t,   Contactors 
Failed    to   Operate."   No   written   response   required. 
KEPPLER.J.O.  Region  3.     Chicago,    Office   of   the   Director.       79/11/26. 


7912110433  Notifies    that   NRC    intends    to   routinely    forward    tc- 
appropriata    state    public    util    regulatory   groups   t*   state   atty 
general    ofca   copies   of    escalated    enforcement  correspondent  o 
sent    by    NUC    to    licensees. 

KEPPLER.  J.  Q.  Region   3,     Chicago,    Office    uf   tho   Director. 

lp. 

7912190801   Responds    to    IE  Bulletin  79-17,  Revision    1.  fnsp    per    Item  3    (hi 
to   begin  791203   for   Unit  2   t.   end    In    tuo   uifcs.Unlt    1    insp 
scheduled    for   Aug    1980. 
HACHTERhL.  J.       Northern   States   Power  Co.      79/1I/2B.       l[i. 

7912050667   Ack    receipt   of   771O31    ILr    informing   NRC    of   itcps    taken    to 
correct   violations   noted    in    IE   Insp   Repts    50-2B,'3/79-2l    4 
50-306/79-1B. 

HEIBHMAN.R.  F,  Region    3.    Chicago.    Reactor  Operations    Nuclear 

Support    Branch.       79/11/30.        lp. 

--791305O67I    Responds    to  NRC   791009    Itr   re  violations   noted    in    IE    Insp 
Repts    50-2Q2/79-21    J>   30-306/79-18.  Correc  live    ac  tions  :  Desi  gn 
Change   771397    forms  in/required    initials    completed. 
WACHTER.L.J,        Northern    States   Pnuior    Co,        79/10/31,        3pp. 

7913190331    Forwards    IE  Bulletin   79-27.     "Loss   of   Non-Class    IE 
Instrumentation  t.   Control    Power   Sys  Bus   During   Operation." 

Written    response    required,  -,„,,,.  „,! 

KEPPLER.J.C.  RBflion   3,     CJ.icogp,     Office    of    tho    Director.  79/11/30. 


--  7912OS0406    IE    Insp    Ropts    SO-2B2/79-23   &    90-306/79-19    on   790917-30.  Mo 
noncompllance   noted.  Major    areas    inspec  tad:  maint,  security. 
review,  audit  fc  radiation    protection. 

FEIERABEND.C.  D.  ,    WARN1CK.R.F.  Reoion   3i    Chicago.    Offico    of    thu 

Director.        79/1O/22.        Spp. 

771S26.Q102  Forwards    IE   Insp   Rept    50-283/79-26   on  791002-03.  Ho 
noncompliance   noted, 

HE1BHMAN,R.F.  Region   3,    Chicago,    Reactor   Operations   Nuclear 

Support   Branch.        79/11/06.        Spp. 

—  7912360105   IE   ln»p    Rept   50-282/79-26   on   791002-03.  No    noncomp  1  lanca 
noted.  Major   areas    inspected:  steam  generator    tube   rupture. 
WAFINICK.R.F.  ,    CKOULE9.N.C-.    OESTMANN,  M.  J.  Region   3,    Chicago. 

Office    of    the   Director.       79/11/05.       8pp. 

7912050144  Forwards.  IE  Circular   79-32,     "Stroke   Times    for   Power  Operated 
n*liaf  Valves."    No   response    required. 
KEfPLER,  J.  u.  Region   3,    Chicago,    Office    of    tho   Director.       79/11/16. 


79I2070'134  Forwards    "Insorvice    Inspi  Eiamination  Summary,  791003-16.  Inup 
Period    2.  Steam  Oanopalor    Tube  Eddy   Current  Eiam.  " 
MAYER.  l-.O,       Northorn  States   Power   Co.       79/13/01.       lp. 

—  7913070440    "Inservice    Inap,  Eiamination  Summary,  791003-16,  Iraap   Period   3 
Steam  Generator    Tube   Eddy    Current  Ciam.  " 

HANSEN,D.Q.,     DAHLHAM,  L.        Northern   States   Power    Co.        79/11/07. 
41pp. 

7912140093  Faruiarrts    IE    Info   Notice   79-30.    "Reporting    nf   Defe'Clu   t< 

Noncompliances,  1OCFR31.  "    No   action   or   response    required.  „,.„,„, 

.      KePPLER,,f.  0.  Renion  3.    Chicago,    Office    of    the   Director.        /9/12/Oi.. 

lp. 

79122BOO67    Responds     to    IE   Bulletin   79-02,  Revision   3,     "Pipe    Support   llasti 
Plate    Beoigns    Using    Concrete    Eipanslon   Anchor    Holts.  "    All 
Seismic   Catenary    1    restraints    that    use   concrete    eipansion 
anchors   mere    field   verified. 
WACHTER.L.J.        Northern   States   Power   CD,       79/12/07.       3pp. 


7913100239  Forwards.  IE   Info   Notice    79-2B,     "Overloading    of   Structural 
Elements    Due    to  Pipa   Support   Loads.  "   No   response    required. 
KEPPLER,  J.Q.  Region   3.    Chicago,    Office    of    the   Director,       79/11/16. 

lp.  .       ,  , 

791211QSas  .Forwards  iJE    Info  Notice-   79-29,     "Los*   of   Nonsaf«ty~[t*lated 
Reactor  Coolant   Qus    Instrumentation  During   Operation.  "   No 
specific    action    or  response    required.  -     > 

i    KEPPLER.J.  Q.  Region  3,    Chicago,    Offic*    of    the    Director.       79/11/16. 

IB. 


7912300131   Forwards    IE  Bulletin  79-30,     "Possible  Malfunction    of  Hamca 
Model    EA1BO  Limit    Switch**    at  Elevated   Temps."   Action 

KEPPLER.J.O.  Renion  3,    Chicago,    Office   of    the   Director.       79/12/1O, 

lp. 

7912200041    Responds-    to    IE   Bulletins  70-12.  78-12A  t.  7B-12B.     "Bliort 
Period    Scrams    at    BUR  Facilities.  "    No   deviations    found    in 
welding  matl    used    in  vessels. 
HACHTER,L.  J,       Northern  States   Pownr  CD.       79/13/11.      2pp. 
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Forwards   monthly    operating   rept    for    Mov    1979   &   tnrrectiona 
to    nnntnlij    operating    repts    Far    Aug. Sept   t,   Oct.    1977. 
KAVER.L    B         tlarthern   States    Payer   CD         79/12/12         Ip. 


Munlhlij    operating   rejit    for   Nav    1977. 
HUH5TAQ.A  A        northern   States    Pauer   Co         7V/12/O1         Bjip. 


DOCKET   50-285   FD3T   CALIIQUN   STATION.     UNIT    1 

F.     Security,     medical,     eimsrgEncg    ti    fire    prntection    plans 

771S200D23  Discusses  MUG   791109    meeting   re    emergency    preparedness    tean 
review   ob  jectwes.  Provides   guidance    for    improving    licensee 
energetic^    preparedness   'j  assuring    capability    of   offaite 
agencies    to   take   appropriate    euergenci]    actions. 
GH1HES,  D.  K.        Energency    Preparedness    Task    Force.        79/11/23.        3Opp. 


Revised    page   a^    annthlu   operating    rept    FOP  Aug    197V. 

HUN5TAD,  ft   A        northern   States    Pouer   Co.        79/I2/O1.  Ip. 

-—  79131KH.36   Devised    page   of   imontMy   operating    rept    For  Sept    1979. 

HUNSfAD,  A   A        Northern   States    Pauer   Co.       79/I2/O1.  lj> 

—  79121BO£i40   Revised    page   oF   nonthlij   operating    rept    For  Out    1979. 

Northern   States    Pouer   Co         79/13/O1.  Ip. 


respondence 


79J2D7O135   Frffl-I  H-7^-0241  on    791O26.  RES  inn   3   notified   of   chlorine 

encephalitis.  Licensee  Mill    monitor  d  litharges  S,  sub  nit 
Environ   event    rept    tu   rflC. 

OESTHAMN,  rl.  J.  .     ES5IO.  T   H  Region   3.     Chicago,    Office    of   the 

Director         79/1O/25         20p. 

7912O&0593  PNd-I  I1-79-O35:  on   791OQ7.  neutrali  ling    tank   hatch    released 
ph    greater    than   Tech   Spec    Unit.  Caused    by    improper 
operation   of    ph   monitor   an    tan%    effluent   pipe-Hemo    issued 
requiring    reliable    opera  t  inn   of    monitor. 

DESIKAtM.  M.  J.  Hegion  3,     Chicago,    Office   of   the    Director. 

79/11  /OS.        3pp. 

791317D423  FNO-I1I-79-39:  an    7911  IS.  reactor   tripped.  Caused    by    failure 
oF    Feedwater    puajs    12  supplying   water   to   steam  generators. 
Punp    11    uas    shipped    ta    vendor    far    reuinding    due   to    similar 
failure   Reactor    in    process    of    cold    shutdown. 

UAfiNICK,  Ft   F   ,     HEISJMAN,  R,  F  Region   3.     Chicago,    Office    of    the 

Director         79/11/15.        Ip. 

7912tJ7O3i32  Environ   Event   Rept   79-11     for    17   days    in   Hav.  Slowdown    flou 
in   eire-ss   of    Tech   Specs   required    ta    conpIetE    special 
chlorination    treatment    authoriied    by   791IO2  OB   change. 
MAflD.E   C.        HorthBTn    States   Pouer   Co.       79/13/O3.        Ip. 


79121905BB  Foruarda   quantitative  ritpts   re   effects   of   fire   water  piping 
rupture    on    safety-related    equipment.  Description    of   uater 
curtain    for    fire   Areas    b   fc   2D    &    drawings    oncl.  Drauiinga 
available    in   Centra]    Files    only. 
JONES.  H  .  C.       Oaaha  Public  Pnuer  District.       79/12/13.       13pp. 

0.     Ad  judicatorij   correspondence 

7912050599  Replu  by  Hctropolitan  Area   Planning   Agency    in    opposition    to 
applicant   cnnaol  Idated   answer    objecting    to   request   for 
hearing.  Public  concerns  re   facility,   mads    should    be   heard. 
Questions   util  crefl  ini  lity.  Certificate   of  Svc    and. 
XIRBHEN.  A.  II.       Metropolitan   Area   Planning    Agency    Omaha.  NE. 
AIRSHEN.  A.  H.       Kirsnsn.     A.  H.        79/1O/30.        9pp. 

7912O60412  Motion   to    strike  applicant   answer    to  Metropolitan  Area 
Planning   Agency   request   for  .hearing.  Alleges   that   util    failed 
to    coaplu    U/10CFR3.  7O5.  Questions    UeBoeuf  ,  Laob,  LiBbi)    t   MacRflO 
autharitiu    to  resist   hear  ing.  Certificate    of  Bvc    encl. 
KIRBHEN.A.  H.      Hetrojiolitan  Area   Planning   Anency   Daalia.NE. 
KIRBHEN.  A.  H.       Kir  ah  on.     A.M.        79/1O/30.        3pp. 

7912130074  Seels  denial    of  AH  Kirshen   h  rletropolitan  Area   Planning 
Agency   791O30  notion    to    strike    applicant   791033   answer    to 
hearing    request.  Applicants  response    complies  u/code 
requirements  re    deterninatlan    of    petitioners   rights. 
ORAY.J.F1.        Hearing    Branch    1.        77/11/19.        3pp. 

791313OQB1   Beeti   denial   of  All  Kirs  her,   tc  Metropolitan  Arna  Planning 
Agency  791030  nation   to   strike   applicant  791023  answer    to 
hearing   request.  App  licants  response    complies  u/codB 
raqulreuents  re   dEter*ination    oF    petitioners   rights. 
CRAY.J.R,       Hearing    Branch    1.       79/11/30.       3pp. 

7913J1003B  Confirns  receipt  of    end   790339  petition   to    suspend  OLs    For 
all    Plffis.  Forwards   Fit   notice    indicating    that    petition    ulll    he 
treated    in   accordance  W/10CFR3.  SOA. 
DEHTOM.H.  H.        PFFice   of    Nuclear   Reactor    Regulation.        79/11/33.        lp- 


ruard*   MestinjbouiB    evaluation   of   791OD2   tube    rupture 
event.  Concurs   u/util    reconwenilatians    in   LEH   79-O37/On-0   re 
QBeratinn   at    turbine   driven   auiilLarf)    FeEd    punp    &    steaa 
aupp  ID    valve    fron    Faulted    stean    generator. 
ANUEHSON,T   M        Ues  t  inghouae   Electric    Corp.       79/1K/19,        17pp. 


79iall012i  Notice   of  request    for  action   pursuant   to    10CFH2.  30d  VB 
Environ  Coalition  on   Nuclear  Poyer  790329   petition 
requesting    suspension   of  all   OLs    for   PMfl=. 
HULLER.D.R.      Office    of  Nuclear   Reactor  Regulation.       79/11/23. 

38pp. 


Forwards   LER   79 -O30/O3L-O. 
MAYER.  L   O.        Northern   States    Power   Co.        79/12/21.        Ip, 

-7713370*90   1-EH  79-Q30/O3L-Q:  On   T71131.  during     insps    per    IE   Bulletins 
79-14   &   77-03.  tun   snubtiers    in    cooling    wate-r   sys    found 
incorrectly    installed   &.   one   hanger    in   auiiliary    feeduater 
si|s    found    davaged.  Repairs  uere  made   inMediatelij. 
HIBSTAD.A  A        Korthern    Scat  en    Power   Co.        79/13/31.        Ip. 


7912310475  Forwards   LEH   79-O3I/O3L-O. 
HAVEE.L   D.        Harthern   States   Poxei-   CD 


79/12/3&-        Ip. 


— 791231O47Q   1.ER  79-O31/O3UH):  nn   79113A.  during    periodic    surveillance 
projraoi  revieu.discouBred    that  SPIO32  boric    acid    tank    level 
teat   not    performed   witllin    tale<ranc«   band.  Caused    by    peroontiel 
oversigtit.  rnstrudentation  fc  control    schedule   to   be   uaerf. 
HUHSTftO.  A   A.       Northern    States    Power   Co.       79/12/2&.        Ip. 
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F.    Seiurltij,    neclical.    energencg  b    Fire  protection   plans 


T9131202O6   F0ruards    tfi-aft  Beg   Guide    5.  XX.     "Std    For  oat   &   Content    For 
Licensee  P* 93 leal   Security  Plan   For  Pratection   at  StSI  of 
riailerabe   or   Lou   Strategic    Signi  f  icance.-"   U/o    encl. 
REID.R.U.  Dp  era  ting   Reactors   Branch    4   IPre  791O30K      79/OBV23. 

2pp. 


H.     General    correspondence 

7913190301   Responila   to  791002    Itr    outlining   basic   radiation   safety 
course,  Accepts  certification   program  tar  admitting   NRC 
personnel    to  radiation   control   areas.  Addl    training    of   approi 
D-h    would    be  required. 
JOHES.U.  C.        unaoa   Public   Power   District.        79/13/13.        Ip. 

P.    Operating    license    stage   documents   S.  correspondence 

79HO9024S  'Bunuiaru   of  Operating   EipDrinnce  U/ReciTculffltinB   ateaa 
Generators.  " 
E I BENHUr,  D.  Q.         Division  of   Operating    Reactors.      NUREO-O323. 


791210O1Q9   Discusses    NRC   79UO1    meeting    w/repre*entativeB    of   NBSS 
vendors    b   fuel    suppliers  re   discussion  of  respective 
portions  of  ECCB  evaluation   aodmls    dealing   M/fuel    cladding 
swelling  i    incidence   pf  rupture.  Vindnr  responses   «ncl. 
EISENHUT.D.O.         Division  of   Operating   Reactors.      79/11/09.      iSpp. 

— 7913100333  Responds   to  NRC  7911O1    request  re  nonconpl lance   of 
Uestlngnouse  ECCS  evaluation  Model    under   requirements 
of   10CFH5O  App  K.  Evaluation   of   three   fuel   rod  models 
indicates   no   safety    problems   for   Uestinghouse  plants. 
ANDOtSON.  T.  M.       Uestinghouae  Electric  Corp.      79/H/O2.       4pp. 

—791210O33O  Desponds    to  NRC  7911O1   request  re  DHNL  cladding    suelling 
rupture   data. Review   of  analytical   moduls  li   tests    indicates 
conpllancB  K/10CFR5O  App  K.  Al 1    OE  specs    for   calculated    peat 
clad* ins    temp   reaain   unchanged. 
DUCIMOLZ.  R.  H.        General   Electric    Co.        79/13/07.       2pp. 
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—  71121QQHO7  Forwards  response  to  NRC  7911O1  request  re  rod  burst  teat 

data.  Cone  lodes  that  data  properly  represented  by  Fuel  models 
used  In  vendor  evaluation  models  &  that  analyses  demonstrate 
alt  criteria  of  10CFR5O.  46  satisfied. 

OHSI.EViO.F.  Eaxon  Nuclear  Co.,  Inc.  (suba.  of  Ei>on  Corp.). 
79/11/02.  3pp. 

—  7913100436   Fariuarcf&   addl    info   re    evaluation    of    impact   of  NRC    proposed 

rvp  ture  /b  lac  fcage    model    used    In   vendor    evaluation   modal. 
No    advene    impact    from   neui  rupture   burst    data    or   USB   of  NflC 
rupture/blockage    model    on    licensing    calculation   results. 
aUSUEY.O.F.        En  ion  Nuclear   Co.  ,     Inc.     (subs,     of   Ei  ion   Corp.  ). 
79/11/01,        23pp. 

7712030213  FaruBftl-a     info   re    potential    for    steam  generator   water    hammHr. 
in   response    to    NF1C    790911    request. 
JONES,  W,  C.       Omaha    Public    Power    District,       79/11/12,       6pp. 

7913170039    Notr  i  f  teat  ion    of   moating    w/utils    in   Brownsvi  lie.  NE  d  Omaha,  NE 
to   discuss    NRC    puBt-TMI    emergency    planning    acceptance 
criteria.  Agenda    oncl. 
IPPOLITOj  T.  A.  Operating    Reactors   Branch    3.       79/11/16.       3pp. 

7713120262    Summary     of   79102S  meeting   w/C-E   owners    group    re   asymmetric 
LDCA    loaus. 
HQBFQRD,  S.  B.  Engineering    Branch.       79/11/20.       4pp. 

79121BOOBO    Summary     of  791116  meeting    u/util,  Exon  Nuclear   &  LeDoauf, 
LamliiLBibv    8-    Macrwe    in    Bethesda.MD  re   plant   Cycle   6   reload 
Si   proposes    pouier     Increase. 
ERICKGDN.  P.  0.  Operating    Reactors   Branch    4.       79/11/26.       4pp. 

771213Q416   R«»pond»     to   NRC   791030    Itr  re    Implementation   methods   & 
•ch»dules    for    NUREO-097B.  Utl  1    mill    complete    tasks    according 
to    schedule    except:    those   requiring    cold    shutdown.  Presaurtter 
h«flt»r»    &    IBVBI    mods    scheduled    for    19BO    For    19B1    outages. 
vlQNES,H.C.       Omaha    Public    Pouiar   District.       79/11/27.       9pp. 

7912060360    Notification   of   791211    meeting    w/util    t.  Exxon   re   Exxon 
ntpolnt    methodology    to   be    used    for   Cycle   6   relaod    tc    stretch 
power, 
GRICKBQNi  P.  D.  Operating    Reactors   Branch    4.       79/11/2B.       Spp. 

7913140012  Rnsponds     to   79H1S    Itr    re    mschedullno    of   791116  meeting 
u/util    tn   Omaha.  HE.  rather    than   Silver   Spring.  MD.  Due    to 
technical    n-stupB    of   meeting,  number   of   NRC    specialists 
romlrBd.  NBXt    rne-B-fcinfl    to    be   held    791211    In   Dmaha. 
REIDiR.  H.  QpBT-ating   Reactors   Branch    4.       79/11/29.       lp. 

79/t  2  1  9006?  Forwards.    safety    evaluation  re    potential    for   water    hammer    in 
•faeduatvr    p  iping. 

.  Plant   Systems    Branch.       79/12/03.       2pp. 


—  791H190077   Safety    evaluation   re    potential    for   water   hammer    in    feaduiater 
piping.  Accoptab  IB    precautions    taken    to   minimlie   water   hammer 
occurrence, 
«      DPPlc«    of    Nuclear   Reaetor   Regulation.       79/13/03.       17pp. 

791Z1901SB  Motif  tea     that    utll    not    it  Kempt    from   faa    for    review  S. 
approval    of    Tocti    Specs    change.  Forward  ing    of   Class    II    fee 
T»iiue«  ted. 
MILLER,  U.  a.  License   Fee   Management   Braneh.       79/12/O3.       2pp. 

7912190337   Notifie»    of   partial    refund    of   Class    III    amend    fee  re   790919 
implication.  Action    required    BIJ    application    1«    in  Class    II 

fee   cat«gnTV< 

.  W,  O.  License   Fee   Management   Branch.       79/12/03.       lp. 


7912070463  Forward*    "Loss    of   Load    to  Ona   Bteam  Oenarator    Incident 
Analtfsls."    ••    BUppHmantnl    info    re   application    for   amend    to 
Llcenst  DPR-40i  parmtttlng   Cycle  6  operation   following   core 

JDNEfl,  M.  C.       Omaha    Public   Pouiar    District.       79/12/O4.       lp. 

—  7912070464    "Lc.«»    of  Load    to  One   Bteam  Generator    Incident  Analysis." 

JDNEB,H,C.       Omaha  Public   Power  DUtrict.      79/11/30.      2BpP. 

7912260207   Foruutrds    safetg    evaluation  re   780711    &  791106  proposad   mods 
to   chemical    vol     control    sys   fc  vibration    dampener    sys. 
REID,R,  W.  Operating    Reactor*    Dranch   4.       79/12/04.       2pp. 

—  791B260214   Bafetig    evaluation   of    proposed    mod*    to   chemical    vol    control 

•Ui    tt   vibration    dampener   syg. 

N  Qper*ting    Reactors    Branch    4.       77/12/04.       lp. 


7912140G97   Responds    to    NRC    791O23    Itr    re    purge    (,    vent    valve    operab  1  1  i  ty 
vorificatian   Util    commits    to    operate     In    confoi-mance   w/ 
interim   position.  Uni  t    cnntainracnt    ventilation    isolation 
signals    adequately    segregated    to    ensure    operability    of    one. 
JONES,  W.C,        Omaha    Public    Power    District.        79/12/07.        3pp. 

791219056S   Forwards    proposal    for    imp  lument  ing    Section    2.1.7    a    of    NUHEG- 
O378   re    control    grade    automation    of    aoiiliary    fEeduiater    sys. 
Mod    schedule    for    early    Jan    19BO   rsfueling    outage.  Oversi  je 
draining    of    electrical    sijs    ericl    for    Central    Files    onlg. 
JONES,  U.  C.        Omaha    Public    Power    District.        79/12/13.        9pp. 

7912270270   Forwards    Class    II    fee    for    DL    amend    app  1  ication-  in   response 
to   NRC    791203    Itr    I,    IE   Bulletin   79-06B. 
JONES.U.C.       Omaha    Public    Pnuer    District.        79/12/13.        Spp. 

7912270376   Discusses    util    commitment    to     implement    NRC   Category    A   NUREG- 
057B   requirements.  Requirements    will    be    implemented    by    800131 
or    facility    will    be    shut    doun    until    completion    nf 
implementation. 
JONES.W.C.       Omaha   Public   Pouor   District        79/12/17.       lp. 

0.     Inspection  reports.     IE  Bulletins   &   correspondence 

7912190363  Responds    to    IE  Bulletin   79-13.     "Cracking    in   Feedyater  SyE 
Piping."    Facility    will    shut    douin    on   791031    to    perform 
ultrasonic     insp    of    uelds    connecting    safe-end    to    dour  stream 
elbaui  &   safe-end    to   piping    for   both    generators. 
JONES,  W.C.       Omaha   Public    Pouer    District.        79/10/25.        lp, 

7912210103   Responds    to    IE   Bulletin    79-53.  No    connections    eiist    between 
e«citation    transformer   &    generator   at    neutral    on    either 
dissel    generator.  No   corrective   action    required. 
JONES,  W.C.        Omaha    Public    Power   District.        79/10/26.       2pp. 

79I214007B  Forwards    IE  Bulletin   79-17.  Revision    I.    "Pipe  Cracks    in 
Stagnant    Borated    Water    Bys    at    PMR   Plants,  "    Written   response 
required. 
EEYFRIT.K.V.  Region   4,     Dallas.     Office    of    the    Director.       79/1O/27. 

IP- 

7912170195  Updates  791O31  response  to  IE  Bulletin  79-06C.  Adequate 
instrumentation  at  facility  eiists  to  detect  inadequate 
core  cooling.  Certain  non-LOCA  qualified  instrumentation 
beinfl  replaced  by  UOCA  qualified  instrumentation. 
JDNES.W.C.   Omaha  Public  Pomer  District.   79/11/01.   lp. 

7912120565  Forwards  IE  Bulletin  79-25.  "Failures  of  Westinghouse  HFD 
Relays  in  Safety-Related  Sys.  "  Action  required. 
SEVFRIT.K.V.     Region  4,  Dallas.  Office  of  the  Director.   79/11/03. 


791219002B  Forwards    IE  Circular   79-22,     "Stroke   Times    for  Pouer   Operated 
Relief    Valves."    No   written   response    required. 
BEVFRIT.K.  V.  Flogion   4,     Dallas,     Office    of    the   Director.       79/11/16. 


7912120535   Forwards    IE   Bulletin   79-26,     "Boron   Loss   From   BUII  Control 
Blades."    No   response    required.  -.„,...„,, 

BEYFRIT.K.V.  Region   4,     Dallas,     Office    of    the   Director.       79/1  I/SO. 

lp. 

7912110185  Notifies    that  NRC    intends    to   routinely    forward    to 
appropriate   state  public    util    regulatory    groups  &   state  atty 
general    afcs    copies    of    escalated    enforcement    correspondence 
sent   by  NRC    to   licensees.  -,„,,,,„, 

SEVFRIT.K.V.  Region   4,     Dallas,     Office    of    the   Director.        79/L1/36. 

lp. 

79121901BB  Foriuards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  t.  Control  Poiusr  5y3  Bus  During  Operation." 
Written  response  required,  -,.,,,,,  -,n 

SEYFRIT.K.  V.  Region   4.     Dallas,     Office    of    the    Director.       77/I1/JO. 

lp. 

R.    Periodic    operating   reports  fc  related   correspondence 

791H140347  Forwards  monthly    operating   rapt   for  Nov    1979, 
JONE8iW.C.        Omaha    Public    Power   District.        79/12/07.        lp. 

—  79121403S2  Monthly   operating    rept   for  Nov   1979. 

HICKLE.B.J.       Omaha  Public   Pouer  District.      79/12/O7.      9pp. 

B.    Reportabla   occurrences,    LERs   d  related    correspondence 


7912070406  Forwards  UER  79-Q21/21L-0.  „,,...„    ,n  „ 

BTEVENS.S.  C.   Omaha  Public  Pouer  District,   79/11/19.   10pp. 
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--79I3070410   LEU    79-03  1  /21L-O:  on    7-71  106,  during     tnsp    requii-ed    by 
Bulletin   79-14    re    safety-related    piping    sy  *.  d.«<:rBpanc  ies 
found    b«tUe*n   dB9ifli>   drcunents    &  as-buil  t    conf    -«•"*'»  «™    "' 
s^ts^lc    restraints.  Caused    by    probable  OC    in.t.      .t   on   error. 


RICHAR&.A.W. 


. 
Omaha    Public    Poutr    District.        /9/Il/iH. 


79131 1036O   Foruiarils    LER    79-030/O3L-0. 

STEvENS.  S.  C.       Omaha    Public    Pouier   District. 


79/12/09.        Ip, 


-7912110306  LER   79-020/03L-0: on    791O31. during    map      of   accessible 
piping. eioht    snubbers    on   safety    injection   sys    piping    found 
inoperable.  Caused    bg    improper    installation   of    anchor    b<,LtS. 
Bas*    plate    redesigned   t,   anchor    bolts   re.nstalled.  ,,e/15yft= 

EIDEH.M.E.,     KUBEH;L.T.        Omaha    Public    Pouer    District.        79/12/05, 
3pp 


DOCKET    50-286    INDIAN    POINT    STATION.     UMIT   3 

F.     Security,     medical,     emergency    (,    fire    P1"^*"1*^^^* 

79123B0339  Notifies    of    delay    in    Plant   Sys    Branch  learn   1    evaluations    of 
facility    fire   protection    sys.Outlln&s   of    assistance   needed 

UAINAS.Q-  Plant    Systems    Branch.        79/11/16.        Spp. 

7?131703ti»    Discusses   proposed    task    force   revfeu.   of    emergency 
preparedness.  Task    force    shoulft    studij   alternatives    for 
reduction    of   probab i J i tv   &   consequences    aF    ..VIP-  «c    dent. 
EIEENHUT.D.  0.  Oivisic-n    of    Operating    Reactors,        79/11 /HI.        ^PP- 

79I2B00022    ni9cusses   ISRC    791 1O?  meetino   re    enmrgency    preoarBdness    team 
review  objectives. Provides    guidance    for    improving    Jl  t  e-nsee 
eraeraency    preparedness    t.  assuring    capability    of    offatte 
agencies    to    take    appropriate    emergency    action..  ,.- 

GRIMES,  U.K.       Emergency    Preparedness  Task    Force.       79/11/23.       JOpp. 


seismic     Issues,  Certificate    of    Svc     encl. 
HDOnE,J-E.        Hearinfl    Branch    3.         79/13/07.        4pp. 

7912180*10    Requests     confirmation    of    900126    deadline    for    NHC 
to    intervenoV    UCS   79U15    request    ^    action    und-T 
JOCFR3.aD6.Al5P    requests    meeting    to    discuss    issues    to    be 
used    to    formulaei!    response.  -,0/i-./in        ID 

WE1SS.E.R.        Sheldon,     Harmon    &   Weiss.        79/U/1U-        ip. 


R«,«..    tn.t    Co^ssion    reconse,  -  «i;J«.n    to    ref(T 

or    UCS    79O326    seismic    reanalyais    petition    to    staff. 
on    1st    assume    jurisdiction    since    staff    has     i»"ed 

°    Unlon^f'ccn'cerned    Scientist,        NEI8B.E.I,.        Sheldon, 
Harmon    t,    IJBlss.        79/13/10.         3pp. 

791231007B  Three    Itr*    requesting    favorable    action   on    petition   ID    abut 


ZRU;     IMMZrtN.L.,     BRQDESKY,  N.        Affi  I  iation    Unknown. 
79/13/10.        3pp. 

7913190339  Order    .rating    e.tension   until    »02t»'"e^*"f  """""'    *° 
NV  State   Energy   Ofc    ft    Citizens    Committee    for   Protection    of 


Ip. 

7712310109  TU.O    Itr*    requesting    favorable   action   on    petition    to    sunpend 
operations    at    facility.  -,0itnn*        in* 

GHINGER.J..     KAMZAN.L.        Af  Ft  1  i  ati  on    Unifiouin.        79/1H/15.        3pp. 

79131-JOI07    Forwards    771317     Itr     to    Commissioner    Ahearno    re    UCB   peltlDI. 
on    safety    (.   site    location    issuea. 
FIEH.H.        House    of    R&o.         79/13/17.        Ip. 


7712030181    Forwards    sufp  lEraental    info    to   NHC   request*    of   780939  t. 
\isa   re    fire    protection    program.  Will    rot    Install    automatic. 
mot-pip*    hydraulic    ipMnlUf    sys.  Will    provide    total    flooding 
carbon   dlo«ldc    s.ys.  ,.„  .  .  .  ._, 

EARLV.P,  J.        Powffr    Authoritij    OF     Mif    Stats    of    Neui   Vui-k.        79/11/S6. 

7p|i. 


—7912190114   RenuBats    quick    riaponEe    to   UCB   petition   re   resolution 
Bite    location   E.    safety    iscues. 
F1EH.H.       House    of    Rep.       7W12/17.       Ip. 


H,     General    correspondence 


7>?12300123    Notification    of    79I2OS   meeting    u/ut  i  1     In   D>thesria,  MD.     t 
revleu    Bmergencu    preparediiBBS   capahl  \  i  ti  es.  L  1  it   of    HHC 
tonsiderat  ions    one  1.  -,Q,II  ,*,0        'i-  n 

EIBENHUT,  B.  0.  Division    of    Operating    Reactors         71/llt^t-        Jfp- 

7913360003   Notification    of    791318    meeting    «i/utU     in    Diaining-  NV    ro 
emBrnoiicy    planning.  -.„,,„,,,-,        -,„„ 

OLSHAN.L.N.  Uperating    Reactors    Branch    1.        79/1S/07.        Jpp. 

G      Ad  jud  i  eatery    c  HIT  es  pond  oneo 

7?ia060(,44   Statement    in    support    of    UCS    790917    petition    for 
dGcomnvlssioning    nf   Unit    1    *   ausptns  i  nn   of  Units   2  «^^L6' 
Requests    institution   of    proceeding    per    IOCFRH.  B02  AHid*vH. 
Certificate    uf  Svc    fc   supportinq    dncumtnlatl  on   end. 

.  .     DIflUIK.E    I.        Hew   York.     Bluteof.        79^11/16.        15pp. 


7912140137    Requests    removal    from    svc    list    of   EJ  Sat*    t.   addition    of    JP 
.P.        Consolidated    Edison    Co.     of    Neu    York.        79/H/OB.        Ip. 


7913110039   Confirms    receipt    of    pud     79O329    petition    to    suspend    OLs     for 
all    PWRs. Forwards    PR   notice    indicating    that    petition  mill    no 
treated    in    accordance   u/l  OCVftS.  2Ql>. 
DENTON..H.R.        Office    of    Nuclear    Reactor    Regulation.        79/H/^J.         >P- 

— 79I311012A  Notice    of   request    For    action    pursuant    to    lOCKFta.  EDfc   re 
Environ    CnaJition    on   Nuclear   Power   790327  petition 
requesting    suspension    of    all    DLs    Cor   PWIi*.  -,„,,,  ,„., 

KULUER.D.  R.        ttffice    nf    Nuclear    Heactor    Regulation.        79/11/J-l. 
39pp. 

7912300270   Forwards    statement   made    In    support   of    UCS   petition    for 
ilecowmissiciniriB    of   Unit    1   Si    suspension   of   operation  at 

uHQWN.P.  0.  C.       rt  Id- Hud  5  no  Nuclear   (Jpr.nnen  tE,     Inc.       79/11/37.       Ip- 

— 7912200276  Statement    up   PDO   Droun    in    support   of  UCB    petition    for 
proceeding    to    instltulr   decnmmi  65  f  nninci    of   Unit    1    tt 
suspension    of   operation   at   Units    2  ti  3    pending    safety 

MiiJ-Nudsnn    Muclcar    Opponents,     Inc.        79/11/36.        Opp. 


revi  eui 
BROHM,  P.  D.  fl. 


79130-10O7H  Wotico    of  withdrawal    Fcnm   protBBdlnflt    effective   791130, 
SrtlTH.B.H,        Hearing    Hi-anch    2         79/11/29.      :  Ip. 

791HQ4007B  Wotice   of    a&pparajice   an    bohalf    of   NRC.  Ccrtl  Flcattt    of   flv 
enrl 
MOORE.  J.  E.       Hearing    Branch    2.       7?/lI/E9.       Hpp. 


791319041B   RB^uaats     updato    of    NRG    distribution    list    by    deleting    VJ 
Cassan    as    counsel    (.    substituting    CM  Pratt 
EARLY.  P.O.       Power    Authority    of    the    State    of    New  YorV.       79/12/13.        Ip. 


79121-50513   Advises     thflt    completion    of   Oak    Ridne    AasocifltB    Univs 
radiation   safety    course    IB    acceptaUlB    in    lieu   "f    first 
section   of    facility    training    program   towards    certification 
of    individual    for    entry    to    restricted    °™<>*. 
ErtRl.V,P.J.        Power    Aull.ority     of    the    State    of    NDUI   York. 


IP- 


7713280501   Requests    update    Bf    difltribution    lists    by    replacing    naroa    of 
VJ  CaBflan    ui/CM   Pratt,  as    counsel    for    util,  -jn/io/n          |a 

EARUY.P    J.        I'ouar    Authority     of     the    State    of    New   Yor*.        79/12/13.         1  p. 

J.     Insurance   l>    indemnity    informat inn 

77IS270&03   Confirms    that    FflENT    has    loan    c  onimi  traant    for   *1O  million    PrD» 
HanufoctureTTB    Hanover    Trust    For    retrospective    insurance 
payment, if   ncc uBsary,  i n    event   of   nuclear    disaster.  Commitment 
Bipirea    000630. 
MCCARTHY. H.  H.        Affiliation    Unknown.        79/12/1Q.        Ip- 

P.     Dperatino    licen-se    stage    dpcuments    S.   correspondence 

791107Q24B   "Bunmary    pf    QperJiting    Experience   H/Hecirculaling   8t**m 

Generators.  J1  ...men  nc-n 

EiaENHUT,  D.G.  Chiviflion    oF    Operating    Reactors.        NUHtB-U»JJ. 

7^/01/31 .        B9pp. 

79120901B1    Discusses    WRC    rovieui   of  LERs   t,  Tech   Bpoc    requirements    ro 
control    RP1    5«s    at    We-Gtinghouso   PWRs,  Requestt   Tech    Bpocs 
Tflvieu    to    ensure    requiremant    Fnr   rod    maint    to  uiithin   +/-   1^ 
itep*    inalcated    t-   RPI    atja    verified    accurate   wt*hin    1J   *«P«- 
SCHWENCER.A.  Operating    Reactors   Branch    I.       71/10/tlt.       'Pf- 

7912100189  Discusses    NrtC   791  1O1    meeting   in/representatives   of    MBS3 
vandor*   b    fuel    suppliers    re    discussion   of    respective 
portions    of    ECCB    evaluation    models   daallno   u/ruel    clodding 
spelling    fc    incidence    of    rupture,  vendor   responseo    *""•*•„ 
EISENHUT.D    O,  Division    of    Oparating    Reactors.        79/11/OV. 
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—7912100255   Responds    to    NRC    791101    repeat    ra    noncomp I  lane e    of 
Wostinohouse    ECC3    evaluation    model    under    requirements 
of    10CFRSO  App   U.  Evaluation    of    three    fuel    rod    models 
Indicates   no    safety    problems    for   West inghouse    plants 
AND€RSDN,T.  M.        Weatinghouae    Electric    Corp         79/11/O2.        4pp. 

—7912100330   Responds    to    NRC    791101    request    re    DHNL    cladding    swelling    J. 
rupture    data.  Review   of    analytical    models    d    tests    indicates 
compliance   W/10CFR50  App    K. Al 1    OE    specs    for    calculated    peak 
cladding    temp    remain    unchanged. 
BUCHHDLZ.R.  H.       General    Electric    Co.       79/13/07.       2pp. 

--7912100407  Forwards    response    to   NftC   791101    request    re    rod    burst    tost 
data  Concludes    that    data    properly    represented    by    fuel    models 
used    in   vendor    evaluation   models    (.    that    analyaes    demonstrate 
all    criteria    of    10CFR50.  46    satisfied, 

OWBLEY.O.F,       Ei. on  Nuclear    Co.  .     Inc.     (subs,     of   E*  ion   Corp.  ) . 
77/11/02.        3pp. 

— 7912100486  Forwards    addl    Info   re    evaluation   of    impact    of   NRC    proposed 
rupture/blockage   model    used    in  vendor   evaluation  model. 
No   adverse    impact    from  new  rupture   burst    data   or    use    of   NRG 
rupture/blockage   model    on    licensing    calculation   results. 
OWBLEY.O.F.       Euan   Nuclear   Co.  ,     Inc.     (subs,     of   Exion   Corp.  ). 
77/11/04.        22pp. 

7912100032  Discusses    issuance    of   Amend    17    to   License  DPR-64. which 
authorliBd    operation   at    100'/.   power.  Mai    allowable    fee    already 
paid    by    Util.No   addl    fee    required.  ,,,,,,,,.,        ,„ 

MILLER.  U.  0.  License   Fee    Management    Branch.       79/11/13.       lp. 

-- 771H100039  Forwards    review   summary    of    costs    incurred    by    various   program 
ofc»    involved    in  OL    issuing    S.   processing.  No   addl    license    fee 
required    because   mai    fee   allowed    already   paid.  Facili  ti|    fee 

HOLLOWAY,  C.  J.  '  License   Fee   Management  Branch.       79/11/09.       Spp. 

—7912100043  Forwards   assessment    of   review   costs    for  CP   fc  OL    actions,  to 
aid    in    fee   determination.  W/o    encl.  -,D,,n,nr.        ,„ 

BERKOH.H.  N.        Office    of    Nuclear    Reactor    Regulation.        79/1O/3O.        lp. 

— 7912100031   Responds    to   790918  memo   requesting    calculation   of  costs 
associated   w/OL    issuance. Since    total    cost    ejceeded    fee 
limlt.no    further    action   required.                                        ,„,.„,,£,         , 
E18ENHUT.D,  0.         Division    of   Operating   Reactors.       79/1O/1*.       lp- 

— 7912100062  Forwards    IE   cost    data   rept    of    routine    insp    effort    for 
7O07Q1-76040S.  Data    for    690013-700630   could    not    be 
^constructed,  ....          -,0/ni/no 

COBB.L.  I.       Executive   Officer    for   Management   &  Analysis.       /•r/urf/u?. 

2pp. 

— 7913100066  Provides   ACRS   prof   manpower    eipenditure    estimates    for   CP   (. 
OL  reviews. 

FRALEV.fi. F.       ACR8  -  Advisory    Committee    on   Realtor    Safeguards. 
7B/11/01,       lp. 

— 791H100079  Request*    info   re    ACRS   prof    man-hrn    expended    on   review   of 
each   reactor.  Data    for    safety,  environ   ti  antitrust   hearing 
concerns    should    be    Included. Associated    travel    should    not    be 

MILLER.  W.  D.  License   Fee   Management    Branch.       79/10/02.       lp. 

791207QH63  Partially    responds    to   FOIA  request    for    document   re   Pawling. 
NY    site, Forwards    requested    info. Submits    addl    info: sodium 
deuterium  reactor   never    built    at    slte.no   matl    ever    used    at 
alt*  fc  no  radioactive   matl    disposed    of    In    lahe. 
CAHR-J.C.  Division   of   Rules   and   Records.       79/11/16.       3pp. 

7912070291   Submits    partial    response    to   FOIA  request    for    documents   re 
Nuclear   Development   Association, United   Nuclear  Corp.  Oylf 
United  Nuclear   Corp    &  ATCOR. Inc, concerning    facility    site. 
Forwards   requested    info.  Provides    addl    info   re    site. 
CAftR.J.C.  Division   of   Rules    and   Records.       79/11/16.       3pp. 

791S060070   Bummnru    of    791113    telcon   w/util    re    UtU    791022   response 
to    790913    Itr   re    lessons    learned    implementation. 
QLfiHANrL.N.  Operating    Reactors    Branch    1.       79/11/23.       4pp. 

7913130064  Summary    of   791113    telcon   w/util    re    lessons    learned 
Implementation.  _  ,,  ,  ,„„ 

N.  Operating   Reactors    Branch    1.       79/11/23.       Spp, 


—  7913040306   Proposed    Tech    Specs    chanqes    re    safety    review    committee 
r'^rAuth'orU/of'th*    Btat.    of    NewYork.        77/1 ./SB         6,p 

7913060619    Notification    of    7912O5   roeelin?    tu/utiU    in    Bett.esda,  Mi)    to 
discuss    alternatives    to   reduce    orobab  i  1  i  ti|    &   consequences    oh 

ZECH^O.  ""Division    of    Operating    Reactors         79/11/29.        1pp. 

7912210115    Notification    of   791305    meeting    w/Con   Ed    !.   to  mm   Ed     in 
DetheBda.MD    to    discuss    In-depth    review    of    f  ac  1 1 1  ty.  NFil- 
conslderations    end. 
EISENHUT,  D.  G.  Division    of    Operating    Reactors 

7912060526    Forwards    application     For    amend    to    License    DF'K-64    to 
incorporate    operating    conditions    for    secondary   uiater 
chemistry   monitoring    program. 

EARLY.?.  J.        Power    Authority     of    the   State    OF    New   York 
2pp. 

—7912060528   Application    for    amend    to   License    DPH-64    to     incorporate 
conditions    for    secondary    water   chemistry   monitoring    proflfarr, 
to    inhibit    steam   generator    tube   degradation.  Proposed 
addition  &    safety    evaluation    end.  70/11/30 

EARLY.P.J.       Poiuer   Authority    of    the   State    of  Neui  York.       79/1  I /JO. 

5pp. 

7912130204   Forwards   application    for   amend    to   OL  changing    ETS  tt   required 
fee. FOB    paid    under    protest  -,D,,->,m        („ 

CAHILL.W    J.        Consolidated    Edison   Co      of    New   York.        79/13/O3.        lp. 

— 7912130B91   Application   to   amend    EFS  distinguishing    limiting    conditions 
E,  monitoring    requirements,  el  iminating   repetitive    specs, 
reporting    requirements    &   bases   &  updating   £TS  ropt    to 

reflect    present    technology,  

CAHILL.W. J.       Consolidate..)    Edison  Co.     oF   New  York.       brtHLV,  A.  E. 
Power    Authority    of    the    State    of    Neu   York.        79/12/03.        25pp. 

—7912130306    Revised    Pages     1-1     through    5.6-1    of   £13   re    limiting 
conditions   &  monitoring    requirements,  annual    environ 
operating    rept   t<   nonroutino   reportable   environ   orcurrencer.. 

»*    Consol  tdate^Edison    Co.     of   New   Yart.        79/12/03.        46pp. 

7912070397   Forwards   revised    TMI    lessons    learned    commi  tmBnt    list, per 
791130    i,    1203    telcona.List     supersedes    enc  1    to    791131     1  "• 
EARLY.P.J.        Power    Authority     of    the   State    of    Ncui   York.        79/12/04. 
15pp. 

7912200415  Notifies    of   79121B    site  visit   of   NRC   Emergency   Planning    Task 
Force    to    evaluate   upgrading    of    emergency   planning    slijce    IMi 
atcidonfc. Requests    participation   of   NY  Slate   Energy   Ufc 
COLLINS. H.  E.         Assistant  Director    for   Emergency   Preparedness. 
79/13/07.       lp. 

7912170296  Forwards   revised    pages    to  791201    Itr   re    short-term 
res.uiren.ents    of    TMI    Lessons    Learned     [ask    Force.  Util    ™i" 
complete   all    required    items    prior    to    return   to   po«er.  Items 
will    be    complete   bg   900201.  -,a,,',,,n 

EARLY.P.  J.        Power   Authority    of    the    State    of   New   York.        79/13/10. 

6pp. 

7913190343  Forwards    payment    for  Class    111    fee    for   79)301   application. 
Fae    paid    under    protest,  ponding    final    determination   of 

*.i°f    p!wBrCAuthoribu     of    the    State    of   Wen.   York.        79/1S/11.        lp. 


7912180371    Supplies   Tach   Spec    roviow  rasults    re   accuracy    of 
Hentinghouso   control    RPI    BUS,  Deviation   of    13   stups 
permlsslble-Revisei!   Tech    Bpeca    to   be    submitted    to    comply 
u/neu    12   step    accuracy    limits.  -,o,n,n         in 

EARLY.P.J.       PoLuer   Authority    of    the   State    of  Neu  Yorfc-       79/12/13.       lp. 

7912190372  Ach    receipt   of    791206   telcon  request   re    electrical    drawings 
for   valve*    of   containment    isolation   ays.  Drawings   will    bo 
sent    «s    ends    to    Ltr    1UP-22B2   on   791213.  ,D/,o/.q         i,, 

EARLY.P.J.       Power    Authority    of    the  State    of  New  VorL.       79/13/13.       lp 

7912190376  Forwards    containment    isolation  valve   drawings    for 
NUREO-0378,  in  response    to    NRC   requent.  Drawings   available 

uu-ER^R™'    FunUeSnEnBin0ers   fc  Constructors,     Inc.     (IUb..    of   Raytheon 
Co.   >.         79/12/13.         lp. 


7913040800  Forwards    proposed    Teeh    Specs    changes    ra    safety    review 
eommittee,  submitted    as    application    for    amend    to   OL.  ,_„.._„ 

EARLV,P.  J,       Power   Authority    of    the   State,    of   Now  York.       79/11/28. 


7912270303  Forwards    info   t,    drawings    re  NUREO-OS7B,  concornins    au>illary 
fieduater    iys   automatic    initiation.  Orawinqs   not   encl. 
EARUY-P.J.       Power   Authority    of    the   State   of  New  Vork.       79/12/17. 
10pp. 
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791227Q315    Discusses    compliance    u/  requ  i  r  emecit  s    oF    NUJiEG-O57fl. 
Requirements    mill     not     tie    cnmpluted    bM    BOQJO  1 .  Far  i  I  i  1 1|    uiill 
not    return    to    svc    until    requirements    are    comp  1  etc.  Conplet  i  on 
anticipated    bij    BQOSO1. 
EAHLV.P.J.        Power    Authority    of     ihe    State    of    Neu   York.        717/I2/17,        ip. 


7912130515    Forwards    response    to     IE    Bulletin    79-21.     "Temp    EffBcts    on 
Level    Measurement.  •'    Liquid     le^-el     measuring    sgs    &    all     safety 
&    control    setpnlnts    revieued. 

SCHNEIDER.  J.  R.        Power    Authority     of    the    State    of    NEUI    York.        /9/11/O2. 
llpp. 


79123703:3"?    Forwards    "Proaram    Plan     far    Performance    Verification    of   1'HH 
Safety/Relief    Valves    &    Gij-s"    t    supplemental     inFn    in    response 
to    TMI    Leason-a    Learned     Tasl    Force    liec  ommendat  i  nns   3.1.2. 
CAHILL.U    J.        Consolidated    Edison    Co.      of    New   Yuri.        79/13/17.        7pp. 


7912310135    Forwards     IE    Insp    Ftept    5'Q-2B6/7?-lB    on    790902-29.  No 
none  amp 1 i  ance    no ted 

BRuWER.E,  J.  Region     1,     Philadelphia,     Reactor    Operations    Nuclear 

Support   Branch.        79/11/05.         2pp. 


— 7912270373    "Prog-ram   Plan     for    Performance    Verification    at    PWH    Bafetu/ 
Relief    Valves    !•    3i|  5  .   " 
•-      Electric    Power    Research    Institute         7"?/12/13.        62pp. 

7912270335    Forwards    application    for    amend    of   License    uPR-A"li  proposed 
Tech    Spec    change,  sa  Fetij    evaluation   f<    Class    III     Fee.  Payment 
made    under   protest. 
EARLV,P.J         Power    Authorlcg    OF     the    State    of    New   York.        79/12/1H.        lp. 

— 791327D447   Application    Foi-    amend    oF    License    D-PR-64,  mailifu  ing    Section 
3.  lOpApp    A    ta    reduce   allowable    misa  1 1  gnraent    of   control    rndi 
indicated    position    tu   group    step    counter   demand    po-aitio-ns. 
EARLY. F    J.        Puuer    Authority    nf    the    State    of    Heu    York,        79/IH/1H. 
IP- 

— 791327O-455   Proposed    Tech    Spec    change     to-   Section    3.  1O.  S   re    control    rod 
position    indication    misalignment. 
»       Power    Authority    nf    the    State    of    Neu   York.        79/12/12.        4pp. 

— 7912370460   Safetu    evaluation    For    proposed    Tech    Hpec    change    re    control 
rnri    p-osition    indication   mi  sal ignment,  Hod   ui 1 1    not    reduce 
margin    of    safety. 
»•      POIUET   Authority    of    the    State    of    Neu   York.        79/12/12.        2pp. 


— 7912310131    IE    Insp    Rept    30-a&6/79-lB    on    790902-29.  No    noncompl  iance 
noted.  Major    areas    inspecte  d  .  1  og  s    h   records,  phya  ica  1    aocurity 
!t   periodic    repts. 

REBELGH8KI.T.  ,     JDHM90N.  J.  Region    1.     Ph  1  ladolphia,     Office    of    tha 

Director.       KEIMIG.  R.  Region    1.    Philadelphia,    Reactor  Operations 

Nuclear    Support    Dranch.        79/11/02-        13pp. 

7912140393   desponds    to    IE    Bulletin    79-23   re    potential    Failure   of 
eflinrgencu    riiesel    g eneratnr. Generator    neutral    floats    &    is    not 
connected    to    ground,  el  imi  na  t  i  ng    possibility    of  malfunction. 
BAVNE.J.P.        Pniuer    Authority     nf    the    State    of    Neiu   York.        79/11/O7. 
2pp. 

7912300344    Forwards    uaste    packaging     Insp    Rept    79-Q2A    on    790935-2i.  Ho 
noncomp  1  iance   noted. 

BUTHERLftHD,  J,  T.  Region   2i     Atlanta,    Fuel    Facility    &  Materials 

Eafnty    Branch.        79/11/O.7.        Hpp. 

— 7912300395   Waste    packaging     Insp    Rep fc   79-02A.  No   noncomp 1 ionce    notad. 
Major    areaa    inap ected  ;  shi  P  ping    paper   &   DDT   placarding 
requirements.,  radiation    levels,  removab  IE   contamination,  DDT  & 
NRC  package    features, 

B.RDWN.H.A.  Region    2,     Atlanta,     Office   of    the   Director.       79/11/06, 

tpp. 


711327Q2&7    Foruards    79122O    conFerenre    paper    re     Indian    Polnt/Zion    near 
cite    Btudie5.Req.ue5t!     paper    be    made    part    nf    public    record. 
PEOPLES.  P.  L.        Cnfranoniu&al  In    Edison    Co.        *      Cnnsol  Idated    Ediann   Co.     of 
New   Yorl.        *      Power    Author-ill)    of    tno    State    of    Mou   York.        79/12/21. 
lp. 

— 7913270275    "Indian   Pol  nt/2  i  on   Ne.ir    Site    Studies,"    flrasentatitm    to   NRC. 
*      Conmoniiieal  th    Edison    Co.        *       Conso  I  idntcd    Edison    Co.     of    Now    York. 
*      Pouter    Authority    of    the    State    of   Ufa    Vorl.        79/12/20.        31pp. 

7912270353   Faru.irrts    response     to    79I1O7    Itr    re    NRC    requirements    For 
auilliary     feoiluater    -ays 

EARLV.P.  J.        Po-jf!-   Authority    of    the    Slate    af    NEU   York.        79/12/21. 
10pp. 

79122H0612    Informs   of    plans    to   perform   hydrostatic    test    of  RCS, 
-foil  awed    by    lau    paiucr    pliytics    te^l.nn    <nr    about    79S2B6 
Facilitu    presently    has    acccptribli'    App    H    ECCS    analysis    based 
on    Ueatinghouse    Oct     1775    evaluation    model. 

ErtRLY.P.J         Power    Authority    of    the    Slate    of    NEUI   York.        79712/21. 
3pp. 


7913310367  Responds    to    IE   Holletin    7^-13,     "Indication    of   Lou  Water 
Level   at    Oyster   Creek    Rnactor.  "    Examined   i   evaluated    steam 
generator    feedtuater    tim  iles-ta-pip  ing   welds   ui/voHpect    to 
ASMS  codas. No    cracting    noted. 

HAYNE.J.P.        Power    Authority     of    the    State    of    Neui   York.        79/11/1B. 
3pp. 

791H030047  Forwards    IE  Circular    79-22.    "Stroke   Times    for    Power   Opei-at«a 
Relief   Valves.11    No   response    required. 

GR.IER.B.H.  Region    1,     Ph  i  ladelpn  ia,     Office    of    the    Director. 

79/11/16.        lp. 

79)2030291    Forwards    IE    Infa    Notice    79-27,     "Steam  Generator  Tuba 
Ruptures    at    Two   PWF1    Plants,1-    No    response   required. 
CRIER, D.H.  RHBinri     1,     Philadelphia,     Office    of    the    Dlrsttor. 

79/11/14.         lp. 

7912100130  Forward*    IE  Info    Mntice    79-23,     "Overloading    of    Structural 

elements   Due    to   Pipe  Support    Lo/ids.  "   No   response    required. 

ORIER.B.H,  Region  1,     Philadelphia,     Office    of    tho    Director. 

79/11/14.         lp 


Q      Inspectic-n   repnrts.     IE  Bulletin's 


correspondence 


7912050001    Toruards    IE    Inap    Rept    SO  -984/7  9-  12    on    790820-S2.  No 
nan  camp  1  ianca   noted 

CARLSON.  R.  T.  Region    1.     Philadelphia,     Reactor    Construction    ft 

Engineering   Support    Branch.       79/10/19.       2pp. 

—7912050004    IE    Insp   Kept    50-2B(j/79-13   on    79OS30-22.  No    nnncompl  iance 
noted.  -Major   areas     i  nap  at  ted  •  underground    Firv    raainKifire 
uiater    storage    tanks,  fire   .pumps   1<    lire    pump    house. 
KQLTAY.P-.S.  ISooion    1.    Philadelphia,     Office    of    tho   ptrflctor. 

EQNETER.S  D.  Roqion   3,    Chicago,    Reactor   Cunstruc  tion    & 

Engineering    Support    Di-afith.        79/1O/11.        3pp. 

7913170176    Reaponitm    to    IE   DuUelin   79-27.     "Pipe    Cracks    in    Stagnant 
Uoi-ated    Uatcr  E^s   at  PI-ID   Plants."    No    evidence    OF    cracking. 
Visual    Inap    of   accessible   melds   mill    be  ^porfnrmed   EC  results 
•sent  lull  en    sgs    can   be    operated    to   achiov-n    required    pressure, 
HAYNE.J.  P.       Power  Authority    of    the   State    of   Nem   Vorfc.       79/1O/24,       lp. 

79-12200466   Forwards    IE    Insp   Rept   90-2a6/7<J-23  on    770913,19-31,35-27  b 
10-02-09.  Mo    noncompl  iance    noted. 

CARLSON,  R.  T.  Region    I,     Philadelphia.    Reactor   Construction   & 

Engineering   Support   liranch        79/11/01,       2pp. 

—  -7912200472   IE    Inap   Rept    50-256./79-22  on   790913,19-21,25-27  A    10O2-Q3.Ha 
noncompl  f  ante    noted.  Major   -areas    iiiapoc  ted:  steam  generator 
insp    pro-gram  tc   inservice    Inap   activities-    including   Linrh    In 
progress. 

THIPP.L.E.  fteglon    1.    Ph  i  laic  Iph  ia.    Reactor   Conetruction   !• 

EngiiiBBring   Support    Uranch.        MCBREAF1TY.  R.  A.  Reelon    Ii 

Philadelphia,    Office    of    the    Ilirectar.        79/10/30.       9pp. 


7912110493  Forwards    IE    Info    Notice    79-29,     "Luss    of   NonsaFetg-Re lated 
Reactor   Coolant   Sys    1 nEtrumen tot  ion   During   Operation,"    No 
specific    action    or    response    required. 

CaiERiB.H.  Region    1,     Philadelphia,    Office   of    the    Director, 

79/11/19.        lp, 

7912050347   Forwards    IE    Bulletin    79-36,     "Boron    Loss    From   HWH   Control 
Blades."    No    response    required,     , 

GRIER.B.H.  Region    lr    Fhijadtl  pliia.    Office    of    the    Director. 

79/11/20.       lp, 

79'iaOA05a3  Forwards    IE    Circular    79-24.     "Proper    Installation   &   Calibr    of 
Core   Rpray    Pipe    Break     Detection    Equipiiiant    on    DWRs.  "    No 
response   required. 

OHIEH.B.H.  Rngicr,    1,    Philadelphia,    Office    nf    tho    Director. 

79/11/S6.       lp. 

7913110(167  Foruards    IE  Circular    79-23.     "Motor   Sfcartevn    &   Contactors 
Failed    to   dpttrate.  "    No    respnnse    i-pquired. 

ORIER.B.H.  Region    1.    Philadelphia.    Office   of    the    Director. 

79/11/H6.       Ip- 

7913210096  Ack    receipt    at    79IO12    Itr    informing   NRC   of    steps   taksn    to 
correct   violations    notod    In    IE    Insn    Rept    50-286/79-09. 
ERUNNER.  E. -J.  Region    1,     Philadelphia.    Reactor   Operation*    Nuclear 

Support   Branch.       7W11/S7.        lp. 

—  79122101O3   Foruarda    IE    Insp    Rept    3 0-336/7'? -07  on   79O415-0707    &   natici 
of  violation.encla    ujithheld    (rcf    10CFR2.790), 

HF1UNNER,  E.  J.  flagion    i.     Philadelphia,    Reactor   OpBratlor.3    Nucleai 

Support    Branch,         79/09/37,        3pp. 
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771217QQ47  Forsiards  IE  Bulletin  7*7-37.  "LoaE  of  Non-Class  IE 
Inatru'iBBntation  &  Control  Power  tigs  Bus  During  Operation  " 
Written  response  required. 

QRIER.B.H.  Region    1.     Philadelphia.    Office    of    the   Director. 

79/11/30.        tp. 


-7712O4O331    LEU    77-O13/01T-O;  on   791137.  setpointB    for   PCV-464.  PCV-46A   (, 
PVC-4&Q    belcu  Tech   Spec    Unit.  Caused    hij   nethanical   valve 
drift.  Valves    reset    to   Tech   Spec    requireaents. 

GUMBLE.F.H.        Power  Authority    of    the   State   flF   N*<u  York.       77/11/2O 
IP 


7912310334   Forwards    IE    Info   Notice    79-30.     "Deporting    of   Defects   fa 
KociKUBpliances.  10CFR21.  •   No   action  required. 

ORIER.B.H.  Region    1.    Philadelphia,    Office   of   the   Director. 

77/12/06.        4pp. 

7912190750    Forwards    IE   Bulletin   79-29.     'Possible    Malfunction    of   Nanco 
Madol    EA1BO  Limit  Switches   at  Elevated   Temps.'   Written 
response   required. 

GRIER.D.K.  Region    1.    Philadelphia,    QffiCD    of    the    Director. 

79/13/07.        lp. 

7913280305   Responds   to    IE  Bulletin   79-02.  Revision  3.  Verification   that 
pipe    support   base   plate   fleiibility   was   accounted   For   in 
calculation   of   anchor    bolts    loads    will    be    coapleted    by 
8Q01O1. 

SCHKIEDEfl,  J.  R.       Power   Authority    of    the    State    of    New  York.       79/12/07. 
2pp. 

79122ttO217   Forwards   IE   Info  Notice  77-31,    "Use   of   Incorrect   Anplified 
Response    Spectra.  "   No   written  response   required. 
QRIEIMLH.  Region    1.     Philadelphia.    Office    of    the    Director. 

79/13/13.        ip. 

R.    Pariadlc   operating   reports   ti  related   correspondence 

7912140333   Forwards    Nov    1979   data    re    fish    species    specified    in   Section 
401    certification   to   NY  State   Dept   of  Environ  Conservation. 
MONTI, H.  A.       Consolidated    Edison   Co.     of   Neu.   York.       79/12/1O.        17pp. 

791317O303  Forwards   daily   records   of   fish    collection   for  Nov   1979. 
CAHTLL,  U.  J.      Consolidated   Edison  Co.    of  Neu  York.      79/13/14.       lp. 

— 79I31703Q7  Tabulation   of   daily   records   of   fish   collection   for  NDV   1979. 
•      Consolidatod  Edison  Co.    of  NHU  York.      77/11/30.      5pp. 

79IS21J0343  Forwards  monthly   operating   rept   for  Nov   1979. 

BAYNE,  J.  P.       Power  Authority    of   the   State   of   New  York.      79/13/14.       lp. 


7712040367   Forwards   LEU   79-015/Oir-O. 

BAYNE.J.P.       Power  Authority   of    the  State   of   Neu  Yori.       79/11/28        lp 

— 791304O3A9  LEH   79-015/O1T-O:  on   791 137,  accumulator    31    6  31    level 
transmitters    out   of    spec. Caused    by    Roseniount    Model    1151    DP 
level    transmitter   being    outside   of   required    tolerance. 
Transmitter    renal ibr. 
GUMBLE.F.W.        Pouer  Authority    of    the   Stale    oF   New  York.       79/1I/3B. 

IP 


7912040308    RO-O16/O1T-OO:  on   791127.  evaluation   revealed  nontonserva 
feature    could     eiist    in   App   K  LDCA  analysis    re*    fuel    rod    burst 
calculation,  analysis  u/turrent   Bodel    being    performed.  Results 
of   analysis   available    before   unit    startup. 

BAYNE.J-P.        Power  Authority    of   the  State   of    Mew   York.       79/11/28. 
•2pp. 

7712040482    HO  79-O13/O1T-O  fc  79-OI5/O1T-O:  on  791137.  durins   cold 
shutdo«n.  tests    indicated    that    pressuriier  valve    settings  I. 
accumulator    Level    transnitters    belou    1  inits.  Caused    by 
neclianicaif    drift.  Valves  ti    transactors   reset. 

BAYNE.il-P.        Power  Authority    of   the  State    of   Neu  York.       77/11/28. 
2pp. 


HO-Ql6/OlT-OO:on   791127,  Hcstingbouse    nntified    util    that 
evaluation   of    current   LOCA/ECCS   evaluation  noilel     indicates 
n  on  conservative    feature   could    eiist    in  App   K  LGCrt  analysis 
w/respect    to    portion   of    calculation  re   fuel    rod    burst. 
BAYNE,  J.  P.       Power  Authority  of   the  State   of  Neu  Vor*.      79/11/afi- 
3pp. 


771311O332  Forwards   LER  79-O16/O1T-O. 

BAYNE. J.  P.       Pouer   Authority    of    the  State   of    He 


York.       79/13/O7         lp. 


-791311G333  LER  79-O16/O1T-0:  on   791127-util    notified   by  Nesting  house 
that    nnnconservative    Feature    could    eiist    in    fuel    burst 
calculations    of  App   K  LdCA   analysis.  Analysis    of   possible 
adverse    affects   to   sys  nnderuay. 

eUMDLE.F.M.        Pouer   Authuritu.    of    the  State    of   Neu  York.       79/12/07 
2pp. 


— 7912200349  Monthly   operating   rept   for  Nav   1979. 

CdNNELL,  C.       Pouer   Authority    of    the   State    of   Neu  York.       79/12/O3. 

Bpp. 

B.    Reportable   occurrences.    LERs   &  related    correspondence 


7912100567   Forwards   updated    LER   79-O16/O11-1.  correcting    clerical    err 
in   first   paragraph   of  Attachnent    1    to  LER.  Hef    to   "hot 
shutdown"    should    read    "cold    shutdoun.  " 

DAYNE.J.P-       Pouer  Authority    of    the  State    of    Neu   Vorl.       77/12/14. 
2pp. 


791320OS75  PNS-I-79-003: R  Pienciak, Associated   Press   reporter 
intarvleued   20   to   30  guards   at   facilities  &   plans   to  write 
articlr   dracribing   guard    force   perf nrresnce, uti 1   physical 
socuritii   program   fc  ueaknessos   in   prograoa. 

EEVLIN.J.H.,    MARTIN,  H.  0.  .     ALLAN.  J.        Office    of    Inspection   fc 
EnParcement.    Office    of    the    Director.        79/1O/O5.        lp. 


— 79131BO5O2  Updated   LER   79-O16/01T-1:  on  791137    during  refueling 
shutdauti,  Mestinghousc   notified    licensee    that    evaluation   of 
current    LDCA/ECCS   evaluation   nodel    indicated    probable 
non conservative   Feature   in  App  K  LtlCA  analysis. 

BUMBLE.  F.  H.       Pouar   Authorit«    of    the   Slate    of  New  York.       79/12/H. 
IP 


771220O47Q   PNS-I-79-004: en   791Oli. licensee   received   notification    via 
telcon   u/NV  State  Police   of   bomb   threat   against   facility. 
State  Police   assisting    in   bomb   search.  No   evacuation   of 

fjCilittBU. 

&EVL.1N,  J.  M.  .    MARTIN.H.G..    ALLAN,  J.       Office   of   Inspection  t 
EnforcaiBDnt,    Office   of   the   Director.      79/1O/16.       lp. 

791SaoO444  PNS-I-79-OOflA: on  791017. Psakski 11   Evening   Star. Peeknkil 1.  NY. 
atatos   VBteiving   bonb   throat   e«tortion   1  tr   ve   facilities   t< 
three   phone   calls   on  791016  re   same   bomb   throat. Search   of 
facilittan  revealed   no   bo«b. 

DEVL1N.J.H..     MARTIN.  H.  0.  .    ALLAN.  J.       Office    of    Inspection   * 
Enforcement,    Office   of   the   Director.      79/IO/17.      3pp. 

7913200073   PNS-I-79-QQ4B: on  771031, bomb    threat   received   by   NY 
Telephone   Co  operator   from  unidentified   aale  uho   said 
bomb    uould   go   off   in   1-h   at   plant. Search   conducted   at 
Units   2  &   3.  No   bonb    found. 

SHEPHERD,  R.  E.  .    DEVLIN.J.M.,    MABTIN.H.G.      Office   of   Inspection  fc 
Enforcement.    Office   of   the  Director.       77/1O/33.       lp. 

7912030114   PNS-I-77-OOA: on  791 103. e«tortion   bomb   threat   againat 
facility   uas   received   by    local   newspaper. Search   conducted 
h  no    boab   Found. 

JONES, L.M.      Office   of   Inspection  fc  Enforce«ent,    Office   of   the 
Director.      BRUNNER,  E.  J.  ,    ALLAH,  J.  Region   1.    Philadelphia.    OfFlce 

of  th»  Director.      79/11/06.      lp. 


77123/0553   Forwards  LER    77-Olfl/u3L-0. 

BAYNE. J.P-       Pouer   Authority    of    the  State   of    Meu  York.       77/12/91. 


Ip. 


-791H27O562  LEU  79-O10/03L-0:  on   7711B3.during    refueling    shutdouii. 
deternined    on    conplulion   of   selsntic    restraint    test   3PT-H3O 
that    33    snuhbers    out   of    spec.  Caused   hg    defective   snubbers. 
Bnubbers  repaired  or  replaced. 

GUKBLE.  F-  M.       Pouer  Authority    of    the   State    of  Neu  York.       77/13/31. 
2pp. 


U.     CDngrnHEional/E.ecutive   Correspondence 


79iat4O52B    Concurs   u/Keneny   Couaission  retonwenilation  re    energenEy 
evacuation  plans   for  power  plant  areas. NBC   should  rule 
directly    on   UCS   petition    to   shut   doun   plant. 
BINOHAM.J.       House   of  Rep.       79/11/14.        lp. 


DDCKFTf  50-3H7  OCONEE  MUCLEAB  STATION,    UNIT  3 

F.    Security;,    nodical.    e«Ergency  fc  fire  protection   plans 

7809270033=   Sununary    of   fire   protection   appeal    netting    on  70O414. 
Meeting    inconclusive,  so  official    sunnarif  nut   prepared. 
BIRKEL.fi.  Light  Water   Reactors  Branch   S,        7B/O7/36.       2pp. 


7912040319    Forwards   LEH    79-013/01T-O. 

P.      Power   Authority   oF   the  State   of  NBM  York.      77/11/28. 
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7912200022   Jljicussea    NF!C    79:1107   meeting    re    emergency    preparedness    tean 
review    objectives    Provides    guidance    for    improving    licensee 
omergancil    preparedness    .'-    assuring    capab  L  1  i  tf    of    offsite 


GRIMES.  B.  It. 


rgencij    Prepiir  odne-ss     fasl    Fore  a. 


0.     AdjuC 


791211003B   Confirms    receipt    af    end    790339   petition    to    suspend    DUs     for 
all    PHRs.  Forwards    FJi    notice     indicating    that     petition   uU  I     be 
treated    in    accordance   O/1OCFR3.  20b. 
DENTCNiH.R         Office    of   Nuclear    Reactor   Regulation.        77/11/33-        Ip. 


-7912100407   Faruiards    response     to   NFIC    791101    request    re    rod    burst     tffit 
data.  Cone  1 udes    that    data    properly    represented    by    Fuel   models 
used    in  vendor    evaluation    models   d   that    analyses    demonstrate 
all     criteria    of     1OCFR3O.  46    satisfied. 

DW9LEV.  Q.  F.        Enon    Nuclear    Co.,     Inc.      <aubs.     of    Euon   Corp.   ). 
79/11/02.         5p|i. 

-7913100456  Forwards   adol     info   re    evaluation   of    impact    of  NRG    propond 
rupture/blocVdioe    model    used     in    vendor    evaluation    model. 
No  adverse    Impact    from   neu   rupture    burst    data    or    use   of  NRC 
rup  ture/blockage    model    on    licensing    calculation    results. 
dlJSLOi  0.  F.       En  on  Nuclear    Co.  ,     Inc.     (subs,     of    Ex  ion   Corp.  1. 
79/11/01.        aspp. 


—  79I3HQ156   Notice    of    request     for    action    pursuant    to    10CFR2.  206 
Environ  Coalition   on   Unclear    Pauier    790327   petition 
requesting    suspension    of    all    QLa     far   PHRs. 
MULLER.D.I1         Office    of    Nuc]-gar    Re.ac  tor    Regulation. 


79121B0317  Far  u  aril  n    safety    evaluation   of    proposed    changes    to  Teen    Spiti 
re    7BDlia,0201    Sc    790B33   requests    for   amend    to   auxiliary 
electrical    emergency    poiiier    ays    periodic    testing. 
LAIIJAS,  G.  Plant    Systems    Branch.        79/11/13.        2pp. 


1.     F inane  ia]     information 


7913370577  Foruards    duplicate   cop i 05   of    util    79O321    guarantee    of 
retrospective    [iremi  urns,  4  n    response    to    NflC    791210   request. 
WHITLEV,H.n.        Dulfl    Polder    Co.        77/12/20.        Ip. 

—  791327Q585   Requests    approved    guarantee    of    payment    of    deferred    premiums 
for     1979. 
SALTZHAN,  J.  rtntitpust    !.    Indemnity    Qi-oup.       79/12/1O.        Ip. 


J.     Insurance   It    indemnity    information 


7SO9I90350    Informs    recipient    of    Duke    Power    Co    700705   request    tp    modify 
station    Indemnity   Agreement    Q~4fl    to   permit    receipt  6 
possession    of    4     Fuel    assemblies     from   Crystal     River   3 
facility. 

FJHHTILE.M.  D.  Operating    Reactc-ra    Branch    -1     (Pro   790635). 

7B/QWJ4.        2pp. 


—  V?1S1BO32'1  Safatu    evaluation    supporting    proposed    changes    to   Tech   £pt-c 
ro  a-uxiliarii    electrical    sija   t*   emergancij    pouier    sys 
E.urvel  1  lane  e    peripdic    testing, 
»•     Office    af   Nuclear    Reactor   Regulation.       77/11/13.       6pp. 

7912120092  Summary    oF   791Q24    meeting    ui/BtH   owners    group    re   ai|)(nmotrlc 
LOCft   loads    evaluation.  Evaluation    of   QW  plants    to    be 
completed   oy    1930. 

HOSFORD.B,  B.          Assistant    Dir-ucbdr    for   Engineering    Programs, 
77/11/20,       4pp. 

791210Q-17B  Forwards,  to   alt    BS.W    operating    plants    except   TMI,  request    for 
addl    info   re    small    break    LOCA.  Comments   requeBted    by    791203. 
RE1D.R.W.  Operdting    Reactors   Branch    4.       79/11/31.       3pp. 

7912100416   Forwards    concerns     an    control    rod    guide    tube    uiear    In    O&M- 
deslgnod    Fac  i  1  i  tluti  to    assist    in   planning    flurvevl  1  lance 
program.  Meet  ing    sctinduled    79122O   in   BethesdaiMD    to    discuss 
proposed   program. 
REIDiR.W.  Operating    Reactors   Branch    1.       77/11/33.       6pp. 


P.     Operating    license   stage    documents   !<   correspondence! 

78092 7 d 093   Commenti    oti    aelsmicalty    induced    Floods    at  Dconee    plants. 
Investigates    potnntl.il     Fdilurp    of    Jocassas    Dam     in   relation 
to    safety    af    tmi ta. Queation     Is    being    addressed    by 
Oeosclan-ce  i    Dranch. 
HULHAN,  L    C.  Hydrology    Me  t  enrol  oijj    Uranth.         7B/09/B3.         Ip. 

— 7H09370104    Desponds    to    7t01 1  5  nieoiu    ra   retent    earthquake    activity    in 
vicinity    af    Jacassofl    Dam.  Di  Be  us^oi    bates     of     saiamlcalli) 
iTlduced    Flood    analysis,    for    facility   DL. Reactor    area    could    be 
vulnerab  le    to     Flooding,  but    detailed     info    unavailable, 
HULMAN,  L.O.  Hydrnlagu    Moteorolojy    Branch.        76/01/30.         Ip. 


7913040355  ForEuavds    rapt    8<    errata    sheet   ro    pouier   operated   relief    valva 
actuation   ti   reactor    trip    frequency. 
PARKER. W.D.        Duke    Power    Co,         79/11/26.        21pp. 

7912040293  Forwards    requests    Cor   relief    from  requlremants   of  ABME 
Boiler   6  Pressure    Vessel    Code   Section    KIi due    to 
Impract  leal  1 ty    of    performing    hydrostatic    testing    of    portions 

.     of    low  pressure    svt   uia  tor.  chemical    addition   &  nitrogen   sys. 
PARKER,  H.U.       Duke    Pouter    Co.        79/11/37.       Bpp. 

7912040415  Foruards    correct    commitment    dates    to  771131    response    to 
MUfi£0-OS7a. 
PARKER. H.O.        Duke    Pouier    Co.         79/11/37.        4pp. 


79U09024B    "3ummar 
Generatora.  " 
E1SENHUI.  D.  0, 
7W01/3I.        89pp. 


ij    oF   Ojiorstinp    Eiperionce   W/Het  i  rculati  ng    Steam 
Division    of   Cperating    Roactara.        NUREO-O5S3, 


7912310070   Ack    790BJ1     1  tr  s    cudDrsinQ    0(.H   generic    rept    DAM-1344, 
"Integrated    Control    Sys    Rpliability    rtnalysis,  "    It   requests 
add]     info. 
REID.R.W.  Operating    Reactors    Branch    4.        77/11/0-7.        13pp, 

7713130190  Forwards    summary    oF   Tcknekron    Research,  I  nc    study    o*    licenseo 
regulatgru    performance    evaluation   !,   loknofcron    draft    rept    re 
operating    reactors    ia/0'M   nuclear    steam   supply    s,yB.  Ro-qiies  ts 
comm«r>ts   H/D    snel. 

STELLO.V,       DfFtce    of    Inspection   tr  En  fci-c  emen  t.     Office   of    the 
Director.        77/tl/OB,        9pp. 

7912100139   Dlstussts    NRC    791101    meeting    u/PEpreaentflt  I  VOB    of    NSSS 
vendors    &    fue)     suppliers    re    discussion    of    respective 
portions   of   ECCS  evaluation  modela  -dual  ing   u/Fuol    cladding 
auellin-g   &    incidence    np   rup  turc.  Vendor    responses    end, 
EISENHUT,  D.  O,          Division    of    Operating    Reactors.        79/11/01?. 


7913100255   Responds    to   NRC    771I01     request    re    noncatnp  1  lance    of 
UBstinohousp   ECCS   evaluation  muil&i    under   requirements 
oF    10CFR50  App   K.  Evaluati  an   af    thrae   fuel    rotf   models 
Indicates   no    safety    prob  1  nmi    for    West  ingtiause    plants. 
AMDERSDN.T-M.       Hestlnghogso   Electric   Corp,        79/11/0^.       4pp. 

-7713100330  Resjic-nds    to   NHC   791101    ruquest    re   DRUL  cladding    a-woJling   ft 
rupture   data,  Review   of  analytical    models    tt    tests    indicates 
compliance  u/lOCFRSO  App   K.  ftll    GE   specs    For    calculated    peak 
cladding    temp    remain    unchanged, 
BUCHHD(.Z,n.  H.        Oaneral    Electric    Co,        79/13/07.        2pp. 


7913110131   Den  IB  a    79U13   request    for    extension   af    time    in  which    to    fill 
upgraded   emergency    plan.  Rept    due   B00101. 
REID.R.H.  Opera  ttrffl    Reactors    Branch    4.       79/11/27.       Bpp. 

791204051A  Forwards    proposed    Tech   Spec    rovlsioni  supp  lamenting 
790525    subtnittal    re    operability    requirements   of    emergency 
feed  water    sys. 
PARKER,  U.O.        TlUkv    Pouier    Co.        79/11/2B,        Ip. 

—  7912040518  Proposad   Tech    Epec   revision   re    emergencu    fcBdiuater    sys, 
*      Duke   Paiuar    Co.       7?/ll/aS,       9pp. 

7fl20403D2   Requestx    addl     time     to    respond    to    NRC   791131    Hr   ft    snail 
break    LOCA.  Info    re    mechanical    effects    of    induced    slug    floui 
on    iteam  generator    tubes   uill    be   provided    by   B00215.  Pump 
seal   cooling    info    uill    be    submitted    by   791231. 
PARKER,  W.O.       Duko    Power   Co.       79/12/03.       Ip. 

7912120434  Notifies    that    response    to  NRC   790B2I    Hr    re    Item  7-1  A, 
benchmark    analysis    of    sequential    auxiliary    feeduater    flou   to 
steam  g-en«rator5    following    loss   of  main    feedwater   bill!    be 
nmvtdcd   bij   771231. 
PARKER,  H.  Q.       E>uhE    POUIBP    Co,        79/12/O3.       Ip, 


Pravidaa    status    of    NUREO-OS7B  Category    A    items  which    ulll 
not   be    imp  lern«nted    prior    to    800101.  Unit    1    currently    in 
shutdown   for    refuel  Ing.  All    rwqulred    items    for  Unit    1    ulll    bo 
completed   before    startup    dnticlpatnd    in    early   Fab    1980, 
•       PARKER,H.D.       Duke   Pauer    Co.        79/12/17.       2pp. 

771S370399  Advlse-s    that    excessive   dountima    for   remaining   TMI    Leisoni 
Learned    Task    Force    requlrementa   during    peat   winter   months    i* 
unnecessary-  Sequential    shutdown   of  Units   2  tt  3    In   Feb   ulll 
be    follnuietf    by    shutdown    of    Unit    1    by   800531. 
THIE8,  A.  C.       Duke   Foyer    Co.       79/12/17.       3pp. 
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791227O431    Reaffirms    util    commitment    to    safe    operation    of    facility. 
Claims    significant    progress     in    meeting    virtually    all 
Category   A    items    in  NUREQ-057B. 
THIE3,  A.  C.        Dude    Power    Co.        79/12/17.        3pp. 

Q.     Inspection   reports,     IE   Bulletins   d   correspondence 

791.3170211   Forwards.     "Revision    It  Summary    Kept.  Generic    Response    tu  US 
NRC     IE   Bulletin    79-02. Base    Plats/Concrote    Eipanaion    Anchor 
Baits.  " 
PARKER,  U.D.       Duhe   Power   Co.       79/10/29.        lp. 

— 7912170322   "Revision    1.  Summary   Rept. Generic   Response    to   UB  NRC    IE 
Bulletin    79-O2i Base    Plate/Concrete    Enpanslon    Anchor    Holts." 
*       Djke    Power    Co.        TR-3501-l.        79/08/30.        7pp. 


79131903B6  Forwards  IE  Bulletin  79-27 
Instrumentation  &  Control  Power  Sy  5 
Written  response  required. 

d'REILLY,  J.P  Region   P..     Atlanta,     Offi 

79/11/30.         lp. 


Loss    of    Non-Class    IE 
s    During    Operation.  " 


of    tho    Director. 


791214O348   Provides    supplemental     info    to    790S24   response    to     IE   Bulletin 
79-O5C.     "Nuclear     Incident    at    THI    -    Suppl,"    ru    revision    of 
emergency    procedures    requiring    trip    of    reactor    coolant    pumps 
upon    reactor    trip 
PARKER,  W.  D.        Duke   Power    Co         79/12/06          2pp. 

79133SQO17   Updates    790914    response    to     IE    Bulletin   79-21,     "Temp    Effects 
on    Level    Measurements.  "    Completion    date    of    Item   4    changed 
to    no    later    than    B00101. 
PARKER.  W.  O.       Duke  Pouier  Co.       79/12/OA.        lp. 


7912800344  Forwards   waste    packaging    Insp    Rept    79-Q2A  on   790935-26.  No 
noneomp  1  lance   noted, 

SUTHERLAND,  J.  T.  Region  2,    Atlanta,     Fuel    Facility    t.  Materials 

Safetg    Branch.       79/11/07.       3pp. 


791231Q293  Forwards    IE    Info   Notice   79-30,     "Reporting    of   Defects 
Noncampliances,  10CFH31.  "   No   action   requirod. 

O'REILLY.  J. P.  Region    a,     Atlanta,      Office    of    the    Diroctor. 

79/12/Q6.       Spp. 


— 7912200395  Waste    packaging    Insp   Rept   79-02A.  No    noncoropl iance   noted. 
Major  areas    inspected; shipping    paper   d   DOT  placarding 
requirements,  radiation    levels, removab le    contamination,  DOT  t, 
NRC    package    Featurm. 

BROUN-R.  A.  Region  2,    Atlanta,    Office    of    the   Director.       79/11/06. 

bpp. 

771HO60123  Forwards    IE    Info  Notice   79-12A,     "Attempted    Damage    to   Neui 
Fuel    Assemblies."   No    specific    action    or   response    required. 
a'REILLYr  J.  P.  Region   2,    Atlanta,    Office    op    the   Director. 

79/11/09.       2pp. 

791SQ60D49  Forwards   response    to    Item  5   of    IE  Bulletin   77-03C   re    small 
break    operating    guidelines.  Forwards    "Analysis   Summary    in 
Support  Of    Inadequate   Core    Cooling    Guidelines    for   Loss   of 
RC9    Inventory."   U/o    »ncl. 
PARKERiW.0.       Duka   Power   Co.       79/11/09.       lp. 


7912200026  Forwards    IE  Bulletin   79-29.     "Possible  Malfunction   of   Namco 
Modol    EAIHO   Limit    Switches    at    Elevated    Temps."    Action 
required. 

O'REILLY.  J. P.  Region   2,    Atlanta,     DFflco   of    the  Director. 

79/L2/07.        Spp. 

7712310005  Forwards    third    response    to    IE   Bulletin  79-03, Revi sinn   2, re 
pipe    tup  port    base   plate    designs.  Dase    plate    flexibility    in 
calculation   of   expansion   anchor   bolt    loads   accounted    for 
by    conservative    hand   calculation   method, 
PARKER.  U.  D.        Duke   Power   Co.        79/13/07.        2Spp. 

7912310023   Forwards    updates    to   791029    fc     1106   responses    to    IE    Bulletin 
79-14.     "Eolamlc    Analysis    for  As-Built    Safety-Related  Piping 
Sys.  "    Provides   summary    of    seismic    input    nonconformancos 
through   791136. 
PARKER,  W.  O.       Duke  Power   Co.       79/I2/Q7.        1 1pp. 


791-21O0154  Ack    receipt    of   791108    Itr    in    response    to   NRC  790607   Itr   re 
Ittmi    designated    as   C    &   D,  Corrective    actions   will    be 
•xamined   during    future    inap, 

tEHia.R.C.  Region   2.    Atlanta,    Reactor   Operations    Nuclear   Support 

Branch.       79/11/16.       lp. 

— 7912100165  Responds    to   NRC   790607    Itr   re   violations    noted    in    IE   Insp 
Rupts    80-869/79-10,90-270/79-10   &    5Q-2B7/79-10.  Corroc tive 
act  ions:  plans    to   amend    QA   program   topical    rept    to    reflect 
present  mode   of    operation. 
PARKER.  W.O.        DuVe   Power    Co         79/11/08.        lp. 

791S1Q0169  Forwards    IE    Info   Notice   79-30.     "Overloading    of   Structural 
Elomenti  Du»    to   Pipe   Support   Loads.  "    No   response    required. 
O'REILLY.  J,  P.  Region   2,    Atlanta,    Office    of    the    Director. 

79/11/16.       lp. 

791ZUOS4S  Forwards    IE    Info  Notice   79-39,     "Loss    of   Nonsaf ety-Related 
ReactDr  Coolant   Sys    Instrumentation   During    Operation. "   No 
iff 1 1  tic   action    or   response   required. 

O'REILLY,  J.P.  Region   a,    Atlanta,    Office    of    the   Director. 

79/11/16.       2pp. 

7912170137  Responds    to    IE   Bulletin   79-01.     "Environ   Qualification    of 
Clam    IE  Equipment.  "    Anticipates  Unit    1    t.  3  motor    operators 
will    be   changed    out   during    first    cold    shutdown   after   BQ0129. 
PARKER, H.O.       Duke   Power   Co.       79/11/16.       lp. 


7912210079  Ack    receipt   of    IE    Insp   Repts    '50-269/79-30,50-270/79-26  (. 
50-2B7/79-3B   on   791024-36.  No   propriotary    info. 
PAHKEHiW.O.       Duke  Power   Co.       79/12/1O,        lp. 

—7912310080   Forwards    IE    Insp    Repts    90-3*9/79-28,50-270/79-36   (. 
30-2Q7/79-2B  on  791021-56.  No  noncomp  1  lance   noted. 
SUTHERLAND,  J.  T.  Region  3,    Atlanta,    Fuel    Facility   h  Materials 

Safety    Branch.       79/11/15.       2pp. 

— 7912210QBS    IE    Insp    Ropts    50-369/79-23.50-270/79-26   fc   SO-2E37/79-3B    oil 
791024-36.  No   noncomp  1  ionce   noted.  Ma  jor   areas    Inspected:  App    H 
Tech    Specs    annual    reporting    requi  rements   &  review   of 
nonroutina    reports   !<  LERs. 

CUNNINGHAM.  A.  L.  Region   3.    Atlanta,    Office    of   the   Director. 

HUFHAM,  J.M.  Region  2,    Atlanta,     Fuel    Facility    !.  Materials    Safety 

Branch.        79/11/14.       3pp. 

7912210337   Ac*    receipt   of   7911O9  &   3O    Itrs    informing    NRC   of    stapa   taken 
to    correct   violations  noted    in    IE    Ensp    Repts   30-269/79-24, 
50-270/79-23   k   50-397/79-54. 
KENNA.  W.  B.  Regions,     Atlanta.     Safeguards   Branch.       79/12/11.        lp. 

— 7912Z1023B  Provides    addl    info    to   791109  response    to  NHC  790937 
Itr    re    violations  noted    in    IE   Insp    Repts   50-369/79-34, 
80-270/79-23  fc   50-387/79-31.  Detai  1  s    utthhald 
(ruf    1OCFR3.790). 
PAFWER.W.O.       Duko  Power   Co,       79/11/30.       lp. 


7912060607  Foruiardi    IE  Circular   79-E4,     "Propsr    Installation  *c  Calibr  of 
Can    Spray  Pipe   Dreak    Detection  Equipment   on   DWRa.  "    Mo 
raapanie   required. 

D'RE;ILLY,  J.  P.  Region   2,    Atlanta.    Office   of    the   Director. 

79/11/26,       lp. 

7912110134  Forward*    IE  Circular   79-12.,     "Motor   Starters    &  Contactors 
Failed    to  Operate.  "   No   reiponse   required. 

O'REILLY,  J.P.  Rrglnn   2,    Atlanta,    Oftict   of    the    Director. 

79/11/36.       lp. 


—  79122:10348  Responds    to  NRC  790927    Itr    re   violations   noted    in    IE    Insp 

Repts    80-269/79-24,30-270/79-23   &    50-287/79-24,  Delai  Is 

withheld    (ref    IOCFR3.790). 

PARKER,  U.  0.       Du*e   Power    Co,    .   79/11/09.        lp. 

—  7913210863  Forwards    IE    Insp   Ropts    SO-369/79-24,  50-270/79-22  t> 

5O-2B7/79-34   on  790821-24  !<  0903-07,  Notice   of   violation 

withheld    (ref    10CFR2.790). 

KENNA,  W.  B.  Region  2,    Atlanta.     Safeguards   Branch.      79/09/27. 

2pp. 


7912040434   Forward*   request!    for    rallef    from   inservicn    insp 
r«dulriments    of   ASME  Boiler  «.  Pressure   Code,  Section    XI    due 
to    Impraetlcfllity    of   performing    volumetric    examinations    on 
uialdl    In    leveral    iy«. 
PARKER,  W,D.       Duke   Power   Co,       79/11/37,       B3pp. 

79121?O790  Rupondi    to    IE  Bulletin  79-17,  Revision    !    re    staonant    borated 
uintor   iy».  Examination    of   normally    inaeceisible    portions   of 
Unit    1    for   pipe    crack*    to    be    conducted    during    current 
refueling    outage. 
PARKER,  H,  Q,       Duke   Pouier   Co.       79/11/BB.       lp. 


—7912210283   IE   Insp   Repts    30-269/79-34,50-270/79-22  t,  50-2B7/79-24    on 
790821-24  fc  0905-07.  Major   areas    inapec  ted:  securi  ty 
organisation  *  physical    barriers.  Details  withheld 
(rsf    10CFH2.  790). 

MOORE,  D.E.  ,    JDHN.W.N.  Region  3,     Atlanta,    Office   of    tha   Director. 

HOWELL.J.C,         NRC  Regional    Offttea.       79/09/27.       lp. 

7913390377   Forwards    IE   Info   Notice   79-31,     "Use   of   Incorrect   Amplified 
Reaponae   Spectra."    No  written   response  required. 
O'REILLY.  J.  P.  Region  2,    Atlanta,     Office   of    tha  Director. 

79/12/13.       3pp. 
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7912330129    Forwards    IE    Circular    79-25.     "Sho, 
Interference.  "    No   uritten    response    required. 
D'REILLY,  J.  p.  Region   S,     Atlanta.     Office    of     the    Director. 

71/13/30.        4pp. 


DOCKET   50-2HE   REED   COLLEGE   RESEARCH    REACTOR 

F.    Security,    medical,     emergency   &   fire    protection   plane 


R.     Periodic    operating    report's    (.    related    correspond  once 

79121BQ375   Forwards    monthly    operatinn    repts    For    Wov    1979 
PARKER,  M.  0         uu*e    Power    CD.        79/12/14.         Ip 


7913120206   Forwards    draft    Reg    Guide    5.  XX,     "Std    Format    b   Content    for 
Licensee   Phusical    Security   Plan   POT   Protection   of   BNM   of 
Moderate   or  Lou  Strategic  Significance."    H/o   end. 

REID.R.H.  Operating    Reactors   Branch    4    (Pre    791O3Q)          79/08/22 

2pp. 


--791219Q3B-;    Monthly    operating    repts    for    Nov    1979. 
REAVIS.J.A.        Duke   Pauier   Co.        79/12/14.         Ifapp. 

S.     Repurtable    occurrences.     LERs    t,    related    lorrespondanto 

7912200012  PND-IJ-79-011:  on    79IOIi.  uh  i  1  e    returning    law  pressure 
injection    B    train    to    svr,.  about    200O   gallons    of    reactor 
coolant    sptlleif    thTnugh    partially     opened    vent    valve    Into 
ue-st    penetration   roora   Facility     shut    riuun    for    insp    Ji    repair 
HOSEV.C.M.  ,     TBOUP,  C.  Heginn   2,     Atlanta,     Office    a.f    the    Director 

77/10/17.        Ip. 


Inspection  reports,     IE    Bulletins 


c  orrespondenci 


771H110200  Forwards    IE    Insp   Rupt    50-2QQ/79-O1.  Na   nonconpl iance   noted 
Insjt  rept   uilthhcld    (ref    10CFR3.  79OI. 

NOnDERHAUO.L.  R.  Region   5,    Ban    Francisco,    Safeguards   Branch. 

79/1 1/13.        2pp. 


DOCKET   50-289  THREE  MILE    ISLAND  NUCLEftR    STATION.    UNIT    1 
F.     Security,    meditral,     emergency   I,   fire    protection   plans 


7912070103   PWa-I!-7'!-ia;on    791O2S.unit    restarted    after    e.tenJeiJ 
sflutdomn    for    refueling    li    installation   of   emergency 
feeduialer    sys.  Inc  reased     insp    program    implemented    until    unit 
reaches    75K    pnuiur. 

DYER.J.fl.  ,     LEUIS.3.C  Region    3.     Atlanta,     OFfiCe    flf    the    Oirector 

79/10/29.         Ip. 

7913170402   PNO-II-77-O31 • on    791 1 1O, u/reac tor    at    1OOX   pouer.main 
condensate    pumps    tripp ed. Caused    by    technician  working    on 
hotiuell    level     control     ius    which    reduced    feedioatBr    flou    to 

" •  RB9i41n   5'     Atlanta,     DfficB    Of    the    Birector. 


7-J12200022  Discusses   NRC   7V11O9  meeting    re   BitiBrgoncu.    preparedness    tea* 

review  objcc  tivcs.  Provides   guidanco   for    improving    licenspe 
omBrgancy    preparedness    EC  assuring    capability    of   offsite 
agenciB»   to    take    appropriate   emergency   actions. 
GRIMES,  H.  K.       EmoTgency    Preparedness  Tack   Force.       79/11/23.      30pp. 


0|S    phyBlCal    Bot:llrlt«    Pla"    addendum.  Addendun.   ulthh^ld 
HEHDEIM,  J.  O.        Metropalltan   Edison    Co.        79/11/27.        Ip. 


7913Q70136  Forwards   Revision  tA   to  modi  Find    amended    physical 
plan.  Revision   withheld    (ref    10CFR2.  79O). 
HERQEIN.J.O.        Motropolitan   Edison    Co.        79/11/30.        Ip. 


urity 


RO   7V/14   vn   791 1 10,  dor  Ing    hot    sfmtdouin,  reactor    coolant   si 
cooldoun  rate    uias   *  iceed«d. Causes    by    steam    generators   icing 
overfed.  Nn     immediate    corrective    action    taken.  Design    6 
procedural    cha-no.es    currently    under   review. 
noWD.fi.  T.        DuLo    Power   Co.        79/11/1(1.         Ip. 

7912130430    Discusses    lose    of    pouer     to    integrated    control    su s    during 
uhlch    cooldoun     Ifmits    loeru    eiceeded    Anticipates    submission 
af    RO~287/79-lS   bij    791130 
PARKER.W.O.        Dula    Pouer    Co.        79/11/33.        Ip. 


n-escribes    Josi    of    jxnuer     to    nonaafctij-rBlatod     ir!0    volts 
flc    single    phase    powar    panel     ^    resultant    SIJB    mal  Func  ti  ana 
Upconmonds    Issuance    of    enc  ]    proposed    IE    bulletin. 
E1SENHUT.D.  G.  Division    at    Operating    Reactors.        79/11/37.        4pp. 

7912070439   Forwards    LER   77-OI3/01T-O 

Prtfi-KEU.W.O.        DulE    Power    Co.        7V.'ll/3Q.        3pp. 


7912310333   Cites    utll    791O1&   commitment    to    submit    design    for    alternate 
Bhutilouin  atation    bg    791215.  Increased   workload    duo    to   restart 
has    delayed    completion    oF   station    design.  Requests    mtunslan 
until  O00315. 
HEnDElM.J.  O.        Metropolitan   Edisun    Co.        79/13/24.        Ip. 

0.     Ad  jodicatory    correspondence 

791201000A  nequests    that    end     Itr    be    attached    to    petition    &    that 
cltiien«   be    provided    u/funding    to    go   through    intervenor 
process. 

BERRVHILL.F.       Coalition    for  Nuclear   Pnurer  Plant  PostponHinent. 
77/1O/59.       Ip.  r 

7912040000  fleminafcs    suspension   of    licencing    nuclear    power   plants. 
aERRYHlLL.F.       Coalition    for  Nuclear   Power   Plant  Postponement. 
79/10/29.        3pp. 


-7913070442    LBJ    79-013/011-0:0,,    771110,  RCB    CoQldoUl,    rate    e.ce^dcd   T«h 
apecs    limit   after    aomer    to    ifitergrntud    control    sijs   tJaa    lost 
for    approi    3.  5   minutes.  Caused    by    b  1  oun    iiwerter    Fuses    (, 
tranKfer     sultch    f  at  lure.  Redundant    switch    installed 
LEWIS,  S.  R.        Du*e    Power    Co         79/11/30.         Ip. 


7913050232  Request    fop    financial    aid    for    intervenors    to   rotain  eiipert* 
to    submit    studies    fc   /ar    to   testify    re    facility   restart.  NRC 
must    fund    intervenor    participation    If    participation 
contributes    substantially    to    issue    determination, 
COHEN.  W.H.       Pennsylvania,    State    of.       79/11/OA.      6pp. 


79120^0471   Reaponfls    to.   NRC    79O921     1  tr    transmitting    NRC   79O43£,    Ur   re 
multiple    equipment    Fnilurc6    »    surveillance    testing     errors 
Discusses    i-Bvicu   of    events    describe,!     in   NRC    79QKJ&    Itr 
E.isting    procedures   S   policies   addros-o    concerns 
PARKER.U   O.        Ditie   Pouffr    Co.        79/12/04.        2pp. 


aitn   ,.    i*.       I       i     \          failure    to    retain    instructions     to   encrgiie    both 
1160  uo  It    stands   buses    u/Lee    conbuation    burftinB.  ujfion    Unit    2 
was    in   •svc.  Caused    by    inadequate   revision    to   operating 
procedure   for    100   kV   pouor    supply    on   791130 
PARKER.H.O.        Duke   Pouar   Co.        79/J2/03.         Ip 

7912110365   Foruiards   LEI1    79-O12/O3L-0 

PARHER.M.O.       Duke  Power   Co.       79/13/07.        Ip. 

"~79h?i10hBaLEV9~0la/03L-0:orl    "H07."uring    routine    insp    of    turbine 
bldg    basement,  excessive   p.eklng    leakage    fro™    lout  pressure 


™  ,  . 

ening    of    lock   nut.Pump   rapalretf  &   in    svc. 
LEWIS,  S.  fl.        Duke    Power    Co.        79/12/07.        3pp. 


i«d  t» 

inad*quatel 

PARKER,  hi.  D. 


houoh    To 


4 

revised    procedures. 

Dufte  Fouar   Co.       79/12/1O. 


re-quire    both 
.B»"c.B«»d    by 


7912Q.'.033O  Proposed    procedures    in    response    to  Met  Ed   79I1O3 
proposals.  Supports    schedule   fur    revised    contentions.  Object* 
to    consolidation    of    intervenors    per    issues    Interests   not 
sufficiently    common    to    permit   claims    joinder. 
JORDAN,  W.  8.  ,     EHELDOM.  K,  P.        People    Against    Nuclear   Energy. 
JORDAN.W.8.        Shuldon,     Harmon    [<   Weiss.        79/II/O7.        7pp. 

~  791B060242  Reply    brief    In    liau   of   pleading    on   psychological   distress 
issue.  Alleges    that    Atomic   Energy    Act   requires   consideration 
of    Distress   contentions   t  NEPA  requires   consideration   of 
socio-economic    impacts.  Contends    irrelevancy    of  EIB 
JORDAW.U.S..    SHELDON,H.P.       People    Against  Nuclear   Enemy. 
JQRDflN.H.S.       Sheldon,     Harmon  t  UB  iss,       79/1I/O7.       13pp. 

79ia03OlHO  Notice    of   appearance    of    JD   Cunningham  on  behalf   of  Newbarru 
Toiunship  TMI    Steering    CommittEe,  H  Minnich.  RJ  Zloger.LB 
Carlisle.  V  fhilllpE.CW  Wolfe,  LI   Dominaski.PA  Bnith.DR 
Unholti.  CM  CLarkiHD  Clark    &  ttL  Clock. 
CUNN1NOHAM,  J.  D.       Pot,     Fari-  b  Cuiminoham.       79/11/08,       Ip. 

791S06D095  Submit  B   t,   confirm    licensoe    offer   to   produce   I.  mall 
inlervBrtor   rfocuBients   ti/o    charge   on    behalf   op    intervenors. 
Reserves   riqht    to    withdraw  offer    in    event    of  noncompliance 
u/tarms.  Certificate    of    Bvc    encl. 
TROMDRlDSE.a.  F.        Bhau,     Pittman,     Potts   EC   Troubrldge.        79/11/13.        5pp. 
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7912130173  Notice  of  appearance  on  behalf  of  PA  Public  Ut  i  1  commission. 
Certificate  of  Svc  anil. 
MCCLAREN,B,  A,   Pennsylvania.  State  of.   79/11/13.   1pp. 

7912170066  Forwards  TMI  Alert  Contention  4i  radraf ted  to  clarify  intent. 
Meant  to  bH  security  contention, not  contention  re 
paged  olog  leal  issues. 
ADLER.T.A.   Uidoff.  Reager,  Selkouitz  b  Adler.   79/11/13.   lp. 

— 7913170070  Revised  Contention  4  alleging  licensee  unreadiness  to  deal 
tu/speciallied  nature  of  civil  disruption  that  may  occur  due 
to  restarting  of  fac i 1 i ty, Certi Ficate  of  Svc   one  1 . 

ABLER, T. A.   Three  Mile  Island  Alert,   ADLEH,  T.  A.   Widoff,  Reager, 
Belkouiti  (.  Adler.   79/11/13.   2pp. 


771Z06OO66  Notifies  of  appearance  at  791109  hearing. Ha jori ty 
uas  directed  to  psychological  distress  issues  t,  funding  of 
intervenors,  in  which  Dauphin  County  did  not  participate. 
KNUPP.R.  L.   Knupp  l>  Andrews.   79/11/14.   lp. 


of    hnaring 


7712130169  Notice   of   appearance    in    proceed  ing.  Certifi  cate    of   Svc. 
PATON.W.D.       Hearing    Branch    4.       79/11/14.       3pp. 

7912120&23  Discussion   on    effect    of   rulemakingE    upon    Issues    of  TMI-1 
suspension   proceeding,  Tiuo    issues,  C  lass   9   accidents   & 
•mei-gency    planning,  do   not    preclude   ABLD    from   considering 
appropriate   contentions,  Certificate    of   Svc    end. 
.N.       Hearing    Branch    2.       79/11/16.        1-Jpp. 


791H170009  Forwards   790009   order    d  notice    of   hearing    re   790936    Itr    of 
concern   on  TMI    restart. 
DENTOH,  H.  R.      Office    of   Nuclear   Reactor   Regulation,       79/11/16.       lp. 

—  7912170019  Order   It   notice    of    hearing    to    examine    fc   resolve    safety 
concerns    prior    to   restart. 

CHILK.8.  J.       Office    of    the    Secretary    of    the   Commission,       79/11/16. 
Iflpp. 


791213030B    Memorandum    advising    ASLO   !<    parties    of    licensee 
arrangements    for    restart    rept    d  istri  bution.  AHLB    !< 
petitioners    uilll    receive    updated    copy     through    Amend    9. 
Subsequent    amends  mill    be    submitted.  W/Certtf icate    of  Svc. 
TRDWnRlDGE.Q,  F.        Metropolitan   Ediaon    Co.        TRDUHHIDGE,  Q.  F.        9hau. 
Pittman.     Potts   t.  Trotubridge,       79/11/2B.       4pp. 

7912130026   Request    far    financial    assistance    to   support    intervention   on 
psychological     distress    (  ssues.  Cnromias  I  on    761112    decision 
rejecting    financial    assistance    to    intervenors    followed    by 
legal    opinions   allowing   aid   Certificate    of   Svc    end. 
JORDAN,  M,  S.  ,     SHELDON,  K.  P.        People    Againat   Nuclear    Energy. 
JORDAN.  W.  S.        Sheldon,     Harmon    t,   Ueiss.        71/11/29.        33pp. 

7912310122    Amend    to    petition    to    intervene     in   response    to   President's 
Commission   ropta    on   TMI   ace  ident.  Cons  equences    of   Class  9 
accident    should    be    evaluated   &    tup  pi  omen  ted    to  £15. 
Certificate    of   Svc    one  1 . 
QHOLLY.  S.  C,       Affiliation  Unknown.       79/11/39.       14pp. 

7912210423   Brief    in    lieu    of   pleading    on    necessity    of  new  FEB  prior   to 
decision    on   minether    to    restart    f  ac  i  1  i  ty.  Restoring    confidence 
in    regulatory    agency   d   process   necessary. Class   9  accident 
should    be    analyzed    >j  reviewed.  Cert  i  f  i  cat*   of  Svc    and. 
KENFORDi  C.       Environmental    Coalition    on   Nuclear   Pnuier.      79/11/29. 
llpP- 

7912130034    Response    to   NRG    brief    re    effect    of    rulemakings    on    iaauos    of 
plant   suspension   proceed  ing.  Concurs    wfUflC   conclusion    that 
proposed    rulsfiialt  ings   have    no    effect    on   proprietary 
adjudicative    issues.  Corti  f  icate    of  Svi    encl. 

TRQWBRID0E,  0.  F.       Metropolitan   Edison    Co,       TRQUBRIDGE,  0,  F,       Bhaiu, 
Pittman.     Potta   J.  Troiubridge.       79/11/30.        ISpp. 

7913130110  Opposition    to    intervenor   S   Shol  lij    petition    for    eiception   to 
code   re    Contention    11.  Hydrogen   gas   control    issue    is   beyond 
scope   OF    restart   proceeding.  Certl  f  icate    of  Svc    end. 
TRQWDRIDQE.G,  F.       Metropolitan    Edison    Co.        TflOWBRIDQE.  Q.  F.       Shau. 
Pittman,     Potts    &   Troiuliridon.        79/11/3O.         15pp. 


—  79IS170Q36  Eipresses    concerns    over   TMI    restart, 

KISSEL,  0.  J.       Affiliation   Unknown.       79/09/29.       lp. 

7912030689  Memorandum   assuring    parties    that    decision  tuill    fte    based    upon 
uhol-e    record    including    licensee    position   re    placing    short- 
tarm   actions    into   contest    for    benefit    of    public, 
SMITH,  I.  W.       Atomic   Safety    and    Licensing    Board    Panel.       79/11/19.       app. 

7912I300B3  Objection    to    intervenor   TMI    Alert    791113  revised    Contention 
4   re    potential    for   civil    disruptions    following    restart, 
Contention    is   beyond    scope    of    proceed  ing.  Certificate    of   Bvc 
enrl. 

TRDHBRIDCE,  0.  F.       Metropolitan    Edison   Co.       TROUBRIDOE,  0.  F.       Shaw. 
Pittman,    Potts   It  Ti-oubr  idge.       79/11/30.       5pp. 

7912030013  Response    in    opposition    to   Consumer   Advocate    of  PA   petition 
to    -seat   MRC    funding    for   witness    expenses.  Current    policy    does 
not    favor    intervonors'    funding,  per   Commission   7iilll2 
itntemenl  Certificate    of    Bvc    end, 
SWANSON.D.T.       Hearing    Qranch    1.       79/11/21.       9pp, 


Rospanse    in   opposition    to   UCS  791115  Amended    Contontian    13. 
Petitioner    failed    to    identify    accident    or    sequence    of    events 
for  which    intervention    sought.  Certificate    of   Svc    and, 
THQHBRIDQEiQ.  F      Metropolitan    Edison    Co,        79/11/21.        9pp. 

7?tai4<H51    Statement   of    position    re    preparation   of   EI3   prior    to   TMI-1 
rastart.EIB  must    be    issued    per   NHPA   since    restart    has 
potential    for   adversely    affecting    quality    of    environ. 
Certificate    of   Svc    cncl. 

BEt-KDWITZ.L.  D.  ,    ADLER,  T.  A.       Three    Mile    Island    Alert.       SELHOUITZ,  l_.  B. 
Hidoff.    Reager,    SelSouUi    &  Adler.       79/11/21.       19pp. 

791E10D499  Requests    to   make    limited    appearance    statement   at    licensing 
preha-arinQ' 
BIERMAN,  C.      Affiliation  Unknown.       79/11/23.       lp. 

79iailOOnB  Confirms    raceipt    of    encl    790329   petition    to    suspend   OLs    for 
all    PWlts,  Forwards   FR   notice    indicating    that    petition   will    be 
treated    in  accordance   U/10CFR2.  20i. 
DENTON,H.R.       Office    of   Nuclear   Reactor   Regulation.       79/11/23.       lp. 

—  7912110126  Notice    of   request    for   action    pursuant    to    10CFRS.  206  ra 
Environ  Coalition   on   Nuclear   Pouer'790339   petition 
r«qu«Btlng   suspension  of  all   OLs   for  PWRo. 

MULLER.D.R.       Office    of    Nuclear   Reactor   Regulation.       79/11/23. 
38pp. 


79121B0246.    Argument    for    preparation    of     supplemental    EI8   prior    to   7111-1 
restart.  Restart    is    major    federal    action    requiring    E1S  under 
NEPA.ASLD    must    consider    psychological     stress    as    issue 
affecting    quality   of   human    environ,  Cnrt i ficate    of   Svc    end. 
CUNNINGHAM.  J,  D.       Neuberry   Township,     YorJ    Haven. PA.       CUNNINQHrtM,  J.  0. 
Fo»,    Farr   &  Cunningham.       79/11/30.       7pp. 

7912300063   Foruwrds    intervenor   UCS  791130    reply    brief   on   application 
of   Natl    Environ  Policy   Act,  Certi  ficata    of   Svc    encl. 
WEISB.E.  R.       Sheldon,    Harmon  1.  llelss.       79/11/30.       lp. 

— 79t22QOOi>A   Reply    brief    on   application    of    Natl   Environ  Policy  Act.ASLH 
should    permit  (JC3  Content  Un   SO   to    be    litigated    In 
proceed  ing,  Act   ap-plles    to  NRC   rnstart    decision  li   tD 
consoquonces    of   Class   9  accident. 

HEIBS.E.R.        Union    of    Concerned    Scientists.        UEIBB,  E.  R.        Sheldon, 
Harmon    b  Weiss,       79/11/30.       27pp. 

— 79125QGQ71    Bubmits    preliminary    comments     un    NRC    790Q13    1  tr    ti   draft   NEI'A 
regulations.  CEQ   regulations   are    sufficiently    fleiible    to 
avoid    conflict   m/NRC    rcsponslbi  1 1 1«    as    independent 
regulatory    agency. Certi Ficate   of   Bvc    end. 
KNIQHT.C.F.       Council    on   Environmental    Quality,       79/09/36.       1pp. 

7912310142  Requests    aitonsion   of    time    to    respond    to  NRC   brief   on 
rulemakings.  per   791114    prehoaring    c  otiforenue.  Urges    issuance 
of   EIS    containing    study    of   Class   9   accident.  Certificate   of 
Svc    encl. 
AAMDDT,  M.  H.        Affiliation   Unfcnomn,        79/11/30.        6pp. 

7^12130130    Opposes    intarvenor  UCS  amended    Contention   13  re  Class   9 
accident-s    &    Intervenor    TH1    Alort   amended   Contention  4  re 
plant    security    plan. Supports    certification   of   fi  Sholly 
poti tion.  Cert iflcate   of   Svc    end, 
HULKEY.  M.  E.       Hearing   Branch   P..       79/12/O3       7pp. 

7912180162    Request    to   file   brief   addr-ussing    issues   raised    by   NRC  791121 
response    to   Consumer   Advocate   of   State    at  PA  request    for  NRC 
funding,    -of    intervenor   ui  tnesses.  ISS.UUE    are   novel    &  of    first 
impression.  Certificate    of   Svc    oncl. 
COHEN.W.  W,  ,    HENNARD.N.  J.       Pennsylvaniia.     State    of.      79/12/03.       6pp. 

79131B0193    Brief    in    lieu   of    pleading    supporting    intervanor   petition    for 
uitna»6    funding. Commission   discretionary    poyers,  congress 
intent    «.    President    Carter    790316  Executive  Order   allow 
financial    grants   to    intorvenors.  President  Order   encl. 
COHEN,  W.  H.  ,     HENNARD.N,  J.       Pennsylvania,     State   of.      79/12/03,       Sflpn. 

7912180082    Requests    submission    of    legible   version   of   Contention   6. 
Excerpt    Prom    transcript   containing    Illegible  version  end. 
SMITH,  I,  W.       Atomic    Safety    and   Licensing    Board   Panel,      79/12/05.       6pp. 
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7913370007   First    set    of    interrogator  ies.  Requests    info    re    radiation 
releases     into    atmosphere    t,   water   &   met  hot]    at    meaturEment. 
s DC ioec nnoraic    con5eq.uenc  e  s,  p  lant   security    p-lans   fc  uti  1 
•Financial    &   plant    physical    h  I  3  tory.  Cert  i  f  I  c  ate    of    Svc    end. 
AW-ER.T.A.        Thraertlle     Island    Alert.        ADUER.T.A         HldoFf,     Heager. 
Selfcaylti    (.   Adler.        79/12/06.        40pp. 

79121302-13  Forwards    responses    to    NRC    supplementary    requests    for 
•financial    info    for    restart   proceeding. 

HAFER.F.  D.        Oanerfll    Puolic   Utilities    -   GPU   Service    Corp.        79/12/O7. 
ISOpp. 

79I32700B2  Submits    holiday    schedule    for    licensee   discovery   reading   room 
It   observation   ctr. 

TRDWBRIDQE.O.F.        Metropolitan   Edison    Co.        TRDWBRIDGE,  e.  F.        Shflu, 
Pittman.    Potts    S  Troubri  dge.       79/12/O7.       4pp. 

7912310196  Supplements    NRC    791031    brief    re   need    for   FE3  prior    to  TMI-1 
r ostart,  Suggests   flELB  reserve    judgment  pending    ralease    of 
EIA  currently   being    prepared    bv    NRC.  Hearing   re   need    For  FES 
must   not    be  allniuad    to   develop    into    full    OL  hearing. 
TflQHDRJDCE.Q-F,        Metropolitan    Edison    Co.        TRDHBFI 1DQE.  0.  F.        Bhfluij 
Pittman.    Pott*   b  Trouibridge.       79/12/07.       llpp. 

7912270095   Comminta    on    Kemeny   Commission   rep  t.  Forwards  supplementary 
argument  a    to  Contentions    1    through    1 1.  W/Certi  f  icate   ot   Svc. 
LEUIB.M.  1.        Affiliation    Unknown.        79/13/10.        7pp. 

791S26010'0   Response    in    opposition    tn   SC   Bhollg   79112?   contentions. 
Commission    past    policy    that   Class   9  environ    consequence's 
need    be    considered    absent    NRC   recommendationi  recently 
r»a  FfirmBd.  Cert  ifica  te   of    Svc    end. 

TRuHBRlBQE,  0,  F.       Metropolitan  Edison   Co.       TROWBRIDOE,  0.  F.       Bhau, 
Pittman,     Potts   1.   Troubridge.       79/12/11.       ISjp. 

7912240293   Opposes    Intervene?   People   Against  Nuclear    Energy    791  IS? 
re  nu-es  t    for   financial    assistance    to   support    Intervention   an 
issue   of    psycho  lag  leal    dis  tress.  A3LD    should   not  be    b-urdensd 
iii/addl    procedural    rciponu iti  1  iti^s    during   course   of    hearing. 
TRDWQRIDCE,  0.  F,        Metropolitan    Edison    Co.        TRDUBRIDCE,  G.  F.        Shauii 
Pittman.     Potts    t.    Troubridge.        79/13/11,        7pp. 

791219O606  Notifies    that   NRC  ulll    not   supplement    argument*  advanced    in 
79 10  3 1    briefs   on    psychological    distress    Issues    t>  791031 
briaF    In    response    to   contentions. 
MULKEV.M.E.      Hearing    Branch    1.       79/12/13.       Ip. 

7712270111    First    s»t   ot    i  nterraga  tor  1  es.  Req.uosts    info    re    state    officers 
not  if  led    nf   TMI    accident, rad i at  ion    dose   readings   received    by 
Commonwealth   of   PA  &   utll    accounts    made    to  Cammonuiea  1th    of 
PA. Certificate   of  Svc    end. 

ADLER,  T-A.       Three    Mile    Island    Alert.       ADLER  rT.  A.       UidoFf,    Reager. 
Selkauilti    1.   Adl*r.        79/12/13,        10pp. 

791 33*0362  Motion    to   with draw    intervonor   791003    third    contention  re 
inad»<|uacij    of  emergBEicy    planning.  Remaining    contentions   on 
psijcholog i Eal    distress   t>   threat    to    community   health    shall    t>0 
pursued.  CartifiEato   of   Sve    end. 

JORDAN,  H.G.      People  Against  Nuclear   Energij.       JOHOAN,  W.  8,       Sheldon, 
Harmon  &  Weiss.       79/ia/lS.       Bpp. 

7912270011    Flrit    special    prehearing   conference   ordsr   r*   scope    of 
proceeding!,  Class    9  contentions,  i-ul  ing    deferrals   b 
contentions    of  UCSr  TH!    ftlsrtjHM  Aamqdt,  Anti-Nuc  lear   Group 
Raprctnntltig   Yort.B  Qholly   &  CtiasapBake  En&rgu   Alliance, 
JORDAN,  W,B.,    LITTLE,  L.W.,    BM1TH.  I.  W,       Atonic  Safe-ty   and    Licensing 
Board    Panel.       79/12/18.        67pp. 

7?l23iOlaQ  fiupporls   S  Bhollt|   791130  Coiltdntlon    l&i  subj    to    provision 
of   adequate   spettflcity    lij    discoveri|.  Oppoiet  Contention    17 
r»  variations   of  77032B   accident. Issue    of   variations   need 
not   be   sottUiJ   at    prehearing. 
MULKEV.  M.  E.      Hearlna    Branch  2.       79/J2/SO,       5pp. 

791231O13B  Response    to  HI   Lewis   791210   discussion   of    interest  & 
previous    content! one.  Urgas   preiarvati* on  of  ABLB  791310    First 
special    prehtarlnp,    conference   order   rirllnfl    on   Ml    Leails 
Interest  &    contentions.  Cectlf  Icabe   of    Svc    oncl. 
HULKEV.M.E.      Hearlns   Branch   2.       7V/i3/20.       3pp, 

H,     Qaneral    ccrresponilence 


7?12ia06fiO   Responds    to    concern   rn    delay    in    restart    of    facility, 
Outlines    facility    history     atnce    79O702.  NF1C    79OB09    ardor 
specifying   basis    of    shutdoun    order   &   procodurea    to    govern 
restart  hearings    oncl.H/o    sncl 
UENTON.H.  R.        Office    Df    Nuclear    Reactor    Regulation.        79/11/2B, 


2pp. 


7912190391    Responds    to    791109    1 tr   re   psychological    stress   d 
reactivation    of   f ac i 1 1 ty. Psycho! og leal    stress   not    statutory 
responsibility    of   NRC. 
DEMTQN.H.R.        Office    of    Nuclear    Reactor    Regulation.        79/11/30.        Ip, 

7915100311    Forwards    updated    tvc    distribution    list    for    correipondnnce 
Driginal    copy    of    correspondence    should    be    sent    to    neiu 
address. 
ARNOLD.  R,  C.        Metropolitan    Ediann    Co.        79/1H/04.        4pp. 


7912180521    Forwards    updated    -avc    copy    d 
ARNOLD. H.  C.       Metropolitan   Edison   Co. 


I.     Financial    information 


itribution    list    For    facility. 
79/12/04.       1pp. 


7912010319  Forwards    supplementary    response    to    Initial     financial    info 
request  !<   add  I    response    to   Supplementary   Financial    Request   9 
requiring    Met    Ed     to    shoiu   cause   uihy    certificate    of    public 
convenience    should   not    be   revolted. 

HflFER.F.D.        General    Public    Utilities    -   GPU   Service    Corp.        79/11/27. 
200pp. 

79120400B7   Forwards    addl    respansn    to   NRC   SupplemBntal    Financial 
Request   't    requiring    Met    Ed    to    shou    cause    LJhy    certificate    of 
public    convenience   should    not    be    revoked. Requests 
aclnouiledg  ement    of  receipt    of   matl. 

HAFEfl.F.D.       Osneral    Public    Utilities   -  GPU   BorvitH    Corp,       79/11/39. 
14Bpp. 

7713030511    Foruards    info    in   response    to   NRC    791109    sup plumnntary 
requests    for    financial    info   re    restart    proceeding.  PA   Public 
Util   Commi  ssloT)   771127    prehearing    conference    transcript 
enc  1. 

HAFER.F.D.        General    Putlic    Utilities    -   OPU   Service    Corp.        79/12/03. 
119pp. 

79122i02i9  Foruiardfi    addl    response    to   Supplementary    Financial    Info 
Request  9    alternative   means    of    supplying    JC   PtiL    Bvc 
tai-Titoriji  in   TBiponse    to    NFIC    791109  request    for    financial 
into. 

HAFER.F.D.       QeTiaral   Public    Utilitiea   -  QPU  Service   Corp,       79/1H/SO. 
600pp. 

P,     Operating    license    stage'    documents   &   correspondence 

771109021S    "Summary    of    Operating    Experience   W/Rec ircul atlng    Steam 
Oonai-atorfl.  " 

E1SENHUT.  D.O.          Division    of   Operating    Reactors.       NUfi £0-0533. 
79/01/31.        S7pp. 

7908010339  Notifies    of    status    of    rept   on   reactor   cavity    annului    nBfll. 
Host  PUR    users    remove,    ring    during   normal    operation.  Others 
B-tors    seal    ring    in   raiie-d    position   during    normal    operation. 
LAINAS.  0.  Plant  Systems   Branch    (Pre   791D30>.       79/07/03.       7pp. 

7912O30174    "Hacommandiid   Hequirements    for   Restart    of   7MI-1.  "   Vol    1. 
Amends    1-5   have    been    incorporated   in/original    tent. 
*      Metropolitan   Edison  Co,       79/09/12.       3OOpp. 

7912040133  Foruavds    request    for   addl    info    to    »uppl«ment   TMI-1    "flestart 
flspti "    per   791017   meeting    in   Middletouni PA. Response    required 
by   791107.fiunmittal    scliedulod    for   wk    of   791032  not    ijet 
r  ffcniVBd. 
VDLLMER,  R.  H.       TMI-2  Operations/Support.       79/10/H6.       HHpp. 

79111A0311  Forwards    matl    presented    at   791017   meeting    m/otil    In 
Ml  dd  letouini  PA  re    THI-1    restart    ropt. 
VDGLEHEDE.  d.  C.  Core    Porformanco   Brancli,       79/10/29.       7pp, 

7913200233  Forwards    Ind"ej    of   B&M   generic    corraspondenc  i   re    resolution 
of    Issues    associated    u/17?   Fuel    Asaembly    plantst Including 
TMI-I.  Certificate    of    Svc    end. 

,  J.  L.  Division    of   Rules    and   Record*.       79/11/09.       7pp. 


79-121SO333  Responds    to  790HQ(,   Itr    rt    D  Bmith   concern*   about    facility 
restart.  FoTinsrdi  NRC    790809  order   specifying    basis    Pgr 
shutdcuni procedures    Far  restart   hBarinss   &    itoma  which   must 
be   resolved   prior   to    restart. 

OOSaiCK.L,  V.      Offli.    of    the  Executive   Director    For    Operations. 
79/10/04.       2pp. 

79120100&3  R.qussts    site   actfls*    for   represtntati VBS    of    IAEA, 
COLLINS,  J,  T.      TMI-2  Op erat ions/Support.       79/10/31;       Spp. 


7 9 IK 0700 04  ReitueEts-    distribution    of    enc  1    memoraridum    to    board 
notification    svc    Usta. 

VAWOA, S.A.  Assistant    Director    For   Light   Mater   RB actors,       79/11/08. 

3pp. 

— 7912070030  Reconunsnds.    that  Info    on   cracking    in   stagnant    boron    linns 

tif    provided    to    pertinent  boards,  In  response    to    790Q30 
memorandum. 

KNIOHT'J.P.  AssUtjitit  Director   for   Engineering.       79/10/24.      2pp. 
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— 791307003B  Submits   Operating    Eiperlence   Memo    17   re    pipe    cracks    In 
borated   water    sys   at   TMI-1. Results    at   Met   Ed    ultrasonic 
aiaminatlon    of    certain   Type    301    stainless    stool    piping    end. 
EISENHUT.  D.  0.  Division    of    Operating    Reactors.        79/10/O3.        4pp. 

7913130184  Forwards    summary,    of    TeVneltron  Research.  Inc    study    of    licensor 
regulatory    performance    evaluation   fc  Tekneliron   draft   rapt   re 
operating    reactors   u/H&H  nuclear    steam   supply    ays,  Requests 
coiniilETlts.  W/o    met. 

aTELLQi  V.       Office    of    Inspection  &   Enforcement!    Office    of    the 
Director.       79/11/09.       2pp. 

79121O01B9  Discusses   NRCI791101    masting   w/ropresontatives    of    NS3B 
vendors   &   fuel    suppliers   re    discussion    of    respective 
part  ions    of  ECCB    evaluation   models    dealing    iii/fuel    cladding 
swelling   li    incidence    of    rupture.  Vendor    responses    end. 
EIEENHUT,  D.  O.         Division   of   Operating   Reactors,       79/11/09.       63pp. 

— 7913100239  Responds    to    NRG   791101    request   re   noncompllance    of 
West inghouse   ECCS  evaluation   modal    under   requirements 
of    10CFF150  App    K.  Evaluation    of    three    fuel    rod    models 
Indicates   no    safety    problems    for   Weitinghouse    plants. 
ANDEftBGNi  T.  M.       Westlnghouse   Electric    Corp.       79/11/02.       1pp. 

—  7912100330  Responds    to   NRC   79H01    request    re    ORNL    cladding    swelling    t. 
rupture    data.  Review   of   analytical    models   Si    tests    Indicates 
compliance   U/10CFR50  App    K.A11    OE   specs    for   calculated    peak 
cladding    temp   remain    unchanged. 
BUCHHQLZ.R.  H.       General    Electric    Co.       79/12/07.       2pp. 

— 7912100407  Forwards    response    to   NRC   791101    request    re    rod    burst    test 
data. Concludes    that    data    properly    represented    by    fuel    models 
iieed    in   vendor    evaluation   models   Sc   that   analyses    demonstrate 
all    criteria    of    10CFR50.  46   satisfied. 

OHSLEY.O.F.       Exxon   Nuclear   Co.  i     Inc.     (subs,     of   Exxon   Corp.). 
79/11/02.        3pp. 

— 7918100456  Forwards   addl    info   re    evaluation   of    impact    of   NRC   proposed 
rup turn/blockage   model    used    in   vendor    evaluation   model. 
No    adverse    Impact    from   neu   rupture   burst   data    or    use    of   NRC 
rupture/blockage   model    on    licensing    calculation    results. 
OW3LEY,  0.  F.       Euan   Nuclear   Co.  ,     Inc.     (subs,     of   Ex  *  on  Corp.  ). 
79/11/04.       22pp. 


791206034Q    Forwards    AmenH    B    to    790<?1?   restart    rept,  in    respon-se    to    NRC 
791121     Itr 


HERDEIN,  J.  G.        Metropolitan   Edison    Co.        79/13/04. 


—  7912060319    Amend    B    tu    790912    rostiirt    rept    providing    adtfl     info    re    solid 

waste    disposal    sys.  mobile    solldifation    SIJE,  plant    cheildinq    6 

auxiliary    bldg    ventilation    sijs 

*      Metropolitan    Edison    Co         79/12/04.        5pp 

7912060346   Forwards    revised   Section    5  i!   of   TMI-1    restart   rept. 
HERDEIN,  J.  G.        Mo  tropo 1 1  tan    Edison    Co.        79/13/04.        lp. 

—  7912060355    Revised    Suction    5   2    of    Till-!    restart    rept    re    station 

organl la t  Ion 

«      Metropolitan   Edison    Co.        79/12/04.        67pp. 

7912120401    Forwards    updated    svc    distribution    1  i  st.  Noti  f  ies    of    ariilreES 
change    far    original    correspondence 
ARNOLD.  R.C.        Metropolitan    Edison    Co         71/12/04.        4pp. 

7912190617    Notifies    of    Class    III    fee    for    review   of   7911O1    application 
requesting    eitension    of    surveillance    interval    for    reactor 
vessel     internal    vent    valves. 
MILLERiW.O.  License   Fee   Management    Branch.        79/12/04.         lp. 

79121003EH    flesponds    tn    791131    request    for    verification    re   moderator 
dilution    accidents.  All    potential    pathways    for    initiation    of 
accident    rovi cued. Eoth    manual    valves    closed    prior    to 
Inservicc     insp    of    engineered    snfaHiards. 
HERDEIN,  J.  0.        Hetrupolitan   Edison    Co.        79/12/05.        lp. 

7912260309    Requests    info    re    sens  1 ti vity-to-f eedwater    transients    be 
forwarded     to    TMI-1    Beard. 

VaLLMEFI.ft.  H.  Assistant    Director    for    Systematic    Evaluation    Program 

(Pro    791O30).        79/12/05.        3pp. 

— 7912260315   Responds     to    request    re    design    adequacy    of    11MJ   NS5H    utiliiin 
once-tlirough-5leam    generators    <nellefont«   Nuclear    Plant). 
Response    requested    by    791203.  Necessary    ai|9   mods    considered 
as    part    of    post-TMl-2  effort. 
DENTON,  H.  R.        Office    of    Nuclear    Reactor   Regulation.        79/10/25.        1pp. 


79122D033&  Requests   addl    info    to    complete    draft    safety    evaluation   an 
TMl-l    restart,  rttfdl    info    includes    design    features, solid 
raduaste   h  sump    pumping    t<   sampling    procedure. 
LEE,J.T.       THI-2  Operations/Support.       79/11/11.       2pp. 

7913110102  Forwards    list    of    items    for   TMI-1    restart   resulting    from 
TMI-2  Lessons   Learned    Task   Force    repti in   response    to   791017 
raquest. 
VQLLMER-H.  H.       TMI-3  Operations/Support.       79/11/19.       7pp. 


-791226034i    "Primary    Sijs    Perturbations    Induced    by    Once-Through    Stc 
Generators."    Feedoiatur    transient    summary    one] 

*  Office    of   Nuclear    Reactor    Regulation,        79/1O/25.        Bp  p 

-7912260348   "IREP   -    Initial    Plant   Study."   Attempts    to   develops 
assesunent    of    li'M    reuttors    to    identify    risk     impacting 
sequences   re    reactor    safety    study    t.    preliminarily    fdentiFy 
possible)    impacted    by    design    changes. 

*  Office    of    Nuclear    Ruactor    Regulation.        W/10/2&        4pp. 


7912120092  Summary    of   791024   meeting   ui/BMJ   owners    group    ro   asummetvie 
LQCA    loads    eval  uati  on.  Evaluation    of   BfcH   plants    to    he 
comploted    ay    Jul    1980. 

HOSFORDiS.  B.         Assistant   Director    for   Engineering    Programs. 
79/1  I/SO.       4pp. 

79120^0140  Forwards    request    for    addl    info    re    lessons    learned    items. 
Response    required    by    79112B. 

.  H.        TMI-B   Operations/Support.        79/11/21,         19pp. 


791221011B    Forwards    reu_ue3t5    Fnr    adfll    fii 
VOLUflERiR.  H         THl-^    UperatioiiB/Buppur  t. 


•ic  ial    fr    technical     Info. 
77/13/06.        /pp. 


7912040100   Respond*    to    telegram    re    release    of    Kr~B5.  NRC    evaluation    of 
environ    Impact  will    precede   any    radioactive    rel  ease.  Forwards 
environ  assessment    of   use    of   EPICOR-Il,  W/o    end. 

yOLUMEfl.B.H.         Assistant   Director    for   Byslems   d  Projects.       79/11/23. 
lp. 

7912050QB1    Requests    detailed    info   on  wear    characteristics    of    control 
reds,    on    fuel    assembly    guide    tubes.  Significant   guide    tube 
w*ar    could    impede      control    rod    scram  capability    d   affect 
coo-lab  In   geometry    of    core.  Meeting    scheduled    791220, 
REID,  R.U.  Operating    Reactors   Branch    4.       79/11/23.       7pp. 

7912030033  Notification    of   7912O5  meeting    w/util    in   Bethesda,  MD    to 
dilCUES    any    remaining    questions    in   restart    review. 
SILVER,  H.       NRC   Throe  Mile    Island    Task    Force.       79/lt/2i.       4pp, 

791S20O139  Foruards   request    for    addl    info   re    containment    purge    sun. 
LAINAS.  0.  Plant   Systems    Branch.       79/1  1/2A.       4pp. 

79120SO330  Forwards  Amend   7    toi     "TMI-1    Restart   Rflpt.  " 
HEftBEIN.  J.  0.       Metropolitan  Edison   Co.       79/12/03.       lp. 


7912120414    Responds    to    7I70Q!il    request    for    addl     Info  re    degraded     grid 

voltage.  RBaponse    to    Items    1    fc   2  end    Item  3  still  being 
eval  uated  .  Response   uiill    be    cent    by    791221 

HERDEIN.  J.G.        Metropolitan    Edison   Co.        79/12/10.  3pp. 

7912200913    Informs    that   mods    are    being   made    to   auxiliary    fuel    handling 
bldg    enhaust    ventilation    sits    Huquests   postponement   of   lecd 
Specs    Change    Request    7A    submitted    on    79103Hi pend ing 
completion    oF    ventilation    sys    mods. 
MERuEIN-«J.  G.        Metropolitan   Edison    Co         79/12/12.        lp. 

79121B0254    Forwards    Amend    9    to    770912    startup    rcpt. 
HERDEINrJ.  G.        Metropolitan   Edison    Co.        79/12/14.        lp, 


—7912180237   Amend    9    to    7TO91S    startup    ropt. 

e      Metropolitan    Edison    Co.        79/12/H.        19&pp. 


7912270523    Foruinrds    nuclear    instrumentation    data    for    Jan    1V79,  verify  i  n 
that    calitir   meets    specs.  Once-per-nh  i  Ft    calihr    adequate. 
HERDEIN.  J.  0,        Metropolitan   Edison    Co.        7WIH/1Q.        3pp. 

79123I037H    Cites   NRC    790921     Itr    re    inadvertent    reactor    scram   (.    ftafetij 
injection    occurring    during   monthly    sitrvci  1  lante    testing    nF 
safeguards    SIJB.  Reqirtred   rovlcius    in   response    to    llr  not 
complete1    since   review  parallels   restart   activity, 
HERBeiK.J.G.       Metropolitan  Edison  Co.       79/12/24.       lp. 


— 7913050323    "TMI-1    Rutart   Rept,"    Amann   7. 

*      Metropolitan   Edison   Co.       79/12/03.        100pp. 
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•  ts.      IE    Bui  let  ins    t. 


rrospond  ence 


79I23B02B6   Forwards    combined     IE    Insp    Repts     50-2fl9/7S>-l  7    t.   50-330X79-19 
on    79O717-19.  Ma    nancomp  1  ianc  e    noted. 

CARLSnUjR.  T  flegLcn    1.     Philadelphia,     Reactor    Construction    6 

Engineering    Suppo-rt    Branch.        7?/09/2fa.        2pp. 

--79123B0301     IE    Iiisp    Repti    5Q-299/79-17    6    5O-330/79-19    an    790717-19.  No 
noncorapl iance    noted.  Major   areas    inspec ted: f ire    prevention   fe 
protection    program,  ou  tstand  i  no.    items    in    area    of     tire 
protection    fc    control     roam    panel    electrical    fti-B 

KDLTAY.P.,     CHAUDHARY^S.  K.  Region    1.     Philadelphia,     Office    of    the 

Director        EnNETER,  S.  D  fcogion    I,     Philadelphia,    Reactor 

Construction    L   Engineering    Support    Branch.        79/Q9/2A.        5pp. 


791204016&   Fo 


GRIEfl.B    H 
79/10/01.        3pp 


irds     IE    In«ji    Ropt3    5O-3a9/79-ia   &    3O-320/79-23    on 
Region    1,    Ph  i  lad  e  Ipti  ia,     Office    of    the   Director. 


—  7912040179    IE    Insp    Repts    5O-2Q9/79-1B    i.    50-G30/79-22.  Nontorapl  lance 
no  t«d:  uncontrolled    high    radiation    areas,  fa  i  1  lire    to    U9e 
breathing   air    ays    properly   (,    improper    calibr   of    equipment 
used    to   meaiirre    alrc-ame    c  oncentrat  i  ons 

CROCKER, H.W.,     HAVEBKAHP.  B.  H    ,     NEELV.  D.  B.  Region    1,     Philadelphia. 

Office    of    the    Director.       79/O9/18.       33pp. 

7912170220  Forwards    response    to    IE  Bulletin   79-24,     "Frojen  Lines    " 
Safety-related     lines    aunj    to     freeiing    temps     identified    !« 
reviewed.  Procedore   developeil    to    inspect    lines    to    assure 
adequate    protection   during    ei trarae 1 y    cold    usather 
MEJIBEIN.  J.  G.        Hetropolitan   Edison   Co.        79/ll/OA.        3pp. 

79I31B0496   Forwards    response    to    IE    Bulletin    79-15,     "Deep    Draft    Pomp 
Deficiencies.  "    Uiil    will    make    available    on    site    datailed 
info    on   pump    dee  i  gn,  spec  .  his  torij    t   p  roce-Jures.  Dusl  gn    specs 
for    pumps    being    met, 
IIEfineiN,  J.  0         Matrouolitan   Edison    Co.        79/ 1 1 /Oi.        7pp. 

791226005!    Forwards     IE    Insp    Hop*    50-309/79-15    on    790730-31    t,    0614-13 
No    noncamp 1 iance   noted 

CARLBflN,  R.  7.  fie  g  ion     1.     Philadelphia,     Reactor    Construction    !< 

Engineering    Support    Branch.        79/11/O7.        app. 

--79122A0056    IE    Insp    Kept    30-309/79-15    on    79073O-31    t,   QBM-15   Ho 
nonconpliance    not*d. Ma jor    areas    insp ec ted^  1  i cen«Be 
oiamination    program    of    stagnant    piping    ays 

.JERNIGAN.E.P.  ,     HALTQN.  0.  A.  Rcaion    I,     Philadelphia,     Office    oF    tha 

Director.       TR[PP,L.E  Region    I,    Philadelphia.    Reactor 

Construction    (t   Engineering    Support    Branch.        77/11/06.        1pp. 

79120&OM3    Act    receipt    of    791004    Itr     informing    NRC    of    steps     taken    to 
correct    violations    notc-d    in    IE    In^p    Rep  t    50-2H9/79-1O 
CrtRLSON.R.  T.  Region.    U    Philadelphia.     Reactor    Construction   t 

Engineering   Support   Branch.       79/H/O9.        lp. 

-7912060633    Respon-Js    to    NKC    79&706     Itr    re    violations    notfrd    in     IE     In=p 
Ropt    SD-2B9/79-10    on    77Oqi9~0£,ia.  Correc  t  i  v=    actions-will 
monitor    contractor   performance    in    all     Inservite    tnsps, 
including    audit    of   Nuclear    Energy    Svcg. 
HERnEIN,  J.  0.        Metropolitan   Educn    Co,        79/IO/O4,        3pp. 

— 7913060656    Forwards     IE    Imp    fli.pt    50-287/79- 1O   on    790419-0612   &   notice 
or    vlolatinn. 

CARLSPN.R.  T.  Region    I,     Ph  i  ladej  ph  i  a,     Reactor    Construction    t, 

Enflineering    Support    Dranch.        79/O9/06.        3pp. 


79122B02A6   Forwards     IE    Circular    79-22,     "Stroke    Times    for    Pouer   Operated 
Belief    Valve."1    No    written    response    required. 

GfllER.D.H.  Region    1,     Pfi  1  ladeloh  is,     Office    of    the    Director 

79/11/16.        tp. 

7912I1O'J15   Forwards     IE    Jnfo   Notice    79-29,     "Loss    of   Nonsaf  oty-Rel  atnd 
Reactor    Coolant   Bijs    Instrumentation   During   Operation.  "    No 
specific    action   or    response    required. 

GRIER.B.H.  Region    1-     Philadelphia,     Office    of    the    Director. 

79/11/19.        lp. 

79ISOSQ24H    Forwards     IE  Bulletin    79-26,      "Boron    Loss    From    BUR    Control 

Blades.  "    Ho   response  required. 

GRIER.D.H,  Region  1.     Philadelphia,     Office    of    the    Director 

79/11/20,        lp. 

7912060576   Forwards    IE    Circular    79-24,     "Proper    Installation    i   Calibr    of 
Core   Spray    Pipe    Break    Detection  Equipment    on   DURs. "    No 
response   required. 

GR1ER,  B.  H.  Region    t,     Philadelphia,    Office    of    the   Diractor. 

79/11/36.       lp. 

7912110054  Forwards    IE    Circular    79-33,     "Motor    StartBm    &  Contactors 
Falletf    to    Operate."    Wo    response    re-quired. 

SHIER,  D.  H.  Region     1,     Phi  lad  o  Iph  la,     Office    of    the    Director. 

79/11/36.         lp. 

7913190034  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  &  Control  Pouier  Sy  a  Bus  During  Operation." 
Written  response  required. 

QRIER.B.H.  Region    1,     Philadelphia,    Office    of    the    Director. 

79/11/30.        lp. 

7912190732  Forwards    IE   Bulletin    79-29,     "Posaible  Malfunction   of  Nafflco 
Model    eftlGO   Limit    Switches    at    Elevated    Temps.  "    Written 
response    roqui  red. 

GRIER.H.H.  Region    1.     Philadelphia,     Office    of    the    Director. 

79/13/07.         lp. 

791B3B0204   Forwards     IE    Info    Notlte    79-31.     "Use    of    Incorrect    Amplified 
Rosponse    Spectra,"    Wa    written    response   required. 
ORIER.D.H.  Rogiot)    1,     Phi  lade  Iph  la,     Office    of    the    Director 

79/12/13.        lp. 

R.     Periodic    operating    ropc-rts   tt   related    correspondence 

7913040090  Orants    request    for    extension    to   SOO601    for    submitting    annual 
radiological    environ    operating    rept    for    1979. 
COLLINS.  J.  T.       TMI-2    Operations/Support.       79/11/13.       3pp. 

7913300365  Forwards   monthly    operating    rept    for   Nov    1979 
HERBEIhW.  0.        Metropolitan    Edison    Co.        79/IS/17.        lp. 

— 79122OO3d6    Monthly    operating     rcpt    for    Nov    1979. 

5TAIR.  J,  R,       Metropolitan  Edison   Co.       79/13/17.       3pp. 

S^    Reportable    occurrences,     LERs    &    related    correspondence 

•J9 120400113   RO   79-17/tP:on    791IOB    support    boltings    For    rigid    anchor 
DHH-127A    found    to    be    inadequate    in    design   ti   installation. 
Dotails   «.    corrective    action   will    be   addressed    in    follouun 
rept. 

PQTTS.W,  E.        Metropolitan    edUo-n    Co.        79/11/09.        lp. 


-791206065S   Notice    of    vialdtion    from    inap     on    770419-0613 

»  Reginn    1,     Pli  t  ladelph  ia.     Office    of    the   Director.        79/OB/2B 

lp. 


n-  -0   on    790419-06ia.Hpnewi.pIi.iic* 

noted,  ileficiencies     in    instrvicn     Insp    on    79022O-03  1  0,  alrai  lar 
to   those    foond    during    previous    inaervice    insps 

EBNETER.B.n,,    CARLSON,  R.T.  Region    1.    Pni  1  adelph  la.    Reactor 

Constructor,   fc  Engin.erina    Support   Branch.       DEVLIN,  J,  W.  Region 

l.    iTillaaolp.hia,    Safeguards    Branch.       79/00/26,       37pp. 


otU"    "-27'     "StBam   ««l>-r»t»r    Tute 
-1'  *">   respond    required. 
iladelP"^'    OPflCff   of    the   Director. 


u 
79/U/16  ' 


79121B0031    PNO-TMI-79-05:on    791 131, RH   Vollmer   &   JT   Collins    brill    attend 
briefing    on    current   TMI    activities    in    Annapol is,  MD.  Brief  ing 

•sponsored    by    State    of    MD   &  uii  1 1    include   repressntatives    from 
Met   Ed, PA  fiept   of   Environ    Resources   &   NRC. 

COLLINS,  J.  T.       Office    of    Inspection   t  Enforcement,    Office    of   the 
Director.       79/11/31.        lp. 

79121303A7  Forwards   LER    79-O17/01 T-0. 

HERBEIN,  J.  Q.       Matropo  1 1  tan  Edison   Co.       79/11/34,       lp. 

—7913130-479  LER   79-O17/O1T-O:  on    791 108,  during    insp   renuired.bg    IE 
Du-lletin   79-13, sire    of    support    bolting    for   rigid   anchor 
DKH-lE7ft   Found    inadequate    in    design   &    Installation.  Caused   bg 
urong    alie   iolts.  Redesigned    -support    to   fae    Installed. 
MITCHELL,  0.  O.        Metropolitan    Edison   Co.        79/11/3A.        Snp. 


nts   nuIT"i,IE  o"f°   NDti"    79'3tt'     "^rloadino    of    Structural 
ni1uDl"    *S_?   '?   ?"""?  UDad5 -'   ««    --"Ponse   required. 


79/11/16. 


R«Sicn    lr    Philadelphia,     Office    o-F    the    Director, 


7912120333   Requests    extension   until    800301    to    submit  analysis   of    loads 
d    load    height    rfue    to   need    to   morli    o-n  restart    items.  No   plan* 
to    ship    spent    fuel    prior    to  Mar    19BO. 
HEROEIN,J.  0.       Metropolitan    Ed  in  on  Co.       79/12/09.       lp. 


79132703S3  [forwards   LEH    79-O17/&1T-1. 

HERBEIN, J-Q.       Me-trnpol  i  tan   Edison  Co.       79/12/11. 


lp. 
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— 791 237Q33B   LER.    79-017/O1T-1 : on    79110H.SHB    of    support    bolting    fop    rigid 
anchor   DHH-127   was    found    to    be    inadequate    in    design    & 
Inital  lation.  Caused   by    bolts    being    3/B-inch    in    diameter, 
contrary    to  3/fl-inch    design   requirement 
MITCHELL,  D.  0.        Metropolitan    Edison   Co.        79/13/11.        2pp. 


T,     Hearing   transcripts    on   non-antitrust   matters 


DOCKET    SO-293   PILGRIM   NUCLEAF1   POHER    STATION.     UNIT    1 

F.      Security,     medical'     emergency    &    fire    protection    plans 


791211042B    Summary    of   79O925   meeting    u/util     in   Plymouth.  MA   TO 
preliminary    review    of    emergency    planning. 
HANNON,  J.  N  Operating   Reactors    Branch    3         79/IO/lff.        flpp. 


791203QOQ9   Transcript    of    7911OB   restart    proceeding    in    Harrisburg. PA. 
Pp     1-283. 

»      Conwiaaion.       79/11/08        283pp. 

79122SQ477   Transcript    of    Senate    Committee    on    Environ    fc   Public    Horlcs. 
Subcommittee    on   Nuclear    Regulation    79110B   hearing    re    TMI 
cleanup. Pp    1-97. 

DIECKAMP.H.  Metropolitan  Edison  Co.  THIESING.  J.  W.  Oechtel  Corp. 
H1LBON.R.  General  Public  Utilities  -  OPU  Service  Corp.  79/11/OB. 
103pp. 


7913200022    Discusses   NRC    791109   meeting    re    emergency    preparedness     tean 
review   ob jec tives.  Provides    guidance    For    improving    licensed 
emergency     preparedness    &   assuring    capability    of    offslte 
agencies    to    take  appropriate   emergency   actions. 
BRIMES.O.K.        Emergency    Preparedness    Task    Force.        79/11/23.        3Opp. 

7912190326    Requests    Class    11!    fee   re    security    force    training    fc 
qualification    plan    for    review   approval    Fee    first    requested 
790924.Foe    required   uithin    15   days    of   receipt    of    Itr. 
MILLER.  W.  O.  License   Fee   Management    Branch.        79/ll/2i.         lp. 


7912290477  Transcript    of   Senate   Committee   on   Environ   It  Public   Harts. 
Subconnittoe   an   Nuclear   Regulation   7911O9  hearing   re   THI 
cleanup.  Pp    1-69. 

LOOMIB.F.  A,  .     LEW- A.        Securities    &   Exchange    Commission,        GRAHAM,  J. 
Qtneral  Public   Utilities   -  GPU  Service  Corp.       79/11/09.       71pp. 


U.    Congressional/Executive  Correspondence 


7912120243  Respond*    to  79OB13    Itr   re  D  Smith    request    For    info 
concerning   proposed   2-year    delay    for    facility   restart. 
Forwards  NRC  790H09   order    specifying    basis   for    shutdown, 
procedures   fur  restart  tt   items   which   must   be  resolved. 
CQSSICK.  L.  V.      Office   of    the   Eiecutive   Director    for   Operations. 
79/1Q/Q*.       2pp. 


7912140007    Requests   revisions   t   addl    info   re    safeguards    contingency 
plan    submitted    by    79O403    Itr.NFlC    comments    on   plan   withhold 
<rcf     10CFR2.790). 
IPPQLITO.T.  A  Operating    Reactors   Branch    3.        79/11/28.        3up. 

7912120440   Conditionally    accepts   NRC   personnel    radiation    training 
certification  program.  Discusses   needed   restrictions  re 
length    of    certlf icat lorn  si te   specific    indoctrinations   & 
presentation   of   certificates. 
ANDOGNINI.  Q.  C.        Ooston   Ediaon    Co.        79/11/30.        lp. 

79123J0312   Forwards   revised    safeguards   contingency   plan.  Plan    uithhelil 
<ref    10CFR2.  790). 
ANDOGNINI- Q.  C.        Boston   Ellison    Co.        79/12/2O,        lp. 


—  791B120290  Forwards   DM  Smith    790731   request    For    info   re   proposed   NRC 

a-y«*r   d«lai|    for    facility   restart. 
8HUSTER.il.        House    of   Rep.        77/QB/13.        3pp. 

7912120224   Responds    to   7  9  OB  02    Itr    re    impact    of    facility    shutdown    on 
•coniuavHr  prices    of    electricity.  Forwards   NflC   790B09  ariler 
specifying   basis    for    shutdown.  NFtC   docs   not    have    info  needed 
to    citiiute    Impact    nf    shutdown    on    consumer    prices. 
GOSSICKiL.V.       Office   of    the  Executive   Director    for  Operations. 
79/10/12.      2pp. 

—  7912120233  Request    info   ro   restart   oF    facility   b   estimate    of    impact 

facility   shutdown   on   consumer   prices. 
NARKS.M.L.      House   of  Rep.       79/00/02.       lp. 

7912040081   Requests   opportunity    to   eipress    opinions   re  TMI-1    restart 
JjBforn    subconnittee.  Requests   assistance    In    suspending 
reikart  hearing    until   Kenenil   rept   reconunendatlona 
iopliBinted. 
ROTH.J-L.      Three   Mi  In    Island   Alert.       79/11/1O.       2pp. 

79122BO471   Responds    to   790316    Itr  re   constituent   petitions   requesting 
permanent    shutdown   of    facilities.  NRC  will    conduct   hearing 
prior    to  restart   of   Unit    1.  Licensee   has   not    submitted 
proposal    for  recovery   at  Unit   2. 

OOSSICK.L,  V.       Office    of    the  Eiecutive   Director    For   Operations. 
77/11/29.       2pp. 

—  77122BO4B&  Notifies    that   Executive   Board    oF  East   York   Elementary   School 

PTA  790430  resolution   b  York   Coiwiltteo    For   Sale  Environ 
petition  requesting   plant   shutdown   have   been    Foruarded    to 
Director   of  Nuclear   Reactor   Regulation. 
BHAPAfl,  H,  K.       Office    oF    the   Eiecutive  Legal    Director.       79/06/13, 


771B36O4B9  Forwards   Eiecutive   Hoard   oF  East   Vork   Elementary   School   PTA 
790430  resolution  fc  York   Committee    for   BaFe  Environ  petition 
requesting   plant   shutdown.  Requests   comment, 
HAMMERER,  C.      Office   of  Congressional    Affairs.       79/Oo/ul.       lp. 

79LS2BO492   Requectt    th«t   NHC    permanently    shut    doun   (.   decommission    TMI 
facilities.  Risks   of   catastrophic   accident    From   Facilities 
unacceptable. 
VOUNO.J.B..     8ANDAB,  5.  M.  .     HANKEY,  D.        Affiliation   Unknown,        79/03/1-4. 


O.      Ad judicatary    correspondence 


7912370331    Forwards    summons    t.   complaint    issued    by    State    of   MA    against 
utllias    result    of    etcessivc   radiation   oiposure    to 
plaintiffs. 
ANDDGNINI.G.  C.        Doston   Edison   Co.        79/12/20.        14pp. 


P.     Operating    license    stage  documents 


spondcncc 


—  7713280493  Ack   receipt    of  790516   Itr    Forwarding   Executive   Board   of 
Eaiflt  York  Elanvntnru   School    PTA  79O430  reHolution  fc  York 
Cowilttee   For  Safe  Environ   petition   requesting    plant 
•hut  •down. 
KAMNERER.C,        Office    Df    Congressional    Affairs.        79/06/O1.        lp. 


791317O106    Baquests   addl    info   re    791019   request    for    deletion     of    FSAH 
Amend   33    concerning    containment   air  dilution    sys. Foruardi    GE 
Tnch    Specs    for   use   as   modola    in  preparing   appropriate-   specs. 
IPPOL1TO,  T.  A.  Operating    Reactors   Branch    3    IPre   791030),        79/10/30. 

Hp  p. 

— 79iai701OH   Tpch    Specs    For    post-accident   monitoring    instruments  tinti, 
containment    sys   %    special    test    ciieptions. 
*      General    Elactric    Co.        79/10/30.        10pp. 

77121O01B9    Discusses   NF1C    79IIO1    meeting    u/representatl ves    of    N9S3 
vendors    &    fuel    suppliers   re   discussion   of  respective 
portions    of   ECCS  evaluation  models    dealing   u/Fuol    cladding 
swelling    &    incidence    nf   rupture. Vendor   responses   enc 1 . 
E1SENHUT,  D.  0.          Division   of   Operating    Reactors.       79/11/09.        65pp. 

— 7912100233    Responds    to   NRC   791101    request    ro   noncnmpl lance    of 
Westinghouse   ECCS   evaluation   model    under   requirements 
of    10CFRSO  App   K. Evaluation    oF    throe    Fuel    rod  models 
indicates    no    safety    problems    for    Mestinghouse    plants. 
ANDERSON,  T.  M,       Westinghouse   Electric   Corp.       79/11/O2.       4pp. 

— 7913100330   Responds    to   NRC   7911OI    request  re  ORNL  cladding    suellinif 
rupture    data.  Review  oF   analytical    models  &  tests    indicates 
compliance   u/10CFIt30   App    K.  Al  1    GE   specs    for    calculated    peak 
cladding    temp    remain   unchanged. 
BUCHHOLZj  R.H.        ftenoral    Electric    Co.        79/12/07.        2pp. 

— 79131004O7   Forwards    response    to  NSC  7911O1    request  re  roil    burst    tent 
data.  Concludes    th»t    data   properly   represented   by    Fuel   models 
used    in    vendor    evaluation  models   &    that   analyses   demonstrate 
all    criteria   of    10CFR50.  1t>  satisfied. 

OWSLEYiO.F.      Ei»on  Nuclear  Co.,     Inc.     (subs,     of  Eixan  Corp.). 
79/11/O2.        5pp. 

— 7912100436   Forwards    addl    info   re    evaluation   of    impact   of   NRC   prnposei 
rupture/blockage  model    used    in  vendor    evaluation  model. 
No   adwar-sc    impact    from  neui  rupture   burst   data   or  use   of    NRC 
rupture/blockage  model    on    licensing    calculation  results. 
OWSLEY.Q.F.       EIIDK  Nuclear   Co.  i     Inc.     (subs,     of  Enon  Corp.  ) , 
79/11/O4.        23pp. 


791207047&   Forwards  Amend   39   to   License  DPR-35,  safety   evaluation 
notice   of    issuance   &  availability. 
IPPOLITD,  T.  A,  Operating   Reactors   Branch.  3.       79/11/33.       2pp. 
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~79IB0704B3    ,-n^d     30    »    Lii.n..    DPR-35   'W,    ^   are"    '"    ""'    """" 
op.rabilttu    requ.r emenlt     in    .V<    «h.r«    spare    pumps   are 
installed    in    otcess    of    requirements. 
IPPQLITa,  f   «  Operating    Heaitnrs    Uraiicn 


nr,,3a70«l9Poruiaril»    coppUto    flffntt.    pnuar    outane    hi  itorg.  c  oni«  lnin| 
'    l  a        „.»«    t»   NHC     7')07lfJ    n,JDatl,.i».!)e0criptlU,>    of     int.nd.'l 

;rn  i          lin.L,    tomi».mi,n     fr-qu.^,,    oF     ,lM1,U-n«« 

q-5   IV    lln»   outooe.    dun    In    llBhtiilnn    me  I 

WINI.S.C         So.l0n    Ertt.on    Cn          7-//1H/CO         4.,,,, 


.F.t«    .valuotion    .u^orti  "«*" 
Office    of    Nuclear    Reactor   Regulation. 


il-fclUtii    of   flmmd    3D    *«   License 


--7"M20704HS   Notice    of     issuance 

™e£?TTJ.T.A  Operate    R.actar.    Branch    3.       79/M/M-       2pp. 

7912040259   Forwards    specif.c    J.    comprehensive    info    per   NtIC   790713 
request    re    DWH.  Request 5     cl ar i f i ca t inn    on    specific 
raquireniBnt  s    re    valve    position  -,ni\noi,         75nn 

rtNDDGNlMC.C.  C.  ,     NCCUIHE.  P    J.        Dos  ton   Edi  son   Co.       Titllf**.  rr- 

79133S0178  Adviaea    of   Equifat    studv   re    feasibility  of  par-forming 
epidemioloflic    studies    on    healtd    effects    of-    o.posore   to    lo" 
level    ioniiing    radiation.  Request*   coojoration.  . 

IPPOLITO,  T.fl  Dperatinj    Hcattors    Branch    3.        79/11/27.        lp. 

7912280139   ftdvises    of    Equ.fa.    ^tUd«    re    feasibility   of   P"*"™1"' 
epineniolooic    studies    on   health    effects   of    eiposore   to    low 
level    ioniung    radiation. Requests   cooperation, 
IPPDL1TO.T.  ft.  Qperatini    Reactors    Dranch    3.        79/11/27.        If. 

7912110350   Ack    f^ceipt    of    7TO1O-5    t.   OD21     U"    rB    containment    purainfl, 
Util    justified    unlimited    operation   of   valves    involved   only 
in    t  attainment    differentia!    pressure    opurat  Ion. Addl    info 
required    re    containment    purging    in   rceLhanUal    ""•  . 

IPPDL1TO.T.A  Operating    Reactors    Branch    3.        79/ll/^a.        Ipp- 

791S130119   Responds    lo    791031     1  tr    requesting    util    to   submit    sclieduia 
for    plant    unique    analysis    for   Harl    1    containment   long-torni 
program.  Refers     to    Marl     t    Dinners    group    791130    1  tr   voitinj 
tone  ern    on    sub  j 
ANBOGNINI.  G-  C         Dos  t  on   Ed  ison   Co.        79/11/3O.        1p, 

7^12310011    fiequests    cooperation   in   alloying    *omei   ^C  1U)  stationt   to 
co-locate    u/util     TLD    s-tat  ions.  Advl  ses    of    791310  meet  i  nj    ui/MA 
Dcpt    of    Health    re     ILO    stations. 

BHITH,  0.  K  Region    1,    Pn i  1  ade Iph la,    Fuel    Facility    b  Materials 

SafL'ty    Brancd          79/13/Ofl         3pp. 

7912120333    Forwards    "Multiple    Controlled   Cell    Hnmovali  "    del inDfltina 
util    methodology    for    deter^ininq    that    removal    of   one    or 
multiple    controlled    colls    during    cold    shutdown    leads    to    le*s 
reactive    state 

.C          Boston   Ellison   Co         79/I2/Q7.        lp. 


--7712120337    -Mu-ltJple    Conl  r  ot  lei)    Cell    Removal." 
,  P         Hoslon    Ediscn    Ca. 


V913360077   Notification   of    7'?1211    meeting    u/util    In  Dethesda.HO  re 
electrical    design   oF   eng  i  nenrnd    safetij    feature  override 
circui  tri|.pcr    critoria    of    NHC   791131)    Hr. 
HANNQNiJ.  N.  Operating    Reactors    Branch    3        79/13/07,        lp, 

7912270144    Foruiard  s    utiJ    retponse  .  u/o   attactiments.  to   71103d    notice    of 
violation   I.    of    prapiised     imposition    of    tlvil    penaltieo,  ill 
roHponse    to   State    of   MA   771126    request.  Attachments   withJieN 
(ref     IOCFR2.  790).  W/o    end. 

STF.t.LO.  V.        OfFico    of    Inspection    t   Enf  ore  aincnt.     DFflcB   Of    thu 
D.rectnr.        7ff  \St-07.        lp 


roruiarns    "Supplemental    Oelodd   Lieenains   Subfuittal     Pnr 
Filorin  Nuclear   pouep  Elation   Unit    1.  fiela.id   A,  "  4  Class    HI 
fee  ,  supper  I  ing    Tequesl     for    changes    lo   App    ft   of   lech    Opeci. 
HOIWRO.  J.  E         Do^ton   Eoiion   Co         TJ/  12/18.       39pp. 


"Supplpmentol    HeloaJ    titensing    Submittal     for    Ptlorim   Mucloer 
Toiuer   Station   Unll    1,  Reload    4,"    supporting    clianoBS    to    rtpp  A 
of    Tech    Specs. 
RASH.  J.  L         Oen&ra]    Tlectrit    Co.       MEnO-21234        79/11/30.       23pp. 


Request    sulmLttnl    Of    Class    II    amend    FED   re   770ByEl 
tranimittal    of    simulator    retraininn    pragram.  HIIC  79103,1   Ktr 
roquesllnj     fee    has    not    boen    answered. 
MILLER.  W   O  Licenso,   Fee    Managemsnt   Branch.       79/13/14.        lp, 

79ia;>70320    Responds    lo    791tl?a    Hr    re    i-nvieui    of    interim   pnil  tioni  .for 
containment  [itjTij-e  &   vtint   valve   operation  T«    conf  ormance   of 
operation    to    post  tions  .  Pui-oe    i  sol  Jit  ion   valves    used    for 
inerting    34--h   after    startup. 
HOUAflD.  J.  E.       Boston  Edison  Co.,       79/12/19.       3pp. 


into    ro    Ilnruon-CntturnoN    hgJrauHc     ihocl 


79/09/13.        Hpp. 
79120503Sa  Forward.    It;    Intp    Hopt    30-.'!V:t/7V-ia    on    7VO70»-Oh    No 


2pp. 


;     d    M^JOr   -r,.    i.p«t0d;v.r.M,.ti0n   «,    -,,l  »«  t  ,  ,,,    o 
action,    rs    phyiicnl    protaclion    |iragrnn,  Data  II  •   «Jithh«l«I 


!.."    I-    I'ht  l-d.lph  I..     Hffic.    c,f    tht 
(tea  I  tin    I.     Ch  I  Ud«  Iphl*.    tl»r«ou»rJi    Br 


79IB07Qia3  rt«k    r*toipt    of    7  VI  002    Itr    Informing    NI1C    of    (Up*     t»**n    itt 

orr"    t   vUUtion  noted     In    IE    In.p    Dipt    90-ava/7V-OT. 

DBUNNER.E.  J.  fliinlon    1.     I'll  i  I  ad«  I  ph  Jo.    Hone  tor   tlp.ral  (  u««    Hutlr*T 

Support   Ilrnnch.       77/10/2;.'         lp, 

—  7913070ISA   lloapondt    to   rJDC    7WMO    Itr    ro    violat  t  oil    K^"1"'"     lt;    ll*«P' 

Ri.pt    SO-HM/77-01/   Ci)i'i'0(.tlvB    DLlhrni:  priiCBdnret    updatitil     to 
lpBclf<4    cooUnl    Injoctiiin   volvB    locking 
ftNDDQNINI.O.C.       Uooloii   Ediion  Co.       7V/IO/OJ.       .lpl», 

--79iaO/013a   Forward.    IE    ln.|i    llvpt    00-aV;l/7V-.()V    on    7'WD  IV'  1  U.  *J  1  "33. 
27-31    1    OdOl    !•  nullcu    uf    vliilotlim. 

BRUNNEHrG.  J.  (legion    1.    Phi  Iniinlphia.     Huautor    IJp»r«lU»n*    Huicl 

Support    Branch.       7'J/OV/IO-       «pp. 

—  79ia07«lCt1  tlntleu    of    ulnUUon    frtpm    limp    <>»    7V031t-II).  at  •  H1*-  •i'»-3t    1 

»'      'Rflolnn    I,    ('hllfldolphla.    tlfflt*    of    lh»    l>ir«fttur          t 


tnop   l>»ut    !)(>••  i!'?:i/79-OV   Htinr  umpl  i«ne»    niH»d    pt-DK«dur 
do  not    »p»tlfy    valvn    lin.kinn    piioitlon    !.   vfllvo    donumdiiUd 
locVeil    in  urono   (in»itinn 

rtRCHITm..«.  .    MAimt)HfiKI,H.  Heniini    1.    I'lilUilBlptila.     (Itriei    Of 

Dime  tor.      MCCADK,  K.  C.  (lugliin    1.     I'hi  Ui1*lph  *(»-     »««r  lur 

llpernllonii   Nucluai'    Hupporl    Ormtih.       7V/OV/07,       ilClpp, 


77iaHOBU6  H»«p(ilidn    lo    IK    Bulletin   '/'Mil.     "1  rruon   l.lnat    " 
stack    lampli)    UUP   «»    unly    line    lo    uipurliiiito    f  row!  Inif    « 
fatllitg 
flNDUQMINI.O,  C.       Honlun    Lid  t  *«n   !'n         7'7/10/HI.        lp 


n,inie»  r 

II.   IhiMnt.in   VII    10   ro    I1m-««it 


He*pond»    to 

rovUu  of    util    mnpotmt 

['flttBi-BOn  hiidrniili!  »h«r.k  *itpprn«mir  nr.cirmiiaor  »pr 
cotli,  fi«f«tg-r*l(inm  hydrnuliii  inulibtfri  Inipei:  t»rt  In 
AHDOONINI*!).  C.  tlonlon  Cllluon  Co.  /V/10/i,"/,  Wpp  • 


791  ill  110103  ijpdntec    71M)I)0  1    roiiponso    tn    IK   llullatin    "i")  -H.  Ai  <  «  »•  i 
i*feti|-viilfltud    HJB    liiflputl.Hil.flll    iUvlatlom    in*  Ignl  M«4nl     »r 
minor    In    of  Ted    »n   (ilplng    atrBttt    nnalgsH   A»V*    •ilvnaiini 
of    lao-dflg    dnadllnu    for    Inui  CBUGlblH    purtliinn    of    tv«, 
AfllinUNlMI.U.  C.       L'nolon    lid  I  nun   Cn.       79/1  1/0«'.       ilpf. 

7913050017    l-orunrtl*    Mi   Cirmlnv    VV-;1;!,     "IKrokH    TlfliDi    Fur    C(j«.(i>> 
nullef  Valveu,"    No   r«i|ion*e    raquirtfd. 

CniM.il.  II.  lUflliin    1,    f>htladolplil«.    IIFflco    of    Ihn    Dli-ttctur. 

7V/1I/16,        lp. 


Fuvw.tr  is.    lls    Info    Uiitlto    79  -U7.     "(il»««i  Q»n*i-*l»r     »«&•• 
Ruptur«i    «t  7uu  I'WK   |J  l«nt»    "   N"    rouponto    vt»i|u  ir«d  . 
CRIER.  nil,          Bus  ion   1.    I'hlJfldolphlai    OffKu   af    the  «i  »"#f  lor 
79/11/16        lp 

7713100107   Korui»rdi.    1C  Info   tJotitn    7V-W-     "Hvsr  Ion  dlria    <>*    iMlPut 

ISlBmont*    Dun    to  l'inn  Bup  port    Luotlu."    Nu    rv*pon««    r^nl  rad 

QRIIin.n.M.          Rifulnri  I.    1'hllrtdBlphi.i.    Office   of    th»   u»r««*ini' 
79/I1/1&.       1|. 


»    eo-e.pl*** 
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79I2I1O3B9    Forwards    IE    Info   Notice   79-29,     "Loss    uf   Nonaaf  etu.-nelated 
Reactor   Coolant    Sys    Instrumentation   During    Operation."    No 
specific    action    or   response    required. 

QRIER.B.H.  Region    1.    Philadelphia,    Office    of    the   Director. 

79/11/19.         lp. 


—7912070393   LER    79-042/03L-0:  on    791 101.  oiygen    analyier    valves 
10.  12,  15,  16i  17,  23   &   36    did    not    meet    primary    containment 
isolation    timing   requirements.  Caused    bij    Faulty    position 
indication    lights   on  AO-5Q13-12  &    IS. 
MATHIS.C.J.        Boston    Edison   Co.        79/11/30.        lp. 


7913090213   Forwards    IE   Bulletin    79-36,     "Duron   Lois   From  BHR    Control 
Bladas. "    Response   required. 

OR1ER,  B. »  Region    1.    Philadelphia,    Office    of    thti   Director. 

79/11/20.        lp. 

7912040364    Forward i    IE  Circular   79-24,     "Proper    Installation    t>  Calibr   of 
Cor*    Bpraij    Pipe    Break    Da t action   Equipment    on   BWRs.  "   No 
response    required, 

QRIERiD,  H.  Region    1,    Philadelphia,    Office   oP    the    Director. 

79/11/26.        lp. 

7912110022    Forwards    IE  Circular   79-33,     "Motor   Starters    t>  Contactors 
Failed    to    Operate. "    No    response   required. 

DRIER,  B.H.  Region    li     Philadelphia,    Office    of    the   Director. 

71/11/26.        lp. 

7912190011  Forwards  IE  Bulletin  79-37,  "Loss  of  Non-Clatis  IE 
Instrument  at  Ion  It  Control  Pouiir  8ys  Bus  During  Operation.  " 
Written  ranponiv  required. 

ORIERrB.H.  Region    1,    Philadelphia,    Office    oF    the   Director. 

79/11/30.        lp. 


7912110311    Forwards    LER    79-043/03L-O. 

MCGUIRE,  P.  J.        Boston   Ediaon   Co.        79/13/06         lp. 


— 7912110313  LER  79-043/03L-0  on  791 108. dryuel 1  unidenti  f  lad  leakage  rate 
eiceeded  Tech  Specs. Caused  by  leakage  passing  inboard 
isolation  valve  MD-2301-4  on  HPCI  sys.  valve  bacfcseated  t> 
leakage  reduced  to  less  than  that  requiring  shutdown. 
WHITNEY. 0.0.   Boston  Edison  Co.   79/12/06.   lp. 


7912110370   Forwards    LER    79-044 /O3L-0. 

MCGUIRE.P.J.        Boston   Edison   Co.        79/12/06.        lp. 


—7912110377   LER    79-044 /O3L-0:  an   791109   reactor    coolant    leak    del 
air    sampling    sys    indicated    Inui   f  low.  Samp  1  e    lines    filled   u/ 
condensate.  Caused    by    packing    on    isolation  valve   of  HPCI    sys 
alloying    steam    to    escape.  Valve    backseated   b   leak    reduced. 
HHITNEY,G.O.       Boston  Edison  Co.       79/13/06.  .    lp. 


79121B0630  Forwards   LER  79-041/04T-1. 

MCOUIRE,  P.  J.        Boston    Edison   Co.        79/12/12. 


7913310304    Forwards    IE    Info   Notice    79-30,     "Reporting    of   Defects    ti 
Hancomp  llano*'  1QCFR21,  "    No    action   required. 

DRIER. H,  H.  Raglan    t,    Philadelphia,    Office   of    the    Director. 

79/12/06..        lp. 


—7912190637  LER   79-Q41/Q4T-1 :  on   791119,util    notified    by    lab    that 
quarterly    composite    sample    of   air   participates    taken  at 
overlook    contained   Co-60   in   eicess    of   Tech  Specs. Caused    by 
improved    analytical    techniques    sensitive    to  more    isotopes. 
WHITNEY.O.Q.       Boston  Edison  Co.       79/13/11.      2pp. 


7912190833   Fnruiards    IE   Bulletin   79-BB,     "Possible    Malfunction    of   Namco 
Model    EMBO   Limit   Buiitches    at   Elevated    Tempi."    Written 
response    required. 

QRIER.B.H.  R«glon    1>    Phi  ladelphla,    Office   at    the    Director. 

79/13/07.        lp. 

79122B0181    Forwards    IE    Info   Notice   79-31,     "Use    of    Incorrect    Amplified 
Ritponsv   Spectra.  "    Ho   written   response   required. 
ORIER.B.H.  Region    1.     Philadelphia,    Office    of    the   Director. 

79/1S/13,        lp. 

H.     Periodic    opnratins    report*    &  related    correipandence 


7912200353   Foruards    LER    79-046/03L-0. 

MCOUIRE.P.J.       Boston  Edison  Co.       79/13/14. 


—7912300360  LER   79-046/031.-0;  on  790B12,  post  tion   at  Assistant  Station 
Manager    filled    necessitating    change    to   organ! lational    chart. 
Operations    Revieui  Committee    composition  also    changed    to 
Include   Vice  Chairman. Caused   by    increased   wort    load. 
WHITNEY, 0.0.       Boston  Edison  Co.       79/13/14.       lp. 


7912270182   Forwards    LER   79-045/03L-0. 

MCOUIRE, P.  J.        Boston    Edison   Co.        79/12/14. 


7912030448  Forwards   revtted   monthly    operating    rept    for   Oct    1979. 
MCOUIRE,  P.  J.       Boston   Edison    Co.       79/11/29.       lp. 

—7912060373   Havlifld   monthly    operatlno    rept    for  Oct    1979. 
WHITNEVjO.Q.       Dniton   Edison  Co.       79/11/O1.       2pp. 

771220037K   Forwards   monthly    operating   rept    for   Nov    1979. 
MCOUIRErP.J.        Bo«ton   Edison   Co,       79/12/01.       lp. 

— 79laa0037ft  Monthly    operating    rept    for   Nov    1979. 

OAFFNEY.C.  M,       Boston   Edison   Co.       79/12/07.       6pp. 

7912310413  Forwards   revised   monthly    operating   rept    for   Nov    1979. 
hCOUIRE,  P.  J.        Boston   Edlton   Co.       79/12/21.       lp. 

— 7912310414   Revised   monthly    operating   rept    for   Nov    1979. 
»      Boston   Ertlioti   Co.       79/1B/K1.        lp. 


— 7912270304   LER   79-045/03L-0:  on   791 1 14.  di  Ff  erential    pressure    betuiaen 
dryuell    tt   suppression   chamber    decreased    to    less    than    1.90 
psid. Caused    by    decrease    in  HPCI    valve    leakage.  Nitrogen   added 
&   temp    increasediuhich    increased    differential    to    1.50. 
ORAHAM,  E.  T.       Boston  Edison   Co,       79/12/11.       lp. 

7912260270  Foruards   LER   79-047/O3L-0. 

MCOUIRE, P.  J.       Boston  Edison  Co.       79/12/17.       lp. 

— 7913260231   LER  79-047/03L-0:  on   791117  &  20,  fire   brioade   reduced    to    less 
thun   required    by   Tech   Specs. Caused   by    security    shift 
supervisory    personnel    changing    priorities    oF   assigned    tasks 
ti   contradicting    directives    issued    by    chief   of   security. 
MATHIS.C.J.       Boston  Edison  Co,       79/12/17.       lp. 

7912370316  HQ  79-01/OR:on  791217, uhile    lowering   new   fuel    assemblij    into 
fual    pool, Rice   hook    holding    assembly    failed, resulting    in 
assembly    falling    onto   spent    fuel,  Cause  not   yet   determined. 
Investigation   underway   re   recovery   of   assembly. 
MATHIS.C.J.       Boston  Edison  Co.       79/12/17.       lp. 


8.     Rtportalil*    occurrence*.    LER«    fc  related    correspondence 

791220047ft    EN-79-01S: proposed    imposition    of   civil    penalty    nf   *5, 000.  00 
to   b§   t*.suad    791026   to   utll,  bassd    on   item  of  noncompl lance 
•  iioctatm   w/implementation    of    physical    security    program.  „,,,„ 

HRIKKETT,T.  W,  .     80HER,  0.  C.       Office    of    Inspection   fc  Enforcement,    Office 
of   tha   Dlrsctor.      79/10/24.       lp. 


791204.03B7    Forward*   LER   79-Q41/04T-G. 

MCOUIREiP.  J.       Boston   EdUon   Co.       79/H/2B. 


lp. 


79123B0377  RO: on  791211, uh i IB  transfsrrino  Fuel  Assembly  LTL-6S6,  crano 
lifted  assembly  out  of  spent  fuel  pool. Caused  by  failure  to 
monitor  hook  uhile  withdrawing  From  pool.  Assembly  returned 
to  proper  position. 
MATHI8,C.J.   Boston  Edison  Co.   79/1S/2O.    lp. 

7913280473  RO-79-O4B  on  791224: bac kup  battery  charger,  in  use  due  to 
main  battery  charger  791223  Pal  lure,  tripped  lc  could  not 
be  reset.  Cause  under  investigation.  Spare  battery  charger 
ulll  be  In  svc  by  791324. 
DHAHAM.E.  T.   Boston  Edison  Co.   79/13/24.   lp. 


—7912040394  LEfl  79-041/04T-0:  on  791119. Yankee  Atomic  Environ  Lab 
notified  utll  that  (uartartg  composite  sample  of  air 
p*rtitl«B  from  overlook  area  sxeeeded  calculated  lower  limit 
of  d«t«ctlon. Improved  analysli  instituted. 
MHITNEYi  0,  «.   Boston  Edison  Co.   79/11/27.   'p. 


7913O70390  Forwards  LER  79-042/03L-0. 

MftUIHE,  P.  J.   Boston  Edison  Co.   79/11/30. 


IP- 


7912310433  Forwards  LER  79-049/03L-0, 

MCOUIRE.P.J.   Boston  Edison  CD.   79/12/33.   lp. 

— 7912310434  LER  79-049/03L-0; on  791129-aFter  completing  surveillanci 
testing  of  dlesel  generator  A.auilllary  trip  relay 
annunciator  did  not  clear. Cause  undetermined. Phase  A  target 
h  differential  lockout  reset. 
MATHIS.C.J.   Boston  Edison  Co.   79/12/28.   lp. 
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-7?12O7O-IB3   Amend    39    to    License    DfR-35    changing    Tech    Specs    to    relat    pump 
operati  1 1  ty    requ  i  rementt    in    s.js    where    spare    purcpi    are 
installed    in    ei  c  e  s.s    of    requirements. 
rPPQLITQrT   A  Operating    Reactors    Brancfi    3.        79/1, 1/23.        7pp. 

-79-12O704S5   Safety    evaluation    -supporting    flmcnrf    28    to    License    DPR-35. 
»      Office    of    Nuclear    Reactor    Regulation.        79/]l/?3.        2pp. 


7912270419   Forwards     complete    offsite    power    outage    h i story, conta ining 
rosponsas     to   NRC    790918    questi ons.  Descrip t Ion    of    intended 
transmission    line   mods    to   minimiie    frequency    of    aimultaneouB 
345   kV   line   outages  due    to    lightning    end. 
ANDOGNINI.G.  C         Goaton   Edison    Co.        79/12/20.        43pp. 


Inspection   reports.     IE    Bulletins    (e    correspondent  a 


— 79I20704BB   Notice 
DPR-35. 
IPPOLITD.T   A 


of    issuance   1*    availability    a!   Amend   38    to   Licence 
Operating    Reactors    Branch    3.        79/11/23.        2pp. 


791204025-9    Forwards    spectfic   &    comprehensive    Info    per    IIRC    790713 
request    re   HUH.  Requests    clarification    on    specific 
requirements   re    valve    position 
ANDOGN1NI.O.  C    ,     MCGUIRE.P   J         Boston    Edison    Co.        79/11/36.        75pp. 

7913290176    Advises    of    Eqcjifa.    study     re    feasibility    of    performing 
epldemiologic    studies    on   health    effects    oF    eipnsure    to    lou 
level     toniiing    radiat  i  on.  Requests    cooperation. 

1   rt  Operating   Reactors    Drarich    3.        79/11/27          Ip. 


ftdvises    of    Enuifai    studu    re    feasibility    at    performing 
epidemiologic    studies    on   health    effects    of    eipasure    to     lou 
level    ionuing   radiat  i  on.  ReijoEsts    cooperation. 
IPPDLITO.T.  A.  Operating   Reactors    Branch    3.        79/11/27.        Ip. 


791S210QH    Requests    addl     info    re    Qergen-Patteraon    hydraulic    shock 
suppressor   accumulator    spring    coils    to    evaluate   adequacy    of 
tifcil    response    to    IE  Bulletin   70-10. 

GRIER.fl.H.  Region    1,     Philadelphia,     Office    of    the    Director, 

79/09/13.        3pp. 

7912050252  Forwards    IE    Insp    flept    50-293/79-12   on   790705-06.  No 
n  one  amp  1  lance    noted. 
MftRTIN,l4.  Q.  Region    1,     Philadelphia,     Safeguards    Dranch.        79/1Q/O4. 


—  79ia0502t2   IE    Insp   Rept    50-293/79-13   nn   790705-06.  ND   noncompl  iane  B 
noted.  Ha  jar   areas    inspec  ted:  veri  f  ication   t   evaluation    at 
action*    re   physical    protection   program.  Detai  la    withhold 
(ref    10CFR2.  790). 

JONES.E.W.  Region    1,    Philadelphia,    OFflce   of    the   Director. 

DEVLIN,  J.  H.  Region    1,     Philadelphia.     Safeguards    Branch. 

79/09/27.        Ip. 


79I2140250   Ack    receipt    of    790107   t-   QS21     Itrs    re    containment    purging. 
Util     justified    unlimited    operation    of    valves    involved    only 
in    containment    differential    pressure    opera t ion- Add  1     Info 
requires    re    containment    purging     in    mechanical    area 
IPPCLITO.T.A  Operating   Reactors    Branch    3.        79-/11/2B.        4pp. 

7912120419   Responds     to    791031    I  lr    requesting    util     to    submit     schedule 
for   plant    unique   analysis    for  Hark    1    containment    long-t*rm 
program,  Refers    to   Nark     I    owners    group    791 13O    Itr    voicing 
concern,    on   subj. 
ANDOGNINI.G.C         Boston    Edison   Co.        79/U/3O.        Ip. 

7912310011    Requests    cooperation    in    allowing    same   NRC    TLD  stations    to 
co-locate    u/otil    TLB    stations.  Advi  aas    of    79121O   neeting    u/MA 
Dept    of    Health    re    TLD    stations. 

EKITH.G.H  Region    (,     Philadelphia.     Fuel    Facility    (,   Mate-rials 

Safety    Branch         79/13/03.       2pp. 

79S2ia0333   Foruartfi    "Multiple   Controlled    Cell    Removal,'1-    delineating, 
util    methodology     for    determining     that    removal     of    one    or 
multiple    controlled    cells    during     cold    Bhutdamti     leads     to    less 
reactive    state 
ANDBGHIMI.G   C.        Bos  ton    Ed  i(0n    Co.        79X12/O7.         Ip 

--791S120337   "Multiple    Controlled    Cell    Removal     " 

ANTONOPQULOS.P         Boston   Edison    Co          79/11/30          50pp 


7912070123  Ack   receipt   of    791003    Itr    informing   NHC    of    stops    takan    to 
correct  violation    noted    in    IE    Insp    Rept    50-293/79-09, 
DRUNNER.E.J.  Region    1,    Philadelphia,    Reactor   Operation*   Nuclear 

Support    Branch.        79/10/22.        Ip. 

— 791207012C.  Responds    to  NRC   790910    Itr   re    violation    noted    In    IE    Inap 
Rept  50-293/79-09,  Corrective    acti uns;  procedures    updated    to 
specify    coolant    Injection   valve    locking. 
ANDDQNINI.G.  C.       Boston    Edison   Co.       79/10/02.       3pp. 

—7912070132  Forwards    IE    Insp   Rept    50-293/79-09   on   790311-10,21-39, 
29-31    fc    OiOl    !<    notice    of    violation. 

DRUMMER,  E.  J.  Region    1,     Philadelphia,     Reactor    Operations    Nuclear 

Support    Branch.        79/09/10.        2pp, 

— 7913070134    Notice    of  violation    from   insp    on  790511-18,  21-23,  29-31    Cc 
0401. 

«          Region    1,    Philadelphia.    Office    of    the   Director.       79/09/O7, 
Slip. 

--7912070139    IE   Inap   Rept    50-293/79-09.  Noncompl  lanco    noted:  proc  odirr-oo 
do   not   specify    valve    locking    position    !,   valve    documented 
locked    In    urong    position. 

ARCHIT2EL,R.  ,     MARKOHSRI.R.  Region    1,     Philadelphia,     Office)    oF    tno 

Director,       MCCA.BE,  E.  C.  Region    1,     Philadelphia,     Reactor 

Operations   Nuclear   Support    Branch,        79/09/07.        2Opp. 


79I22A0077   Mntlficatifln    of    791211    meeting    u/util     I  r,    Bathesda.  Htt   re 
electrical    design    of    engineered    Eafetu    feature    override 
circoi  try.  per   criteria    of   NRC    7ftl3a    Itr. 
HANNQM.  J.  N,  Operating    Reactors    Branch    3.        79^12/07.        Ip. 


7912140?8ii   Responds    to    IE   Bulletin   79-21,      "Froien   Lines.  "    IdentiPli 
stacl    sample   line    as   only    line    to    eiperionce    froojing    at 
facility. 

.C.        Boston   Edison    Co.        79/10/84.        Ip. 


7912270144   Forward*    utll    reiponse,  ui/o    at  tacftmentB.  to    791036    notice    of 
violation    Z,   of   proposed     imposition    of    civil    penalties,  iti 

reS5°?^    i"   Statlf    °f  MA   ""26    re-quest.  Attachments    uHbhtli 

Irel     lOCFR2.TiClt.Ufo  and. 

5TELLO,  W.        Office    of  Inspection    (,   Enforcement.     Dffite    of    the 

Direr  tor.        79/II?yO7.        Ip 

7913360242   Forwards    "Supplemental    Reload    Licensing    Submitta]     For 
Pilgrim  Mutlear   Pauer    Station  Unit    1. Reload   A,"   f.  Class    III 
nPP.t>BtlnS   re'*lleit     f°T    tbangos     to   flpp    A   of    Tech    Specs. 
D-  J.  E.        Boston   £di.san   Co         79/12/13.        Sflpp. 


7«M2260065   Responds     to    790913   request    for    addl     info    needed    to    complete 
review  of    util    response    to    IE  Bulletin    70-10  re   Gergen- 
Patterson    hydraulic    thack    suppressor    accumulator    spring 
toils.  Safety-related    hydraulic    snubbcrs    inspected     in    1979, 
AMDDGW1NI.O.  C.        Boston   Edison   Co.        79/10/29.        Bpp. 

79J2IB04B5   Updates    790B01    response    to    IE    Bulletin   79-11. Ace essib 1 B 
safety-related    sys    inspec ted.  al 1    deviations    insignificant    or 
minor    In    effect    nn    piping    stress    analys i B.  Asks    extension 
of    120-dag    deadline    for    inaccessih le   portions   of    SUB 
AMDOGNlfJI-Q.  C.        Huston   Editon   Co,        79/11/02         3pp 


-791324,02:46    ^Supplemental    Reload    Licensing    Sufcmittal     for    Pilgrln   Nuclear 
or'ath    B  ecs  ''"eloatf   t.  "    supporting   changes    to  flpp    A 

R'ASH.J.L.       Qerteral    Electric    Co.        HEDD- 24 231 .        79/II/3O.        25pp. 


7912050017   ForLrards     IE   Cirtular    79-23.     "Stroke    TimDS    for    Pouer 
Relief    Valves.  "    No    response    raa,oived. 

GRIER.D.H  Region    1,    Philadelphia,    Office   of    tho    Director. 

79/  1  1/  it.      ip. 


791S2BODM    RMM,t    But.ltt.l    Df   CiaSS    II    aalBna    fse    re 

transmltta-1    of    simuJator    retrainins    program.  NRC    791023    Itr 

reiuestins    fee  has-   not    been  answered. 

MILLER. W.O.  Licenss    Fee   Mana3Bnflnt    Dratich.        79/12/14.         Ip. 


79120S0225  Foru.irds    IE   Info  Notice   79-27.     "Steam  Cenarfltor   Tuba 
Ruptures   s.t   Tut-  PUR  Plants."    No    response    ranuirod 

.      RH«1Dn    '•    Philadelphia,    Offito   Df    the-    Director. 

|p. 


c«i™  *?rmt*   ,to  7'10M  llr    re   «"ivi»»  «f    interim   p,,i 
n™!J-         *    PUrSe   fc   V6nt    ValV6    &P0^>i°"   *    cc-tifor^ance    of 
iPn*Tt,na   ai'h": »»«"!• '""f    f.-l-».«   ^Jves    used    for 
«n*rtir»g   24-h  after    startup 

HOHrt«D.J.E.       Boston   E*i«n   Cg.        77/IH/I9.        3pp. 


7913100107   Forwards     IE    Info   Notice    79-9B,     "Overloading    Of    Structural 
Elements   DUB   to    Pipo  Support   Loads."   No    response   required 

™!f?'?'H-  Rc9ivn    1,    Philadelphia,    Office   of    the    Director. 

/*?/  J  I/I 6.        t p. 
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791811039?   Forwards    IE    Info    Notice    79-39.     "Lois    of  Nonsaf ety-Related 
Reactor    Coolant   Sys    Instrumontatlon  During    Operation."   No 
specific    action    or   response   required. 

DRIER,  B.  H.  Region    1.    Philadelphia.    Office    of    thB   Director. 

79/11/1?.        lp. 


— 7912070393   LER    79-ufl2/03L-0:  on    791 1O1,  oiygen    analyiar   valven    AO-5065- 
10i  12,  15,  16-  17.  33   S.   36   did    not   meet    primary     containment 
isolation    timing   requirements.  Caused    btj    faulty    position 
indication    lights    on  AO-S045-13  &    15. 
MATHIB.C.J,        Boston    Edison   Co.        79/11/30.         lp. 


7918090213   Forwards    IE  Bulletin   79-26.     "Boron  Loss   From  DWR   Control 
Bladea.  "    Response   required. 

DRIER, B.H.  Region    1.    Philadelphia.    Office   of    the   Director. 

79/11/aO.       lp. 

7913060364   Forwards    IE  Circular   79-24,     "Proper    Installation    h  Calibr 
Cort   Spray   Pipe    Break    Detection   Equipment    on   BURs.  "   No 
response-   required. 

ORIER, B.H.  Region    1.    Philadelphia,    Off  let    of   the   Director. 

79/il/Bi.       lp. 

7912110032  Forward*    IE  Circular    79-23,     "Motor   Starters    k  Contactors 
Failed    to   Operate."    No   response    rflquired. 

ORIER, B.H.  Region    li    Philadelphia,    Office    of    the   Director. 

79/1 1/31,.       lp. 

7912190011  Foruards  IE  Bulletin  79-27.  "Los*  ef  Non-Class  IE 
Instrumentation  &  Control  Pouer  Bus  Bus  During  Operation.  " 
Written  response  required. 

DRIER,  B.H,  Region    1.    Philadelphia,    Office    of    the  Director. 

79/11/30.       lp. 


7913110311     Forwards    LER    79-Q43/03L-0, 

MCQUIRE.P.  J.        BoatoTl   Edison   Co.        79/12/06. 


lp, 


— 7912110313  LER   79-0-43/03L-Q:  on   791 100,  drywal  1    unidentified    leakage   rate 
eiceeded    Tech    Specs.  Caused    fcy     leakage    passing     inboard 
isolation    valve   MO-2301-4    on    HPCI    sgs.  Valve    backdated    !> 
leakage   reduced    to    less   than    that   requiring    shutdown. 
Q.        Boston   Ediaon   Co.        79/12/06.         lp. 


791211037-0   Forwards    LER    79-044/03L-0, 

MCOUIRE,  P.  J.        Boston   Ediaon   Cn.        79/12/06. 


— 7912110377   LER    79-041/03L-0; on   7911O9   reactor     coolant    leak    detection 
air    sampling    sgs    indicated    lou   flou.  Sample    lines    filled   u/ 
condensate.  Caused    bij   packing    an    Isolation   valve   of  HPCI    sgs 
allowing    steam   to    escape.  Valve   lackseated    &    leak   reduced. 
WHITNEY,  0.  G.       Boston  Edison  Co.       79/12/06.  .     ip. 


7912180630   Foruards    LER    79-041/04T-1. 

MCQUIRE.P.  J.        Boston    Edison   Co.        79/13/12.        lp. 


791231.0204   Forwards    IE    Info   Notice   79-30.     "Reporting    of   Defects   it 
N-oneompl  iancis,  10CFR21.  "   No   action   required. 

DRIER. B.H.  Region    1.    Philadelphia,    Office   of    the   Director. 

79/IB/O6.        lp. 

7919190933   Foruards    IE  Bulletin   79-2B,     "Possible  Malfunction   of   Namco 
Model    EA1BO  Limit   Quitches    at    Elevated    Temps."    Written 
response    required. 

ORIER.  B.H.  Region    1.    Philadelphia.    Office    of   the   Director. 

79/12V07.       lp. 

79122B01BL    Forwards    IE   Info   Notice  79-31.     "Use    of    Incorrect   Amplified 
Response   Spectra.  "    No   written   response   required. 
OR1ER.B.H,  Region    1,    Philadelphia,    Office    of    the   Director. 

79/12V13,       lp. 

H.    Periodic    operating    reports    t>  related    correspondence 


— 79121BOlb37   LER   79-O41  /OflT-1 :  on   791119,  util    notified    by    lab    that 
quarte-rly    composite   cample   of    air   partlculates    taken  at 
overlook    contained   Co-<bO   in.  eicess   of  Tecft    Specs.  Caused   by 
improved    analytical    techniques    sensitive    to    more    Isotopes. 
WHITNEY.Q.Q.       Boston  Edison  Co.       79/12/11.       2pp. 


7912305353   Forwards    LER   79-Q16/03L-Q. 

MCQUIRE.P.  J.       Boaton   Edison  Co.       79/12/14. 


— 7913S0036Q  LER   79-046/03L-0:  on   790B12,  posi  tioti   of   Assistant  Station 
Manager    filled   necessitating    change    to   organizational    chart. 
Operations   Reviau  Committee   composition   also   changed    to 
include  Vice   Chairman.  Caused    by    increased    work    load. 
WHITNEV.0.0.       Boston  Edison  Co.       79/13/14.        lp. 


79iaa701&2   Foruiards   LEF1   79-045/03L-0. 

MCOUIRE.  P.  J.       Boston  Edison   Co.       79/12/14. 


IP- 


791303044B   Foruards   revised    monthly    operating    rept    for    Oc t    1979. 
HCOUIFEiP.J.       Boston  Edison   Co.       79/11/S9.       lp. 

--791BQA037S  Revised    monthly    operating    rept    for   Qct    1979. 
WHITNEY,  0.0.       Boston   Edison   Co.       79/11/01.       2pp. 

791220037H  Foruards    monthly    operating   rept    for   Nov    1979. 
WCOUIRE.  P.  J.      Boston   Edison   Co.       79/13/01.       lp. 

—791220O37B  Monthly    operating    rept    for   Nov    1979. 

QAFFNEY.  C.  M.       Boston   Edison   Co.       79/12/O7.       6pp. 

7?1231O4L3   Forwards   revised    monthly    operating    rept    for   Nov    1979. 
HCOUIRE,  P.  J,       Boston  Edison   Co.       79/12/21.       lp. 

-- 7912310414  Revised    monthly    operating    rept    for   Nov    1979, 
«      Boston  Edison   Co.       79/13/21.       lp. 

B,    fteportojble   occurrences,    LEHs    &   related    correspondence 

791SBQ0476  EN-79-012:  proposed    Imposition    of    civil    penalty    of   «3,000,uQ 
to   he    Issued   791026    to    util, based    on    item   of    noncompl tance 
associated  w/imp lamentation    of    physical    security    program. 
BROCKETT'T.  W.  ,    OOHEH,  0.  C.       Office    of    Inspection  It  Enforcement,    Office 
o.f   the   Director,      79/1O/24.       lp. 


7712040387   Forwards   LEfl   79-041/04T-0. 

HCQUIRErF.  J.       Boston  Edison  Co.       79/11/38. 


IP- 


— 791204OOT4  LER  79-04I/04T-0; on   791119, Yankee   Atomic    Environ  Lab 
notified    util    that   quarterly    composite    sample   of  air 
particle*    from  overlook    area    exceeded    calculated    louer    limit 
of    detactlon.  Improved    analysis    instituted.' 
HHITNEYiO.O.       Boston   EdiJOn   Co.       79/11/27.       lp. 


7?ia07039Q  Forwards  LER   79-O42/03L-0, 

HCOUIftE.P,  J.      Bo»ton  Edison   Co.       79/11/30. 


— 791227O2O4  LEF1   79-045/03L-0;  on  791 114,  d  i  ff  erenti  al    pressure    betueon 
dryiuell    !<  suppression   chamber    decreased    to    less    than    1.50 
psld.  Caused    by    decrease    in  HPCI   valve    1  eahage.  Ni  trogen  added 
tc   temp    Increased,  uihich    Increased   dl  f  f  erentlail    to    1.  SO. 
GRAHAM.  E.  T.       Boston  Ediaon  Co,       79/12/11.        lp. 


7912360279   Foruiards   LER  79-047 /03L-0. 

MCOUIRE.  P.O.       Boston   Edison  Co.       79/12/17. 


IP- 


— 79123602B1    LER   79-C-47/03L-0;  on   791117  to  30,  fire    brigade   reduced    lo    lusi 
than    required    by    Tech   Bpscs. Caused    by    security    shift 
supervisory    personnel    changing    priorities    of   assigned    tasks 
(c  contradicting    directives    issued   by    chief    at    security. 
MATHIB,C.J.       Boston  Edison  Co.      79/12/17.       lp. 

791BH70316   RO  79-01/OR:on  791317,  uih  i  IB    louerinfl    new   fuel   assembly    into 
fuH-1    ponliRlCB   hook    holding   assembly    failed,  reiul  ting    In 
asiembly    falling    onto   spent    fuel.  Cause   not    yet    determined. 
Investigation    underway   r«   recovery    of   assembly, 
MATHIS.  C.  J,       Bostpn  Edison  Co.       79/13/17.       lp. 

79122B0377   RO:  on   79131 1,  iuhi  le    transferring   Fuel    Assembly  LTL-656,  crane 
lifted    Assembly    out   of    spent   fuel    pool. Caused    by    failure    to 
monitor    hooV    while   uithdrauilng    from  pool.  Assembly   returned 
to    proper    position 
MATH19.C.J,       Boston  Edison   Co.       79/12/20,       lp. 

7912290473  RQ-79-04B   on  791224:  backup    battery    charger,  in   use   due    to 
main   battery    chargrr   791223   fai  lure, tripped    b   could    not 
be    resit.  Cause    under    inveitigat ion.  Spare   battery    charger 
mill    be    In    svc    by   791S24. 
ORAHftM,  E.  T.       Boston  Edison  Co.       79/12/34.       lp. 


7912310453   Foruards   LER  79-Q49/03L-0. 

MCQUIRE.P.J.       Boston  Edison  Co.       79/12/25. 


lp. 


lp. 


—7912310434   LER   79-049/03L-0:  on  791129-after    completing    surveilUnct 
testing    of    diesel    generator   A.auilliary    trip    relay 
annunciator    did    not    clear. Cause   undetnrmt nnd.  Phase  A  target 
tf  differential    lockout  reset. 
MATHIB.C,  J.       Boston  Edison  Co.      79/13/20,        lp. 
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DOCKET   50-294   MICHIGAN   STATE   UNIV.     RESEARCH   REACTOR 

F.     SBCurity.     medical,     emergency    fc    Fife    protection   plans 

7912130206   Forwards    draft   Reg    Guide    5.  XX,     "Std   Format   t   Content    For 
Licensee   Ph«»ical    Security   Plan    For   Protection    nf    SNH   of 
Moderate  ov  Lou  Strategic   Significance.  "  W/o   encl. 
HE1D.R.  U.  Operating    Reactors    Branch    4    (Pre    79103O).       79/09/32. 

3pp. 

J.     Insurance   d    indamnity    information 

7912140391    Foruardi    eiacuted    Amend    10    to    Indemnity   Agroenent   E-31 
defining    "in   course  of   transportation.  " 
GRIDER,  H.  0.       Michigan,     Univ.     nf.        79/12/10.       3pp. 


DOCKET   50-295   ZIDN   NUCLEAR   POWER   STATION,     UNIT   1 

F.    Security,    medical,    emergency   Sc   fire   protection  plans 

7912170361    Discusses    proposed    task     force   review    of    emergency 
preparedness,  Task    force    should    study    alternatives    for 
reduction   of  probability   !.  consequences  of   severe   accident. 
EISENHUT,D.Q.          Division   of    Operating    Reactors.       79/11/21.       3pp- 

791320Q022  Discusses  NRC   791109  meeting    re   emergency   preparedness   team 
rovieui  objectives.  Provides   guidance   for    improving    licensee 
emergency   preparedness   (.  assuring    capability   at  offsite 
aijencies   to   tale  appropriate  emergency    actions. 
GRIMES.  B.  K.       Emergency    Preparedness   Task    Force.       79/11/23.       30pp. 

79123QOISS  Notification    of   791205   meeting    lu/ulil    in   Bethesda.MD,     to 
review  emergency   preparedness   capabilities.  List   of  NRC 
considerations  encl.  „,..,„„ 

E1SENHUT,D.G.          Division    of   Operating    Reactors.       79/11/29.        3pp. 

7912270063  Forwards    list    of   specific    items   requiring   updating    in 
emergency   plans.  Emergency   plans   were   evaluated   using    code 
requirements,  Reg  Guide    1.  101   t-  Emergency   Planning   Review 
Guidelines   Number    I,  Revision    1. 
IPPULITO,  T.  A.  Operating   Reactors  Branch   3.       79/11/30.      7pp. 

7912210127  Responds   to   791115  conversation  re   Bmsrgency    telephones. 
RequBsta    info    indicating   backup    power    supply    to  emergency 

KEPPLEH?J5G.  Region  3,    Chicago.    Office    of   the   Director.      79/13/09. 


7912200672  Requests   payment   of  Class    III    fees   for  revieu  of  790016 
nuclear    security    personnel    training   &   qualification    plans. 
D16G8.R.M.  License  Fee  Management  Branch.       79/12/07.       lp. 

G.    Ad  jud  icatory   correspondence 

7913110S03  Forwards    licensee   response   to  ASLB  790914  memorandum  t.  order 
1<   791039   IE   l)un«tin   79-17,  Revi  5ion    l.T   Tramm,  TW   Lukens.B 
Clarke  «.  R  Staehle  affidavits   address    technical    safotu 
problems  re   spent    fuel    storage.  Certificate   of  Svc   Encl. 
STEPTOE.P.       Isham,    Lincoln  fc  Beale.      79/11/16.      4pp. 

—7913110513  Affidavit    identifying    type   of    stainless   steal    in   liner,  spent 
Fuol   assemblies  I,   spent    fuel    nool    cooling   sys.  Clarifies 
eiposuro   condition  of   stainless    steel   t,   consequences   of 
stainless   steel    sijs    failure. 
TRAhM.T.R.       Commonwealth    Edison   Co.       79/11/16         10pp. 


7?I2190015  Forwards    documents   relevant    to    intargranu Lar    stress 
corrosion    cracking     issue. U/o    encl.  ,,.,.„ 

3TEPTOE,P.P.        Isham,     Lincoln   J.   Qeale.        79/11/19.        SpO. 

7912110033   Confirms    receipt    of    end    790329    petition    to    suspsnd    DLs    for 
all    PHRs.  Forwards  FR  notice    indicating    that   petition   will    oe 
treated    in   accordance    U/10CFR2.  206.  ,0,,,,-n         ,„ 

DENTON.H,  R        Office    of  Nuclear   Reactor  Regulation.       79/11/aj.       lp. 

—7913110126  Notice   of   request    for   action   pursuant   ta    1OCFH2.  HOf.  re 
Environ  Coalition   on   Nuclear  Pouer  790329   petition 
requesting    suspension   of  all    QLs    for  PHRs. 

HULLER.D.R.       Office   of  Nuclear   Reactor   Regulation.       79/11/23. 
3Bpp. 

7912040455  Recommends   closing    plants   due   to   pro«imitg    to   population 
canters  &    lack    of    evacuation   plans. 
»     Citiiens  Against   Nuclear  Poyer.       79/11/28.       9pp, 

7912100476  Motion    for   eltonsion   until    791214   for  MHC    to   raspotid    to   ASLD 
order  requesting    info   re    intargranular    stress    corrosion 
cracking. Applicant   submittal   mas    not   received    until    7911SB. 
Certificate   of  Svc    encl. 
GODDAHD.R.  J.       Hearing    Branch    3.        79/11/29.        3pp. 

791214004B  Memorandum  b  order   granting    eitension   until    791314    for   NRC 
to  respond    to  A8U1   790914    order   re   possible    interoranular 
stress   corrosion   cracking    in   proposed    fuel    storage   Tackn    to 
be  used    in    spent   fuel    pool.  „„,.„,„_ 

WOLF.S.  F.      Atomic   Safety    and  Licensing   Board   Panel.       79/12/03.       lp. 

79121B023Q  Advises    of    errors    in    licensee  791116  suomittol    on 
intergranular    stress   corrosion   cracking.  Furuard.*   missing 
pages. 
9TEPTOE,  P.P.       Isham,    Lincoln  (.  Beale.       79/12/03.       3pp. 

79121B017Q   Response    to   ASL.B   790914    order    that   affidavits    be    provided 
stating   e.tent   to  which      atatnlons   Steal    304  would    ba   used 
in   spent   fuol    storage   pool   fc   effects    from   Immersion    in   pool 
water. Forwards   JR  Ueoks   b  A  Taboada   affidavits. 
ODDDARD,  R.J.      Hearing   Branch   3.       79/12/07.       3pp. 

—7912100191    Affidavit   of  OR  Weeks   on   791206  re    extent    of   presence    of 
Stainless  Steel    304    in   spent    fuel    storage   pool    &    effects    of 
Immersipn    in   pool   water.  Statement   of    prof    o,ual  i  f  icationn 

HEEK9,  J.  R.      Brookhaven  National    Laboratory.       79/12/06.       4pp. 

— 79121Q0186   Affidavit    of   A   Taboada    in    791307   ra    extont    of    presence    of 
Stainless  Btool    304    in   spent    fuol    storage    pool    k    effects    of 
immersion    in   pool   wator.  Statement   of   prof   qualifications   fc 
Certificate    of   Svc    end, 
TAHOADA.  A.       Office    nf    Standards    Development.        77/12/07.        4pp. 

7913310420  Response   to    intervenor   State   of    IL  791H10   requtst    for 
oitension   until   791330   to   respond    to   ABLB   order   requiring 
info  TO    intergranular    stress   corrosion   cracking. No    objection 
to   oitention.VJ/Cortiflcate   of  Svc. 
QOODARD,  R.J.      Hearing   Branch   2.       79/13/13.       2pp. 

H.    General    correspondence 

79122BOaQ3  Discusses  791304    title    change    of   managar    of   nuclear 
operations    to   vice   president.  Organi lation   structure   not 
altered. No   revision  will    be   made   to  QA  program  topical    rupt 
CE-l-A  until    organization   structure    is    delineated. 
JAHECEK.R.F.       Commonwealth    Edison   Co.        79/12/19.         lp, 


-7912110518   Affidavit   reporting    spent    fuel    pool    cooling    >ys    insp 
results.  Identifies   oiaminatian   of   spent   fuel   rack    undertaken 
in  response    to    IE  Bulletin  79-17. 
LUKENS.T.H.       Commonwealth   Edison   Co.       79/11/16.        5pp. 

-7913110325  Affidavit  reporting    spent   fuel    pool    coolinfl   sys    insp 
results    Identifies   oiamination   of  spent   fuel   rack    undertaken 
in  response   to    IE  Bulletin  79-17. 
SHANNON.  H.       Commonweal  th   Edison   Co.       79/11/16.       4pp. 

-7913110332  Affidavit  giving   essential    performance  requirements   of 
sensitiiation   tests   results   performed   on  TMI    specimens. Prof 
qualifications  it  supporting    documentation  encl. 
CLARKE.H.L.       General    Electric    Co.       79/11/16.       64pp. 

-7912110512  Affidavit   stating  reasons   for   believing    that   intergranular 
stress  corrosion  tracking   does    not   present    safety   problem. 
Recommends  meetly   monitoring    of   pool    uattT    ch«mistry.  Prnf 
qualifications  &  supporting    documentation   end. 
STAEHLE.H.      Minnesota,    Univ.     of,    Minneapolis.      79/11/16.       30pp. 


P.    Operating    license   stage    documents   t   correspondence 

7911090348   "Summary    of  Operating   Experience  Vt/Decirc ulottng    Steam 
Generators.  " 

EIBENHUT.  D.  0.         Division   of  Operating    Reactors.       NUHEQ-0323. 
79/01/31.      B7pp. 

790B010339  Notifies   of   status   of   rept   on  reactor    cavity    annulus    seal. 
Most   PUR   users   remove   ring    during   normal    operation.  Others 
store   seal    ring    in   raised    position    during    normal    operation, 
LAINAS.G.  Plant   Systems    Branch     (Prf   791030).        79/07/03,        7pp. 

7912110011   Forwards   NHC    position    on   status   fc  applicability    to   pending 
OL  applications    op   results   of  TMI    follouiup    action*.  Oiitlinei 
addl    short-term  actions    to   be    taken. 
VAS8ALLD.  D.  B.         Division   of  Project  Management.       79V09/H7.       41pp. 
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7913110264  Diicunti  HRC  plan*  to  USB  ganirrlc  analyiet  to  develop  early 
verification  program  tq  resolve  ATWB  isiue  for  PHRs  1.  BUR*. 
Success  of  program  depends  an  Industry  response.  Supports 
formation  of  owner*  groups  to  provide  necessary  Info. 
DENTON.H.R.   Office  of  Nuclear  Reactor  Regulation.   79/10/17.   3pp. 

7912030163  Discusses  NRC  review  of  LERs  tt  Tech  Spec  requirements  r* 
control  RPI  S(J»  at  Meetinghouse  PHRB.Req.utnt*  Tech  Specs 
review  to  ensure  requirement  for  rod  maint  to  within  +/-  12 
steps  indicated  fr  RPI  sys  verified  accurate  within  12  stepi. 
SCHHENCER.A.     Operating  Reactors  Branch  1.   79/10/29.   7pp. 

7911270467  Forwards  "Discussions  of  TMI  Lesson*  Learned  Short-Term 
Requirements"  providing  addl  clarifications  of  NfiC 
requirements  for  pending  QL  applicant*. 
VASBALLQ.D.  B.    Division  of  Project  Management.   79/11/09.   2pp. 

771210018?  Dt*eu*«u*  NRC  791101  meeting  id/representatives  of  NSSS 
vendors  b  fuel  supplier*  re  discuision  of  respective 
portions  of  ECCB  aval nation  modal*  dealing  id/fuel  cladding 
fuelling  fc  incldance  of  rupture.  Vendor  responses  end. 
EIBENHUT.D.O.    Civilian  of  Operating  Rtactors.   79/11/0?.   63pp, 

— 7912100355  Respondi  to  NRC  791101  request  re  noncompllance  of 
Meetinghouse  ECCB  evaluation  model  under  requirement* 
of  10CFRBO  App  K. Evaluation  of  three  fuel  rod  model* 
indicates  no  safety  problems  for  Uestinghouie  plant*. 
ANDERSON.  T.  M.   Hestinghouse  Electric  Carp.   77/11/02.   4pp. 

--791310Q330  Respond*  to  NRC  771101  request  re  ORHL  cladding  lualHng  b 
rupture  data, Review  of  analytical  models  b  tests  Indicates 
compliance  w/lOCFRBO  App  K.  All  OE  specs  for  calculated  p»ak 
cladding  temp  remain  unchanged. 
BUCHHOLZiR.H.   Oanernl  Electric  Co.   79/12/07.   2pp. 

— 7912100407  Forwards  response  to  NRC  791101  request  re  rod  burst  teat 
data. Concludes  that  data  properly  represented  by  fuel  models 
used  in  vendor  evaluation  models  It  that  analyses  demonstrate 
«11  criteria  of  lOCFflSD.  46  satiifind. 
QHSLEY,  O,  F.   Enon  Nuclear  Co.,  Inc.  <*ubs.  of  Em  on  Carp.). 

77/11/O2.   3pp. 

— 79121DD43&  Forwards   addl    info   re    evaluation    of    impact   of  NRC   proposed 
rupture/blockage  modal    used    In   vendor    evaluation  modal. 
No  adverse    impact    from  neu  rupture   burst    data    or   USB   of   NRC 
rupture/blockage  model    on    licensing    calculation  result*. 
OW9LEY,C.F.       Enon  Nuclear  Co.  j     Inc.     (subs,     of   Exuon   Corp.). 
79/11/04.       22pp. 


7912210349  Forwards    cover   sheet   Far  CE-l-A,  Revision   10,  inadvertently 
omitted    from  791U&    transmittal. 
NAUQHTON,  W.  F.       Connnanuiealth   Edison  CD.      79/13/13.       2pp. 

79121B0331   Forwards    info   documenting    evaluation    of   purge   d  vent  valve 
operabillty    veri  t  tcatiun.  Utt  1    committed    to   purge  6  Vint   syt 
in    conformancB   w/MRC    interim  position.  Complete    confirmatory 
analu,aei   not  available    for  30-40  uk. 
PEOPLES,  D.L.       Commonwealth   Ediaon  Co.       79/13/14.       App. 

791217054H  Forwards    "Adequacy    of  Station  Electric    Distribution   9ys 
Voltages,  "    addressing    460-volt   undarvol  tage   conditions. 
JANECEK.fi.  F.       Commonwaalth   Edison  Co.       79/12/14.       Ip. 

—  7912£9OS«    "Adequacy    of  Station  Electric  Distribution  3ys  Voltages." 
•      Commonwealth    Edison  Co.       79/13/14.      Qpp. 

7912270469  Foruards    response   to  NSC   request   for    addl    info    on  Lesions 
Learned   Ta*fc   Force    BBC  ommendatlonfi  S,  \.  7a  &  2.  1.  7b. 

PEOPLES,  D.L.       CajMnDnuealth   Edison  Co.       79/12/14.       Bpp. 

7912270470  Advlsas    that    qualification   program   for   remaining    purge   fc 
vant    containment    valves    ii    In  progress.  Dresden  1<  Quad-Cities 
butterfly   valves    mill    tlo*e.  regardless   of   degraa   of    opening. 
Rasponae   to   NRC    Interim  position  end. 

PEOPLES,  D.L.       CammanuBalth  Edison  Co.       77/12/14.       6pp. 

7912270397  Advi*es    op   compliance  u/Category  A  TMI    Lesions   Learned   Task 
Force    Items    identified    in  NRC  770913  &   1030   1  Irs.  Compliance 
uill    be   achieved    by   B00101,  or  prior   to  return    to   power    for 
units    In   outage*    on  BO0101. 
PEOPLEB.D.L.      Comflidnuealth  Ediaon  Co.       77/12/17.       Ip. 

79(2270164  Forwards    «uppleniBntary   reBpqnse  rs   THI    Lessons   Laarnad   Task 
Force   rocomrnHnilat  ionsj  in   response   to   NRC  raquflflt   for    info. 
ftBBponee   should   bo    incorporated    into   771019    Itr    re 
auxiliaru    Peeduater   egi    requlroments. 
PEDPLEarD,  L.       Commonusa  1  th   Edison  Co.      79/12/18,       9pp. 


7912310349  Forwards  revised  pagoa  to  CE-l-A, 
Nuclear  generating  Stations-"  Rvvliion  11. 
JANECEK,  R.  F.  CDflimonuealth  Ediion  Co.  79/1  2/2O. 


jnm  Ed    QA  Program  for 
Ip. 


—  79iH3t03S9  Revised    pages    to  CE-t-A,    "Coram  Ed   QA   Program   for  Nuclear 
Generating   Stations,"   Revision   11. 
»      Commonwealth    Ediaon   Co.       CE-l-A.       79/11/H1.       16pp. 


79180303SS  Discusses  791113  &    14   site   visit  re    solid    raduaste 
processing   It   temporary    storage.  Facilities    heve    initifcutad 
improved   wait*   Minimization   programs. 
ORANT.P.          Environmental   Evaluation  Branch.      79/11/23.      Bpp. 

791SO&0&49  Notification   of   771209  meeting    u/utlls    in   Bethesda, MD    to 
discuss  alternative*    to   reduce    probability   &  consiquence*    of 
severe  reactor  accident. 
IECH-0.        Division  of  Operating  Reactor*.      79/11/29.      4pp. 


791927O267  Forwards    791250  ennferanCB   papor  re   Indian   Polnt/IJon  noar 
*lte    itudles.  Requests    paper   be  made   part  of    public  record. 
PEOPLES,  D.L.       Commonwealth   Edison  Co.       79/15/31.       Ip. 

— 7713370373    "Indian    PnlTit/Zion  Near   Bite  Stuiliei,  "   presentation  tn  NRC. 
»      CammanuiealtFi   Cdlson  Co.       79/13/20.      31pp. 

Q.     Inspection  reports,     IE  Bulletins  b   corrDipondanca 


7912040297  Forwards   supplementary   response    to    be    Incorporated    into 
79101B    Itr   re    lesions    learned    commitment*    to  meet  near-term 
requirements. 
REED.C.       Commonwealth   Ed  I  eon  Co.       77/11/30.       7pji. 


7713030030  Forwards    IE   Imp   Rept*   30-399/79-20  &    50-301/79-19  an 
7907Ol-30.Ho  noncompl iancr  noted. 

HEIBHMAN.fi.  F.  Region  3,    Chicago,    Reactor  Operations   Nuclear 

Support   Branch.       79/10/17.      2pp. 


7918130411   Forwards    supplementary    reiponse    re    commitment    to   mast 
short-term  requlrenent*   of   Lesson*    Learned   Task   Force. 
HEED,  C.      Commonuea  1  th  Edison  Co.      79/11/30.      7pp. 

7912120425  Forwards   supplemental    r«*pon*e    to   791018   Itr  re   comnltmnnti 
to  Lenon*   Learned   Task   Force   recommendations. 
PEOPLES,  D.L.       Commonwealth   Ed  lion   Co.       77/1B/03.       2pp. 

7912110309  Responds   to  NRC  771027   Itr   re    control   RPI    tg*   at 
WevtlnghouBa  PMRi.  Resolution   of  RPI   IUB    is  +/-SX  of   span. 
When    indicated   misalignment   of    IB   steps    exists, misalignment 
could    be  34   etep*  h  control    RPI    itiould    be   monitored   +/-12X. 
PEOPLES, D.L,      Commonwealth  Edison  Co.      77/12/04,      2pp. 

791SM031S  Confirns  791117  notification  of   implemanted  nod.  Automatic 
rod    control    operation   prohibited    above   9OX  of  rated    power 
u/Control    Bank   D   below  216   steps    withdrawn. 
PEOPLES,  D.L.       Commonwealth   Edison  Co,       77/1S/04.       Ip, 

7912200041  Forward*  requtit   fur  addl    info  ri  auxiliary   feedwater   *ys 
autonatic    initiation*  fc   flow    indications    to    steam 
generator*. 

BCHUENCER.  A.  Operating   Roactors   Branch    t    (Pre  771030).       79/12/12. 

2pp. 


—7912050066    IE   Insp    Repts   50-293/79-50   i.  50-304/79-19   on   7909O1-30.  No 
noncpmpliance   noted- Major   areas    Inspected;  reac tor    operation! 
malntilE  bulletin    Fol  lowup.LERn,  phgiical    K«curity>4c  changing 
pump    shaft   matl. 

KOHtEH,  J.  E.  ,    SPEBSARD.R.L.  Region  3.    Chicago,    Office   of    the 

Director.       79/10/17.       7pp. 

7712180224  Foru.ard»    IE    Imp   Repts    30-273/79-53  t  50-304/79-21   on  790702 
Ic  0725.  No   noncompllance   noted. 

FIORELLIi  Q.  Region    3,    Chicago,    Reactor  Construction   b  Englneerlno 

Support  Branch.       79/11/07.      2pp. 

— 77121BQ236    IE  In»p    Hapti   30-393/79-23  b  50-304/79-21    on   770703  It  0939. 

No    noncomp lianee    noted. Major   areas    Inipectedzrevieu 
procedures, mfg    activities   at  Leckonby  Co  b  review  audit*  & 
«urve  illancea    par  formed   by   Comn  ED. 

HAYES,  D.  W.  Region   3,    Chicago,    Reactor  Construction  l> 

Engineering  Support    Branch.       NAIDU.K.R.  Region  3,    Chicago, 

Office   of    the   Director.      79/11/05.       3pp. 

7912D3O1O6  Forwards    IE  Circular  79-22,     "Strok*  Times   for  Pouer  Operated^ 
Relief    Valves."   Ho    response  required. 
KEPPLER,J.O.  Region   3,    Chicago,    Office  of  the    Director.      79/11/16. 

Ip- 
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!100aS3   Forwards     IE     Into   Notice    79-38,     "Overloading    of    Structural 
. orients    Due    to    Pipe    Support    Loads    "    No    response     required. 
LPPLER.J.Q.  Region    3,     Chicago,     Office    of     the    Diree  tor         79/11/16 


H10557    Forwards    IE    Info   Notice    79-89.     "Losa     of    Monaa f ffty-Re lated 

(actor    Coolant    Sijs    I  nitruraentat  1  on    During    Operation,  "    Ho 

iHctFic    action    or   re  spans*    required. 

;PPL£R.J.C.  Region    3.     Chicago.     Office    of     the    Director.        79/11/16. 


7913120066   PNO-I 1 1-79-025:  on    791O25.  eaaentia  1    svc  B    motor    generator    net 
tripped, resulting     in    tripping    of   Unit    3    reactor.  Caused    bu 
slammin-g    of    essential    svcs    electrical    panel    door. 

CREED-J.  Region    3,     Chicago,     Office    of    the    Director.        79/10/26. 

3pp. 

771217O1A6    PNQ~III-79-33A:  threatening    telephono    calls     cans    fr-om    court- 
committed    patient.  All    affected    licensees   notified. 
DELANGER.J.  Region    3,     Chicago,     Dffica    of    the    Director.        79/10/29. 


3O5Q344    Forwards    IE    Bulletin    79-3i,     "Doi-on    Loss    Fran    BUR    Control 

lades."    Ho   response    required 

EPPLER.O.G.  Region    3,     Chicago,     Office    DP     the    Director.        79/1I/SO. 

IF 

31OO417    Forwards    IE   Circular    79-31,     "Proper     Installation    !.   Calibr     of 

ire    Spray    Pipe    Break    Detection    Equipment    an    BHHs.  "    No 

•itten    response    requires. 

IPPLER.J.O.  Region    3,    Chicago.    Office    of    the    D-irHttoi-.       7<?/ll/2i. 

lp. 

J14.Q1B7   Foruiards    IE  Circular    79-33.     "Motor    Starters   fc  Contactors 

liled    to    Operate.  "    No    written    response   roq-uired. 

EFPLER.O.  G.  Region    3.     Chicago,     Dffico    of    the    n-irBttor.        79/11/26. 

lp. 


79120A0654    PNQ-I I I-79-1BC:  on    791023.  baaed    on    metallurgical    &    volumetric 
eiamination,  linear    indications    found    in    feeduater   nonle-tn— 
pipe   molds.  Licensee   mill    remove    t<    replace    defective    uelds    t< 
piping    in    feeduater    loop. 

KOHLEF1,  J.  E.  ,    SPEBSARD.R.  L.  .     HEI  BHMAN,  R.  F.  Region    3,     Chicago, 

Office    of    the    Director.        79/11/01.         lp. 


791207041B   Forwards    LER    79-076/03L-0. 
HANDKE.N.E.        Commonwealth    Edison   Co. 


79/11/09.         lp. 


—  791H070423  LER   79-076/O3L-0:  on    791G10.  uh  11  e   performing    refueling 
survei  1  lances,  reactor   coolant    floul   transmitter    1FT-444 
shifted    high.  Caused    bij    zera   sh  if  t.  Transmitter    recalibr   using 
neiu  technique    tn   correct    drift  t.    lero    ahift   problem. 
ROGERS, C.L.       Commonwealth    Edison    Co.       79/11/09.        lp. 


HI 0395    Notifies,    that    NRC    intends    to   routinely    forward    to 

iproprlate    state    public    util    regulatory    groups    &    atate    atty 

•neral    ofcs    copies    of    escalated     enforcement    correspondence 

jnt    bu   NliC    to    licensees. 

;PPLER.O.G.  Region    3,     Chicago,     Office    of    the    Director.        79/11/2B, 

lp. 

M90199   Foruarda     IE    Bulletin    79-27,     "Loss    of    Non-Class    IE 

latrumentation   It  Control   Power   Sya   Bus   Durinn  Operation.  " 

•itten    response    required. 

;PPLER,0.  0.  Region    3,    Chicago.    Office    of    the   Director.       79/11/30. 

lp, 

!14Q05i  Forwards    IE    Info  NotiCH    77-30.    "Sapor-ting    of  Defects   & 

me ompl iancesi  JOCFR21 .  "    No   action   or   response  required, 

iPPLEfl,  J.-Q  Region    3,     Chicago,     Office    of    the    Director.        79/IS/Otb. 


"3QOQB&   Forwards     IE   Bulletin    79-28,     "Possible   Malfunction    of   Narac  o 

idfll    EA160   Limit    Switches    at    Elevated    Temps."    Action 

iquired. 

iPPLER,  J   G.  Pug  ion    3.    Chicago,    Office    at    the    Director.       79/12/10. 

ip, 


7912070433  Foruarfls    LGR   79-079/03L-0. 
WANDKE.N.E.       Commonuualth   Ediaon  Co. 


79/11/09.       lp. 


—  7913070487  LER   79-079/03L-0:  on    791OB3- during    re f ue 1  ing,  aux i  1  iary 
bldg    area    radiation  monitor  repeatedly    Failed    law. Caused    by 
broknn    reatralnlng    clamp    on   p hotomul tipl lir    tube.  Clamp 
replaced.  Moni  tor    functionally    teflted    ti  rBatornd    to    BVC. 
TRZVHA.O.       Commoniuealth    Edison  Co.       79/11/09.       lp. 

79I21H0090  PND-III-79-43:on   791 1 14,  during    overhaul    of    lour  pr«n»ur« 
turbina,  tract    Indications    found    in    B    section,  Numbe-r    S   diBli 
&  on  79I120,tuio    cracka    found    in    C    sect!  on,  Number    1    diBkt.Neut 
spindle   required    for   pormanent    repair. 

KDHUER,  J.  E.  ,     QOYD.B.C.  Region  3.    Chicago,    Office    of    tha    Director, 

79/11/SO.       lp. 

7712.1B0366   PNn-11 1-79-032:  on   791 129,  during    routine    RUrvel  1  lancg,  D  land 
seal*   on    three    hydraulic    snubbers   observed    U/BICDI* I ve 
leak  Ing.  Gauges    observed    an   piston   rods    where    inubbur*   pa«i 
through    housing    at    gland    seal    &    on    housing. 

DANIELBON,  D.  H.  ,     FIORELLI.O.  Region    3,     Chicago,     Dffict    of     the 

Director.       79/11/29.       lp. 


JEO0443  Notification    of   791213  meeting   ui/util    to    diicuas    IE  Dullctin 

!-oa  anchor   bolt    t>   base    plate   analijslG. 

1RDAN,  E-L-         Division    of  Reactor   Operations    Inspections.       79/12/il. 

if. 


ladle    operating    reports   i    related   corresp ondence 


!1 10319  Forwards    monthlv   operating    repts.    for    Nov    1979. 
\NDKE,  N.E.      Cnmmonuiealth  Edison   Co.       79/12/07.        lp. 


H2110S23  Monthlii    operating    rapts    for  Nov   1979. 
COOK,  J.  M.      Commonwealtli   Edison   Co.       79/13/07,        llpp. 


loportable   occurrences,     LERs    &   related   correspondence 


>1B0373  PNO-III-79-D1S: on   791015, cracking    In    faeduater    noizle-to- 

ipe    uelili    on   steam  generators   A   fc  0   veriPieil    by    radiographs 

iinj  M  ti   rtA   film.  Prevl  CDS    eiamination   using    different 

ichniques   t>   Film   found    welds    acceptable. 

)VD,D,C.,     HEISHMAN,  R.  F.  Region    3,     Chicago*     Office    of    thu 

[rector.      79/10/15.       lp. 

!3100«5   P.rjO-III-79-OiaA:  on    79IO17,  imp   tt    evaluation    ongoing    of 

in  car    indications,    in    feeduiater   nonle   to    pipe   uields.,  Meldi 

i    each    of    four    steam    generators    have   been   radiographed. 

inear    Indications   exist    in    feeduater  noiiln. 

'ES9AHD,F.L.  ,    HEISKMrtN,  R.  F.  Region  3,     Chicago.    Office    of   the 

.rector.       79/10/17.       2pp. 


DOCKET   SO-396  BROWNS   FERRY  NUCUEAfi  POWER    STATION,     UNIT  3 
F.     Security,    medical,    emergency   &    fire    protection    plans 

7912200023  Discusses   NRC   791109  meeting    re    emergency    preparedness    team 
review   objectives.  Provides    guidance    for    improving    licensee 
emergency    preparedness  tt   assuring    capability    of    offilte 
agencies   to   tale  appropriate   emergency   actions. 
GRIMES,  B.  K.       Emergency   Preparedness   Task   Force.       79/11/S3.       30pp. 

P.     Operating    license    stage    documents    b  correspondence 

79121O01H9   Discusses    NRC   791101    mooting    iu/repr»s«TitBt i ves    of    NSBH 
vendors.   &   fuel    suppliers    re    discussion    nf   respective 
portions    op   ECCS   evaluation   models    dealing    ui/fuel    cladding 
smelling   b   incidence    of   rupture .  Vendor    responses    end. 
EIBENMUT,  D.  O.         Division    of    Operating   neactori,       79/11/09.       65pp. 

— 7915100359  Respond*   to   NRC   791101    request   re  noncomp  1  iance    of 
Uastlnghouse   ECCS  evaluation  nodal    under    rt qulrements 
of    10CFR30  Apg   K. Evaluation   of    three    fuel   rod    models 
Indicates    no    safety    problems    far    Uestinghauii    plants. 
ANDERSON,  T.  M.       Ue&tinghouae  Electric    Corp.       79/11/02.       4pp. 

—7912100330  Responds    to  NfJC   791101    request  ft  ORNL   cladding    swelling    & 
rupture    data.Revieu   of    analytical    models    t*   te-sts    indicates 
compliance    u/lOCFRSO  App   K- Al  1   OE    tpecs    for   calculated    peak 
cladding    temp    remain   unchanged. 
DUCHKOLZ.R.  H.       Oeneral    Elactrlc   Co.       79/12/07.       2pp. 


'310099  FNa-IH-79-OiBD:  on  791023,  1  icensee   d-etermlned    linear 

idicatlons    In    feedyater    noiile    pipe  melds,    to    be    cracks. 

•acklng    estimated    depth    lese    than   0.170   inch.  Muetlnj 

:tisdulnd   79I02S    to   revieu  matter. 

ILLIAMS.C.C.  ,    STREETER,  J.  F.  -    HEISHMAN,  B.  F.  Region   3i    Chicago. 

!fle»    o*    the   Director.       79/1O/33.       2pp. 


-791H100407  ForuiardB  response    to    NHC   791101    request    re   rod    bunt    test 
data. Cancludev    that   data   properly    represented    by     fuel    models 
used    in  vendor    evaluation  model!    &   that   analyses    demonstrate 
all    criteria    of    10CFBSO-.  46    satisfied. 

PWBLEV,  O.F.      E«on  Nuclear   Co.,    Inc.     dub*,    of  Exxon  Corp.  ). 
79/11/O2.       Spp. 
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— 7912100496   Foruiards    addl     info    re    Gvaluation    of    impact    of   NRC    proposed 
rupture/blockage   model    used    In   vendor    evaluation  model. 
No   adverse    Impact    from  net)   rupture    burst   data    or   use    of   M)C 
rupture/blockage   model    on    licensing    calculation   results. 
OWBLEY.O.F.       Enon   Nuclear    Co..     Inc.     (subs,     af   E«ion   Corp,  K 
79/11/01.       32pp. 


— 7912050379    IE    Iiisp    Hepts    50-259/79-31    t-   50-26O/79-31    S.   50-2?fc/79-31    on 
791O02-Q5.  No    noncompl lanre    noted. Major    areas    inapec ted:  core 
thermal    power    cal  cula  t  Ion  s,  core   power    1  imi  ts,  radioactive 
discharge    9,    plant    operations. 

DANCE,  H.  C.  Region    3,     Atlanta.     Reactor   Operations    Nuclear 

Support    Oranch.       PRICE,  D.  5.  Region  2.    Atlanta,    Office   of    the 

Director.        79/10/26.         5pp. 


7-)1226001B  Responds    to   790629   t,   BO   submlttals   re   proposed   radiological 
effluent   Inch    Specs.  Requests    791506  meeting    u/util    In 
Bethesda,  MD.  Agenda    itama    end. 
1PPDLITO,  T.  A.  Operating    Reactors   Branch   3.       79/11/26.       4pp. 

7912040439    Informs   NRC    that   aa   member    of   BWR   ouinei-B    group, util    commits 
to  accept   tt    Implement    owners    group    positions    on    NUREQ-OH78, 
Items   2.  1.  3.  b    S,   2.  1.  9. 
H1LLS.L.M.       Tennessee   Valley    Authority.       79/11/29.       lp. 

79120SOSQB  Forwards    requested    amend    to  Licenses   DPR-33,  DPR-52  !.  DPR-6B, 
changing    Toch    Specs    to    reflect   Nuclear  Safety    Review  Board 
Class    I    tt   Class    II    feas    forthcoming. 
M1LLS.L.M.       Tennessee   Valley    Authority.       79/11/29.       2pj>. 

—7912030310  Proposed    changes    to   Tach    Specs,  reflecting    Nuclear   Safety 
Review  Board    charter. 
»      Tennessee   Valley    Authority.       79/11/29.       B4pp. 

7912130439  Fowards    Amend    2B   to   License   DPR-6B.  safety   .valuation  i. 
notice    of    issuance   b  availability. 
tPPOClTO,  T.  A.  Operation   Reactor*   Branch   3.       79/11/30.       2pp. 

--7912130706  Amend    2B   to   License   DPR-6B, changing   Tech    Speca    to 
incorporate    limiting    conditions    for    operation    during 
third    fuel    cycle   &    to  reflect    facility    mods    during 
currant   refueling    outage. 
IPPDLITO,  T.  A.  Operating    Reactors    Branch    3.       79/11/30.       49pp, 

— 7912130717   Safety    evaluation    supporting    Amend   SB    to   License   DPR-6B. 

*  Office    of   Nuclear   Reactor   Reflulation,       79/11/3O.       23pp. 

--79121307B4  Notice    of    issuance    fc   availability    of    Amend    29    to  License 
DPR-6S. 
IPPOLITOiT.  A.  Operating    Reactors   Branch    3.       79/11/3O.      2pp. 

7912130023   Notification   of   B00110  melting   ui/util    to   discuss    reporting 
l*v*I    of   util   QA   tc  manager  &   QA  review  of   documents. 
BPRAUL-J.Q.  Quality   Assurance   Branch.       79/12/05.       lp. 

79121304B2  Forwards    proposed    amend    to  Licenses    DPR-33.  DPR-52  ti   DPR-69 
to   changa   Tech    Specs   re    isolation   of   main   steam    lines 
follauina   main    steam    line   high    temp    logic    actuation. 
MILLB.L.M.       Tenn Valley    Authority.       79/12/QS.       2pp. 

~ 7912130309  Tech    Specs    revision   for    isolation    of   main    »team   linee. 
'»      Tennessee   Valley    Authority.       79/13/03.       2Opp. 

7912140273  Responds    to   791022    1 tr    re    containment    purglna    fc   venting 
during    normal    operation.  Forwards    commitment    to   operate*    in 
conformance  ui/NRC    interim   position    For   containment   purge   h 
vent  valve    operation. 
CROS8.J.L.      Tennessee  Valley   Authority.      79/12/10.      Spp. 

7912270231    Forwards   amends    to   Licenses   DPR-33i  BPR-32  ti  DPR-6B 
ehanaing   Tech    Specs   re   containment    integrated    l«l<   rata 
test. 
KILLB.L.H.       Tennessee   Valley    Authority.       79/12/17.       Bpp. 

—791327023*.  Revised   Pages   330   Si  S33   to  Tech   Specs   re    containment 
integrated    leak    rate   test. 

*  Tennessee   Valley    Authority.       79/12/17.       4pp. 

—7912270262   "Nuclear   Containment   Testing    for    TVA  Nuclear   Power  Plant*," 
presented    at   ANB  791111-16  uiinter   meeting. 

CLARKiK.H..    WH1TE,T.J.       Tennessee   Valley   Authority.       79/11/16. 
30pp. 

7912370927  Notifies    that. Unit   a  will    be    In    full    compliance   U/NUREO-0&7B 
short-term  requirements  by  SO0101. 
KILLS, L.H.       Tennessee   Valley    Authority,       79/12/19.       lp. 

O.     Intpection  reports,     IE  Bulletins   &   corraspondenca 

791H03036A  Foruarits    IE    Insp   Repts    50-239/79-31, 80-260/79-31    S. 
30-296/79-31    on  791002-03. No   noncomp 1  lance   noted. 

LEWIfl,  H.  C.  Region   2,    Atlanta,    Reactor   Pperations   Nuclear  Support 

Branch.       79/10/26.       2pp. 


7cM2Oc>0163    Forwards    IE    Info    Notitis    79-12A.     "Attempteil    Damage    to   New 
Fuel    Assemblies.  "    No    specific    action    or    response    required. 
0-nEILLV,  J.  P.  Region    2.    Atlanta,    Office    of    the  Director. 

79/11/09.         3pp. 

7912210203    Forwards    IE    Inap    Repta    50-259/79-32-30-360/79-33    & 
SO-296/79-33    on    79I016-1B   No   nontompl  iance    notad. 

MURPHY,  C.  E.  Region    2,    Atlanta,    Reactor  Construction  i  Engineering 

Support    Branch.        79/11/O9.        2pp, 

__  79I2210H1B    IE    Insp    Repts    50-259/79-33,50-260/79-32   t,    50-296/79-32    on 
791O16~IB,  No   noneomp  1  lance  noted.  Major   areas    inspected: 
thermal    sleeve   attachment    uield  s,  f  SEduiater   pump    shaft 
failures   &   observation   of    work    activities. 

VAN  DOORN.P.K.  Region    2,    Atlanta,    Office   of    the   Director. 

HERDTjA.H.  Region    2,     Atlanta,    Reactor  Conatruction   b 

Engineering    Support    Branch.        79/11/07.        3pp. 


7912070499   Forwards    IE    Infq    Notice  79-27 
Ruptures    at    Two   PWR   Plants.  " 
O'REILLY,  J-P.  Region   2,     Atlanta 

79/11/16.        Iflpp. 


Steam  Generator    Tub  H 
Offita   of    the  Director. 


7912100192    Forwards    IE    Info    Notice   79-28,     "Overloading    of   Structural 
Elements    DUB    to   Pipe   Support  Loads."   No  responsa   required. 
O'REILLY.  J.  P.  Region    2,     Atlanta,    Office   of    the  Director. 

79/11/11..        lp. 

79121  1O57S   Forwards    IE    Info    Notice   79-29,    "Loss   of  Nonaaf  aty-Related 
Reactor    Coolant   Sys    Instrumentation  During   Operation.  "  No 
specific    action    or    response   required. 

O'flElLLY,  J.  P.  Region    2,     Atlanta.    Office   of    the  Director. 

79/11/16,        2pp. 

7912060620   Forwards    IE  Circular   79-24,     "Proper    Installation  !<  Caller   of 
Corn   Spray    Pine    Break    Detection  Equipment   on  DHRs.  "    No 
response    required. 

O'REILLY.  J,  P.  Region   3,     Atlanta,    Office   Qf    the   Director. 

79/11/26.         lp. 

791319047H  Forwards  IE  Bulletin  79-27,  "Lous  of  Non-Class  IE 
Instrumentation  (.  Control  Pouier  By»  But  During  Operation." 
Written  response  required. 

O'REILLY,  J,  P.          Region   2,    Atlanta,    Office  of   the  Director. 
77/11/30.        lp. 

791H210202    Forwards    IE    Insp    Ropts    30-259/79-40,  50-260/79-40  t. 
3O-296/79-40    on   791113-16.  No   noneompl  lanca   noted.  Detai  Is 
withheld     Iref    10CFR2.790I.  ,„,,„.,„« 

KENNA,W.B.  Region   S,    Atlanta,    Safeguards  Branch.      79/12/05.       Bpp. 

—7912210312    IE   Insp    repts    5O-2B9/79-tO.  50-360/79-40,  50-296/79-10  on 
791113-16.  No   noncompllance  noted,  Major   areas    inspected: 
security    organliatiOTt.  Details    withheld    (ref   10CFR2.790). 
TILLMAM,  A.  RBgion    2,    Atlanta.    Office   of    the   Director. 

TuBIN.W.  J,  Regions.     Atlanta,    Safeguards  Branch.       79/12/04. 

lp. 

7912310316.  Forwards    IE    InfB    Notice   79-30,    "Reporting    of  Defects   b 
Noneomp  lioncesr  10CFRS1.  "   No   action  required. 
O'REILLY.  J.  P.  Region  2,     Atlanta,    Office   of   the  Director. 

79/12/06.       6pp. 

791220006.0  Forwards    IE   Bulletin  79-HB.     "Possible  Malfunction    of  Namco 
Model   EAISO  Limit    Switches    at  Elevated  Temps."   Action 
required. 

O'REILLY.  J-P.  Region  S<     Atlanta.    Office   of   the  Director. 

79/12/07,       3pp. 

79iaS30426;  Forwards    IE    Info    Notice   79-31,    "Use   of    Incorrect  Amplified 
Response   Spectra,  "   No   written   response  required. 
O'REILLY,  J.P.  Reflion  2,     Atlanta,    Office   of   the   Director. 

79/1B/13.       Spp. 

7912280130  Forwards    IE  Circular  79-23,    "Shock   Arrestor  Strut   A«sembl« 
Interference,"    No   written    response  r»qu*''")- 
u'REILLY.O-p;          .Region   2-    Atlanta,    Office   of    the  Director. 
79/1H/2O.       4pp. 
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Periodic    operating    reports    t,    related     correspondence 


P.     Operating    license    stage   documents  6    correspondence 


12140384   Forwards    monthly    operating    repts    for    Nov    1979. 
ADERCRDHJJ1E.  H.        Tennessee    Valley    Authority.        79/12/1O.         lp. 

7912110393   Monthly    operating    repts    for    Nav    1979. 

GREEN.  D.        TBTinesseB    Valley    Authority.        79/12/02.        33p. 

Bepartahle   occurrences!     LEIts   &   related    correspondents 

121B0299  PNO-I 1-79-007: on  791OQ7, supporting    chain    holding    tube  bundle 

from  RHn    sijs   heat   exchanger    bra*  HI  dropp  Ing    bundle   apprai    SO 

ft    bad     into    shell    of    heat    eneri-anger.  UHR    sy»    no-t    required 

far    operation    prior    tct  reactor    startup. 

PliICEfD.B..     DAHCE,II.€.  negimi    3,     Atlantor     Office    of    the    Director. 

79/10/09.        lp. 

12100213   PMO-1 1-77-034:  on   771127.  Hevi  si  an    2    emergency    responses 

c  tr   activated   ivfien  notified    by    TVA   of    planned    drill   TIT 

transport    of    radiuaste.  Inspectors    u/surVBy    oiuiprient 

dlspatchcif    to    site   of    simulated    accident. 

JOMEQ.D.  Region  2,    Atlanta,     Office    at    ttie   Director.       79/11/27. 

lp. 

'12190594  KD  50-29fi/79-19:  on    791E04, during    alimented    ultrasonic    inap 

of    core    spray    p  iping,  indication    located    adjacent    to 

safe-end    to   tore-    Epr-ag    pipe   uield.  Cau-sed    bij    strc-es    corrosion 

cracking. Piping    replaced   u/earbon    steel. 

rtHERCRDr1BlE,H.        Tennessee    Valloij    Authority.        79/12/OS.        If. 


'12270175   Foiruarda    LER    79-019/01T-Q. 
CALHOUN.  J,  R.       Tennessee   Valley    Authority. 


79/13/17.        lp. 


79122704H3  LER   79-019/GIT-Q:  on   791204, while    performing   ultrasonic    insp 
of   core    spray    piping i ind 1 cati on    Found1   adjacent    to    safe-eiid- 
to-core    spray    pipe    ueld   Da5-3-lB.Pois.lbly    caused    bij    stress 
corrosion   cracking    in    ot-ainless    steel    pipe. 
»•      Tennessee    Valley    Authority,       79/12/17.       2pp. 


'13270964   Forwards   LEfi    79-020/03L-3. 
CALHOUN.  J.  R.       THnnessea  Valley    Authority. 


79/1S/19.    tp. 


7912270574  LER  79-030/03L: on  791 130r during  refueling  outag e. secondary 
containment  integrity  last  when  bath  hatches  in  personnel 
air  lock  from  turbine  bid 5  to  reactor  bldj  opHned 
simultaneous  ID  For  19-a.  Causo-d  by  bent  door  lock  bolt. 
»  Tennessee  Valley  Authority.   79/13/19,   2pp. 


'1S2B03Q3  For 
CALHOUN.  J.  R. 


arda  LEP  77-021  /O1T-0. 
Tennessee  Valley  Authority, 


79/1S/21.        lp. 


79122B0507  LEH   79-OH1 /O1T-B: on   7912OS, foil  owing    refueling    outage   6  Unit 
3  return    to    avci  oiceaaive    drtjwall    laakage    occurred.  Caused    by 
IOOEE    tolts    around    hatch    door.  Holts    mere    ret ijbtensd    & 
a i[m mistral Ive   controls    initiated    to  verify    seal   uorthlne-aa. 
»      TcnnessBQ    Valloy    Authorltu.        79./ 12/31.        Epp. 


ICKET  50-a?7  NDBTH  CAJIOLINA   STATE   UNJV.     PULSTAR  REACTOR 
Gicuritv    madieali     amergoncy    ti    fire    protection    plans 

'1212O2O6  Foruarda   drjft   R«g    Guide    9.  XX.     "Qtd   Format  It  Cuntant    for 
LicensBE   Physical   SEcirrit-j    Plan    for  Prntnctinn   of   SNH  op 
MaderatB    or  Lou  Strategic   Significance."   M/o   encl. 
RE1D.R.H.  Operatlns    Hoactors    flranch    A     (Pre    79103O).        79/OS/23. 

app. 

Inspection   reports'     IE   DulletJiis    6  cinTEspondBrc.0 

'1S3102S3  Responds    to    IE  dullelin    79-J9.     "Packaging    op   Low  Lave! 
Baduastc    for  Transport  ti  JlurlaJ."    Bl  i  toon    shlpnentB   made    in 
Jan    1978-June    1V79- 
hORBAN,  I>.  U,       North  Carolina    State   Univ.       77/lS/Oi.       3fp. 


ICKET   SO-29H  CDOPEIt  tfl/CLEAR    BTATIQM 
Security!     medical,     emergency   &    fire    protection    plan-s 

'13200022   Discusses   NflC    791 1O9  meeting    re    E^trgency    preparedness   taam 
rsvleui  objectives.  Provldai    guid-ancs    for    improving    Ktensat 
anergencv    preparedness    &  asanrins    capability    of    affaito 
agencies    to    taka    approprieta    emergency    actions. 

.K.       Emiraencij    Praparednnsa   Tn»k    Force.       79/11/23.       30pp. 


7912140233   Fnruards    response    to     IE    Bulletin    79-14i     "Seismic    Analysis 
for   As-Dutlt   BafBtij-nelated   Piping    Sys.  "     In«p    results    for 
all    safety-related    sys    not    addressed    in  previous    rgiponiBi 
encl. 
PILANT.J.  M.      Habraska   Public   Pouer   District.       79/10/30.       3pp. 

79 121 00189  Diicusses   tJRC   791101    meeting    ui/r  upresentatlves    at   HSBS 
vsnilDrs  fc    -fuel    suppliers  re   discussion   of    respective 
portions    of  ECCS   evaluation  models   dealing   ul/fuel    cladding 
suelling   Ik    incidence   of    rupture,  Vein) pr   rBsponsec    encl. 
EISENHUTr  D.  0.          Oivlsioti    of   Operating    Reactors.        79/11/09.        A3pp. 

— 7912100255  Responds    to   NRC   791101    ntqjDst    r«    none omp llance    of 
Westlnghouie  ECCS  evaluation   model    undar   requirenenta 
of    10CFRSO  App    K.  Evaluation    of    three    fuel   Tod   nadala 
indicates  no   safety   prohloma    for  W«stinghouse   plants. 
ANDERSON,  T.  M.       Hestinghouse   Electric   Corp.       79/11/02.       4pp. 

— 7912100330  Responds    to  NRC    791101    request    re   OF! HI.    cladding    suelling   6 
rupture    data.Ravliu   of   analytical    models   b   test*    indicatai 
compliance  ui/10CFR30  App    K.  All    CE    specs    for   calculated    peak 
cladding    tamp   remain   unchanged. 
DUCHHQLZ.R.H.        General    Elactric    Co,        79/12/07.        2pp. 

— 7912100107  Forwards  response    to  NF1C   7911O1    request   r*  rod    burst   test 
data. Concludes    that   data    properly   represented    by    fuel  models 
used    in   vendor    evaluation  models   !>   that    analyses   demonstrata 
all    criteria   of    10CFF13Q.  Ab   satisfied. 

OUBLEV.e.F.       E«ion   Nuclear   Co.,     Int.     (subs,     of    Exion   Corp.). 
79/11/02.       Spp. 

— 7912100436  Forwards  add!    info    re    evaluation  of    Impact   at   NRC   proposed 
rupturB/blocfcage  model   used    in    vandor   evaluation  model. 
No  adverse   impact    from  neu  rupture    burst   data   or   use    of  NRC 
rupture/blockage  model    an    licenilng    calculation    raaults. 
OU5LEV.B.F.       Ei  i  on  Nuclear   Co.,     Inc.     (tubs,     of    El  ion  Corp.). 
79/11/O4.      2Hpp. 

7912170039  Notification   of  meeting    u/utils    in  flrownsvl 111. NG  fc  OmahaiNE 
to    discuss   me  post-THI    emergency    planning   acceptance 
criteria.  Agenda   encl. 
IPPQLITO,  T.A.  Operating    Hc-actarft    Branch   3.      79/11/16.       3pp. 

791S040291    Forwards   cojnmi tmants    to    follouup    action*  required    bv   NRC   a* 
result  of    TMI-2  revieu.  JustiPication    for    delay    in   direct 
Indication   uf   valve    position    achn-dule  b  (Fescrlption    of 
degree  of    compliance    included. 
FILflNT.  J.  M.      Nebraska  Public   Pou.r   District.       79/11/30.       Bpp. 

791&070329  Foruardi   add!    info   nn   short-term  TMI   Liatons  Learned    Task 
Force    requirements,  concerning    eme-rgoney   paw»ri  safety    valves 
&    diverse    tontalnment    isolation. 
PILANT.J.M.      Nsbrasko  Public    Power  District.       79/12/03.       Spp. 

79iai20SS9  Concurs   u/intert    of   HE  791130   Itr   to  NRC1 1 oroallilng 
ciomnl  tnent    to   perform    limited    number    of  addl    confirmatory 
full    scaln    condensation    oscillation    tasts. 
PILANT,  J.  M.      Hubraska  Public   Power   District.       79/13/04.       Ip. 

7912190549  Responds   to  NRC  790910  request   for   addl    info  Te    lo^*   of 
off  situ   oys  on  760223.  Four    Unas    last    feeding   345   IV 
suiitchyai'd   ring    bus    can-nocted    to    startup    t  ran  (former.  Couti. 
fault    on   313  kV  relay  fc    falso    relaying   ranulting    from  stopiK 
PILAMTiJ.  M.      Nebraska  Puhlic    Power   ni*trlet.       79/12/14.       3pp. 

791H330342  Commits    to    oporate    facility    in  accordancv  w/intarltn   position 
provided    in  NUREQ-O37H  rs   containment   purging   &  venting 
during  normal    operation.  Bctiedule    fnr    required  modi   mill    be 
avbmittnd    approl    EOO-101. 
PILANTiJ.  M.      Nebraska  Public    Pouur  District.       79/12/1B.       3pp. 

S.      Inspection  reports.     IE   Bulletins   fc   corra^pondence 

791H140219  Responds    to    IE   Bulletin    79-23,    "Potential   Failure   of 
Enerijoncu    Dlees!    Generator   Field   Exeitor    Trans  Former.  "   No 
direct  connection   cuiiti   betwaen   neutrals   ef   eicitotlan 
pouter    transformer  St   emergency    dieeel    generator. 
P1LAWT.J.  H.      Hsbraska  Public    Power  District.       79/09/2S.       lp. 

791H110I33  Forwards   IE   Bulletin    79-17,  Revision    1,     "Pipie   cracks    in 
Stagnant   Berated   Water  Sys    at    PUR  Plants.  "   Ho  wi-litnn 
reopotiae   required. 

SEYFRlTiK.  V.  Region  -4,    Dalian     OPfiee    of    the  Director,      79/10/29. 

lp. 
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7912120564  Forward*  IE  Bulletin  79-33.  "Failures  of  West inghouss  BFD 
Relays  in  Safety-Related  Sy*.  "  Action  required. 

SEYFRIT,K.  V.     Region  4.  Dallas,  Office  of  the  Director.   79/11/02. 
Ip. 

791219002i  Forward*  IE  Circular  79-22,  "StroVe  Times  for  Power  Operated 
Relief  Valve*.  "  No  written  response  required. 

SEYFRIT.K.  V.     Region  4,  Dallas,  Office  of  the  Director.   79/11/14. 
If. 

7912120553  Forwards  IE  Bulletin  79-26,  "Boron  Loss  From  BUR  Control 
Blad**.  "  Rasponsa  required. 
SEYFRIT.K.  V.     Region  4,  Dallas,  Office  of  the  Director.   7V/ 11/20. 


— 7912310450  LER  79-034/O3L-0: on  791107. base  for  diesel  generator  2  lubt 
all  header  to  cam  chain  tensloner  broke. Caused  by  hosa 
proilmitij  to  can  chain  b  tcnsioner  sprocket.  Hose  replaced  I, 
clamped  away  from  cam  chain. 
DDAN.P.F.   Nebraska  Public  Power  District.   79/12/06.   Ip. 


791Z3104S7  Forwards  LER  79-033/03L-O. 

LESSOR, L.C,   Nebraska  Public  Power  District. 


77/13/07.   3pp. 


— 79123104i7  LER  79-035/03L-Q:  on  791 109,  during  core  spray  operability 
surveillance  procedure, C8-MO-12A  valve  would  not  open 
electrically.  Caused  by  failure  of  aiial  movement  on  uiorm  let 
clutch  collar.  Valva  repaired. 
FLflNNIOAN,  R.  D.   Nebraska  Public  Power  District.   79/13/07.   Ip. 


79181104B4  Notifies  that  NRC  Intends  to  routinely  forward  to 
appropriate  state  public  utll  regulatory  groups  b  state  atty 
general  ofcs  copies  of  escalated  enforcement  correspondence 
sent  by  NRC  to  licensees. 
SEYFRIT.K.  V.     Region  4,  Dallas,  Office  of  the  Director.   79/11/26. 


7912190141  Orants  791100  re quoit  for  extension  until  mid-Mar  I960  to 
antwer  Item  3  of  IE  Bulletin  79-14.  Orants  extension  until 
SQ02E9  to  complete  AE  asieesment  of  Isometric  drawings 
resulting  from  past  imps, 

"*.  V,     Region  4,  Dallas,  Office  of  the  Director.   77/11/3&, 


—  7913190150  Requests  extension  to  mid-Mar  19QO  to  verify  remaining 
'iiometrle  piping  drawing  to  complete  response  to  IE  Bulletin 
79-14.  "Seismic  Analysis  for  As-Built  Baf  ety-R»lated  Piping 
Syi.  " 
PILANT.-J.M,   Nebraska.  Public  Power  District.   79/11/08.   2pp. 

791219Q1B9  Forwards  IE  Bulletin  79-37,  "Lose  of  Non-Clans  IE 
Instrumentation  It  Control  Power  Syi  Bus  During  Operation.  " 
Written  response  required. 
SEYFRIT.K.  V.     Region  4,  D«ll«i,  Office  oP  the  Dtr«ctor.   79/11  /GO, 


fl.  Periodic  operating  reports  &  related  correspondence 

7912110395  Faruards  monthly  operating  rapt  for  Nov  1979. 

LESSCm,L.C.   Nebraska  Public  Power  District.   79/12/O7.   Ip. 

—  791S140399  Monthly  operating  rept  for  Nov  1979. 

BAULINOER.P.  L.   Nibratka  Public  Power  DUtriet.   7W1B/07.   4pp. 


7712310443  Forwards  LER  79-036/03L-0. 

LESSOR. L.  C.   Nebraska  Public  Power  District. 


79/12/10.   2pp. 


—7912310444  LER  79-036/03L-0:  on  791110,  four  ciillnder  sleeves  in  diesel 
generator  2  damaged  during  surveillance  test. Cause  under 
investigation.  Damaged  parts  replaced  b  cylinders  inspected. 
DDAN.P.F.   Nebraska  Public  Power  District.   79/12/10.   Ip. 

7912310433  Forwards  LER  79-037/03L-0. 

LESSOR,  L.  C.   Nebraska  Public  Power  District.   79/12/1B.   2pp. 

--7912310440  LER  79-037/03L-0: on  791113,  diesel  Genorator  1  failed  to 
start. Caused  by  silencer  bypass  solenoid  stopping  in  mid- 
position  due  to  Insufficient  air  supply. Valve  opened  Ii  air 
supply  capped. Sys  mill  be  modified. 
PHILLIPS,  D.L,   Nebraska  Public  Power  District.   79/12/12.   Ip. 


DOCKET  30-301  POINT  DEACH  NUCLEAR  PLANT,  UNIT  3 

F.  Security,  medical,  emergency  &  fire  protection  plans 

7912200022  Discusses  NRC  791109  meeting  re  emergency  preparedness  team 
review  objectives.  Provides  guidance  for  improving  licensee 
emergency  preparedness  d  assuring  capability  of  offsite 
agnncies  to  take  appropriate  emergency  actions. 
ORlMEBiB.  K.   Emergency  Preparedness  Tas*  Force.   79/11/23.   30pp. 

7912130293  Forwards  Revision  11  to  emergency  plan  manual,  requiring  that 
NRC  be.  notified  within  1-h  of  initiation  of  onaite 
evacuation  plan  fc  Implementing  temporary  support  etrs 
w/dedlcated  phone  line  to  NRC. 
FAY,  C.  W.   Wisconsin  Electric  Power  Co.   79/12/06.   3pp. 


8,  RHpurtable  occurrenctti  LERs  t>  related  corraapondenea 

7912200019  PNO-IV-79~014:on  791114- reactor  taken  off  lini  due  to 
Inability  to  determine  cause  of  *margency  diesel  generator  2 
Malfunction. 

CONSTABLE,  I.  ,  HESTERMAN,  1.  F.   Office  of  Inspection  t  Enforcamsnt, 
Office  of  the  Director.   79/11/18.   Ip. 


7912130387  Forward!  LER  79-030/03L-0. 

LEBSORiL.C.   Nebraska  Public  Pouar  Dlitrlct.   79/11/20. 


2pp. 


— 7912130303  Revision   11   to   emergency   plan  manual. 

#     Wisconsin  Electric  Power  Co.      79/10/22.      100pp. 

7913120230  Submits    Info   re  modified   amended   security   plan. Info  withheld 
(ref   10CFR2.  790t. 
BURBTGIN,  B,      Wisconsin  Electric   Power  Co.      79/12/07.       Ip. 

7912270499  Forwards   Revision   12   to   emergency   plan  manual.  Page   change 
Instructions   provided. 
FAY.  C.H.      Wisconsin  Electric   Power  Co.      79/1H/17.      2pp. 


— 77121303B9  LER   79-030/03L-Q; on  791031iWhIle   pumping   uatar   from  torus   to 
radufiitfli  dryiiiell-to-torus    dif  Ferential   pretiure   dropped 
balou  Tich   Specs.  Causad   by   nltrogan   pranure   Farcing   water 
from   dounconiers   to   f'luw   to   torus. 
PHILLIPSiD.L.      Nebraska   Public   Power   District.       79/11/20.       Ip. 


7912130391   Forwards   LER   79-033/03L-0. 

LEBBDR.L.C.       NabrNska  Public   Power   District. 


79/U/ai.      2pp. 


— 7912130393  LER   79-032 /03L-O: on   791026i  during   normal    operation. doors   to 
HPCI   b  RHR   Bfcp   pump   room*    left   a fan  u/o    fire   uatch.  Caused   fay 
ptnonnol   error.  Occurrence  diicussad  ui/persnnnel   involved. 
Fire   doors   controlled   by    procedure   potted   w/slgns. 
LAVfflENGE, L.  1,       Nebraska  Public   Power   District,       79/11/81.      3pp. 

7712310439  Forwardi  LEfi  7?~033/03L-0. 

LESSOR,  L.C.       Nebraska   Public   Power   District.       79/12/06.      3pp. 

—7912310437  LER  79-033/O3L-0: on  791109,  lurvalllance  procedure  re  dl»»al  • 
B«nsr*tor  operabtllty  not  performed  on  diatel  genarBtor  1. 
Pamonnel    under   Impreseion   dlestl    generator   2  would   not   b* 
made  operibla. Tast  performed   follaulng  day. 
WILUIAM8,  M,  0,       Nebraska   Public   Power   District.      77/12/O6.       Ip. 

7912310447  Forward*  LER  79-034/03L-0. 

LEBBOfl,  L.  C.      Nebraska  Public   Power   District.       77/12/06.      2pp. 


— 7912270300  Revision   12  to   emergency   plan  manual.  Page   change   instruction 
It  supporting   Itr   end. 
«     Wisconsin  Electric   Power   Co.      77/12/17.       llpp. 

7912310217  Dlccusses   evaluation   of   incomplete   items   identified   in 
790802   fire   protection   safety   evaluation. Licensee   submitted 
Info  re  brigade  shift  ilia  on  771001  b  basis  for  staff 
assignments   on  790H21. Proposed   Fire  brigade   acceptable. 
LAINAS.O.  Plant  Systems   Branch.      79/13/17.      4pp. 

7912270191   Forwards  rept,    "Fire  Detector  Location  Plan.  "   mod   to   firo 
protection  plan.  Raquests  comment. 
FAV.  C.  H.      Wisconsin  Electric  Power  Co.      79/1S/20.      2pp. 

— 7912270196   "Fire   Detector  Location  Plan,"   mod   to   fire   protection   plan. 
»     Wisconsin  Electric  Pouier   Co.      79/12/20.      53pp. 

0.    Adjudicatory   corratpondence 

771211003B  Confirms   receipt   of   encl   790329  petition   to   suipund   OLs    for 
all   PWRs.Formarda  FR  notice   Indicating   that   petition  uill   be 
treated    in  accordance  W10CFR2, 204, 
DENTGN.H.R.      Office   of  Nuclear  Reactor  Regulation.      79/11/83.      Ip. 


DOCKETED  ITEMS 


J1S110126    Notice    nf    request     For    action   pursuant    to    1OCFRS   30i 
Environ    Coalition    on    Nuclear    Pouer    790329    petition 
requesting     suspension    of    ail    OLs     for    PWR-a. 

J1ULLER.  D.  R.        Office    of    Nuclear    Reactor    Rogulati  an.        79/11/23. 
3Bp|>. 


3140&33  Request*  that  Future  hears 
anarators., be  held  in  Hani touac.UI. 
3TES.J  LakeshoTe  Citliens  fop  S; 


fa    Energy-        79/1  !/29. 


3S8Q154   Opposition    to   MI    Environ    Decade    Ine    791126   petition    to 
itervuna   «.    request    tor    hear  ing. Request    premature    since 
-oceed ing    not    yet     Ini ti ated. I F    hearing    required    r»    amend, 
3LD   mult    be    appointed    to   ru 1  a    on    petition 
'NEJLLi  J.  H.        Wisconsin    Electric    Fewer    Co.        79/12/O7.        7pp. 


[•respond  anco 


JI3047B   Requtata    NRC    investigation    at    safety    aspects    of    steam    tube 

inerator    leaks.  Ho eti.ng    should    be    held    to    Inform  pui lie    of 

1  nding  5-. 

3TES.  J.       Lakeahore    Citiiens    for   Sa  f  a   Energy.       79/  II  /O7.       lp. 

Ipara  t  ing    license    stage    documents    tc   coj-reapondence 

.Q9034B    "Summary    of    Operating    E*perlence    W/Rsc  isolating    Steam 
inarators.  " 

:SENHUT.B.  0.  Division    of    Operating    Reactors.        fWl  EQ-Q523. 

'/01/31.        B9pp. 

IQ5DI93   Discusses   NR.C   review  of   LERa   Sc  Tech   Spec    r equirements    re 
iittrol   DPI    sus    at   Uesbingh  QUSB   PHRs.  Request!    T*ch    Specs 
'Vieiu    to    ensure    requirement    for    rod    maint    to  within   +/-    IS 
•  epa    indicated    b  I1PI    sys    verified    accurate   oil  thin    12   steps. 
'HMENCEfi.A  Operating    Reactors    Branch    1,       77/10/29.       7pp. 

!13060B   Submits    partial    response    to    790931    Itr    ra    sJiort-tarm   fe 
Tig-tern   requirements    for    auxiliary    Feadu-ater    »ya.  Requests 
tension    until    300131    for    remaining    requ i rements. 
iX.C.  W,       Wisconsin   Electric    Pouer    Co.       79/10/29.       4pp. 

IO01B9  Discusses   NRC    791101    meeting    iWr*prescntativ»s    of  N9BS 

ndori  t<    Fuel    suppliers    re    discussion   of    respective 

i-tloni    oP   ECCS    evaluation    models    dealing    ui/fuel    cladding 

elllng   &    Incidence    of  rupture.  Vendor    ruupoinen    ancl. 

SEHHUT,  D   0.          Divi>io-n    of    Operating    Reactors.       79/11/09.       63pp. 

12100253   Responds    to    NRC   7911O1    reijuest   TB    noncoraplianee   oP 
Weitlnghouie   ECCS   evaluation   modal    under    requirement  a 
of    10CFR9D  App    K,.  Evaluation   of    three    fuel    rod    models 
indicates    no    aafatu    problems    for   Wra  t  i-nghouse    plants, 
ANDERSON. T.  H.        Meetinghouse    Electric    Corp.        79/11/02.        4pp. 

12)00330   Responds    to    NRC   7911O1    retu«»t    re   GRNL   cladding    smelling   b 
rupture    ifata.Revleu    of   analytical    models    &    tests    Indicates 
compliance   U/1OCFR5Q   App    K.A11   -OE    saeci    for    calculated    peak 
cladding    trmp    remain    unchanged. 
BUCHHOLZjR.  H.       Ueneral    Elettric    Co.       79/13/07.       Hpp. 

12100407   Fonuards    response    to   NRC    791101    request    re  rod   burst    teat 

da  ta.  Conn  ludes    that   data   properly    repreientffd    bij    fuel    models 

used    In   vendor    evaluation  no-deli    t*   that   analyiei    demonstrate 

all    criteria   of    10CFR30. 46    *atiified. 

DHBLEY.e.F.       Exjon   Nuclear   Co.,     Int.      lsub«.     of   Euan   Corp.). 

79/11/02.       3pp. 

121QO496  Forwards    add]    info    re   evaluation    of    Impact   of    NRC    proposed 

rupture/blockage   model    used    in  vendor    evaluation  model, 

•Jo   adverse    impact    From  new  Tup-ture   burst    data    or    use    of    NRC 

rupture/bloctage   model    on    licensing    ca Iculallon  r«*ul t». 

JH3tEV,  O,  F.       Ei  i  on    Hue  1  ear    Co.,     Inc.     4suba.     oF   E»on   Corp.), 

^9/11/04.       S3fp. 

1S0474    Advises    that    supplsmental    info   re    lesions    learned    info   uill 
forwarded   791127. 
f.C.W.       Wisconsici    Electric   Power    Co.       79/11/30.       !p. 

>30I7I    Acfc    receipt    ttf   NflC    791030  request    For    payment   re   approval    of 

:h   Bpec    Chang*  bl.No    change   occurred    to    reporting    level 

1    radlochemical    engineer    tc   health    physicist   to    uarrant 

O3Q  r*c lasslf icatlon  as  Class   til   faa. 

'iC.M.       Wisconsin   Elactric    Power    Co.       79/11/21.       2pp. 


791S130013   Summaru    of    791119    telton    u/util    ra     propo»ed     BtheduU    for 
implementation   of   Lessons    Learned    Task    Force 
TBcomendations. 
TftAtlMELL,  C.  M.  Operating    Reactors    Branch    1.        79/13/06.        6pp. 

791314O369    Responds    to    790917     Itr    re    commitment    to    EPA   U    fuel    cycle 
std.  Facility    already    in    compliance    ui/procmJura    comparing 
actual    quantity    of   radioactive    matl    rcleaaed    u/doae    design 
ohjo-ctivBB    of    tode. 
FAY,  C.  H.        Wisconsin   Electric    Paiuer    Co.        79/13/06.        2pp. 

79121BO57B   Notifies    that    NRC    radiation    safety    certification    is 
acceptable    in    lieu   of    util    safety    program, 
FAY.  C.  H.        Wiscnnsin   Electric    Poiuer    Co,        79/12/06.        lp. 

791219O563    Requests    retons  i  deration    of     lit  urine     fee    applicability    to 
790710  Tech    Bpec    change   requested    re    qual  if  Icatinn 
requirements    for   radiation   safety    manager.  Change    originally 
requested    by    NRC.  No    safety    issue    involved. 
FAY.C.W.        Wisconsin    Electric    Poiuer    Co.        79/12/1O.        2pp. 

7912210143   Forwards   response    to  NflC   791004   requeat    for    addl    info    on 
inservice    Insp    8c   testing    program.  Overs!  IB   draullnfl    end. 
FAV.C.  W.        Wisconsin   Electric    Poiuer    Co.        79/12/14.        6pp. 

7913370300  Submits   addl    info    for   NHC   review   of    Tech    Spec   Change   iO 
For    operation   at  reduced    primary    sys    operating    pressure. 
FAY.C.H.       Wisconsin  Electric    Power    Co.       79/12/14.       5pp. 

7912270430  Responds    to  NRC   791210   request    for   addl    info    on   TMI    Lessons 
Learned   Task    Force   recommendations   ra    auxiliary    feeduiater 
sys.  Oversize    drawings   available    in   Central   Files. 
FAY.C.W.      'Wisconsin  Electric    Power    Co.       79/13/17.       2pp. 

79135BO554  Forwards  modified    response    to   previous    commitment    to 
implement    NUREO-0370.  Uti  1    will    provide   alarms    in   addition    to 
eiiiting   position    indication    for   power    operated    relief 
valves    for   both    unltfl. 

Wisconsin   Electric    Pouer    Co.       79/13/17.       4pp. 


7912370206  Requests   amend    to  Licenses   DPH-S4  t    DPR-27    incorporating 
changei    in  Tech    Specs    re    rod    bou  !<  Bettion    15.3.  10 
c  larif  tcatlon.  Fae    end. 

Wiaconain    Electric    Poiuer   Co.       79/13/19.       4pp. 


—  7912270220  Ravl&ed   Pages    IS.  1-4    through    19.3.  10-16    far   proposed    amend 

to    Tech    Specs    re    control    rod   b  power    distribution    limits. 
»     Wiscansin  ElDctrie  Power  Co.      77/12/19.      20pp. 

79  12S3  06-01   Advises    that    seal    ring    ttiould    be   removed    Following    each 
refueling    outage   by   raising    ring    more    than    1H  ft   abovo 
c-avltv    Floor,  in    response    to   NRC    791003  requeat.Utll    does   not 
concur   w/NRC    belief    that   ring    could    becoma   mlasile. 
BUR3TEIN,  3        Wisconsin    Electric    Power   Co.       77/12/20.       lp. 

7913370492  Poruards  mod    to    Tech   Bpec    Changs  Renueat  60. 

nUHBTEIN.B.       Wiaconsin    Electric    Poiuer   Co.       79/12/31.       3pp, 

—  771327O499  Proposed   Toch   Spec   Page    13.2.3-2  reflecting    mod    to   Tech   Spec 

Change  Requast    60.  Provides    addl    operating   mar  j  in   between 

proposed    primary    lys    pressure    EC   loiu   prassuriiwr    reactor    trip 

setpoint. 

*      Utsconsln  Electric   Power   Co.       79/12/31-       lp. 

0.     Inspection  reports     IE  Bulletins   b   correspondence 

791K2A0094  Foruards    IE    Insp    fiepts    30-366/79-10   (>  SO-30t/79-17   on 
791023-24.  No    noncompl  lance   noted. 

DAVIBrA,  B.  Region   3,    Chicago,    Fuel    Facllltu    EC  Materials   Bafaty 

Branch.      79/11/09,      3pp. 

--79I326009B    IE    Insp   Repts    30-366/79-19  &    30-301/79-17    on   791023-84.  No 
noncompliance    noted.  Major   areas    inspected:  confirmatory 
mt'iurcinenti   &   radiological    environ    protection. 

EfiSID.T.H.,     OEBTMANN.  M.  J.  ,     ROVTEK,  C.  Region    3,    Chicago,    Office 

of    the   Director,       79/11/OB.       Bpp. 

79ia05O15o  Forurards    IE  Circular    79-23,     "Stroke    Tines    for  Pouiar   Operated 
Relief   Valvas.  "   No   reip«ns.e   required. 

KEPPLER,J.  0.  Region    3,     Chicago,    OFflca    of    the    Diractor.       79/11/16. 

(p. 


130172  Respond*    to  NRC  791123   tclcon    re  revised   ECCB  reanalyjis    Far 

'an  generator    tuaaa    plugged    up    to    IBS. 

:STE1N.B.       Wisconsin   Electric   Poiuar   Co.       79/11/26.       2pp. 


7912100249  Forwards    IE   Info    Notice    79-HB,     "Overloading    of  Structural 
Element!  Due    to  Pipe  Support    Loads."    No    raiponse    required. 
KEPPLER.J,  0.  Region    3.     Chicago,    Office   of    the    Director.       79/11/16. 
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7912110593   Forwards    IE    Info    Notice    79-39.     "Loss    of    NonsaFety-Ritlated 
Reactor   Coolant    Sy  i    Instrumentation    During   Operation."   No 
specific    action    or   response   required. 

KEPPLER.J.Q.  Ragion    3,     Chicago'     DfficB    of    the    Director         79/11/16 

Ip. 

7912310139  Respond*    to    IE  Bulletin   79-13.     "Cracking    In   Foeduater   5ys 
Piplno.  "    Outlinas   Unit    1    insp    (.   repair. 
FAY.C.W.        Wisconsin    Electric    PDIUBT    Co.        79/11/19.        3pp. 

79120S0414  Forwards    IE  Bulletin   79-24,     "Boron  Lo»s   From   BUR   Control 
Blades.  "    No   response   roquired. 
KEPPLER,J.O.  Region   3,    Chicajo,     Office    of    the    Director.       79/11/20 


791B100447  Forwards    IE  Circular    77-34,     "Proper    Installation   i.  Calibr   of 
Core   Sprau   Pipe   Break    Detection    Equipment    on   BHRs.  "   No 
written   response    required. 

KEPPLER.J.G.  Region    3,     Chicago,     Office    of    the    Director.        79/11/26 

Ip. 

7912H0243  Forward*    IE  Circular    79-23,     "Motor   Starters    t   Contactors 
Failed    to  Operate."   No   written   response   required. 
KEPPLER,  J.  0.  Region   3,    Chicago,    Office    of    the   Director.       79/11/06 


7912110448  Notifies    that   NRC    intends    to   routinely    forward    to 
appropriate    state    public    util    regulatory    group*   &   state    atty 
oenaral    ofc»    copies    of    escalated    enforcement    correspondence 
tent    bu   NRC    to    licensees. 

KEPPLERiJ.O.  Region   3,    Chlcagu,    Office   of    the   Director.       79/11/83 

Ip. 

7912190233  Forward*  IE  DolUtln  79-27,  "Loss  at  Non-Class  IE 
Instrumentation  &  Control  Power  Sijs  Qua  During  Operation." 
Written  rtspons*  required. 

KEPPLER,  J.O.  Region   3,    Chicago,    Office   of    the   Director.       79/11/30 

Ip. 

7912200QB7  Responds    to    IE  Bulletin   79-17.  Required    piping    xami  nations 
completed   791012.  No   abnormal!  ties    found.  Forwards    final    rept 
on   piping    axamlna  tlon»,  W/o    encl. 
FAYiC.H.       Hlsconiln  Eltetrlc   Powar    Co.       79/11/30.       2pp. 

7912210144   Ack  receipt    of   791022    Itr   re    inspector   access.  Response   uill 

be    forwarded  upon    cdmplatlon   of    review, 

KEPPLEH,  J.O.  Region    3.    Chlcagp,    Office    of    ttia   Director.       79/13/03 

Ip. 

7912140106  Forward.    IE    Info  Notice    79-30,     "Reporting    of  »ef»cts   t< 
NoncompliancBt,  IOCFR21.  "  No  action   or   response   required. 
KEPPLER.J.Q.  Region   3,    Chicago,    Office    of    the   Director.       79/12/06 


791BBB0630  Forward*    30-dau    response      to    IE  Bulletin   79-02,  Revision  2, 
"Pipe   Support   Base   Plate    Designs    Using   Concrete   Expansion 
Anchor   Bolts."   Accessible    support    testing    complete.  Sample 
Insp    of    small    pipe   supports    shams    more    testing    not   needed, 
FAY.  C.  H.       Wisconsin   Electric   Power   Co.       79/12/07.       6pp. 


?r?*    'E  iull"**t  7'"2Q,     "Pos.ible   Malfunction   of   Namco 
imit    Switches    at   Elevated    Temps."   Action 

Region   3,    Chicago,    Office   of    th*   Director.       79/12/10 


a    CBYBTAL    "IVER   NUCLEAR   PLANT.     UNIT    3 
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Model 

required. 
KEPPLER,  J.  0. 
Ip. 


H-^Periodic    operating   reports    t>  ralatBd    correspondence 

79121B0446  Forwards    monthlu    operating    rept    for   Nov    1979 
BUR8TEIN.  B.       Wisconsin  Electric    Power   Co.       79/12/10.       Ip. 

—  7912190449  Monthly    operatino   rept    far   Nav    1979 

BURSTE1N,B.       Wisconsin   Electric    Power   Co.       79/12/09,       10pp. 

T.     Hearing    transcripts    on    nnn-antl  trust   matters 

7712100210  Transcript   of  7911HB  public   meeting    in  HaBhinoton,  DC, 
»     Commission.      79/1  1/2B.      93pp. 

—7912100217  Submits    proposed    schadule    for   7911BB   briefing    re    ateam 
genarator    tube    degradation.  Vieugraphs    •ncl, 
BICKWIT,  L.       Office    of    the   Heneral    Counsel.       79/11/2B.       IQpp. 


l  ««...,    NSC    771109   matin 

reviey   objectives.  Provides    ouidance    for    improving     licensee 
emergencu    prsparednosa   I,   assuring   capability    of    oFfsite 
agencies    to    take   appropriate   emergency   actions. 
QfilMES.B.  P..        Emergency    Preparedness    Task    Force.         79/11/33 


e«rg.«c«    prep.rte-1....    team 


3Opp. 


7912130201    Foruartfs   addl    design   drflulnBS    for    fire   prDtectlon   mnds.  In 
response    to    NfIC   790727  request   per    safety    evaluation    in 
Amend    23    of    OL.  Descri  p  tl  en    of    fire    detection    sua     end 
Draining*    available    In   Central   Files   nnlu 
SAYNARD.P.  V.        Florida    Power   Corp.        79/13/O6.         Upp. 

7913200094   Responds    to   790B17    Itr    re    security    training    fc 

qualification    plan.  Approval    or   amend    fee   of  *4,  OOO  required 

before   final    rovleui  of    plan   by   NRC. 

D1GQB.R.M.  License    Fee  Management  Branch.        79/12/07.       Ip. 

7-?ia2i0249   Forwards   adtfl    info   concernins    fir»   proflram  re  alternate   safe 
srtutdoun    capability   proposed   mud,  in   response    to    NRC   79Q911 
request. 
HANCOCK,  J.  A.       Florida   Power  Corp.       79/12/17.       3pp. 

—7912260254    "ays    Instrumentation  I-  Controls    Required   to  Go   to  Shutdown 
from  Outside   Control    Boom.  " 
»      Florida    Pouer    Corp.        79/12/17.        19pp. 

791S310S33  Forwards   draft   version   of   uogradud    emergency    plan    in 
™?£Tian"   lu''pt)rfflat   of    R^g   Guide    1.101,  in  roapanse    to  NUC 
791010   request.  Draft   Procedure   NSSD-17,     "DF-fslle 
Radiological    Support  Plan"    end. 
MOORE.  O.C.       Florida  Power    Corp.       79/12/57.       3pp. 

--7912310336  Draft   Procedure    17,    "Offslte  Radiological   Support   Plan    " 
*      Florida    Power  Corp.       79/12/20.       10pp. 

—  7912310340  Draft    "Emergency   Procedure  EM-100.  " 
«t      Florida    Power  Corp,       79/1S/27.      BSOpp. 

0.     Adjudicatary    correspondence 

79-121B0327  Request,    that    NUC    take    immeilUte   action    to   shut    down 
Facility. 
PUTNEY.L.W,        Putney,  L.  W.        79/ll/Oi.        Bpp. 

7912110039  Confirms   receipt   of   encl    79033?  petition    to  suspend    DLS    for 
all   PHRs.  Foruiards   FR   notice    indicating    that    petition  uill    He 
treated    In    accordance   ui/10CFR2.  206. 
DENTON,H.R.       Office   of   Nuclear  Reactor  Regulation.       79/11/23.       Ip. 


oti«   °f  request    for   action   pursuant    to    10CFR3,  206  r* 
Environ  Coalition   on  Nuclear  Power   7903E9    petition 
requesting    suspension    of   all   OLs    for  PWRs. 

MULLER,  D.  R,       Office   of   Nuclear  Reactor  Regulation.       79/11/33 
3upp. 

H.     Oeneral    corresnondence 

79I2S00434  Responds   to  79I10i    Itr   re    safety    of   nuclear   pounr  plants. 
Facility   36  milas:    from  nearest   population   ctr   of    23,000  or 
more.  Lesions    learned    from  Trll    accident  mill    ba    reviewed   b 
evaluated    to    assess   need    fgr   new  safety  margins. 
DENTON.H.R.       Office   of  Nuclear   Reactor  Regulation,       79/12/05.       2pp. 

J.     Insurance   &    indemnity    information 

7B091903SO   Informs    recipient    of   Duke  Power  Co   7B070S   request   tn  modify 
mtatlon    Indemnity    Agrtsment    B-44   to   permit  receipt    b 
pOKssslon    of    4    fuel    assemblies    from  Crystal    River    a 
facility. 

FAIRTILE.M.  B.  Operating   Reactors   Branch    4    (Prs    790623), 

78/O9/14.       2pp. 

7912190629  ForwanH    eocuted   Amend  7   to    Indsmtiitii    Aoreement   B-54, 
modifying   prefatory    language  re    transportation    of 
radioactive   mat). 
FHEITAO,  J.  D.       Florida   Pouer   Corp.       79/1H/13.       3pp. 
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P.  Operating  license  stage  docum 


7911090348  "Summary  of  Operating  Eipcriencc  H/Roc  irculating  Stea 

EIBEWHUT^D.G. 
79/01/31.   B9pp. 


EIBEWHUT^D.G.    Division  of  Operating  Reactors.   NUHEO-OD23. 


90248  Forwards  Revision  1  to  790002  submittal  «'«»««Ion  °f 
f.renc-s  between  Revisions  O  t.  \.  Also  Forwards  Oi^ert 
ociates  790924  Itr.  All  but  four  required  insps  conducted 


7912190248 
diff. 
Assoc 

fqr  safety-related  piping   listed  in   r. 
STEWART.  U.  P.   Florida  Fouler  Corp.   79/10/30.   17pp. 


7913310070  ftck  790B31  Itrs  andorsing  BbU  generic  rept  BAH-1BA4, 
"Integrated  Control  Sgs  Reliability  Analysis,"  t,  requests 

REID.R'V'    Dperatlnfi  Hectors  Branch  4.   79/11/07.   13pp. 


7912130101  Fsrwards  sugary 


of    Teknelron   Research, Inc    study    of 

TT«uTatoru"p»rfOTfflanee   evaluation  6  Teknekron  draft   rept  re 
operating   reactors  ui/BiW  nuclear    steam  supply    syi. (Inquests 
comments.  W/0    encl. 
STELLO, V.      Office   of    Inspect 
Director.       79/11/OB.       3pp. 


Enforcament.  Office  of  the 


79131001B9  Discusses  NRC  7911O1  meeting  ^/representatives  of  NSBS 
vendors  (.  fuel  suppliers  re  discussion  of  respective 
portions  of  ECCS  evaluation  models  dealing  u/fuel  cladding 
•bulling  t.  incidence  of  rup  lure.  Vendor  responses  •"}. 
EISErlHUT,  D.  0,    Division  of  Operating  Reactors.   79/11/09.   63pp. 

— 791210Q3S5  Responds  to  NRC  791101  request  re  noncompliance  of 
Hettinghouse  ECCB  evaluation  model  under  requirements 
of  10CFR30  App  K. Evaluation  of  three  fuel  rod  models 
indicate*  no  safety  problems  for  Westinghouse  plants. 
ANDERSON,  T.  M.   Westinghouse  Electric  Corp.   79/11/02.   4pp. 

—7912100330  Responds  to  NflC  791101  request  re  ORNL  cladding  swelling  8, 
rupture  data.  Revi  ew  of  analgtical  models  t.  tests  indicates 
compliance  U/10CFR30  App  K. All  OE  specs  for  calculated  peak 
cladding  temp  remain  unchanged. 
BUCHHOLZ,  R.  H.   General  Electric  Co.   79/13/07.   Spp. 

—7912100407  Forwards  response  to  NRC  791101  request  re  rod  burst  tost 
data. Concludes  that  data  properly  represented  bg  fuel  models 
used  in  vendor  evaluation  models  J,  that  analyses  demonstrate 
all  criteria  of  1CCFR50.  46  satisfied. 

OH5LEY,  0.  F.   E«ion  Nuclear  Co.  .  Inc.  (subs,  of  Eliot.  Curp.  ). 
79/11/02.   Spp. 

—7912100436  Forwards  addl  info  re  evaluation  of  impact  of  NRC  proposed 
rupture/blockage  modol  used  in  vendor  evaluation  model. 
No  adverse  impact  from  new  rupture  burst  data  or  USB  of  NHL 
rupture/blockage  mode!  on  licensing  calculation  results. 
DWBLEV.O.F.   E.ion  NucUar  Co.  ,  Int.  (subs,  of  E««on  Corp.  ). 
79/11/04.   aapp. 

7918120092  Summary  of  791024  meeting  w/BfcW  dinners  group  re  asymmetric 
LDCA  loads  evaluation.  Evaluation  of  U&w  plants  to  be 
completed  by  Jul  19BO. 

HQSFORu.S.B,    Assistant  Director  far  Engineering  Programs. 
79/11/20.   4pp. 

7912100479  Forwards,  to  all  BS.W  operating  plants  except  TM1,  request  for 
addl  info  re  small  break  LGCA.  Comments  requested  bg  791203. 
REID.  R,  U,    Operating  Reactors  Hranch  4.   79/11/21.   3pp. 

7912100223  Requests  detailed  info  re  wear  characteristics  of  control 
rods  on  guide  tubes  in  fuel  assemblies. Info  needed  to 
verify  that  guide  tube  wear  uias  not  significant  problem  In 
ns.W  facilities. NRC  concerns  re  tube  uoar  encl. 
flEID.R.H.    Operating  Ruactors  Branch  4.   79/11/23.   6pp. 

7912040441  Submits  confirmation  of  satpoint  derivation  per  Tech.  Spsc 
Chang:  Request  39. 
BRIQHTiFt.M.   Florida  Pouior  Corp.   79/11/27.   Bpp. 

7912040497  Foruiardt  Bsction  2.20  of  Cycle  1  refueling  outage  rept  in 
responso  to  J  Strosnlder  request  for  info  re  onea-tRrough 
it  earn  generator  B  repairs, 
HRIQHTjR.M.   Fiorina  Pouer  Corp.   79/11/27.   lp. 


-7918080048   Amend    26    to    License    DPR-72   modifying    Tech    Specs     to    require 
REirTRaw.  ""operating    Reactors   Branch    4.       79/11/27.       3pp. 

-7913050033  Notice    of    issuance   I.  availability    of   AmanJ   36    to   License 
REID^W.  Operating    Reactors    Branch    4.        79/11/27.        Hpp. 

7912070460   Forwards    response    to    NRC    791121     Itr    requesting,    addl     info 

re    small    break   LOCAs.  -,0,,3,m        inn 

HANCOCK-J.A.        Florida    Power    Corp.        79/12/03.        3pp. 

7913110410  Forwards    revised    Pafles    9-1    through    3-3. 6-3,  i-7,  i-11    fc  6-12 
for  Proposed   Change   33    to   Tech    Specs   requesting    emend    of 
ADOS  rt  t  B    re    title   of    director    of   nuclear    operations   & 
offsite   organisational    figure.  Fee   *  Certificate    of   Svc    encl. 
HANCOCK.  J.  A.        Florida    Power    Corp.        79/12/04.        3pp. 

-7913110417   Revised    Page*    5-1    through    3-5,  i-2,  4-7.  4-1 1    *   *~>a    rQr 
Proposed   Change    55   to  TEch    Specs   requesting    amend    of   Apps 
A  4   B  re    title    of   director    of   nuclear    operations   &  offsito 


organiiational    figur 
*     Florida  Pouer  Corp. 


79/12/04.      9pp. 


79122£.00a5  Advises    of  NHC   pOBition,  In  response    to  790729   «Ubmittal    re 
pump    b  valve    insorvice    tESting    program,  Hinh    i,    lovj   pressure 
interfaces   u/tuio   or   more   valven    shall    bo    leak    te»teo 
periodically.  RequestB    design    provisions    per    •n«i- 
REID,R.U.  Operating    Reactors   llranch    •>. 


79/12/04.       3pp. 


7912290637  Requests    design   provisions   t/or   procedures    to    permit    leak 
testing   of   valvos    in    interfaces    between   high   E.    lou   preasur« 


REIDtR.  U.  Operating   Reactors    Branch    4. 


79/13/04.       lp. 


7912110351    Submits    oddl    info   concerning   response    to   Question   7   of   NflC 
790803   Itr.  Addl    nonlinear    time    history    sliding    analgsis 
performed.  Ma>    sliding    distance    for   hlgt'    density    fuel    storage 
racks   not   affected    bu    time   historg    motion    beyond    1.  3-a. 
MOORE,  G.  C.        Florida   Power    Corp.        79/12/05.        4pp. 

791312028B  Responds    to   NRC  790BOQ   Itr  re   electrical    power    sys   review. 
Offsite   power    sys   ti  onsitB   distribution   syn    in    complianeo 
Li/NHC   guldalinea.  ____ 

MOORE,  O.C.       Florida   Poiuer   Corp.       79/13/05.       Spp. 

7712260309  Requests    info   re    sensitivity-to-f  nadwater   transiontB    he 
forwarded    to   TMI-1    Board. 

vOLLMER.R.H.         Assistant   Director    for   Systematic    Evaluation  Program 
(Pro    791030).        79/12/09.        3pp. 

—7912260348   "IREP   -   Initial    Plant   Study."    Attempt*    to   ilevnlope 
assessment    of   DfrW  reactors    to    identify   risk    impacting 
sequences   re   reactor   safety    study   b   preliminarily    identify 
possibly    impacted    by    design   changes. 
«     Office    of  Nuclear  Reactor  Regulation.       77/10/25.       4pp. 

7913180271    Forwards   revised   Pages   4   Si  3   to   Tech   Specs   ra    fire 
protection  d   secondary   uatnr    chomislru   monitor  ing    program  re 
7909H4  Tach  Spec    change   vequost,  Number    30.  Certlficata    of   Svc 


DAVHARD.  P,  V. 


Florida  Power  Corp.   79/13/07.   4pp. 


—  79131S027S  Revisad  Pages  4S.B  to  Tech  Bpecs  re  fire  protection  fc 
secondary  luotnr  chemistry  monitoring  program. 
*  Florida  Poumr  Corp.   79/13/07.   2pp. 

7912140332  Forwards  response  to  791121  Quastlon  3  ro  small  br*ak  LOCAs 
Rosponie  to  Question  1  will  he  submitted  in  mid-Jan  1990. 
HANCOCK.  J-  A.   Florida  Power  Corp.   79/12/10.   Spp. 

791214033?  Notifies  of  ana  u)k  delay  in  obtaining  info  re  proposed 
alternate  cafe  shutdown  capability  mow  requested  790911. 
HANCOCK.  J.  A.   Florid*  Power  Corp.   79/13/10.   Spp. 

791237QS75.  Provide*  info  rs  new  Fu«l  cladding  »troin  tt  fuel  assflmbly 
flow  blockagn  model*,  in  responne  to  NRC  79H09  ltr./iflr«»s 
w/results  prssented  by  BUI  re  cfllciilated  peak  fuel  clad 
temp.  Compliance  w/lOCFRSO,  4A  shown. 
HANCOCK,  J.  A.   Florida  Power  Corp.   79/12/20.   2pp. 


— 7913040902  Cycle    1   refueling    outage  rspti  Section  3.20. 
»     Florida  Pousr  Corp.      7?/ll/27.      B7pp. 

7913030043  Forwards  Amend   26  to  License  DPR-72  fc  notice   of    issuance  fc 
availability. 
REIDiR.W.  Operating  Reactors  Branch   4.      79/11/37.       3pp. 


0..     Inspection   report".     IE  Bulletins   &   correspondence 

7913030060  Forwards    IE    Inop   Rtpt   30-303/79-42   on   791001-OS.  No 

noncompliance  noted,  ...  „  j. 

LEUIB-R.C.  Region  2,    Atlanta,    Reactor   Operations  Nuclsar   Support 

Branch.      79/10/24.      3pp. 
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— 7912030068    IE    Imp    Rept    50-3O2/79-42    on    791001-03.  No    noncompllanco 
noted. Major   areas    inspected:  review   of   LERa, f ol lowup    on 
previously    Identified    item*   (c   plant   tour. 
OUICK.D.R.  Region   S.    Atlanta.    Office   of    the   Director.       DYER.J.A. 

Region  S,    Atlanta,    Reactor  Operations   Nuclear   Support   Branch. 
77/10/24.       6pp. 

79 121  SOU  4  Forwards    IE   In.*p    rapt    30-302/79-13   on  791009-12.  No 
noncompllance   noted. 

LEMIS,  R.  C.  Region  3,    Atlanta,    Reactor   Operation*  Nuclear  Support 

Branch.       79/11/07.       2pp. 

—7912180121    IE   Imp   Rept    BO-302/79-43   on   79 1 007- J  2.  No   noncompliance 
notad.  Major   areas    impacted: containment    Integrated    loan   rate 
tilting   t  plant    operations. 

JOHNSON. A.M.  Region  S,    Atlanta.    Office    of    the    Director. 

BURNETT,P.T.  Region  2>    Atlanta,    Reactor  Operation!   Nuclear 

Support  Branch.      77/11/07.      3pp. 

7913060136  Forward*    IE   Info  Notice   79-12A,     "Attempted    Damage    to  Ntui 
Fuel   Assemblies.  "   No    »peciflc    action    or   reap  on  so   required. 
O'REILLY,  J.P.  Region  2.    Atlanta,    Office   of   the  Director. 

79/11/09.       2pp. 

7912100114  Bsi ponds    to    IE  Bulletin  79-23  r«   failure   of  Hestinghouse 
BFD  relays.  No  Utitinghous*  BFD/NBFD  relays   used   or   planned 
for   uia    in    safety-related    su.s. 
MODHE'O.C.      Florida  Power  Corp.       79/11/14.       lp. 

7912100207  Rs-sponds    to    IE  Bulletin  79-QSC.  Item   S.  EM   operating 
guideline   contain*    Instruction!    for    establishing   fc 
maintaining    plant    control    during    inadequate    corn   cooling 
condition!. 
HANCOCK.  J.  A.       Florida   Power   Corp.       79/11/14.       3pp. 

7912100176  Forwards    IE    Info   Notice  79-2B.     "Overloading    of   Structural 
Elswent*  Due    to   Pip*   Support   Loads.  "   No   reipome   required. 
O'REILLY. J.P.  Region  2,    Atlanta,    Office    of   the  Director. 

79/11/16.       lp. 


7912060614  Forwards    IE  Circular  79-24.     "Proper    Installation  t*  Calibr   o 
Core   Spray   Pipe   Break    Detection  Equipment   nn  DHRs.  "   No 
response  required. 

O'REILLY.  J.P.  Region    2,     Atlanta.     Office    of    the   Director. 

79/11/26.        ip. 

7912110143  Forward*    IE  Circular  79-23.     "Motor  Starters  &  Contactors 
Failed    to  Operate."   No  response   requlrm!. 

O'REILLY,  J.P.  Region  2,    Atlanta.    Office   of    the  Director. 

77/11/26.        lp. 

7912190793  Forwards   response   to   IE  Bulletin  79-17, Revision   I   re 
stagnant   bora tod   water    ays. Ultrasonic    testing    for   pipe 
cracks   not   gat   completed. Insp    program   tor   accessible  & 
Inaccessible  welds    in   development   bij   Gilbert  Associate*. 
BAYNARD.P.Y.       Florida  Power  Corp.      79/11/39.      4pp. 

7912190439  Forwards  IE  Bulletin  79-27.  "Loss  of  Nun-Class  IE 
Instrumentation  t,  Control  Pouier  Bgs  BUB  During  Operation.  " 
Written  response  requirod. 

D'FIEILLY.  J.P.  flfloton  3.,    Atlanta,    Office  of   the  Director. 

79/11/30.       Ip. 

7912310313  Forwards    IE   Info  Notice  79-30,     "Reporting   of  Defects   ti 
Noncompliances,  10CFR31.  "   No  action  requirod. 
O'REILLY, J.P.  Region  2i    Atlanta.    Office   of    the  Director. 

79/12/06.       Spp. 

7912200032  Forwards    IE  Bulletin  77-23,    "Possible  Malfunction   of  Hamco 
Model    EA1BO  Limit  Suiitchei   at  Elevated   Temps.  "  Action 
required. 

O'REILLY.  J.P.  Region  2.    Atlanta,    Office   of   the   Director. 

79/12/07.      2pp. 

791231001B  Forwards  response   to   IE  Bulletin  79-08, Revision  2,  re   pipe 
support   bate    plate   design*.  During    field    testing  all   wedge 
typa    concrete   expansion   anchors    torqued    par  manufacturer 
recommendation   for   original    installation. 
HANCOCK,  J.  A.      Florida  Pouer  Corp.      79/12/10.       3pp. 


7912110998  Forward*    IE   Info  Notiea  79-29,     "Lo*«   of  Honsafetg-Related 
Raactor   Coolant  9y»    Instrumentation  During   Operation."   No 
•pacific   action   or   re*ponse   raquiratl. 

O'HeiLLY, J.P.  Region  S,    Atlanta,    Office   of   the  Director. 

79/11/16.       2pp. 

7912310336  Forwards    IE    Insp   Rapt   80-302/79-44    on  79101S-19  h  notice    of 
violation.  . 

LEMIS.  B.C.  Raglon  2i    Atlanta,    Reactor  Opiratlons  Nuclear  Support 

Branch.       77/11/16.       2pp. 


79122B0398  Forwards    IE   Info  Notice   79-31,     "Use   of    Incorrect  Amplified 
Response  Spectra."   No  written  response   required. 
O'REILLY,  J.P.  Region   2,    Atlnntn,    Office  of    the  Diroitor. 

79/12/13.       Spp. 

79IB310010  Updates  790921    response   to    IE  Bulletin  77-1B,    "Audibility 
Problem  Encountered    on  Evacuation  of  P*rsonnol    from  High 
Noi»*  Area*. "   Engineering    study    complete  i  mod/installation 
of  equipment    to   be    completed   by   80031?. 
MOORE,  0.  C.      Florida   Powar  Corp.       79/12/13.      2pp. 


— 791B31033B  Notice    of  violation    from    insp    on  791O13-19. 

*          Region  2.    Atlanta,    Office    of    the   Director.       79/11/16.       lp. 

— 7913310346   IE   Inap    Rept    30-3O2/79-44   on   791019-19.  Noncompliance  noted; 
Fallura   to   submit   prompt  rapt  uhen  determined   spray  additive 
•U*    lees    conservative   than    laatt   consxrvativa   aspect    of   Tech 
Specs. 

ncKENRY,  T.  J.          Region  2,    Atlanta,    Offlcs   of   the  Director, 
KELLQOQiP.  J.  Higlon  2,    Atlanta.    Ro*ctor  Oparations  Nuclear 

Support  Brunch.      79/11/16.      6pp. 


7912310016  Forward i   updated   Table  i\-S-     "Design  Documents  Used    for 
Analyses,"    In  response    to   IE  Bulletin   79-14  re   seismic 
analyse*    for   piping    ays. U/o    one  1.  Updated    table   nuperiedes 
original    submitted    in  770912   Itr. 
HANCOCK,  J.  A.      Florida  Punier   Corp.      77/U/13.       lp. 

7912300131  Forwards    IE  Circular  79-85,     "Shod   Arreatnr  Strut  Astawlilu 
Interf erance. "   No  written  response   required. 
O'REILLY, J.P.  Region  Z,    Atlanta,    OFFica   of   the  Director. 

79/12/20.      4pp. 


7913060661  Ack  receipt  of  791114  Itr  informing  NRG  of  steps  taken  to 
corract  violations  noted  In  IE  Insp  Ript  50-302/79-30, 
LEWIS. R.C.      Region  2.  Atlanta,  Reactor  Operations  Nuclear  Support 
Branch.   79/11/20.   lp. 

— 7913060666  Responds  to  NRC  791O22  Itr  re  violation  noted  In  IE  In"|i 
Rept  50-30S/79-3B.  Corrective  action: procedure  changes  to 
demonstrate  that  isolation  valves  are  operable  following 
tsatnt. 
HANCOCK,  J.  A   Florida  Pouar  Corp.   79/11/14.   2pp. 

— 7913060668  Forward*  IE  Intp  H*pt  30-302/79-38  on  790924-28  d  not  tea  of 
violation, 

LEWIS, R.C.      Region  2,  Atlanta,  Reactor  Operation*  Nuclear 
Support  Branch.   79/10/22.   2pp. 

— 7913060671  Notice  of  violation  from  imp  on  7909S4-3B. 

*    Region  2,  Atlanta,  Office  of  tha  Director.   79/10/19.   lp. 

— 7912060673  IE  Insp  Ropt  SO-3OB/79-3B  on  7VO924-29.  Noncompltanc*  notad; 
failure  to  perforn  poit-matnt  testing  of  containment 
isolation  valves. 

BELISLE,  0,  A,     Region  2>  Atlanta,  Office  of  tha  Director. 
DANCE, H  0.      Region  2,  Atlanta,  Reactor  Operations  Nuclear 
Support  Branch.   79/10/19.   4pp. 


R.    Porlodic   operating   reports   &  r«lated    corrHBpondence 


7918180371    Forwards  monthly   operating   rapt    for  Nov   1977. 
HANCOCK,  J,  A.       Florida  Pouier   Corp.      79/12/14.       lp. 


--79131B039B  Monthly    operating   rept   for  Nov   1977, 

CULVER, H.W.      Florida  Pouisr  Corp.      79/1S/10.       Spp. 


B.    Roportable   occurrence*,    LERi   ti   related   corroipondence 


791203015ft  Forwards  LER  79-OS7/01T-4. 

HANCOCK,  J.  fl.      Florida  Power  Corp.      79/11/27.       lp. 


— 7912030197  LEU  79-037/011-4: on  771004.  noted  that  seven 
closed  cycle  cooling  sys  hanger*  failed  bo  <"et  tafvl 
requirements  per  IE  Bulletin  79-02. Caused  by  lnadtq.ui 
hanger  design.  Mod  79-6-86F  initiated  to  rework  hangei 
LANCASTER,  K,  F.  Florida  Power  Corp.  79/11/20,  3pp. 


7913100269  Forwards  LER  77-106/03L-0, 

HANCOCK.  J.  A.      Florida  Power  Corp.      79/12/04. 


lp. 
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— 7712100375   LER    71-  IO&/03L-0.  on    791 10B,  during    daily    oparating 
survcl  llance,  concentrated    boric    acid    flou   path    heat    trace 
recorder    ltTRT-5    failed    Caused    by    broken   recorder-    drive 
cord.  Drive    cord    ti    balance   mo-tor    replaced. 
COOPER,  J.       Florida   Power    Corp.        79/11/29.       2pp. 


79121I033Q   Forwards    LER   79-1O5/03L-0. 

HANCOCK.  J.  A.       F  1  or  ids   Power   Carp.        79/12/06.        lp. 

— 7912110331     LER    79-1O5/G3L-0:  on    79UOI,  during    sampling    af   RCSi  chemical 
addition     isolation   valve   CAV-2   mould    not   close.  Cause 
unk noun.  Valve    body   of    CAV-2    lubricated. satisfactorily 
tested  fc    returned    to    svc    on   7*71102. 
LANCASTER, K.  F.        Florida   Power    Corp.       79/11/33.       2pp. 


-7912110513  Affidavit    identifying    type    of    stainless    steel    in    liner,  spent 
fuel    asseroblias    S.    spent    fuel    pool    cooling    sys,  C  larirtes 
e.posure    condition    of    stainless    steal    !<  consequences    of 
stainless    steel    sys    failure.  „„,.,,.,         ,«„„ 

TRAMH.T.R.        Commonwealth    Edison   Co.        79/11/16.        10pp. 

-791211051B  Affidavit   reporting    spent    fuel    pool    cooling    sys    insp 
results.  Identifies    e.amination    of    spent    fuel    rack    undertaken 

in   response    to    IE   Bulletin   79-17.  

LUKENB.T.W.        Commonwealth    Edison    Co.        79/11/16.        3pp. 

-7912110925  Affidavit  reporting  spent  fuel  pool  cooling  sys  insp 
results,  Identifies  e.amination  of  spent  Fuel  rack  undertaken 
in  response  to  IE  Bulletin  79-17.  ,.,,,, 

8HANNON,R.        Commonwealth    Edison    Co.        79/11/16.        4pp. 


7912260339   Forwards    UER    79-107/O3L-0. 

HANCDCK.J.A.       Florida   Power    Corp.       79/I2/1B.        lp. 

—  7913260343    LER    79-1O7/03L-0.  on    791  120,  f  ol  luuing    routine    pressuriier 
sampling,  chemical    addition   isolation   valve   mould   not   close. 
Causer!    t>y    inadequate    dasign.  Instal  led   Mod   79-11-B1    providing 
pneumatic   assist    during   valve    closing. 
LANCASTER.*.  F,       Florida  Power   Corp.      79/12/13.      2pp. 

U.     Conorcsslonal/Eiecotlve   Correspondence 

7912130014   Responds    to  79QB14   Itr   re  K  Griffin   concern  about    facility 
safaty     issuus.  Forwards    NRG    790813    Itr    to   K   Qriffin.NRC 
790706    Itr    to   otil    FacM    Pact    sheet. 

BO9BICH,L.  V.       Office   of    the  Eiecutlve  Director   for  Operations. 
79/10/04.       lp. 

—7912130017   Respond*    to   790612    Itr  TO   safety   of    facil  ity.  Forwards   790706 
Itr    to   util    authorising    restart   of   uni  t.  Numerous   regulations 
protect    health  !.    safaty    of    public. 

EI5ENKUT,  D.  Q.        Office    of   Nuclear   Reactor   Regulation. 
2pp. 


,0,no/n 

7WOH/1J. 


—  791313Q020  Notifies    of    satisfactory   completion   of  Section    IV.Paragraph 
1,  Item*    A-0   af  NRC   790516   shut   down   order.  Faci  1  i  ty   may 
resume    operation.  Fac  i  1  Ity    fact    sheet   end.  ,„,„,„,         .    „ 

DENTOH.H.  R.        Office    of    Nuclear    Reactor    Regulation.       79/O7/06.        1pp. 

--7713130023   Foruiards    K   Griffin    790611     Itr    m    Facility    safety    Issues. 
Request    comments, 
STONE,  R.        Sanale.        79/00/14.        3pp. 


DOCKET    50-304   ZION   NUCLEAR    POWER    STATION,     UNIT   3 

F.     Sicuritg.    medical,    emergency    1*   fire   protection   plans 

791217O2il    Discusser    proposed    task    force   rovieu  of   emergency 
prenaradnoss.  Ta*i    Force    should    study   alternatives   for 
reduction    of   probability   t*  consequences   of   severe  accident. 
EISENHUT.  D.  8.         Division  of  OperatlnB  Reactors.      79/11/81.       JPP. 

7913200022  Discusses   NRC    791109  meeting   re   emergency    preparedness    team 
review   ob jectives. Prov ides   guidance    for    improving    licensee 
emerjencu    preparedness    d  assuring    capability   of   offaite 
aoBTicias    to   take   appropriate    emergency   actions. 
QHIrieS.B.K.       Emergency    Preparmlnes*    Tasl    Force.       79/11/23.        JOPP- 

791H200122   Notification    of  791205  meeting   ni/util    in  Qethesda.MD,    to 
reviey   emergensy    preparedness    capabilities.  List   of  NRC 
conllfl«rat!ons    end.  ,„,.., na        n 

EI8ENHUT.  B.  0,  Dlvilion    of   Operating   Reactors.       79/11/29.        -ipP- 

79122700&3   Foruiards    list   of    specific    items  requiring    updating    in 
amerBancy    plans. EmoroBncy   plan*   were    evaluated   using    cods 
req.uir«ments,Re9   Guide    1.101    «<   Emergency  Planning   Review 
Guidelines  Number    i, Revision    1.  ,„,..,-„       -,.„ 

IPPOLITO,  T.  A.  Operating  Reactors   Branch  3,      79/11/30.      7pp. 

7>713210127   Responds    to  791115  conversation  re   emergency   telephones, 
nequaits    info    indicating   backup    power   supply    to   emergency 

KEPPLEB?J*b.  Region   3.    Chicago,    Office  of   the   Director.      79/1S/03. 

lp. 

"  "  ludicatory    correspondence 

licensee  response    to  ASLB  790914  memorandum  fc  ordar 
tin  7"7-l7.Revi«lon   1.  T  Tramm,  TW  Lufcensi  D 
>    affidavits    address    technical    safety 

fuel    -storage.  Certificate   of  Bvc    encl. 
Lincoln  !<  Beale.      79/11/16.      4pp. 


— 791S110333  Affidavit    giving    essential    performance    requirements    of 
ssnsitiiation    tests   results   performed    on   THI    specimens.  Prof 
qualifications    tt    supporting    documentation    end. 
CLARKE.W.L.        General    Electric    Co.        79/11/16.        64pp. 

—7912110342  Affidavit   stating    reasons    for   believing    that    Intergranular 
stress   corrosion   cracking    doss   not    present    safety    problem. 
Recommends   weekly    monitoring    of    pool    water    chemi stry. Prof 
qualifications   t,  supporting    documentation   encl. 
BTAEHLE.R.       Minnesota,    Univ,     of,    Minneapolis.       7-7/11/1*.       30pp. 

7913190015  Forwards   documents   relevant    to    intergranular    stress 
corrosion   cracking    issue. W/o    encl. 
BTEPTQE.P.  P.       laham,    Lincoln   !<  Beala.       79/11/19.       Spp. 

7912110039  Confirms   receipt    of    encl    790329   petition    to    suspend    OLs    for 
all    PWfli.  Forward*   Fd  notice    indicating    that    petition   uill    be 
treated    in   accordance   U/10CFR3.  206. 
DENTON.H.R.       Office    of   Nuclear   Reactor  Regulation.       79/11/2J.       lp. 

—7912110136  Notice    of   request    for    action    pursuant    to    10CFR2.  206   re 
Environ   Coalition   on   Nuclear   Pouier   790329   petition 
requesting    suspension    of    all    OLs    for  PWRs. 

MULLER.D.R.       Offica   of   Nuclear   Reactor   Regulation.       79/ll/JJ. 
38pp. 

7912040453  Recommends   closing    plants    due    to    pro.lmitu    to   population 
centers  fc    lack    of    evacuation    plans. 
*      Cltiieni  Against   Nuclear   Pouinr.       79/11/2S.       3pp- 

7912100476  Motion    for    eitensicm   until    791314    for   NRC    to   respond    to   ABLB 
order  requesting    info    re    intergranular    stress    "^"i""      _ 
cracking.  Applicant    submittal    Lias    not   received    until    79112B. 
Certificate   of  Ovc    enel. 
OQDDARD,ft.J.       Hearing    Branch    2.       79/11/29.       3pp. 

791314004B  Memorandum  fc   order   Brantlno    extension    until    791214    for  NRC 
to  respond    to   ASLB   790914    order    re    possiole    intergranular 
stress    corrosion   cracking    in    proposed    fuel    storana   racks    to 
be   uaefl    in   spent    fuel    pool.  ™,,n/m         in 

HDLF.  8.  F.      Atomic   Safety    and    Licensing    Board   Panel.       79/12/O3.       lp. 

7912100230  Advises    of   errors    in    licensee   791116   submittal    on 
intergranular   stress    corrosion    crac k ino. Forwards   missing 

STEPTOE,P.P-       Isham,    Lincoln   t.   Beale.       79/12/O3.       3pp. 

79121B0179  Response   to  ASLB   790914   ordtr    that   affidavits    be   prpvlded 
stating    e«tent   to  which      Stainless   Steel   304  would    be    used 
in    spent    fuel    storage    pool    &    effects    from    immersion    in   pool 
water. Forwards   JR   Weefcs   &  A  Taboada   affidavits. 
OODBARD.R.J.       Hearing    Branch    2.       79/12/07.       3pp. 

— 79121S01B1   Affidavit   of   JR  Weeks    on  791206  r«    e»tent   of    presenea    of 
Stainless   Steel    304    in    spent    fuel    storage    pool    (.  effects    of 
immersion    in   pool   water.  Statoment   of   prof   qualifications 

WEEKS.J.R.       Brookhaven   National    Laboratory.       79/12/06.       4pp. 

—791 2180186  Affidavit   of  A  Taboads    in   791207  re    extent    of   presence    of 
Stainless   Steal    304    in   spent    fual    storage   pool    t,   effects    of 
immersion    in    pool   uatsr. Statement    of    prof    qualifications   fc 
Certificate   of  Svc    encl.  -.„,.„,«-,        A.. 

TABOADA,  A.       Office    of   Standards    Development.       79/12/07.       4pp. 

7913210420  Rasponse    to    tntarvenor   State    of    IL  791BIO  requast    for 
e.tension   until    7912SS    to   respond    to  ASLB    order   requiring 
info  re   intergranular   stress   corrosion  cracklno.No   objection 
to   eJtention.U/Certificate    of   Svc. 
OODDARD.R.J.       Hearing    Branch   3.       79/12/13.       2pp. 
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H.     General    correspondence 


79122G0609  Discusses    791204    title    change    of   manager    of    nuclear 
operation*    to   vice    president.  Organl  lation    structure   not 
altered. No   revision  will    be   made    to   QA   program   topical    rept 
CE-l-A   until    organization    structure    is    delineated. 
JANECEK.R.F.        Commonwealth    Edlaon    Co.        79/12/19.         lp. 

P.     Operating    license    stage    documents    Sc   correspondence 

791109024B   "Summary    of   Operating   Experience   W/Rec irculating    Steam 
Oenerators.  " 

EISENHUT,  D.  0.         Division    of   Operating    Reactors,       NUREG-Q923, 
79/01/31.        B9pp. 

7912110011   Forwards   NRC    position   an    status   &   applicability    to   pending 
DL  applications    of    results    of   THI    follouup    act  Ions.  Outl ines 
addl    short-term  actions    to   be    taken. 
VABSALLQ,  D.  B.          Division    of   Project   Management.       79/09/27.       41pp. 

7912110264  Discusses   NRC    plans    to    use    generic    analyses    to    develop    early 
verification    program   to   resolve   ATHB    Issue    for   PWSa   &  BWRs. 
Success   of    program   depends   on    industry    response. Supports 
formation   of    owners    groups    to    provide    necessary    info. 
DENTQN.H.R.       Office    of   Nuclear   Reactor   Regulation.       79/10/17.       3pp. 

7912030162  Discusses   NRG    review   of   LERs    8.  Tech    Spec   requirements    re 
control   fiPI    sya   at   Westlnghouse   PWRi.Req.unt>   Tech   Bpecs 
review   to   ensure    requirement    for    rod    malnt    to  within   +/-   12 
steps    Indicated   It  RPI    sys    verified    accurate   within    12   steps. 
SCHWENCEH.A.  Operating    Reactors    Dranch    1.       79/10/29.       7pp. 

7711270467  Foruards    "Discussions    of    TMI    Lessons   Learned    Short-Term 
Requirements"    providing    addl    clarifications   of   NRG 
requirements    for    pending    OL   applicants. 
VABSALLOi  D.  B.         Division    of   Project   Management.       79/11/09.       Spp. 

791B1001B9  Discusses   NRC    7911O1    meeting    in/representatives    of   NBBS 
vendor*   b    Fuel    suppliers    re    discussion    of   respective 
portions   of   ECC8   evaluation   models    dealing    in/fuel    cladding 
swelling   i    incidence   of   rupture.  Vendor   responses    end. 
EISENHUTiD.  0.         Division    of   Operating    Reactors.       79/11/O9.       65pp. 

— 7912100299  Responds    to   NRC   791101    request   re    noncomp llance    of 
Uestlnghouse   ECC8   evaluation   model    under   requirements 
of    10CFR50  App    K.  Evaluation    of    three    fuel   rod    models 
indicates   no    safety    problems    for   Meetinghouse    plants. 
ANDERSON,  T.  M.       Meetinghouse   Electric    Corp.       79/11/02.       4pp. 

—7912100330  Responds    to   NRC   791101    roquest   re   ORNL   cladding    smelling    & 
rupture   data.  Review   of    analytical    models   &   tests    indicates 
compliance   W/1OCFR30  App   K. All    OE    specs    For   calculated   peak 
cladding    temp    remain    unchanged. 
BUCHHOLZ,  R.  H.       General    Electric   Co.       79/12/07.       3pp. 

— 7912100407  Forwards   response    to  NRC   791101    request   re   rod    burst    test 
data. Concludes    that    data   properly    represented    by    fuel    model* 
used    In  vendor    evaluation  models    &   that   analyses    demonstrate 
all    criteria    of    10CFR90. 46    satisfied. 

DWBLEY-O.F.       Emon   Nuclear   Co.,     Inc.     (subs,     of   Ei>on   Corp,). 
79/11/02.        9pp. 

— 7912100496  Forwards   addl    Info   re    evaluation    of    impact   of  NRC   proposed 
rupture/blockage   njodel    used    in   vendor    evaluation  model. 
No   adverse    Impact    from   nau   rupture   burst    data   or    use   of   NRC 
rupture/blockage   model    an    licensing    calculation  results. 
OWflLEYrO.F.       e>«on   Nuclear   Co.,     Inc.     4subs.     of   Ex>on  Corp.  I. 
79/11/04.       32pp. 


7912120429   Forwards    supplemental    response    to    79101B    1  tr 
to   Lessons   Learned    Talk    Force    recommendations. 
PEOPLES,  D.L.       Commonwealth   Ediaon  Co.       79/12/03.       3pp 


re   commitments 


7912110309   Responds    to    NRC    791029    Itv    re    Control    RPI     SUB    at 
Weitlnghouse    PWRs.  Resolution    of    RPI    sys    is    +/-SX.    of    span. 
When    indicated   misalignment   of    12  steps    eil  sta,  mlsal  ignment 
could    be   24    steps   6   control   RPI    should    be  monitored    +/-13X. 
PEOPLES,  D.L.       Commonwealth   Edison   Co.       79/12/04,       3pp. 

7912110318   Confirms    791119    notification    of    implemented    mod.  Automatic 
rod    control    operation   prohibited    above   90  X  of  rated    power 
in/Control    Bank    D   below  216   steps   withdrawn 
PEOPLE6.D.L.        Commonwealth    Edison   Co.        79/12/04.        lp. 

7918300672   Requests    payment    of    Class    III    fees    for    review    of    790016 
nuclear    security    personnel    training   It   qualification    plans. 
DIOBSiR.M.  License  Fee  Management  Branch.      79/12/Q7,       lp. 

7912200041   Forwards   request    For   addl    info  re  auiiliary    feedwater    sys 
automatic    initiations    (.    flow    Indications    to    steam 
generators. 

SCHUENCER.A.  Operating   Reactors   Dranch    1    (Pre  791030).      79/12/12. 

2pp. 

7912210349  Forwards    cover    sheet    for   CE-l-A,  Revi  sion    10i  Inadvertently 
omitted    From  791116    transmittal. 
NAU9HTQN,  U.  F.       Commonuieal  th   Edison  Co.       79/12/13.       2pp. 

7912180931   Forwards    info   documenting   evaluation  of   purge    it  vent   valvv 
operablllty   veri  f  ication.  Utl  1    committed    to   purge  &    vent   su,s 
in  conformance   w/NnC    interim   position.  Complete   conf  irmatorij 
analyses   not   available   For   30-40  ult. 
PEOPLES,  D-L.        CommonuBalth    Edison   Co.       79/12/14.        App. 

7912190942  Foruards    "Adequacy    oF  Station  Electric   Distribution  Sys 
Voltages,"   addressing    4SO-volt   undervoltage   conditions. 
JANECEH.R.F.       CommonuBal  tli   EdUon  Co.      79/12/14.       lp, 

—  7913190549   "Adequacy    of   Station   Electric    Distribution   Stjs  voltages." 
*      Commonwealth   Edison   Co.       79/13/14.       Bpp, 

7912270469  Foruards    response    to   NRC   request    for  addl     info   on  Lessons 
Learned    Task    Farce   Recommendations  2.  1.  7a  &  2.1.7b. 

PEOPLES,  D.L,       Commonwealth   Edison  Co.       79/12/14.      Bpp. 

7912270470  Advises    that   qual  i  f  ication   program  far   remaining    purge   d 
vent    containment   valves    Is    in   progress.  Dresden  I.  Oo-ail-CitieB 
butterfly   valves   ulll    close,  regardless    of   degree   of    opening. 
Response    to  NRC    Interim  position    end. 

PEOPLES,  D.L.       Commonwealth   Edison  Co.      79/12/14.       6pp, 

7912270397  Advises   oF   compliance  w/Category   A  THI   Lessons  Learned    Tail 
Force    items    identified    in  NRC   790913  t,   1030  Itrs.  Compl  iance 
will    be   achieved    by   800101  >  or    prior    to   return    to   power    for 
units    in   outages    on  fiOOlOl. 
PEOPLES,  D.L,        Commonwealth    Edison   Co.       79/12/17.        lp. 

7912270464  Forwards    supplementary    response  re  THE   Lessons  Learned   Task 
Force   recommendat  Jons,  in   response    to  NRC  request    For    info. 
Response    should    bo    Incorporated    into  791019  Itr  re 
auxiliary    feeduiater    nys   requirements. 
PEOPLES,  D.L,       Commonwealth   Edison  Co.       79/12/18.      7pp. 


7912310348  Forwards  revised  pages  to  CE-l-A. 
Huclear  Generating  Stations,  "  Revision  11. 
JANECEK.R.F,  Commonwealth  Edison  Co.  79/12/20. 


Corom  Ed    QA  Pronram    For 
lp, 


7912090322  Discusses   791113  b    14    site  visit   re    solid   raduaste 
processing   b    temporary    storage. Facilities    have    Instituted 
improved   waste   minimi  cation   program*. 

ORANT,P,  Environmental    Evaluation   Branch.       79/11/23,       2pp. 

7912060A49  Notification    of    791209  meeting   u/utili    in   D*thesda,MD   to 
discus*   alternatives    to   reduce   probatllty   fc   consequences   of 
severe   reactor   accident. 
ZECH,0.         Dlviilon   oF   Operating   Reactors,       79/11/29.       4pp, 

7912040297  Forwards    supplementary    response    to    be    incorporated    into 
791O1B   Itr   re    lessons    learned    comml tments    to   meat   near-term 
requirements. 
REED.C.       Commonwealth   Edison   Co.       79/11/30.       7pp. 

7912120411    Forward t    supplementary    responte   re   commitment    to  meet 
short-term  requirements    of   Lesions   Learned    Task   Force. 
REED.C.       Commonwealth    Edison   Co,       79/11/30.       7pp. 


— 791B3103S9  Revised   pages    to  CE-l-A,    "Comm  Ed  QA  Prooram   for  Nuclear 
Generating   Stations,"   Revision    11. 
*      Commonwealth   Edison   Co.       CE-l-A.      79/11/21,       16pp. 

7912270267  Forwards   791SSO   conference   paper   re    Indian  Point/Zlon  near 
site    studies.  Requests   paper    be   made   part   of   public    record. 
PEOPLES,  D.L.      Commonwealth   Edison  Co.      79/12/21.       lp. 

—7912270273  "Indian  Polnt/Ilon  Near  Site  Studies,"   praeentation   to  NUC. 
ft      Commonwealth   Edison  Co.      79/12/20,      31pp. 


Q,     Inspection  reports,     IE  Bulletins   ti  correspondence 


79120SOOSO  Forwards    IE   Insp   Repts    90-29S/79-BO  l>  30-304/79-19  on 
790901-30.  No  noncomplianci    noted. 

HEISHMAN,  R.  F,  Region   3i    Chicago,    Reactor  Operations  Nuclear 

Support   Branch.       79/10/17.      2pp. 
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713030C-66    IE    Insp    Rapt*    50-295/79-2O   &    5O-3Q4/79-19    on    790-701-30.  No 
noncompltanc*   noted.  Major    areas    inspoc  tad:  reactor    operation. 
maint.IE    bulletin    Follouup.LEHs,  physical    security.  £<  changing 
ourap    shaft  matl.  ___  ,  ,    .. 

KOHLER,  J.  E,  ,     9PESSARD,R.  L.  Region    3-     Chicago,     Offico    of    the 

DiTBCtor.       79/10/17.        9pp. 

21BQ234  Foruardt    IE   Insp    R«pts    50-295/79-33   !,    50-304/79-21    on   7907O3 
.  09S3.  No   noncanipUancii    noted.  c-.in-s-j.in 

IORELL1,G.  Haaion    3,     Chicago.    Reattor    Construe  lion   &  Engineering 

iuppovt  Branch.       79/J1/07.       3pp. 

'9121B023J,    IE    In*p    Repts    SO-295/79-23   t,    5O-304/79-21     or>   79O703   *    0925. 
No   noncDnipltatice   noted.  Major   areas    inspettad:  re  vieu 
procedures,  mfg    activities    at   Lotlenby    Co   t.   review  auJits    fc 
surveillances    performed    by    Comm.  ED. 

HAYEB.D.W,  Region   3.    Chicago,    Roactnr   Construction   & 

Engineering  Support    Branch.       NAIDU.  K.  R.  RB9lon3.    Chicago, 

Office    of    the    Birettor.       79/11/05.       5pp. 

1205010i  Foru.ar.is    IE   Circular   79-23,     "Stroke   Times    for  P»«T  Operated 

lelief   Valves."    No   response    required. 

{em.EH.J.0.  RefliBT.  3,    ChU4l)o,    Office    of    the   Director. 


12100213  Foru.fl.ras    IE   In*o   Notice    79-28,     "Dlvorloading    of  Structural 
Elements    Due   to  Pipe    Support    Load*.  -    No    response   "Vilriid.          ....... 

<EPPLER.J.Q.  Region    3,     Chicago,    Office    of    the    Director-        79/11/14. 

Ip. 

13HOS57  Forwards    IE   Info   Notice   79-29,     "Loss    of   Nonsof  etu.-R«lat*d 
Reactor    Coolant   Egs    Instrumentation    During   Operation.       No 
specific   action    DT    rasp^ine   required.  ^n^.i/.i 

KEPPLEft.J-G.  Regioti    3,     Chicago.     Offica    of     the    DirBCtor.        79X11/16. 

ip. 

12050344  Forward*    IE   Bulletin   79-26.     "Boron    Lo»s   From  DHH   Control 
Blades.  "   Na  responBe   required.  „ 

REPPLEH.J.O.  Ragion   3,    Chicago,    Office    of    the    Director.       79/11/30. 

1(P- 

'12100417  ForuarOa    IE   Cii-cular   79-34.     "Proper    Installation   i.  Cfllibr    of 
COM    Spray    Pipe    BrnaV     Detaction    Equipment    on    BHI'E.  '     Nn 


IP- 

H2140187    Foru,ard«    IE    Circular    79-23,     "Motor    Starter*    t,   Cnntactora 
Failed    to    Dpsrata.  »   Mo   written   response    r^u-ii-Hd.  ,0/it/-i4 

KEPPUER.J.O  Region  3.    Chicago-    Office    af    the    Diroctor-       79/11AI4. 

IP- 

M2110395  Notifies    that  NRC    intends    to  routinely    fortuard    to 
appropriate   state    publU    util    reom^torij    groups   t.    state   atty 
genoral    oPcs    copies    of    BBcalatstf    enforcument    correBpondonc  a 
s»nt    bu    NRC   to    licenBBBs.  in/n/on 

KEPPLER,J.fi,  Region   3,    Chicago,     Office    at    the    Director.       79/11/29. 

Ip. 

?121°0199  Forwards    IE   Bulletin   79-27,     "Loss    nf   Nun-Class    IE 
Instrumentation   «.   Control    Pouer   Sy  t   Dos    During    Operation. 

0POn9%;nr^'ch1ca9c,.     Offlc.   •*    th.   Dtractor,       79/11/30. 


Ip. 

9iai4005&   Forwards     IE    Info    Nntice    79-30.     "Flapc-rUng    of    Defects    t< 
Noncompliancas.  10CFR21.  "    No    action    or    r&sponse  required.  ,„.._.„, 

REPPLER.J.  0,  He9i«t«    3,    Chicago,     Office  of    the   Director.       79/12/06. 

IP- 

712EOOOSA  Foraiards    IE  Bulletin   79-39,    "Possible  Malfunction   of   Nawco 
Model    EA1QO  Limit  Switches    at   Elovated    Temps.  "    Action 

KEPPLER^.O.  HogloT,   3,     Chicago,     Office    of     the    Director.        79/13/10, 


S.     Reportable   occurrence  a^LERs^   "lated  J^orro.pondenca 

7913130066    PNO-I11-79-OSS;  Qn    791023.  es-mnEial    .vea    motor  go 

trippeS.re.ulting    in   tripping    of  Ur.it   3   reactor.  Caused  by 
slaving    of    essential     avet.   electrical    panel    ^^or. 

CREED.J            Ragion   3.     Chicago,    Office    of    the   Director.  7 


™/ln/ai 
79/10/ai. 


791217016J.   PNO-IIl-79-E3A:threfltening    tol-phnne   calls    cam«   from  qourt 
committed   patient,  flll    affected    1  icenaoas   notified 
DErANOER.J  Region    3.     Chlcag 

Ip. 


™  /,«/»••» 

Office    of    the    Director.        79/IO/2?- 


7912060650   PNQ-1  1  1-79-29A:  on   791  1O1.  volumetric    e.  aginations 
cracking    in    steam  0enBrfltor-t0-fB*dyater   piping.  Defective 


3.     Chic.go. 


Office    of    the   Director.        79/11/O3.       Ip. 


7-9121B034.6   PND-IIl-79-QS2;<,n  791  1B9,  during    routine    sorvei  llnnc.,  fllan<l 
saals   on    three    hydraulic    anubbers    observed    «/e>cBBslve 
leaking.  Gauges    ohaerved    on   piston   rods  uhero    <nubbers   past 
thrnuah    housing    at    glanil    seal    b  on    housing. 

DANIELSON,  D.  H.  ,     FIDREU.1,0.  R«fl  ion    3,     Chicago,     Office    of    the 

Director.      79/11/29.        Ip. 


DOCKET  30-303  HEWrtUMEE   NUCLEAR  POWER   PLANT 

F.     Security,    medical,    emergency    t.   fire    protection   pl_«|i» 

7912130413   Forwards    request   far   addl    info   re   contingency    plan.  RBqu«st 
Withheld     (rcf    10CFHB.790).  ,o,,,/n         ->„„ 

BCHUENCER.  A.  Operating   Raactora   Branch    t.       79/U/id.       ^PP. 

79122001H   Forwards    draft    *uppl    to    PirB   protection   »«fotu    evalua-tion. 
LftlNAB.G.  Plant   By  stem*   Branch.       79/11/20.       2pp. 

—7913300118  Draft   sup  p  1    to    fire    protection    safety    evaluation. 
*     Office    of   Nuclear   Keactor    Regulation.       79/11/2O.       lopp. 

7912200022  Discusses  NRC   7911O9  tneotinB   re   Bmsrgoncy    praparadnens    tsa 
rovieu    objectives.  Providaa   guidance    for    improving    ItcBTisee 
nmeroency    preparedneaa    &  assuring    capability    of   nff«ite 
agenciea    to    take    appropriate    emergency    "''o"0-       „..,,„„        3nnn 
QSIHEB-D.K.       EniBrgency    Preparednea.   T«aV   Force.       79/11/H3.       3»PP- 

7913310129  Responds    tp    791115    convarsatlon   re   emergency    telephones. 
Roquosts    info    indicating!    backup    pn.uer    supply    to    am.rflency 

KEPPLE«?J%.  Region    3.    Chicago,    Office    of    the   Director. 

IP- 

O.    Adjudicatory    correspondence 

7912110038  Confirm    receipt   of    end    790329    petition    to    «««P 
all   PHRi  Forwards   FR    notice    indicating    that   petition  will 
treated    in    accordance    U/10CFR2.  2O6. 
DENTON.H.P..        Office    flP    Nueleor    Ileactor    Rogulation. 

—7912110126   Notic*   ot    request    Por    action   pursuant    to    1OCFR2.  BOt,    ra 
Environ  Coalition    on   Nuclear  Pauier   790339   petition 
pcauostina    lusp-enBion    of    all    DLs    for  PWRs.  -.a/tttat 

HuLLER.D.n.       Office    of   Nuclear    Reactor    Regulation.       7V/>i/^J. 
39pp. 

P.    Operating    license   *tano   documents  d  correspondence 

7911090219   "Summary    of   Operating   E.perience  M/R»circulating    Stenm 
]  0.          Division   of   Operating    Reaetorn.       HuREO-0523. 


79/01/31.       B9pp. 


'91B3QQ443  Nntificatlon    of   791HI3  Jnceting   ui/iftll    to   discuss    IE  Bulletin 
79-O2  anchor    bolt  «•   Bosa    Plata   analysis. 

JORDftN.E.L.         Dlvlolon    of    Reaetor   DporationB    Inspections. 
3pp. 

[.    Periodic    ooeratlnp    reports   &   related    correspondence 

'912110S19  ForiuardB  monthly    operating   rept*    For  Mov   1*?79. 
HANDKE.N.E.      CoramorwEalth    Edison  Co.       79/12/O7.        Ip- 


°i  Discusses   NRC    revisu,   of   LERs   &  Tech    Hpee   reqiiiroments    p. 

control   RPI    sys   at    Wast  inghouse    PWfis.  Rejuista    T.ch   Bpect 
revieu,    to    en9ure    requir^ent   for    rod   -naint    *««»*«"*'-" 
stop,    indicated   &  RPI    *y*    verified    accurate   -ithl"    JLat°7'D 
SCHHENCER.fV  Operntlno    Reactors    Branch    1.        79/1O/29.        fff- 

79121001B9  Discusae»    NRC    791101    meeting    U/TOpre«entative»   of   NSSB 
vendors   t,    fuel    s-.ppliers   re    discussion   of  respective 
Portions   of  ECCS   evaluation  models    dealing    u/fuel    cladding 
tuwlling   I.    incidence    <yf   rupture.  Vendor    rtsponsas    "«J- 
EI8ENHUT.D.  0.         Dlvi*J  on   of   Operatins  fleactors.       79/11/09.       6SpP. 


—7912110223  Monthly    opnrating   repts    for   Nov   1979. 

COOK.J.M.      Common uea  1th    Edison  Co.      79/12/07.        llpp. 
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— 7912100333  Responds    to   NfiC   791101    request   ra    noncompllance   of 
Wettinghouie   ECCB   (valuation   modal    under   requirements 
of    10CFR50  App   K. Evaluation   of    three    fuel    rod   models 
Indicates   no    safety    problems    for   Hestinghouse    plants. 
ANDERSON,  T.  M.       Westlnghouse   Electric    Corp.       79/11/03.       4pp. 

—7912100330  Responds    to   NRC   791101    request    re   OR  ML  cladding    Duelling   t, 
rupture    data.  Review  of   analytical    models   &   tests    Indicates 
compliance   w/tOCFRBQ  App    K. All    QE   spec*    far    calculated    peak 
cladding    temp    remain   unchanged. 
BUCHHOLZ.R.H.       Qeneral    Electric    Co.       79/12/07.       3pp. 


--7913050035    IE    Insp    Rep t    50-303/79-16    on   790923-23.  No    noncompliance 
noted. Major   areas    Inspected: core  power   distribution    limits, 
in-core/ei-core   calibr   li    Isothermal    temp   coefficient. 
CHGW.E.T.  Region  3,    Chicago,    Office   of    the  Director. 

BTREETER,  J.  F.  Region   3i     Chicagoi     Reactor   Operations    Nuclear 

Support   Branch.       79/10/16.       4pp. 

7912030400  Forwards    IE   Insp   Rapt   50-303/79-15  on  790910-14.  No 
noncorapl lance   noted. 

HEIBHhAN,  R.  F.  Region  3,    Chicago,    Reactor  Operations  Nuclear 

Support   Branch.       79/10/23.       2pp. 


— 7912100407   Forward i    response    to   NRC   791101    request    re   rod    burst    tost 
data, Conclude*    that    data    properly    represented    by    fuel    model* 
used    In   vendor    evaluation   models    1    that   analyse!    demonstrate 
all    criteria   of    10CFH50.  46    satisfied. 

DHSLEYiO.F.       Evion  Nuclear  Co.,     Inc.     <iub«.     of   Exxon  Corp.). 
79/11/03.        5pp. 

— 7913100496  Forward's   addl    Info    ra   evaluation   of    Impact   o*  NRC   proposed 
rupture/blockage   model    used    In  vendor    evaluation   model. 
No   adverse    Impact    from  neu  rupture    bunt   data   or   use    of   NRC 
rupture/blockage   model    on    licensing    calculation   results. 
OHBLEY.  0.  F.       En  on   Nuclear   CD.,     Inc.     Clubs,     of   Ex  ion  Corp.). 
79/11/01.        22pp. 


—7912030412   IE   Insp   Rapt   30-303/79-13   on  790910-14.  No   noncompl iance 
noted. Major   areas    inspected: safety-related   components   b 
equipment,  imp lemontatlon   of   ASME  Code   Section    11    pump   b 
valve    teat   program  &    follouup    on   IE  Bulletin  79-06C. 
MCQHEODR,  L.  Q.  Region   3,    Chicago,    Office   of   the   Director. 

BTREETERi J.  E.  Region  3,    Chicago,    Reactor  Operations  Nuclear 

Support  Branch.       79/10/24.       Bp. 

7912040211   Responds    to    IE  Bulletin  79-1S,     "Audibility   Problems 
Encountered    on  Evacuation    of   Personnel    from  High  Noise 
Areas."    Inadequate   alarm  tyi    Identified    in   four  areas. Sys 
uill    be    improved    by   adjustment   or    installation  of    speakers. 
MATHEH9.E.R.      Wisconsin  Public  Service  Corp.      79/11/OB.       lp. 


7912010102  Summary    of   791115    telcon   w/iitil    re    lessons    learned 
implementation. 
OLBHAN.L.N,  Operating   Reactors   Branch    1.       79/11/23.       7pp. 

7912060029  Summary    of  791115    telcon   u/util    re   ulil    791019  response    to 
790913   Itr  ri   lessons   learned    implementation. 
OLSHAN.  L.  N.  Operating   Reactors   Branch    1.       79/11/23.       6pp. 

7912210439  Notifies    that   radioactive   matl    shipping   activities    to    be 
performed    par    utll   QA   program.  7B0120  Revision   2.  approved 
790723. 

RICHMOND,  J.,    LUOMAiC.R.       Wisconsin  Public    Service   Corp.       79/11/27. 
IP- 

7912120342  Responds    to   NRC   791039    Itr   re   Tech   Bpeca    on   rod 
misalignment. Current   util    Tech    Specs   are    consistent  u/safety 
analysis   Ii  mode    of    operation    based    on   approved    physic* 
methods. 
MATHEHS.E.R.       Wisconsin  Public    Service    Corp.       79/12/05.      2pp. 

7912310181   Request!    firm   date    for    delivery    of   re-analysis   at  ECC8 
cooling    performance    using    correct   Hestlnghouso   evaluation 
model, 
8CHHENCER, A.  Operating    Reactors    Branch    1.       79/12/07.       2pp. 


7912050156  Forwards    IE  Circular   79-22,     "Stroke  Times    for  Pauier  Operated 
Relief  Valves."   No  response   required. 

KEPPLER, J.Q.  Region   3,    Chicago,    Office   of   the  Director.      79/11/16. 

lp. 

7912100252  Forwards    IE   Info   Notice  79-2B,     "Overload Ing    of  Structural 
Elements  Duo   to   Pipe  Support   Loads."   No  response  required. 
KEPPLEH.J.O.  Region  3,    Chicago,    Office   of   the  Director.      79/11/16. 

ip. 

7912120001   Forwards    IE   Info   Notice   79-29,    "Lois   of  Nonsaf ety-Related 
Reactor   Coolant   Syo    Instrumentation  During  Operation.  "  No 
specific    action    or   response    required. 

KEPPLER, J.O.  Region  3i    Chicago,    Office   of   the  Director.       79/11/16, 

ip. 

7913030116  Forward!    IE  Bulletin   79-26,     "Boron  Loss  Prom  BUR  Control 
Blades."   No   response  required. 

KEPPLER,  J.  0.  Region  3.    Chicago,    Office   of    the  Dl  roc  tor.      79/11/20. 

lp. 

7912120079  Forwards    IE   Insp   Rept   30-303/79-1B  on  791015-19  h  notice 
of  violation.  Notice    of  vlolation'uilthheld    (ref   10CFRS.  7901. 
HINDiJ.A.  Region  3,    Chicago,    Safeguards  Branch.      79/11/21.      2pp. 


79121B0481   Submits   interim  position   for  containment  purge  during 
operation, In   response    to   NRC   791023   Itr.  Also    submits   addl 
info   for   comparing   Branch   Technical   Position  6-4   for 
Containment   Bys   Branch. 
MATHEWS.E.R.       Wisconsin  Public    Service    Corp.       79/12/10.       3pp. 

7912180301   Forwards   addl    info    re    Lessons   Learned   Tank    Force   Short-Term 
Requirements   in  response   to   791207   telcon.  Ho   Implementation 
schedule    available    duo    to    uncertainty    in   delivery    of 
equipment. 
MATHEtJSiE.fi.       Wisconsin   Public    Service   Corp,       79/13/10.       2pp. 

79121B0621    Responds    to   NRC  791019    Itr.  Dlscuesas    overpressure    protection 
syt   fc  number    of    available    electrical    penetrations    through 
containment. Mods    to   Class    IE   power    sourcei    planned    for    19SO 
refueling    outage, 
MATHEWB.E.  R.       tlisconsin  Public    Service   Corp.       79/13/12.       lp. 

7912190420  Forwards  Heitinghouse    reanalysis    description, time    sequence 
of    events    h   generic    sensitivity    study    results    to   document 
ECCS  rsanalgoU   re    ilrc/uatar   reaction    calculation. 
Calculated    peak    clad    temp    does   not    exceed   2,200  F. 
MATHEWB.E.R.       Wisconsin  Public    Service   Corp.       79/18/14.      36pp. 

7912210335  Provides   requested    Info   re   auxiliary    feeduater    sus. Editing 
daslgn  meets   short-tarm  criteria   of  NUHEO-0378  t  H  D»nton 
791030  clarification    Itr. 
MATHEH9,  E.  R,       Wi»con*ln  Public    Service  Corp.       79/12/14.       2pp. 

a.     Inspection  report!,     IE  Bulletins   d   correspondence 


— -79121200B3   IE    Insp   Rept  50-303/79-1B   on   791019-19.  Noncompl lance   noted: 
some   guards   not   qualified    in  accordance  in/commitments   It 
some   security-related    equipment  not   tested    in  accordance 
ui/comitiitments.  Details  withheld    (raf    10CFR2.790). 
CREED,  J.R.,     8CHWAN.C.  A.  Region   3,     Chicago.     Office    of    the 

Director.      HIND,  J.  A.  Region  3,    Chicago.    Safeguards   Branch. 

79/11/20.       2pp. 

7912170210  Updates   79)018  response    to   IE  Bulletin  79-21.  Drift  on 
steam  generator    level    transmitters  may    be   3.  IX.  Potential 
level    uncertainty    is    1 1.  Bit.  To   assure   compliance  u/Tech 
Specs,  sstpoint  will    be   raised    to    17"/.. 
MATHEWB.E.  R.      Wisconsin  Public    Service  Corp.      79/11/31.      2pp. 

79iaiOQfl4B  Forwards    IE  Circular   79~24,     "Proper    Installation  ti  Calibr   of 
Core   Bprau   Pipe   Broak   Detection  Equipment   on  BWHfl.  "   No 
written   response  required. 

KEPPLER.J.G.  Reoion   3,    Chicago,    Office   of   the   Director.      79/11/26. 

lp. 

7912140249  Forwards    IE  Circular   79-33,     "Motor  Starters  b  Contactors 
Failed    to  Operate."   No  written  response   required. 

KGPPLER,  J.  0.  Region  3,    Chicago,    Office   of   the  Director.      79/11/26. 

Ip. 

7912110430  Notifies    that  NRC    intends   to  routlntly    forward    to 
appropriate   state   public    util    regulatory    groups  b   state  atty 
gensral    ofcs   copies    of   escalated    enforcement  correspondence 
sent    by   NRC   to    licensees. 
KEPPLER,  J.  0.  Region  3-    Chicago,    Office   of   the   Director.      79/11/28. 


7912030028  Forwards    IE   Insp   R«pt    50-303/79-16   on   790923-28.  No 
noncomp lianco  noted. 

HEISHMAN,  R.  r,  Region  3.     Chicago,    Reactor   Operations  Nuclear 

Support  Branch.      79/10/ie.      Spp. 


7912190338  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  it  Control  Power  Sys  Bus  During  Operation." 
Written  response  required. 

KEPPLER.  J.  0.  Region   3,    Chicago.    Office    of   the  Director. 

Ip. 
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79  1 22OOOB7    Responds    to    IE    Bulletin    79-1 7.  R  evi  sJofi    1    re     stagnant     berated 
tiater    si|s.  Weldi    already     inspected    i    will     be    reviewed     to 
enaurc     IO7.    of    accessible    ujelda     inspected .  Further    insp     if 
necessary    to    be    completed     within     12    months. 
HATMEWSi  E   fl.        Wisconsin    Public    Service    Corp.        79/11/30.        2pp. 


— 7912100330   Responds    to    NRC    7911O1    request    re    ORNL    cladding    swelling    t, 
rupture    data. Review    nf    analytical    models    &    tests    indicates 
compliance    uj/10CFR5O   App   K.  Al  1    <5E   specs    for   calculated    peak 
cladding    temp    remain    unchanged. 
BUCHHOLZ.R.  H.        General    Electric    Co.        79/12/07.        3pp. 


791214O109   Faruiards     IE    Info    Notice    79-30.      "Reporting    of    Defect*    t. 
Nc-ncompl  lances.  10CFR21.  •"    No    action    or    response    required. 
KEPPLER.J.  0.  Region    3,     Chicago.     Office    of    the    Director.        79/13/06. 

IP- 

79122OQ195   Forwards     IE   Bulletin    79-29,     "Possible    Malfunction    of    Name  o 
ttodel    EftlBO    Limit   Switches   at    Elevated    Temps.  "    Action 
required. 

KEPPLEU,  J.  0.  Region    3,     Chicago,     Office    at    tha    Director.        79/12/1O. 

IP- 

R.     Peri-odic    operating    reports   &   relate-d   correspondence 


— 7912100407  Forwards    response    to    NHC   791101    re-quest    re   rod    burst    test 
data.  Concludes    that    data   proparly    represented    bu    fuel    models 
uied    in    vendor   evaluation   models   t    that    analyses    demonstrate 
all    criteria    of    1QCFR3O.  46    satisfied. 

OHSLEY.a.F.       Enon  Nuclear    Co.  .     Inc.     (subs,     of   Ei  ion   Corp,  ). 
79/11/03.        5pp. 

— 7913100456  Forwards    addl    info    ro    evaluation    of    impact    of    NRC    proposed 
rupture/blockage    model    used     in    vendor    evaluation   model. 
No  adverse    impact    from  neu   rupture    burst    data   or    use    of   NRC 
rupture/blockage   modul    nn    licensing    calculation    results, 
OWBLEV.Q.F.        Enon   Nuclear    Co.  ,     Inc.      (subs,      of    Enon   Corp.   ). 
79/11/04.       22pp. 


7912140337  Forwards   monthly    operating    rept    far   Hav    1979. 

KATHEN9.E.  R.        Washington    Public    Pouar   Supply    System,        79/12/1O.        lp. 


7912120103  Notification    of    791126  moating   w/util    in   BathasdaiMD   to 
discuss   reactor  vassal    noule    fabrication. 
GF1DTENHU1S.M,  Operating   Reactors   9ranch    1.       79/11/19.       3pp. 


-79121403ii2   Monthly    operating    rapt    for    Nov    1979. 

WALLACE.  J.  J.        Washington    Public    Pomer    Supply    Syati 
flpp. 


DDCKET    50-306   PRAIRIE    ISLAND   NUCLEAR    STATION,     UNIT   2 
F,     SacuTitij.    medical,     emergency    b    fir?   protection    plans, 

7912300032  Dlecu&ae?    HHC   7911D9   meeting   r«    emergency    preparedness    team 
review    objec t ives. Provides   guidance    For    Improving    licensee 
amarge-ncy    preparedness   t,    assuring    capability    of    offaite 
agencies    to    take   appropriate    emergency    actions. 
ORrHES.B.K.        Emergencij    Preparedness    Task    Force.        79/11/23.        30pp. 

791212024*   Forwards    evaluation    of    electrical    &  mechanical    penetration 
lealn    ft    fire    detcEtora    required     bg    790906    fire    protection 
oafetij    e- valuation   rept. 
HAVER.  L,  D.        Horthern    States    Pouer    Co.        79/11/30.        Sflaa. 

Q.     Ad jud icatary    correspondence 

7912110039   Confirms    receipt    at    end    790329    petition    to    suspend    OLs    for- 
all    PWRs..  Foruai-da    FFI    notice    indicating    tJiat   petition    uill    be 
treated    in   accordance   u/ 10CFR2.  206. 
DENTDNi  H.  R,        Office    oF    Nuclear    Reactor    Regulation.        79/11/23.         lp. 

—  7912110126  Notice   -of    request    fo-r    action    pursuant    tn    10CFR2.20A   re 
Environ   Coalitioai    on   Nuclear    Pouier    79O329    petition 
requesting    suspension   of    all    CLs    for    PURs 

MULLER.D.R.        Office    of    Nuclear    R.eactor    Regiilatton.        79/11/33, 
3Hpp. 

P,     Operating    11  cense    stage    documents    tc   caff eapondence 

791109024B    "Sumiriary    of    Operating    Eiperlence    M/Rec  ireu  1  atlng    Steam 
Q-enHrators,  » 

EIBENrlUT,  D.  0.  Division    nF    Operating    Reactors.        NUREO-05a3. 

79/01/31.        B7pp. 

79120401^4   Discils-aes    MRC    concerns    re    containment    purging    tt  venting 
during    normal    operations.  Includes    licensee    override    oF 
isfetij    actuatian    Isolation    signals    to   containment    iialatlo-n 
valvei    d   valve    ability    to    shut    ui/o    degrading    containmant, 
SCHWENCEH.A,  Qp«rating    Reactors    Bran  til    1,       79/10/2?.       5pa. 

79120S017i  Discusses   WRC    r*vlou   of    LEJls  &   Tech    Spac    requirements    re 
control    RPI     iqi    at   l^estinghouse    PHRs.  ReqiiEiits    Tech    Specs 
re- view    to   ensure   requirement    for    rod    maint    to   uilkhln    •<-/-   12 
stapd    indlcateil    SiRPI    tijt    verified    accurate   ulthin    la   stepi, 
BCHHENCEfl,  A,  Operating    Reactors    Branch    1.       79/10/29,      7pp. 


79120402O1    Confirms    implementation   of    interim   procedural    solution 
adopted   at   791119  meeting    u/NRC,  LlBstinghouae    b   utll    re 
possible   rod    drop    accident   analysis    for   certain  Ueitinghouaa 
designed   plants. 
MflYEft.L.O,       Northern  Btatas  Power    Co.       79/11/27.       lp. 

771H110307  Responds    to   NRC    791029    Itr   re   control    rod   misalignment 
specs.  License    amend    request   re    spoc    change's   uill    be 
submitted    bg    800119. 
HAVERiL.D,       Northern  Status   Pauiur    Co.       79/12/03.       lp. 

7712210000  Summary    of   79112&  meeting    u/Uestinghouse    &   utll    ra    base 
metal    cracking    in   reactor    vessel    nonlas    under    stainless 
steel    cladding, 
OflDTENHUIS.M.  Operating   Reactors   Branch    1.       79/12/13.       4pp. 

— 7912210013  Discusses   pipe    leak    at    TVO   1,  in  Finlandi  due    to    faulty 
fabrication   process    of    components   mfg    in  France   fc 
significance   to  US   plants, 

DENTON.H.R,       Office    of   Nuclear   Reactor   Regulation.       79/10/24. 
14pp. 

7912200432  Notifies    that    util    mill    be    in   compliance    bu   800131    ui/Lessona 
Learned   Task    Force    recommondajttons   ro   relief    fc   safety    valves 
direct    position    indication  t<    inadequate   care    cooling 
detection    instrumentation. 
MAYER,  L.  D,        Northern   States    Pouier    Co.        79/12/14.        2pp. 

791B2O03H5  Notifies  NRC    that    util    cannot   meet   7S1023   icnadule    for 
re-solving    issue    of   asymmetric    LDCA    loads. due    to    delays    in 
matl    procurement.  Pipe    restraints   uiill    be    Installed    during 
refueling    outage. 
HAVER.  L.  D.       Northern  States   Pouer    Co.       79/13/17.       lp. 

Q,     Inspection   reports,     IE  Bulletins    It   correspondence 

791HO5D4O1    Forwards    IE   Insp    Repts    5O-2B2/79-23   d   50-306/79-19   on 
790917-30.  No    noniomp  1  iance   noted. 

HEISHMAN.  R.F.  R«gion   3i    Chicago,    Reactor    Operations   Nuclear 

Support   Branch.       79/10/2i.       Spp. 

— 791SOSO106    IE    Insp    Repts    30-302/79-23    t<    30-306/79-19    on    790917-30.  No 
noncompliance   noted.  Major   areas    inspected:  maint.  security, 
r evleuij  audl  t  It  radiation   protection. 

FEIERrtDEND,  C.  D.  ,    WARNICK,  R.  F.  Reolon    3,     CMcaflo,    Office    of    the 

Director.        79/1O/22.        Spp. 

7912030144  Forwards    IE  Circular   79-22,     "Stroke    Tima»    for   Power   Operated 
Relief    Valves."    No    -response   required. 
KEPPLER.J.  0,  Region    3,    Chicago.    Office    of    the   Director.       79/11/16. 


7912I001B9  Discusses   WRC   791101    meeting    ur/representat 1 vos   of   NSE3 
ve-ndon    b   fuel    suppliers    re    discussion    of   respective 
portions    of   ECCE   evaluation   models    dealing   u/fue>l    cladding 
suclling    It   incidence    of   rupture.  Vendor    responses,    enc  1 . 
E1SENHUT,  D.G,          Division    of   Operating    Reactors.       79/11/09.       ASpp 

—  7913100233   ftispond-s     to    NRC    791101    request    re    noncomp  1 1  ance    of 
Uestinghouse    ECC9    evaluation    model    under   requirements 
or    1OCFRSO  App    K.  Evaluation   of    three    Fuel    rod    models 
Indicates   no    safety    problems    Par   Uestinghouse    plants. 
ANDE«aON,T-M,       Westinohouse  Electric    Cnrp.       79/11/OH.       4pp. 


7912100239  Forwards    IE    Info    Notice   79-3B,     "Overloading    of   Structural 
Elements   Due    to  Pipe  Support    Loads."    No   response    required. 
KEPPLER.J.  0,  Region   3.     Chicago,    Office    of    tha   Director.       79/11/16. 


79121  10SBS  Forwards    IE   Info    Notics   79-29,     "Loss    of  Nc-n»af«ty-Related 
Reactor   Coolant   BIJ»    Instrumentation  During   Operation.  "   Mo 
specific    action   or    response    requlred- 

KEPPLER.  J.  0.  Region    3,    Chicago^    Office    of    the   Director.       79/11/16, 

If. 
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Forward*    IE    Insp    Repti    30-283/79-27   t,    SO-3O6/79-21    DTI 
791001-31.  No   noncompllance   noted. 

HEISHMAN,  R.  F.  RBoion   3,    Chicago,    Reactor   Operation*   Nuclear 

Support   Branch.       79/11/14.       2pp. 

— 7913210074    IE    Inip    Repts-  80-283/79-27   &    5O-306/79-2I     on   791001-31.  No 
noncomp 1 ianco   noted.  Major   areas    1 nsp acted: p lant   operations. 
m«lnt,  security   <<  observations    of    plant    staff   response    to 
•  team   generator    tube    rupture. 

FEIERAHEND,  C.  D.  .    WARNICK,  H.  F.  Region    3,    Chicago,     Office    of    the 

Director.       79/11/13.       9pp. 

7912030404   Forwards    IE   Bulletin   79-26,     "Boron   Lots    From  BUR   Control 
Bladei.  "   No   response   requlnd. 

KEPPLER.J.  0.  Region   3,    Chicago.    Office    of    kt\a   Director.       7*)/ll/8O 

ip. 


S.     Heportabli 


:currences,     LERs   &    related     correspondence 


7912070135    PNO-II I-79-Q24: on    791026, Benign   3   notified    of    chlorine 
treatment    of    cooling    touor   water   containing   amoeba 
encephalitis.  Licensee    will    monitor   discharges  I,   submit 
environ   event   rapt    tn    NRC, 

OEBTHANN,  M,  J.  ,     ES5IO,  T.  H.  Region   3,     Chicago,     Office    of     the 

Director.        79/10/33.        3pp. 

791204,0393   PNQ-1 11-79-035:  on   791007,  neutra lii ing    tank    batch    released 
ph    greater    than  Tech    Spec    limit.  Caused    by    improper 
operation   of    ph   monitor    on    tank    effluent    pipe. Memo    issued 
requiring   reliable   operation   of  monitor. 

DESTMANN,  M.  -J.  Rejion   3,    Chicago,    Office  of    the    Director 

79/1  I/OS.        2pp. 


7912100440  Forwards    IE  Circular  79-24,     "Proper    Installation   &  Calibr   of 
Cor*   Spray   Pipe    Break   Detection   Equipment    on   HURs. "   No 
written  response   required. 

KEPPLERiJ.O.  Region   3.    Chicago,    Office    of    the    Director.       79/11/26 

Ip. 

7912140216  Forward*    IE  Circular   79-23,     "Motpr  Starter*   It  Contactors 
Failed    to   Operata.  "   No   written    response   required. 

KEPPLEH,J,Q.  Region  3,    Chicago,    Office    of    the    Director.       79/11/26 

Ip. 

7912110433  Nolifle*    that   NRC    intends    to   routinely    forward    to 
appropriate    state    public    util    regulatory    group*   &   state   atty 
general    ofcs    copies    of   aecalated    enforcement    correspondence 
sent   bu   NRC   to    licensees. 

KEPPLER.J.O,  Region   3,    Chicago,    Office    of    the    Director.       79/11/2B 

Ip. 

7912190B01   Respond!    to    IE  Bulletin   79-17. Revision    1. Insp    per    Itam  S    (b) 
to    begin   791203    for  Unit   a   b   end    in    two  uks.Unit    1    inuti 
scheduled    for   Aug    1990. 
WACHTER.L.J.       Northern   States   Power    Co.       79/11/28.       Ip. 

7912030667  Ack   receipt    of   791031    Itr    informing   NRC    of    steps    taken   to 
correct  violations    noted    in    IE    Insp    Rep ts    SO-HB2/79-21    & 
30-306/79- IB. 

HEISHMAN.  R.  F.  Region   3.    Chicago,     Reactor   Operations   Nuclear 

Support   Branch.       79/11/30.       Ip. 

— 791SOSQ671    Re*ponds    to  NRC   791009    Itr   re   violation*    noted    in' IE    Insp 
Repts    HQ-2B2/79-21    b   30-306/79-lfl.  Corrac tlve   actions: Design 
Change   771397    forma   u/requirad    initials    computed. 
HACHTERiL.  J.       Northern   States    Power   Co.       79/10/31.       3pp. 


7912O3O197   Forwards    LER    79-G29/03L-O. 
MAYEH.L.  0.       Northern   State*   Pouer  Co. 


79/11/30.       Ip. 


—7912030302  LER   79-Q29/O3L-0;  on  791 102,  during   surveillance-    test,  turbln 
driven   auxiliary    feedwater   pump    did   not   start. Cause    gnJmnuin, 
Valve*    being    checked    for    proper   position  every   4-h   S.   detign 
change    Initiated. 
HUNQTADiA.  A.       Northern   States   Power  Co,      79/11/30.       Ip. 

7912070332  Environ  Event    Rapt    79-11    for    17   day*    in  Nov.  SloLidauin    floui 
in    exceis    af    Tech    Specs,   required    to   compute   special 
ehlorinatltm    treatment    authprlied    by   791103  ET8  change, 
MARD.E.  C,       Northern  States    Pouier  Co.       79/12/03.       Ip. 

79122BO36H  Forwards    Heating  house   evaluation  of  791002  tube    rupture 
evsnt,  Concur*    w/util    recommendations    in   LER  79-Qa7/01T-0  r» 
operation    of    turbine    driven    auxiliary    fund   pump   &   steam 
supplg   valvo    from   faulted    steam   generator. 
ANDERSON,  T.  M.       Hestinghouae   Electric   Corp.      79/12/19.       17pp. 


79123IO475  Forwarils   LER   79-O31/03L-0. 
MAYER,  L.  0.       Northern   States   Power  Co. 


79/12/36,       Ip. 


— 791231047B  LER  79-031/03L-0:  on  791 126,  during    periodic    surveillanci 
program   revieuij  discoverad    that  BP1032   boric    acid    tank    level 
tnat  not    pBrfnrmed   uii  th  tn    tolerance   band.  Caused   bg   p»nonnel 
oversight.  Instrumentation   d  control    achsdulo   to   be   used. 
HUNBTAD.A.  A.        Northern    States   Power   Co.       79/12/86,        Ip. 


DOCKET    30-309    MAINE   YANKEE    ATOMIC    POWER   PLANT 

F.     B»curityi     medical,    emergency    t,   fire    protHction  plain 


7912190231  Formards  IE  Bulletin  79-H7-  "Losa  of  Non-Claan  IE 
Instrumentation  ti  Control  Pouier  Sys  Dus  During  Operation.  " 
Written  response  required. 

KEPPLER.J.O.  Region   3,    Chicago,    Office    of    tho    Director.       79/11/30 

tp. 


79IS200022  Discussea   NRC   791109  meeting   r»    emergency    preparedres*    team 
revieu  objectives.  Provides    guidance    for    Improving    litenioe 
emergancy    preparedness   ti    assuring   capability    of   offsite 
agencies    to    take   appropriate    emergency   actions, 
GRIMES, B.K.       Emergency    Preparedness  Task    Force,      77/11/23.       30pp. 


791B140093  Forwards    IE    Info   Notice   77-30,     "Reporting    of   Defects   *c 
Noncompllancea,  10CFR21.  "   No   action    or    response   rs-qulrBd. 
KEPPLER,J.O.  Region   3,    Chicago,    Office    af    the    Director.       79/12/O6 

Ip. 

791S2BOO&7  Responds    to    IE  Bulletin   79-OB,  Hevlsion   S.     "Pip*   Support  Haso 
Platt   Designs   Utlng   Concrete   Expansion   Anchor    Bol la.  "   All 
Saiemlc   Category    I   restraints    that   uue    concrete    expaniion 
anchore   were    field   vnrlflad. 
WACHTER,L,J.       Northern   State*   Power   Co.       79/12/07.       2pp. 

791BS00134  Forward*    IE   Bulletin  79-SB,     "Posaible   Malfunction    of   Namco 
Motl*l    EA1BO  Limit  Switches    at   Elevatad    Temps."   Action 
required. 

KEPPLERiJ.O.  Feglon   3,    Chicago,    Office   of   the    Director.       79/12/10. 

ip.- 

7913280041    Responds    to    IE  Bulletin*    7B-12,  78-12A  t>  78-lBHF     "Short 
Period    Scrsme    at    BWfi   Facl llties. "   No    deviations    found    in 
welding    matl    used    in   vessels. 
HACHTER.L.J.      Northern  State*  Power  Co.      79/12/11,      2pp. 

H.    Periodic   operating   report*  t>  related   correspondence 


0.    Ad  judicatory    correspondence 

791H11O03B  Confirms    receipt    of    end   790329   petition   to  suspend   OLs    for 
all    PHRs.  Forwards    FR  notice    indicating    that   petition  will    be 
treated    in   accordance    w/lOCFRa.  306. 
DENTON.H.R.       Office   of    Nuclear  Reactor  Regulation.       79/11/23.       Ip. 

—  7912110126  Notice    of  request    for   action   pursuant   to    10CFRB,  206   re 
Environ   Coalition   on    Nuc  laar  Pouer   7903S9  petition 
requesting    suspension    of    all   OLs    for  PttRs. 
MULLEH.D.R.        Office    of   Nuclear   Reactor    Regulation.       79/11/23. 


791211OflOB  Petition    to   intervene.  Urges   Commission   to   schedule 
conferences,  dl»covery    fc   hear  inj».  Certificate  of  Svc    t 
supporting    documentation   end. 
TUPPER.S.R.  ,     MILLTER.0.B.       Sensible  Maine   Pouer.      79/11/29.       7nj. 

—  7912110418  Attachment   3    In    support   of   petition   to    intervene.  Identifies 
aepects    of    proceeding    for   which    intervention    Bought.  Contend* 
that   applicant    Palled    to    implement   protective  measures  re 
human  b    technical    failures. 
MILLER,  D.  B,       Sensible    Maine   Power.       79/11/S9.       12gp, 


79121S06BO  Foruiarda   monthly    operating    rept    for  Nov    1979  t   corrections 
to   monthly    operating    rapts    for   AugiSapt    ti  Dct    1979. 
MAYER,  L,  O.      Northern  State*   Power  Co.       79/13/12.       Ip. 


—79-12110423  Errata    to  791123   petition   to   intervene1,  Cermets 
typographical    error*. 
MILLER,  D.  5.       Sensible   Maine  Power.      79/11/29.       2pp. 


— 7912180&2B  Monthly   operating   rupt   For  Nov   1979. 

HUNBTAD.A.  A.       Northern  States   Pow*r    Co.       79/12/01. 


Bpp. 


791B19O005  Forwards   State    of    ME  notice   of    intent    to   participate. 
PATERBCN,0,  H.       Meine,    State    of.      79/11/HB.       Ip. 
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— 791219QQ01?   NotiiB    of     Intent     to   participate    In   hearing*   re    util 
application   to    Bipand    spent   fuel    storage   capacity. 
Certificate   of   Svc    «ntl. 
PATEflSON,  J.  M.  R.      Maine,    State   of.      79/11/28.      2pp. 

7912130277  Establishes   ASLB   to  preside    in  proceeding.  p"r  Commission 
791O24  order.  RM   Lain    appointed   chairman  fc  CH  Hand   &  Ok 
Lin»nberfler   merabers.  _,ni        ^ 

LAZO.R.M.      AtnoU  Safety  and    Licensing  Board   Panel.      79/12/O3.       2pp. 

7912170053  Answer    in   support    nf  Sensible  ME  Pouier   petition   to 
intervene.  Requests  jppoinbnant  of  ABLB   to  preside   in 
proceeding.  Uryss  holding    of    prehearing   conference. 
Certificate   of    Svc   «nel.  „,„.....  ,.  „ 

DIONAN,  T.  0.  ,     GAD.  R.K      Malnt    Yankee   Atpalc   Power   CD.       DICNAN.  T.  Q. 
Ropes   t  Gray.       79/13/07.       3pp. 


7912170202  Notice   of  appearance   in  proceHdlnj  re  spent   fual    pool 
compaction.  Certificate   of   Svc   encl. 
DAD,  R.K.       Mainu    Yanlee   Atomic   Fouep   Co 
79/12/07.      2pp. 


OAD,  R.K.   Ropes  Si  Gray. 


79iaiBOO29  Notice  of  appearance.  Certificate  of  Svc  end. 
DIGMAN.T.O.   Maine  Yankee  Atomic  Poner  Co.   DIGNAN.T.Q. 
Gray.   79/IE/07.   2pp. 


Oopet  tt 


791S26000&  Supports  request   by  State  of  ME   to   participate   as    interested 
state    if  hearing   held   to  consider   licensee  request   to  amend 
license    to    for    nipansion  af    spent  fuel   pool   capacltg. 
Certificate   of   Hvc    encl. 
MCOLJRREH.H.  J.       Hearing  Branch    I.      79/12/11.      2pp. 

7913340293  Supports  Sensible    ME  Power   tiinelg   petition   to   intervene. 
Inter«tt  reqtiiromenls   satisfied.  Certificate   of  Bvc    incl, 
MCflURBEN.H.  J.        Hearing    Branch    1.       79/12/13,       6pp. 

H.    Oaneral    correspondence 

7912200435  Forwards  confirmation  of  response*  given   In  791116   telcon  re 
791031    questions  concerning    spent   fuel   pool. 

OAMMILL.W.P.         Assistant  Director  for  Operating   Reactor  Projects    <Prs 
79103O).       79/11/04.        flop. 

P.    Operating    license    stage  document*  I<  correspondence 

791  10*702411  "Summary    nf  Operating  Eiperiinca  U/flecirculatlnB  Bteam 
Generators.  " 

EISENHUT,  D.  Q.         Division  of   Operating  Reactors.      NUREO-0523. 
S9pp. 


790B010339  Notifies   of   status    of  rept  on  reactor   cavity   annulus   seal. 
Most   PHR  users   remove  ring    during  normal    operation,  Otheri 
ilnTe    seal    rino    In   railed    position  during  normal    operation. 
LA1NAH.  0.  Plant  By  it  in*   Branch    (Pre  791030).      79/07/03.      7pp. 

791210018?  r>i«cus*e»   NRG  7911O1  meeting   u/repre«entatives  of  NBS8 
vendors  It   Fuel    -suppliers  re    discussion  of  respective 
portions  of  ECCS  evaluation  nndels   dealing  u/fuel   claddina 
swelling   tt   Incidence   of  rupture.  Vandor  responses  encl. 
EISENHUT.D.  0-         Division  o*  Operating  Reactors.      79/11/09.      69pp, 

—  7912100235  Responds    to  HRC  791101  request  re  nonconpliance   of 

HestinghousB  ECC8   evaluation  model    under  requirements 
of    1OCFRBO  App  K.  Evaluation  of   three   fuel   rod  oodels 
indicates  no    tafatij   probliais   for  Uestlnghouse  plants. 
ANDERSON.  T.M.      U«»ttnghouse  Electric  Corp.      79/11/02.      4pp. 

—7912100330  Responds    to  NRC   791101   request  r«  DRNL  cladding    spelling   fc 
rupture    date.  Reviaw  of  analytical  Models  d  tuts   indicates 
compllancB  U/10CFR30  App    K.A11   OE  specs   for  calculated   peak 
cladding    tanp   rcnain  unchanged. 
BUCHHOLZ.R.H.      Oeneral   Electric  Co.      79/12/07.      2pp. 

—7912100407  Forward!   reipontc   to  NHC  7911O1   request  re  rod    burst  test 
data.  Concludes   that   datJi    properly  represented   bu   fuel   nodels 
used    In  vendor   evaluation,  models  It  that  analyses  dfannstrate 
all    criteria    of   1OCFRB0.4&  satisflad. 

DHSLEYiO.F.       Enon  Nuclear  Co..     Inc.     (subs,    of  E»«on  Corp.). 
79/11/03.       Spp. 

—  791210049&  Forwards    addl    info  re  evaluation  of   impact  of  NRC  proposed 

rupture/blockage  nodel   used   In  vendor   evaluation  model. 
No  adverse.   Impact   fro*  neu  rupture,  burst  data  or  use  of  NRC 
rupture/blockage  nodal    on   licensing   calculation  risults. 
OUSLEYiQ.F.       Eno-n  Nuclear  Co.  ,    Ins.     (subs,    of  Exion  Corp.  ). 
79/11/04,      azpp. 


7912040348  Comments   on  NUREO-OB77,     "Potential    for  Lou.  Fracturt 
Toughnoss   fc  Lamellar  Testing    on   PMR  Steam  Generator   fc 
Reactor   Coolant  Pump   Supports.  "    Mail    test  repts    for    steam 
generator   base   matl    sncl.  _„,... on        . 

HOFFMAN,  J.  R.       Yankee   Atomic   Electric   Co.       79/11/29.       lp. 

— 7912040332  Matl    test   rept    for    steam  generator    base   inafcl. 
«     Ooslln-Birmlnghara  Mfg.     Co.       70/09/01.       lp, 

79121B0233  Responds    to  79091S  i    1122   Hrs  re   modified    spent    fuel   rod 
storas«. Forwards    request   fo   addl    Info    before   completing, 
review  d  evaluation.  ,,,,„*        * 

REID,  R.  M.  Operatinfl   Reactors   Branch   4.       79/U/3O.       4pp. 

7912200150  Discusses   revleu   of   pipa   cracks    In   chemical   vol    control    sys. 
Addition   of   horizontal   multi-at-oe    centrifugal    charging 
pumpi   will    not   cause   pressure    fluctuations,  Effects  ^rois  one 
positive  displacement  au.iliary   charging   pump   posstblB. 
REID.fi.  U.  Operating    Reactors   Branch   4.       79/12/07.       2pp. 

79121B0470  Outlines    commitments   fc  responses    to  Lesson*  Learnvd    Task 
Force   short-tern  requirements.  „„,,„,.,,        . 

EDWARDS,  D.  M.       Maine   Yankee   Atomic    Poyar  Co.       79/12/10.       lp. 

7712360222  Forwards   addl    info  re    containment   purjt   li  vant    syi    In 
response   to  NRC  791109  request.  Tuo    ovarstie    drawings    of 
ventilation  arrangement    encl.  _,._,.„ 

MOODYrD.E.      Maine  Yankee   Atomic   Power  Co.       79/ls/lO.       l*pp. 

79121B03SO  Advises    that    Bnc  1    addl    precaution   should    tie   added    to  C-E 
post-LOCA   guidelines    for   C-E  plants  u/hlgh    pressure   safety 
Injection   pumps    using    shutoff    heads   of   2,4,00  psl. 
Precautionary   measures    end.  ,._,._        n 

LIEDLER.  0,  E.       C-E  Operating   Plants   Owners  Oroup.       79/12/13.       3PP- 

<J.     Inspection  reports.     IE  Bulletins   fc   correspondeneo 



7912060003  Forwards  IE  Insp  Rtpt  30-309/79-13  on  790906-OB.  No 
noncompliance  noted. 

BRUNNER.E.J.      R»Blon  1.  Philadelphia,  Reactor  Operations  Nuclear 
Support  Branch.   79/09/27.   2pp. 

—7918060017  IE  Insp  Rept  30-309/79-13  on  790906-OB.  No  noncomp  1  l«ne« 

noted. Major  areas  inspected: containment  integrated  leak 
rate  test  &  inservice  test  proijram  for  pumps  tc  valvts. 
8M1TH.T.H.,  REKITO.H.A.     Hagion  1.  Philadelphia.  Office  of  the 
Director.   CAPHTON.D.L.      Region  1.  Philadelphia,  Reactor 
Oparations  Nuclear  Support  Branch.   79/09/Bo.   Opp. 

7912030370  Forwards  IE  Insp  Rept  30-309/79-12  on  790B21-23.  No 

noncomplisnet  noted.  ,          ... 

BRUNNER.E.J.      Region  1,  Philadelphia,  <  Reactor  Operations  Nuclaar 
Support  Branch.   79/10/16.   2pp. 

—7912030393  IE  Insp  Rept  30-309/79-12  on  790021-23.  No  noncompllanet 
noted. Major  areas  inspected: operator  requallf Icatlon 
training, general  employee  training  fc  craft  h  technician 
personnel  training. 

HETTENHAUSEN,  L.  ,  CAPHTON.D.L.     Region  1.  Philadelphia,  Office  of 
the  Director.   79/10/11.   6pp. 

7912120336  Responds  to  IE  Bulletin  79-1B. Vol  of  speakers  will  be 

increased  uhere  avaeuation  alarn  was  not  clearly  audible. 
Procurenint  of  addl  speakers  for  some  areas  underway. 
OROCE.  R.  H.   Maine  Yankee  Atomic  Power  Co.   79/10/17.   lp. 

7912040037  Discusses  IE  Bulletin  79-23  re  potential  failure  of 
energBncy  dlesel  genorator  field  eiclter  transformer. No 
connection  eiists  between  primary  winding  of  transformer  fc 
generator.  Test  will  be  completed  before  B00101. 
OROCE.R.H.   Main*  Yankee  Atomic  Power  Co,   79/10/29.   lp. 

7912140016  Responds  to  IE  Bulletin  79-24.  "Froitn  Lines."  Present  sys 
provides  adequate  protection  against  freezing  of 
safety-related  process. Instrument  d  sampling  lines. 
MOODY,  D,E,   Maine  Yanka*  Atomic  Pouitr  Co.   79/10/31.   lp. 

7912040019  Second  supplementary  response  to  IE  Bulletin  79-14. CooMlts 
to  extensive  seismic  analysis  of  pipes  k  supports. Cheeks 
completed  on  supports  2.30  Inch**  In  dlemeter  i  larger. 
GROCErR.H.   Maine  Yankee  Atomic  Pou«r  Co.   79/11/07.   2pp. 

7912200344  Forwerds  waste  packaging  In»P  "«pt  79-02A  on  7?092B-26.  No 

noneompllance  noted.  

SUTHERLAND, d.  T.      Region  2,  Atlanta.  Fuel  Facility  li  mterlale 
Safety  Branch.   79/11/07.   2pp. 


7912170O6S  Requests  addl  Info  within  90  days  re  In  is  of  offslta  power. 
REIDjR.H.     Operating  Reactors  Branch  4.   79/11/27.   3pp. 
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—  7912200399  Matt*  packaging  Imp  Hept  79-03A.  No  noncompl  lance  noted. 
Major  areas  inspected:  shipping  paptr  t>  DOT  placarding 
requirements,  radiation  l*vels,  removable  contamination,  POT  ti 
NRC  package  features. 
BROWN,  R.  A.     Region  S,  Atlanta.  Office  of  the  Dinctor.   79/11/06. 


R.  Periodic  operating  reports  i  related  correspondence 

—  —  —  —  '  ----  —  —  —  —  ~  ---  .—_—___  ---  .  ---  ,«,-.._,  -----  ,  ----  „_,.*.  —  .  —  ,_ 

79121B03B7  Forwards   monthlg    oporating   ropt    for  Nov   1979, 
MQODV.  D.  E.        Mains    Yankee   Atomic    Power   Co.        79/12/12.        lp. 


79121300B6  Provides  ticand  supplementary  response  to  IE  Bulletin  79-OS, 
"Pip*  Support  Ban  Plat*  D»ilgn  uilng  Concrete  Expansion 
Anchor  Bolt*."  Random  sample  of  79  anchor  bolt*  tasted  u/o 
failures. 
OHDCE,  R.H.   Maine  Yankee  Atomic  Power  Co.   79/11/14.   3pp. 

7912O3003B  Forwards  IE  Circular  79-2H,  "Stroke  Times  for  Power  Operated 
Relief  Valves.  "  No  response  required. 

ORIER.B.H.     Region  1,  Phlladilphi«>  Office  of  the  Director. 
79/11/16.   lp. 

7912050264  Forwards  IE  Info  Notice  79-27.  "Bteam  Q.nsrolor  Tuba 
Ruptures  at  Two  PHR  Planti.  "  No  reiponie  required, 
CRIER.B.H.     Region  1,  Philadelphia,  Office  of  the  Director. 
79/11/16.   tp. 

7912100129  forward*  IE  Info  Notice  79-38,  "Overloading  of  Structural 
Elantnti  Due  to  Pipe  Support  Loads.  "  No  ruponii  required. 
ORIER.B.H.    Region  1,  Philadelphia,  Office  of  tha  Director. 
79/11/1*.   lp. 


—  79I31BQ3B9  Monthly  operating  rapt  for  Nnv  1979. 

8JQQREN.  R.  K.   Maine  Yankee  Atomic  Power  Co,   79/12/12,   Spp. 

B.  Reportafcle  occurrences,  LERs  b  related  correspondence 

7912200312  PNO-  1  -79-007:  on  791Q1A,  uhi  le  performing  S4-h  load  test  of  IB 
emerging  cfleitl  generator,  f  Ire  occurred  in  turbocharger 
exhaust  piping.  Diecel  shut  down  on  generator  trip.  Cause  of 
trip  unknown. 

JOHN80N.D.,  KEIMIO.R.,  DRUNNER,  E.  J,     Region  1.  Philadelphia,  Office 
of  tha  Director.   79/10/16,   lp. 

7913040389  Forwards  LER  79-QS7/03L-0. 

WODDiE.C.   Yankee  Atomic  Electric  Co.   79/11/21.   lp. 

—  7913040395  LER  79-027/03L-0:  on  791029,  leakage  near  safetg  injection 
tank  discharge  chick  valve  1  exceeded  Tech  Bpic  Units. 
Causvd  bg  0-ring  failure  on  bearing  cap  of  ID  Ing  check 
valve.  0-rlng  replaced  It  bearing  cap  seal  uelded. 
FRIZZLE,  C.  D,   Yankee  Atomic  Electric  Co.   79/11/21.   2pp. 


7912110419  Forwards    IE   Info  Notice   79-29.     "Lost    of  Noniaf etg-RHated 
Rtactor  Coolant  Bgi   ln«trument«tion  During  Operation.  "  No 
•piciflc    action   or   raipon**    required. 

ORIEH.B.H.          Rejion   1,    Philadelphia,    Office  of  tha  Director. 
79/11/19.       lp. 

7912130073  R»qu«»t«   varific^tion   of   «t«tui   of  eompl«tlon  of   imp 
r*^ulnd  bg   IE  Bulletin  79-14. 

ORIERiB.H.  Reg  Ion    1,    Philadelphia,    Office   of   the  Director. 

79/11/19.       app, 

79120902B1    Forward i    IE  Bulletin   79-84,     "Boron  Lo*i   From  BUR   Control 

Bl*det, "   No  riiponie  raqulrad. 

OftlER,  B.  H.  R*glon  1,    Philadelphia,    Office   of   the   Director. 

79/11/20.       lp. 

7918130034  Reiiueeti  ratponti   to   IE  Bulletin  79-02  containing 
juitif ication  b  daicrlptlon   of   lampling   program  used. 
•RUNNER,  E.J.  Region   li    Ph  iladtlphia,    Reactor  Operation!  Nuclear 

Support   Branch.       79/11/21.       lp. 


7912040323  Forwards  LER  79-02B/03L-0. 

MOOD.E.C,      Maine   Yankee  Atomic  Power  Co.      79/11/3B.       lp. 

— 791B04032B  LEfl  79-028/03L-0: on  791031,  one   set  of  relag    contacts    on   each 
of    three   separate   reactor    trip   matrU  relags  were   not 
opening   rellablg. Cause   not    stated. Three  CP  Clare, mtrcurg 
uetted   relag   modules, tgpe  H92X-1011, replaced. 
FRIIZLE.C.D.       Maine  Yankee   Atomic  Power  Co.      79/11/28.      2pp 


791S14049&  Forwards  LEfi   79-030/99X-0. 

MDOD.E.C.      Main*   Yankee  Atomic   Power  Co.      79/12/07. 


lp. 


— 7912140801   LER   79-030/97X-O: on   791 105.  reactor   coolant   doie   enuivalent 
iodine    eice«dBd   Tech   Spec    limit. Caused    bv   unscheduled   plant 
trip,  Monitoring    program   established    to   follow  iodine   trends. 
FRIZZLE,  C.  D.       Main*   Yankee  Atomic   Power  Co.      79/1H/07.      4pp. 

79121B0394  Forwards   LER  79-O29/99X-0. 

WODD.E.  C,      Maine   Yankee  Atomic   Power  Co.       79/12/07.       lp. 


7912310472  Modifies   response    to   NflC   B01119    Itr  re    IE  Bulletin  79-14, 
"Seismic  Analysis   for  As-Built  Bafetg-Ralated  Piping   Bys.  » 
Verification  completed   on  BO  support*   for  piping   2.  5  Inches 
In   dlaeiitir  h  larger. 
ORDCE,  R.H,       Main*  Yankee   Atomic    Power    Co.       79/11/23.       2pp, 


--79121BQ337  LEH  79-029/99X-0; on   791025-  during  routine    shutdown 
operationi    for   repair   of    leaking  valve,  reactor   coolant  dose 
equivalent   iodine    exceeded   Tech   Specs. Caused   by   minor   fu»l 
cladding   degradation. 
FRIZZLE, C,  D.      Maine   Yankee   Atomic  Power   Co.      79/12/07.       Spp. 


79120*0577  Forwards   IE  Circular  79-24,    "Proper   Installation  b  Calibr  of 
Cor*   Bprau.    Pipe   Break    Defection  Equipment    on  BUR*.  "   No 
rasponia  required. 

CR1ER.B.  H,  Raolon   1.    Philadelphia,    Office    of    the   Director. 

79/11/26.       lp. 

79121iOOSt  Forwards   IE  Circular  79-23,    "Motor  Starters  l>  Contactors 
Failed   to  Operate."  No  response  required. 

QRIER.B.H.  Region    1,    Philadelphia,    Office   of    the   Director. 

79/11/34.       lp. 

7913190036  Forwards  IE  Bulletin  79-27i  "Loss  of  Non-Class  IE 
Initru«entatlon  i  Control  Pouar  Bgs  Bus  During  Operation." 
Written  response  required. 

ORIEB.B.  H,  Ragion   i.    Philadelphia,    Office   of    the   Director. 

79/11/30.       lp. 

7918310224  Forwards    IE   Info   Notice  79-30,     "Reporting    of  Defects    fc 
Nonconpliances, 10CFR21.  "  No  action  required. 
ORIER.B.H.          Region   1,    Philadelphia,    Office  of  the  Director. 
79/1B/06.       4pp. 

7912190783  Forward i   IE  Bulletin  79-BB,    "Poe.ibl.  Malfunction  of  Namco 
Modal   EA1BO  Limit  Switches   at  Elevated   Tempi."  Written 
response  required. 

QRICR.B.H.  Region    1'    Philadelphia,    Office    of    the   Director. 

79/12/07.       lp. 

791229020S  Forward"   IE  Info  Notice  79-31.    "Uit  of   Incorrect  Amplified 
Response  Spectra.."  No  written  response  required. 
ORIER.B.H.          Rug  Ian   1,    Philadelphia,    Office  of  tha  Director. 
79/12/13.      lp. 


DOCKET   30-311   BALEM  NUCLEAR  OENERATINO  STATION,    UNIT  S 

A.    Application/construction    stage   documents   &  correspondence 

7912110011   Forwards  NRG   position    on    status   d  applicability    to  pending 
DL  applications    of  results    of   TMI    followup   actions.  Outlines 
addl    short-term  actions   to    be    taken. 
VASSALLO,  D.  B.         Division   of  Project  Management.      77/O9/27.      41pp. 

7912110264  Discusses  NflC   plant    to   use   generic   analgses   to   develop    early 
verification   program  to  resolve  AT  US   issue    for  PURs   li  BHRs. 
Buccass    of   program   depends    an    industrg   response.  Supports 
formation  of   owner*   groups    to    provide   necffttarg    info. 
DENTON,  H.  R.      Office   of  Nuclear  Reactor  Regulation.      79/10/17.      3pp. 

791219004A  Forwards   addl    Info   required   for   completion   of   electrical 
override/b«pass   aspects   of   containment   purge  matter. 
LAINAS.O.  Plant   Bgsttms   Branch.       79/11/19.      2pp. 

7912060609  Forwards   proposed   Revision  2  to  Reg  Ouide   1.97, 
"Inetrueientatlon    for   Light  Hater  Cooled   Nuclear  Pauer  Plants 
to  Asieti   Plant   fc  Environs  Conditions   During   t,  Following 
Accident.  "   Requests   comment. 
VAROA-S.  A.  Assistant  Director   for  Light  Mater  Reactors.      79/11/83. 


791206031B  Forwards  request   for   amtnd    to  License  DPR-70.  Requtst 
consist!   or   proposed    change   to   safetg   Tech   Bpict   to 
incorporate   requirements    for   radiological    affluents.  Fee 
fc  Offsite   Dose  Calculation  Manual    end. 

LIBRIZZI.F.P.       Public    Bervic*   Electric   I.  Oas  Co.     of  New  Jerseu. 
79/11/26.      Epp, 
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— 7913060339   Qffsite    Dose   Ca  Iculational    Manual 

*      Public    Service    Electric    «-   Gas   CD.     of   Neiu   Jersey. 
42pp. 


79121B0071    Notification    of    771211    mating   w/util    to   discuas    matters    re 
Lessons   Learned    Task    Forco   recommendations. 
DHOMEfllCK.  A.  W  Light    Water   Reactors 


snch   3.       79/12/06.        2pp. 


79121B0530   Respond!    to   79O731    Itr    rsquesting    submitta!    of    proposed 
secondary   water   chemistry    control   program  t.   Forwards 
proposal. 

MITTL.R.L.        Public    Be 
79/12/06-        3pp. 


Electric    &   Gas   Co.     of   Neu   Jersey, 


79131BQ535   Notifies     that    Con   Ed   will    administer    hot    license 
certification    e.aminati™    to   Public    Svc    Electric    &   Gas   Co 
personnel     in    Jan    1<9BO,  fal  J  owing    completion   of    certification 
program.Results    mill    be    forwarded    by    Bnd    of   Feb    >™°' 
CURRr-.J.J-        Consolidated    Edison    Co.     of    New   York.       79/12/11.        lp. 


7913310356   Notification    of    800109   meeting    w/utils    in   Bethosda.MD 
to    discuss     info    request    re   adequacy    of    equipment 
o.ual  if  icat  ion, 
UNCAHO,  A.  R.  Pouer   Systems    Dranch, 


79/13/11-       3pp, 


7913190453    Notifies    of   B00107   meeting    of   Salem   Technical    Advisory    Group 
to    introduce    individuals    unfamiliar  u/facility    tu  monitoring 
programs    k   to    updato  members  u/most  recent    Info   ii  ™P«- 
rtLLEN.H.'L,        Environmental    Protection   Agency.       79/12/13.        IP- 

7912190577    Respnnds    to   IMC    791310   request    for   addl    info    ru    au.iliary 
feedwater    sy5    at  Unit    1.     "Controls   &  Electrical   Dryings    for 
Safety-Related   Equipment."   SER    t.   FSAR    should    he    consulted. 
Testing    procedure    revisions    forthcoming. 

LlDRIZZllV.n.       Public    Service   Electric    &   Gas    Co.     of   New   Jars.y. 
79/12/11.        2pp. 

79122HOi02  Forwards    request    for   ccmmont   by   000131    on   recommendations 
contained    in   NUREG-OfcfiO,     "Enhancement   of  Qnsite  Emergency 
Diusel   Generator   RE  I  iabi  1  ity.  "  ,_,..        ,0 

PARR.Q.  &.  LiQht   Water    Reactors    Branch    3.        79/13/14.        19pp. 

F.    Security,    medical,    emergency   &   fire   protection   plans 

7-JI30504B7  Forwards    updated    emergency   p  Ian,  Bubmi  ttal    1    in  response   to 
NRC    791010    Itr. 
LIBRIZZl.F.P.        F 
79/11/19.        32pp. 


NRC    791010    Itr.  ... 

LIBRIZZl.F.  P.        Public    Service    Electric    i   Gas   Co.     nf   Now   Jersey. 


— 7912050489  Updated    emergency    plan,  Submi  ttal    1.  -,„,..,,,, 

it      Public   Service  Electric   t.  Oas  Co.     of  Noui  Jersey.       79/11/W. 
L12pp 

— 7912030171    "Emergency    Operations   Plan." 

»       DaUiuaTB.    State    nf.        73/01/31.       700pp. 

7912040471   Forwards    info  TO   upgraded    emergency    plans   to   plants   under 
const  ti  DL  rovieui.  Appli-cants  required    to  malco   certain 
emBTOency    arrangements   w/statc  t    local    organ! latlons   & 
submit   emergency    piano    per  Reg    Quids    1.  101. 
VASSflLLtl.D.  D.          Division    of   Project   Management,       79/11/21.        Opp. 

Q.    Ad jud icatory   corr espond encc 

7913070076   Response     to   Chr  1  sta-Maria    S<   JP   O'Neill    791120   contention*!. 
Christa-haria   Contentions    1    &   7-9   are    inadmissible   ti 
ContantiOTls    2-6   are    subj     to   791126    stipulation.  JP   O'Neill 
Contentions     1.  D.  S,  a.  B,  a.  E.  3,  3.  F   fc   4   admissible. 
MQORE.J.E.        Hearing    Dranch    S.       79/11/29.       33pp. 

—7912070093   Hetponae    to    ASLB   Question   «,.  Trll    occurrence    was    Class   9 
SMITH.  B.H        Hearing   Branch   3.      79/OB/24.       4pp. 

—7912070103  Foruiards   msponse   to   A6LB   question.  TMI    occuronce  uae 
Class    9  accident   frora  possible   standpoint   rather    than 
actual. Tun  Certificates   of  Svc   and. 
MATTSQH,  R. -J-        TMI-3   Le-s«ons    Learned   Toali    Force.        79/OB/16.        app. 

791S190S30  Responfla    to  790736   Itr  requesting    deforment  af   all    liconsing 
of   nuclaar   power    plants    until    all    facts    known   about   TMI. Now 
plants   will    not   be    licensed   until    criteria  developed, 
implementing    neui   safety    objectives,  „„,,„,„„ 

DENTON,  H.  H.        Office    of    Nuclear   Reactor   RoflUlation.        79/13/03.        lp. 

— 79OB090606   Opposes   proliferation   of  US  nuclear  ppuiar   plants.  RBquBBls 
that    licflnslno    be  deferred   until   TMI    studies  ara   complete. 
.  C,       Affiliation  UnNnoun.      79/O7/29,       lp. 


H.     General    correspondence 

7915190569   Responds    to   N«C    7910O2    Itr    re    acceptance    of    Oak    Ridge 
Associated    Univs    radiation    safety    training    of    NIC    personel. 
NHC   personnel   mill    need    to    take   brief    radiation    safety    quii 
J,   attend    plant    specific    intioc  trlnation. 

UBR1ZZI.F.P.       Poblic    Service    Electric    t.  Oa«   CD.     of   Ney   Jersey. 
79/13/10.        lp. 

&.     Inspection   reports,     IE  Bulletins   !<   corraspondence 

7913030059   Forwards     IE    Insp    flepts    50-272/79-25   !<    50-311/79-13    on 
790B05-0909.  No    noncomp 1 iance    noted. 

BRUNNEfl,E.  J.  Region    1-     Ph,  i  lade  Iphia,     Reactor    Op-ratUn.    Nucl.ar 

Support   Branch.       79/O9/27.       2pp. 

-7912030064    IE    Insp   Repts    50-372/79-25  &   30-311/79-13   on  790B03-0909.  No 
noncompliance   noted. Major   araas    inopec ted: plant    layout, logs 
t,   records    t.    follouup    on    IE    bulletins    fc    on    previously 

NORRHOLM.L.  JHm5'     Region    1-    Philadelphia.    Office    of    the   Director. 
KEIMIO.R.R.  Region    1.     Philadelphia,     Reactor    Operations    Nuclear 

Support    Branch.       79/09/36.       Hpp. 

79120QOOiB  Forwards    IE    Insp   Repts   30-273/79-35   fc   90-311/79-13  on 

790H03-0909.  No    noncomp  1  ianie    noted.  ... 

DRUNNER.E.  J.  Region    1.    Philadelphia,    Reactor   Operation.  Nuclear 

Support  Dranch.       79/09/27.       2pp. 

—7912060076    IE    Insp    Repts    90-272/79-25   !<    90-311/79-13    on    790B03-0909.  No 
noncompliancB   noted.  Major    areas    inspscted: f aci I ity    tour. lofl 
J.  record    reviews,  licensee    event    revieui,  IE   Hullutln    follouup, 
fire   protection   t.  QA.  .....„,         ,. 

WORRHOLM,  L.  J.  Region    1,    Philadelphia,    Office    of    the   Director. 

KEIMIO.R.R.  Region    1.    Ph  1  ladalphia,    Reactor   Operations   Nuclear 

Support   Dranch.       79/09/26.       14pp. 

7912030236  AcV    receipt    of   790921    Itr    Informing    of    steps    taken    to 
correct  violations   noted    In    IE    Insp   Rept    50-272/79-19. 
DRIER.  B.  H.  Region    I,    Phi  ladslphia,    Office    of    the    Director. 

79/10/IS.       lp. 

7912180472  Responds    to    IE   Bulletin   79-33,     "Potential    Failure    of 
Emergency    Diosel    Generator   Field    Eicitor   Transformer. " 
Diesel    generators    tested    in    aucordaoca   u/IE  Bulletin  79-23. 
No  alarms    or   abnormal    conditions   recorded. 

SCHNEIDER,  F.  H.       Public   Service   Electric    &  Oaa    Co.     of   Neu  Jersey. 
79/10/23.       2pp. 

7912170190  Forwards    response    to    IE   Bulletin  79-14, Buppl    2,     "Seismic 
Analysis    for   As-Built   Safety-Related    Piping   Sys. "    As-built 
piping    sys    conform   to    strati*    isometrics    used    for    performing 
seismic   analyses. 

SCHNEIDER,  F.  W.       Public    Service    Electric    t>  Gas   Co.     of   Neu  Joi-ney. 
79/10/30.       4pp. 

7913500043  Forwards    IE    Insn    Rflpts    50-272/79-27   5.   90-311/79-34   on   79091- 
1006. No  noncorapllance   noted. 

DRUNNEfl.E.  J.  Region    1,    Philadelphia,    Reactor   Operations   Nuclear 

Support   Branch.       79/11/O1.       3pp. 

— 791B200046    IE    Insp   Hepts    50-272/79-27  I.  50-311/79-34   on   790910-1006.  No 
noncompliance   noted,  Major    araaa    inspected: log   &  records 
revteu  &   revioiu   of    licensee    events. 

NaHRHOLM.L.  J.  Region    1,     Philadelphia,    Office   of    the   Dir«ctor. 

KEIMIG.R.  R.  Region    1-    Philadelphia,    Reactor   Operations    Nuclear 

Support    Branch.       79/10/31.       13pp. 

79121B0433  Revises   791013   response    to    IE  Bulletin  79-14r8uppl    2, 
"BBismic    Analysis    for    As-Built   Safety-Related    Piping    Byt.  " 
Changas    last    sentence    on   Page  B   re    power   ascension    tests. 
MARTIN,  T.  J.       Public   Service   Electric    &  Oas   Co.     of   Neui  Jersey. 
79/11/06.        lp. 

7918360032  Responds    to   Revision  3   of    IE   Bulletin   77-13  re    cracks    in 
foedwater    sys    piping. Insps   at  Unit    1    eiceeded    requirements. 
After   piping    support    insp    at   Unit   S.util   lull!    be    in    full 
compliance   w/R»vision  2. 

SCHNEIDER,  F.U.       Public    Service   Electric    fc  Oas    Co.     of  New  Jersey. 
79/11/15.        2pp. 

7912050097  Forwards    IE  Circular   79-23-     "Stroke   Times    for  Power   Operated 
fielisf  Valves."   No   response    required. 

QRIERiD.H.  Region    1,    Philadelphia,    Office    of    the   Director. 

79/11/16.       tp. 

7913030398  Forwards    IE    Info  Notice   79-H7,     "Steam  Qanarator    Tub* 
Ruptures   ot   Two  PW«   Plants. "   No   response   required. 
OR1ER.B.H.  Region    I,    Philadelphia,    Office    of    the   Director. 

79/11/16.        lp. 
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7912100146  Forwards    IE   Info   Notice    79-59.     "Overloading    of   Structural 
Elements    Due    to   Pipe   Support   Loads,"    No    response   required. 
QRIER.B.H.  Region    1,    Philadelphia,    Office    of    the   Director. 

79/11/16.        Ip. 


7912110533   Ack    receipt    of    791001    interim   deficienci)    rejit    re   mai    fl 
RHR    pump    during    post-LOCA   ret irculation   motfe,  Rept    Hncl. 
CARLSON.  R.  T.  Region    1.     Philadelphia,     Reactor   Construction   It 

Engineering    Support    Branch.        79/10/13.        Ip. 


7913110466  Forward*    IE   Info.  Notice   79-29.     "Lou    of   Nonsaf ety-Related 
Reactor   Coolant   Bus    Instrumentation   During    Operation."   No 
specific    action   or   response    required. 

ORIER.B.H.  Region    1,    Philadelphia.    Office    of    the   Director. 

79/11/19.       Ip. 

7913050237  Forwards    IE  Bulletin   79-26.     "Boron   Lois   From  BUR   Control 

Blades.  "    No   response  required. 

ORIER.B.H.  Region  1.    Philadelphia.    Office   of    the   Director. 

79/11/20,       Ip. 

7912060SBB  Forwards    IE  Circular   79-24,     "Proper    Installation  &  Calibr   of 
Cora   Spray   Pipe   Break   Detection  Equipment    on   BWRs. "   Ma 
response   required. 

CRIER, B.H.  Region    1,    Philadelphia'    Office    of    the   Director. 

79/11/26.       Ip. 


— 7912140537    Interim   deficiency    rept   re   mat    Flow   of    RHR    pump    during    poat- 
LQCA   mode.  Caused    by    lou    sys    resistance    tn    pump    runout 
conditions. 9ys   resistance    increased   by    placement    of   resiled 
orifices. 

MARTINiT.J.        Public    Service    Electric   i   Das   Co.     of   Mem   Jersey 
79/10/04.        3pp, 

791331010B  Forwards  WPP9S   info    indicating    over    150  violations   of 
separation   criteria    in  control    room.  Requires   utll   audit   of 
Installed    electric    equipment    to    determine   conformance. 
PARR, P.O.  Light  Water  Reactors  Branch   3,       79/11/29.       2pp, 


DOCKET   90-313   RANCHQ   SECO   NUCLEAR   GENERATING   STATION 

A.     Application/construction   stage   documents   &  correspondence 


7912110080  Forwards    IE  Circular   79-33,     "Motor  Starters   b  Contactors 
Failed    to   Operate.  "   No   reiponie   required. 

ORIER.B.H,  Region    1,    Philadelphia,    Dffica    af    the   Director. 

79/11/26.       Ip. 

7912190071  Forwards  IE  Bulletin  79-27.  "Loss  of  Non-Class  IE 
Instrumentation  fc  Control  Power  Bys  Bus  During  Operation.  " 
Written  response  required.' 

ORIER.B.H.  Region    li    Philadelphia,    Office    of   the   Director. 

79/11/30.       Ip. 

7912310244  Foruard*    IE    Info   Notice   79-30,     "Reporting    of  Defects   & 
Noneompliances, 10CFR31, "    No    action   required. 

ORIER.B.H,  Region    t,    Philadelphia,    Office   of    tha  Director. 

79/12/06.       4pp. 

79I219076S  Foruiards    IE  Bulletin   79-38,     "Possible   Malfunction   of   Namco 
Model    EA180  Limit   Quitches    at  EUvated    Temps."    Urltten 
reiponie   required. 

ORIER.B.H.  Region    t,    PhU*dalphia,    Office    of    tha  Director. 

79/12/07.       Ip. 

7912300336  Forward*    IE   Info  Notice   79-31,     "U*o   of    Incorrect   Amplified 
Raiponia   Spectra. "    No  written   reiponie   required. 
ORIER.B.H,  Region    1,    Philadelphia,    Office    of    the   Director. 

79/12/13.       Ip. 

R.    Periodic    operating   reports   &  ralat«d    correspondence 

7913040911    Industrial    wait*    treatment    operating    rapt    far  Oct    1979. 
MI  DURA,  H.  J.       Public    Service   Electric    &  Qas    Co.     of   Niu  Jersey. 
79/ll/OS.       3pp. 

— 7912040B1S    Induftrial    uaste    treatment    operating   vept    far  Get    1979. 

«      Public    Service   Electric    !<   Oas   Co.     of   Ney  Jersey.       79/10/31.       Ip. 

7912040331    Forward*   wastewater    treatment   rept    for  Oet    1979. 
MIDURA,  H.  J.       Public    Service   Electric    &  Q*t    Co.     of   Ney  Jeriey, 
79/11/13.       Ip. 

--7912040S24   Mastewater    treatment   rept    for   Oct    1979. 

*      Public    Service  Electric    t,   DBS   Co.     of   Neu  Jersey.       79/11/13.       Ip. 

7912040493  Foruards    "Discharge   Monitoring    Rept    for  Oct    1979." 
MIDURA, H.J.       Public    Service    Electric    !<  OBI   Co.     of   New  Jersey. 
79/11/36.       Ip. 

— 7912040493    "Discharge   Monitoring   flopt    Cor   Oct    1979." 

SCHNEIDER,  F.  H,       Public    Service  Electric   li  On*   Co.     of  New  Jersey. 
79/11/20.       13pp. 

S.    Reportable  occurrencit,    LERs  it  related   correspondence 

7912120173  Acfc  receipt  of'79lO03   itr   forward  Inn  Significant  Deficiency 
Evaluation   Rept   79-06  re    staam  gsnarator   uiat«r    level. 
CARLSON,  R.  T.  Region    1,    Philadelphia,    Reactor   Con»truction   l> 

Engineering   Support  Branch.      79/10/13.      Ip. 

791214012B  Ack   receipt  of   end  791005   Itr   forwarding   final   deficiency 
rept   re    containment   purge   &   pressure   vacuum  relief   valve. 
CARLSON,  R.  T.  Region    1,    Philadelphia;    Reactor   Conttruction   (r> 

Engineering   Support  Branch.      79/10/18.      Ip. 


791317003B  Forwards  WA  Baldwin    of   Friends   of    the   Earth   791024  request 
for    preparation   of   addl    environ    statements   re  Class   9 
accidents   at   fac 1 1 itiei.  Petition   be  ins   handled   as  request 
for   action   under   10CFR2.  206. 
DENTQN.H.  R.       Office    of  Nuclear   Reactor  Regulation.      79/11/27.      8pp. 

791S170064  Forwards  HA  Baldwin    of   Friends   of    the   Earth   7?1024   request 
for    preparation   of   addl    environ    statements    re  Class   9 
accidents   at    facilities.  Petition   being    handled   a»  request 
for   »ctlon    under    10CFRS.  206. 
DENTON.H.fi.       Office    of  Nuclear   Reactor  Regulation.       79/11/37.      3pp. 

F.     Security,    medical,    emergency   fc   fire   protection   plans 

7912180333  Notifies    of   delay    in  Plant  Sya  Branch   Team    1    evaluations   of 
facility    Fire   protection    sys. Outlines    of  atilstance  needed 
enc  1. 
LAINAS.O.  Plant  Systems  Branch,      79/11/16.       5pp. 

791S19073B  Forwards    input    for   answering    two   of  OAD  recommendations    In 
repti     "Emergency    Preparedness   Around   Faclli ti/:Case   atudg.  " 
HVAN.  R.O.      Office   of  State  Program*.       79/11/23.      3pp. 

7912300033  DUcuvies  NRC   791109  meeting   re    emergency    preparedness   team 
revlBu  objectives.  Provides   guidance   for    Improving    licensee 
emergency    preparedness  &  atiuring    capability   of   offsite 
agencies    to   take   appropriate    emergency   actions. 
CRIMES,  B.  K.      Emergency   Preparedness   Task   Force.       79/11/H3.      30pp, 

7913360230  Forwards    constr    initallatlon  tt   testing    schedule  re  physical 
protection    sya.  Schedule  withheld    (ref    lOCFfia.  790t.  , 

MATTIMDE,  J.  J.       Sacramento  Municipal   Utility   District.       79/12/14.       Ip. 

7912860236  Forwards  Amend   7  of   modified   amended    security    plan  Amend 
withheld    <ref    10CFR2.  790). 
MATTIMOE,  J,  J.      Sacramento  Municipal   Utility   District.       79/12/17.       Ip. 

0.     Adjudleotory    correspondence 

7912030107  Restatement   of    Issues    by   CA  Energy  Comml«*ion.  Withdraw* 
previou*    issues. per  NURES-OS7B  recommendation   to    imp  lament 
addl    safety   meaBUre*.  Urges  ABLB   to  clarify   ruling    on   scope 
of   hearing   re   offsite   power    loss.  H/Certlflcate   of  Bvc. 
ELLISONiC.,    BROWN.H.H.      California,    State   of.      79/10/34.       3pp. 

— 7912030113  Motion   by   CA  Energy   Commls*lan    for   reconsideration   of  ASLD 
791009  order   excluding    emergency   response    liiue   from 
proceeding. If   affirmed, order    should   b«    certifltd    to 
Commission   for   clarification   of  ABLB    jurl*dietion. 
ELLISONiC.,    BROWN.H.H,      California.    Btateof.      79/1O/34.       Bpp. 

— 7912030117  Motion   by   CA  Enemy   Comml»»lon   for   reconsideration  of   791107 
It  27   evidentiary   hearing*   schedule.  Requests   delay   of 
discovery    until    (nuance   of   ruling   on  CA  commission  motion 
re  restatement   of    issues.  Certificate   of   Svc    end. 
ELLIBON-C-,    BROMN.H.H.      California,    State   of.      79/10/24.      Spp. 

7912030027  Answer    In   opposition    to  CA  Energy   Commission   791024  motion 
for   reconsideration   of  ABLB  791009  order   or   for  Commission 
certification. Urges   exclusion    of   emergency   planning    issue 
or  referral   of  order   to  A8LAB   for  review, 

BAXTER.  T.A,,    LARSON.  L.  K.       Sacramento  Munlc  Ipal   Utl  1  Ity    District. 
BAXTER,  T.A.       Bhau,    Pittman,    Pott*   fc  Trowbrldge.      79/11/OB,      7pp. 
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— 79I2D3O034   Response    to    CA   Energy    Commia»lon    791OS4    restatement    at 
issues    &   request    for    clarification    at    offsite    puutr    iisue. 
Issues   nag    be    admitted.  Clari  fic-at  i  on  not   nee essarg , due    to 
eipBcted    ruling    on    evi dence.  Cert i f leate    at   Bve    encl, 
BiftXTER.  T.  A.  i     LARSDN.  L.  K.        Eacraminto   Municipal    Utilitij    District. 
BAXTER.  T.  A,       Shau.    Pittman.     Potts.   &   Trouibridge.       79/11/OS.       4pp. 

791205Q24S  Response    to    CA   Energy    Commission   791034   motion   for 
reconsideration    of   schedule    af    discovery   &   hearings. 
Eipidited    schedule   enc 1. Corti Ficate    of    Svc    end. 
LEWIS. S.H.       Hearing   Branch    2,       79/U/Ofl.       Spp. 

791210Q137  First    -set    of    interTogatortosj  4  tree  ted    to   0  Hursh   fc   R  Caitro. 
Requests    bases    For   allegation*    that    steam  generator    doilgn 
results    in    unsafe    Faclliity. 
HOEFLINO.R.  K.       Haarln-s    Branch    4.       79/11/09.       i2pp. 


—7912110126  Notice   of    request    for    action   pursuant    to    10CFR2.  204  rt 
Environ  Coalition   on   Nuclear   Power    790327    petition 
roque»tlng    suspension    at   all    OLi    for   PWRs. 
HUU-EH.D.R.        Office    of    Nucloar    Reactor    Regulation. 
3BPO. 


-,-,,,  ,-,1 
79/11/H3. 


7918130088   ForuardB   petition   by    HA   Bal  duln.  raq,uesting    that   NRC    prepare. 
supplemental    environ    statements   re   Class   9   accident*    at 
facilltios.  Appropriate   action   uill    he   taken.  ,„,.,,.,,        ,„„ 

DENTON.H.  R.       Office    of   Nuclear   Reactor   Regulation.       79/11/Z7.       jpp. 


—7912130070  Requast    for   action   under    1QCFR2.  206,  f  or    preparation    of 
supplemental   EIS    concerning    impact   of  Clavt   9  accident*    at 

Division    of    Sita    Safety   Si  Environmental    Analysis. 


uppli 
facilities. 

MULLER,  D.  R. 
79/11/33.       lp. 


— 7912100143   Requait    for    production    of    documentsh d iracted    to    0  Hursh    b 
fl    Castro.  Demands    imp    Et   copying    af  all    documents    to   be 
Idantifled    In    rasponsea     to    NfiC    7911O9    first    Bet    of 
intarrogatorie*. 
WOEFL1K8,R.  K.        Hearing    Branch    4.        79/11/O91.        lp. 

— 7912100147   First    get    nf    interrogatories    directed    bo   CA  Energy 
Commission    <CEC1.  Questions   moaning    of    "mechanic*    of 
facility.)"    "tasie   reactor    physics, "    "ovETpressurliation 
protection"    &    other    terras    used    in   CEC    queries. 
KQEFUNQ.R.  K.        Hearing    Branch    4.        79/11/07.        7pp. 

— 7912100153  Request    for   production   of    documents. directed    to    CA  Enerng 
Cnmmlisian.  Demand*    insp   fc   cnpuing    of   all    documents    to  ba 
identified    In    responsas    to   NFIC   7911O7   fint    set   of 
interrogatories. 
HOEFLIK9iR.  H.       Hearing   Branch    4.       79/11/09.       lp. 

— 791210D13B  First    set    of    InterrO'Satori  BS    directad    to  Friends    of   tha 
Earth. H»que«tB   reasons   (<    hassi    re    allegation!    of   utll 
failure    to    taka    procedure*    assuring    facilitg   ngt    compatenco. 
HQEFUIWO,  R.K.       Hearing    Branch    4.       79/11/09.       7pp. 

— 7"?iai00141    Request    for    production    o*    documBnta.  dirocted   to    Frisnds    of 
tn«   Earth.  Benandi    inmp   b   copy  inj    of    all    documinta    to   tsf 
identiflad    in    responsss    to   NRC    791109   first    sat    of 
interrogatories..  Certificate    of    Svc    end. 
HOEFLIN3.R.  K.       Hearing    Branch    4.       79/11/09.       3pp. 

791E170072  Rasponaa    lo    CA  Energy    Commission    (CECt    791OS4  r«nuest   for 
r econni d eration    of   schadulo. Urges    partial    denial    af   motion 
re    CEC    burdBn   -of    proving    own    issues   It   seels    clarification 
of    CEC    burden   re    fiSUD    LSHUBS,  U/Cortif  Icate    of   Eve. 
LEWIS, 8.  H.       Hearing    Branc-h    P..       79/11/13.       6pp. 

7912170082   Response    tn    CA  Enorgy   Comfnission    791024    res  tatenmnt    of 
iasiias   &    bo   request    for    clarification   re  ASLD    cicluslon  of 
offslte    pauar    lama.  Issue's    1-1    11-12   should    bo    admitted. 
Urgeu    danial    of    c lari f lea tlon.  Certlf icata    of  Svc    ancl. 
LEWIS,  S.H,       Hearing   Branch    3.       HQEFLIN8,  R.  K.       Hearing   Branch    4. 
79/11/13.        fipp. 

7<?iai7O216   Response    to   CA  Energy  Commission    791024  motion   for 

reconsideration    of  ASLD   79IOOS  oriltf   ruling    on    scopa    of 

con  tent  ion  a.  Urges    Inclusion   of  Bmergenev    planning    issues   tt 
•iclusion   of   offslta    natters. 

LEMIS.S.H.       Knarlng    Branch    2.  79/11/13.       7pp. 


7912300158   Ack   recaipt   of    791024   petition   t   Foruardi   FR  flotico    for 
request    for    action    per    10CFR2. 20A.  .«,„..        „ 

DENTON.H.R.        Office    of    Nuclaar   Raactor   Ragulation.        79/11/27.        3pp. 

— 79122001iB  Notlcs   of    issuance   S.   nvailahllitg    of  FrUnds    of    the   E«rth 
791O24    pstition  raquesting    that   NRC   prBpara    supplemental 
EI9   re    impact    of    Class    9  acctdrnt    at   facilitia*. 
MULLER.D.n.         Division    of    Bite    Bafety   fc  Environmontml    AnaH(sli. 
79/11/23.       lp. 

7912060024   Confirms  79112B    telcon    T»    exchange    of    diseoveru    b*t«»»n 
CA  Energy   Commission    <CEC)    S.  NRC.  Responns    to  NflC 
interi-ogatories   uill    ba    served    on  791203.  Raiponies    to   CEC 
interrogatories   will    ba    served    on   791211. 
LEWISES.  H.       Hearinfl    Branch   3.       79/11/29.       2pp. 

7912140013   First    set    of    inlorroBatorias. Adopt*   NRC   7911O9   first    «st   of 

LAREON!lL.!'K0r   aacramento  Municipal   Utility   District.       LARBON.L.  K. 
8h«iu.    Pittmon.    Potta   l>   TroubridoB.       79/12/04.       2pp. 

— 7912140023  Fir*t   requstt    for    production   of    documents,   dlrwcted    to 
Intarvenor  Friends    of    the    Earth.  Adopts    791109  r»o.uest    for 
doewnBnts.  Certifico-te   of  Bve   oncl.  ..„-,,.,  ,    ,, 

LARBDN.L.H.       Baer-mBnto   Municipal    Utility    District.       UH9DN.  U.  H. 
BhJU,    Pittnun.    Potti    &   Trowbridpe.       79/12/04.       3pp. 

7912140033   First   set    of    Inttrroaatar IBS   directed    to    intervenor  CA 
Enargg   CommlBsion.  Requests    Info    ra    Increased    challenges    to 
safotg    »gsi  failure    of    safety    t,   relief   valves,  low  reliability 
of   auxiliary    fBedwatnr    iyi   &  accumulation   of   jj»i. 
LARSON.L.K.       SaeramBnto  Municipal   Utility    District.       LARSON,  L,  K. 
Shau/>    Pittman,    Potts    &   TToubridoe,       79/12/04.       6pp. 

— 7912140041    First   request    for    production    of    document*   directed    to 
intBrvanor   CA  Enovoy    Commission.  RB<iu*sti    all    documents    usad 
to   raipond    to    utril    791204    first   let    of    interrogatories    to 

CA  Enarog    Comraisslon.  Cert  If Icata    of  Svc    and.  

LARBQM,  L.  K.       Bacramsnto   Municipal    Utility    District,       LARSON.  L.  K. 
Shay,    Pittman.    Potts   fc   Trowbrldg*.       77/12/04.       4pp. 

7912140060   Order  adopting    parties'    proposod    (chadule    for    pr»h«arinB 
activities.  Parties'    undarstandlng    re    schedule   *lto   adopted. 
Discnverij   uill    proceed    on   tuo    i»su»s   retubmittad    in 
Intervenor   CA  Enargy    CommUtion   791024  pleading. 

DOWERBiE.B,       Atomic   Safety    and    Licensing    Board   Pannl.       79/12/01. 
3pp, 


— 7913170336   "Modified    Adjudi  catorij   Procedures.  "    10CFRS.7fc4    suspension  t< 
statement    of    pollen    °n    conduct    of    adjud i ratoTy    proceedings. 
Constitutov    final    action    on    petitions   received    in 
proceeding*.  SJ  CM  1  k    771105    suppl    tt  Certificate   of   Svc    encl. 
*      Dffica    of    the   Socretary    of    the   Commission.       79/11/09.        IHpp. 

7912140054    lotervenor  Cft  Energy   CommisHion    fii-st    set    of    interrogatories 
tr  request    for    docunia-nts.  flee-ts    info   ra    small    break    analvslsi 
plant    transient   conditions   d   -safoty    precautiors    taken   in 
light    of   TMI. 
ELLiaOM.C..    LANPHER.L.C.       California,    BtataoP.       79/11/1S.        10pp. 


79121401B4   First    sat    of    interrogator  las. Baeka    Info    on   Contentions 

LARBQN,L!K,       Sacramanto   Municipjil   Utility    Diitrlet.       LAnBON.L.K. 
Shau,    Pittman,    Pott.    &   TrowbridflB.       79/t2/04.       4pp. 

— 7912140159   First   requests    for   production    of    documents   directed    to 
intervenors   R   Castro   k  0   Hursh. 8»Bk«    all    documBnts   u«ad 
to   respond    to    util    791304    first    ««t   of    intarrogatorias. 
Certlflcata   of   Bvc    encl.  .„„„..,  .     ., 

LARBONiL.K.      Bacramanto  Municipal    Utility    District.       LAR80N.L.K. 
Bhau,    Pittman,    Potts    t.  Ti-ouibrldga.      79/12/01.       4pp. 


79-1S17OO-05   IntervenoT   CA  Energy    Commission    first   request   to   NRC 
production   o    documents. BetuBsts    all    docum*nts    identified    by 
NRC    in    79111*  response    to    First    set    of    Intarrogatori**. 
ELLlBONiC..    LAMPHER.  L,  C.       California,    Btataof.       79/11/13.       2pp. 

79120S0433  Notice    that  ML  Olase  uill    ba    replaced    by    ES   Bou«rs   as 
chairperson    for    proceeding. 
LAZO-R.  M.       Atomic   Safety    and   Licensing    Board  Panel.       79/11/20.       lp. 

7?1211O03B  Confirm*  recoijit    of    encl    790329   petition    to    suspend    OLs    for 
all    PHRs.  Forward*  FR   notice    indicating    that   petition   mill    OB 
treated    in    accordance   u/lOCFRS. SO*. 
DENTON,  H.  R-       Office   of   Nuclear    Reactor  Regulation.       79/11/23.       lp. 


79IB17OJ53  ResponsB    to   CA   Enargy    Commission    firat  request   for 
production    of   documonts    Idantlfltd    in  NRC   791118  risponia    to 
first  set   of   interrogator!**.  Certain  ilocumtnts  available 
through   Bo*rd  notification*. Certificate   of   Bvc   *ncl. 
HOEFUNOrR.K.       Haorlng    Branch    4.       79/13/11.       8pp. 

7913170266  Response*    to   CA  Energy    Commission    791115  first    »«t    of 
interronatorleB.  Ircludeo   listing   at  all   documents  routed   to 
TMI-2  b   to   effects   of  accident   on  BfcH  planti. Affidavits, prof 
qualifications   t  Certificate   of    Bvc    encl. 

HOEFL1NO,  R.K.       Hearing    Branch    4.       LEWIS- B.  H.       Hearing   Branch    S. 
79/12/11.       74pp. 
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79121B004B  Request   for    finding    r*   State   of    CA  Enargg    Commission    flr«t 
l*t    of    intarrogstorioi   b   Far   protective    order.  Responses    ta 
Interrogatories    1, a,  S, 7. Bill  &    14  not  necessary    to   proper 
dacitlonl   It/ or   »re    obtainable    from   other    sources. 
HOEFLINO,  R.K.       Hearing   Branch   4.       LEWIS,  0.  H.       Hearing    Branch   S. 
79/18/11.       9pp. 

791E31027B  Order   affirming    ti  referring   ABLE  791009  ruling    to   A9LAB   for 
consideration.  Emergency    plan    iisue   within   stop*   of 
procatdlng>  but   birred    by    propoied   rulemeking.  W/RF   Cola   Ic 
FJ  Bhan  separata   opinion  tupportlng  referral. 

COLE.fl.F.,    BHON.F.J.,     BDUEflB.E.B,       Atonic   Safety   and   Licensing   Board 
panel.       79/12/14.       12pp. 

7913210431   Request   far    issuance   of   order    compelling    intervenor  Friindi 
of   the  Earth    to   respond    to   NRC   791109   Interrogator !•*  3-3. 
Intarvenor*   nust   define    termi    used. state    reasons   for 
assertions   li   jive    opinion   ai    to   adequate    safety    lav*l. 
LEHIB,a.H.      Hearing  Branch  S.      79/12/17.      7pp. 

7912240327  Requests   that    intervnnors   0  Hursh    h  R    Castro   permit    imp   li 
copying    of   all    documents    Identified    In   response    bo   NRC 
second    mat   of    Intarrogatorlai. 
HQEFLINQ.R.  K.       Haarlng    Branch    4.       77/12/17.       lp. 

—7913240339  Second   sat  of   interrogatories.  Requests  clarification  of 
responses   to   Interrogator!**  2,4  fc  8  oP  NRC   flnt  »*t  of 
interrogatories. 
HOEFLINO.  R.  K.      Hairing   Branch    4.       77/12/17.       3pp. 


P.    Operating    license    stag*    document)    6  correspondence1 

7911090343   "Summary    of   Operating    Experience  H/flieirculating    Steam 
Qanarators.  " 

EISENHUf.D.  ff.          Division   of  dp  orating  Rsacton.      NUHEO-OSaa. 
79/O1/31.        89pp. 

790 BO  10339  Notifies    of    status    of    rept    on  rsactcr  cavity    annul us    seal. 
Moot   PUR    us  are   raroove    ring    during  normal   operation.  Other* 
atora   i*»l    ring    in   raised    position    during   noT»aI    operation. 
LAINAB.e.  Plant   System    Branch    (Pra   791030).      79/O7/OS.       7pp. 

7913200843   Forwards    Intfcx    of   B&H    generic    correspond  Bite  a   ra    resolution 
of    ISIUBI    aiioclatBd    u/177   Fuel    Minmbly   plants, 
3OUDEH.J-L.  Dlvliion   of   Rule*   and    Racprd*.      79/11/05.       7pp. 

7912310070  Ack    790831    Itrs    endarsing   EhU  gtnarlc   rapt    BAU-13t4, 
"Integratud   Control    B<j*   ReliabiLitu    Analuiii,"   t,  nauaiti 
addl    Info. 
REJL.R.  H.  Operating    Reactor*    Branch   4.      79/11/O7.       13pp. 

7912130176   Forwards    summarg    of  Toknekran  Ritearch.ini:    study    r*    licensee 
regulatory    performance    evaluation  &   Teknekron  draft    rapt    ra 
ap«ratlng    reactor*   w/BCtU  nuclear    it*»  mpply    iyi,  Raqutiti 
comniBntl-  W/o    ftncl, 

BTEL1.0,V.       OfPicH    of    Inspection    fa  Enf orcenent,    Dffics   of    th« 
Diractor.       BALDHIM.W.A.       Balduln,    W.     A.      VALENTINE,  P.  C.       Valentins. 
P.     C.      79/11/OB.       2pp. 


— 7912260344  Second    *et    of    intarrogatlori**. Raqutiti    further    info   re 
reiponsen   to  NRC    Interrogatories   2,7tSD  li  SI    of  NRC   flrit 
tet   of    interrogetories. 
HOEFLINO.R.K.       H»*rlng    Branch   4.       79/1H/17.       3pp. 

— 79122A0343  Second    gat    of    interrogator ie*.  Request*    further    Info  r» 
Intarvanar   contantloni   ra   NRC  790907   orden facility 
pertonnal    competence   |<  adequacy    of    emergtncij    instructions. 
Cartlflcatt  of  Bvc   end, 
HOEFLINO.  R.K,      Hearing   Branch  4.      79/12/17.      7pp. 

7912370093  Nottflv*   of    error    in   ASLB   791009   ordtr  ruling    on    scope   t, 

contentions.  List  of  accepted   contentions   do  not  contain 

thota   of   0  Hunh   b  R   Ca«tro- accnpled    by    ASLB   on  Page    19.  Tait 
of  contention  &  Certificate   of  Bvc   encl, 

BAXTER, T.A.       Bhau,    Pittman.    Potti   b  Troubrldgt,  79/13/17.       3pp. 

7912270143  Order  placing   burden  of   proceeding  w/Enargg  CommUtlon 
cant»ntioni   an  CA  Energy  ComaUtion. 

BOWERB,  E.  H.      Atonic   Bafaty   and  Licensing   Board  Pannl.      79/18/17. 
3pp. 

791Q370347  Bubmltft   utll    response    to    Inttrvenor  Friendi    of    tha  Earth 
791024  r«nuint  far   preparation  of   supplemental  EIB  ra 
environ    impact   of  Clan   9  accident.  Environ   review  closed    In 
1974.  No   Indication   of   significant  defect    in  u«ses«in*nt. 
BAXTER.  T.A.      Shaw.    Pittman,    Potti   It  Trouibrldg*.      79/13/21.      7pp. 

7912380908  Rto.uatt*    subitantiv*   response   to   791024  raquatt   for   NRC   to 
supplenent  EIB  to  consider   con*eg.utnc«i   of  Class  9  nucle«r 
accidents.  Failure  to  retpond   by   BOO  104  will   IndUati  NRC 
done  not  plan  to  require   suppl. 
BALDHIN.W.  A.      Friends   of   the  Earth.      79/12/21.      lp. 

H.     Otneril    correspondence 

7912M0112  R»«pond«    to  791022    Itr    to   Chairman  Htndfi*   *>pr»iing 
eoncarni   r*   emergency    evacuation   plan*   fc    burden    of    ihutdoun. 
C*»rgtncy   issue  receiving   more  «tt»ntion  aftvr  THI-2 
•celdtnt. Efforts  being   made   to  avoid   dnlayi   in  operation. 
KANE,  H.  F.  SUndardliation   Branch.       79/12/13.       2pp. 

J.    Insurance  l<   Indemnity   information 

7912030000  Forward!    executed   Amend   7   to    Indemnity    Agreement  B-46, 
norfifylng  pr»fatory    lnngu*g«  ra   definition  of   "In  courtt  of 
traniportatlon.  " 

MATT1MOE,  J,  J.       Sacramento  Municipal    Utility   DiBtrlet.       79/11/H9. 
2pp. 

7913070442  Advliai   of  JR  Hickay   complaint  contending   bodlly.iiiental   l< 
financial   Injuries  «uf farad  uhlla   employed   by  BMUD.  Filad 
bafora  Super  lor  Court,  Sacrmanto  County. CA.  ChiM-Nucliar  k 
othar  8MUD  cantractori   included  ai   defandantf. 
ALTON,  C.  C.      American  Nutlaar   In»ur»r».      79/1H/01.      lp. 


7912I001B7  Discusses    NRC    791101  meeting   u/rfprinntativai    of   NBB9 
vondors  &    fuel    eupplliri    r*   discuision  of  respective 
portions    oF  ECCB    evaluation  modali    dealing   y/fual    cladding 
futalling   t>   incident*   of   rupture,  Vendor  rs«poniB»  oncl, 
EIBENHUT.  t>.  8.          Division   of  Operating   Reacton.      79/11/09.       65pp. 

--79121003S5  Respond i    to    NRC   791101    request  re   noncdsp 1 i*nc«    of 
Weitinflhou**    ECCB   nvaluatlon   Bddol    under  raqulrananti 
of    10CFR30  App    K.  Evaluation  of    three   fuel  rod  nndet* 
Indicate*    no    safety    problem*    for  Ueitinghouse  plants.. 
ANDERBDH,  T.  M.       Uestinghouso  Electric   Corp.      79/11/03.       4pp. 

— 7912100330  Responds    to   NRC   7911O1    requeit  r*   DRHL  cladding    mailing   & 
rupture    rfata.  Revitu   of    analytical   models  b   tests   Indicate! 
compliant*    U/1OCFR30  App    K.A11    OE   spcci   for   calculated   peat 
cladding    temp    remain    unchanged. 
BUCHHOLZ.H.H.       Oiueral    Electric   Co.      79/12/07.       2pp. 

--79121004O7   Forward fl    response   to  «RC   791101   request  re    rod    burst   tast 
data.  Concludes,    that   data    prope-rlij    repr»i«nt«d  by   fuel    models 
u»«d    In    vendor    evaluation  node  la   &   that  an«lijie*   demonstrate 
all    criteria    of    IOCFR30. 46   latiifled. 

OWatEY,O.F.       E*»on    Nuclear  Co.,     Inc.     (subs,     of  Eixon  Carp.). 
79/11/02.       5pp. 

— 791S10043A   Forwards    addl    Info  re    o valuation  of    Impact    of  NRC  propD»d 
rupturo/blockag*   model    usad    In   vendor   evaluation  modal. 
No   advonff    impact    from   neu  rupture. burat   data   or    ue«    of  NRC 
rupture/blockage   m&dol    on    licensing    e»lcul*tion   reeultm. 
OWBLEV,  e.F.       Etxon    NucUMr   Co.  .     Inc.     (subs,     of  E>xon   Corp.  >. 
79/11/O4.       32pp. 

7912120092  Buramsrij    of    791O24   nesting   ui/B4H  oun«r«  group   re  asymmBtrlt: 
LOG A   Io*ds    evaluation.  Evaluation   of   BfcU  plant*  to   be 
completed    by    Jul    1980. 

HOSFOfiD.a,  B.          A««l*t«nt    Director    for   Engin>*ring   Prograon. 
79/11/20,       4pp. 

7913100478  Foruardc.  to   all   BJ.H  operating  plant»   mc»pt  7HI.  request  for 
addl    info   ra    small    break   LQCA.  Coewunt*  requested   tig    791ZO3. 
REID,  R.  H.  Operating    Reactors   Branch   4.      79/11/31.       3pp. 

7912O6QS91    Foruardi   NRC    cancarni    on   control   rod    guld*    tuba   wear    In  BVM 
fatllitins.  Muting    *chodul«d   791320   bo  clarify  t  discuss 
conesrnl. 
REID.  R.  M.  Operating    Reactors    Branch  4.      79/11/23.       7pp. 

7912040392  Forward*    re*pone«    to  NUREO-037B.  Rifuiling    19BO  b  Bl    chosen 
*>    Inplanantattnti    dates, rather    than    BO0101  t  B10101,  Most 
•B00101   t*ili   uill   OB   completad   bg  rffturn-tD-pauttr   data  fc 
ulll   be  parformad   more   eff tciuntly. 

MATTIMOE.  J.  J.       Sacramento   Municipal    Utility  District.       79/11/86. 
13pp. 

— 7912040412   "Operating  Ouldelines   fnr  Snail  Breaks." 

BECKNER.D.A..  ,     HALLHAN,  D. .    KAtfflANK.B.A.      Babcock   *  Hflcox   Co. 
BHNP-JI0004-       79/11/30.       4V?p. 


— 7912040417   "Analysis   Buwnarg   in  Support  of   Inadequate  Cora  Cooling 
Guidelines   for  Loss   of  RCB  Inventory. " 
*      Babcock    Ic  Uilcoi    Co.       79/11/30.       30pp.       • 
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7912040473   Submits    fallouup    request    for    eitansion    from   791105   to    791117 
for    completion    of    mods    re    degraded    voltage    conditions. 
MATTIHOE.O.  J.        Sacramento   Municipal    Utility    District, 


79/I1/2&. 


IP- 


7913100293  Forwards    IE    Info   Notice   79-28,    "Overloading    of   Structural 
Elements    Due    to  Pipe    Buppnrt  Loads."   No   response   required 
iNGEL«EN,fi   H.  Region  ",    San   Francis,    Office    of   the   Director. 

lp. 


7913110319   Submits    design    details    on   mods    re   containment    penetration 
valve    area    d   makeup    pomp    room   discussed     in   Paragraph    3. 0 
o-f    safsty    evaluation    for    License    Amend     19.  Umiu.sti    approval. 
WATTIMDE,  J.  J.       Sacramento  Municipal   Utility    District.       79/11/30.       lp. 


7913270162   Notifies    of   2-ut    de-lay    in   receipt    of   CRAFT   analysis    in/ 
sequential     auiiltarij    Feeduater     f  I  ou    performed    by    DIM, 
Analysis    uill     no-t    ne    ForuardBd     tn    HflC    until    79122B. 
rIATTIHOE,  J.  J.        Sacramento   Municipal    Utility    District. 


79/12/QS.        tp. 


79121B06Q7  Corrects    util    791017   Itr   re   unai    eiparience    EUitchtjard 
voltage.  District    changed    se-tpoint   of    existing    overvoltafle    to 
241    W    during    791117    outags.  Operation    at    B4 1     kV    acceptable. 
MATT1MOE.  J.  J.       Sacramento    Municipal    Utility    District.       79/13/O6. 
2pp. 


7912110319  Forwards    IE    Info  Notice   79-29,     "Loss    of   Nonsaf  ety-Re  lated 
Reactor    Coolant   Sys    Instrumentation   During    Operation.       No 

EN™,"*0"   'R^onTNaTFrantl-co,    flffic.    of    the   Director. 
79/11/16.        tp. 

79121BOSB7  Forwards    evaluation    of   util    79041  1,  16,  19.  23  «,   803,11,14.21    . 
1026  responses    to    IE  Bulletins   79-QSA  ft  79-05B,     -Nuel-.r 
Incident   at   TMI-Suppl."    Licenmee    has    taken    appropriate 
actions    to   meet  majority    of   requirements.  - 

REID,R.  H.  Operating    Reactors   Branch   4.       79/11/23.       17pp. 

7913S1Q072  Forwards   r*pt,  "Evaluation   of    Licences   Responses    to    IE 
Bulletins    79-05A   &   73-O3B.  "  «/i  i  ym         T,« 

REID.R.W.  Operating    Reactors   Branch   4.       79/11/83.       -Jpp- 


79I219O264  Forwards    assessment    of    seismic    design  requir emunts    for 
containment    itructure,  „,.„,„, 

EISENHUT,  D.  0.          Division    of   Operating    Reactors.       79/13/06.       3pp. 

— 7913I*?0269  Assessment    of    seismic    design   requirements    for   containment 
structure    in   reiponse    to   CA  Div   of    Mine!    h  Oeology. 
»         Division    of    Operating    Reactors.        79/12/06.        54pp. 

79123B0573  Respond*    to  NRC   791121    Itr    requesting    »mall    break    analysis 
info.  DS.W    is    uiorlcing    on   analysis.  Schedule    indicates    info  re 
natural    circulation    slus    Floui  will    be    submitted    by  BOO131    6 
info    re   reactor   coolant    pump    seals    by   791219.  „,.„,„, 

MATTIMOE.J.  J.        Sacramento   Municipal     Uti  1  i  tij    Dil  trie  t.        79/12/06.        lp. 

7912190437  Responds    to  791003  memo    requesting    feedback    on   seminar 
schidule   providing    radiation    aaFets    training    In    lieu    of   util 
safety    course. Proposes    eiam    for    staff   req,ulrlns    entru    into 
restricted    araas. Individuals    uiho    fail    should    take   course. 
RODRIGUEZ,  R.  J.       Sacramento   Municipal    Utility   District.       79/12/12. 
lp. 

79123-I035B  Forwards    Revision    1    to    proposed    Amend   63   to   Tech    Specs 
Sections  3   &  fl   re    limiting    conditions    for  operation    & 
surveillance    stds,  resp  oc  tiv*  ly.  ,„,,-,,„ 

MATTIMOE,  J,  J.       Sacramento   Municipal    Utility    District.       79/12/12.       lp. 

— 791231036B   Revision    1     to    proposed    Amend    63    tn    Tech    Spec    Sections    3   Be   4 
re    limiting    conditions    for    operation    &   surveillance    stds, 
respectively. 
«-      Sacramonto    Municipal    Utility    District.        79/12/12.       2ipp. 

7913190333   Forwards    billing    author i ration    issued    to  All is-Chalmars   Corp 
demonstrating    ttiat    util    has    Initiated    action    to   qualify 
operabilitij    of    containment    vent    6   purge   valves  ,a, ,»>,., 

HALBRIEQE,  W,  C.        Sacramento    Municipal    Utility    District.       79/12/13. 
9pp. 

7913300905  Forwards    "Aifxiliari;  Feeduator   Sys    Reliability   Analysis." 
KATT1MOE,  J.  J.       Sacramento    Municipal    Utility    District.       79/13/17.       lp. 

— 7912200306   "Auilliara   Feeduiatur    Sys   Reliability   Analysis." 

*      SacrafTBntc-   Municipal    Utilitg    District.        79/13/3J.       47pp. 

79ia3B04d7  Notifies    of   error    in   791O31    rept    justifying    continued 
irradiation    of    roactor   vessel    surveillance    spec Imens. Capsula 

uiithdraura  at    end    of    First    cycle    is   fifll-H.not   RBI-E.  ,_.,_        , 

MATT1MDE.  J.  J.        Sacramanto    Municipal    Utilltij    District.        79/12/17.        lp- 

7913390496  Discutses    NRC   791107    request    for    position    on    recommandations 
in   BtW  Hept    156,     "Integrated  Control    Sys   Ffeliahility 
Analysis. "   Position   re   TBcoramendat Ions   mill    be    provide*   by 

MATTIMQE,  J.  J.       BacramBntc-   Municipal    Utility    District.       79/12/19.       lp. 
a.     Irspection   reports,     IE   Dullotins   i    correspondence 

79120S0272  Forward*    IE    Insp   Rept   50-312/79-16   on    790713-0803.  No 
noncDmpliarco   noted. 

CREWa.d.L.  Region   S,     Ban   Franeiico.    flnactor  Operation*   Nuclear 

Support   Branch.       79/OS/20.       2pp. 

— 791H0302BO    IE    Insp    Rept    30-312/79-lti  on    790713-OB03.  No   noncompl i«nc e 
noted. Major   areas    inspected;  irtsp    of    plant    operation,  f  ire 
protaetion   prooram  b    independent    effort. 

CASTER.  H.  L.  ,     JOHNSON,  P.  Region    5,    Han   Francisco,    Office    of   the 

Director.       FAULKENBEflffV.  B.  Reffion    S,     Ban    Frencisco,    Reactor 

Operations   Nuclear   Support   Branch.       79/08/17.       4pp, 


—7913310076    "Evaluation    of    License.!    Responses   To    IE   Bulletins    79-03A   b 

79-030 

*          Operating    Reactors    Branch   4.       79/11/23.       29pp. 

7912070028  Foruarda    IE  Circular    79-24,     "Proper    Inst.llation   fc  C.libr    of 
Core  Bpray    Pipe   Br.ali    Detection   Equipment    on   BWR>.       ND 

ENOELKEN.  R*HU   "   Region   3,     Ban   Francisco,    Office    of    the   Director. 
79/11/26.       lp. 

7912110373  Forwards    IE  Circular    79-23,     "Motor   Starters   «•  Contactors 
failed    to   Operate."   No   response   required.  nl „„•.„„ 

ENQELKEN,  R.  H.  Region    3,     San  Francisco,     Office    of    the   Director. 

79/11/26.        IP- 

7912110499  Notifies    that   NRC    intends   to  routinely    forward    to 
appropriate    state    public    util    regulatory    Groups   fc   state    atty 
ooneral    ofcs    copies    of    escalated    enforcement   correspondonce 
sent   by  NRC    to    licensi«s. 
ENflELKEN.R.H.  R»gion    3,    San   Francisco,    Office    of    the   Director. 

79/11/26.       lp. 

7912190131   Forwards    IE  Bullotln   79-H7,     "Loss   of   Non-Class    IE 
Instrumentation  *  Control    Pouier   Sys   Bus   Durino   Operation. 
Written  response   r«o.uii-Hd. 

ENQELHEN.R.H.  Reoion   3.    8an   Francisco,    C3ffic«    of    the    Director, 

79/11/30.       lp. 

7912300129  Forwards    IE  Rept    30-313/79-24  re    enforcement    conference    on 
791121.  Details  withheld    (reflQCFR2.  790). 

ENOELKEN.  R.  H.  Region    3,    Ban   Fr*ncisco,    Offio   of    th*   Director. 

79/12/06.        2pp, 

7912310277  Forwards    IE    Info   Notice   79-30,     "Reporting    of   Defect.   I. 
NoncomplUnCB».10CFR31.  "   No   action  requlrad. 

ENOELKEN.  R.  H.  Rs-gion    3.    Ban   Francisco,    Office    of    the   Director. 

79/18/06.       4pp. 

7912190043  Foriuard*    license*   rnsponse    to   IE  Bulletin  79-03A, Revision    1. 
"Nuclear    Incident   at   TMI-8uppl."  LJ 

CREHB,  J,  L.  Reflion    3,    San   Francisco,    Reactor  Operations   Nuclear 

Support   Branch.       79/12/07.        lp. 

—7913190033  Revised    response    to    IE  Bulletin   79-OBA, Rtvi «ion    I.     "Nuclear 
Incident    at  TMI-Buppl. "    Standing    order   mill    b»    inued    to 
op.ratino    personn.l    that   NRC    should    he    notified,    uithln    1-h 
from   time    reactor    i«   not    in    controlled    or   «P«t;dJc°n<li*iD."      .,. 
RODFHQUEZ,B.  J,       Baeramento    Municipal   Utility   District.       79/10/24. 

IP- 

791220024B  Foru/ards   IE  Dulletln  79-B8,    "Pot,tibU  Malrunction  of  Namco 
Model    EA1BO  Limit  Switches    at   Elevated   Tomps. "   Action 

ENOELKEN',  R.H.  Region   S,    Ban  Francisco.    Office    of    the   Director. 

79/12/07.       lp. 

791B210132  Forwards   responses    to    IE  Bulletin   79-H1,     "Temp    Effects    on 
Level    Measurement*. " 
CREHB.J.U,  Region   S,    Sun   Franclieoi    Office   of    the   Director. 

79/12/07.       lp. 

— 791821013B  Responds    to    IE  Bulletin  79-Sli     "Temp   Effecti    on  Level 
Instrumentation."    Evaluated    liquid    lev>l   measurimint    sys 
post-accident   ambient    temp    on    indicated   water    level, saftty   h 

control   sotpoints  b   »m«rgBney   procedure*.  

MATTIMOE.J.J.       Sacramento   Municipal   Utility   District.       79/09/14. 
9pp. 
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7912270246  Submits  info  requested  by  NRG  791O17  1  tr  re  inivrvice  irisip  & 
Initrvict  testing  program.  Resolves  &  documents  Home* 
open  item*. 
MATT1MOE,  J.  J.   Sacr«mBnto  Municipal  Utility  District.   79/12/1O. 


7912270339  Forwards  Revision  1  to  inservice  imp  program  originally 
submlttad  770718,  In  response  to  NRC  request  at  791003-04 
ln*p  program  review  meeting. 
MATT1MOE,  J.  d.   Sacramento  Municipal  Utility  District.   79/13/12.   lp. 


— 791B1BOS53  LER  79-018/03L-Q: on  791 1 17. during  periodic  visual  insp, 
inubber  129  found  Inoperable  due  to  lack  of  oil. Caused  by 
loose  lock-nub  which  allowed  unit  tn  rotate. Unit  will  be 
modified  during  19HO  mfuijHng  outage  to  secure  lock. 
COLOMBO.  H.  W.   Sacramento  Municipal  Utility  District.   79/13/06. 
IP 


7912260SS8  Foruarda  LER  79-019/03L-0. 

WALBR1DQE.  W,  C,   Sacramento  Municipal  Utility  District. 
2pp. 


— 7912270334  Revision  1  to  Inservice  insp  program  originally  submitted 
79071B.  Sections  3-6  replaced  In  entirety. 
*   Sacramento  Municipal  Utility  District.   79/12/12.   300pp. 

7913310432  Forwards  corrected  page*  to  Implementation  review  of 
Iniervice  insp  testing  program. 
MATTIMOE,  d.  J.   Sacramento  Municipal  Utility  District.   79/1S/24.   lp. 

--7912310453  Corrected  Pages  4-4,4-11  through  4-13,4-16.4-43.4-47  t  4-36 
to  ln*ervice  testing  program. Includes  result*  from  makeup/ 
HP  I  sys, decay  heat/core  flood  area*, raw  water  t  cooling 
water  &  turbine  sampling  test*. 
ft   Sacramento  Municipal  Utility  District.   79/12/24.   Bpp. 

R.  Periodic  operating  report*  &  related  correspondence 

7912170277  Forwards  monthly  operating  rept  for  Nov  1979. 

RQDRIQUEZ.R,  J.   Sacramento  Municipal  Utility  District,   79/12/07. 


—  791217027B  Monthly  operating  vent  for  Nov  1979. 

COLOMBO,  R.y.   Sacramento  Municipal  Utility  District.   79/11/30. 
flpp. 

a,  Reportable  occurrences,  LER*  h  related  correspondence 

7912070426  Forwards  LER  79-016/03L-Q. 

MATTIHOE,J.  J.   Sacramento  Municipal  Utility  District.   79/11/29. 
2pp. 

—  7912070430  LER  79-016/03L-0:  on  791  101,  during  periodic  visual  inap  of 

accessible  safety  sys  hydraulic  anubbarii  snubbers  12  t<  14 

determined  Inoperable.  Cause  unstated,  Bnubber  IS  rebuilt 

h  tested.  Bnubber  14  refilled  to  proper  level. 

COLOMBO,  R.H.   Sacramento  Municipal  Utility  District.   79/11/39. 


7912110329  Forward*  LER  79-003/04T-0. 

MATTIMOE.  J.  J.   Sacramento.  Municipal  Utility  Dlstritt.   79/11/29. 
2pp. 

--  7912110337  LER  79-003/04T-0:  on  79112O,planl  affluent  *ampl»  exceeded 
Tech  Spec  limit  of  0,2  mg/1  chlortna.  Caused  ay  excessive 
flow  in  plant  sewage  sys. 

COLOMBOiR.H.   Bacramehto  Municipal  Utility  District.   79/11/29. 
lp. 

79121BO&3B  Unuiual  Event  UE-79-03:  on  79I120,plant  effluent  sample 
revealed  chlorine  concentration  above  Tech  Specs  limit. 
Causad  by  sanitary  tawage  sys.  Flow-through  sys  will  be 
reduced.  Forwards  LER  79-Q03/04T-Q. 
MATTlMDEi  J.  J.   Sacramento  Municipal  Utility  District.   79/11/29, 


— 7912260239  LER  79-Qt9/03L-0: on  791 123,  tfurlnj  routine  plant  equipment 
Insp. discdvered  weld  leak  on  seal  injection  line. Cause  not 
stated.  Defective  portion  of  weld  ground  out  &  ueld  dye 
penetrant  checked. 

COLOMBQ.R.  H.   Sacramento  Municipal  Utility  District.   79/12/10. 
3pp. 

7912260215  Forwards  LEFI  79-004/04T-0. 

MATTIMOEi  J.  J.   Bacraminto  Municipal  Utility  District.   79/13/11 
2pp. 

—7912260217  LER  79-004/04T-0:  on  791203,  plant  effluent  samples  indicated 
chlorine  levels  eiceeded  Tech  Spec  limits.  Caused  by  partial 
blockage  of  sewage  syi  Inlet  1 ine.  Di 1 utlon  flow  increased  b 
iftuage  sys  hypochlorl te  pump  stroke  reduced. 

COLOMEOifi.H.   Sacramento  Municipal  Utility  District.   79/12/11. 
lp. 

7915260379  Forwards  updated  LER  79-Q03/04X-1. 

MATTIMOE,  J.  J.   Sacramento  Municipal  Utility  District.   79/12/12. 
2pp. 

— 7912260283  Updatsd  LER  79-003/04X-1: on  791120.plant  effluent  sample 
Indicated  BXCBSS  amount  of  chlorine  at  site  boundary. Cauied 
by  partial  blockage  of  seuago  iyo  inlet  line. Preventatlve 
maint  under  review. 

CDLPMBD.R.W.   Sacramento  Municipal  Utility  District.   79/12/12. 
lp. 


7912860273  Forwards  LER  79-005/04T-0. 

MATT  1MOE,  J.  J.   Sacramento  Municipal  Utility  District. 
2pp. 


—7912260277  LER  79-OOS/04T-O:  on  791208,  p  lant  affluent  sample  Indicated 
excess  amount  of  chlorine  at  site  boundary. Caused  by 
misunderstanding  between  chemistry  &  operation*  personnel  re 
chlorine  specs. Recurring  problems  u/chlorlni  under  reviiu. 
COLOMBD.R.W.   Sacramento  Municipal  Utility  District.   79/12/13. 
lp. 
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F.  Security,  medical,  emergency  &  fire  protection  plans 

79121B0333  Notifies  of  delay  in  Plant  Sy«  Branch  Team  1  evaluation*  of 
Facility  fire  protection  sys. Outline*  of  assistance  needed 
encl, 
LAINAB.O.     Plant  Systems  Branch.   79/11/16.   Spp, 

7912200022  Dl*cus«es  NRC  791109  meeting  re  emergency  preparedness  team 
review  objectives.  Provides  guidance  for  improving  licensee 
emergency  preparvdnesi  b  assuring  capability  of  offsltH 
agvncles  to  take  appropriate  emergency  action*. 
ORIMES.D.K.   Emergency  Preparednei*  Ta*fc  Force.   79/11/23.   30pp. 


— 79131B0641  LEfi  79-003/04T-0:  on  791120,  plant  effluent  sample  indicated 
chlorine  concentration  above  Tach  Spec  limit. Probably  cauiad 
by  exc«»*lve  flow  of  plant  nuace  *ys.  Cau»>  of  excftsilv* 
flow  being  investigated. 

COLOMBO, R.  M,   Sacramento  Municipal  Utility  District.   79/11/29. 
If- 

7913140480  Forward*  LER  79-017/03L-0. 

MATTIMOE, J.J.   Bacramento  Municipal  Utility  Dlitrlct.   79/12/04. 
2pp. 

—7912140437  LGR  79-017/03L-0:  on  791109,  during  routine  operation,  diesel 
generator  A  failed  to  start  from  control  room. Causa 
undetermined  because  major  factor*  affecting  starting 
capabilities  appaarad  normal. No  rvcurrence  of  problem. 
COLOMBO,  R.H.   Sacramento  Munic ipal  Utility  District.   79/12/04, 


7912270070  Forwards  comment*  re  revisions  &  addl  Info  needed  re 

facility  safeguards  contingency  plan. Plan  withheld 
(ref  10CFR2.  7901.W/0  enel. 

REID,  R,  M.     Pperating  Reactors  Branch  1.  79/12/10.   2pp. 

7912310331  Forwards  results  of  preliminary  review  of  facility  emergency 
plan. Encouragee  continued  work  u/«tate  &  local 
representative*  to  Improve  emergency  preparedness.  Emergency 
planning  acceptance  criteria  end 

REIDiR.  W.     Operating  Reactors  Branch  4  (Pre  7906231.   79/13/17. 
12pp. 

7912310471  Forwards  draft  emergency  plan<  Incorporating  recommendations 
of  NUREO-OB7B  d  NUREO-0610, Emergency  Planning  Review 
Guideline*  1, Revision  l.re  emergency  planning  acceptance 
criteria  for  licensed  nuclear  plants  t<  Rag  Ouide  1.101. 
THIMBLE, B.C.   Arkansas  Power  «  Light  Co.   79/1B/BB.   Spp. 


7913100881  Forwards  LER  79-01B/03L-0. 

MATT1MOE.  J.  J.   Bacranento  Municipal  Utility  District.   79/12/06. 
2pp. 


— 7912310474  Draft  emergency  plan. 
»  Arkansas  Power  I.  Light  Co. 


•"9/12/26.   300pp. 
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0.     Adjudicatgry    correspondence 

791311003B  Confirms    receipt  of    end   790339  petition   to   •"•P"'   °L"    '«"• 
-11    PHHs.  Forwards    FR  notice    indicating    that   petition  will   •  • 
treated    in   accordance  ui/10CFRa.  206.  ™,,,™        ID 

DENTON.H.R.      Office   of    Nuclear   Reactor  Regulation.      79/ll/-!J.       *P- 

—7912110126  Notice,    df  roiuest    For  action  pursuant   to    1QCFJI2.  S06  T. 
Environ    Coalition  on   Nuclear   Pouer   790327  petition 
requesting   -luspensian   of  all    QLs   for  PHRs.  . 

HULLER.  D.  R.        Office    of   Nuclear   Reactor   Regulation.       79/11/^J. 
33pp. 

7912130539  Respond,    to  FDIA  request   for    IE  bulletin*  (,  circular*    for 
1975  &   IE   info    notices    for    1979-79.  Forwards   docunents 
listed    in   App    A.  IE   circulars   not    issued    In   1973  t   IE   info 
notices  not    issued    prior  to    1979.  -,a,,,,o7       inn 

CAHR.J.C.  Division    of  Rules   and   Records.      79/11/27.      3pp. 

--7912JBOS54  Order   requiring    licensee   to   place   facility    in   cold    shutdown 
condition  until    plant    operation  ft  safety   procedures  are 
evaluated  h   until    licensee    has   taken  step*   to  assure   that 
personnel   adhern    tn    procedures. 

DAVIS.  J.  0.      Office   of    Inspection   Ik  Enforcement,    Dffica   of    the 
DiTOCtor.       79/0.6/30.        3pp. 


7713310213  Ack    receipt   of   791103   Ur   clarifying   proposed  flussellvilU 
AR   Municipal    nirpnrt  c  lassif  Uation.  Coiments   on  DES  for 
airport  BeinB    located    in  close   proiimlty   of   facility. 
BEOAH.M.H.  Assistant  Director    for  Environmental  Projects. 

79/12/17.      2pp. 

1.     Financial    information 

7912030469  Forwards    util    statement   of   source  of    funds,  tar  Qct    197B- 
LANOBTONjN.      Arkansas    Power   &  Light  Co.      79/11/29.       lp. 


—7912100-107  Forwards   response    to   NRC   791101   request   re   rod    burst    tast 
data. Concludes    that   data    properly   represented    by    fuel    models 
used    in  vendor    evaluation   models   4   that   analyses    demonstrate 
all    criteria   of    10CFR3O.  4i   satisfied, 

C-WSLEY.G.F.       Ex>on  Nuclear   Co. ,     Inc.     (subs,     of   Boon   Corp.  ). 
79/11/02.        5pp. 

—7912100456  Forwards   addl    info  ra   evaluation   of    Impact   of   NRC   proposod 
rupture/blockage  modal    used    in  vendor    evaluation  model. 
No   adverse    impact    from  new  rupture   burst    data   or   u«»   of  NRG 
rupture/blockage  modal    on    licensing    calculation  result*. 
GWSLEY.O.F.       E>. on  Nuclear   Co.  .     Inc.     (subs,     of   E*  <on   Corp.  1 . 
79/11/04.        22pp. 

79iai90aOO  Forwards  request   for  addl    Info    to   complete    evaluation    of 
electrical    override/bypass    aspects    of   contalnnent    puron   sys. 
LAINAB.O.  Plant  Systems   Branch.       79/11/19.       2pp. 

7913120092  aummarii    of   791024  meeting    ut/DW  owners   group   re   am««Btrlc 
LOCA   loads   evaluation.  Evaluation   of   BWJ   plants   to    be 
completed  by   Jul   19BO. 
HOBFORO.  B.  B.         Assistant   Director    for   Enflinearing   Programs. 

79/11/30.      4pp. 

791210047B  Foruiarda.to  all  BtW  aparatins  plants  eicept  TMI.raquast  for 
addl  info  re  small  break  LOCA.  Comments  requested  bu.  791B03. 
nEID.H.H.     Operating  Reactorn  Branch  4.   79/11/B1.   3pp. 

7912100229  Requests  detailed  info  ro  oear  characteristic*  of  control 
rod*  on  ouide  tubes  In  fuel  assemblies. Info  needed  to 
verify  that  guide  tube  mear  not  significant  probUm  in  B*H 
fueilitiei.NHC  concerns  re  guide  tube  wear  and. 
REID.R.U.     Operating  Reactors  Branch  4.   79/11/23.   6pp. 

7912040439  Foruards  plot  of  projected  operating  cycles, per  NHC  raqutst. 
Dne  oversiied  page  availablo  in  Central  File*,  only. 
TRIMBLE.  D.  C.   Arkansas  Pouer  &  Light  Co.   79/11/2B.   lp. 

7912040191  Foruards  revised  pages  to  Startup  Rept  Cycle  4  submitted  on 
790925. 
THIMBLE, D.C.   Arkansas  Power  I"  Light  Co.   79/11/29,   lp, 


J.  Insurant*  d  indemnity  Information 

7912070397  Forward,  surety  bond  to  not  requiraments  re  Price-Anderson 
Act 
IIASTOH.J.J.   Arkansas  Pouer  t  Light  Co.   79/1B/O3.   3pp. 

K.  Utility  Final  Safety  Analysis  Report  (F8AR)  k  amends 

7912200320  Foruardn  Amend  59  to  F8AI1.       „„,.„..,    , 
TRIMBLE,  D.  C.   ArUanms  Pousr  fc  Light  Co.   79/12/11.   lp. 

— 7712200333  Am»ni!  59  to  FHAH.  

TRIMBLE,  D.  C,   Arkansas  Power  t,  Lioht  Co.   79/12/11.   34pp. 


— 791B040197  Revised  pages  to  startup  rept  Cycle  4  correcting  error  In 
moderator  coefficient  extrnpolated  to  9SX  full  powar  fc 
indicating  location  of  in-core  instrumentation  usad  to 
determine  core  power  distribution. 
TRIMBLE,  D.  C.   Arkansas  Power  t.  Light  Co.   79/11/29.   3pp. 

7912110199  Mottfication  of  791E06  meeting  u/util  to  diieusa  util 
proposal  for  lona  term  technical  support  etri to  ba 
implemanted  as  follouup  to  TMI  Lessons  Learned  Task  Force 
rept. 
LONO.C.   TH1-2  Lensons  Learnod  Task  Force.   77/11/30.   Spp. 

7712120336  Foruards  cors  pouer  maps  required  to  calculate  core  pauev 
distribution  for  Cycle  4  startup  rept. 
TR1MHLE.I).  C.   Arkansas  Power  &  Light  Co.   79/1BYQ3.   13pp. 


P.  Operating  licanse  stage  documents  i>  correspondency 

_  __  ..„.., .«  — — ^-P— '—  — — — — — —  — '  '— "-— —  —  •"• M—  «  — 

791109024B   "Summary    of   Operating  E»perlsnce  H/Hailrculattng   Steam 
Generators.  " 
EIBEKKUT.D.O.          I 
79/01/31.       B9pp- 


EIBEKKUT.D^O.         Division  of   Operating  Reactors.      MUHEO-03a3. 


7913310070  Atk    y'JOBSl    Itrs   sndarsing   BfcH  generic  rept  HAH-1364, 
"lnteBT«*ed    Control  SMS  Reliability  Analysis."   d  requests 

REID.R.H.  Operating   Reactors  Branch  4.      79/U/07.       13pp. 

79121001B9  DiBcusitB  NRC   791101  nesting  u/representatives   of  N6B8 
vendors   &  fual    suppliers   r«    discussion  of  respective 
portion*    of  ECCB  evaluation   models   daallng  u/fuel    cladding 
swaUIno   (c  incidencB    of  rupture.  Vendor  responies   one  I. 
EI8ENHUT.D.O.         Division  of    Operating  Roactort.      79/11/09.      fispp. 

— 7913100253  Responds    ta  NRC  791101   r»nuB»t  re  noneompliance    of 
Uestinghooso   ECC8   evaluation  model    under  requirements 
of   10CFRSO  App   K,  Evaluation  of   three    fuel  rod  models 
Indicates   no   safety    pToblomt  for  Hestinghouie  plants. 
ANDERSON. 7.0.       Hestlnghouso  Elactrlc  Corp.      79/11/OS.      4pp. 

-~77iaiOO-330  Reiponds    to  NRC   791101   request  r»  ORNL  cladding    «wellina  fc 
rupture   data.Ravieia  of  analytical  modelE  b  tests    Indicates 
compliance   u/lOCFBSO  App   A- All  OE  specs   for  calculated   peak 
cladding   tanp    remain  unchanged. 
BUCHHCILI.R.  H.       Denaral  Electric  Co.      79/12/07.      Hpp. 


7912120283  Submits    schedule   of   response    for   small    bran*   UDCA  concern* 
requested    in  791181    Itr. 
TRIMBLE, D.C.       Arkansas   Pnwcr   &  Light  Co.       79/1H/04.       lp. 


791  El 20334  Forwards  request   for  addl   info   to  complete  review  of  OA 
Quality   Assurance   Branch.       79/12/O9.       3pp, 


progren. 
HAABS,  H.  P. 


7912130249  Forwards  revision   to  791120   Itr  re   impleasntBtion  schedule 

for  Lessons   Learned   Task    Force    short-term  rt commendations. 
.Requests    e«pedlted    concurrence   w/mothod    of   compliance    to 
NVREO-057H. 

CAVANAUOH,  H.      Arkansas  Power  ft  Light  Co.      79/1H/03,      aapp. 

7912140327  Fanuards   revision    of    tslactod    provisions    of  7911HO  r«spon«* 
to  TMI   Lessons  Learned   Task    Forco   recommendations.  flaB.uentia.1 

Bhutdouins  preferred    to   concurrent,  Implementation    schedule 

CAVAHAUOH.H.       Arkansas  Pouer  &  Light   Co.       79/12/08.       21pp. 

7912210131  Rssponds   to  7B0719   Itr  requesting,   cask   handling   change*   tor 
facility   fc  permit   for   B4C   test  rod    shipment. Requests   addl 
sum  to  meet  Class  4   ft*   requirements. 

MILLER,  H.  D.  License  F*e  Manaoaaient  Branch.       79/la/ia.       lp, 

791SB70409  Advises   of   committment    to  NHC    Inter!"  position  re 
demonstration   of   purge  h  v«nt   valve   operability. Purg* 
Isolation  valves  will   remain  closed  uh«i  reactor   is  not   in 
cold   shutdown  or  rafuellng  mode. 
TRIMBLE.D.C.       Arkansas   Pouer   h  Light  Co.      79/lB/la.       lp. 
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7718170703  Forward!  "Emergency  Operating  Bpec,  Operating  Quidelines  for 
Small  Bre  aki>  "  h  "Analysis  Summary  In  Support  of  Inadaquata 
COT  a  Coaling  Guidelines  for  Lou  of  RC8  Inventory."  to  bi 
Incorporated  Into  "Small  Break  Operating  Quldsllnes.  " 
TRIMBLE,  D.  C.   Arkansas  Power  Ii  Light  Co.   79/18/13.   Ip. 


7713110467  Notifi«»  that  NRC  IntBndi  to  rdutintli|  forward  to 
appropriate  <tat>  public  utll  ragulatarg  groups  &  atJto  atty 
jeniral  ofcs  copiei  of  iscalated  onforoment  corntpondenc* 
tent  bij  NRC  to  licenseai. 
GEYFRIT.K.  V.     Region  4,  Da  llm,  Office  of  th«  Director.   79/11/26. 


—  7912190716  "Emergency  Operating  Spect,  Operating  Guidelines  for  Small 

Breaks.  " 

BECKNER.D.A.   Babcock  h  Wilco»  Co,   BHNP-H0004.   79/11/01.   50pp. 

—  7912190731  "Analysis  Summary  in  Support  of  Inadequate  Con  Cooling 

Ouidellnee  for  Lou  of  RGB  Invintorg.  " 

BECKNERiD.A.   Babeock  h  Wilcoi  Co.   79/11/01.   31pp. 

791233060?  Requettt  commitment  to  facility  modi  to  ensure  control  room 

habltabilltg  following  toiic  aos  relBase.  Quick-response 
.  chlorine  detectors  *hould  bi  installed  in  frith  air  Inliti  t, 
control  roan  liolatlon  atr  exchange  rate  reduced. 
REID.R.H.     Operating  Reactors  Branch  4.   79/13/14.   3pp, 

7713310343  Dlicuuei  proposed  shutdown  to  Implement  short-term  Items  of 
NUREO-087B.  Shutdown  schedule  undargoing  mod.  Units  1  !i  2  will 
bo  ihut  dawn  791931  Ic  800131.  retpectlvelu,  Ii  mill  not  be 
restarted  until  itimi  are  implemented. 
CAVANAUOH,  H.   Arkenias  Power  t,  Light  Co.   79/13/17.   2pp. 

7912310333  Forward*  correction  to  conceptual  design  for  initiation  b 
control  of  emergency  fesd  water  Independent  of  Integrated 
control  •||i.  par  NUREO-097B.RBn.uait*  approval.  Eight  overs  t  is 
drawings  enel. 
TRIMBLE,  D.  C.   Arkansas  Power  Ic  Light  Co,   77/12/18,   lOpp, 

7913270193  Forward  i  "Auxiliary  Feedurater  BUS  Reliability  Analutee,"  b 
"Emergency  Feaduater  Reliability  Analu*U  for  Unit  1." 
pr  spared  bu  BMt. 
TRIMBLE,  D.C.   Arkansas  Power  ti  Light  Co.   77/12/30,   Ip. 

—  791227019&  "Auxiliary  Feeduater  By*  Reliability  Analy»es,  " 

HEAVER,  M.W.,  DOR  MAN,  R.  W.  ,  ENZXNNA.R,  8.   flab  cock  fcHileoi  Co. 
BAH-  1504,   79/ia/3t.   33pp. 

—  7912370161  "EmBrgBncg  Feadwater  RBllablllty  Analysis  for  Unit  1," 

HEAVER.W.M.,  DDRHAN,  R.  H.  .  ENZINNA.R.  B.   Dabcock  I.  Mllcoi  Co. 
79/13/31.   40pp. 

a.  Iniptctlon  reporti.  IE  Bulletin*  .&  corrnpandinci 


7912040309  Rasponds  to  IE  Bulletin  79-14.  Foruardi  lubmlttal  achadula 
for  analyili  of  InaccenUU  piping.  Schndula  for  ruaponie 
to  remaining  itami  haa  ilipped  due  to  Impact  of  ntui  IE 
Bulletin  79-02.  Revision  2,  requirimenti. 
TRIMBLEiD.C.   Arksnta.  Power  &  Light  Co.   79/11/87.   3pp. 

771SOSOfiB4  Ack  rac.ipt  of  791113  Itr  Informinj  NRC  of  step,  taken  to 
correct  violations  not«d  in  IE  Imp  R»pt  30-313/79-21. 
HADaEN.O.L.      Region  4,  Dallat,  Reactor  Operations  Nuclear  Support 
Branch.   77/11/27.   lp, 

—  7913030487  Responds  to  NRC  791033  Hr  re  violations  notad  in  IE  Inap 

R«pt  30-313/79-21.  Correctlvs  actions:  plant  0-list  k 

distribution  lilt  raviied  fc  clrculatad. 

TRIMBLE.  D.  C.   Arkansas  Pouiar  S<  Light  Co.   77/11/19.   3pp. 

7912190169  Foruards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  Ii  Control  Pouer  Syt  Bus  During  Operation.  " 
Urlttan  response  raqulrad. 

SEVFRITiK.V.     Repion  4,  Dallas,  Office  of  the  Director.   79/11/30. 
lp. 

R.  Periodic  operating  report*  tc  related  correspondence 

7913170331  Forwards  monthly  operating  rept  for  Nov  1977. 
TRIMBLE,  D.  C.   Arkansas  POLI*V  (,  Light  Co.   79/12/H.   lp. 

—  7913170335  Monthly  operating  rept  for  Nov  1979. 

BRAMLETT.  L.  S.   Arkansas  Poiuar  &  Light  Co.   77/12/14.   Bpp. 

B.  Raportable  occurrenceii  LERs  tc  related  correspondence 

*~  ——""—  —  ™-i—^—  —  «  —  .  --  .  —  _.  --  ^^.^M^H^UHk-.  ---  f,  --  .-,....__....,..._.  ---  ._  --- 

771S3100&9  PNO-1V-79-009;  on  791016,  rnporter  intervleuied  plant  manager 
re  reptt  of  radioactive  leakage  lnitances:790726,  leakage 
patt  packing  on  tuio  primarg  *gs  valves  Into  bldg  &  791012. 
shutdown  cooling  heat  exchanger  leak  to  svc  water  syi. 
WESTERNAN,  T.  F.  ,  MAD8EN,  0.  L.     Region  4,  Dallas.  Office  of  th* 
Director.   79/10/17.   lp. 


7913170134  Roipondi  to  IE  Bulletin  77-23,  "Potential  Failure  of 
EnargBncu  Distal  Ctnerator  Field  Exciter  Transformer.  " 
ConnictUnt  batwaen  law  kVA  rated  transformers  !<  high  KVA 
rated  exirgancu  aenerator*  h*v»  not  been  Riadt. 
TRIMBLE,  D,  C.   Arkannai  Pouar  t<  Light  Co,   79/10/09.   app. 


7712310073  PNO-IV-79-01Q: on  771017, inadvertent  release  of  radioactive 
gas.  Air  sample  In  makeup  tank  Initiated,  stack  monitor 
alarmed  d  sampling  terminated.  Rate  of  radioactive  release 
exceeded  Tech  Spec  Unit  bg  3.36. 

UEBTERMAN,  T.  F. ,  MADBEN.  0.  L.     Raglan  4,  Dallas,  Office  of  the 
Director.   79/10/18.   Ip. 


791803032&  Forin*riU  IE  In»p  Rept«  00-313/79-21  *  30-363/79-30  on 
790909-1009  Ji  notice  of  violation. 

MADBEH, 0.  L.      Raglan  4.  D*U*i,  Rtaetor  Operations  Nucltur  Support 
Brunch.   79/1O/33.   3pp. 


-771SOS0333  Notles  of  violation  from  imp  on  790907-1003. 
»    Region  4,  Dsllai,  Office  of  the  Diractor.   79/10/23, 


lp. 


— 7913090342  IE  Imp  Rapts  90-313/79-21  Si  00-368/79-20  on  790907-1008. 
Nonconnli«ncc  nottd: outdated  0  ll«t», 

JOHNSON,  H.  D.  ,  WEaTERMAN.  T.  F.     Region  4i  D*lUs,  Office  of  the 
Director.   79/10/33.   llpp. 

7912140103  Forwards  IE  Bulletin  79-17, Bnvislon  t,  "Pip.  Cracks  in 
Stagnant  Borated  Matar  By*  »t  PHR  Planti. "  Mrittan  raipontft 
required, 
8EYFRIT,K.  V.     Region  4,  Dallat,  Office  of  th.e  Director.   77/10/39. 


7912170296  Forwards  LER  79-021/03L-0  b  updated  LER  77-OI3/03X-1. 
TRIMBLEiD.  C.   Arfeansa*  Power  tc  Light  Co.   79/13/06.   lp. 

-- -7913170264  LER  79-021/031.-0:  on  791113.wh.ile  securing  makeup  b 
purification  sus,  Inside  .containment  Isolation  leal  return 
valve  failed  to  fullu  close  on  demand.  Cauverf  by  valve 
operator  torque  switch  falling  to  make  up.  Buitch  replaced. 
BHIVELY.  C.  N.   Arkansas  Pouer  t,  Light  Co.   79/12/06.   lp. 

— 7912170269  Updated  LER  79-012/03X-I; on  790810.  leak  rate  tasting  of 
realtor  bldg  purge  valvm  at  penetration  V-l  indicated  leak 
rate  In  «it*it  of  Tech  Spec  limits.  Caused  bg  maladjusted 
valve  seat  ihlm*.  Leak  rate  test  performed. 
BHWELYiC.N.   Arkansa*  Power  fc  Light  Co.   77/12/06,   lp. 


79I33&0872  Forwards  LER  79-OS2/03L-0. 

TRIHBLE,  D,  C.   Arkansas  Pouer  t>  Light  Co. 


79/12/10.       lp. 


771B1SQB61  Forwards   IE  Bulletin  79-23,    "Failure*   at  Meetinghouse  BFD 
Hatayt   in  Safety-Related  8y*. "  Action  required, 

BEYFRIT.K.V.  Region   4-    Da  11  a  I,    Office   of    the   Director.       79/11/03. 

IP. 


—7913260374  LEB  79-022/03L-0;  on  771117,  during   plant   heatup    to   hot 
shutdown   condltion»i operational    test   of   turbine   driven 
emergency    feeduiater   pump    not    performed.  Caused   by   scheduling 
mistake.  Startup  procedure  reviled. 
BRAMLETT.  I..  9.       Arkansas   Pouer   &  Llgh't  Co.       79/13/17.       lp. 


77121V0033  Forward*   IE  Circular  79-32,    "Stroke  Times   for  Power  Operated 
Relief  Valves."   No  written   response   required. 
BEVFRIT.K.  V.          Region  .4,    Dallat,    Office   of   the  Director.      77/11/16. 


79iaiaOBSO  Forward!   IE  Bulletin  79-tti,    "Boron  Loes  From  BHR  Control 
Blade*.  H  No  rasponie  required. 

SEYFRIT.K.V.  Region   4,    Dallas,    Office    of   the   Director.       79/11/30. 

IP- 


U.    Congressional/E>ecutive  Corrvipondence  • 

79123B0261    Forward*  B   Peteri   79110B    Itr   expressing   concern*  re  NRC 

public  meeting  an  emergency  planning   Insp. Response 
requested. 

PRYOR,D.       Benate.  79/11/37.       3pp. 
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>UCHET    30-315    DDNALD    C.     CQOH   NUCLEAR    FDUER   PLANT,     UNIT    1 
~      Security,     medical,     emergency    fc   fire    protection    plan* 

"712200022    Discusses    NRC    7  911  09    meotinff    ro    emergency    preparudnas*     taam 
review   nb  je-ctivej,  Provid  es    Bu'dflnce    far    improving    licensee 
emergency    preparedness   t   assuring    capability    of    offsite 
agencies    to   tale    appropriate    emergency    actions, 
GRIMEB,  U.K..        Emergency    Preparedness    Task    Force.        79/11/23.       30pp. 


7913130409   Confirms    791129   meeting     to    discuss    NRC    reflulatorg    program 
for   protection   of   public    health    tt   safety   re   plants. 

KEPPLER.J.Q.  Region    3.     Chicago.    Office    of    the    Diractor.       79/11/. 

2pp. 

7912330633  Confirms   791139  meeting    y/mauor   of   Bridgman.MI   fc    staff    to 
discuss  regulatory    program   for    public    health    b   safety 
protection.  Tentative   agenda    encl,  ,..,, 

KEPPLERiJ.O.  Hegion    3,     Chicago,    Office   of    the   Director.       79/11/. 

2pp. 


3.     Ad  judicators    correspond  nnce 

791211QO3B   Confirms    receipt    of    encl    790329    petition    to    suspend    01_*    for 
all    PWRs,  Forwards    FR   notice    indicating    that    petition   mill    be 
treated     in    accordance    U/1QCFH2.  206. 
DENTON.H.  R,        Office    of    Nuclear    Reactor    Regulation.        79/11/23.         Ip. 

—  79iailQ12i   Natic«    af    roquest    for    action    pursuant    to    10CFH2.  206    re 
Environ   Coalition   on  Huclear   Pouor    79O339   petition 
requeiting    suspension   of    all    OL-B    far   PWRs. 

MULLER,  D,  R.        Office    oF    Nuclear    Reactor    Regulation.        79/11/23. 
33pp. 


I,     F  inane  ial    information 


7912370604    Forwards   article    of    merger    filed:   ui/9tate    of    IN  <c  certificate 
nf    merger    filed    u/Btace    of   HI. 
DDLAN.  J.E.       Indiana   &   Michigan  Power   Co,       79/12/17,       lt>PP- 

P.     Operating    license    stage    document*    &    correspondence 

7911090240    "Summary    of    Operating    Experience    W/R»cirCU 1 ating    Steam 
Ganorator  s.  " 

E1BENHUT.  D.  Q.  Division    of    Operating    Reactors.        MUREa-0333. 

79/O1/31.        89pp. 


7913Q4O4B9  Responds    to   NRC   791030    Itr   re    implementation   of 
recommendations    contained    in    NUREQ-Q37B.  Supplements    previous 
responses    re    pouier    operated    relief  valves,  safety    valvaa   1 
instrumentation    for    inadequate    care   cooling, 
DCILAN..J.  E.       Indiana   b  Michigan  Power  Co.       79/11/26.       0pp. 


791317001B  aubmits    addl    info   re    analysis. insp   b  mod    of   main    feedwater 
sy*   at   plant. 
DDLAN.J.E,        Indian, 
Available   at    NTIS. 


sy*   at   plant. 

DDLAN.J.E,       Indiana  b  Michigan   Electric   Co.       79/11/26.       31pp. 


791204Q257    Inform*    of    changafi    in    operating    procedures    for   automatic   rod 
control    sgs. Changes   mada    to    guarantee    that   plant    transient 
bohavior   due    to    credible   control    rod    drop    event  uill    be 
uiithin   plant    safety    criteria. 
DDLAN.J.E.       Indiana   b  Michigan   Pouier   Co.       79/11/29.       3pp. 

7912210134  Requests    quarterly    radiological    assessments    to   NRC, if   Tech 
Spies   2.  4.  l.h   b   2.  4. 3c    of    App   B    an   eiceedad    or  vary   ni/code. 
8CHWENCEFI.  A.  Operating    Reactors    Branch    1.       79/12/04.       2pp. 

7912110308  Discusses  monitoring   of   containment  radiation   in  context   of 
purge    syi    opnrat ion.  Design   justified    in   using    control    grade 
radiation   monitoring    equipment   sinct   containment   ventilation 
isolation   not   relying    solslg    on   monitor    Initiating    signals. 
DOLAN.  0.  E.       Indiana   b  Michigan   Electric   Co.       79/12/08.       3pp. 


790301033?  Notifies    of    status    of   r*pt   an    reactor    cavllg    annulus    seal. 
Most   PUR    users    remove    ring    during    normal    operation.  Others 
store    seal    ring    in   raised    position    during   normal    operation. 
LftlNABi  0.  Plant    Bjitems    Branch     IPre    791030).        79/07/03,        7pp. 

791205O175   Discusses    NRC    review    of    UERa    li    Tech    Spec    requirements    r« 
control    RPI    so*    at   Mestinghouae  PWHs.  Hequests    Tech    Sped 
review    ta    ensure    requirement    for    rod   rnaint    to    within  +/-    12 
steps    ind-icated    b  RPI    s»s   veriried    accurate   uiithin    12   steps. 
SCHWEWCER.  A.  Operating   Reactors    Branch    1.       79/10/29.       7pp. 

79l2tOOia?  Discuaaos   NBC   7911O1    masting    u/repreientat Ives    of  NS3S 
vondors   t>    Fuel    suppliers    r«    disEussion    of   respective 
portion!    at   ECCB  a  valuation    models    dealing    lu/Puol    cladding 
suelling    6    incidence    of   rup ture.  Vendor    responses    encl. 
EISENHUTi  D.  0.         Division   of    Operating   Reactors,       77/11^09.      43pp. 

— 7912100253  Responds    to  NRC    791101    request   r«    noncompliance   of 
Hest  inghouia    ECCS    evaluation  modal    under   r<ra.ulr  amenta 
of    10CFRBO  App   K. Evaluation   of    thres    fuel    rod   modele 
indicates   nt>   safety    problems    far   UBS  tinghause    pls-nte. 
ANDERSON.  T.  rt.       Heat  inghouse   Electric    Corp.       79/11/02.       4pp, 

— 791H1OO330  Responds    to  NRC    791101    request   r«   ORNL    clarfdina   swelling   l< 
rupture    data-.  Revieui   of   anatijtical  models   6   teeti    indicates 
compliance  U/10CFR50  App    K.  Al 1    OE   specs    for    calculated    peak 
cladding    tajnp    remain   unchanged. 
DUCHHDLZ.R.H.       General    Electric    Co.       79/12/07.       2pp. 

—  7913100107  Fortuardt    reiponio    to   NRC  791 1DJ    request    re   rod    burst    test 
data. Concludes    that    data    properly   represented    bu    fuel    model* 
used    in   vendor   evaluation   models    ti    that   analyses    demonstrata 
all    criteria   of    1OCFR50,  46   satisfied. 

DUSLEY,  0.  F.       Enon    Nuclear   Co..     Inc.     (subs,     of   Exxon  Corp.). 
79/11/02.       9pp. 


791211O312  Submits    revised    ichadula    for    final   repts    on  results    of 
facility   analytical    evaluation. 
DQLAN.O.E.       Indiana   b  Michigan   Electric   Co.       79/12/07.       3pp. 

7913120404  Forwards   addl    info    For    mods    to   auxiliary    feeduater    sys   re 
7 90 BO?   amend    request. 
DOLANi-J.E.       Indiana  fc  Michigan   Electric    Co.       79/12/07.       9pp. 

791227001B  Forwards   Amends    34   h   15   to   Licenses   DPR-3B  b  DPR-7«. 
ra»pB« tivelyi  taFety    evaluation   U  notice   of    Issuance   b 
availability. 

BCHWEKCEfl.A.  Operating    Reactors   Drench    1    (Pre   791030).       79/12/07. 

2pp. 

— 7912270021   Amends   34   b    15    to   Licenses    DPR-39  b  DPR-74i  retpec tlvelu. 
requiring   max    allowable    containment   purge    isolation  valve 
closure    times    to   be   reduced    from    10   to   3-s. 
BCHHENCER.A.          Operating   Reactor*  Branch   1    (Pre  791030). 
79/12/07.       IHpp, 

— 7913270023  Safety    evaluation    supporting   Amends   34  b    19   to   Lieanaas 
DPR-5B  &  DPH-74.  respectively. 
*      Office   oF  Nuclear   Reactor   Regulation.       79/13/07.       &pp. 

— 7912270024  Notice    of    issuance   b   availability    of   Amends   34   b    19   to 
Licenses   DPR-5B  b  DpR-74,  respectively. 

BCHWENCER.ft.  Operating    Reactors   Branch    1    (Pra  791030). 

79/12/07.       2pp. 

79121BQ390  Forwards   response    to   791030    Itr   re  requirements    for 
auxiliary    f end mater   sys    identified    during   Bulletins   b  Orders 
Task    Force   review   of    operating   reactors.  Valves    locked    or 
sealed    b  mod    to    feedpump    train   to   be    completed. 
OOLAN.J.E.       Indiana  fc   Michloan  Electric    Co.       79/12/11.       App. 


— 791B10049&  Forward*    addl    info   re    evaluation   of    Impact    of    NRC    proposed 
rupture/blockage    nodel    usad    in    vendor   evaluation  moiJBl, 
No    adverse    Impact    From    neu  rupture    burst    data    or   use    of  NRC 
rup turn/blockage    model    on    licensing    calculation    results. 
dHSLEY.O.F.       Etxan  Nuclear  Co.,     Inc.     (subs,     of   Ex*nn   Corp.). 
79/11/04.        22pp. 

79l2Q40'i7i  Summary    of    791119    teleon   ui/util    re    implementation   of   L»»sotis 
Learned   Talk    Fare*    recommendations. 
HIQGIMTON-D.  Operatino    Reactors   Branch    1.       77/11/Q1.       4pp, 

791H05O054  Summary    of    791115    teleon   in/licensee   re   791024    response    to 
NRC   790913    Itr, Informed    licensee    of    lessons    learned    items 
for  which    proposed    schedule    for    implemrntalon    is 
unacceptab le. 
HIGGINTQNiD.  Operating    Reactors    Branch    1.       79/11/21.       3op, 


791219O560  Provide*   plan*    for   Cycle   2  refueling    outage. Neu   fuel    batch 
mill    consist    of    80   fuel    assemblies   fflfg    by   Msstlnghouse.  Fuel 
designated   an   Region  4  b    enriched    to   3.40  u/o  U-23S.  Startup 
nf  Cycle    3   anpected    by    mid-Dec    1979. 
DOLAM,  J.  E.       Indiana   b  Mlchiflan  Electric    Co.      79/12/11.       Bop. 

791B27O431    Forwards    info  re    voltage    leval    at    safety    buses, startup, 

shutdown  tc  accident   loading    high   &   lou  voltage  condition 
cases   b   transformers    capacityiin   response    to  790BOB   Itr. 
W/ov«r«liB    drauing    of    simplified    offsite   power    sources. 
DDLAM.  J.  E.       Indiana   b   Michigan  Electric    Co.       79/12/17,       40pp. 

7912270250  Forward*  response    to  NRC   791210  request    tor    Into   required 
For    evaluation   of    licensee   response    to  TMI   Lessons   Laarned 
Task    Force   recommendations.  Overilic    drawings   available    In 
Central   File*    only, 
DDLAN.J.E.       Indiana   !<   Michloan   Electric   Co.       79/13/80.       Bpp, 
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Q,     Inspection   report*,     IE  Bulletins    &  correspondence 

7912110237  Forwards    IE   Inap   Reptu    50-313/79-23  (i  30-316/79-20   on 
790903-1005   !<   notice    of    violation. 

HEIBHMAN.R.  F.  Region   3.     Chicago,    Reactor  Operations  Nuclear 

Support   Branch.       79/10/24.       2pp. 

— 7912110263  Notice    of  violation    from    insp    on   790903-1003. 

«          Rsglon   3,    Chicago,    Office   of    the   Director.       79/10/22,       lp. 

— 7912110271     IE    Insp    Ripts    50-315/79-23   t.    50-3U/79-20    on    790903-100S. 
Noncompllance   noted:actlve   melding    permit    not    signed    by 
utll    conit    safety    coordinator    &    imp    repts   not   reviewed    by 
plant   nuclear   it  lafetg    review  committee. 

MASSE, R.E.,    BOYD/0.  C.  Region   3,    Chicago.    Office    of    the   Director. 

79/10/22.       Spp. 

7912070109  Re»pondt   to, IE  Bulletin  79-24*     "Froien   Lln».  "   Adequate 
measures    taken    to   prevent    froinn    lines    during    extremely    cold 
weather. 
DOLAN.J.E.       Indiana   fc  Michigan    Power   Co.       79/11/09.       2pp. 

7912a006S7  Responds   to    IE  Bulletin  79-24,     "Froien  Lines."   Adequate 
measure*   taken    to   prevent    freezing    during    natremely    cold 
weather. 
DOLAN.J.E.       Indiana   &  Michigan    Power   Co.       79/11/09.       Bpp. 

7912050103  Forwards    IE  Circular   79-32,     "Stroke  Times    for   Power   Operated 
Relief   Valves."    No   response   required, 

KEPPLER,  J.O,  Region   3,    Chicago,     Office   of    the   Director.       79/11/16. 

lp. 

7912030130  Forwards  'IE  Circular   79-32,     "Stroke  Times    for  Power   Operated 
Relief  Valves."    No   response    required. 
KEPPLER.  J.  0.  Region  3,    Chicago,     Office    of    the   Director,       79/1 1/;  6. 


7912200127   Forwards    IE   Bulletin    79-23,     "Passible   Malfunction    of   Namco 
Model   EA180  Limit  Switches   at  Elevated   Temps."   Action 
required. 

KEPPLER, J.S.  Region    3,     Chicago,     Office    of    the    Director.        79/12/10. 

IP- 


R.    Periodic    operating    reports   &  related    correspondence 


7912170270   Forwards   monthly    operating    rept     For   Ndv    1979. 
SHALLER.D.V.       Indiana  J.  Michigan  Power  Co.       79/12/13.       lp. 


— 7912170274  Monthly    operating   rapt    for  Nov    1979. 

Q!LLETT,W.T.        Indiana   !.   Michigan   Power    Co.        79/12/O3. 


9pp. 


79122QOS21    Forwards    annual    statistical    rapt    of    eipasures  Fnr    197B. 

License    BUB-1176    did    not    e  up  ire    until    79Q93D.  Same    rept  ieinfl 
submitted    for  Licenses   SUD-1176, DPR-SS  t    DPR-74. 

SMALLER, D.V.       Indiana  !,  Michigan  Power  Co.       79/13/30.  lp. 

— 7912280524  Submits   statistical    rept   of   eipoBures    for    1978. Errors 
discovered    in  7903O3  submittal.  Data  roanalijsta   has    shown 
differences  re   number    of    individuals   &    distribution  of 
doses. 
SMALLER, D.V.        Indiana   t   Michigan   Pouier    Co.        77/09/21.        lp. 


8.    Reportatile   occurrences,    LERs   tt  related    correspondenci 


7913120061  PNO-1II-79-026:  on  791037.  unit  shut  down  to  investigate  cause 
of  excessive  vibrations  on  Reactor  Coolant  Pump  3. 
Hestlnghouse  investigating. 
BOYD.D.C.,  HEISHMAN.R.  F.     Region  3,  Chicago,  Office  of  the 

Director.   79/10/29.   lp. 

79I20403B4  Forwards  LER  79-056/03L-0. 

SHALLER.D.V.   Indiana  (.  Michigan  Power  CD.   79/11/36.   lp. 


7912100209  Forwards  IE  Info  Notic*  79-28,  "Overloading  of  Structural! 
Elements  Due  to  Pipe  Support  Loads.  "  No  response  required. 
KEPPLER,  J.O.     Region  3,  Chicago,  Office  of  the  Director.   79/11/16. 
lp. 

7912110SB2  Forward*  IE  Info  Notice  79-39,  "La»s  of  Nonsaf  sty-Related 
Reactor  Coolant  Bus  Instrumentation  During  Operation.  "  No 
specific  action  or  response  required. 

KEPPLER,  J.O.     Region  3,  Chicago,  Office  of  the  Director.   79/11/16. 
lp. 

7912030340  Foruards  IE  Bulletin  79-56,  "Boron  Loss  From  BUR  Control 
Blades.  "  No  response  rsquired.  . 

KEPPLER,  J.O.     Raglon  3,  Chicago,  Office  of  the  Director.   79/11/20. 
lp. 

7913100436  Forwards  IE  Circular  79-34.  "Proper  Installation  h  Calibr  of 

Core  Spray  Pipe  Break  Detection  Equipment  on  DURs.  "  No 
written  response  required. 

KEPPLER,  J.O.     Region  3,  Chicago,  Office  of  thn  Director.   79/11/26. 


7912110393  Notifies    that  NRC    Intend*    to   routinely    forward    to 
appropriate    state   public    util    regulatory    groups   &   state   atty 
general    ofci,  copies    of   escalated    enforcement    carrespondnnce 
sant    by   WRC    to    llcenseas. 

KEPPLER  i  J.O.  Region  3,    Chicago,    Office    of    the   Director.       79/11/28. 

lp. 

7912190228  Forwards  IE  Bulletin  79-27,  "La«s  of  Non-Class  IE 
Instrumentation  &  Control  Pouier  By  a  Bus  During  Operation." 
Written  response  required. 

KEPPLER,  J.O.  Region  3,    Chicago,    Office    of    the   Director.       79/11/30. 

lp. 

79122  00036  Responds    to    IE  Bulletin  79-17,  Revii  Ion    1.  Nondeatruc  tive 
•  lamination*   completed   791131.  No  strsi*   corrosion  cracking 
found,  Forwards    list   of   addl    piping    runs    falling    under  NRC 
definition   of    stagnant   borated    mater    lines. 
DOLAN,J.E.       Indiana   fc  Michigan    Electric    Co.       79/11/30.       Spp. 

7912140043  Forwards   flow  diagram!   for   inservica   inip   program  per  NRC 
791031    request.  Drawings   available    in  Central    Piles    only. 
KALONEYiO.P.       Indiana   t,  Michigan  EUttrlt   Cq.       79/12/06.       3pp. 

7913140089  Foruards   IE  Info  Notice  79-30,    "Reporting  of  .Defects  &        .. 
NoncompHanceii,  10CFRS1.  "   No    action   or   response   required. 
KEPPLER,  J.O,         -Region  3,    Chicago,    Office   of    the   Director.       79/1S/06, 

''  " 


—7912010390  LEH  79-056/03L-0  on  791027,  op  ening  torque  on  two  let 
condenser  lower  Inlet  doors  eiceeded  man  Tuch  Bpoc  limit. 
Caused  by  door  springs  slightly  stiffer  than  doors  an  other 
bays,  Spring  tension  bolts  adjusted. 
DELOHO.S.D.   Indiana  &  Michigan  Pauer  Co.   79/11/36.   2pp. 


79120403&S  Forwards  LER  79-057/O3L-O. 

SMALLER, D.V.   Indiana  &  Michigan  Pouer  Co. 


--7912040371  LER  79-097 /03L-0: on  791029.  wh i  lc  shifting  to  HHB.motor- 
operateil  containment  isolation  valve  failed  to  open 
completely  tt  would  not  close.  Caused  by  corrosion  of  valve 
operator  torque  switch  due  to  condensation  In  conduit. 
HIZKER.D.  0.   Indiana  It  Michigan  Power  Co.   79/11/3B.   lp, 


7912070371  Foriuards  LER  79-03B/01T-G. 

SMALLER,  D.v.   Indiana  &  Michigan  Pouier  Co. 


79/11/30.   lp. 


—7912070377  LEU  79-OaB/01T-0:  on  791115,floiu  pflth  from  Unit  2  motor- 
driven  AFP  steam  generators  1  &  4  was  inoperable. Caused  by 
power  supply  to  motor  operated  valves  FMCJ-212  &  FMQ-242 
being  removed  fnr  routine  Insp. Power  restored, 
CHADUELL.  H.  M.   Indiana  t<  Michigan  Power  Co.   79/11/29.   Spp. 

7913130330  Forwards  LERs  79-039/03L-0  t  79-060/031-0. 

SMALLER,  D.  V.   Indiana  t,  Michigan  Power  Co.   79/13/07.   lp. 

— 7912130370  LER  79-099/03L-0;  on  79110B,during  test, containment  air 
partlcutate  detector  Isolation  valve  ECU -31  would  not  close. 
Caused  by  leaking  ASCO  solenoid  air  supply  valve  &  vent  port 
tube  restriction.  Valve  cleaned  t  tube  removed. 
DELONO,8.D.   Indiana  t,  Michigan  Power  Co.   79/18/07.   Hpp. 

—7913130390  LEO  79-060/03L-0:  on  791 116,  intermed  late  dock  door  to  lie 
condenser  found  froien  shut. Caused  bu  plugged  air  handling 
unit  drain  line  b  frozen  drainage  uvtrt lotii.  Ice  removed  & 
drain  line  cleared. Mod  initiated. 
BROWN. H.  a.   Indiana  &  Michigan  Power  Co.   79/12/07,   lp. 

7912170239  Forwards  LERs  79-061/03L-0  b  77-062/03L-Q. 

SMALLER, D.v,   Indiana  t,  Michigan  Power  CD.   79/12/11.   lp. 

— 7912170252  LER  79-06 1/O3L-0: on  791  ill.  during  startup. steam  generator  4 
steam  flow  channel  1  indicated  217.  lower  than  redundant, 
channel. Caused  by  nil  leak  from  bellows  to  transmitter  body 
causing  drift  out  of  spec.  Transmitter  replaced. 
DELONO.S.D.   Indiana  &  Michigan  Power  CD.   79/13/11.   lp. 
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— 7912170237   LER    79-062/O3L-0;  un    791 1 1 1.  inoperab  1  e    steam    flnui   channel     1 
taken  out    of    trip    condition    during    invastis  ation   of   channel 
spec    readinj.  Caused    bg    Incorrect    panel    indicator    labeling. 
Channil    placed    in    trip    mod*    t.    labeling    corrected. 
DEUONO.B.D.        Indiana    k   Michigan    Pokier    Co.        77/12/11.        3ff. 


DOCKET    aO-31i   DONALD   C.     CODK   NUCLEAR    POWER    PLANT.     UNITE 
F.     Security,    medical,     emersencg    t-   fire    protection    plan* 


7912200023    EHscuins    HRC    7911O9   masting    rs    emergency    preparednasj    team 
review  ob  jectSves-.  Provides    guidance    for    improving    license* 
emergency    preparedness    t.  assuring    capability    of   offslte 
agencies    to   t-*e    appropriate    emorgoncg    actions.        „,.,._,        _- 
QR1MES.B.  K.       EmHrnencg    Preparodness   Task   Force.        79/11/23.       3Qpp. 

G.     Adjudieatory    correspondence 

7912110030   Confirm   receipt    of    end    790329   petition    to   suipend   OLs    for 
all    PWFt».  Forwards  FR    notice    Indicating    that    petition  will    be 
treatad    in  accordance    U/10CFR2.  S06.  .,..„„        , 

DENTON.H.R.       Office   of    Nuclear    Reactor    Regulation.       79/11/23.       Ip. 

—  7712110126  Notice    of    request    for    action    pursuant    to    10CFRZ.  20t  re- 
Environ  Coalition    on  Nuclear   POUJBT    79O329    petition 
requesting    suspension    of    all    OL»    for    PWR«.  _„,..„-, 

HULLEfl,  D.  Ft.       Office    of  Nuclear   Realtor   Regulation.       79/11/23. 
3Bpp. 

1.     Financial    Information 

7912270&04   Forwards    articl*    of   m*rgnr    filed    ij/State    of    IN  b   certificate 
of    meroer    filed    w/Stabe    of    MI. 
BOLAN.J.  E.        Indiana    b  Michigan   Fouor    Co.       77/12/17.        16pp. 

P.    Operating    license    itage  documents    R  correspondence 

7911090249    "Bummarij   of    Operating    Experience   W/Recirculating    Steam 
B-eneratoira.  " 
EIBENHUT,  D.O.  Division    of    Operating    Reactors,        NURE-Q-0523. 

79/01/31.       H9pp. 

7912030175  DiBcuis.es   KRC    review  of   LEHt    S.   Tech   fljiec   requirement!   re 
control   RPI    ««»   at   WostingtiousB    PWR-s.  Roqueats  Tech    Specs 
reviiu  to   ensure   requirement    for  rod    main*    to  ulthin    +/-    IB 
steps    indicated   &  RPI    *tjs    verified    accurate  within    12   iteps. 
SCHHENCEH,A.  Operating    Hoactor*    Branch    1.       79/10/29.       7pp. 

7912100189  Dlscusse*    NRC   791101    meeting    ui/rs-prBS  entati  V»B    of  NBBS 
vendors   &    *u»l    supplier*    re    discussion    of   respective 
portions    o-f   ECCS   evaluation   models    dealing   ta/fuol   cladding 
swelling    i.    incidence    of   rupture.  Vendor    responses    en-cl. 
EISENHUThD.  0,         Division   of   Operating   Reactors.       79/11/O9.      ASpp. 

—  7?  12  1  00355   Responds    to  NRC   791101    request   re   noncomp  1  ianef   of 

Hflftinghouse   ECCB   Evaluation    modal    undir   r>quir«ment« 
of    10CFR90  App   K.  Evaluation    of    three    fuel    rod    models 
indicates    no   safety    pT-oblems    for    Meetinghouse    plentl, 
ANDERBDNj  T.  M.       HBttinohouee    Electric    Corp.       79/11/02.       4pp. 

—  -7912100330   Responds    to   me   791101    renuest   re  ORNL  cladding    suellinu  t 

•rupture    data.  Devi  BUI   of   analgtical    models    &  testt    Indlcdtes 
eonpllanc*   u/lOCFRSO  App    K.A11   OE   speci    for    calculated    peak 
cladding    temp   remain    unchanged. 
BUCHHOI.J.R.  H.       fteneral    Electric   Co.       79/12/07.       2pp. 

—  7912100407   Forwards    response    to   NRC  791101    request    re  rod    burst    test 

d*t«.  Concludes  that  data  properlg  reprisertted  bg  fuel  models 
used  In  vendor  evaluation  models  d  that  analyses  demonstrate 
•  11  criteria  of  10CFBSO.  46  satisfied. 

OH9LEYiO.F.  E»ion  Nuclear  Co.  i  Inc.  (subs,  of  Enon  Corp.). 
79/11/02.  5pp. 

—  7912100484  Foruard*   addl    info   r»    evaluation    of    impact  of    NRC    proposed 

rupture  /block  age  moJtl    u*«d    In  vendor    evaluation   model. 
Ho   adverse    Impact    from  new  rupture  burst    data    or    uie    of  NRC 
rupture/btoclage  modal    an    licensing    talcuUtion  reiulti. 
OMSLEV.O.F.       Enon   Nuclear    Co.,     Inc.     (sub*,     of   Eiicon   Corp.l. 
79/11/O4.       22pp, 

79120*0176   BumaiaTK    of   79111B    telcon    u/utll    r«    Implenentatton  of   L»*«ons 
Le-arneil   Task  Force  recamfli»rnf*tlons, 
HIOOINTOH,  D.  Operating   Reactor*    Branch    1.       79/11/21.       4pp. 


7912030054  Suramarg    of    791119    telcon    u/licensee   re   791024   response    to 
NRC    790913    Itr.  Informed     licensee    of    lessons    learned     items 
for   uihich    proposed    schedule    for    Implementalon    is 

WIOQINTON.D.  Operating    Reactors    Branch     1.        79/11/21.        3pp. 

7913130409  Confirms    791129  meetinfl    to   discuss   NRC   regulatory  program 

for    protection    of    public    health    &    safetg    re    P'fnts.  -,„,,,, -i 

KEPPUER,J.Q.  Region   3,    Chicago,    Office    of    the    Director.  79/11/21. 

2pp. 

79122B0632  Confirms   791129  meeting    ui/magor    of    Bridgman.MI    fc   staff    to 
discuss   regulatory    program   for    public    health   *«   safety 
protection.  Tentative  agenda    end.  mi  not 

KEPPUER.J.  0.  Region   3,    Chicago,    Office    of    the    Director.       79/11/21. 

2pp. 

79120404B9  Responds    to   NRC   791030    Itr   re    implementation   of 
recommendations    contained    In  NUfiEO-0978. Supplements   previous 
responses   re   power    operated    rallef   valves,  safety    valves    t, 
Instrumentation    for    inadequate    core    cooling. 
DDLAN,  J.  E,       Indiana   b  Michigan   Power   Co.       79/11/26.       Bpp. 


7913170018  Submits    addl    info    re   analysis,  insp    S.   mod    of   main    feeduater 
sgs   at    plant. 
DOLAN,  J.E,       Indian 
Available  at  NT19. 


DOLAN* JPE*ntindl*na  J.  Michigan  Electric    Co.       79/11/24.       31pp. 


791H040S57  Informs  of  changes  in  operating  procedures  for  automatic  rod 
control  ma.  Changes  made  to  guarantee  that  plant  transient 
behavior  due  to  credible  control  rod  drop  event  mill  bt 


ulthin  plant  safety  criteria. 

.E.   Indiana  !<  Michigan  Pouier  Co. 


79/11/29,   3pp. 


79120402S4  Forwards    diagram   of    control    logic    for  RHfi   «YB    low   flow 
DDLANij.E.       Indiana   b  Michigan   Electric   Co.       79/11/30.       3pp. 

7912040404  Withdraws    790216    Itr    requesting    rellnf    fron   eo«mlt»ient    to 
perform   load   rejection    test,  Full    load    rejection    test 
performed    on  790721.  Test   rept   mill    be    sent   by    791231. 
DDLAN.J.E.       Indiana   t.  Michigan   Electric   Co,       79/11/30.       Ip. 


7912210134  Requests  quarterly  radiological  assessments  to  NRC,  If  Tech 
Bpecs  2. 1.  l.h  t  2,  4.3c  of  App  H  are  eicetded  or_var«_w/«ode. 

8CHHENCER.A.     Operating  Reactors  Branch  1. 


79/12/04.       2pp. 


791211030S  Discusses  monitoring   of   containment  radiation   In  content  of 
purge    »g«    operation. Design    juitifled    in   using    control    grade 
radiation  monitorinfl    equipment    sine*   containment    ventilation 
isolation    not    relglng    solely    on  monitor    Initiating    signal*. 
DOUN,  J.  E.       Indiana  i  Michigan   Electric   Co.       79/12/O3.       3pp. 

791211031S  Submits    revised    schedule    for    final    rapt*    on   results    of 
facility   analytical    evaluation.  „,.„,„, 

DOLAN,  J.E.       Indiana   (c  Michigan   Electric   Co.       79/12/07.       3pp. 

7912120404  Foruardi    addl    info    for   mode    to   juxlliarg    feeduater    sui   r» 
790009   amend   request. 
DDLAMrJ.E.       Indiana   t.  Michigan   Electric   Co.       79/12/O7.       9pp. 

7912270018  Forwards   Amonds   34   h    19    to  Licenses    DPR-Sfi  *  DPR-74, 
raspectlv«lg>  saf«tu    evaluation   fc   notice    of    Is-suanca   t 

BCHHENCER,  A!*'         Operatlna    Reactors   Branch    1    tPre    7910301.       79/12/07. 
2pp. 

— -79182700BI   Amends   34  l<    19    to   License*   DPR-9B   t  DPR-74,  respectively- 
requiring   max   allowable    containment   purge    isolation  valve 
closure    tines    to   be   reduced    from    1O   to    9-s. 
8CHWENCER.A.          Operating   Reactors   Branch   1    <Pre  791030). 
79/12/07.       12pp. 

— 791BB70023  Safely    evaluation    supporting    Amends   34   l>   18   to   Lieeniea 
DPH-BB  fc  DPR-74.  ritpactively. 
*     Office  of  Nuclear  Reactor  Regulation.      79/12/07.      6pp. 

— 7912270024  Notice  of    Issuance   It    availability    of   Amends   34  tt    13   to 

License   DPR-59  tt  DPH-74,  respectively.  ,„..».,, 

BCHWENCERiA.  Operatinn   Reactors    Branch    1    tPre   791O30). 
79/12/07.       2pp. 

79121B0390  Forwards   response   to  791030   Itr  re  requirement!   for 
auxiliary    faeduater   sg*    identified    during   Bulletins   It  Orders 
Task   Force   review   of    operating   reactor*.  Valves    loeltad    or 
•  ••led   8<  mod   to   feedpump   train  to   be   completed. 
DOLAN-J.  t-.       Indiana   t.  Michigan  EUetric    Co.       79/12/11.       6pp. 
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791210043*  Foruardi   addl    into    for   771102  Tech   Spec    change   reqUB*t*< 
Including    deicrlptlon   of  FSAR   analuii*   r*»ult*.  Alio    include! 
HCAP-9S6A.    "Nuclear  Duign   &  Cor*  Hgt    of  DC   Cook    Unit  3. 
Cifde   a.  "   R»pt  withhold    Cr»f    10CFR2.  790). 
DOLAN.J.E.       Indiana  b  Michigan   Electric    Co.      79/18/11.       3Bpp. 


7912100436   Forward!   IE  Circular   79-24,    "Proper    Installation   &  Cnl  Ibr   of 
Can   Bpraij   Plpi  Break    Dettctlon  Equipment    on    BURi.  "  No 
written   reipnnsa  riqulrvif. 

KEPPLER>O.  0.  Region  3,    Chicago.    Offlc*   of    the   Director.       79/11/2*. 

Ip. 


791B27043J   Forward!    Info  re  voltaga    lave!    at    lafetu    bu»n,  itartup, 
•hutdoun  li  accident   loading   high  b  low  voltag*  condition 
Cd*tt   It  traniforair!   capacity,  In  ra*ponae    to  79080 B    Itr. 
H/over*iit   drawing    et   ilmplified    offilto   pow*r   lourem. 
DOUW.J.E.      Indiana  fa  Klehlgan  Electric  Co.      79/12/17.      40pp. 

7912300309  Riquait*   deletion   of  Llein**  Condition*    3.  A  i   3.  B    of  OL 
Aeand.  A.  Requirement*   for  Agaitat   7000  tarlai   ral*u*    It 
praoeure   twltchei   fulfilled    par    and    ta«t  raiulti. 
WUW.  J,  E.       Indiana  t>  Michigan  Electric    Co.       79/12/19.       Bpp. 

— 7T1SSOOS1B  "Dvnanic   Evaluation  Tttt  Program  on  Sapetv    Injection  SUB 
P«r,»l,  Auiillarg   Relay  Panel   li  Hot  Shutdown  Panel.  " 
FOM-EFt,B.,B.      Wgle  Laboratorlei.      79/11/19.      117pp. 

— 7912300919   "Selmic   Simulation   Ic  Radiation   Tint  Progran   on  Seven 
Pranura  Switch  ••.  " 
THOflNBEBRY,  R.      Kyle  LahDratorlai,       78/10/26.       B9pp. 

79iaO7O2fl4  Subnlti   addl    Info   re   current   itatu*   of   four    roquironant*   of 
NUNC0-097B  concerning    direct    indication   of    lafaty    valv> 
pocltiuni lubcooling  meteri  *u*   Integrity   for  high 
radioactivity  fc  poit-accldent  lanpllng. 
HUNTER.  R.B.      Indiana  Ic  Michigan  Electric  Co.      79/12/19.      6pp. 

791 8370298  Forward!  reiponie    to  NRC  791810  raqu««t    for    Info  required 
far    •valuation  of   licentie   retponia    to   TNI   Lenonft  L-earnid 
T«»l<    Force  r*coiMiendatloni.  Dvaniie   drawing*   aval  lab  It    In 
Cantral  Filei   onlu. 
DOJW.J.E.      Indiana  fc  Michigan  Electric   Co.      79/12/26,      8pp. 

0,     Inspection  report*)    IE  Bullatlni  t  corraipondence 

7912UOB97  Forwardt   IE  Imp  Repti  00-31S/79-23  t  3O-31i/79-BO  on 
7*K)903-1009  fc  notlc*  of  violation. 

HEIBbMANiR.F.  Region  3,    Chlcagoi    Reactor  Operation*   Nucliar 

Support  Branch.      79/10/34.      2pp. 


7912140213  Faruardi    IE  Circular  79-23,    "Motor   Starters  !•   Contactori 
Failed    to   Operate."  No  written   nspnnte   riqulnd. 

KEPPLERr  J.  0.  Region  3,    Chicago.    DfPics    of    thi   Director.       79/11/24. 

Ip. 

7912110392  Natlfin    that  NRC    intendi   to  rootinelg    forward    to 
appropriate   itati   public   util   regulatory    groupi  b  itat*   attg 
general    efciicopln   of    ncalated   enforcaaent    corraipondenca 
cent   by   NRC   to    licenieei. 

HEPPLER,  J.  0.  Ftiglon  3.    Chicago.    Office    of    th«   Director.       79/11/2B. 

Ip. 

791219022B  Forwardi  IE  Bulletin  79-S7,  "Lou  at  Non-Clan  IE 
Initrunentatlon  t>  Control  Poutr  Syi  Bus  During  Operation.  " 
Mrlttan  r«*ponie  required. 

KEPPLER,  J.  0.  Region  3.    Chicago,    Off  It*   of    the   Director.       77/11/30. 

Ip. 

7912200036  Raipondt   to   IE  Bulletin  79-17.  Revliion   1.  Nondailructlva 
Bianlnatloni  conplitid  791121.  No  «tri*«  corroiion  cracking 
found.  Forwardi   Hit  of  addl    piping  run*    falling   under  NRC 
definition   of   itagnant  borated   water   linai. 
DDLAN<J.  E.       Indiana  b  Michigan  Electric   Co.       79/11/30.       3pp. 

7912140043  Forwardi   flow  diagram   for   iniervice    Inap   progria  ftr  HStC 
791031   rvqueit.  Drawlngi  available   In  Central    File*   only. 
MALuNEY,  0.  P.      Indiana  b  Michigan  El  oc  trie    Go.      79/12/O&.       3pp. 

79121400B7  Forward*   IE   Info  Notice  79-30,     •Reporting   of  Dafact*    b 
Nonconpllanceii  10CFH21.  "  Ho  action  or  raiponsa  rnquired. 
KEPPLER.  J.  0.  Region  3,    Chicago.    Office    of    the   Dir«c.tor.       79/12/0*., 


7912200127  Forward*    IE  Bulletin  79-SB,    "Poiiibla  Malfunction    of   Nanco 
Model   EA1BO  Unit  Sultchu  at  EUvatid    T«np-a.  "  Action 
required. 

KEPPLER,  J.  0.  Region  3,    Chicago,    nmce    aP    the   Dirictor,       79/1C/1O. 

lp. 


-~79121102i3  Notici   of  violation   from   ln»p    on  790903-1O09. 

*  Region  3,    Chicago,    Office   of    th>   Director.       79/1O/22.       lp. 

—7912110271    IE   Imp   Repti   90-319/79-23  Ic  90-316/7*7-20    on   790903-1005. 
Honconpllance   notad; active  welding    pernit  not    algnad    by 
ufell   contt  iaf*tu   coordinator  ti  imp   rnpt*  not  revliwad  by 
plant  tiuclaar  h  lafaty  ravlew  cawnittee. 

MABSC.R.E. ,    BDVD.D.C.  Region  3,    Chicago,    Offlc*    of   tha   Director. 

79/10/22.      9pp. 

7?iaO70107  Rivpond*   to  IE  Bulletin  79-24,    "Frman  Lin»*. "  Adequate 
•aaaurei   taken   to   prevent   froien    line*   during    extranalg    cold 
w*4feher. 
DOLAN.J.E,      Indian*  Ic  Michigan  Powtr  Co.      79/11/09.       2pp. 

79tSSH>OA87  Reipond*   to   IE  Bulletin  79-24.    "Frottn  Llna*.  "  Adequate 
naaiiurii   taken   to   prevent   freeilng    during    ejitreMalu    cold 
UBflther. 
DOLAM>J.E.       Indiana  l<  Michigan  Power   Co.      79/11/O9.       2pp, 

791209O103  Forward!   IE  Circular  79-22,    "Stroke  Tina*   for  Power  Operated 
R»ll«f   Valvet.  "   No   r**ponie   required. 
HEPPLEH,  J.  g.  Region  3,    Chicago.    Office   of   the    Dtrflctor.       79/11/16. 


7912270337   Confirm  791219  verbal    rapt   to  RE   Haiti   r«  nonconf ormance    in 
lotall    piping   igi.  Analvtl*    indicated    that    1— inch   pipe  between 
priaarv    piping   b  ixceic    lit-dawn  heat   aichang*r  would    be 
•trailed    above   yield    limit    In  event  of    aarthquakt. 
SMALLER,  D.  V.       Indiana  (,  Michigan  Powir   Ca.       79/12/2Q.       lp. 

R.    Pirlodlc    operating   reporti  b  r* luted  corTe>>pondenci 

79122B0921   Forward*  annual   itatiitlcal   rapt    of    eipoiure*    for    1979. 
Llcenie   SUB-117&  did  not  eiplr*  until  79OT30.  Sane  ript   being 
tubnlttad    for  Licaniei  BUB-1174, DPH-5B  &  DPR-74. 
SHALLEfi,  D.  V.      Indiana  l<  Michigan  Power  Co.       79/12/20.       lp, 

— 79123B0924  Submit!    itatiitical    rapt   of   avpoaurii    far    197B,  Errors 
diicavared    in  790309  »ubjnltt»l.  Data  r»»mlg*li    hai   ahowii 
difffrnncf*  re  number  of    individual*   &   dlatrlbutlon   of 
doiei, 
BHALLER, D. V.       Indiana  b  Michigan  Pou«r  Cm.       79/09/21.       lp. 

S.    Reportable  occurrencei,    LERi  ti  related    carraapondenca 

7912040379  Forward*  LER  79-O3V/03L-0. 

8HALLER.D.V.      Indiana  fc  Michigan  Powir   Co.       79/11/2B.       lp. 


771B09O130  Forwardi   IE  Circular  79-22,    "Stroke  Ti*a<   for  Powar  Operated 
Roliaf  Valvei.  "  No  reiponit  required. 
KEPPUER,  J,0.  Region  3,    Chicago,    Office   of    the   Director.       79/11/16. 


791910O209  Forward*   IE  Info  Notice  79-23,    "Overloading    of  Structural 
El«Mnt>  Due  to  Pipe  Support  Load*.  "  No  raipon*i  required,' 
KEPPLER,  d.  0,  Region  3,    Chicago,    Office   of   the   Director.       79/11/16. 

lp. 

7?  1  21  10982  Forward*   IE  Info  Notice  79-29.    "Lou  of  Non«af  »t«-«tl*ted 
B»»c*or  Coolant  8««   Instrumentation  During  Operation.  "   Mo 
•pceiflc  action  or  retponit  requlrad, 
KEPPUER.J.B.          Rtplon  3,    Chicago,    Office  of  tht   Dlrtttor.      79/11/16, 


—7712040376  LER  79-039 /03L-0:  on  791031, contalrmtnt  air  particulafei 
detector   trlpptd    on    lau  flow  while  plant    wai   in  Hods  6. 
Caund   by   flow  trip   culteh    In  nonv*rbical    petition.  Propir 
air  p*rtlculatt   flow  aitabllihed. 
DELONO.B.D.       Indiana   b  Michigan  Powti-   Ce.       79/11/2Q.       2j>p. 

7912040424  Faruardi  LER  79-03B/0 1T-0. 

BHALLEff,D.V.      Indiana  I,  Michigan  Powtr   Co.       79/11/2B,       lp, 

—7912040430  LER  79-033/017-0: on  791114- boron    injection  flow  path  wa* 
inadvertantly   Made   inoperable   to   perform    curveillancB 
tittlng.  Cauted  bg  charging  line  being   out  of  *vc   for  *<j* 
oiod.Fuol    elinent  altered. 
CHADUELL.H.H,       Indiana  t  Michigan  Powar  Co.      77/11/29.       2pp. 


7?120SO340  FortMrdi   IE  Bulletin  79-2*&,    "Boron  Lou  FT  on  BUR  Control 
Hlada*.  "   No  ra*pon*«  required. 

KEFPLERfJ,  0.  Region  3,    Chicago.    Office   of   the   Director.       79/11/20. 

*"• 


7912070391    Forward*  LEH  79-04 0/03L-Q. 

SMALLER,  D,  V.       Indiana  &  Michigan  Power   Co.       79/11/30,       lp, 
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— 7913070396    LER    79-O40/O3L-0.  or    791 101 .  dur  ing    refueling    operations 
reactor    vessel     head    unbolted    w/one    source    range    neutron    flui 
rannitor    inoperable.  Cauied    by    deficient    refuelino    procedure. 
Procedure    to    be    revised.  -.„,..„_„         , 

CHADHELL.H.  M.         Indiana   b   Mich  igan    Pouer   Co.        79/11/29.        lp. 


7912070370   Fc-ruiardi    LER    79-041/03L-0. 

SMALLER, O.V.       Indiana    !<  Michigan  Pouor    Co. 


79/11/30.        lp- 


— 7912070379    LEU   79-041 /G3L-0:  an  791 101 .  (luring    surveillance    testing, 
hydrogen    recombiner     1     failed    to    Increase    temp    as    required    bg 
Tech  Spets.  Cause    unknown,  Troublenhoo  t  ing    in    procure  »»-  repair* 

to    f  ol  1  Qbl. 

WIZNER.D.G.         Indiana    £<   Michigan   Power    Co.        79/11/30.        lp. 

7912100277    Forwards    LERs    79-042/03L-0   6    79-043/Q3L-U. 

5HALLER,  D.  V.         Indiana    ti   Michigan   Power    Co.        79/IH/O3.        lp. 

— 79iatOQ2B(.   LER    79-O43/Q3L.-0;  on    791101.  while     in   Mode    b,  a/one    diesel 
generator    out    of    flve.lkv   inverter    bleu    fuse.  Caused    bu    loose 
bus   feetf    cable    short    circuiting    inverter   while    contractor 
personnel    mot-ted    on    inoperable   generator. 
*      Indiana   &   Michigan   Pouer   Co.      79/12/03.       2pp. 

— 791S10029L    LER    79-Q43/03L-O:  on   791 102,  during    surveillance    in  Up- cracks 
discovered    tn    rubber    of    ice   condenser    diviner    barrier    seal. 
Cause    It   corrective    action   under    study. 
WIZNER.D.G.        Indiana   E,  Michigan  Pomer   Co.       79/13/03,       lp. 


7912130312   Forwards    LER    79-Q44/03L-0. 

•SMALLER,  D.  V.        Indiana-   t.   Michigan   Fouler    Co. 


79/12/07.        lp. 


—  791S130322   LER    79-044/O3L-0:  on   791035,  during     transfer    of    Fuel, 
surveillance    requirement    for   potential    impact    energy    of 
crane    load   wits    not   completed.  Caused    by   misunderstanding    oF 
new  Tfrth    Spec, Refueling   procedure   change    iniliatad, 
WIZNER.D.G,        Indiana    &   Michigan   Poiusf   Co.        79/12/07,        lp. 

7912170260   Forwards    UER    79-04S/03L-0. 

SMALLER,!),  V.       Indiana   &  Michigan  Power    Co.       79/12/13.       lp, 

— 7912170271    LER    79-Q49/03L-0:  on    791 1 13.  penetration    provided    .access 
from  containment    to  auiiliary   bids    atmospharu   contrary    to 
Tech   Spec-s.  Caused    b«    repair   of  bonnet   romcrvsd    from   hand 
valvo.  Valve    uorfc    suspended. 
LEASE.  R.B.        Indiana   &    Michigan   Pouer    Co.        79/13/12.        2pp. 

791S2705<50  FoTiuards   LEU   79-046 /03L-0  !i  LER   79-Q47/03L-0. 

SMALLER, D.  V.        Indiana    E<   Michigan   Punter    Co.        79/12/19,        lp. 


7912200062   Discusses    fire    protection    tost    procedures    to    qualify    cable    b 
pipe    penetrations.  Lists    issues    that   mill    not    be   resolved    by 
test.  Ho    objection    to    use    of    test   to.    obtain    addl    info    on 
capability    of    cable. 
LAINftS.G.  Plant    Systems    Branch,         79/11/29.        2pp. 

79122oO22O   Forwards    responses    tn    Paragraphs    3.19,3.1.20,3.2.1,3.2.2, 
3   2   S   fc  3.  2.  9   re    fire    protection   HER   &   amends    tn   DL.  Balance 
of    response    to   Paragraph    3.2.1    delayed    due    to  manpower 
commitments    oF   Ttll    requirements.  ,.„,„.         „„„ 

LUNDVALL,  A.E.       Baltimore   Oas   t.   Elactric    Co,       79/12/21.       350pp. 

7915310338  Forwards    nversiie    drauinga    uf   Figures    1-11    for    fire    haiards 
analuel-s   of    fire    protection    safety    ovaluatlon.  Remaining    item 
will     bo    completed    by    800111.  ,,„,„., 

LUNDVALL,  A,  E,        Baltimore    Oas    K<   Electric    Co.        79/12/37.        lp. 

— 7912310431    "Fire   Hatards   Analys is:  Au<  1 1  iaru   Dldg, Elevation    (-18   't-0 
inches. (-110   ft-0    Inches    fc    t-)13    ft-0    Inches, 8>f*   Shutdown 
Enulpments   Ei  Raceway   Locations."    Figure    i. 

*  Baltimore  Oas   t.   Electric    Co.       79/12/37,       lp. 

— 7913310182    "Fire   Haiards   Analysis;  Containment   d  Audllary    QldgiUnit    li 
Elevation   S    ft-0    Inches  6    1O   ft-O    inches. Safe   Shutdown 
Equipments  &  Raceuau   Locations.  "    Figure   2. 

*  Baltimore   Oas   Sc   Electric    Co.       79/12/27.       lp. 

— 791S310490    "Fire   Hazards   Analysis:  Containment    !<  Auxiliary    Bldg.Unit    1, 
Elevation  27   ft-0    Inches. Bafa   Shutdown  Equipments   fc  Raouiay 
Locations.  "    Figure    3. 

*  Baltimore  Oas  S<   Electric    Co,       79/12/27.       lp, 

— 7913310496    "Fire   Haiardfi   Analysis:  Containment   i  Aualllarij    EldgiUnlt    1. 
Elevation   49   ft-0    inches, Safe   Shutdown   Equipment   fc  Raceway 
Locations."    Figure   4. 

*  Daltimore  GOB   t(  Electric    Co.       79/12/27.       lp. 

— 7913310502    "Fire   Haiords   Analysis: Containment   d  Auxlllry    Bldg.Unit    1, 
Elevation  49   ft-0    inchesjSafo   Shutdown  Equipment   t.  flacewau. 
Locations."    Figure    5. 

*  Baltimore  Gas   t«  Electric    Co.        79/12/27.       lp. 

— 7912310811    "Fire   Haiavds   Analysis:  Containment   t.  Auiiliary    Bldg.Unit   8, 
Elevation   B    ft-0   inches   «.    1O   ft-0    Inchos.Bafe   Shutdown 
Equipment   &   Racouiay    Locations.  "    Figure  6, 
«      Baltimore   Oao   b  Electric    Co.        79/12/27.       lp. 

— 7912310525    "Fira   Haiards   AnalyB i s :  Containment   i<  Auxiliary    Bldg.Unit   2i 
Elevation   27   ft-0    inches, Bafe   Shutdown  Equipments   4  Raceway 
Locations.  "    Figuro   7. 

*  Daltimore  Gaa  i<  Electric    Co.       79/12/27.       lp. 


-7913270598   LEP.    79-046/03L-0:  on    7911 19,  during    ref  uaHtij),  sourc  a    range 
neutron   *  1  u  «.   monitor   N-31    fai  led.  Caused    btf    excessive 
moisture    In    detector   wells.  Detectors    replaced   *   dried. 
RI6CHLING.  J.  L.        Indiana  &  Michigan  Poiunr    Cn.       77/12/19.       2pp. 

-7912270602   l_Eil    79-047/O3L-0:  on   791 124i  durlnn    grid    danraded    voltage 
relay   calibr.  relay   27-1-aoi-AH   dropped    out   at 
none  conservative    value. Caused    by    lener   diode    fal  lure.  Diode 
replaced    t  r-elaij    recalibr. 
R1ECHL1NB,  J.  L.       Indiana  !.  Michigan   Pouter    Co.       79/12/19.       lp. 


-791331O530"   "Fire   Harards    Analys is :  Containment   ft  Auxiliary.    BldgiUnit  2. 
Elevation   43   ft-0    inches, SafH   Shutdown   Equipment   b  Racouay 
Locations.  "    Figuro   B. 
•      Baltimore  Gas   t.  Electric    CD,       79/J3/S7.       lp. 

-7912310534    "Fire   Haiards   Anal ysis : Containment   &  Auniliary    Bldg.Unit  B. 
Elevotic-n  69   ft-0    inches,  Safe   Shutdown   Equipment   h  Raceuay 
Locations."    Figure   9. 
«      Baltimore   Qas   S.  Electric    Co.       79/13/27.       lp. 


7913310343   Forwards    UER    79-043/03X-1. 

BHALLER.  D.  V,       Indiana   &  Michigan  Row  or   Cn. 


— 7912310390    LER    79-04n/O3X-l:  on   791 103,  duri  ng    surveillance    Inap,  icn 
cnndenaer    divider    barrier   seal    Found    to    have    cracHs    in 
rubber.  Caused    lij    ciceasivc  tompression    during    installation. 
Seal  ping    replaced    in   manner    limiting   compression, 
HIINER.E.O.       Indiana    &  Michigan  Femur   Co.       79/12/HJ.       lp. 


-791E3105tI    "Flra    Haiarda   Analysis:  Water   Treatment   Area, Warehouse   & 
Intake  Structure.  Uni  t    1.  Saf  e   Shutdown  Equipment   fc  Raceuay 
Locations.  "    Figure    10. 
«      Baltimore  Oas   &  Electric    Co.        79/13/27,       lp. 

-791B310544   "Fire   Hazards    Anal ysl B : Water   Treatment   Area, Warehouse  i 
Intake   Structure,    Unit   a,  Bafe    Shutdown  Equipments   l<  Raceuay 
Locations.  "    Figure    li. 
«      aaltlmore   Qas   Si  Electric    Co.       79/13/27.       lp. 


BDCHET  30-317  CAL.VERT  CLIFFS  NUCLEAfl  POWER   PLANT,     UNIT    1 
F,     Security.!     (nodical,     emergency    t.   five    protection    plan* 

7912H00022   Discusses   NRC    771109   meati-nfl    re    emnrgeTlcy    preparednnss    to 
review  ob  jffctlves.  Provides   guidance    far    im-proving    liiensee 
emergencij    preparedness   &  assuring   capability    of    offslte 
agencies    tn    take    appropriate   emergency    actions. 
GH1ME9.B.K.       Emergency    Preparedness    Tasl   Force.       79/11/23.       30pp. 

7912040463  Notifies    of   delay    in  responding    ta   request    re  A3TM  E-119 
test  procedure.  Hsal  drawings  li  room-by-raom.  docurnentat  ion   to 
reflect    fire    safety  actions  underway.  Revised    sulmlttals 
uill    be   completed    by   791321, 
LUNDVALL,  A.  E.       Daltimore  Gas  t<  Electric    Co.       79/11/H9,       lp, 


0.     Ad judicatory    correspondence 

7912110038  Confirms   receipt    of    encl    790329  petition    to    suspend    DLs    for 
all    PHRs,  Forwards   FF1    notice    indicating    that   petition   will    !>• 
treated    In  accordance   tu/10CFR2.  SO6. 
DENTON.H.  R.       Office    of    Nuclear   Reactor  Regulation.       79/11/23.       lp. 

—7913110126  Notice   of   request    for    action   pursuant    to    10CFR2.  306  r* 
Environ   Coalition    on    Nuclear   Power   790329   petition 
requesting    suspension    of   all    OLs    for  PWRs. 

ttULLER.D.n.      Office  of  Nuclear   Reactor  Regulation.      79/11/33. 
3Bpp. 
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P.     Oparatlng    license    stage    documents    &   correspondence 

7911Q9O24B    "Summary    of  Operating    Experience   H/Hscirculating    ateam 
Oenar-ator*.  " 

EIBENHUT.  D.  0.         Division    of   Operating   Reactor*.       NUREQ-O523. 
79/01/31.       B9pp. 

7906010339   Notifies   of    status    of   rapt    on  reactor    cavltu.    annulus    seal. 
Moat   PHR    usart   ramove   ring    during   normal    operation.  Others 

•  tort)   teal   ring   in  raised   position   during   normal   operation. 
LAINAS.Q.  Plant   System*   Branch    (Pre   7910301.       79/O7/09.       7pp. 

7918120301    Informs    of    error    In   Figure    3.2-4    of   Tach   fipBcs    itiued    as 
Licen**   An*nd   39. Corrected    copy    encl. 

REID.R.  M.  Operating   Reactors    Branch    4    <PrB    7910303.       79/10/11. 

2pp. 

--79iaiMa07  Reviled   Pages   3/4   2-11   b   a~12   for    Tech    Bpecs   re    DNB  allot 
flux    offset   control    limit, issued   u/License   Amend   39. 
*  OpBratino   Reactor*   Branch    4    (Pre   791030J.       79/10/11.       Zpp. 

771817011&   Forward*    finding*   from   Nov    197B   "Power  Plant   Cumulative 
Environ    Impact   Rept. "   List    of    12    qu«stlon*   re    radloativa 
•fflUBnta   I,  spent   fuel   itonge  pools   enet. 
UINEORAD,  0.  H.      Maryland,    State   of.      79/11/06.      B7pp. 

77121BOQ97  NotiMti  of  conpletlon   of  review  of   iteaM  generator  uratsr 
hamnBr.  Approve*    proposad    changat    accompanying    installation 
of  L    tubBB. Tubas    can    effectively    mlnimiie    likelihood    of 
watar    haswter    event*.  Safety    evaluation    encl. 
LAINAB>0.  Plant  System*   Branch.       79/11/07.       2pp. 

— 791BteOO*a  Baftty    evaluation   re    steam   generator  water    hammer    in 
faaduater  sys   supporting  proposed   procedural   changes. 
B      Dfflct   of   Nucloar  Reactor   Regulation.       79/11/07.       8pp. 

7Y1&1001B9  DlscuiiB*  NflC  791101   ntB*tlng  u/r*prei«ntattv»i   of   NSSS 
VBninri   t   fuel   suppliers   r*  discussion  of  rasp«ctivi 
portion*    of   ECCB   •valuation  nodal*    dealing   w/fuel    cladding 

•  willing1    fc   Incidence    of  rupture.  Vendor   response*    encl. 
EIBENHUT,  D.  B.         Division   of   Operating    Rractors.       79/11/09.       69pp. 

— 79121002BB  Responds   to  NRC  791101   request  re  noneomp 1 tance   of 
UeBtlnghouse   ECC8   evaluation   model    under   raqulraments 
of    10CFR90  App   K.  Evaluation  of   thra*   fuel   rod  nodtU 
ir,dic*tBt   no    taftty    problems    for  UaitlngnousB   plants. 
AHDERaON,T.M,       HaBtlnghousB   Elactric   Corp.       79/11/02.       4pp. 

— 791S1O033O  Retpondt    to   NHC  791101    raquast   r*   ORNL   cladding    mailing    t, 
rupture;   data.  HavlBW  of  analytical   model*   h   t«*t»   indicate* 
compliance  w/lOCFRSO  App   K.  All    DE   *p*c*    far   calculated    peak 
cladding   teiap  rBnaln  unchangad. 
BUCHHOLZ.R.H.       Otneral   Electric   Co.       79/12/07.       2pp. 

— 791B100W7  Forwards   response   to  NRC   791101   r»nueit  ra  r&d   burst   to  it 
data.  Conclude*    that   data    properly    represented   by    fuel    model* 
u*Bd    in   vendor   evaluation  models  It  that  analyses  demonstrate 
all   criteria  of   10CFR90.  46  satltflad. 

OtfSLEYiO.F.       E««on  Nuclear   Co.,     Inc.     (subs,     of  E««on  Corp.). 
79/11/02.       9pp. 

— 7918100484  Forwards    addl    info   ra    evaluation   of    tup  act   of   NHC   propo**d 
ruptuT»/blockige  model   used   in  vendor   evaluation  model. 
No    adverse    l»p»ct    from  neu  rupture    burst   data   or   UB.B   of  NRC 
rupturo/blocfcaia  «odel   on   llcansing   calculation  raiults. 
DWBLEYiO.F.      Exxon  Nuclear  Co..    Inc.     (subs,    of  Ex  ion  Corp.). 
79/11/04,       22pp. 


79121-70364    Riipgndt    to   NRC   791107    Itr   TB    rBquirBments    for   aoiillarg 
faedwatar    iy*. Third    pump    train  uill    be   added    to   enhance   BUI 
r*li*bll  itg.  Project   cannot   bo   coinjiletBd  within    1    ijr. 
LUNDVALL.  A.  E.      Baltimore  Oas   &  Electric    Co.       79/12/13,       3pp. 

7912190403  Submits   reiponae*    to   ipecific    items  re   containment  purging   b 
vtntlng    In   roiponitB    to  NRC  790927  tt   1O23   Itn.Utll    comnlta 
to   operation    In   conformance  ui/tntBr>im  position   in   NRC  791O23 
Itr.DeiJjn  revlau   of   purge  Si  vtnt  valvus    pirformed. 
LUNDVALL,  A.  E.       Baltimore  On   fc  Electric    CD.       79/12/14.       3pp. 

7912190497  Respond*    to    follouup    action*   VB   TMI-2  LossnnB    Learned    Task 
Force    rBCOmmandatians. Providss    interim  commitment   for 
coverage    at   accident   assessment    function, pending    upgrading 
of   operators    licante   hnlderi    to   *  on  lor   operator!. 
LUNDVALL.  A.  E.       Baltimore  Oas   &  Electric   Co,      79/12/14.       3pp. 

791B2704O4   Supplements  response    to  TMI   Lessons  Learned   Task    Force 
r»quiromentt.  Addl    info  re   operator    llcenie   holdarm   uill    be 
added    to    Bach   shift    to   provide   coverage   of  accident 
aiiBiimant   function. 
LUNDVALL.  A.  E.      Baltimore  Oas   S>  Electric    Co.      79/12/14.       2pp. 

7912270416  Provides    committment    to  NHC    interim  position    for    purge  & 
vent  v*lva   operation   pending   verification   of  valve 
oparablllty   under   DBA-LOG A   loadings.  D»slgn  review   indicates 
valve    operation  ui/advquatB    shutting    torque. 
LUNDVALL,  A.  E.      Baltimore   Oas   &  Electric   Co.      79/12/14.       3pp. 

79132SO&34   FtespondB    to   791106    Itr  re   effects   of  radioactive   releases 
into   ChBBapeake   Bay   &  *tmaiph«rn.  Releases   within   Tech   Spec 
limit.  Specific   anaunr*    to    12  questions    end. 
DENTON.H.  R.      Office   of  NuclBar  Reactor   Regulation.       79/12/17.       7pp. 

— 79122BO&41   Forwards   safety    evaluation   doiunnntina    onalusli    of   potential 
ri*k«   *t«ociat»d   u/LNO   ship    traffic    in  ChesapialiB  Bay. 
Likelihood   of   LNfl  accident   resulting    In   significant 
radioactive  relaBie   acceptably    laui. 

REID,  R.  H.  Operating   Reactors   Branch   4    (Pre  7910301.       7B/06./13. 

3pp. 

—7912280646  Safety    evaluation  re    likelihood   of  LNQ   accident   resulting 
in   vignlficant    radioactive   relean. 
«     Office  of  Nuclear   Reactor  Regulation.      7B/06/13.       16pp. 

Q.     Inspection  reporti,     IE  Bulletin*   t  correipondenca 

7912060022   Foruarili    IE   Insp   Rept   SO-317/79-09  on  79061B-21.  Mo 
noncontpllance  noted, 

CARLSON,  R.  T.  Region    li    Ptiiladelphl*.    Reactor   Construction  S< 

Engineering  Support  Branch.      79/09/29.      2pp. 

—7912060026  IE  ln«p  Rapt  30-317/79-09  on  79061B-21.No  noncompl lance 
noted.  Major  araas    impacted:  activiti  t»  re    IE  Bulletin  79-02, 
DURfi,  J.  P.  Region    1,    Philadelphia.    Office   of    the  Director. 

TRIPP.L.E.  Region    1<    Philadelphia,    Reactor   Construction  tt 

Engineering   Support  Branch.      79/09/B1.      3pp. 

7912030021    Forward*    IE  Circular   79-22,     "Stroke   Tim»«    for   Power  Optra ted 
RtHef   V*lve«.  "   No  response  required. 

ORIER.Q.  H,  Region    1.    Philadelphia,    Office  of   tha   Director. 

79/11/16.       Ip. 

7912050230  Forwards    IE   Info  Notice  79-27,    "Steam  generator  Tubi 
Ruptur*!    at  TUB  PWR  Plants."   No  raspanse  required1. 
QRIERiB.H.  Region    1,    Philadelphia)    Off  ten   of   tha   Director. 

79/11/16,       Ip. 


7912180268   Buounary   of  791029  meeting   w/C-E  oyner*  group  rt  asymmetric 
LQCA    In*  A*. 
MDSFDRD.B.  B.          Enntneer  ing   Branch.      79/11/20,      4pp. 

791B130274   Forward*   tupplentntaru   response   to   followue   actiont 
rBtultlnf,  froei  TMI  -8  incident  re   shart-terM  lemioni   learned 
r  aqu  ireaif'ntt,  Provid»t   lMplBH*ntatlon   tchedule, 
LUNDVALL.  A.  E.       Baltinore  Oae    It  Electric   Co.       79/12/09,       3pp. 

7913310470   Forward!  riituBtt   for   addl    Info  ra  contain/went  pupg«   «ui   to 
Bvaluatlon   of  Blac'trlcal   ovtrrlda/buposs  aipBcti. 
Plant  Byit*ait  Branch.      79/12/06.      3pp. 


7912120369   DitcuBaaa  hydraulic   tnubheri  u/  common   rBiarvoirs,  R*plac»nint 
of  catMan   rtBvrvolrt   H/indlvldu*l   ra«ervoln   In  prograsB. 
RBBMlntng   replacBe>»nti  will   bt  coatpltrttd   during  n*«t 
rafueiltnp    outaga, 
LUNDVALL.  A.  E.       Baltimore  0«s   I.  Electric   Co,       79/12/07.       Qpp, 


7912100109  Forward i    IE  Info  Notice  79-28,     "Overloading    of  Structural 

Elements   Due   to   Pipe  Support   Loads."   No   responia   required. 

DRIER,  B,  H,          Region  1,    Philadelphia,   Office  of  the  Director. 
79/11/U.      Ip. 

7912110374   Forward!    IE   Info  Notice   79-S9,     "Lois  of   Nciniafatu-Related 
Raactor    Coolant  3yt    Instrumentation   During  Operation."    No 
•  peclflc   action  or  reiponn  r*quir«d. 

ORIER.B.H.  Raaion    1,    Philadelphia,    Office,   of   tha  Director, 

79/11/19.       Ip, 

7912090S17  Forward*.    IE  Bulletin  79-26,    "Boron  Lass   From  BUR   Control 
BladeB.  "  No  rttponie  required. 

ORIER.B.H.  Rajton    1,    Philadelphia.    Office   of    the   Director. 

79/11/20.       Ip. 

7912060969  Forward*.    IE  Circular  79-24,    "Proper    InitalUtion   tt  Callbr    of 
Cora  Spray  Pipe  Braak   Oetactlon  Equipnent   on  BUR*.  "   No 
rBtpoittc   requir*d. 

ORIER.B.H.          Raj  Jon   1,    Philadelphia,   Office  of   thB  Director. 
79/11/26.       Ip. 
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7912U0027    Forwards     JE    Circular    79-33.      "Motor    Star-tors    &    Contactors 
Failed     to    Operate."    No    response    rEquirsd. 

GRIER,B.H.  Region    1.     Pti  i  1  ade  1  p  ti  ia,     Df.n.e     of    the    Director. 

79/ll/2i.         If 

7912140213   Forwards     IE    Circular    79-23.     "Motor    Starters    t    Contactors 
failed     to    Operate.  "    No    written    response    required. 
KEPPLER.  J.  G.  Region   3.     Chicago-    Office    of    the    Director.       79/J1/26. 


— 79120n04H5   LER    79-O71 /03L-O.  or,    791  1 1 1.  reactor    tripped    doe    to    500    kV 
breakers    opening    fc    causing     loss    of    500    kV    transmission    line 
5053  !i   Unit    1    500   kV   bus.  Caused    bg   malfunctioning    solid 
atatc  relay    card    In    breaker    332-13  panel    replaced. 
HEIBEL,R.P.        Baltimore    Gas    fc    Eloctric    Co.        79/12/O4.        2pp. 


79120&O494    Forwards    LER    79-Q72/03L-0. 

RUSSELL, L.  D.        Baltimore    Oas    t   Electric    Co. 


79X12/04.        lp. 


7912190017  Forwards.  IE  Bulletin  79-37.  "Los*  of  Non-Class  IE 
Instrumentation  t.  Control  Pousr  3ys  Dua  During  Operation." 
Written  response  required. 

QR1ER.Q.H.  Region    1,     Philadelphia,     Office    of    the   Director. 

79/11/30).         lp. 

7912060358   Buojiii  ta    addl    response    to    IE    Bulletin    79-OIA.  Coils     in 
solenoid    actuated    unloader   valves    for    MS1V   Hydraulic    sys   of 
both    units    observed     to    be    enviromenta 1 ly    unqualified     for 
ailsbing    temp    ambient.  No    safety    haiard     involved. 
ASH.R.F.        Baltimore    Qas    fc    Electric    Co.        79/12/O1.        3pp. 


— 7912060499   LER    79-O72/03L-0:  on    791 1 14, breaker    552-43    tripped 
transmission    lino    5052    de-eneroiiBd    while    broaker    932-11    wn 
open  Possibly    caused    &v    personnel   working    on    relay    panel. 
HEtHEL.R.P.        Baltimore    Oas    fc    Electric    Co.        79/12/O4.        lp. 


7912130541    Forwards    LER    79-Q66/03L-0. 
RUSSELL.  L.  B.        Baltimore    Gas    i   Electric 


IP. 


— 7913130543   LEF1    79-066/Q3L-01  on    791 120,  conta  inmont    cooler     12    taken    out 
of    svc    to    repair    sticking    fan   motor   controller    handswitch. 
Cause    not    stated.  Spring    tension    on   switch    handle    adjusted. 
HEIBEU.B.  P..     BAUER, E.n.        Baltimore   Oas    6   Eloctric    Co.        79/12/10. 


79t231'Q2Q5   Forwards     IE    Info    Notice    79-30,     "Reporting    of    Defects 
Naneonpliancss.  IOCFR21.  "    No   action  required. 

QRIEfliB.  H.  Region    1.     Philadelphia.     Qffica    of    the   Director. 

79/12/06.         lp 


Forwards    LEFl    79-075/04T-0. 
RUSSELL,  L.H.       Baltimnre    Gas    ft  Electric   Co. 


79121^0731    Forwards    IE  Bulletin   79-3Q,     "Possible   Malfunction    of   Namco 
Model    EA1BO   Limit    Switches    at    Elevated    Terapa.  "    Written 
recponse    required. 

QRIER.O.H.  Region    1.     Philadelphia,     Office    of    the   Director. 

79/13/07.         lp. 


7912190469  LEU    79-075/04T-0:  on    791 139,  uiaste    neutralizing    tank 
overflowed    to   ground    in    unmonitored    discharge    against 
environ   Tech    Specs.  Caused    by    operator   error    in   reading    tanl 
level.  Procedures   revised. 
EHERTS.R.F.        Baltimore    Gas    t.    Electric    Co.        79/12/13.        2pp. 


7912280010   Respond*     to    IE    Bulletin    79-03,  Revision    3,     "Pipe   Support   Das 
Plate    Desions    Using    Concrete    Eipans i on   fine hor    Holts." 
Suppo-rts    using    structural    shapes    attached    directly    to 
concrete    u/eipdtis  i  on    anchors    mere    reviewoo    R    repaired. 
LUNDvALL,  rt.  E.        BJltimor*    Qas    !.    Electric    Co.        79/12/07.        2pp. 

7913300183   Forwards     IE    Irfo    Notice    79-3t.     "Use    of    Incorrect   Amplified 
Response    Spectra."    Ho   uintien    response   required, 
GRIEK.  B.  H.  Region    lj     Phi  Jailff  Lph  ia,     Office    nf    the   Director. 

79/12/13.        lp. 

7912I90571    Eubmits     14-dau     follouup    required    by     IE   DullEtinn    79-Ol/Olfl 
ro   nonqualified    elpctrical    cn.nponen  t.  So  1  Bnoid    valves    fflfg    by 
GkiTifier    Precision     !  ndu  str  t  es,  Elac  tr  i  c    Valve    Div    can    satisfy 
pressure    flow   &    environ    r  equ  1  ramentc-    Valves    on    order. 
LUUDVALL.  A.  £.•        Daltlmore    Gas    t<    Electric     CQ.        79/12/11.        2pp. 

R.     Periodic    operating    reports    i   related    corroap ondcnco 

791231O416  Foruiardi    monthli)    operating    repts    for    Nov    1979. 

D.        DaJtimore    Gas    tt    Electric    Co.        79/12/13.        lp. 


— 7912310410    Monthly    oporating    repts    For   tto\ 
KERSDHpS.D.        Djltimorp-    Gas    !<    Electric    Cc 


1979. 

79/1S/13, 


ISpp 


S.     HeportaSilB    occurrEnc 


LERa    £<    related    currespondence 


7912200fl56    PNQ-1-79-O1B:  on    791 107>  reactor    pouer    uoa    reduced    to    50V.   an 
result    of    observed    aaial    pouier    imbalance    t.    incraasnd 
d 1 f f avent i al    pressure    of    1.7    psi    acroBs    reactor    core,  Caused 
h-j    air    introduced     into    reactor    coolant    su/s. 

JG»HSQH,D.        Office    of    Inspection    I<   Enforcement,     Office    of    the 
Dimeter.        BEIMIO.R.  .     DRUMMER,  E,  J.  NRC    Regional    Offices.        79/11/09. 


79131BO597  Forwards   LER   79-069/03L-0. 
P.U9SELL,  L.  B.        Baltimore    Sas    !<   Electric 


—  79121604.02    LER    79-069/O3L-Q:  on    791  127,  ifurlng    ateadu    state    operation, 
rfleeel    generator    11    uas   removed    form   avc.  Caused    bu   noed    to 
repair    generator    fuel     oil     injector    supply     Una.  Line    replaced 
t.   dieiel    returned    to   eve,  Leak    marked    for    future   ref. 
LAG1EWBKI,  J.  S,  ,    HDSEDY.  D.  E.       Baltimore    Qas   e.   Electric   Co. 
79/13/13.        2pp. 


7912190609   Forwards    LEU    79-06B/03L-0. 

RUSSELL,  L.  Q.        Baltimore    Qai    !<   Electric    Co. 


— 7912190iI9    LER    79-06H/O3L-0: on    791 127, during    normal    steady    state 
operation, emergency    diesel    generator    placed    out    of    avc. 
Caused    by    need    to   replace    Hoffman   air   vent    float   valvu    which 
Pallet!    duo    to   normal   wear, 

LAQIEMSKti  J.  S.  ,    HU5EBY,  0.  E.       Baltimore   Oaa    &  Electric    Co. 
79/12/13.       2pp. 

791231O276  Submita    nonroufcine    i'ad  iolog  leal    environ    operatinn    rept   ro 
analysis    uf    oyster    samples    for    gamma-omitting    rad lonuc 1 i des, 
Samples    showed    vory    small    fractions    of    allowable    doses. 
STOUT,  J.  W.       Daltlmare   Gas   it  Electric    Co.       79/12/13.       lp. 


791231O351   Forwards    LER    79-074/O3L-0. 

RUSSELL.  L.  Q.        Baltimore    Gaa    t>    Elnctrie    Co. 


lp. 


— 771231O3S7    LER    79--074/03L-0:  on    791204- during    steady    stato    operationi 
diesel    generator    12   placod    out    of    HVC    for   repair   of    oil 
leaks.  Caused    by    Flare    !<   ferrule    fittings    coming    looae    due    to 
diesol    vibration.  Fittings    tightened    &   tubing   replacud, 
LAOIEWSKI,  J.  S.  ,    HUSEBY,  [>.  E.       Baltimore   Oas   fc  Electric    Co. 
79/11/aO,         lp. 


7913260063  Foruarila  rept, 
Distribution  Episode. " 
R-USSELL,  L.  B.  Daltimor. 


"Cycle    4.Preliminarij   flept   of    Power 
Oas    t-   Electric    Co.        79/11/13.         lp. 


DOCKET    30-31B   CALVEHT   CLIFFS    NUCLEAR    POWER   PLANT,     UNIT   a 
F.    BoLurity,     medical,     emergency    !<   fire   protection    plans 


— 7912260061    "Cycle    4.  Prol  iminary    Rent    of    Pounr    Distri  bufciot)   Episode. 
L1PPCLD,  W   J.        Baltimore    Oas    &   Electric    Co.        79/11/12.        llpp. 


791206O-153   Fnrmards    LER    79-06S/03L-O. 

RUSSELjL.  B.       Baltimore    Qas    t>    Electric    Co. 


— 7?l2O6043fl  LER    T9-063/O3L-0: on   791 113. d i eso 1    generator    12  taken  out   of 
sve    to    inspect    fi  corroct    governor    operation.  Caused    by    sludge 
dapccita    in    governor    assemb  ly,  Oovernnr    cleaned. 

HEIDEL.R.P.  ,     HU5EDY,  D.  E.        Baltimore    Gas    S.   Electric    Co.       79/13/04. 
lp. 


79120&04A9   Foruuirds   LER    79-071  /03L-0. 

RUSSELL,  L.  D.       Daltiraorp   Gas   t,  Electric    Co. 


79/13/01.         lp. 


7912200023  BiaciisEes   NRC   7911O9   meeting    re    emergBney    preparailneas    team 
review  objectives.  Provides    guidance    for    improving    licenses 
emergency    preparedne us   &  assuring    capability    of    offsitu 
agencies    to    take   appropriate    emnrgency   actions. 
QRIMEB,  B.  K.        Emergency    Preparedness    Task    Force.        79/11/23.        30pp. 

7912040463  Notifies    of    delny    in    responding    tp   request    re   ASTM   E-119 
tmt    procedure.  Neui  drawings   (t    raom-by-room    docuroentation    to 
reflect    fire   safety    actions   underway.  Revioad    aubmittals 
will    be    completed    by    791521. 
LUNDVALL.  A.  E.       Baltimore  Oas   &  Electric   CD-       79/11/39.       lp. 

7912200062  DiBtg*aos   fire    protection   test   procedures    to    qualify    cable    tt 
pipe   penetrations. Lists    issues    that  mill   not    be   resolved    by 
test. No    objection    to    use    of    test    to   obtain    addl    info   on 
capability    of    cable. 
LAINAS.fi.  Plant   Systems    Branch.        79/11/29.        2pp. 
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7?  1236 0220  Forward i    responses    to   Paragraphs    3.  19,  3.  1.  SO.  3.  2.  1,  3.  2.  a, 
3.S.B  &   3.2.9  rn    fire    protection   BER    &   amends    to   OL.  Balance 
of  response    to  Paragraph    3.  Z,  1    delayed    due    to  manpower 
commitments    of  TMI    requirements. 
LUNDVALL,  A.  E.        Baltimore   Gas    i,   Electric    CD,        79/12/21.        350pp. 


— 79I210O33O   Responds    to    NRC    /91101    request    re   OfiNL   cladding     swelling 
rupture    data.  Revi eu  of   analytical   models   6    tests    indicates 
compliance  w/lOCFRSQ  App   K.  All   GE  specs   far   calculated    peak 
cladding    temp    remain    unchanged. 
nUCHHOUZ.R,  H,        General    Electric    Co.        79/13/07.       3pp. 


791231Q3BS  Forwards    oversize    drawings    of   Figures    1-11    for   fire    haiards 
analysis    of    fire    protection    safety    evaluation.  Remaining    Item 
uill    be    completed    by    BOOill. 
LUNDVALL,  A.  E.        Baltimore    Gas    &   Electric    Co.        77/13/37.        Ip. 

— 7913310431    "Firs    Haiards   Analysis: Auxiliary    Bids, Elevation    (-JB   ft-O 
Inches,  (->10   ft-0   inches    It    (-115   Ft-O    Inches.  Bafo   Shutdown 
Equipments   (c  Raceuiay   Locations.  "    Figure    1. 
«      Baltimore   Oai    b  Electric    Co.       79/12/27.       Ip. 

— 7912310311    "Fir*   Hazards   Analijs  ii:  Containment   &   Auiillary    Bldg.Unit   2. 
Elevation    3    ft-O   inches    &    1O   ft-D    inchuaiSflfe    Shutdown 
Equipment   &  Raceway    Locations.  "   Figure   6. 
»      Baltimore    Oas    &   Electric    Co.        79/12/27.        Ip. 

— 7912310329   "Fire   Haiards   Analysis:  Containment   t   Auxiliary    Bl  1)9,  Unit  H, 
Elevation  37   ft-O    InchesrSafe   Shutdown   Equipments    ti  Raceway 
Location*.  "   Figure   7. 

*  Baltimore   Oas   b  Electric    Co.       79/12/27,       Ip. 

— 7912310330   "Fire   Haiards   Analysis: Containment  h   Auxiliary    BldgiUnit   a. 
Elevation  45   ft-O   inches,  Safe   Shutdown    Equipment   &  Raceuiay 
Locations.  "   Figure   S. 

*  Baltimore   Oas   &  Electric    Co.       79/15/27.       Ip. 

— 7913310334    "Fire   Hazards   Analysis: Containment   &   Auxiliary    Dldg.Unit   S, 
Ellvation   69   ft-O    inches.  Safe   Shutdown   Equipment   &  Raceuiay 
Locations.  "   Figure   9. 

*  Baltimore  Qas  f.  Electric  Co.   79/12/27,    Ip. 

— 7912310344    "Fire    Hazards   Anal  usls:  Water   Treatment   Area, Warehouse   t> 
Intatt   Structure.    Unit  E,  Saf  a   Shut  down   Equipments   &  Raceway 
Location!.  "   Figure    11. 

*  Baltimore    Qas    &   Electric    Co.        79/13/37,        Ip. 


Q.     Adjudicatory    correspondence 


7912110038  Confirms   receipt    of    one)    79Q329   petition    to    suspend    OLs    for 
all   PWRi.  Forward!    FR   notice    Indicating    that    petition  mill    be 
trmtad    In   accordance  u/lOCFRS.  206. 
DENTON.H.R.       Office   of   Nuclear   Reactor   Regulation.       79/11/33.       Ip. 

— 7918110136  Malice    of   requost    for   action   pursuant    to    10CFR2.  3Oi  re 
Environ   Coalition   on   Nuclear   Pouter    790329  petition 
requeitlng    suspension    nf   all    OLn    for    PWRs. 

MULLEH,D.fl.       Office    of  Nuclear   Reactor    Regulation.       79/11/23. 
3Bpp. 

P.     Operating    license    stage   documents    It    correspondence 

7911090240    "Summary    of   Operating    Eiparlanco   W/Recirculatlng    Bteam 
Generators.  " 

EIHENHUTiD.O.         Division    of   Operating.    Roactors.       NUREO-03H3. 
79/01/31.       B9pp. 

7712170116  Forwards    findings    from  Nov    197B    "Poiunr    Plant  Cumulative 
Environ    Impact  R«pt, "   List    of    IS   questions   re    radtoatlve 
affluent!   &  spent    fuil>  storage    pools    end. 
WINEGRAD.O.  H.       Maryland,    Stats    of.       79/11/Oi.       27pp. 

7913100037  Notifies    of    completion   of    review   of    staam   generator   water 
hammer.  Approves    proposed    changes   accompanying    installation 
of   L   tubes. Tubes    can   effectively   minimize    likelihood    of 
water   hammwr   events.  Safety    evaluation    encl. 
LAINAB.Q.  Plant   Systems    Branch.       79/11/07.       3pp. 

— 79121B0063  Safety    evaluation    re    steam   generator    mater    hammer    in 
feaduiater    sys    supporting    propo»ed    procedural    ctiangas. 
*     Offico   of   Nuclear  Reactor   Regulation.       79/11/07.       Bpp. 

7912100139  DlBcuiBDE   NRC  791101    meeting    ui/roprssentatlves    of  NSS9     . 
vendors    fc   fuel    aupplleri    re    discussion    of   respective 
portion!    of  ECCB   evaluation  model!    dealing    uj/funl    claddinfi 
suiBlllno   t,    incldanen    of   rupturo.  Vendor   rasponsss    ancl. 
ElSENHUr.D.O.         Division   of   Operating    Raactofl.       79/11/09.       63pp. 

—7712100333  Responds    to  NRC    79HOJ    request    r»    noneompliancc   of 
Mtstlnghouse   ECCB  evaluation   model    under    requirements 
of    10CFRSO  App    K. Evaluation    of  .three    fuel    rod    mod* Is 
indicate*   no    safety    problem!    for   Mesttnghouso    plants. 
ANDERSON.  T.  (1.       Westinghouae    Electric    Corp..     79/U/OS.       4pp. 


— 791310O407  Foruards   reBponse    to  NRC   791101    request   re  rod    burst    teat 
data.  Cone  ludes    that   daca   properly    represented    by    Fuel    moduli 
used    in  vendor   evaluation   models   b   that  analyses    demonstrate 
all    criteria    of    10CFRSO.  16    satisfied. 

OHSLEV.O.F.       Enon  Nuclear   Co.,     Inc.     (subs,     of  Emon  Corp.). 
79/11/02,        5pp. 

— 7913100456   Forwards    addl     info   re    evaluation    of    impact    of    NRC    proposed 
rupture/blockage    model    used    In   vendor    evaluation   model. 
No   adverse    impact    from   naiu  rupture   burst   data   or    use   of  NRC 
rupture/blockage   model    on    licensing   calculation  results, 
OWSLEY,  0.  F.        Eixon   Nuclear   Co.  ,     Inc.     (subs,     of    Ei.on    Corp.   ). 
79/11/04.        22pp. 

7913100422  Forwards   safety    evaluation   re   control    element   assembly    guide 
tube    integrity    for   Cycle   3  operation. 
REID.R.  U.  Operating    Reactors    Branch    4.       79/11/19.       2pp. 

— 7912100437  Safety    evaluation   re    control    element  ass-ombly    guide    tube 
Integrity    for  Cycle   3   operation.  Facility   may   be   operated 
at    licensed    pouer    level    through   Cycle   3. 
*      Office    nf   Nuclear    Reactor   Regulation.       77/11/19.       2pp. 

7912120343  Summary    of  791023  meeting    ui/C-E  ouiners   group    re    asymmetric 
LOCA   loads. 
HOSFORD.B.  B.  Engineering    Branch,        79/11/20.       4pp. 

7912170071   Requests  Class    III    foe   ra   review  ti  approval    of   Cycle  3 
operation  u/sleeved    gulda   tubes    in   fuel    assemblies  under 
control    element   assemblies. 
MILLER, W.O.  License   Fee   Management  Branch.      79/11/37.       Ip. 

7912130274  Forwards   supplementary    response    ta    follauiup    actions 
resulting    from  TMI-2   Incident   re    short-term   lessons    learned 
requirements.  Provides    implementation   schedule. 
LUNDVALL,  A.  E.        Baltimore    Oas   (<   Electric    Co,        79/12/O3.        3pp. 

7912310470  Forwards   request   for   addl    info   re   containment   purge    sy&    to 
complete   evaluation   of    electrical    override/bypass   aspects, 
LAINAS,  0.  Plant   Systems   Branch.       79/12/04.      3pp. 

79121203&9  Discusses   hydraulic    snubbers   ui/cgmmon  reservoirs,  Heplac  ament 
of   common   reservoirs   ui/indtvidual   reservoirs    in   progress. 
Remaining    replacements   uill    be    completed    during    neit 
refueling    outage. 
LUfJDVALL,  A.  E,       Baltimore    Oas    &   Electric    Co.        79/12/O7.       3pp. 

7912190364  Responds    to  NUC   791107    Itr  ru  requirements    for  auxiliary 
faeduiater   sys. Third    pump    train   will    be  added    to   enhance    ays 
rellabi  lity.  Project    cannot   be   completed   uiithin    1    yr, 
LUNDVALL.A.  E.      Baltimore    Qas   &  Electric    Co.      79/12/13.       3pp. 

7912190403  Submits   responses    to   specific    items   ro   containment    purging    Ji 
venting    in  response    to   NRC   7909S7  t.    1033   llrs.Utll    commits 
to   operation    in   conformance  u/intorim  position   in  NRC  771033 
Itr.  Design   review  of   purge   d  vont   valves    performed. 
LUNDVALL.  A.  G.       Baltimore    Gas    h   Electric    Co.        79/12/11.       3pp. 

7912190497  Responds    to    follouiup   actions   re  TMI-H  Lessons   Learned    Tasl 
Force   recommendations.  Provides    interim  commitment    for 
coverage   of   accident   assessment    func  Hon.  pending   upgrading 
of    operators    license   holders    to    senior   operators. 
LUNDVALLi A.  E.      Baltimore   Gas   V  Electric   Co.      77/13/14,       3pp. 

7913370404  Supplements   response    to   TMI   Lessons   Learned   Tost   Force 
requirements.  Addl    Infu  re    operator    license   holders  uill    be. 
added    to   each    shift    to   provide   coverage   of  accident 
assessment    function. 
Ll/NDvAULi  A.  E.       Baltimore   Oas  t  Electric   Co.       7?/12/14.       Spp. 

7913370416  Provides    committment    to  NRC    Interim  position   for   purge    b 
vent   valve    operation   pending   verification  of  valve 
operability    under   DBA-LOCA    loadings.  Design  review  Indicates 
valve   operation   u/adequate   shutting    torque. 
LUNDVALLi  A,  E.      Baltimore   Oas  J.  Electric   Co.      79/12/14,       3pp. 

7913380634  Responds    to   791106   Hr   re    effects   of  radioactive  releases 
Into  Chesapeake   Bay   b  atmosphere.  Releases   uiithin  Tech   Spec 
limit.  Specif  1C    answers    to    12  questions   encl. 
DENTON.H.R.      Office    of   Nuclear  Reactor  Regulation,      79/13/17.       7pp. 
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-7912280441   Forwards    safety    evaluation    documenting    analysi!    of  potential 
rules    aiiociated    U./LKQ    ship    traffic    In   Chesapeake    Bay. 
LikellhODd    of   LNO  accident    rasulting    in    significant 
TAH  inactive    re  1  ease    accept-ably    1  oui. 

REID""  Spiriting    Rectors   Branch    4    (Pr.    791O301.        73/06/13. 

3pp. 

-7912280t4i.  Safety    evaluation    re    UkatihooiJ    of  LNO  accident    reiulting 
in   significant    radioactive    release.  ,„,„„.- 

*     Offlc*   of  Nuclear    Reactor  Ragulatinn.       70/06/13.       16pp- 


7913190731    Foruardi    IE  Bulletin  79-H0,     "Po*»ible   Malfunction   o»   Namco 
Model    EA180  Limit  ByitchHS   at   Elevated    Temps. "    Written 
response    required. 

GRIERrB.H.  Region    1.    Phi  Ijidalph  la, 

79/13/07.         lp. 


Offica    of    the   Director. 


7912330010  Responds   to    IE  Bulletin  79-03,  Rovislon   2,     "Pipe   Support   Bate 
Plate    Deaigns  Using   Concrete   Expansion  Anchor   Dolti. " 
Bupports    usinfl    «tructural    shapes   attached    directly    to 
concrete    w/e«paniion   anchor*    uier«    reviewed   fc  repaired. 


LUNDVALL,  A. 


E.       Baltimore    Oas    t>  Electric   CD.       79/12/07.       2pp. 


Q,     Infection   reports     IE  Bulletins    (t  correspondence 

7913310319  Forward!     IE    Imp    Rept    SO-31B/79-12    on    790924-86.  No 
nionconplianeo   noted.  .... 

CARLSON.  8.  t.  Raglan    t.     Philadelphia,    Reactor  Construction  t 

Engineering   Support  Branch-       77/11/01.       3pp. 

— 7013210331    IE  Insp   Rtpt    30-318/79-12    on    790924-ai>.  ND    noneompl ianca 

noted. Major  areas    inspected:  inservieB    insp  activities. 
HALTDN.Q  A  Region    1.     Philadelphia,    Office    of    the  Director. 

TRIPP.L.E.  Region    1.     Philadelphia,    Reactor  Construction  I. 

Engineering  Support    Branch.       79/10/31,       3pp. 

7913310041   Forward*    IE    Insp    Ript   5Q-31B/79-16   on   791013-17  h  23-36.  No 
nonconpllance   noted. 

BHUNNEH,E.J.  [Union    1.    Philadelphia,    Ra-cto-r  Operations   Nuclear 

Support  Branch.      79/11/09.      2pp. 

—7913310047    IE    Insp  Rept   50-31B/79-16  on   791018-17  &    B3-SA.  No 
nonconpliance    noted,  flajor   areas    inspected: refueling 
actlvitie*,  r«f  uellng    outag»  related   meint   fc   surveillance 
activities   &   surveillance    of   pipe   support   t   reilraint   su«. 
KALMAN.Q.  Reoion    1.    Phi  lad«lphia.    Office    of   the   Director. 

CAPHTON,  D.  l~  ft*gion    1>    Philaielph la,     Reactor   Operations  Nucl*«r 

Support  Branch.       79/11/O7.       3pp. 

79120S0021  Forwards    IE  Circular  79-22.    "Strain   Times    for  Power   Operated 
Reliflf  Valves."    No  response   required. 

OftlER.B.H.  aealon    1-     Phi  ladelnh  i.a.     Office    of    the    Director, 

79/11/1A.        Ip. 


79123B01B3  Forwards    IE   Info    Notice   79-31,     "U»e   of    Incorrect   AmpliFI»d 
Flavponie    Spectra."    No   written   response   required. 
OFtlElt.  8.  H.  Region    1.    Philadelphia,    Office   of    the  Director. 

79/12/13.        lp. 

791B190371    Submit*    14-day    follnwup   required    by    IE  Bulletins   79-01/01A 
re   nonqifalif  led    electrical    component.  Solenoid    valves   ntfg    bu. 
Silnner   Precision    Industries, Electric    Valve   Div   can   satlifu 
pressure    flow  &    environ   requlremonts.  Valves    on   order. 
LUNDVALI-,  A.  E.       Baltimore    Qai    b  EUetric    Co.       79/12/14.       Sop. 

7912260300  Forwards    fee    for   790711    submlttals   re    control    elenont 
assembly    tubt    imp    program-  In   response   tn  NRC   791137  'Itr. 
OLBQHiB.C.L.       BJltlmora  Oas   b  Electric   Co,       79/12/19.       lp. 

R.    Periodic   operating  reports   b  related   correspondence 

7912310416  For-uiards   monthlg    operatino   reptm    for   Nov    1979. 
MERSDN.a.D,       Baltimore   Oas   fc  Electric   Co..       79/13/13.       lp. 

— 791231041B  Monthlv    operating    repti    for  Mov    1979. 

MERSON,  B.  D.       Baltimore    On»    b  Electric    Co.       79/13/13.       13pp. 

79132BOS23  Foruiard*  monthly    operatinfl   rept    for   Nov    1979. 
MERSON.  a.  D.       Baltimore   Oas   b.  Electric    Co.       79/13/19.       lp. 


— 7912280937  Monthly   operating   rept   for  Nov  1979. 

MERSOM.  8.  D.       Baltimore   Oas   b  Electric    Co.       79/12/19. 


lp. 


7912050330  Forwards    IE    Info   No-tica  79-27j     "Btean  Oenerator   Tube 
Ruptures  at   Tuo    PUR  Plants."    No  response   required. 
ORIER.B.H.  R»Bion    1,    Philadelphia,    Office    of    the    Director. 

79/11/14.        lp. 

7912100109  Forwards    IE    Info   Notice  79-28,     "Dvarl  oadirg    of   Structural 
Elements  Due    to    Pipe    Support  Load*.  "   No   response  required. 
CRIER,  B.H.  Region    1,    Philadelphia.    Office   of    the    Director. 

79/11/16.       lp. 

7912110394  Forwards    IE    Info   Notice  79-29,     "Loss    of  Non«4fet\|-RBlated 
Aeactor   Coolant   Bgi    Instrumentation  During   Operation."  No 
specific  action   or  response   required. 
QRIER'B.M.  Region    1,    Philadelphia.    Office   of    the    Director. 


7912050317  Forward*    IE  Bulletin  79-36,    "Bur  on  L&ss  From  BUR  Control 

Blaifei.  "  No   response  required. 

OHIERjB.H.  Region  1.    Philadelphia!    Office   of   the    Director. 

79/11/20.       lp, 

791SOi03fiS  Forwards    IE  ClnuUi-  79-Z4,    "Proper    Installation  l<  Calibr    of 
Care   Spray   Pip*   Break    Detection  En.uipm«nl   on  BUHs.  "    No 
response  required. 

BRIER,  B.H.  Region  1,    Ph  iladelphla.    Office   o-f    the    Director. 

79/11/Z6.       lp. 

7912110027  Forward*    IE  Circular-  79-23,    "Motor  Btarters   b  Contaetore 
Failed    to  Operate."    No  response  rpqjind. 

CftlER.B.H.  Region  IP    Ph  iUdtlphU.    Office   of   the    Director. 

79/11/26.        lp. 


3.     Reportabl*    occurrences,     LERs   b  related    correspondence 

______.».._.*.**_..*....._-*— — ._«— *._».»*.—— — . — .— k-»~— *„.*.— — — — .*_».__.._«.-. 

7913310S7&  aubmiti  nonroutlne  radiological   environ  operating   rept   ri 
analytl*    of    oyster    samples    for    gamm*-amlttlng    radionuclides. 
Samplei    shoued    verij    mall    fractions   of   allowable   dosei. 
BTDUT.  J.  H.       Daltimcre    Oas   t   Electric    Co.       79/12/1B,       lp. 


DOCKET  50-320   THREE  MILE    ISLAND  NUCLEAR   STATION,    UNIT  2 
F.    Security,    medical'    emergency   &   fire   protection   plans 

79I328041B    Inform*    that    measure*    needed    to   reduce   amount   of    slippage    In 
schedule   re    fire    door    nod. Requests    that    schedule   be 
inpleminted    no    later   than   mid-Dec    1979. 
CDLLINfl.  J.  T.       TMl-S  Operations/Support.       79/11/al.       2pp.   ( 

/ 

7912200022  Discusses    NRC   791109  meeting    re    emergency    preparedness    bnax 
revleu  objective!.  Provides   guidance   for    improving    licensee 
•  margencij   priparednes*  b   assuring   capabllltu   of  offtlte' 
agienciei    to    tifco   appropriate   emergency   action*. 
ORIMEB.B.K.       Emerjency   Preparedness   Ta«Ii    Force.       7?/ll/S3.       30pp. 

7912D3D17O  Forwards    physical    eecurltu    plan    addenduot.  Addendum  withheld 
(ref   10CFR2.  7901. 
HERBEIN.J.O.       Metropolitan   Edison   Co.       79/11/27.       lp. 

7912070136  Forward*    Revision  &A   to   modified   amended    physical    (ecurltu 
plan.  Revision  withheld    (ref   10CFR2,  790). 
HERHEIN.J.O,       Metropolitan  Edi*on   Co.       79/11/30.       lp. 


7913170017  Foa-uirJi  IE  Bulletin  79-27.  "Lose  of  Non-Clan  IE 
tnttrumentatlon  &  Control  Powar  Sy*  Bus  During  Operation." 
Writ tin  response  r«nulr»d, 

ORIER.B.H.  Region    IP    Philadelphia,    Office    of   the    Director. 

79/11/30.       lp. 

771SQA035B  Submits   aifdl    responie   to    IE  Bulletin  79-01  A,  Coils    in 
solenoid   actuated    unload*]-  valvai    for   H3IV  hydraulic    syi    of 
both    unltt   observait    to   be    enviromtntally    unquallf iod;   for 
aalitlng    leap    anblent.  Mo   tafety   haiard    involvii. 
ABH.R.F.      Baltimore   9ms  &  Electric    Co.       79/12/01.       3pp. 

79IB310209  Forwards    IE    Info   Notice  79-30i     "Reportins    of  Defects  Ii 
HonciMipllances,  10CFB21.  "   No  action  required. 

BRIER. B.H.  Region    1,    Philadelphia.    OfPlcv   of    the    Director. 

79/13/04.       lp. 


0.     Adjudicator^    corrBipondence 

7913110013  Forwards   coiwn*nti   on  NUREO-OS11.  Draft  OEIS  reflects 
conscious    h   deliberate   NRC   policy    to    jeoperdit*   public 
health   t    safetg    b   thwart    objectlv**    of  NEPA, 
KEPFDRDjC.      Environmental   Coalition  on  Nuclear  Power.      79/10/24. 

22pp. 

79122B0463    Requevts    arantlng    of  Busquehenna   Valley   Alliance   791105 
petition   to   intervene  b  reque«t  for   heering.  Petitioners  mutt 
demonstrate    requisite    interest   b   effect    of    proceeding*   on 
Interest.  Certificate   of   Bvc   end. 
CHANDLER ,  L.  J.       Hearing   Branch    1.       79/11/H.       5pp. 
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79ia040O7S  Notice    of    special    prehearing    conforancs    on   Bu»qu*hanna 
Valley   Alliance   791 1O9  potition    to    Intervene    h  requeit    for 
haarlng.  Conference   uill    commence   791206    in   Harrtsburg.  PA. 
Praclie    location    to   b*   announced. 

HILLER-M,  E.       Atomic   Safety   and    Licencing    Board    Panal.       79/11/19. 
4pp. 

7912Q40Q79  Suppl    to  771119  notice   of   special    prihcaring    conference    on 
Buiquehanna   Valley   Alliance   791103   petition    to    Intervana  tc 
request    For   hearing.  Conf  nrence   mill    take   placi    In  Hearing 
ROOM   1    of   at*t»  North    Dfc    Bldg    In  HarrUburg, Pa. 
MILLER,  HE.      Atomic   Bafetij    and   Licensing    Board   Panel.       79/11/30.       lp. 

7912110038  Confirm*   receipt   of    and    79O329  petition   to    »usp«nd    OLs    for 
all  PHRs.F'orward*   PR    notice    Indicating    that   petition   will    b* 
treated    in   accordance   U/10CFR8.  806. 
DENTONiH.R.       Office   of   Nuclear   Reactor  Regulation,       79/11/23.        lp. 


79130401Q1   Provides   designations    for  NflC   trai  Inrs.  Only    on*    bo>    needed, 
Should    bi    attached    to   Trailer    1    b   designated    NRC 
COLLINS,  J.  T.      TMI-2   Operations/Support.       79/10/33.       Ip. 

7912040043  Requests    site   access    for   representatives   of    IAEA. 
COLLINS.  J.  T.      TMI-2  Operations/Support        79/10/31.       8pp. 

7912140534  Requests    info   re   raloaaa   of   radiuast*  water    Into   Susqurhanna 
Rivar  1<    comments   on    dangers   of   possible  raduasti   pollution, 
BEYER,  J.H.       New  Jersey,    State   of.      79/11/06.       lp. 

7912040094  Common ts   by   Mental    Health   Association    in  PA  on   ancl    news 
article:area  residents'   mental    hoalth    should   ta   primary 
consideration    in   dicision   to   restart   THI.  Supporting    articles 
encl, 
THOMAS,  C.D.      Affiliation  Unknown,      79/11/09.      9pp. 


— 7912110126  Notice   of    request    for   action   pursuant    to    10CFRB.  306  re 
Environ  Coalition   on  Nuclear   Power    790389   petition 
requesting   luipantlon  of  all   OLs  for  PHRs. 

KULLER.D.R.       Office    of   Nuclear  Reactor   Regulation.       79/11/23, 
Mpp. 

791B07017Q  Joint  motion    to    indefinitely    postpone   79120A   special 
pr eh taring   conference   scheduled   In  ASLB  791119  notice. 
Effort*   to   reach   agreement   are    undaruau.  Certificate    of   svc 
ancl. 
CHANDLER,  L.  J.       Hearing   Branch    1.       79/1 1/2B.       2pp. 

79132B0310  Order    denulnj   NfiC  7911 SB    joint   notion   to    paitpanB  791206 
•pedal    pro/hearing    conference.  Public    interest   b    interait   of 
••Ttln   will    be    served    by    expeditious    haarlng. 

MILLER,  M.E.       Atonic   Safety   and   Licensing   Board   Panel,       79/11/29. 
,    3pp. 


7913040099  Comminti   by   Tri-County   Mental   Health   Association  an   encl 
neus    article.    "Psychological    distress"    issue    should    be 
considered    before  TMI-1    reactivation. 
TURNER, -J.  A.      Affiliation  Unknown.      79/11/09.      3pp. 

7912040151    Expresses   appreciation    for   compliments   on   presentation  at  PA 
Qovarnor    safety    conference.  Uill    m»k»  prmentation  at   Dec 
tri-iection  raeetlng    of   American    Industrial   Hygiene 
Association. 
VDLLMER,  R.  H.      THI-2  Operatloni/Bupport.      77/11/14.       Ip. 

— 7918040198  Requests    participation    in  791807   tri-sactlan  meeting    of 
American    Industrial   Hygiene   Association,  Pruentition   of 
problem  associated  u/loui   level   radiation  eiposure   would    be 
appropriate. 

BTRJNOER.B.M.       American   Industrial   Kyaiene  Atsociation.       79/10/02. 
lp. 


791&9BO496  Joint  notion    far    order    terminating    proceedings,  Susquehanna 
Valley   Alliance  withdraws   791103  petition   to    Intervene   b 
r*e.ueit    far  hearing.  No   othar   party   requested    hearing. 
BELKOHITI.L.  a.       Suiquihanna  Alliance.       SELKOWITZ,  L.  B.      Midoff, 
R««ger,    Seliowlti   fc  Adler.       BAXTER,  T,  A,       Metropolitan  Edi.nn    Co. 
79/11/30.       2pp. 

—  77182S0499  Agreement   that   NRO   791016   memorandum   b   order    It    final    for 
purpot*t    of  'judicial   review  ti   that    order    1*   r«-viewabl«   by 
Busquahanna  Valleg   Alliance,  Certificate   of    Eve    encl. 
SLAPtA.       Buiq.uihanna  Alliance.       SLAPiA.       Public    Interest  Law  Center 
of  Philadelphia.       CHARNOFF,  0.       Metropolitan  Edison   Co.       79/11/29. 
3pp. 

791SSK10337  Dppo***   nuclaar   power.  Suggest*    uie   of   eo»l    fc  U  for   anergu- 
KLIE.T.      Afftllatiqn  Unknown.      79/11/30.      2pp. 

791B190930  Responds   to  79072&  Itr  requesting   dafaroiant   of  all   licensing 
of   nuclear   power   plants   until    all    facts    knoun   about   TNI.  NBU 
plant*  will    not   be    licenced    until    criteria   developed, 
loalaAenting   new   taf*ty   objectives. 
DENTW.H.R.      Offie*  of  Nuclear  Reactor  Regulation.      79/18/03.       lp. 


'Oppo»«s   proliferation    of  UB  nuclear    power   plant*.  Requests 
that   licensing    be   deferred    until    TMI    studies   are   complete. 
HILNB.H.C.       Affiliation   Unknown.       79/07/29.       lp. 

7912190393  Submit!   testicles  of  rlngnack   pheasant   to  support  concerns 
thmt  radiation   from  TMI   affactvd   wildlife   reproductive 
organ*.   It  vagitatlan   In  valley.  Nuclear   activity   must   cease 
iMadlatalUi  regardless   of   need    for   power, 
HOLOHKRA'P.      Affiliation  Unknown.       79/13/14.       9pp. 

H.    Qaneral   correspondence 

79091BOOOA  Respond*    to  790417    Itr.  Suggests   combining   nuclear   plants 
M/othar   energy    tut,  Combined    sye   ara  not    currently    practical 
far  nuclear  power  plantt. 
DCNTON.H.  H,      Office  of  Nuclear  Reactor  RvguUtion.      79  /OB/  20.      lp. 

—  7VO9180007  Suggests  combining  nucl«*r   plants   w/other   etltrou   »U*. 
HAIdiD.  A.      Affiliatlgn  Unknown.      79/04/17.      lp. 

79123804*6  Forward*  Comaiislon  790B19  Info  pap*r  dttcrlbing   TMI  -a 
aragram  for  thip«ent»   of  radioactive   lolid  waste.  H/o  antl. 
COU.INB.  J.  T.      THI-a  Operationt/Bupport,      79/10/83,      3pp. 

791BO40C40  Responds   to  raqueit  for  water   chemistry   ana,lu*is.  Analusli 
•111   be  sent  upnn  completion  by   lictn*et. 
CDU-INB.J.  T.      TMI-a  Oparatlont/Bupport,      79/10/H3.      lp. 


7913310994  Responds   to  79110?  riq,ueit   an  behalf   of  League   of  Woman 
Voters    far    documents  ru   NRC  &  TMI    location  description  of 
NRC  TLD«i  including   appro)  baarings  b  diitanci   from  TMI.  H/o 
encl. 
CCH_L1N9,J.T.      TMI-2  Operations/Support.      79/11/16.       lp. 

791S310993  Responds'  to  791109  riqueit   on  behalf   of  Liague   of  Woman 
Voters    for   documents  TB   NRC  li  TMI-2.  Forwards    location 
description   of  NRC   TLDsi Including   approi    bearings  b   distant* 
from  TMl.W/tt  incl. 
COtLINS^J.T.      TMI-S  Operations/Support.       79/11/16.       la. 

79122B0344  Expresses   concern  an   behalf   on  Lancaster  Branch    of  American 
Association   of  Univ  Women, re   ramifications   of  TMI   accident 
on  health  &   safety    of   community.  Uroei  NRC   to   leep    infarnad 
of   issues  b  consider   public    concerns. 
JOHNSTON- P.  0.       Affiliation   Unknown.       79/11/20.        lp. 

79120400BS  Forward*   raspon»»   to  790S27   questions  re  Trtl    leak   rates, 
tntarnal    tempi  li   iodine   cancentratloni. 
VDLLMERjR.H.      TMI-2  Operations/Support.      79/11/23,      3pp. 

-- 7912040092  Requests   info  ra  TMI   leak  ratal, internal   tempi  b   iodine 
concentrations, 
LEHIS-M.  1.      Affiliation  Unknown.       79/09/27.       lp. 

7918170094  Comment*   on  791003   Itr   r«  nuclear    facility    accldants. 
Suggests   changes   to   end.  NRC  proposing  regulatory   change* 
in   planning   requirements.  Suggests  no  action  re   Itr   bt    t*k»n 
until   proposed  changes  acted  upon. 
COLLINS, H.E,      Office   of   State  Programs.      79/11/83.       lp. 

7912300399  Request*  meeting   In  MD  ui/selected  official!  b  citizens  re 
future   disposal    of   decontaminated   water.  Ongoing 
decontanlnatton   of  TMI   water   is   concern   of   people  who  reside 
downttraaM   from   facility.  , 

RILEY.C.  I.      Maryland.    State    of.       79/11/23.      2pp. 

7912040394  Express*!   concern  re  requast   to   v*nt  radioactive)   kijpton 
Into  atMoipher*.  Urge)*  NRC   to   *top   permitting   reltaso   of 
haiardou*  matls   Into  atmosphere  b  consider  burial. 
STEVENSON,  A,  C.      Affiliation  Unknown,      79/11/30.      lp. 

79122S02&4  Ack  receipt   of  remark*   re  accident   at  TMr-2.  Forward!    Info  r« 
•vent!  that  occurred  at  TMI-2. 
DENTDN^H.R.      Office   of  Nuclear  Reactor  Regulation.       79/11/30,      2pp. 

— 7912360268  Coowenti  on  TMI-2  ace Iftent; advantages  af.nuclaar   pauier 
elceed  rliks. 
KANNAZZIOI.N.      Affiliation  Unknown.      79/11/30.      8pp. 

79182B0274  Ack  receipt   of  rsmarks   ri  accident  at  THI-a. Foruiard*    info  re 
•vint*   that  occurred  at  TMI-a,  H/o  encl. 
DENTON.H.  R,      Office   of  Nuclear  Reactor  Regulation.      79/11/3O.      8pp. 
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— 79122B0279    Comments    on    TMI-2   acci  dent:  oi-oani  led    plan    for    evacuation    is 
needed. 
CflLCAQNQ.  1_.        Affiliation   Unknown.        79/11/30.       2pp. 

79122302BB  Acfc    receipt   of   remarks    re  accident   at   TMI-2.  Forwards    info    re 
events   that    occurred    at   TMI-a.  W/o    encl. 
DEHTON.H.  R.        Office    of    Nuclear    Reactor    Regulation.        7-7/11/30.        Jop. 

— 70122B0293  Comments    on,   TMI-2  accident;  radiation    leak    at    facility 
imperiled    lives    of    local    citizens. 
OICA.F.        Affiliation   Unknown.        79/11/30.        3pp. 

791S2BQ39H   Ack    receipt    of   remarks   re   accident   at  TMI-2.  Forwards    info   TB 
evirnts    that    occurred    at    TMI-2.W/O    «ntl. 
EENTON.H.R.       Office   af   Nuclear   Jleactor   Regulation.       79/11/30.       2pp. 

— 79122SQ304  Comments   on   TMI-2  ac  c  Uenl:  federal    reactor    inspectors  must 
tie   placed    permanently    at   all    plants.  Safety    *qu  ipmeTlt,  ley 
itnani   valve    settings   &  ECCS  operation   must   b*    checked. 
CROKE.D.       Affiliation   Unknown.       79/11/30.       3pp. 

791228030°   Act    receipt    at   remarks    re  accident   at    TMI-2. Forwards    info    re 
events    that    occurred    at  TMI-2.  W/o    Bncl. 
DENTON,  H,  il.       Office   of   Nuclear    Reactor  Regulation.       79/11/30.       2pp. 

—  7?t32B0316   Comments    on    TMI-2   at  c  ident:  ntic  lear    power    la    onlu,   «u«U    to 
ensure    economic    future. 
BRPDMAN,  R.        Affiliation   Unknown.        79/11/30.       3pp. 

79122BQ320  Act    receipt    of    remarks    re   accident   at    TMI-2. Forward*    Info    re 
events    that    occurred    at    TMI-a.  W/o    and. 
DENTOrJiH.fi.        Office    of   Nuclear    Reactor    Regulation.        79/11/3O,       2pp. 

— 77I22BQ32I    Comments   on   TMI-2  ac cident: nuc lear   plants    are   oanjjerous. 
Local    citliens   Jieefl    prompt   notification   of   potential 
nuclear    incident. 
KUI1P.fi.       Affiliation   Unknown.       79/11/30.       2pp. 

79122B0336  Ac*    receipt   of    remarks   re   accident   at  TMI-2. Forward*    Info   re 
events    that    occurred    at    TMI-2,  W/o    end. 
DEN  TON  :  H.  R.       Office  of  Nuclear   Reactor   Regulation.       79/11/30.       3pp. 

— 7912B8032B  Comment*  on    THI-B   accident:NRC    should    supervise    plsnte    more 
carefully. Supports   use    of    nuclear    energy. 
DRUVfllDHDit.        Af filiation   Unlnouin.        79/11/30.        Spp. 

79122B0332   Ac  k    receipt    of    remarks   re    accident    at   TMI-H.  Forward*    info,    ro 
events    that    occurred    at    TMI-2.  y/o    and. 
DENTQN,  H.  R.       Office  of    Nuclear   Reactor    Regulation.       79/11/30X       8pp. 

— 79JH280337   Comments  on    TMI-2  ace ident : c lose    nuclear    plants    In  PA. 
Nuclear   energy    is  dangerous   &    threatens    lives   of    local 
c  i  tl zena. 
BEIRLACGUE,  A.  M.       Af f i  1  iat ion   Unknown,       79/11/30.       2pp. 


—7913200395   Comment'-    on    TMI-2    ace  Ident:  c  lose    TMI-2    until    effects    of 
79032B    incident    are    thoroughly    understood. 
DUMHLETCNiD.        Af  f  i  1  ia  t  ion   Unknown.        79/11/30.        2pp. 

79122B038B  Ac*    receipt    of   remarks   ru   accident    at    TMI-2.  Forwards    info   re 
events    that    occurred    at    TMI-2.  W/o    oncl. 
DENTCN.H.R.        Office    of    Nuclear   Reactor    Regulation.        79/11/30.        Hop. 

— 79122B0393  Comments   on    TMI-2    accident: requests   accurate    info   re 
afflicts    of    radiation    released    during    79032B    incident. 
AQUH.A.N.M.        Affiliation   Unknown.        79/M/3O.        4pp. 

79122B0399  Act    receipt    of   remarks   re    accident   at   TMI-2.  Forwards    info  re 
events    that    occurred    at    TMI-3.  H/o    oncl. 
DENTON, H.R.       Office   of    Nucloar   Raactor  Regulation.       79/11/3O.       dpp. 

--79132B041O  Comments    on   TMI-3    ace  i  dent:  shut    doun   nuclear    plants. 
GEROLD.C.        Affiliation    Unknown.        79/11/30.        Spp. 

7912290415  Ack    receipt   of   remarks   re   accident   at   TMI-S.  Forwards    info  r« 
events    that   occurred    at   TMI-B.  W/o    encl. 
DENTOH.H.  R.        Office    of    Nuclear    Reactor   Regulation.        79/11/3O.        lp. 

— 79122B0422  Comments   on   nuclear    pouor: local    eltliens    should    be   promptly 
notified    of    potential    nuclear    incident. 
VIZZINI.  J.        Affiliation    Unknown.        79/11/30.        3pp. 

7912HB0433  Ack    receipt    of    remarks    re   accident   at  TMI-a.  Forwards    info  re 
events    that   occurred    at   TMI-2.  H/o   encl. 
OENTCJN.H.  R.       Office    of   Nuclear   Reactor  Regulation.       79/11/30.      Spp. 

—7912230439  Comments    on  TMI   accide.nt;all    plants   ui/»itnilar    dosifln   defect* 
should    be    closed. 
SUPPE.L.       Affiliation   Unknown.       79/11/30.       2pp. 

7912380445   Ack    receipt   of   remarks   re   accident    at   TMI-2.  Farutarda    info  re 
ovents    that    occurred    at   TH1-2.U/O   encl. 
DENTDNiH.R.        Office    of   Nuclear   Reactor   Regulation.        79/11/30.        2pp. 

— 79122B0449  Comments   on   nuclear    energy: important    to    determine   sequence 
of   events    at  TMI-3, 
BCIRTINO.A.      Affiliation  Unknown.       79/1 1/3O.       2pp. 

7913330432  Ack    receipt    of    remarks   re   accident   at   TMI-2.  Forwards    info   re 
events    that    occurred    at    TMI-2.  W/o   encl. 
DENTDN.H.  R.        Office    of    Nucle-ar    Reactor   Regulation.        79/11/30.        lp. 

—7913280454  Comments    on   nuclear   power:  essential    part    of    energy,  Local 
citizens   require    prompt   notification    of   nuclear    incident. 
FITZSIMMQMS,  K.       Affiliation  Unfcnoun.       79/11/30.       Spp. 

7913280137   Ack    receipt   of   remarks    re   accident   at   TMI-2.  Forwards    info   re 
events    that    occurred    at   TMI-2. H/o    and. 
BENTOM.H.  R.       Office    of   Nuclear   Reactor   Regulation.       79/11/30.       lp. 


79122B0340   Ack    rece-lpt    of    remarks    re    ac-cidsnt    at   TMI-H.  Forward*    info    ru 
events    that    occurred    at   TMI-2.  W/o   encl. 
DENTON, H.R.        Office   of    Nuclear   Reactor    Regulation.        79/li/30>.        2pp. 


— 791B2B045B  Comments    on   nucloar    power:  complex    li   dangerous    technology 
uhoso   full    implications   are    unknown. 
0AUMANN,  C.       Affiliation   Unknown.       79/11/30.       2pp. 


— 79122B03-1B   Comments   on   TMI-2   ace  ident :  nuclear   enersy    aniueri    important 
part   of    matl    energy    needs. until    alternate   means    of    energy 
production   can    tie  utilized. 
BOLTE.B.       Affiliation   Unlnotin.       79/11/30.       lp. 


7912230460   Ack    receipt    of   remarks    ro   accident  at   TMI-2,  Forwards    Info   ra 
evantu    that    occurred    at   TMI-3.  H/o   encl.  .,„„.,„„        - 

BENTONiH.  R.        Office    of    Nuclear    Reactor   Regulation.        79/11/3O.        Spp. 


79122B0333    Ac*    receipt    of    remark*    re    accident    at   TMI-3. Forwards    info    re 
events    that    occurred    at  TMI-2.  H/c-  encl. 
DENTOH.H.R.       Office   of  Hue  1  ear   He-actor    Regulation.       79/11/3O.       lp. 


-- -7<?132B04&1    Comments    on   79032S   inc  ident:  fact  llty    should    be    shut   doun. 
Local    cltiiena   require    prompt    notification    of   nuclear 
Inc  Ident, 
DUSCEMI-0.        Affiliation   Unknown.        79/11/30.        3pp. 


—  79122B03&1    Comments   on   TMI-2   ace  ident:  radiation  release  contaminated 

food    ti   milk    in   area    of    Fscil  itij-.  Cit  i  ians    uperiencei) 
psychological    distress.  Citizens  require   nrompt   notification 
of    potential    nuclear    incident. 
8G1ULA.  A.       Affiliation  Unknown.       79/11/30.       3pp. 

79133803A7  Act    receipt    of   remarfc*   re    accident    Jt  TMI-2.  Forwards    info    re 
events    that    oecurred    at   TM!-B.W/a  encl. 
BENTON.H.  R.       Office   of  Nuclear   Reactor  Regulation.       79/11/3O.       3ff. 

—  7913E8'0373  Commants   on  TMI-3  ace  i  Jant:  rad  loactivs    chemicals    released 

Prom   facility    frightened    &   endangered    live*    of   citimns. 
CALVARUSO,  O.      Affiliation  Unknown.       79/11/30.       3ff, 


791S2B04i2   Ack   receipt    of    remarks    re   accident   at  TMI-H.  Forwards    info    re 
events    that    occurred    at    TMI-2.  H/o   encl. 
DENTONiH.  R.       Office   o-f   Nuclear   Ruactor   Resulation.       79/11/30.      2pp. 

--7912250465  Comments    on   nuclear    pousr:  major    »ourco    of    «nerau    for  world. 
Nuclear   enerfly    has  .caused    no    loss   of    life   &    little 
damagu    to    environ. 
HLOWATY.  R.       Affiliation  Unknown.       79/11/30.       2pp, 

79122B0169  AcJ:   receipt    of    remarVB    re   accident   at   TMI-2.  Forwards    info    re 
events    that    occurred    at    TMI  -2.  ,„,,,,»„        , 

DENTON.  H.R.       Office    of   Nuclear   Reactor   Regulation.       79/11/30.       lp. 


79122B037B  Aek    receipt    of   remarli*    r«   accident   at  7MI-B.  Forwards    info    ro 
events    that   -occurred    at   TMIvS.  H/o   end.. 
DENTON,  H.R.       Office    oF   Nuclear   Reattor   Rejulation.       79/11/30.      2pp, 


—  79132B0470  Comments    on   nuclear   pousc:nuclear    plants   can    be    sa 
criteria   must    be    thoroughly    evaluated    &  operators   properlu 
trained. 
CAMPBELL,  P.       Affiliation    Unknown.       79/11/30.       3pp. 
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79122B0472   Ack    receipt    of    remarks    re    accident    at    THI-2.Foru.ard3    info    re 
events    that    occurred    at   TMI-2.  W/o    and 
DENTON.H.R.       Dffice    of   Nuclear   Reactor   Regulation,       79/11/3O.       Ip, 

— 79122S047i>  Dlscussei    good    !>  bad    points    of   nuclear    pouter.  Suggests 
shutdown   tc   imp    of   all    plants    designed    like    TMI. 
RAMA,  E.        Affiliation    Unknown.        77/04/09.         Ip. 

791H2B047B  Act    receipt   of   reward B    re    accident   at    TMI-2.  Forwards    info   re 
events    that   occurred    at   TMI-B. W/o   oncl. 
DENTQN.H.  R.        Office    of    Nuclear   Reactor    Regulation.        79/11/30.        2Pp. 


7912300406   Notifies    that    7909O7    draft    refit    prepared    for    CEfl    ci 
to    federal    officials    d   uiithin   NRC.  HH    Den  ton    1  tr     to   CEO    oncl. 
W/o    end. 
ftYAN.R.  Q.       Office    of    State   Programs.        79/12/07.         Ip. 


7913300061    Responds    to    79O4U     Itr    re    TM1. Di scusses    availability    Of   NRC 
repts    re    TMI.  Forwards    summaries    of   NUREG-0600   &    NURE&-053B. 
DENTON.H.Fi.       Office    of  Nuclear   Reactor  Regulation.       79/13/10.       3pp, 

— 7913300064  Requests    info  re    TMI    b  safety    of   nuclear    energy. 
KOCH.W.       Affiliation   Unknown.        79/04/11.        Ip. 


— 7912280460  Discusses   Senate   Health    Subcommittee   attempts    to   determine 
radiation    levelt    from  79O32B    incident.  Jlequests    info   re   NRC 
attempt    to    determine    radiation    levels    &   vieus    on    safety    of 
nuclear    energy. 
OAZDAO.U.        Affiliation    Unknown.        79/1 1/3O.        3pp. 

79122B0481   Ack    receipt   of   remarks    re    accident   at    TMI-3.  Foruards    info   re 
•Vints    that    occurred    at   TMI-2.  W/o   »ncl. 
DENTON,H.R,       Office   of   Nuclear  Reactor   Regulation.       79/11/30.       2pp. 

— 79132B0482  Support*   USD  d   development   of   nuclear    energy. NRC  must    issue 
stricter   regulation!   re    design  d    siting    criteria   of   nuclear 
facilities. 
GANNON.  J.       Affiliation   Unknown.       79/1 1/3D.       2pp. 

79122S04B4  Ack    receipt    of  remarkt   ri    accidont    at   TMI-2.  Forwards    info  re 
•venti    that    occurred   at   TMI-2.  M/o    incl. 
DENTON.H.R.       Office   of  Nuclear   Reactor   Regulation.       79/11/30.       Ip. 

— 79i22804B7  Suggests    that   nuclear    po-usr    be    uied    until    more   efficient   b 
lit*    anpenslve  method    of    harnessing    pouer    for   electricity 
ii    developed. 
LIOTTA.  R.      Affiliation   Unknown.       79/11/30.       2pp. 

7912EB03IO  Ack    receipt   of   remarks   re    accident   at    TMI-2.  FoTuardu    info   re 
DVflnt*    that   occurred    at  TMI-2.  U/o    encl. 
DENTON.H.  R.       Office   of  Nuclear   Reactor   Ragulation.       79/11/30.       2pp. 


791231024Q  Foruiards   documents   re   changes   in   regulation    of   nuclear   power 
plants  resulting    From  studies   of   TNI    incident,  tn    response    to 
791008   Itr.W/u   encl. 
DENTON.H.R.        Office    of   Nuclear   Reactor    Regulation.        79/12/14.        Ip. 

— 7912310247   Ac  t    receipt    of   791008    Itr   ro    nuclear    p  amer    regulation   S, 
control.  Nut  lear   pouier   envlronmantal  ly    acceptable  d   among 
safest  methods   available    to   generate   large   amounts    of 
electrical    energy.  Ltr    to  President  Carter    encl. 
PREE5E6KY,  ft.  J.        Energy,  Dept.  of.        79/11/23.        bff. 

7712310336  Discusses   questions    raised    by   TMI-2  accident    re    adequacy    of 
OA  requirements    for   design, const   d  operation   of    plants. 
Requests   first  &   second    tier   documents   that   describe    overall 
philosophy   &  requirements   for  agency   QA  program. 
HAABS.W.P.  Quality   Assurance   Branch        79/12/1B.       Ip. 

— 7912310243  Discusses   questions   raised   by    TMI-2  accident  re  adequacy   of 
QA  requirements    for   design. const  &  operation  of    plants. 
Requests    first   &  second    tier   documents   describing   overall 
philosophy  t,  requirements    for   agency  QA  program, 
HAABBiW.P.  Quality    Assurance  Branch.      79/12/1B.       Ip. 

— 7912310231    Discusses    questions   raised    by    TMI-2   accident   re    adequacy    of 
QA  requirements    for   design,  const  t  operation   of    plants. 
Requests    first  &  second    tier    documents    that   describe   overall 
philosophy   ff  requirements    for   agency  QA  program. 
HAASS,  W.  P.  Quality    Assurance  Branch.      79/12/18.       la. 


— 79I22BQ314  Suggest*    that    tafer   S<  more    reliable    source    of    or  erg  (j    bit 
found. 
RAUBCHENBACHr  P.       Affiliation   Unknoun.       7V/ 11/30.       3pp. 

79122S0916   Ack    raciipt   of   remarks   n    accident   ab   TMI-2.  Foruiard*    info    re 
•vents    that    occurred    at   TMI-2. 
DENTONiH.R.       Dffica   of   Nuclear   Reactor   Regulation.       79/11/30.       3pp. 

— 791B2B0330  Approves    of   nuclear    pouer.  Recommends    that   nutlear   pousr    lie 
regulated    in    (tringvnt   manner   Si  numerous    safeguards   b« 
required. 
BCHAEFER,K.       Affiliation   Unknoun.       79/11/30.       4pp. 

7912BB0334  Ack    receipt   of   ramarhs    re    accident   at   TMI-2.  Foruiards    Info   re 
oventi    that   occurred   at   TMr-2. 
DENTDNiH.R.       Office   of   Nuclear  Reactor   Regulation.       79/11/30.       2pp. 

791S9QOS43  Ack   receipt    of  remarks   re    accident  at    TMI-2.  Foruiards    info   ra 
•venti    that   occurred   at  TMI-2. W/o    encl. 
DENTON.H.  R.       Office   of  Nuclear   Reactor   Regulation.       79/11/30.       2pp. 

r~ 79122SOSS1    Btllevei    that    nuclear    inergu    e«po»BB   cltiien*    to 
unnecessary    riiks.Oovt   not    capable   of    using    nuclear    energy 
in   safe   uay. 
KNOLL,  M.       Affiliation   Unknown,       79/11/30.        Ip. 

79iaBBOSB3  Ac>   receipt   of   remarks   re   accident   »t    TMI-3. Forward*    info  re 
eventi    that   occurred    at   TMI-2.  M/o    end. 
DENTQN.H.R,       Offico   of  Nuclear   Reactor   Regulation.       79/11/30.       2pp. 

— 7912200338  Comments   on   accidnnt   at   7MI-2: other    plants    should    take 
precaution!    to    prevent    similar   occurrence's. 
QANDER.S,       Affiliation  Unknoun.       79/11/30.       Bpp. 

7912100341    Forwards   updated   «vc    distribution    u«t    for   correspondence. 
Original    copy    of   correspondence    should    be    lint    to   neu 
address, 
ARNOtD.R,  C.      Metropolitan   Edlion   Co.       79/13/04.       4pp. 

79lalBQB21    Forwards    updated    avc    copy    distribution    list    for    facility. 
ARNOLD.R.  C.       Metropolitan   Edison   Co.       79/12/04.       4pp. 

7912210035  flaqutiti    that   no   radioactive   gases    be    released    from 
facility. Radioactivity   will    lower   prttductivl tu    of    farmland 
d  contaminate  produc*. 
EHIN08,J.       Affiliation  Unknown.       79/13/05.       Ip. 


— 7912310237   Discusses   questions   raised   by   TMI-2  accident  re   adequacy   of 
QA  requirements    for   design*  const  &  operation  of    plants. 
Requests    first   ti  second    tier   documents    that   describe   overall 
philosophy   b  requirements    for   agency   QA  program. 
HAASS. W.P.  Quality    Assurance   Branch.      79/13/18,       Ip. 

— 79123102SQ  Discusses   questions   raised   bij   TMI-2  accident  re  adequacy   of 
QA  requirements    for   design,  const  (•  operation  of    plants. 
Requests    first  &  second    tier   documents    that   describe   overall 
philosophy  t<  requirements    for   agency  QA  program, 
HAAB8,  M.  P.  Quality   Assurance  Branch.      79/12/18.       Ip. 


J.     Insurance  &   indemnity    information 


790B290534  Forwards    summary   of    paid    loss  J<   loss   eipansc    as    described 
in    telcon. 
MARRANE.J.      American  Hue  lear    Insurers.      79/05/23.       4pp. 


P.     Operatins    license   stage   documents  d  correspondence 


79'1109024B   "Summary    of   Operating   Experience  H/fiec  i  i-culating    Steam 
Generators.  " 

EISENHUT,  D.  0.         Division   of  Operating  Reactors.       NUREQ-05H3, 
79/OJ/31.      B9(ip. 

790S220421   Foruards    info   fulfilling   requirements   described    in  790725 
deposition, 
NOVAK,  T.  M.  Ro  act  or   SyBtems   Branch.      79/03/06.       Ip. 

79120400B4  Foruards  9ECV-79-490. 

COLLINS.  J.  T.      TMI-2  DperatJana/Support.       79/JO/S2.       Ip. 

— 791204DOB6   Informs   Commission   of  planned    shipments   of    solid   rod was  to 

Prngrami  procadure*  t<  checklist  For    shipments   encl. 

DENTON.H.R.      Office   of  Nuclear  Reactor  Regulation,       8ECY-79-490. 
79/OB/1S.       13pp. 

7912040095  Requests   detailed   analysis    for    justification    of    averaging 
technique    for    in-core    thermocouples    temps. 
C01.L1N8,  J.  T.      TH1-3  Operations/Support.      79/10/H3.       Ip. 

791S040122  Foruarda  NUREQ-OBSS,     "TMI -2  Lessons   Learned    Task    Force,     ' 
Final   Rept.  " 
MATTSON-R.J.      TMI-2  LoBsont   t-earneil   Task   Force.       79/10/22,       Ip. 
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7912040077   Rosoonds    to   791009    request    for    comments    on    design   criteria 
for    evaporator    solidification    facility. Inquires    why    BUS    i» 
limited    to   use    only    55-aallon   drums. 
COLLINS,  J.  T.        TMI-a   Op  Bret  i  ons/Support.        79/10/23,        2pp. 

791SQ40116  DimttiiBBB  jneeting    on  review  ic  approval    of   TMI   recovery 
operation   procedures.  No    further    maetinja    on    topic   required. 
NSC    inspectors    will   monitor    projress    on    resolution   of 
outstanding    t  tens. 
CDLLINB.  J.  T.        TMI-a   Opera  tionB/Sunport.        Til  IO/33.        Zpp. 

791114,0314  Foruards   mat  I    presented    at   791017   meeting   w/util    in 
rtiddletnwn.PA  re  THI-1    restart    rept.  ™,.»,™        f    - 

,  J.  C,  Core    Performance    Branch.        79/10/3'?.       7pp. 


—7912280397  Respond,    to    request    for    reaction    to  *«<""«   T''*/^*   A 
not   *tr..s    enough    that    equipm.nt    could    have   been   desioned    to 
avoid    trouble.  Rapt    is    helpful    on    general    level    tc   !«»« 
helpful    on    specific    issues. 
QIL1NSKY.V.        Commission.        79/11/Q9.        3pp. 

— 79123B0406  Concurs  u/NHC    response    to   791106  request    for    views    on 
recommendations   of  President's   Commission    on  Accident    at 


TMI. Separate  view*    end. 
BHADFDRDi  P.  A.       Commission. 


79/11/09.        9pp. 


79122B0336  Reque.ts   addl    Info    to    complete   draft   safety    .valuation   on 
TMI-1   restart. Addl    info    includes   dosion    faatur.s, lolid 
raduast*   tc  tump    pumping    Si    lamplina    P™"?"™.         _ 
LEE.  J.  T.        TMI-2   Operations /Support.       79/11/14.        BPP- 


79120400941  Not  i  Pleat  ion   of    791109   mHetinfl    u/M«t  Ed    &  General    Public 
Ullls    Bvc   Corp    In  Bathanla.MD    to   discuss    proposed    plans  for 
dispoial    of   Hr-B3. 
UOLLtlER,  R.H.        TH1-2   Dpes-ations/Support.        TtflQJZV.        3pp. 

7912O40109  Foruard^    printout    frnrn  uhlch   most    prolable    cumulativ*   ilo«» 
uas    ii»rivid.  Input    TLD  data    for    upp<r   b   luuar   bound 
calciflationi   anct. 

EIBfiNHAUER.C.       Comm>rc«-  Dapt.  of  ,    Mitional    Bur*iu<   of   Standard^. 
79/1O/H9.        SOpp. 

7912070006    "R«pfc   nf    Th»  Prosidint's   Conmiiiion   on    Th>   Accldont   At  TMI: 
The    Nmd    for  ChangB.The    Legacy    of   1H1.  " 

KEMENYrJ.O.       Prmidint'i   Cofflmission    on   th*  Acci*nnt    at  ThT»»   Mil* 
Island,       79/10/30.       B09f-p. 

7912040073  Riqueit»    angin.ti-ing    evaluation    of   onc»-thTC<ugh    itaan 
a«n«r«toT    l.vcl    duo   to    791012  RC6    b   ttcam  plant   j>ar4*it.r 
d«vlation».  Tranii«nt    tPfseti    on   PCS    loop    flow  tt   aiff»r«ntial 
tenp    ihouli   also    bn   tvaLuatfld. 
COLLIHB,  J.T.       TMI-2  Operations/Support.       79/11/03.       app. 

79120400SA  R«qua«ti    englnBeritio    evaluation  of    once    through    steam 
gin.ratflr    lev»l    dm    to    791012  RCS    t,   st«am  plant   paTamttr 
dlvlaliont.  Traniiant    effacti    on   RCS   loop    flow  h   diffarintlal 
tifflp    should    alto   ba    evaluated. 
CDLLINB,  J.  T.       TMI-2  Operations/Support.       79/11/08.       Spp. 


79122B0391   Request*   util    plan*    for   accurately    quantif uing    oiygen 
concentration   of  RCS  uiithln   15  daus.  Info  n.edid   to  v«rlfu 
chemt.trg    control    program   uill    aceuratelii    predict   corrosiv. 
•ctivitil    of   primarg    coolant.  lo,.,/.-        -inB 

CDLLIN3- J.  T.       TMI-2   Dparnt ion*/Bup por t.       79/11/13-       Jpp. 

7912280362  Discuties    tiraelines.    of   opening    Dicag   Heat   Valvas    (DHVl    I   I 
171.Pr.matur«    openina    of   DHV    1    fc  DHV    171    would   not    b. 
co»i«i*tint  u/ALARA   principles    r«   maint   beinfl    performad    tn 

DHV   3  area.  ^        ,„,.,,,.         .._ 

CDLLlN3,d.  T.       TMI-S   Dperationf/Bupport.       79/11/16.       «pp. 

7912040104  Forward*    tachnieal    evaluation   summary    of   uinteriiation 
rsquirements    for   temporary    »olid   waste   stagino    facilltu. 
External   heat  sourca   for   liners   unnece«sarg.  ' 

DEvINEij.C.-    MIL80N.R.F.       General    Public   Utilities   -  OPU  Service 
Corp.       79/11/17.       I4pp. 

7912040136  Forwards   NRC  79101B   order   for  mod    of    licani.,Tech   Specs   I. 
n«gative   declaration   ro    u«e    of  EPICOR-II    tgt   for 
decontamination    of    intermediate    level    raduast*  uater   *t 

VDLLMER.R.  H.       TMI-B   Operations/Support.       79/11/19.       lp. 

--791204014B  Order   for  mod   of   licence  to  add  EPICDR-I1   difcharae  path* 
to   Tech    Spec. .Hearing    may    be   requaited   within   HO   day. 
DENTON,H.  Ft,       Office   of   Nuclear  Reactor   Regulation.       79/1O/1B.       Opp, 


79121301B4   ForuiariSs    aummarit    of   Teknikror    R«s.*reh.  Ine    study    °*    lictnue 
-renuUtory    p.rf  armance    ovaluatioti   t  T»kn,«kron   draft    rejit   r« 
operating    r«actor»   u/B(.U   nuclear   stsam    aupplt)    iijs.  Riqueit* 
eanui.nt*.  W/o   *ncl. 

BTELLOiV.       Dffict   of    Inspection   t  Enforcement,    Orflc*   of    tn» 
Director.       79/11/08.       2pp. 

To-lBOIOOt?  Requtiti    documenUtion    tdentifltd    in    ltei*i    1-6  of   790822 
nemo   eommittina    to    e.  tensive   QA  i.  QC    of  HOUR    tys.  Also 
requ«it*   notification   uh*n    weld*   have    b»«i    finished:   & 
hydrostatic   i    startup    test    procedure!    have    bean   submitted. 
COLLINS,  J.  T.       TMI-2  Operat  1  ons/Bupport.       79/11/09.       Spp. 

79121001B9  Dlicuases   NRG   7-91101    meeting    id/representatives  of   N9S9 
vendors   tt   fuel    supplier*    re   dUcussion   of    respective 
portions    nf    ECCB   evaluation  models    de-aling    ui/fuel    cladding 
i  well  ins   &    incidence    of    rupture.  vendor   retponse*    »nel, 
EI6ENHUT,  D.  0.,        Division    of  Operating    Reactors.       79/11/09.       63pp. 

—  79121002B3  fifrspondt    to   NRC  7911O1    request    r»  noncampH»nce    of 

M«*tlnghou*e   ECCB   evaluation    model    under    i-«quiT«m»nts 
of    10CFR30  App   K.  Evaluation    o.f    three    futl    rod   *odeli 
Indicalei    no   safety    problem*    for   Uastlnghoui"    plants. 
AND-EHSOH.  T.  M.       Heitirghou«e   Electric   Corp.      79/11/02.       4pp. 

—  7912100330  Responds    to    NHC  791101    requoit    re  DRNJ.  cladding    iwelllnn  I- 

rupture    data.  Review   of   analgtlcol   models    fc  tests    indicate* 
compliance   ui/lOCFRSO   App    K.  M  1   OE  so""    for   calculated    peak 
cladding    temp    remain    unchanged. 
BUCHHQL7.B.  H.       Oeneral    Electric    Co.       79/12/07.       2pp. 

—  7912100407  Forwards    rttponse    to  NRC  79I1O1    requeit   re  rod    sur«t   teat 

data-Concludti  that  data  properly  raprei«nted  b(j  fuel  model* 
used  In  vendor  evaluation  moJeli  I.  that  analgits  d«*on«trate 
•  11  criteria  of  10CFR30.  46  iatlifi»d. 

OHBLEY.O.  F.  E*«on  Nuclear  Co,.  Inc.  (tubs,  flf  Exxon  Corp.). 
79/11/02.  3pp. 


—7913040130  Tech    Specs   amending    OL    for   EPICOR-II    b 
*     Metropolitan  Edi*on  Co.       79/10/18.       Bpp. 


79122B0369  Notifies   that    no    longer   ntcnssarg    to  oak.   radundant 
notifications, due   to   realignimnt    of  NRC   personnel. 

aroaniiational    chart    inel. 

CDLLINB,  J.  T.       TMI-2  Op  »rationt/9unport.       79/11/19.       4pp, 

79122B0433  Aek    receipt   of   791107    Itr  rsaf f Irisino    that   «11    HEPA   filter* 
go    to   DOE   filter    testing    *tation    prior    to   use    in   facilities. 
Recognlies    that   vendor*    t«»t    filters    In   accordance 
u/MIL-F-SlOiB  I.  MIL  BTD-2B2.  „„...- 

CQLLINa,  J.  T.       TMI-a  Operations/Support.       79/11/19.       lp. 

7912040OB3   Statement    of    policy    h  notice    of    Intent    to.  pr«p«re 
fronrammatic   EIB.  Statement  ulll   provide   overall   «tudu   of 
ddcontamlnation    di«posal    proeais.  • 

CHILK,  B.  J.      Office    of    the    Secretarg    of    the   Commit*  ion. 


7912040100  Responds   to    telegram  re   release   of  Rr-BS.  NRC   evaluation   of 
anvlrnn   Impact  will   precede   any  radioactive  rileat*.  Forward* 
environ   asst»*ment    of    use    of    EPICOR-II.  H/o   •"  =  »•  ,„„,/.« 

VOLLMER,  R.  H.        Assistant   Director   for  Bustems  t  Projeete.      79/11/B3. 
lp. 

79122B0430  Acfc    racelpt   of   draft   radiation    protection   plan    for   TMI-3. 
Comments  withheld  pending  791128   final   rept.Assu™.*   «•*' 
document    addres«ing    TMI-1   uill    also    be   submitted    on  791189. 
COLLINS,  J.  T.       TMI-2  Operation«/aupport.       79/11/23.       ip. 

— 7912230437  Forward*  draft  radiation  protection   plan  ra  791119 
dlicuifJon.Raquemt*    comment*.  Final    document  will    be 
submitted   on  79112B,  ,..,„. 

HEWARD.R.M.      Metropolitan   Edi«on  Co.       79/11/21.       23an. 

791S2B0444  Forwards  *valuatlon  of   con«equinee*  of  dapr«««uriiina  RCSt 
using   hgdrofltn  gas   vol   that   e«ists   In  control  rod   drive 
mechanism  region  of  reactor  ve«ial. 
COLLINS,  J.T,       TMI-2  Op»r*tioni/Support.       79/11/23.       lp. 


79122803BO   "Prel lmln*rij    Analytls   &  View*    of  NRC    on  Rieommendatloni 
Prasldent'*  Coimnmliflon   on  Accident  at   THI.  " 
»      Commission.       79/11/09.       33pp, 
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7*712310446  Reipondi   to  NRC   791012   Itr    to   JO  Horbein   re    natural 
circulation   operation   procedure*.  Agree*   that   SO  gpm  Pill 
rat»   limit   inadequate   h  ulll   add    lection   to   Procedure   R-2- 
79-O49.  Mimo  will  be  Itiuid  on  turbine   bupan  valve. 

WH,BON.R.F.      Oeneral   Public   Utilitlei   -  OPU  Sarvica   Corp.       79/11/27. 
4pp. 


— 7'7iaQ4Q'179   IE   Imp   RffjJt*   SO-2B9/79-1S  *   SO-3BO/79-22- None omplianca 
noted:  untDntro  1  la<t    high   radiation   *re*«,  failure   to    uia 
breathing   air    iu,i    properly   b   improper   calibr   of    equipment 
mad    to   rnaasur*   airborn*   concentrat  lone. 

CROCKER.  H,  H.  ,     HAVEFIKAHP,  D.  R.  ,    NEELY.D.R.  Region    1,     Ph  1  ladtlphi* 

Office   of   the    Director.      79/09/18.       3Bpp. 


7912290324  Requtftti   up proved   vanion   of    "Technical   Plan   for   THI-S 
Recover""   tt  eitimated    ichedule   for   decontamination   effort   up 
to  lc   including    fuel   removal    &  RC8  decontamination, 
VDLLMER.R.H,      TMI-2  Operatloni/Support.       79/11/39,       5pp. 


791SBS0330  Forward*    IE    Inap   Rapt   SO-320/79-24    on   790903-06.  No 
noncomp  1  iance   noted. 

CARLSON,  R.  T.  Raglan    1,    Phi  ladilphla,    Reactor   Com  true  ti  on  «. 

Englnaering  Support   Branch.       79/10/13.       2pp. 


7918120401   Forward!   updated    ivc   diitribution    lUt.  NotiPiei   of   addretti 
chant*   'or   original   correipondance. 
ARNOLD, R.C.      Metropolitan  Edlion  Co.       79/12/O4.       4pp. 

7918130435  Forwardi  radiation   protection   p Ion. Plan  will    be   Chapter   1    of 
Radiological  Control*  Procedure  Manual. Radiation  plan  for 
Unit    1   ulll   be   part   of  reitart   •ubmlttal. 
AflNOLD.R.C.      Metropolitan   EdUon  Co.       79/12/O7.       Ip. 


— 7912130441   Radiation   protection   plan, 

HEWARD,R.H.~,    ARNOLD,  R.C.      Metropolitan  Edlion  Co. 


79/13/07.       10pp. 


791S1004B3  Forward  i  draft  "Oro/anliation  Plan."  at  diicu^ted  791310  u/ 
0  Brlnkaan.  Alia   forward*    tuggeited    change   page   to   propoietf 
recovery  Teeti  Bpece,  Section  6.0. 
HILBONiR.  F.      Metropolitan   Ed;  Icon  Co.       79/13/11.       Ip. 


—7913180491   "Organiiation  Plan," 

*     Mttropolitan  Ediaon  Co.      79/12/11. 


4pp. 


—  79121BO492  Bugjetted   change   page   to   propoied   recovery   Tech   Spec*, 

Section  A.  0. 

•      Metropolitan  Bdlton   Co.       79/12/11.       Ip. 

7919270202  "8usm»nj  Technical   Plan  for  TMX-3  Decontamination  li 
Defu*ling.  " 
»     Matropolltan  Edlion  Co.      79/12/12.       91pp. 

79121BO42B  Forward!   juitlf  Itation   for   reducing   mln   boratad   water 
•  toragi  tank  vol   from  390,000  to  100,00  galloni.  Rio.u*«tt 
that   tank   bo   drained   to  within   allowable   limit*  b   that 
EPICOR-II   procened   t  boratad   water   b«   uied    to   fill   tank. 
UIL8W,fl.F.      Metropolitan   Editon   Co.       79/12/13.      4pp, 

7912270249  Foruardi  nodi  to  propoied  Toch  Spnci  r»  efficient  nparatlon 
of  plant  operation!  review  committee    during  recovery. 
MlLSWiR.F.      Hetropolitan   Editon   Co.       79/12/2O.       Ip. 

—  7912370293  Modi  to  Section  6  of  propomed  Tech  Speet  for  plant 

of»r*tloni  review  committee. 

e     Hitropolltan  Edlion  Co.      79/12/30.      3pp. 


—7912280343   IE    Imp   R»pt    90-320/79-34   on   79O9O3-OA.  No   noncompliane  e 
noto.  Major  area    imp  acted:  fabrieatldii   l<   tatting    of 
mint-decag   luat    romoval   JIJB. 

WALTOM,  8.  Region    1,    Philadelphia.    OFCIci    of   the   Director. 

TRIPP.L.  Region    1.    Philadelphia,    Reactor   Construction   b 

Eng  inter  ing    Support    Branch.       79/1O/09.       3pp. 

7913290379  Forward!    IE    Insp   Rept   SO-320/79-1B   on  790705-Oi  &    11-13. 
No  noncnmp  1  lance   noted. 

CARLSON,  H.  T.  Region    1,    Philadelphia.    Reactor   Construction   & 

Engineering  Support  Branch.      79/10/19.      2pp. 

—  79122B0392   IE    Imp  Rept   SO-320/79-1B  on   790705-06   b   11-13.  No 

noncomp  11  ante   noted.  Major   areai   Inipac  ted:  modi   of   varlou* 

igi    to    provide    Ions-term  eaoling   of   reactor    core   ti 

ictlvltlei  n   mods    under   emergoncy   condition!. 

JEftNI0AN,E.  P,  Region   1,    Philadelphia.    Office    of    the   Director. 

TRIPPiL,  E,  Region    1,    Phlladelphlti,    Reactor  Construction   t 

Engineering   Support   Branch.      79/1O/1B.      9pp. 

7912040131    Forward  *    «pecial    Imp   repti    to   SC   D»pt  of   Kialthi.Aup    197?, 
NRC  conductid    ipecial    inxpi   of  Nuclear   Englneerinfl   Co 
burial    ilfcei   in   Statoi   of  UA  h  NV  to   obtarve    arrivals   of 
raduattte    Bhipmanti    from  TM1-2.  W/o   encl. 
KEfiR,  8.  M.         A!*lit«nt    Director   for   State   Agr«enianti   Projrame. 

79/n/oa.     ip. 

7913040L40   Forward*    sp»e  1*1    imp   reptt    to  HV  Dapfc   of  Human   Re»ourc»i. 
In  Auo,    1-779,  NflC   conducted   ipecial    Intpi   of   Nuclear 
Engineering  Co  burial    ittai   in  State*   of   MA   &   NV   to   obierva 
arrival*    of  raduioite   iMpmentt   from  TMI-2.  H/o    encl. 
KERRiD.M.         Aniitant    Director   for  State   Agjreinint-i   Prngrama. 
79/ll/OB.       Ip. 

791S10040B   Forward  B    IE   Bulletin  79-02,  Revii  ton   Si    "Pipe   Support   Daie 
Plate   Deilgni   Uaing   Concrete   Expamlon   Anchor   ttolt*.  "   No 
written   reiponie   required. 

DRIER,  B.H.  Region    1,    Philadelphia,    Office   of    the   Dlractor. 

Ip. 


791HOS0260  Forunrili    IE  Info  Notice  79-37.    "Bfcoam  Generator  Tube 
Rupture*  *t  Tuio  PHfl  Planti."  No  retpanaa   raquirad. 
ORIER.B.H,  Region    1,    Philadelphia,    Office   of   the   Director, 

79/11/14.       Ip. 


7913270343  State*    Intention   of   relenting    ilx    itorage   cell*   on   791321 
ta  hold  anticipated  EPICOR-II  r**in,  Condition*  outlined: 
c«U   dralm  fc  drain  tut  line    Into  tump  to  fae  plugged  d  Rrn-l& 
portable  radiation  alari  unit  to  be   Installed   In  aunp. 
MILBDN.H.F.      Metropolitan  Ediion  Co.      79/1&/2O.      4pp. 

791B28O999  Foruardt    ichedule    Info    for   recovaru    program  repti   reauiited 
bv  NRC  791203   Itr. 
MIUflONiR.F.       Metropolitan   Edlion  Co.       79/12/21.       4pp. 


7912100127  Forward*    IE  InPo  Notice   79-28,    "Overloading    of   Structural 

Elenanti   Du«  to  Pipe  Support  Loadi.  "   No  re*pon>e  required. 

QRIER.B.H.  Region  1>    Phlladalphla,    Office   of   the   Director. 

79/11/16.       Ip. 

79122B026&  Foruardi    IE  Circular  79-83,     "Stroke   Time.!   for   POMBF  Operated 
Relief   Valva.  "   Mo   written  reipoma   required, 

ORIER,B.H.          Region  If    Phlladalphla,    Office  of  the  Director. 
79/11/14.       Ip. 


Q.    Inspection  report*,    IE  Bulletin*  l<  corre»pondence 

7912200284  Forward!  combined    IE  Imp  Ript.  50-289/79-17  d  flO-320/79-19 
on  790717-19.  No  noncompliance  noted, 

CARLeONiR.T.  Region  1,    Philadelphia,    Reactor  Construction  h 

Enalneirlng  Bupport  BrencJi,      79/09/2A.      Spp, 

-- 7913MQ301    IE    Imp    Repti   30-M9/79-17  i   80-320/79-19   on   790717-19.  Mo 
noncaaaliance   noted.  Major   area*    Inspected: fire   prevention   * 
protictton  projrawi outittndlng   IttMi   In   ar*a  of   fire 
protection  ti  control  room  panel   electrical   flrt. 

KOL.TAY.P..    CHAUDHAHY,  B.  K.  Region    1,    Philadelphia.    Office   of   tha 

Director.      EBNETER,  8.  D.  Region    1,    Philadelphia,    Reactor 

Construction  ti  Engineering  Support   Branch.      79/09/26.      3pp. 

79ia04QJ4*  Fornardt    IE   Imp    Kept.    90-W9/79-18  l>  30-320X79-22   on 
77G7iB-O814. 

flRIER.B.H.          Region  1.    Philadelphlej    Office  of  the  Director. 
79/10/01.      2pa. 


791211041B  Foruardi    IE   Info  Notice   79-27,    "Laie    of   Nomaf  etu~Relat*ri 
Reactor  Coolant  Bui   Inetruaantatian  During   Dperatlon.  "  No 
•  pecifit  action  or  reipo<n*e  rao.ulrad, 

DRIER,  fl.H.  Region   1.    Philadelphia,    Off  lea   of   the   Director, 

79/11/19,        Ip. 

79120S0248  Forward!    IE  Bulletin  79-26,     "Boron   Lou   From  UWR   Control 

81td«*.  "  No  retpome  required. 

OflJER,B.  H.          R»oion  1.    Phi  Udilphia,    Office  of   the  Director, 
77V  11  /BO,       Ip. 

79ia040B7i  Foruardi   IE  Circular  79-S4,    "Proper   Imfeallatlon  ft  C*libr   at 
Cora  Bnrau  Pip*  Br«*k  Detection  Equipment   i»n  BWRi.  "  Mo 
reipoma   requlTad. 

OFIER,  fl.H.  Region    1,    Philadelphia,    Of  flea   of   th*   Director, 

Ip. 


7913110054  Forward*   IE  Circular  79-23,    "Motor  Btirter*  &  Contactor* 
Failed   to  Operate."  No  retpon**  raquirad. 

ORIERiB.  H.          Realon    ii    Philadelphia,    Office  of   the  Director. 
79/11/26.       Ip. 
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7913E6Q204   Forwards     IE    Into    Notice    79-31.     "Use    of    Incorrect    Amplifii 
Response    Spectra."    Ho    urttt-en    response    rei|uir  ed. 
GRIEF).  B.  H.  Region    1:     Pti  i  1  adelp  h  ia,     Office    of    the    Director 

79/12/13.        Ip. 


c  orrosp  ondenc 


7912040090   Grants    request     For    antensinn    to    BO 0-601     Far    submitting    annual 
radiological     envirun    operating    rept    for     1979. 
COLLINS,  J.  T.        THI-?   Op  9  rat  Ions/Sup  port.        79/11/13.        3pp. 

S.    Fleportable    occurrences,    LERs    &   related    correspondence 

791204QQB3   PWJ-79-003:  on    771027.  fire    deluge    sys     in    B    natural    draft 
cooling    tourer   at  tuafced.  Ac  tu-atl  on    of   all    three    pou«T    firo 
pumps   resulted    In    overheating    of    Fire   pump    B.  Due    to    cooling 
water   supply    line    rupture. 

CuNTEpR.J..     MCCAUGHViR.  W.  ,     CD.L1.1N3.  J.  T.        Office    of     Inspection   1 
Eof orcementi     Office    of     the    Director.        79/10/29,         Ip. 

79I2iauOSl    PNO-TMl-79-05:  on    791121, RH   Vollmer   A    JT   Collins    will     atto-nd 
briefing   on    current   TMI    activities    in  Annapol  i  s.  MD,  Brie  f  i  ng 
sponsored    tiu.    St.ite    a*   iHD   6   Liill     include    repreientatl VHS    Prom 
Met   Ed. PA   Qppt   of    Environ   Resource*   d  NHC. 

CQLLIN3,  J.  T.       Office   of    Inspection    f,  Enforcement.    Office    of    the 
Director.       79/11/31.       Ip. 

7912310337  Forward*    dtise    assessment    from  790323    entry    into  TMI-2   fuel 
handling   tltfg    north   makeup    va-lve    room    to   Biamine   ti    tighten 
lealing   makeup    valves. Detai I ed    revieius    conducted    bg 
rad  lot  ogle  a  1    ens  ineerinj    pers-onne  1 . 
WILSON. R.F.        Metropolitan    Edison   Co.        79/13/03.        60pp. 


T.     Hearing    transcripts   on    nun-antitrust   matters 


— 79iaO40ilB    Advises    of    Class    9    status    of    TMI    accident. 
SMITH. D.H.        Hearing    Branch    2.        79/09/1Q.        Ip. 

— 7912010126   Requests  written    eiplanation   for   rec lassi f icatlon   of    TMI 
accident    as   Class   f    occurrence. 
LAOOMARSINQ,  B.        House     of    Rep.        79/01/13.        Ip. 

791212053B   Responds    to    791O03    llr   re  AD  Motham  request    fur    improvement 
in   operator    training.  Forwards  NRC   79O917  S.  27  responses    to 
AD  Hotham. 

QOSSICK.  L.  V.        Office     of     the    Eiocutive   Director    for    Operations. 
79/10/31.         Ip. 

— 7912120532   Submits    list    of    -studies   undaruay    re    improvements    in 
licensing    process.  Fundamental    role   of   human    element   not 
over  looted . 
CuLLlN3,P.  F.  Operator   Licensing    Branch.       79/09/17.       2pp. 

--791B12033S  Forwards  AD  Hotham  790B31    Itr   re    training   fc   performance   of 
plant    workers.  Ltr   outlines    ideas  fc  suggestions    for    training 
nuclear    plant   workers.  Requests   comment. 
BVFtON.  H.O.        House    of    Rep.        79/10/O3.        7pp. 

7912040081    Requost»    opportunity    to   eipress   opinionn   re   TMI-1    restart 
before   subcommittee.  Requests   assistance    in    suspending 
restart    hearing    until    Kemeny  rept  recommendations 
impl  »mantad. 
BOTH.J.L.       Three   M1I&    Island   Alert.       79/11/10.       3pp. 

7912360353   Responds    bo    791001    Itr    concerning    releases    of   radioactivity 
to   atmosphere   &   Buaqifehanna   River.  NRC   had   authoriied    use   of 
EPICOfl-JI    to    clean    up    contaminated  mater    in  auiiliartj    bids 
taciks. 

G08SICK.  L.  V.       Office    of    tho    Enecutive   Director    for   Operations. 
79/11/1S.       7pp. 


7912040109   Transcript    af    77103O   proceeding    of   ACFIS   Subcommi  ttfle    on 
TMI-2  AciiS&nt    Implications    to  revieui  NUHEQ-OiOO    in 
Waaflinaton.OC.  Pp     1-175. 

*      ACRS  -  Advlauru    Commit to*    on   Reactor   Safeguards.       79/10/30. 
174pp. 

79120^0152   Transcript    of    791105   oeeting    of    ACRS    Subc  nimnittPH    on    THI-2 
Accidgnt    Implications    in.   Ha*h  ingtoni  DC.  Pp    1-269. 

a      ACH3   -   Advisory    Committee    an    Reactor    Safaguard».        79/11/05. 
370 p p . 

791S2B0477  Ir.anscript   of  Senate    Committee    on  Environ   fc  Public   Uorls, 
Sube  otimittee    an   Hucloar    liegulation    791108  nearing   TV   THI 
cleflnup.??    1-97. 

DIECHftMP.H,  Metropnlitan  Edison  Co.  THIEBINS.  J.  H.  Hechtel  Corp. 
WIUEOM.n.  G-enerdi  Public  Utilities  -  CPU  Service  Corp.  79/11/OH. 
E02pp, 

79C2aBO479  Transcript    of    Senate    Cninmitte*    on   Environ   tt  Public   Uorlcfi- 
SufiCOm.Tilttfle    on   Nuclear    negulation    791109   fiearing    re    TMI 
cleanup.  Pp    1-69. 

LOQHIS- P.  A,,  LEVY,  A.  Securities  &  Eichangi  Commission.  QFlrtHAH.J. 
Gonoral  Pulilic  Utilities  ~  OPJ  Service  Corp.  79/11/09.  71pp. 

79taaB0474  Transcript   of    Mac   791121    Searing    in  Harrisburg.  1'A   to    reteiv* 
testimony   on   classification    c-P   THI    790338  accident    as 
n>traDri5inari|   nu-clnar    occ urm-nce.  Pp    1-109. 

MINnaUE.R.'D.       Office   of    Standards    aavelopmont.       SULTZMflN.  J. 
Antitrust  4    Indemnity   Cruup.       OHAPARiE-l.       Office   of    the  Executive 
l.cndl    Director.        79/11/21.         110pp. 

7912260319   Forwards    Page     15   of    transcript    of    BO    Eisenhut   tiafcifnony    at 
Dec    197S  hearing    re   aircraft    crash    probability    issue. 
CHANDLER.  L.  J.        Hearing    Branth     1.        79/11/33.        2pp. 

7912380030  Forwards    corrections    to    transcript   of   791108   hearing*  before 
Subcommittee   on  Hucltar   Reactor   Regulati on, W/o    ancl, 
VOLLHEfifS.  H.       TH1-S  Op erationa/Sufiport.       79/12/03.       Ip. 


i onal/Eiccut ive  Correspondence 


7912130133  t-'Druar-da    RT  Cole  79OQ22  request    far    info   ro    verting    af 
radioactive    gases    !<  uate-r    from   Pacil  ity.  flequests   comment. 
ROTH,  U,        Ginato,        79/09/2B.        2pp, 

79130401O7  msponds    to  79O913  rpqusst    for   written    eiplanatlon  ro 
classification   of   TMI    770329   accident  as   Class    9  attlJent. 
Formards  HRC  i-D5pon«e    to    Salem   E    Board   Question   4.  FD 
Andarson   790B24  fiiemo  &  RJ  Mattson   770930  mama. 

GOB9ICK.L,  V.      Office   of    tho   Eiecutive   Director    for  Onorationa. 
79/10/03.       4pp. 


— 7912290237   Requeit    response    to   questions   re   proposed    radioactive 
releases    into    atmosphere    tt  Suaquithanna  River    in    connection 
in/cleanup    of    contaminated    uater    from  7900  a  B  accident. 
B I  DEN.  J.  R.        Senate.        77/10/01.        2pp. 

79132G0299   Responds    to    790925    Itr   concerning    comments    of   tuio   geologist* 
From   Franklin   &  Marshall    Collage  re  NRC   environ   assessment 
on    uan   of  EPICOR-I I,  NRC    Kas    authorlied    use   of  EPICDR-11. 
Forwards    NRC   reeponitf    to    public   comirents. 

QQBGfCK,  L,  U.       Office    of    the   Etecutlve   Director    for   aperations. 
79/11/13.        S7pp. 

— 7912300313  Forwards    communts    prepared    by    tuo   geologliti    from  Franklin  1 
Marshall    Collcga   re    NRC    environ  assesoment   on   use   of 
EP  ICOF1 -1 1.  fle  quests    response. 
WALKER,  R.  B.        House     of    Rep.        79/09/33.        Ip. 

7913130S41    Responds    to    Subcommittee    on  Energy   b  Environ  790713  rvquest 
For    info    re    release    of   radioactive  matls   to   environ    from 
790336-0407.  Iodine   &    noble    gases   mere    only    radioactive   matls 
of   any    contsquanc  u    that    mere   released. 
HENDHIE,  J,  M         Commission.        79/11  /SI.       Gpp, 

— 791B1303I1   RnaporUa    to   790713  request   for    info   re  release    of 
radioactive   matls    to    environ    From  7903HQ-0407.  Iodine   ti  noble 
gases    uiere    only    radioactive  matls   of   any    consequence    that 
uara  relaasad. 
HENDRIE,  J,  H.       Commission.       79/11/31.       3pp. 

— 7912130330    "Summary    of   Gaseous   RHlsasas    to   Environ   at  TMI   Durino   P«riod 
of    79032B-0331.  " 
»      Porter-Gerti    Consul  tan  tSr     Inc.       79/11/21.       2pp. 

— 7912130353  Draft    "Release   of   Radionucl ides    into  Susquehanna   Rivar    fron 
TMI    During   Period"    of    79032B-081 1,  Data   &  Analysis.  " 
PA3CIAK.  W.  ,    COMOEL.F.  J.  ,     UfiANAOAN,  D.  R.  Radiological   Assessment 

Branch.        K\JREQ-O59B.         79/11 /SI.       7Qpp. 

— 79I31303&3  Draft   rapt    "Method    for  Calculating   Doses    to  Population    fro* 
Xe-133   Releases    During    TMI   Accident." 

PASCIAH..W.  ,    BRANAOAN.  E.  F.  ,    CONOEL.  F.  J.  Radiological    AsseiBntut 

Branch,       79/11/21.       23pp. 

— 7913130371    Draft   Commission    paper   re  approval    of    Itr    to  Congressman 
MH    Udall    ti   J  Weaver    in   response    bo    info   request   cancerning 
radiological    releases    at    TMI.  Proposed   response    end. 
DENTON.M.R.       Office    of   Nuclear   Reactor   Regulation.       79/10/19.       Spp, 

— 7913130377   Requests    info    re   rad lollgical   releases    from  THI    from 
79032S-0467 

UDALL,  M,  K.  .    WEAVER,  J.       House    of   Rep.  ,     Interior   b   Insular   Affair*, 
79/07/15,        Ip. 
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7912ZB0411    Responds    to    790821     Itr    re    MA   Arsenault    79Q815    questions, 
Approi    14   mCi    of    noble    gases    &    19    Cl    of    1-131    releas»d    into 
atmosphere   in   first   month   following   ace ident.  Xe-133  uias 
detected   in  NY   several    days   after   accident. 

GOBB1CK.L.  V.       Office   of   the   Eiecutive   Director    for   Operations. 
79/11/21.        4pp. 

79122B0471   Responds   to  790516    Itr   re   constituent   petitions   requesting 
permanent   shutdown   of   facilities. NRC   mill    conduct   hearing 
print-   to   restart)   of   Unit    1.  Licenses   has   not   submitted 
proposal    for   recovery   of   Unit   S. 

OOSSICKiL.V.       Office   of   the   Executive   Director   for  Operation?. 
79/11/27.      2pp. 

— 79122B0406  Notifies   that   Executive   Board    of  East   York   Elimantarij    School 
PTA  790430  resolution   d  York   Committee   for   Sale  Environ 
petition   requesting   plant    shutdown   have    boon   forwarded    to 
Director   of  Nuclear   Reactor   Regulation. 

BHAPAR.H.K.      Office   of   the   E>ecutive   Legal    Director.       79/06/13. 
Ip. 

— 79122S04B9  Forwards   Eiecutive   Board    of   East   York   Elementary   School   PTA 
79043O  resolution  &  York   Committee   for   Safe   Environ   petition 
requesting   plant   shutdown.  Requests   comment. 
HAMMERER.  C.      Office   of   Congressional   Affairs,       79/06./01.       Ip. 

— 7912230492  Request*   that   NRC   permanently    nhut   down   b  decommission   TMI 
fact  1 Itiei.  Risks   of   catastrophic   accident   from  facilities 
unacceptable. 

VOUNO.J.B..    SANDAB.B.M.,    HANKEV,  D.      Affiliation  Unknown.      79/03/14. 
H2pp. 


7912100189    Discusses    NRC    791101    meeting   u/TfrpresimtativBB    of  N5F5S 
vendors   &   Fuel    suppliers,   re   discussion   of    respective 
portions    of   ECC5   evaluation  models   dealing    ui/fuol   cladding 
smelling   I<   Incidence   of    rupture.  Vendor   responses   and. 
EISENHUT.  D.  G.  Division    of   Operating   Reactors.       79/11/0-9.       &9pn. 

— 7913100393  Responds    bo   NRC   79)101   request   re   non compliance   of 
HeEtinghouflo   ECCS   evaluation   model   under    requirements 
of    10CFR3O  App-   K.  Evaluation   of   three   fuel    rod   models 
indicate!   no    sainty   problems    for  nesting  tioune   plants. 
ANDERSON,  T.  M.       Westinohouse   Electric   Corp.       79/11/02.      4pp. 

— 7912100330  despond*    to   HRC   791101   request    re  ORNL  cladding   smelling   (, 
rupture   data.  Revl  eu   of    analytical   models    It   teats   indicates 
compliance    W/1OCF.R30   App    K.  Al  1    QE    specs    For    calculated    peak 
cladding   temp    remain    unchanged. 
BUCHUQLZ.H.  H.        General    Electric    Co,       79/12/07.       2pp. 

— 7912100407  Forwards    response   to   NRC   791101    requf-al   ro  rod   burst   teat 
data.  Concludes    that   data   properlg   represented    bg   fuel   models 
need    in  vandor    evaluation  models   &  that    analyses   demonstrate 
all   criteria    of    iOCFR&O.  46   satisfied. 

DHSLEY.Q.F.        Ei7on    Nuclear   Co.  i     Inc.     <sut>s,     aP   Euan   Corp.). 
79/11/02,       3pp. 

— 7912100456  Fortiards    addl    Info   re   evaluation   of   impact  of   NHC   proposed 
rupture/blockage   model    used    in  vendor   evaluation  model. 
No   advene    impact    Fran   ncu  rupture   burst    data   or   use   of  NRC 
rupture/blockage   model    on   licensing   calculation  results. 
OUBLEY.  0.  F.       Elxon   Nuc  lear   Co.  ,    Inc.     (subs,    of  Exxon  Corp.  ), 
79/11/04.       32pp. 


-791E880493  Ack   receipt   of   790316   Itr   Foruiardino   Executive   Board    oP 
East   VorV   Elementary   School   PTA   790430  resolution   fc  York 
Committee   for   Safe   Environ   petition   requesting   plant 
shutdown. 
HAMMERER, C.      Office   of   Congressional   Affairs,      79/Ot/Ol.       Ip. 


DOCKET  50-321   EDWIN   I.    HATCH  NUCLEAR  PLANT,    UNIT   1 

F.    Security,    medlcali    emergency   b   fire   protection   plans 

7912300399  Notifies  that  NRC  guides  b  criteria  cannot  be  Adequately 
incorporated    into   site   emorgencg   plan   before   000101.  Requests 
delay    in   submlttal    data    for   revised   emergency   plan   until 
BOO131. 
KELLY,  R.  J,       Oeorflia  Pouier   Co.      79/10/20.       Ip. 

7912200022  Discusses  NRC   791109  meeting   r>   emergency   preparedness    teem 
review   objectives. Provides   guidance   for    improving    licensee 
emergency   preparedness   &   assuring    capability    of   offflite 
agencies   to   take   appropriate   emergency   actions. 
ORJMEfiiB.K.      Emergency   Frnparednsas   Task   Force.       79/11/23.      SOpp. 

Q.    Ad judicatory   correspondence 


7912260131    Forwards    safety    evaluation  of   utll    request   for    change   in 
Tech   Spacs  re   adjustment    of  average   pouar   range   monitor 
setpolnts. 
LAINAS.  0.  Plant   Systems   Branch.      79/11/27.      app, 

— 791S26O1&4  Safetij    evaluti.on   limiting   util    Tech   Spec   change  request. 
Deviation   from   average    power   range  monitor   calibr   procedures 
during    full    pouier    Inconsistent  u/lEEE  277. 
»          Plant   Systems   Branch.      79/11/27.       2p». 

7912050150   Foruiarda   Amend    4    to   "Spent  Fuel   Pool   Hod,"    included    as   part 
of   790709  application   for   expansion  of   spent    fuel   storage. 
Prepared    in   response    tc    NRC   791101   request. 
KELLY,  R-J.      Georgia    Pouer   Co.       79/11/30.       2pp. 

— 79120SQ135  Amend    4    to   "Spent  Fuel   Pool   Modi  "   design   rept   fc   safetu 
evaluation. 
«     Oeargla   Pounr   Co.       79/11/30.       14pp, 

7912050333  Commits    to    add  1    confireriatorij   condensation   oscillation   tests 
In   full-scale    tost    faci  1  itij,  outlined    In   OE   791130  Itr  ra 
Mark    I    containment    program. Schedule   for   submlttal   of   plant 
unique   analysis   will    be    provided    follauin-g    NRC  resolution. 
KELLYiR.  J.      Deorgla   Power   Co.       79/11/30.       2pp. 


7912060120  Order   dismissing   processing.  Intevanor   Diorgians   Against 
Nuclear  Energu   participation    in   proceeding    terminated. 
OROESMAN.H.      Atomic  Safety  and  Licanilno  Board  Pnnel.      79/11/16. 
2pp. 

791811003Q  Confirms   receipt   of   end    790329   petition   to   suspend   QL*    for 
all   PHRs.  Forwards  FR  noticv    Indicating    ttint   petition  mill    be 
treated    in   accordance   u/lOCFRS.  BOA. 
DENTON.H.R.      Office   of  Nuclear   Reactor   Heaulotion.       79/11/R3,       Ip. 

— 7912110126  Notice   of  request   for   action   pursuant   to   10CFRH.  B06  re 
Environ  Coalition   on  Nuclear   Pouar   790329  petition 
requesting    suspension   of   all   DL*    for   PHRs. 

HULLERiD.R.       Office    of  Nuclear   Reactor   Regulation.       79/11/23. 
39pp, 

H.    Oeneral  correspondence 

7912100139  Requests   that   RJ  Kelly   replace   CF  Hhitmer   as   addresses    for 
all   correiponddnce. 
EHRENBPERQER,  H.       Deorgla  Pouer   Co.       79/OQ/22.       Ip. 

P.    Operating    license   stage   documents,   fc   correspoindance 

7911O9024B  "Bummii-u   of  Operating   Experience   H/Reclrculating   Staam    . 
Oeneratara.  " 

EISENHUT,  0.0.         Division   of   Operatinp   Reactors.      NUREO-OBS3. 
79/01/31,       B9pp, 


7912190164   Req,ue-sts   pigment   of  Class    I   b   111    amend    fees   for  revleu   of 
790Q17   security    personnal    training   t,   qualification   plan. 
D10SB,R.  M.  Licensfl    Fs-e    ManafJBmant   Branch.       79/12/06,        Ip. 

7912H0321   Foruiarda   vppt    "Ailequacij   of  Station   Elaetrlc   Dia  trihution 
Sys  Vol  tage.  " 
HELLY,R.vJ.      Georgia    Pouar   Co.       79/13/07.       3pp. 

—  7912140336   "Adequacy    of    Station   Eloctric   Distribution  8yi  Voltngo.  " 
tt     Omrgla   Pfmiar   Co,       79/12/07.      87pp. 

7913270319   Confirms   c  c-mmi  tment*    In  response    to-   short-terra 
recommendetlonE    at   TMI  -2   Lessons  Learned   Tas*  Force  -on  mod 
of  automatic   valve   -ruopening   circuit.  Mori    to   be   complited   by 
yOQlOl   qr   prior    to    critical    operation. 
HELLY.R.J.       Georgia    Power    Co.        79/1H/2O.         Ip. 


0.     Inspection   reports.     IE   Bulletins   It  correspondence 


7912040007   Forwards,   response    to   790702   Itr   &    IE  Bulletin  76-14   re 
verification   of    seismic    analgsla   as   modified   by   790727iOB15 
fc  0907   Itrs.Rept    describes   resolution   of    items   in  Unit  2 
program.  Verification   at    unit   analysis   delated.  H/o  end. 
.A,       Georgia   Power   Co.       79/11/OB.       2pp. 


7912110095  Forwards.  790921   response  .to   IE  Bulletin  77-19. 

"Packaging   of   Lou-Level    RaduiastB   for  Transport  ti  Burial.  " 
WIDNEfi.W.A.      QeorgJ*  Powor  Co.      79/11/Oa.       tp. 


7912180083  Forwards   request   for   addl    info   about   containment   purge   8. 
vent   sys   re   util    plans   for   unlimited   purging. 
LAINAS,  0.  Plant  Systems   Branch.       79/11/06.       3pp. 
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79120i014B   Forward.     IE    Info   Notice    79-I2A.     'Attuipteif    Diflag*    to   New 
Fuel    A»«emb  lie*,  »    Mo    ipecific    action   or    reiponfte   required. 
D'fiElLLlV,  J.  P,  Region    S,    Atlanta,    Office  of    the  Director. 

79/11/09.       2pp. 

7912100184  Forwards    IE    Info   Notice   79-28,     "Over 1  Dad Inj    of  Structural 
Elijsunti   DUB    to    Pip*   Support    Load*.  "   No   reir-onl*  required. 
O'HEILLV. -J.  P.  Raglon   2,     Atlanta,    affica   of    the  Dir.ctor. 

79/11/16.        Ip. 

7912110368  Forward*    !E    Info  Notic*  79-29.     rl_o««  of  Noniaf  *ty-RalatBd 
Reactor   Coolant    Bys    Initrunnntatlon  During  Op  «r  at  ion.  "  No 
specific   action    or   rniponse    required. 

O'REILLY.  J.P.          .Raglan   3.    Atlanta.    Office   of    thB   Director. 
79/11/16.        3pp. 

79120AQ617  Forward!    IE  Circular   79-24,     "Proper    Installation   fa  Callbr  of 
Core   Spray    PLpa   Braai    DBttctton  Equipment   nn  BMRi.  "    Mo 
reepo-niB  required. 

O'REILLY,  J.  P.  Region   S,    Atlanta.    Dtfica  of   thn  Director. 

79/11/26.        Ip. 

7912110149  Forwards    IE  Circular    79-23-     "Motor  Starters   t  Contactor» 
Failed    to  Operate.  "   No  T»tpon«.n  required. 
0JRE1LLY,J.P.  Ft  e  a  ion    X,    Atlanta,    QFfle*   or   th*   Director. 

Ip. 


—7'7ia050437  LER   79-093/03L-0:  on  791112.  monthly    tontn    on  Unit*    i  *  a 
liquid  r*dua*tB   radiation  man  it  en   not   porf  arms  d.  Calmed    by 
training    class    in   progress   during   scheduled    t»st   time, 
leaving    Inefficient    time   to   conplete    tout*. 
ROOEH3.  M.  H.        Oaorglo   Power   Co.        79/11/27.        2pp. 

791211O32O  Forwards   LEH  79-091 /OS  L-0. 

HANRV,  M,       Georgia   Power  Co.       79/11/27.       Ip. 

—7912110333  LER   79-091 /03L-0:  on  791106.  insurance    Invalidation  r«v»al»d 
required    panatration    iial    not    in*talled    in   2-lneh 
penetration   in   control/*vc    bldg    firewall.  Couiod    by 
•  iiintarpratnd   drawingi.  B««l   inatallad. 
COOOIM,  C.  L.       Ooprgla  Pouar   Co.       79/11/27.       8pp. 


791313042+  Forward!   LER  79-092/03U-0. 

KiWftV, M.       OBorola   Poaar  Co.       79/12/03.       Ip. 


— 7912130436  LER   79-092/03L-0:  on  791107.  prompt   notification   t el ear on  for 
LER  77-OB-J  uai  not    trantaltted   a*  raqulrvd.  C»u»«d    by    brotan 
tvlacapu  o«chin»  li   failure    to  advli*  mgt.  Proe»duro»    changed. 
CDOOIMiC.L.      Oaargia   Pougr  Co.       77/12/09.       2pp.  ! 


7912M042?  Farwardt  LEH   79-094/O3L-0. 
MAWY.H.      0-orola  POMsr   Co.      79/1K/07. 


7912190434  Foruirdi    IE  Bulletin   79-27i     "Lm*   of  Non-Cl-ass    IE 
Inatruraintatlan   t  Control    Puuir  S«i    Bui   During   Opai-ntion.  • 
Writ  tin  reijianie   rtqulrnd. 
Q'REILLy,  J.  p.  Rigion   S,    Atlanta.    OFflci    of   the  Director. 

79/11/30.       Ip. 


-791214043Q  LER  77-094 /03L-0: on  791121,  whlls  raactor   in  run  aod 
dimcavered  B  pump  running  u/o  dl*charg«  pranura  or   flaw  on 
-     local    gaugai.  Cauiad    by    hraaking    of  pu«p    lina   botton  ihaft. 
Shaft   It  auction    ball    replaced. 
NIX.R.  T.       Oeorgia  Power  Co.       79/12/07.       3pp. 


791BH10177  Foruardt    corrected    copy    of   791130   Itr  Tsipcmdino    tu    IE 
Bulletin  79-18,     "Audibility   Problem   Encountered    on 

Evacuitlon   of    Partannal    fron  High~-Malia  Ar»»«.  * 
U1DNER-H.  A.       Oaorgla   Pow.r   CP.       79/12/OS.       Ip. 

--79I22101B1    Corrected    copy    of   r»poni»   to    IE  Bullstin   77-18^     "Audi  bill  Eg 
PrablfMi   Ercourtered    on   Evacuation   of  Pereonnel    fron  High— 
Noiie  Areai.  "   Riqifaiti    addl    TO  d«i/»    to  <0"pl»tfl    ln«t»llatlon 
of   «ddl    viiual    evjcuatic-n   lignali    In   Identified    areai. 
HIDNER,  W.  A.       Oaorgla   Power  Co.       79/11/30.       Ip. 

7913310301    Foruird*    IE   Info    Notic*  79-3O.     -Rujjortlng    o*  DBfncti  t 
MoncoBjiliancei,  10CFR21.  "    No   action  required. 
O'nEILLV,  J.  P.  n*glon  2.    Atlant*.    DfFtee   of   the    Director. 

79/lS/Ob.       3pp. 

7912200038  Foruardi    IE   Bulletin  79-2B.     "PoulbU  Ha  If  unction  of  NJMCD 
Haiti   EA1BO  Limit  Gwitchei    at   Elivatsd    Teoji*.  "  Action 
niulred. 

O'REILLYi  J.P.  Region  S,    Atlanta,    pfficB    of  th«   Dlnctar. 

79/12/07.       2pp. 


7912170306  ForiMrdl  LER    79-097/O3L-0. 

MANRV, H.       Oaorgia  Pouer  Co.      79/12/11.       Ip. 


— 791917O31A  LER   79-O97/03L-O:  on  79U3D,  after   racallbr   of   P33-POOJA 
during    *t*ady    itate    power   opsration.' drywall    torui   dihudrogan 
d  diailde   analyrcri   A  I  B    Indicated   nore    than  4X  oxygan 
concentration.  Caund   by    leakage   of  otr    Into  analyiar. 
NIX.R.  T.       Georgia  Power  Co.       79/12/11.       2pp. 


7912170319  Forward*   LER    79-09i/03L-0. 

HANRViM.       Oaornla   Power  Co.       79/12/11.       Ip. 


-7912170321   LER   79-096 /O3L-0: on  791127,uhlla   ferforalng    dihydrngan 
dloxygan  analyiar   initruaant   callbri oiygan   analyiara   on 
P33-P001A  b  B  found   out  of   tolerance,  Ceuied  by   Initrunant 
drift.  Analyion   rec-alibr. 
NIXiR.T.      Oiorgla  Powar  Co.      79/12/11.      2pp, 


7918300247  Foruard*    LER   79-093/03L-0. 

HANRV.H.       Caorgia   Powar  Co.      79/12/14,       Ip. 


79122B0404  Foruards   IE   Info  Notice  79-31.    "U*«   of  Incorrect  Aaplifiod 
Rripontt   Spectra.  "   No    written  ruponii   required. 
Q'REILLV,  J.P.  n*Blon   S,    Atlanta,    DffUt  >aP   th*  Director. 

79/12/13.       2pp. 

7912280141    Faryirdi    IE  Circular  79-23,     "Bhock    Arr»»tor   Btrut  Aninbly 
Irttarfannca.  "    No  written  r«»poni.B   required. 
O'REILLY,  J.P.  Res  ion  2,    Atlanta,    Office  of    tha  Director. 

79/12/20.       4pp. 


—7912260247  LER  77-099/03L-0:  on  791136.  during   norofll   plant  opiratlnn. 
dlicovarad   that  791126  battery   Individual   ctll   •urvalllanci 
procadur*   not   parfarmed. Cau»ad    by   p*rtann*l    averilflht. 
Procedure  perforned   on  791127. 
NIXiR.  T.      Oeqrgla  Powar  Co.      79/12/14.      3pp. 


7712270472  Forttirdl    updated  LER  78-027/03X-1. 
rUNRY.H,       Oaorala   Power  Co.       77/12/17.       Ip. 


R.    Periodic    operating   report*   1<  related    correspondent* 


7912180430  Forward!  monthly   operating  rapt  for  HDV  1979. 
M««V,H,       OeorgU  Power  Co.       79/12/1O.       Ip. 


— 79121B0434  Monthln   operating  pept    for  How  1979. 

JOHNSON.  0.  L.       Ogorjla  Power  Co.       79/12/10.       6pp. 


B.    Report*bl*   accurr*ncv*,    LER*   fc  relatnd    correipondence 


7913130426  R 0-79-089: on   791104, while    evaluating    a. -built  «»lialc  piping 
t   tupportvi haad   v*nt   lint  portion   of  RHR   head   tprag   piping 
i   bypaii    to   eon denier    valve    cheit    found    uniupporteri.  Caui«d. 
by   oielnlnn  of   tupport*  fro*   imtifn. 

.      0»orgl«  Poyni-  Co,      79/11/06.      3pp. 


—7912270477  Updated   LER  7B-027/O3X-1:  on  7BOS02I  hangar  E11-RHR-H97  on 
RfW  ivc  yater  nutlet  iron  heat  nchanger  found   broken. 
Caueed   by   ih»ar»d   tupport  rod  ti  diiengaged   taddle  bolt.  • 
Baltch   replaced. 
COWIN.C.L.      Oaoral*  Power  Co.      79/12/17.       2pp. 


7913270482  Forward*   LER    79-Q98/01T-0. 

flanrgl*  Power  Co.      79/13/17. 


Ip. 


—  7913270489  LER   79-098/Q1T-0:  on  79121O.HPCI    *\|*   not   proven   Inope 
requirad    by  Tech    Bp*c*.  Cauied    by    failure    of    ptrionn*!    to 
con*id«r  reactor   core   isolation  cooling   tyi   Inoperable  after 
trip  on  high   turttln*  exhautt  pra*»ur«. 
BAXLEY.a.  X.      fleorgia  Powar  Co.       79/13/19.       3pp. 


7913310429  Forward*  LER   79-100/03L-0. 

HANBY.M.      Oeoryla  Pou.r  Co.      77/12/20.   '  Ip. 


79120S04SO  Forwards  LER    79-093/03L-0, 

MAMRV.M:      Oaorgla  Pouer   Co.       77/11/27.       Ip. 


-7912310430  LER  79-100/03L-0: on  791211i during   iteadu   itat.  pouar 
optratlon.LPCI   contalnmnt    t»olation  valve  E11-F0198 
determined  to  be   leaking.  Cauied  by  valve   feat  being   galled. 
Corrective  action  not  couplet*. 
COWIN.C.L,       Qeargla   Power  Co.       77/19/19.       3pp. 


DOCKETED  ITEMS 


149 


7912310415   Forward!    LER    79-099/03L-0. 

MAMRY.M.        Qaorgia   Power   Co.        79/18/27.         Ip. 


— 79123104BO  LER   79-099/03L-O: on   791206,  while    perfofBlna  Procedure 
HNP-1-340S  a/Tea  ft  or    In   run  mode, stack    inlet  valva    failed    in 
cloud    position.  Caused    by    limit    switch    In    control    circuit 
not  «*klng   proper   contact.  Limit    twitch   adjusted. 
MIXiR.T.       Georgia  Power  Co.       77/12/27.       2pp. 


DOCKET   30-352  SHQREHAH  NUCLEAR   PDHER  STATION 

A.     Application/construction    stage   documents   b   correspondence 

790BQ7O310  Forward i  NURE0/CR-0&&0.    "Enhancaaient   of  Qntite  Emergency 
Dieiol    Oenerator  Reliability.  "   Request*    comments.  Ufa   end. 
UA&SALLQ,  D.  B.  Assistant  Director   for   Light  Ha  tor  Reactor*. 

79/04/16.       3pp. 

7912110011   Forwards  NRC   position   on   status   b  applicability    to   pending 
DL   application*   of  result*   of  TMI    follouup   actions.  Outlinei 
addl    short-term  actloni    to   be   taken, 
VAS3ALLO,  D.  B.         Division   of  Project  Management.       79/O9/27.       41pp. 

7912110264  Discusses  NRC   plane    to   use   generic    analyses    to  develop    aarlu, 
verification  program  to  resolve  ATWQ   issue  for  PHRs  ti  BURs. 
Success    at    program  depends   on    industry    response,  Supports 
formation  of  owner*  groups   to  provide  necessary   info, 
DENTON.H.  R.      Office   of  Nuclear  Reactor   Regulation.       79/10/17.      3pp. 

7713130123  Forward*    proposed   Revision  2   to  Rag    (Hilda    1.77. 

"Instrumentation   for  Light  Water  Cooled   Nuclear   Power  Plants 
to  Alien  Plant  b  Environ*  Condition!  During   fc  Following 
Accident,"   Requests   comment*. 

VAROA.  8.  A.  A*«istant  Director    for  Light  Ha  tar  Reactors.      79/11/33. 

3pp. 


—  7912060079   Second    stipulation    ro   Suffolk    County    contentions.  Contains 
applicant    agreement    to   neat    certain   conditions   an   DCS 
leakage.  Mill    particular!™    unresolved    contentions. 

REVELY.H.  T.       Long    Island    Lighting  Co.       LIKE.  1.      Suffolk   County,     NY. 
HDEFLIHO,R.  K.        Hearing    Branch   4.       79/11/O8.       4pp. 

7912O&O0&O  Memorandum    seeking    explanation    by    parties    of  771105   second 
stipulation    re  Suffolk    County    contentions.  Quest  Ions  uhether 
Footnote  a,  Page  2,  should    be    Incorporated    In    Tech   Bpees  & 
uhathar    first    paragraph    of    footnote   is   NRC    disclaimer. 
BOWERS,  E.  B.       Atomic    Safety    and    Licensing   Hoard  Panel-      79/11/16.       Ip. 

7912170327  Notice   by    NY  State   Beard    on  Electric  Generation  Siting    & 
Environ.  Repllas    to    utils'    application   for   rehnaring    of  ABLB 
order-   dianlviing   application   for   certificate    of    environ 
conpatlbillty    will    be    accepted    if   filad    bg    791203. 
S.R.       Haw  York'    State    of.      79/1  1/2O,       Ip. 


791H13OO3B  R**ponse    bo    ABLB    791116  menarandun   ra  MRC  Ic    intervenor 
Suffolk    Cauntv   7911  OS    iBcond    stipulation  re    certain 
Intervonor   contentions.  Footnote  2  re  RCG    leakage  may    be 
Incorporated    Into   Tech    Specs,  Certificate   at    Bvc.    encl. 
HOEFLINO.  R.  K.       Hearing    Branch    4.      79/12/O4.       3pp. 

791219O17B  Foruardi   ASLB    "Mewaranduffi  Cnncernlng   Bacond    Stipulation    Re 
Certain    Suffolk   County   Contortions." 
HOEFLIIW.R.K.       Henrinj   Dr*nch    4.      7-7/13/04.       Ip. 

—  791H19O191    "Manor  AH  du.n  Cnncarnlng   Bacond    Stipulation   Re   Certain  Suffolk 
County   Contnntlon*.  "    Utll    should   ipecifij    if   page   tuo   single 
spa,cad    paragraph    Mill    b*    included    in  Tech    Specs.  First 
sentence  of    Footnote   appears    to  be  tfjielnimtr. 

DOUERS.E.S.       Atonic    Safety    and  Licensing    Board  Panel.       79/11/16. 
3pp. 

Q.     Innpoctinn   reporti,     IE  Bulletin*  It  correspnndencB 


77122701&7  Forward!   proposed   Revision  2   to  Reg    Cutda    1.97. 
"tnstrumantation   for  Light  Water  Cooled   Power  Plants   to 
Aasesi   Plant  li  Environ*  Conditions   During    tt  Following 
Accident.  *   Comments    should    bo   filed    before   791214  Meeting. 
VAROAiS.  A.  Assistant   Director    for  Light  M'tar  Reactors.      79/11/23. 

3pp. 

— 7918870178  Notification   of   791214  meeting    w/appUcant*    to  discuss 
proposal   Revision  3   to   Reg   flulda    1.97.     "Initrunantation  for 
Light   Hater  Cooled   Nuclear  Plants    to   Ae«ean   Plant   It  Environs 
Conditions  During  Ic  Following  Accident.  * 
KINTNER.UL.  Light  Mater  Reactors  Branch   1.      79/11/19.      1P. 

79120700Q4  Sum-arg    of   791 10B  meeting   w/ Naval    Rnseorch    LOB.  utll.CE   & 
StH    In  Bethaida.MD  ra    status    of    seismic    qualification  ravieu 
of    facility. 
HILBON.J.  N.  Light   Matar   fiiattors  Branch   4.       79/11/30.       llpp. 


791207O20O  Forwards    IE    Insp   Rept    30-322/79-11    on  790027-30.  No 
none cap  1  lance   noted. 

BRIMKER.E.J.  Reaicn    1,    Philadelphia,     Office  of   the  Director. 

79/09/26.      2pp. 

— 7912Q7O2O2   IE    Insp    R«p  t   50-332/79-14  on    79OB27-30.  No   noncnnpHancB 
notad.  Major   areas,    inapectedroverall    praoparattanal    teit 
prograo, pipe   supports,  chlorinition   tg*.  loa-d   ctr   tranifarnert 
fc   c»oTjj»ncy    standby    power    sys, 

NICHOLAS,  H.  H.  .    HIOO1NS.J,  C.  Raglan    1,     Philadelphia,    Office  «f 

the   Oil-actor.       CAPHTON, D,  L.  Region    t,    Philadelphia,    Raactor 

Operations  Nuclear   Support   Branch.      7*7/09/23.      9pp. 

7912120181    Supplements    79O911    response   to    IE  Bulletin  79-15.  Ho   unuiual 
wear    found   during    hydraulic  pasting   of   deep    draft  pumps. 
Startup    test   planned    for    eve   water  punpi. 
NQVABflO,  J,  P.       Lang    Inland   Lighting  Ga.       79/10/09.      2pp. 


7912140033  Summary   of  791017  meeting   u/util,  BbM  b  Huntan   fc  UllllaMB    in 
&Bth*sd*iMD  re   revieu  of  application   for    facility   DL. 
WILSON- J.  N.  Light  Hater   Reactors  Branch    4.       79/11/30.       10pp. 

C.     Utility   Environmental   Report    (ER),    OManda   li    corresponitance 

7912200104  Forwards   updated    distribution    list    for    environ  rept   iuppl«  ft 
anends    for    facility. 
nUHCAN,  M.  Environmental    Project*  Branch    2.       79/12/O7.      4pp. 


7912130431   Responds    to    IE  Bulletin  79-14  re    seismic   analysts   for 
eafetv-related    piping    m».  S» t»"ic  analysis    of   safety-relatad 
piping   2    1/2— inch    diameter  &   nreater  accurataly   raflact* 
actual    installation. 
NQVAR«0,  J.  P.       Long    Island   Lighting  Co,       79/10/3O.      2pp. 

791213OOI9  Heaponds    to    IE  Bulletin  79-23,     •Potential   Failure  of   EDO 
Field    Eieitnr   Transformer."    Each    transformer   to   be 
intpectad   for    direct    or    Indirect  grounding    condition. 
NQVARRDrJ.P.       Lang    Island   Lighting  Co.      79/11/01.      2pp. 


F.     Hacuritv-    madtcal,     emergency   fc  fire   protection   plans 

7712040471   Forward*    info   re   upgraded    energancu    plans    to   plants   under 
canet  t  DL  review.  Applicants   required    to   BMke  certain 
eoi*rgancu  arrangement*  w/at«te  t  local   organliatlan*  & 
submit    emergenct)   plans   per  Reg   Ouide   1.  101. 
VABSALLO,  D.  B.         Division   of  Project  Management.       79/11/21.      6pp. 


0.    Adi judicatoru   correipondenci 


7911190338  Tavtlmonu.   re    intervenor  Miami    Valley    Power   Project 
Contention   17  on  un*  of  Kaowool   0s   firo  b«rriir   tar  cable 
tr«««.  Certificate   of  Sve   met, 
HAKHISON.O.  A.         Dlviilan   of  Systems  Hatetu.       79/10/3O.  '     19pp. 

— 79U190S30  Forwards   June    1979   "Fire  Protective  Cabin  Tra«  Fire  T««f 
b«  HS  AbraMs,witne«»ed  by  NB  Cohn  on  79OiOA. 
COHN.N.  D,       Oage-Babcock   Associates,     Inc.       79/04/12.       app. 

7912O60074  Forward*  791102  eacond   «ftpula,tlan  resulting   fro*  applicant, 
NRC   Ic  Suffolk  County  negotiations  on   letter  contention*. 
REVELY,  M.  T.      Hunton  b  William*.      79/11/03.      Ip. 


7912310094  Forward*    IE    Insp   Rept    30-322/79-13  un  790921-22,  No 
nancoaplianca   noted. 

BRUNNERiE.  J.  Region  "1.    Philadelphia,    Reactor  Operations  Nuclear 

Support   Branch.       79/11/09.       2pp. 

-- -79123100SB  IE   Imp   Rapt   30-322/79-13  on  790921-22,  No  nuneoaplUne* 
notad.hajar    areas    inspected:  reactor  pres-iura  veisal   It  main 
stBAa    line    hydrostatic    teit. 

NICHOLAS, H.  H.  Ruaion    1<     Philadelphia,     Office   of    the   Director. 

CAPHTDNiD.  L.  Raglan    li    PMladelphia,     Reactor  Operations   Nuclear 

Support  Branch.      79/11/O7.      9pp. 

791303QO36  ForntaTds    IE  Circular   79-23,    "Btroke  Tlnit   far  Pautr   Operated 
Reliaf    Valves.  "    No    response    required. 

ORIER.B.U.  Region    1.    Philadelphia.    Office   of    the  Director. 

79/11/16.       Ip. 

791203OBS6  Forward*    IE    Info   Notice  79-27.     "Steam  Oiner*tor   Tube 
Ruptures   at  Tuo   PMt    Plants.  *    No   response    required. 
CRIER,  B.  H.  Region    1;    Philadelphia,    Office   of    the  Director. 

79/11/16.       tp. 
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7912100124    Forward's     IE    Info    Notice    79-28,      "Overloading    of    Structural 
Elements    Qua    to    Pipe    Support    Lnatl-s.  "    No    response    required. 
GRIER.H    H.  FiEgion    1.     Philadelphia,     Office    o  F    the    Director. 

lp 


79121004B4   Responds    to    FOIrt    requost    fur    records    re    791O19    meeting 
at    which    JM   Hendrie.D   Hnssall.L    Ilichuit    (.   RT   Kennedy    mere 
present.  Forwards    J   Stephens    ti  andiuritton    notes    of    RT    Kennedy 
mee  t  ing. 
CflRR:J.  C.  Division    of    Rule?    and    Records.        79/11/33.        2pp. 


7912110413   Forwards     IE    Info    Notice    79-29-     "Loss    of    Nonsa FB tu-Re 1 ated 
Keaitcy    Coolant    Sjs     Instrumentation    During    DperaSlon.   "    No 
apetiFic    action    or    response    requrre-dl. 

QR1ER.B.H.  Oegior.    1.     Ph  i  Iddj  olpn  ia,     Office    of    the    Director. 

79/11/19.         IB 


7912Q5O243   Foruards     IE   Bulletin    79 
Blades-.   "    No    response    required. 
GR1ER,  0.  H  Region     1.     Philadelphia.     Oft 

79/11/30.         Ip- 


"Boron    Lass    From   DWR    Control 


af    the    Director. 


7912100089   Forwards    proposed    Revision    2    to   Reg    Quids    1.97. 
"Instrumentation    for   Light   Water   Coaled    Nuclear   Power   Plants 
to    Assess    Plant    t,   EnvlrdnB    Conditions    During    it   Follouinn. 
Accident."    Requests    comments. 
vrtRGrt.B.A.  Assistant    Director    FOP   Light   Water   Reactors.       79/11/33. 


7912O4049B   Forwards    tee    for    Class    I    &   Class    II    amend    re    request    for 
ejtensior.    of    const    dates    for    CPPR-39   i<   CPPR-69. 
CRANE,  P   A.       Pacific    Oaa    t-   Electric    Co.       79/11/26,       lp. 


7912060571    Fonuards     IE   Circular    79-24.     HIProper  Installation    it    Calibr    of 

Core    Spray    Pipe    Dread    Detection    Equipment    on  UWRs, "    No 
response    required 

OniER.D. H  Region    1.     Philadelphia,     Office  of    the    Director. 


7912190170  Ack    RS  Hirac   79U05    1  tr   m   CA  Commission    on   Agriculture    vieuc 
concerning    Neu   Melones    dam   t    reservoir.  Fnruards    791031    neids 
release,  eiplair.ing     transfer    of    fac  i  1  i  ties.  W/o    encl.Ltr    baing 
foTuardud    to   NfiC    far    consideration    of   Commission. 
NIELSEN,  A.  D.        Inter  ior,  Dopt.  of .        79/U/2i.        Sop. 


7912110051    Forwards     IE   Circular    79-23,      "Motor    Starters    &   Contactors 
Failed    to    Operate.   "    Ho    respond    required. 
GRIER.B.H.  Region     1,     Philadelphia.     Offi 

79/11/26.        lp 


of    the    Director. 


79120^0452  Notifies  NRC    of    intentions   re   paving    of    certain   roads   at 
plant   •site   tc    impact    on    archaeological    rosource   area   north    of 
plant  Forwards   791112    itr    from  Greenwood   &  Associates. 
PETERS.R.J.        Pacific    Oas    h   Electric    Co.        79/11/27.        6pp. 


7912I9O03I  forwards  IE  flulletin  79-27,  "Loss  of  Non-Class  IE 
In-atrumentation  !<  Control  Power  Sys  D-us  During  Operation  " 
No  written  rssponso  required. 

GHlEfS.D-H  Region    1,     Philadelphia.     Office    of    the-    Dimeter. 

79/11/30.         ip. 

79123I022O    FormarJ-f    IE    Info    Notice    79-30,     "Reporting     of    Defects    & 
Nimcompl laocBs,  10CFRSI    "    No    action   required. 

GRIEH.  D.  H.  Regiun     I,     Philadelphia.     Office    of     the    Director. 

79/12/06.        flpp. 

791319O75O   Faruarda    IE    Bulletin    79-2Q>     ''P-ossiblH    Malfunction    of    Namco 
Model     EA1HO   Limit    Suit  CUBE    at    Elevatod    Tumps.   "    Written 
respontc    required 

CRIEHiB.H.  Resion     1,     Pn  i  lade  !  phia,     flffice    of    the    Director. 

79/12/G7.        Ip 


791217Q03B   Forwards    UA   Daldiuin    of    Friends    of    the    Earth    791024   request 
for  preparation    of    addl    nrwiron    statements    re   Class   9 
accidents    at    fac  i  1  i  ti  es.  Peti  tion    boing    handled   as   request 
for   action    undor     10CFR2.  206. 

R.        Office    of    Nuclear    Reactor    Regulation.        79/11/27,        Hpp. 


7912170064    Forwards    HA   Baldwin    of    Friends    of    the    Earth    79IO24    roqueet 
for   preparation    of    add  1    environ    statements   re   Class    9 
accidents    at    fac  i  1  i  t  ies.  Petiti  on   being    handled    as   request 
for   action    under    10CFR2.  2O6. 
DENTQNiH.R.        Office    of    Nuclear    Reactor    Regulation.        79/11/27.        2pp. 

7912110323  Forwards   response   to  NHC   790Q02    Itr   ro    socondery    uatur 
chemistry    control. 
CRANE.  P.  A.        Pacific    Oas    &    Electric    Co,        79/12/05.        1pp. 


V91227Q517    Forwards,    revi&ed     ppescruico     snip    program    For     facility    re 
general    magnetir     p.irticlu    e  i  £3miua  tinn    f.    prograo    plan. 
NrtVAHRO,  J.  P.        Long     Island    Lighting    Co         7=?/ia/13.        3^pp. 


7913130317   SuppHos    schedule    for    providing    info    ro    environ 
qualification    of  Class    IE    instrumentation  !<   electrical 
equipment,  in    response    to    791103    I tr. 
CflftNE.P    A.        Pacific    Oas    t.    Electric    Co.        79/12/OS.        Jp. 


"/91223i)2QO   Foriuarda.    IE    Info    Notice    79-31.     "Use    of     Incorrect    Amplified 
Response    Spectra."    No    uirittcn    response    required. 
GRIEH, D.B  Region    1,     Ph  1 1  atfe  1  prt  in-    Office'    of    tha   Director. 

79/I2/13.        Ip. 


79l?130271    Forujards    "Qualification    of    Control    Bus,"    in    response    to   NIIC 
790917    Itr   requssting    info    for    rovieiu   of    potential    safety 
question   detailed    in    IE    Info    Notice   71-23. 
CRfiNE,P.  A.        Pacific    Oas    !.   Electric    Co.        79/12/06.        lp. 


50-323    DlrtPLO   CAMI'QN   NUCLEAR    PDHEF1    PLANT.     UNIT    S 


— 7?12130aBO    "Uualificat inn    of    Control    Sys. " 

«      Pacific    Gaa    (<    Electric    Co.        79/11/30.        50pp. 


7I712U5O1!7    Joint     Intervenor^'     replif    in    opposition    to    NFIC    !,   applicant 
responses    re   qualification?    of   Chairman  Hendrle   tc 
tommiss lonar   Htnnodi,    Available    documents    establish    eiistenCG 
nf    an    parte    communicatlcins.  U.'Cer  tlf  i  rats    of    Svc. 

Fie  i  st  (later,     E).     S.        PHILLIP3,  J.  R.        Center     fur    Lnu    in 
Public    Interest.        7W 11/33.        9pp. 


7912310172  Notification    of   B00109  mooting   ui/util    in  nathasda.rlD    to 
present    info    tn   uti  1    on   methoda   !t   procedures    usod    by    Bondia 
Labs    in    study    on    sys     interaction   &    hoiu   cnothods    might    be    used 
for    investigating    e-Pfects    nf    failures    in    aya   6   components. 
QUCKLEY.B.  C.  Light    Hater    Reactors    Branch    I.        79/12/17.        3pp. 


A      Application/I  ortstruc  ticn    stage    docu 


correspondenc 


7912110011    Forwards    rJRC.    position    on    status    !i    appl  i  t  ah  i  1  i  ty    to    (lending 
l)L   appl  Itatio-ns.    of    results    of    THI     Follounp    actions.    Outlines 
addl    stinrt-term   actions    to    be     taken. 
VASSALLO,  D.  n  Division    af    Project    Management.        79/09727.        41pp, 


7912310037  Confirms   rescheduling    of   mooting    re    effect    of    nuclear    plant 
an    five   undangered    species    to  QOOIO3. 

REGAN,  W  H.  Assistant    Director    for   Environmental   Technology. 

79/12/19.         lp. 

D.     MRC  Draft/Final    Environmental    Statements,     suppls   It   corraspcndonce 


sses   URC    plans    to    use    generic    analyses     to   develop    early 
verification    program    to    re-solve    ATUB     IEBU-B    for    PWfin    t    BWRu. 
Success    af    iirogram    doosnds    on    indUBtry    rasnonso.  auppnr  ts 
Formation    of    Dinners    groups,    to    provide    nBCCSEarij     info. 
DENTON.H   R.        Office    of    Wuclear    Haactc-r    Regulation.        79/10/17.        3pp. 

7V131O04B3   FOIA    request    for    recoTds    re    791019   macling    at   uhicli    JM 
llandria.D  Masmlljt    Dickuiit   tt  F(T  Kennedy   uc-re   presant 
:  D.       Fl  e  i  schak  er,     I)      S        79/IO/afa        2pp. 


7flSQ7000t  Requests    distribution    of    cncl    mcmorantlun   to   Hoard 
notification    &vc     1  ists. 

VARGA,  S.  ft.  ftsslatant   Director-    for    Light   Mater    Reactors.       79/lt/OB. 

3PP- 


7912130063   Ack    receipt    of    791023    Itr    rt?    five    endangered    Bpocics    near 
plant.  Requests    consultation    meeting    at    future    date. 
nEQAN,  W.  H.  Assistant    Director    for   Environmental    Projects. 

79/11/30.        2pp. 

F.     Security,     medical,     emergency    fc    fire    protection    plans 

7912010171    Forwards    info    re    upgraded    emergency    plans    tn   plants   under 
const   &  QL   revieu.  Appl icants    required    to  make    certain 
emergency    arransements   u/state    h   local    organ! lations   & 
submit    emergency    plans    per    Reg    Guide    1.101. 
VASSrtLLQ,  D.  B.         Division    of    Project  Management.       79/11/31.       6pp. 
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0.     Ad  judicatory    correspond  ant;  a 


79120A01Q9   Responds    to   Governor    Broiun    791O1S    request    to    pi 
representative    of    State    af    CA. Request    should    be    granted. 
Cartificate   of   Svc    end. 
DAVIS,  L.  D.        Hearing    Branch    4.        79/11/05.        5pp. 


rticipate    as 


791H.03003B  Response    in   opposition    to   Joint    Intervsnors   7V 1 024 ,  35  & 
requests    to    institute   proceedings    on   qualifications    of 
Chairman  JM  Hendrie    it  Commissioner   RT  Kennedy.  Ei    parte 
communications    took    p  lace, Certi f icate    of   Svc    encl. 
QEHR.A.C.,     FURDU5H,  M.  H,  ,     CRANE.P.A.        Pacific    Oaa    1    Electric    Co. 
79/11/09.        22pp. 

7912130160  Supports   Governor  EO   Broun    petition    to    intervene    For 
reasoning    set    forth    In  NRC   response,  Certifi tato    of   8vc    sncl. 
FLEIBCHAKER.D.  S      Affiliation   Unknown.        FLEISCHAKER.  D,  S      PI  nisc  hat 
D.     S.       79/11/0-?.       3pp. 


7912130168    Bequest    for    ettension     until    7912O7     to    file    Brief    in    support 
of    eiceptions    taken    to    ABLB    79Q927    partial     initial    decision. 
Represents    that    neither   MRC    nor    applicant    oppose    motion. 
Stamped     "granted"    on    79112Q    by     A5LAG. 

FLSlSCHAKEH.n.  S      Affil  iation    Urntrnoun.        FLEISCHAKER.  D.  3      FI  eiechaker. 
D.     3.        79/11/37.        Hpp. 

7913140Q11     Requ&Bt    bi|    Joint     Tntervonora    for    eitenston    until     791207    to 
file    brief    in    support    of    crceptiuns    taken     to    ASLB   79O927 
partial     initial    dec isi on.  Volumi nous    transcript   requires    addl 
time    bo    assure    quality    of    brief . Certi fi catc    at  Svc   encl, 
FLGISCHAKER,  D.        Floisc  hater,     I).     S.        PHILLIPS.  J.  R.       Center    forLaui     in 
the   Public     Interest          79/11/27         4p|i. 

7932190230    Opposes    private    meeting    held    between    util    t   NRC    on   791019. 
Urges    disqualification    of    JM   Hendiie  &   RT   Kennedy    from 
participation    in   matters    concerning    fac  i  1  it  1  es.  Forwards    OR 
Kirkpatrick    79110i>    Itr     transmitting    KB    Caen    7912O7    Itr. 
LAURN.  V,  W.      Affiliation  Unknown-        79/11/37.        IP 


7913130276  Brief    in    support   of    exceptions    to    Part    IV   of   ASLB   7909S7 
partial    initial    docision.  Urges    revision   of    NASLP    inference 
m/intorvnnor    participation    in    security    matters.  Eic  lusion   of 
oiparts    prejudiced    fntervenor.  W/Certif  icate    of    Svc. 

BALBU1N,  U.  A.  ,    JONES,  V.I.  ,    VALENTINE,  P.  C,       San  Luis   Obispo   Mothers    for 
Peace.        79/11/12.        24pp. 

79ia0901il    Response    to   Joint    Intervenors  '    791024    &  2i  requests    to 
disqualify   Commissioners   Hendrie   !•  Kennedy.  Request    should    be 
denied    because   Joint    Intervanors    failed    to    satisfy    burden   of 
proof  as    to    bias. 
DAVISiL.D,       Hearing    Branch    4.       79/11/13.       l!pp. 

—  7712050173  Note    to   all    parties    foruarding    summary    of   791019  meeting 
between   JM  Hendria   b  util    representatives, 
*  DockHting    tt   Services    Branch,       79/1O/36.       3pp. 

791S06O229  Order    granting    Hitension    until    791121    for   all    parties.    to 
file    replies    to   applicant   motion    for  QL. 
CHILK.B.J.       Commission.       79/11/15.        lp. 

7912070171   Response    in   opposition    to   PO&E   791105    objections    to  aovernor 
Hro-un    participation    in    proceeding.  R  ights    of     interested 
state   representatives    established    in  MRC    regulations. 
Timeliness   raquiremont   need    not    be   applied    to    state, 
BROUN.H.  H.  ,     KLINE.J.A.        California,     State    of.        79/11/15.        4pp. 

791204.0139  Order   admitting    State    of   CA  as    interested    -state    in 
proceeding.  Grants   Governor   Drouin   representative    participant 
status.  Requests    identification   of    issues    uiithin  30   daijs 
from  receipt. 

BOWERS,  E,  8.       Atomic    Safety    and    Licensing    Board    Panel,       79/11/16. 
2pp. 

7913060S41    Order    directing   NRC    to    file    response    on    intervonors  ' 
security    plan   contentions    by   791218. 

BISHOP.  C.  J.       Atomic    Safety    and   Licensing    Board    Panel.       79/11/19. 
2pp. 

79120-90439  Order   eitending    deadline    to   791123    for   Joint    Intarvonors 
response    to   util    &  NRC    question  re    hearings    to    determine 
qualification   of   Commissioners   Kennedy   &  Heniirie. 
CHILK.8.J.       Office    of    the   Secretary    of    thB    Commission.       79/11/20. 


79I2Q3QOB5   Response    in    opposition    to    applicant   791036   motion    requesting 
issuance   of   OL.Hecord    incomplete   re    presence   of  reasonable 
assuranca    that   activities   may    be    conducted    w/o   nndansefins 
public    h»alth    &    safatij.  Certi  fi  Kate    of   Svc    encl. 
IWIB.L.D.       Hearing    Branch    A.       79/11/21.       9pp. 

7913050046  Joint    Intervono^s  '    response    opposing    applicant    791096  motion 
requesting    that   ASLE3    be  directed    to    issue    decision   on 
remaining    1  ssues.  Dpportun,i  ty    to    develop    argument   i<>   OL 
issuance    should    be   granted.  Certificate   af   Svc    encl. 

FLE18CHAKER,  D.       Flei  schaker,     D.     S.       PHILUIHH,  J.  R.       Centflr    for   Law    in 
tha-   Public    Interest.       79/11/21,       Bpp. 

791213QOSB  Forwards    petition   by   WA  Baldwin,  requesting    that  NRC    prepare 
supplemental    environ   statements    re    Class   9    accidents   at 
facilities.  Appropriate   action   will    be    taken. 
DENTON.H.R.       Office    of  Nuclear   Reactor  Reaulafcion.       79/11/H7.       3pp. 

—  7912130070  Requast    for   action    under    10CFH2.  206,  for   preparation   of 
supplemental    EIS   concerning    impact   of  Class    9  accidents   at 
facilities.  • 

HULLERiD.R.         Division   of   Site   Safety   &  Envi  ronmsntal    Analysis. 

7V/  11  /as.      ip. 


—  •  7913190237   Opposes    private    meeting    held    between    util    i.   NHC    on   791019 
KIRKPATRICK.  D.        Affiliation    Unknouin.        79/11/116.        lp. 


—  791219024-5   Requests    disqualification   of    JM    Hendrie 
licensing    proceedings    for    facilities, 
COENi  K.  S.       Affiliation    Unknoun.        79/13/07.        lp. 


HT   Kennedy    from 


7912200159   Ac  k    receipt    of   791034    petition   t<    forwards  FR  notice   for 
request    for   action    per    1OCFR2.  206 
DENTOM,  H.  R.        Office    of    Nuclear    Reactor    Regulation.       79/11/27,       3pp. 

--7913SQ0168   Nntice    of     issuance    fc    availablHty    Of   Friends    of    trie   Earth 
791024    petition   requesting    that  NRC   jircpjire    supplemental 
EIS    re     impact    of    Class    ">    accident    at    facilities. 
MULLER.  D.  R.  Division    af    Site    Safety    it   Environmental    Analysis. 

79/11/23.        lp 

7912170012    Drief    in    support    oP    Joint    Intervenora    eiceptians    to  ASLQ 
partial    initial    dec  i  si  on.  Hoard     failed    to   consider  properii} 
seismic     focusing    &    high    stress     drop    issue.   Issue    should    be 
remanded    for   hearing.  Cert  i  Pica  Le   of   Svc    encl. 

KLINE.J.A..     nUCUN,  H.  H.        California,     State    of.       liWQHN,  H  K,        Hill 
Christopher    I,    Phillips.        79/12/O7.      -IQpp. 

7912^10457    Brief    in    support    at    orceptions     to    ASLD    790937    partial 
initial    decision  which    found    that    facility    could    ulthstand 
7.3   magnitude    earthquake    on    Ho&gri    faul  t.  Req.uests.   ASLAQ    hear 
oral    arg  ument,  Certi  f  icate    of    Svc    encl. 
FLElaCHAHEIli  D.  3     Flei  schaker.     D      B.      79/19/07.       B9pp 

7913270061    Requests   t'e<9pon«e    to    7910GO  request   for   preservation  of  NHC 
memoranda   re   791119   meeting    Between  JM   Hendrie  !<   hialte. 
Bhacklefard    t,   Blanc  .  Foruarils    cngy    of   771O3O     Itr.  W/o    encl. 
FLE1SCHAM.ER.D.  S     Flei  schaker.     D.    S.      79/13/13.      Hop. 

7713300912    Requeata    that    OL   not    be  nranted    to    util.  Cites    inability   of 

util.  cities   !i   county    to   preserve  public    health    in   event   of 
nuclear    mishap. 
HOFFMAN,  H.       Aff  iliiitian  Unknown        79/13/14.       lp, 

7?133a050B   RcquDstn    substantive    responsu    to   7?10S4   request    far  NRC    to 
supplement   EIS    to    consider    consequences    at    Class    9   nuclear 
accidents.  Failure    to    respond    b  u   BOO  104   uiill    indicate  NRC 
does   not    plan    tci    require    suppl. 
QALDHIN!  W.  A.        Friends    of     tha    E.irth.       79/12/21.        Lp. 


K.     ticneral    correspondence 


7912110371    Certifies    that    response    to  Governor  EG  Broun   petition   to 
participate  as    represent.!  t»ve    op    interested    state  mas   served 
on  791106. 
QIBCHDFF,  C.  A.        Pacific    Gas    S>    Electric    Co.         79/11/16.       3pp. 

771219000Q   Responds    to    request    for   renatJLB    af   lic.ansa  '[flat    Farce 
recommendations   prnceadinge    Ii    Full    public    hearings   re  1MI 
LeftEDnB    Uearned    applicable    to    applicant.  Evaluation   of 
recommendations   umJeruay. 
ENQELHARDT,  T.  F,  Deputy    E-ocutive   Legal    Director.        79/11/27.       3pp. 

— 7913190035   Forwards     interim    guidance    far    upgrade    of    emnrgencv    plans 
per   Reg   Ouide    1.101    Comments    requested. 

E1SENHUT.  D,  0.  Assistant   Director    for    Light  Water  Reactors. 

79/1O/10.       2pp. 

— 7912170049  Requests    full    public    hearings   re   TMI   Ucsaons   Learned  Task 
Force    recommendations    I:  renatice   of   ongoing    licensing    for 
pub  tic    participation. 

CARR.H.       League   of   Women   Voters    of  San   Luis  Obispo.CA.       79/10/39. 
lp, 
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7912190320    Supports    resumption    of    Ol_    i  »*uanc  ei. 
SHAW,H.E.        Af  filiation   Unlnoun,        79/11/27.        lp. 

7912280600   Responds    to    790936    Itr    re    power    plant    opening,  waste    disposal 
!,    safety    precautions.  NRC    conducting    thorough    Investigation 
of   TM1    accident.  Recommendations    W(S1    be    applied    to    all 
nuclear    faci  1 1  ties.  Ltr    end.   ' 
DENTON.H.  R.        Office    of    Nuclear    Reactor   Regulation.        79/12./O7.        3pp. 

K.     Utility    Final    Safety   Analysis    Report    IFEARJ    ft   amends 

7913260280  Forwards   Amend    01    to   FSAH   *   Amend    B3    to    Hosgri    Rept. 
SHACKLEFORD.B.H      Pacific    Qaa    !.    Electric    Co.        79/12^1B.        lp. 


7712200237  Forwards    IE    Bulletin  79-28,     "Possible   Malfunction   of   Naisco 
Model    EA1BO  Limit    Switches    at   Elevatod    Temps.  "    Action 
required. 

ENOELKEN.R.  H.  Region    5,     Ban   Franciscn,    Office    of    the    Director. 

79/13/07.       lp. 

79iaa7007S  Forward!    POS.E   response    to    IE  Bulletin   79-04. 

SPENCER.  0.  S,  Region    3.    Ban  Francisco,    Reactor   Construction    (. 

Engineering    Support   Branch.       79/12/07.       lp. 

—7913270079   Notifies    that   response    to    IE  Bulletin   79-04  mill    b*    sent   bq 
791101    pending   receipt    of    calculated    loads   &   hangir    strength 
revieiu   from  Hestinghouse, 
CRANE, P. A.       Pacific    Gas    fc   Electric    Co.        79/10/16.        lp. 


— 7912260394   Amend    SI     to    FSAR    fc    ftmond    93    to    Hosgri    Rep t    for    DiahU 
Canyon.  Provides   nffidl    infQ   re    pre*  suri  iat  1  on.  ai  I-    flow 
conservative    dumplno   value. torsion    calculation   b  polar 
crane    liability, 
»      Pacific    Qas    S.    Electric    Co.        79/13/1B,        94pp. 


7912190614  Responds    to    IE   Bulletin  7B-12, 7Q-12A   (.  7B-I3B.Weld   metl 
h«at    &   lot    number*    tabulated    in   7906OB  C-E   generic    rept. 
Surveillance  ueldment    consists    of    full    thickness   meldments 
using   tandem  arc   welding   process. 
CRANE.P.A.       Pacific    Qa»   fc  Electric   Co.      79/12/12.  .    lp. 


Q.     Inspection    reports.     IE  Bulletins   &    correspond  once 

79-120fiOO?0   Forwards     IE    Imp    Flopts,    50-279/79-21    b    50-323/79-11    on 
790831-24  It   0924-25.  Ho   nc-ncarap  tlanco    noted. 

CREH9.J.L.  Region    S,     San  Francisco.    Reactor    Operations    Nuclear 

Support    Branch.       77/10/1?.       3pp. 

—7912060104    IE    Insp    Hepts    50-279/79-31    !.    90-323/79-11    on   790B21-24    b 
0924-26,  No   nonconpliance   noted.  Ma JOP   areas    inspected: 
jreoperational    testino    evaluation, verification   of    test 
raiirlts   t    IE   circular    fnlloujp. 

B7BRNBERO,  D.  M.  Region    9.    San   Francisco,    Reactor  Operations 

Nuclear   Support    Qranth.       MOHH1LL,  P.  J.  ,    HORN,  A.  J.  Region   3.    Ban 

Francisco,    Office   of    tha    Director.       T^/lO/l^.       5pp. 

7?1210&373  Foruard*    IE   Info  Notice   79-2B,     "Over  1 aafllng    of    SSruttural 
Elentnts  Due    to  Pipe   Support    Loads.  "   No    response   mauled. 
EHOEmEH.R.  H.  Region    5.     Ban  Francisco,    Office    of    the    Director. 

Vti  1 1  /  1 6.         1  p , 

7912110S10  Foruards    IE   Info  NoticB   79-29^     "Loss    of   Nonsnf et(j-Relat»d 
Reactor  Coolant  Bgs    Instrumantation   Durlrtj   Operation.  "  No 
specific    action   or    response    required. 

ENOELKEM,  R.  H.  HeBlnn    5.     San    Francisco,     Office    of    the    Director. 

79/11/li.         lp. 

791207002S  Forwards    IE  Circular    79-24,     "Proper    Installation   1  Calibr   at 
Cora   Sprav   Pipe   Drealr    Detection   Equipment   on   BWRa.  "    No 
risgonsa   required, 

ENOELKEN.n.  H.  Region    3.    Ba,n  Francisco,     Off  Lee    of    the    Director. 

7-9/11/26,        lp. 

7912110209  Forwards    IE  Circular-   79-23,     "Motor   Btart«r«   &  Contactors 
Failed   to  Operate.  "   No    response   required. 

ENGELKEN.R.H.  Region   5,    San   Francisco.    Office    of    the    Director. 

79/11/26.        Ip. 

7912110494  Notifies    that    NRC    intends    to    routinely    forward    to 
appropriate    itati    public    ut  1 L   regulatory    groups   &    state    attij 
general    ofcs   copies   of    escalated    enforcement    corraapondance 
sent   by  NRC    to    licensees. 

ENOELKEN.R.  H.  Region   S.    San  Francisco,    Of  flea    of    ths    Director. 

79/11/2&.       lp. 

79121901B1  Forward!  IE  Bulletin  79-27,  "l-os»  of  Non-Clafls  IE 
Instrunentatlon  t  Control  Pouer  Sgs  Dus  During  Operation," 
Written  respunve  required. 

ENOELKEN.R.H.  Heglon   5.     San  Francisco,    Office   of    the    Director. 

79/U/30.       lp. 

791B3102i9  Farujird*    IE    Info.Notlie   79-30,     "Reporting    of  Defects   Ic 
Noncompli*nces,  10CFR2-1.  "   No    action   required. 

ENOELKEN.R.H.  Region   5.    San  Francisco.    Office    of    the    Director. 

79/12/06.       4pp. 

79121401^2  Forwards  replij    to    IE  Bulletin   79-OS,     "Pipe    flupp-ort    Dase 
Plate  Designs  Using   Concrete   Etpaniion   Anchor  Bolts.  " 
SPENCER, C.  a.  Region  5,    Ban  Franclicn,    Rjiaetor   Construction  & 

Enijlneertng   Support  Branch.       79/13/07.       lp, 

— 7912140-497  Reiponds    to    IE  Bulletin   79-02,  R«vi  »lon    2,     "Pipe   Supports 
Base  Plate   Designs    Using    Concrete   Expansion    Anchor  Dolts." 
Supports    have    ttlffener   platec    4dd*d    to   assure   haaeplate 
rigidity   ft    load   distribution   to    bolts. 
CRANE,P.A.       Pacific    Qas  t  Electric   Co,       79/09/19.       4pp. 


791228061'?  Forwards    IE    Info   Notice  79-31,     "Use    of    Incorrect   Amplified 
Response  Spectra.  "   No   urittan   response  renuired. 

ENOELKEN.R.  H.  Region    S,    Ban  Francisco,    Office   of    the   Director. 

79/13/13.       lp. 

U.     Congress!  anal  /Executive   Correspondence 

7912210214  Acfc   receipt    of    79O92B    Itr   re  League   of   Women   Voters    of   Ban 
Lui«   dblspo.CA  comments    on    advance   notice    of   rulemaklng    for 
e-nergencg    planning    at   Diablo  Canyon. 

O08SICK.L.  V.       Office    of    thn  Executive   Director    for   Operation*. 
79/10/29.       lp. 


—  7912B1022B  Forwards  League    of   Women   Voters   of    Ban   Luis  Oblspo.OA 

comments    on   proposed    regulations    for   nuclsar    emergency 

plans.  Request*    comment. 

LftOOMARBINO,  (1.       House    of    Rep.       79/09/2B.       7pp. 

791221012")  Respond*    to    JH  AlananilBr  790829    Itr   re    study    of    human    factor 
of  nuclear    plant    ins  tallation.  Operating    personnel    receive 
addl    training    in    plant    transients   &  multiple    accident 
conditions. 

QOBBICK.L.V.       Offics    of    the   Eiecutive   Director   for   Operations. 
79/10/31.        Hpp. 

—  7912210133   Forwards   OH  Alexander   request    for   more    study    of   human,   factor 

in    operating  !i   control    «y«    of   nuclear   power    plant 
installation.  Request*    comments. 
CRANSTON,  A.       Senate.       79/00/29.       3pp. 

7912210030  ftaquests    info   re    effect    licensing   moratorium  will    have    on 
F.cllitu. 
LAGQMARBINQ,  R.  J      House    of   Flap.       79/11/OB.       lp. 

791213020A  Advi»e«    that   Commission   move   quietly    to    decide    if   791O11? 
meeting    u/utll    disqualifies   Commissioners   Hendrie   b  Kennedy 
from  licensing. 
LAQuMARSINQ.R.  J      House    of  Rep.       79/11/13.       lp. 

791H1B046S  Forward*    llvs    from  constituent*   re    licensing    of    facilities. 
Requests  Commissioner*    Handrie   &  Kentiedg    be    di»quallfied 
because    of    attendance   at   791019  meeting    iw/util. 
LftQDMARSlNO.  R.  J      House    of    Rep.        79/11/13.        15pp. 

—  7912190475  Urges    Commission  not    to    license   nuclear   raactor    due    to 

proximity    to   earthquake    fault. 

JACKSON,  D.  M.       Affiliation  Unknown.       79/11/2B.       lp. 

—  79121B04BO  Urges    resignation   of  Chairman  Handrie   t  Commission»r   Kennvd^ 

far  attending   (netting    w/fObC. 

COOPER,  P.      Affiliation   Unknown.       79/11/09.       Ip. 

—  79121Q04B4   Objects    to    lecret  791019  maeting    between   Hendrie,  Kennedy   1< 

P06E.  Urgns   disqualification   from   further    decisions    on   util. 
CUMMINGB.B.C.       Affiliation  Unlnown,       79/li/Oo.       lp. 

—  79ialB04SB   Forwards    copies    of  791121    Itrs    sent    to  Senator   Cranston  li 

Ftepresentatlva    Panatta   urging    disqualification   of  Hendrie  Ic 

Kennedy, 

TETER.H.  M.       Affiliation   Unknown.       79/11/21.       4pp. 

—  79121B0493   Forward*    copg    of   791112   Itr   to  Senator   Cranston   objecting 

to  meeting    betueen   Hendrle.  Kennedy   tc  POfcE.  Request*    aach 

commissioner  receive    copg. 

ERNSTiT.       Affiliation  Unknown.       79/11/23.       2pp. 
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-79121BQ3O2  Forwards    copy    of    Itr    to   Senator   Cranston   urging 

disq.ua  1  If Uation   of   Hendria   li  Kennedy    From   further    decisions 
on    ifttl. 

ZIMMERMAN,  A.       Affiliation  Unknown.       79/11/38.       2pp. 

-79121FJ03Q7  Forward!    capias    of   791116    Itr*    to   Banator    Cransbon  & 
Repro«nnt»tive   Panetta    urging    disqualification   of   Hendrie    tt 
Kenntdy    from      further   dacisionn    on  PQJ.E. 
HANZER.  R.       Affiliation    Unknown.       79/11/16.       3pp. 

-79121BQ310  Objects    to   meeting    between  Hendrie. Kennedy   b  PQtE.  Urg»» 
disqualification   from  furthar    decisions    on   util. 
MOODY,  R.,    MOODY,  D.       Affiliation   Unknown,       79/11/11.       6pp. 


7913S703QO   Confirms    discussion   u/NRC    re    complotion   of   mods    for    safety- 
relief   valve    indication. containment    isolation  &  high-range 
radiation  monitoring.  All    TMI   Lessons  Learned   Task    Force 
i hurt- term  requirements  will    be    completed   by   BOOID1. 
UTLEY.E.E,        Carolina   Pouer    b   Light   Co.       79/19/17.        2pp. 


Inspection  reports,     IE  Bulletins   t  correspondence 


7910040479   Forwards    rept    of    May    1979    insp    by    Performance    Appraisal 
Team. Issues    in   compliance    section   should    be   resolved. 
THORNBUflO.  H.  P.          Division    nf    Reactor    Construction    Inspection. 
79/00/29.        Ip. 


DOCKET    3O-324    BRUNSWICK   9TEAM   ELECTRIC   PLANT,     UNIT   2 
F.     Security    midlcal,     emergency    b   firs    protection   plans. 

7712200022    Discusses   NRC  791109  mentlng   r»    Bmargencij    preparedness    team 
review    nb  jeetlvs  i.  Provides    guidance    for    Improving    licensee 
•j»ergincy    praparednass   fc   assuring    capabllltg    of    offnite 
agendas    to    tike   appropriate    emergency    actions. 
OiRIMEHi  B.  K.       Emergency   Praparednasa    Task   Force.       79/11/23.       30pp. 

P.     Operating    licence    stage    document!   b   correspondence 

7913100169    Discusses   NflC  771101    meeting   u/ripreiantatives    of  N9BS 
vendor*    EC    fuel    lupplleri    re   discussion   of   raspoctlve 
portions    of  ECCB   evaluation   modili    dealing   u/fuel    cladding 
availing    li    incidence    of   rupture.  Vindior   respanias    and. 
EISENHUT.  D.Q.         Division    of   Operating    Reactors.       79/11/09.       65pp. 

— 7912100253  Responds    bo   NRC   791101    roquet t   re    nancompl lance   of 
Utf tlnghauie  ECCS   •valuation   model    under   requirements 
of    lOCFflBO  App   K.  Evaluation    of    three    fuel    rod    models 
Indicates   no   safety    problems    for   Westlnghousa   plants. 
ANDERSON.  T.  M.      H«*tlnghou*»  Electric  Corp.      79/11/03.      4pp. 

—7912100330  Responds    to   NRC   791101   roquest   re   ORNL   cladding    duelling   t< 
rupture)    data.  Review   of   analytical    models   &   tnsts    Indicates 
compliance   u/lOCFRSO  App   K.  All    OE    specs    for   calculated    peak 
clidding    temp   ramaln   unchanged. 
BUCHHOLZ.R.  H.       Oannral    Elactrlc   Co.       79/12/07.       2pp. 

— 79121OO4O7  Forwards   TBspanse    to  NRC    791101   request   re  rod   burst    test 
data.  Concludes    that    data   properly    represented    by    fuel   models 
usid    In   vendor    evaluation  models   l>   tiiat  analyi**    d e mon strata 
all    criteria   of    10CFRSO.  46    satisfied. 

OWBLEY.  O.  F.      Elton   Nuclear    Co.  i     Inc.     (tub*,     of  Exion  Corp.). 
79/11/02.       Spp. 

— 7912100456  Forwards  -addl    Info  r»   evaluation   of    Impact  of  NRC  proposed 
ruptur»/b lock  age  model    used    In   vendor   a valuation  model. 
No   «dvan«    Impact    from  niu  ruptura    burst   data   or    US.H    of  NRC 
rupture/blockage  model    on    licensing    calculation  results. 
OHSUEVi  -0.  F.      Eixon   Nuclear  Co.  t     Inc.     (*ub«.     of  Elian  Corp.). 
79/11/04.       22pp. 

7912100319   Forwards    safety    evaluation    for    single    loop    operation, 
;    LAINAB.  O.  Plant  8u»t«m»   Branch.       79/11/11.       Ip. 


— 7910040fl91    Notics    of    violation    from   mgt    inop    on   79031-1-25. 
«          Region  3,    Atlanta,    Office   Df   the  Director.       79/OB/29. 


Spp. 


7912100337  Fariuardl    IE   Insp   Repts   50-324/79-36  &  50-325/79-37   on 
79Q031-Q92B.  No    noncomp  liancH    noted. 

LEWIS,  R.C.  Region   2.     Atlanta,     Reactor   Operations    Nuclear    Support 

Branch.      79/11/06.       2pp. 

— 79121Q03'13    IE    Insp    Ropts    50-321/79-36   b   50-325/79-37    on   790931-0926.  No 
noncompllanco  noted. Major   areas    inspected ; plant   operations, 
radiation  protection  OA   program, organiiat ion  a 
administration   &  core   power   distribution. 
OUZTB.J.E.  Region   3,    Atlanta,    Office   of   the  Director. 

KEU.OQ9,  P.  J.  Region  S,    Atlanta,    Reactor  Operations  Nuclear 

Support   Branch.       79/11/06.      6pp. 

7915060106  Forwards    IE   Info   Notice  79-12A,    "Attempted  Damage    to  NEUI 
Fuel    Assemblies."    No    specific    action    or   response    required. 
O'REILLY,  J.  P.  Region  S,    Atlanta,    Office   of   the   Director. 

79/11/09.       2pp. 

791203QS23  Act   receipt   of  7910D.5    Itr    informing   NRC   of   steps   taken    to 
correct  violations   noted    In    IE    Insp   Repts   5O-324/79-19  !< 
90-323/79-19. 

O'REILLY,  J.  P.  Region  2,    Atlanta,    Office   of   the   Director. 

79/11/14.       Ip. 

—7912030225  Responds    to   NDC  790913   Itr  re  violations   noted    in    IE    Insp 
Repts    30-334/79-19   &   30-329/79-19. Correc live   actlons:all 
questionable    limiting    conditions    for   operations  uill    be 
treated   as   rep  or  tab  la. 
BANKS.  H.R.       Carolina   Pnuor    &   Light   Co.       79/10/O5,       3pp. 

—7912030227   Forwards    IE    Insp   Rapts    50-324/79-19   &    50-329/79-19   on 
790914-23  tt  notices    of  violation  d  deviation. 
O'REILLY,  J.  P.  Region   2,    Atlanta,    Office   of  the   Director. 

79/09/13.       2pp. 

7912100160  Forwards    IE   Info   Notice  79-2B.    "Overloading   of    Structural 
Elements  Due    to  Pipe   Support   Loads."  No  response  required. 
O'REILLY,  J.  P.  Region   2,     Atlanta.     Office    of    the    Director. 

79/11/16         Ip, 

7912110940  Forwards    IE    Info  Notice  77-29,    "Loss   of  Nonsaf ety-Related 
Reactor   Coolant  3ys    Instrumentation   During   Operation."   Ha 
specific    action   or  response   required. 

O'REILLY,  J.P.  Region   2,     Atlanta,     Office    nf    thn    Director. 

'79/11/16.       3pp. 


— 791218O330  Safety    evaluation    supporting    licensn   amend    for    single    loop 
operation. EOtO  technical   evaluation  end. 
e     Office    of  Nuclaar   Reactor  Regulation.       79/11/14.       13pp. 

7912040270   SummariiBi   reviled   Cucln   3    itartup    te«t   rept. Corrects    utll 
771109    tubmittal. 
FWR,B,  J.       Carolina   Power   t,  Light   Co.       79/11/21.       4pp. 

791S040&O9  Forwards   revised   Cud*   3  summary    startup    teit  rcpb.M/o 
•ncl, 
FUHR.B.J.       Carolina  Pouer   !<  Light  Co.      79/11/31.       4pp. 

79 J 204 034 O  forwards   response    to   NRC  79100S   Itr   re   Oak   Ridge  Associated 
Unlvs   radiation   tafaty    training    course.  Req.u»*ts   3-months 
notice  -prior    to    Implementation, so    that    slts-«pocif ic 
orientation  matl   can   be  prepared. 
UTLEY.E.E.       Carolina    Pourtr   It  Llflht  Co.       79/11/H9.       Ip. 

791SaOOi30   NattflBs    of    fee   ati**imant    for   review    of  790FJ17  stcurity 
p*rsonnal   training  fc   qualification  plan.  Raquests  paymint. 
DIOOB,  R.  M.  Llc*n«R  F»»  Management  Branch.       79/12/06,       Ip. 

7912120409   Responds    to    7910S2    Hr    by    mUtlng    interim  position    for 
c«ntain«*nt   purgi  &  Vint    vnlv*   operation,  pending    resolution 
of    isolation   valva    operab  ill  tu.  Vnrf  if  Ication    oP   valve 
Dp»rabllitg   mill    ba   available    bu    B00107. 
UTLEV,  E.  E.       Carolina    Poiu»r  d  Light   Co.       79/12/07.       2pp. 


7912050626  Ack    receipt   of   791016   Itr    informing   NHC   of   steps    taken    to 
correct  violations   noted    in    IE    Insp   Repts   50-334/7 7-37  t, 
SO-328/79-30. 

LEWISiR.  C.  Region  2,    Atlanta,    Reactor  Operations  Nuclear   Support 

Branch.       79/1J/2O.       Ip. 

— 7912050629  Responds    to  NltC  790924    Itr   re   violations  noted    In    IE    Insp 
Hepta    50-324/79-29  fc   90-329/79-30.  Correct ive  actions; 
Operating   Procedure,   S  revised   re   reactor  reclrculatiun   ays. 
BANKS,  H.R.      Carolina  Pouier  «t  Light  Co.       79/10/16.      2pp. 

—7912080633  Forwards    IE    Insp   Repts   50-324/79-29  d  50-329/79-30  on 
7907O2-E7  &  notice   of   violation. 

LEWIB-R. C-  Region  S.    Atlanta,    Reactor   Operations   Nuclear 

Bupport  Branch.       79/09/24.       Hpp. 

— 7912050634  Notice   of  violation    from   Insp   on   790702-27. 

*          Reoion  2.    Atlanta,    Office   of    the   Director.      79/O9/13.       Ip. 

— 7913050641     IE    Insp   Repts    SO-324/79-29   t<   90-325/79-30   on   790702-37, 
Noncompllance   noted: failure    to   have  adequate  procedure   to 
return  recirculatlnn    loop    to   svc. Omission  resulted    in  Unit   1 
trip. 

QUZTB.J.e.  Region   2.    Atlanta,    Office    of    the  Director. 

KELLOOQiP.J.  Region  2.    Atlanta,    Reactor  Operations  Nuclear 

Support  Branch.       79/09/19.      6pp. 


154 


DOCKETED  ITEMS 


79130701 5fl   ftcV    recejpt    Qf    77O1?!'?     1  tr     mfnrnunj    HRC    of    steps     taken    to 
correct    violations    naCeii     in    It:     Inip    Hepts    50-32-1/79-25   1 
50-325/79-26 

LEWIS. R.C  Region    S.     Atlanta,     factor    Oper-a  fcion-s    Nuclear    Support 

Branch.        79/11/20          IB. 

— 7912O7Q16Q   Responds     to    NIIC    71^323    Itr    re    violations    noted     in     IE    Insp 
Repta    50-324/79-25   t-    5O-325/79-2fc    Corrective    actions: 
informed    personnel     o(    r  c-qulr  ement  5    (•    cautions     to    be    followed 
before    entering    pasted    area 
BANKS. H   fi.        Carolina    Poupr    1    Light    Cn.        79/09/19         I!pn 

--791207G163   Forwards     IE    Insp    Flepta    50-32-1/79-25    t.    50-325/79-26    on 
7-)072.1-25    i,    notice    of    violation. 

LEWIS.  R.  C  Region   2.     fttlanta.     Reactor    Operations    Nuclear 

Support    Branch.        79/OB/2S.        3pp. 


—7912070166   Notice    of    violation 
>  Region    2,     Atlanta.     OFfit 


rom    insp    en    790724-25. 
of    the    Director,        7WOB/16.         Ip. 


— 791307014.7    IE    Insp    Kept*     50-324/79-25    !<    5O-325/79-26    on   79O724-25. 
Nonconiilianci!    noted    failure    to    f o  1 1  ou   radiation    control 
entry    requirements    &    Failure    of    sur  ve  i  1 1  ance    procedure     to 
direct    sys    restoration. 

5KOLDS,  J.  L.  Region    2,     fttlants.     Qftice    of    thff    Director. 

KELLOOQ.P.  J.  Region    3,     Atlanta,     HE  act  or    Dps-rations    Nuclear 

Support    Branch         79/OB/16.        7pn 


79132E0370    Forwards     IE     Info    Notice    79-31:     "Use    of    Incorrect    Amplified 
iRnsponse    Spectra."    No    written    response    required. 
fl'BEILLY.J   P.  Region    E.     Atlanta,     Office    of    the    Director. 

77/12/13.        2pp 

79122B0119    Forwards     !E   Circular    79-23i     "Shock    ftrrestur    Etrut    Asserablj 
Intel1  ference.  "    No    written    response    required. 

Q'REILLY.J.  P.  Region    S,     Atlanta,     Office    nf    the    Director 

79/12/30-        4pp 


R      Periodic    operating    reports    &   related    correspondence 


7912130354    Forwards    monthly    operating    rept    for    Nnv    1979 
FURR.B.  J.        Carolina   Pooler    t,   Light    Co.        79/12/1O.        Ip. 


— 7912130358   Monthly    operating    rept    for   f. 
WILLIS. E.        Carolina    Power   !/   Light    Co. 


v    1979. 
79/12/03. 


12pp. 


5.     Reportable    occurrences.     LERs   &   related    correspondence 

79121305B6  Notifies   NRC    that    final    rapt   re    deficienciHS    in   procuroment, 
fabrication    !<    inap    of    engineerDEl    plates    for    concrete 
embedment    tc    support    of    Eaf ety-relatad     loads    mill    be 
•completed    an  771231.  Delays   caused    by    eitensive   rework, 
CH1ANGI,N.  J.        Carolina   fouer    !<    Liolit    Co.        79/11/02.        2pp, 


7712060405   Foruarda     IE    Cincular    77-24,     "Proper    installation    !<    Calibr    of 
Cora  Spray   Pipe    Break    Detection    Equipment    on   DHrti.  "    No 

Q'REJLLY.J   P  Region    S.     Atlanta,     (iffict    of    the    Director. 

79/11/26..        Ip 


7912030177   RO:  on    791  1 1 1 ,  during    seal    rop lacBraont   of   reactor 
TBC Irculatton   pump    A. nnnisolab le  uold    on   pump   A   auction    lino 
test    connection    leaked. Line   removed   &   capped.  Pump    test 
connection    D   Dill     be    modified. 
TOLLISQN,A.C.       Carolina  Pouier   &  Light  Co.       79/11/12.       Ip. 


tars    I,  Con  tactors 


7912HOIS3   ForiuardB     IK    Circular    79-23.,     "Motor    Star 
Failed    to   Operate.  "    No    response    required. 
O'REJLLV.JP.  Region    S,     fttUnta.     Office    of     th 

.        Ip. 


7912310507    Notifies    of    deliiy     in    completion    of    Plant    Mod    79-2&9    revised 
prints    until    B00101    !<    of    Plant    Hod    77-370    prints    until 
aOOSOl.per    IE    Insp    Rupls    50-334/79-03    &   50-335/77-02. 
TOLLISOH.  rt   C.        Carolina   fouiar    t,    Light    Co.        79/ 1 1 /2B.         Ip. 

791204O2G3   Responds    to     IE    Rulletin    79-Ol.Util     commits    to    install 
environmenta 1  I g    qualified     limit     switches    on    MS3Vs    during 
Spring     1930   r«Fueling    outages    Hem    suitche^    are   NAMCO   .Model 
74O-3O1OO   t.   meet    IEEE    criteria 
WTLEV.E    E.        Carolina    Poujer    !.   Light    Co          79/11/29.         Ip. 

79121903B3  FoFtuards  IE  Uullfltin  79-27.  "Loss  of  Non-Class  IE 
[  nstrurnentat  ion  >j  Control  Power  Sys  Dus  During  Operation.  " 
Written  reaponsp  required 

O'REILLY,  J.P  Region    S.     Atlanta.     Office    of    the    Director. 

79/11/30.        Ip 


79121B0177    Forwards   LER    79-099/03L-0. 

TOLLIEON,  A.  C,       Carolina  Power   i,  Light   Co, 


79/12/06.    tp. 


— 79121B04B2  LER  79-09 9/03L-0: on  791 120,  coolant  Iodine  activity 
Tech  Spec  1 ini t.  Caused  by  tuo  reactor  scrams  &  increase  in 
fission  product  inventory  in  coolant  from  fuel  element  leak. 
Fuel  bundles  to  be  sipped  (<  leaking  bundles  to  be  removed. 
TDULISON.A,  C.   Carolina  Power  &  Light  Co,   79/12/04.   Ip. 


791&1BOB33  Forwards  LER  79-Q96/03L-0. 

TCLLIBDN,  A.  C.   Carolina  Pauier  t<  Light  Co. 


— 7'HBIBQ337  LER  79-096/Q3L-0:  on  791 1 15.  during  reactor  loui  preBaurB 
channel  colibr  !<  function  testj  sui tehee  1  &  2  of 
2-D21-PS-N031D  uere  out  of  to  lerance.  Caused  by  loose 
actuating  cam.  Cam  Bet  screw  tightened  It  instrument  Calibr. 
TQLLISON,  ft.  C.   Carolina  Power  4  Light  Co.   79/12/O7.   Ip. 


7712270279  Forwards  LEU  79-O93/03L-0, 

TDLLIBON,  A,  C   Carolina  Power  &  Light  Co. 


79/13/07,        Ip. 


7912310053    Submits    reuised    response    to    IE   Bulletin    79-19   re    packaging 
low   level    raflu>astE.  Al  ]    personnel    involved    in    transfer, 
packaging    'a    transport    of    raduia'Ste    to    use    mg  t-approvBi) 
detailed    instruction    !•   operating    procedures. 
FURR-D.J         Cdrolinn    Power    it   Light    Co.        7t?/ia/Ofl.        3pp, 


—7912270301    LER    79-093/03L-0:  on    771 120,  during    startup,  rod    12-33    gav> 
overtravel    alarm   at    notch   IB.  Apparently    caused    by    loom 
inner    Filter    on   drive. Rods   will    only    be   pulled    to    notch    46 
until    drive   unit    overhaul    during    19BO   refueling    outage. 
TOLLIBDN,  A,  C.        Carolina    Pouer    &   Light    CD.        79/12/O7.        Ip. 


7"?1231050Q    Responds    to     IE    Bulletin    79-25.     "Failures    of    UEstlnghouao 
BFQ   Relays    in    Safety-Related    Sift    "    Wes  t  inghause    DFD    relays 
not    u^fld    !*   not    maintained     in    stoclc    as     spares. 
FUHR.C   J         Carolina    Poi^er    J    Light    Co.        79/12/05.        Ip. 

79ia31O2ibA   Responds    tn     IE   Bulletin    79-O2,  Rev  i  sion    2.     "Pipa    Support 
Ua.se   Plate   Desigua   Uaing   Cnncrete  Eapansion   Anchor    Bolta.  " 
Eipansion    anchors    not    used     tn    concrete    block    ualls    to    attach 
pipe    supports     In    safatg-i'elated     ags. 
FUHH.G.J         Carolina    Pouier    i   Liflht    Cn.        79/ia/OA.         Ip. 

7=?133102e5    Foriuards    IE    Tnfu    Mat  ice    79-3O,     "Reporting    of    Defects    J. 
Nonconip  1  lances,  10CFR21.  "    No    action    required. 

O'FtElLLV,  J.  P.  Rogion   S.     fttJanta,     Office    gf    the    Director. 

79/13/06.        5pp. 

7912200006   Forwards    IE   Bulletin   79-2B,     "Possible   Malfunction    of   Namto 
Model    EA1BO   Limit    Suit  cirri    at    Elevated    Temps,  "    Action 
required 

D'HEILLY,  J.  P.  Region   S.    Atlanta,    Dffice   of    the    Director. 

77/12/07.        2pp. 


7912120399    Forwards    UER    79-095/03L-O, 

TOLLIBON,  ft.  C.       Carolina   Power   t,  Light   Co. 


79/12/10.       Ip. 


--791SI30303   LER    79-095/03L-0: on    791 1 10i  during    relief    valve    test,  pump 
relief    valve    lifted    at    1,25O  psig. Caused    by    scuffing    on   stem 
guide    bushing     ID   &    en    stotn   OD,  Scuff  ing    cleaned    ti    surface! 
polished    smooth. 
TaULIBdN,  A.  C.       Carolina   Pouier   (.  Light   Co.       79/12/10.       2pp. 


79121B0494   Foruards  LER    79-100/03L-0. 

TDLLIBON- A.  C.       Carolina   Power    &   Light   Cc 


79/1S/13.    Ip. 


— 7912IB049B  LER  79-100yO3L-0:  on  791 120,  during  normal  reactor  startup, 
full  out  indication  not  received  by  reactor  sequence  control 
siji  from  control  rod  06-27.  Caused  by  defective  optical 
isolator. Isolator  replaced. 
TOLLIStJN.A.C.   Carolina  Foyer  !,  Light  Co.   79/12/13.   Ip. 

7912270326  Forwards  LEFI  79-103/03L-0. 

TOLLISON.  ft.  C.   -Carolina  Pouier  %  Light  Co.   79/12/14.   Ip. 


7912310S02  Forwards  revised  response  to  IE  Bulletin  79-01, 
Qualification  of  Class  IE  Equipment."  W/o  ent  1 . 
FURR.B..J.   Carolina  Power  &  Light  Co.    79/13/12.   2pp. 


—7913270536  LER  79-105/O3L-0:  on  791HOI, while  replacing  indicating  light 
bulb  during  rod  block  monitor  rod  block  tent, bulb  brake  h 
rod  block  monitor  0  tripped. Caused  by  base  of  broken  bulb 
coming  In  contact  in/ground.  Bulb  replaced. 
TDLUIBQN.  A.  C.   Carolina  Power  J,  Light  Co.   79/1S/14.   Ip. 
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791237O549   Forwards    LER    79-101/Q3L-0 

TOLLISDN,  A.  C         Carolina    Power    &   Light    Cc 


—  7912270561    LER    79-101/O3L-O:  on    791 130,  during'    normal    reactor    startup, 
intermediate   range    monitor   D   did    not    Indicate    proper    overlap 
on    Flange    7.  Caused    bij    preamplifier    malad  jus-tmont.  Preamp  1 1  f  ier 
adjusted    per   Msint    Instruction   3-1 5J. 
TQLLISON,  A.  C,        Carolina    Foyer    l>   Light    Co.        79712/14.        ]p. 

791SS70339  Responds    to    790918    Itr   requesting    addl    info    on   750326    loss 
of   offslte    power    at    unit.  Normal    power   was    off    for   approi 
four    minutes   b   restored   manua 1 1 y,  Uni t    in    cold    shutdown. 
Oscillograph    at   Castle   Hayne    read    50V.  voltage    loss. 
UTLEY.E.E.        Carolina    Pouier    fc   Light    Co.        79/12/1B.        3pp. 


791327Q406   Forwards    LER    79-103/O3L-O. 

TOLLISON,  A.  C.        Carolina    Pouier    &   Light    CD 


—7912370414   LER    79-103/03L-0:  on    79ll2A,plant     chlorine    source     (railroad 
tank    ear)    uias    located    in   exclusion    area   uihilc    control    bldg 
chlorine    detectors    out   of    svc. Caused    by    shift    foreman 
assumption    that    detectors   luero    operational. 
TQLL180N.  A.  C.       Carolina   Pouer   tt  Light    Co.       79/12/17.       Hpp, 

7912280329    Interim   deficiency    rept   re    defective   Seismic    Class    I    hanner 
ueldt.  Final    ropt    will    be    forwarded    on  SO013O. 
CHIArtOI.N.  J.        Carolina    Power    t.    Light    Co.        77/13/19.        2pp. 


— 79121CO456   Forwards    addl     info    re    evaluation     nf    impact    of    NRL    proponeit 
riip ture /b  1  oc k ag e    mtrdeJ     u-sed    in    vendor    evaluation   model. 
Mo   adverse    impact    from   nem    rupture    burst    data   or  use   of   NHI] 
rupture/blockage    moOel     on    licensing    calculation    results 
QW3LEY,  G.  F         Ei  ion    .Nuc  1  ear    Co.   ,      Inc.      (subs       of   El  ion   Corp.  ) 
79/1 1/O1         22pp 

7912040310    Forwards    response    to   NRC    791002    ]tr    re    Oak    Hidge    Associated 
Untvs    radiation    safety     training     course    Requests    3-months 
notice    prior    to    imp  1 Broentati on.  50    that    site-specific 
orientation   matl    can    bo    prepared 
UTLEV.E.E.        Carolina    Pouier    C.    Light    CD.        79/11/29.        ip. 

7912200630   Notifies    of     fee   assessment    for    review   of    790917    security 
personnel     training    Si    -qualification    p  Ian.  Requests    payment. 
DIGQS,  Fi.M.  License    Fee    Management   Branch-        ft/12/01,.        Ip. 

7912120409    Responds    to    791023    Itr    by    stating     interim   position    for 
containment    purge    &    vent   valve    operation,  pend  ing    resolution 
of    Isolation   valve    op  erab  i  1  i  ty.  Verfi  fi  cation    of' valve 
operability   will    tie    available    btj   BOO  107. 
UTLEY.E.E.        Carolina    Pouier    t,   Light    Co         79/12/07.        2pp. 

79122703BO    Confirms    discussion    u/NRC    fa    completion    OF   moils    for    safetij- 
rallef    valve    indication,  c  antainmert    isolation    ti   high-range 
radiation    moni taring. Al  1    TMI    Lessons   Learned    lash    Force 
short-term   requirements    mill    be    completed    by    0001O1. 
irn.EY.E-E1.        Carolina    Power    !.   Light    Co.        79/13/17.        Spp. 


7912270559    Forwards    LER    79-091 /03L-Q. 

TQH.LISON,  A.C.        Carolina   Power    t,   Light    Co. 


79/12/20.       Ip. 


—7912270570  LER   79-091  /03L-0:  on   791 136,  during    normal    plant   operation, 
operator    noticed    containment   atmospheric    monitor   CAC-AR-1259 
uias    reading    upscale   on    oiyoon   channel .  Caused    by    blocked 
sampla    flaw  while   monitor    uias    sampling    torus, 
TOLLI8DN,  A.  C.       Carolina   Pouier    b   Light    Co.       79/13/20.       Ip. 

791B27054B  Forwards   LER    79-09B/03L-Q. 

TOLLiaON,  A.  C,       Carolina   Pouier   &  Light   Co,       79/13/21.       Ip. 

— 7913270333   LER    79-09B/03L-O:  on    791 129.  uih  i  le    replacing    section    of    flc 
conduit    leading    to    floui   sultch,  one    lead    came    in   contact   ui/ 
cas e,  shorting    itself   &   causing    RKR    logic    f\    pouior    failure. 
Caund    by    blown   F-l    fuse.  Fuse   replaced. 
TQLLiaON,  A.  C.       Carolina   Power   t.  Light   Co.       79/12/21.       Ip. 


DOCKET    50-325   BRUNSWICK   BTEAM   ELECTRIC    PLANT,     UNIT    1 
F.     Sicurity,    medical  i     emergency    t<   fire    protection    plans 


Inspection   reports,     IE   Bulletins    t,   corrcsp  ondcnco 


791OO")0479   Foruiards    rept    of  May    1979    insp    by    Performance   Appraisal 

Team.  IBEUUS    in    compliance  section    shnuli)   be    resolved 

THORNBUFIG,  M.  P.  Division  of    Reactor   Construction    Inspection. 

79/O3/29.         Ip. 

— 7710040491    Notice    of    violation    Prom   mg  t    insp     on   790514-25. 

»  Region    2,     Atlanta,     Office,    of    the   Diroctor         79/08/29.        i?pp. 

7912180337    Forwards    IE     Insp     Repts     50-324 779-3A    t,   50-325/79-37   on 
790B31-O92f)  No    noncomp  1  iance    noted. 

LEU1B.R.  C.  Region    3.     Atlanta.     Reactor    Operations    Nuclear    Suppnrt 

Branch.       79/11/Oii.       3pp. 

—7912180343    IE    Insp    Repts    50-321/79-36   t<    50-325/79-37    on    790831-092a.  Mu 
noncomp 1 ianco    noted.  Major    areas    inspec tod :  p  lant    operations, 
radiation  protection    QA    program,  or^ani  tat  i  on  & 
administration  %   core    power    distribution 

OUZTS.  J.  E.  Region    2.     Atlanta.     Office    of     the    Director. 

KELLQQ3,  P.  J.  Region   S.     Atlanta.    Reactor    Operations   Nuclear 

Support    Branch.       79/1 1/06.       6pp. 


7912200022  Discusses   N3C   771109  meeting    re    emergency    preparedness    team 
raviiii)  ob  jectives.  Provides    guidance    for    improving    licensee 
•mergtncy    preparedness   d  assuring    capability    of    offaite 
agencies    to   tahe    appropriate   emergency    actions. 
GRIMES,  B.  K.       Emergency   PreparednaiB   Task    Force.       79/11/23.       30pp. 

P.     Operating    license    stage    documents    b    correspondence 

79121001B9   Discusses   Nltc   791101    meeting    w/repr esBTitativus    of   NSSS 
vendors   &    fuel    suppliers   re    discussion    of   respective 
portions    of   ECC8   evaluation  models    dealing    uj/Fuel    cladding 
•  UfcllinB   li    incidence    of   rup  ture.  Vendor   responses    encl. 
EIBENHUT,  D.  Q.          Division    of    Operating    Reactors,        79/11/O7.        65pp. 

— 79121O029B  Rupondi    to   NRC   791101    request    re    noncompl iance    of 
Hiatlnghousc   ECCS   evaluation   model    under    requirements 
of    1QCFRSQ  App    K. Evaluation    of    three    fuel    rod    models 
indicates   no    safety    problems    for   Hestlnghouie    plants. 
ANDERSON.  T.  M.       Wo« t inghouso   Electric   Corp.       79/11/03.       4pp, 

— 7913100330  Responds    to   NRC   791101    request   re    ORNL   cladding    smelling    t< 
rupture    data.  Review   of   analytical    models   ti    touts    indicates 
compliance  U/10CFR90  App   K. All    OE   specs    for   calculated    peak 
cladding    temp    remain   unchanged. 
BUCHHOLZi  R.  H.       Oeneral    Electric    Co.       79/12/07.       2pp. 

— 7912100407  Forwards   response    to   NRC   79IIOI    request   re   pod    burst    toa t 
data. Concludes    that    data    properly    represented    by    fuel   models 
used    in   vendor    evaluation   models    &    that   armlgsos    demonstrate 
all    criteria    of    10CFR30.  46    satisfied. 

OHSLEY.O.F.       EiHon   Nuclear   Co.,     Inc.     (subs,     of   E»on  Corp.  ). 
79/11/02.       5pp. 


7912060JOA   Forwards    IE    Info   Notice   79-13A.    "Attempted    Damage    to  New 
Fuel    Assemblies     '    MD    specific    action    or    reepi>nse    required 
O'REILLY,  J,  P.  Region    3,     Atlanta,     Office    of     the    Director. 

79/11/O9.        2pp. 

7913030233   Ack   receipt    of    791O05    Itr    informing    NHC    of   steps    taken    to 
correcb    violations    noted     in    IE    Insp    Rents    5O-324/7'?-19   t 
90-329/77-19. 

O'REILLY,  J.  P.  Region    3.     Atlanta.    Office    vt    the   Director 

79/11/11.         Ip. 

— 7912030255   Responds    to    NRC    790913    Itr    re   violations    noted     in    IE    Ina 
Repta    5O-324/79-19    K    50-335/79-19.  Correct  ivo    actionsiall 
questionable    limiting    conditions    far   operations   will    be 
treated    as  reportablfi1. 
BANKS,  H.  R.       Carolina    Power    I.   Light    Co.        79/10/03.        Hpp. 

—7912030327   Forwards    IE    Insp    Repts    50-324/79-19   t,    50-325/79-19   on 
790514-25  b  notices    of   violation   &   deviation. 
O'BEILLY,  J,  P.  Reoiiin   3,     Atlanta.    Office    of    the   Director. 

79/09/13,       3pp. 

7913100160    Forwards    IE    Info    Notice    79-39,     "Overloading    of   Structural 
Elements    Duo   to   Pipe   Support   Lnado.  "   No  response   required. 
O'REILLY,  J.P.  Region    2.     Atlanta,    Uffice    of    the    Director. 

79/11/16.         Ip. 

7913110540    Forwards    IE    Info    Notice   79-29-     "Lnss    of    Nnn9af  ety-Re  lated 
Reactor   Coolant   Sys    Instrumentation  During    Operation."   No 
jpecific    action    or   response    required. 

D'REILLY,  J.  P.  Region    2j     Atlanta.     Office    of    the    Director. 

77/11/16.        2pp. 


791209Q6S6   Ack   receipt    oF    791OI6    Itr    informing    NRC    of    steps    taken   to 
correct    violations   noted    in    IE    Insp   Repts    50-324/79-39  It 
50-339/79-30. 

LEWIB,R.C,  Region    3,    Atlanta,    Reactor   Operations   Nuclear  Support 

Branch,       79/11/20.        Ip. 
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— 791305062?   Responds     to.    NFIC    79O9S4    Itr    re    violations    noted     In    IE    Inap 
Repts    50-334/79-29    tt    SO-329/7'?-3O.  Correct  i  ve    actions; 
Oc-eratin.g   Pr-ocudurfl    3  revised    re    reactor    recirculation    syt. 
BANKS. H, ft.        Carolina    Power    t.    Light    Co.        77/10/16.        app. 

— 7912050632   Forwards     IE    Insp    Ropts    5O-324/79-29   !,    50-32&/79-30   on 
7907O2-27   &    notice    of    violation. 

LEWIBjR.C,  Region  2,     Atlanta,    Reactor    Operations    Nuclear 

Support    Branch.        79/09/34,        2pp. 


7912310053  Submits   revised    response    to    IE  Bulletin   79-19   r«    packaging 
Inui    level    i-aduiaste.  Al  1    personnel    Involved    in   transfer, 
packaging   S<  transport    of   radwaate    to   usa   mot-approved 
detailed    instruction    &    operating    procedures. 
FUHR-B.J.       Carolina   Paver   b  Uight   Co.      79/13/04.       3pp. 

7912310500  Responds    bo    IE    Bulletin    79-33,     "Failures    of   Westinghouie 
BFD   Ralags    in    Safe ty-Relatod   Sus. "    Westinghouso   BFD  relays 
not    used   &   not  maintained    In   stock    as    spares. 
FURR,B.  J.        Carolina    Power    J.   Light    Co.        79/1S/05.        Ip. 


— 7"712050ii31    Notice    of    violation    from    insp    on    770703-27. 

*  Region    3.     Atlanta.     Office-    at     the    Director.        79/O9/1S.        Ip. 

— T7I20SOA41    IE    Insp    B»pts     5O-32-1 /79-29    Si    5O-325/79-30   on    790703-27. 
Noneomp  liaivcB   noted  :  Fa  i  1  are    to   have    adequate   procedure    t-o 
return    rec ir c ulat ion    loop    to    eve.  Dmi  ssinti    resulted    in   Unit    1 
trip. 

QUITS.  J.  E.  Region   2,    Atlanta,     Office    at    the    Director. 

KELLaQO,  P.  J,  Region    3,    Atlanta,    Reactor   Operations   Nuclear 

Support    Branch.        79/O9/13.        6pp. 

7912070139    Ack    receipt    oF    790919    Itr     informing    NRC    oF    stops    taken    to 
correct   violations    noted    in    IE    Insp   Repts    50-334/79-39    t> 
50-325/79-26. 

LEWIS. R,C.  Heoion   2,    Atlanta,    Reactor    Operation*  Nuclear  Support 

Branch.       79/11/30.       Ip. 

— 7913Q701AO  Responds    to   NRC   790S3B   Itr    re   violations    noted    in    IE    Insp 
fiepts    50-334/79-29    fc    50-325/79-26.  Correc tive    actions: 
informed    personnel    of   requirements    t   cautions    to    be    Followed 
before    entering    posted    area. 
BANKS,  H.  R.       Carolina    Poiuer   J,    Light    Co.       79/09/19.       2pp. 

— 7912070163   Forwards    IE     In6p    ReptE    SQ-334/79-25   &    5O-325/79-26   on 
79Q734-2S   fc    notice    of    violation, 

LEWIE, R,C,  Region   3,    Atlanta,    Reactor  Operations    Nuclear 

Support    Branch.        79/OB/28.        3pp. 

— 7912070166   Notice    of    violation     from    inap    on   790724-S3, 

•  Region    3,     Atlanta,     Office    of     tho    Director.        79/00/16.        Ip. 

—  791SQ7Q167    IE    Inap    Rapt*    50-324/79-35   t.    30-339/79-36   on    790734-35. 
NQticcmplla-ncH   noted:  fa  i  1  ure    to    folloiu  radiation   control 
entry    requ  irernent*    &    failure    of    surveillance    procodure    to 
direct    ays    restoration. 

SKOLD3.J.L.  Reoion  2.     Atlanta.    Office    of    the   Director. 

HELLDSO,  P.  J.  Region    S,     Atlanta,    Rnactar  Operationa   Nuclear 

Support    Dranch.        79/OB/16.         7pp. 

79130tOi05  Foruards    IE  Circular   79-34,     "Proper    Instal  latian    t>  Calibr   of 
Core  Spray   Pipe    Draa-fc    Detection   Equipment    on  DWHs.  "    No 
rBflponse   required . 

O'REILLY,  J.  P.  Region    2,     Atlanta,     OFFica-    of    the    Director. 

79/11/26.         Ip. 

7912110133  FoTuards    IE   Circular    79-23,     "Motor  Starter*  fa   Contactors 
Failed    to   Operate."    No    response    required. 

O'REILLV,  J.P.  Rejian    2,     Atlanta,     Office    of    the    Director. 

79/J1/36,         Ip. 

79ia06OlA2   Formards     IE    !nsp    Rept    5O-395/79-4!    on    791033.  No 
nonconip]  ian<c  &   noted  . 

O'REH-LV,  J.P.  Region    S,     Atlanta.     Office    of    the    Director. 

79/11/37,        2pp. 

— 7912060153    IE    Insp    Hop  t    50-32&/79--1 1    on   791022.  Mo   noncomp  1  ianee   noted. 
Major    areas    inspected . cause    £i    corrective    actions    re 
791019    trip. 

BILEY,  B.  M.  ,     HELLaSQ.P.  J.  Fleoinn    2.     Atlanta,     Office    oF    the 

Director,        79/11/31.        3pp. 

7913310307  Notifies    of   delay    ir.   completion    of  Plant   Mot!   79-24.9  rpviBHiJ 
print*    until    00D1OI    B,    nF    Plflnt    Mod    77-37O   prints    until 
BOOSOlifier    IE    Insp   Repts    50-334/79-02  g,    30-32S/79-O2. 
TDt.LieOH,A.  C.       Carolina    Payer   b  Llgh't   Co.       79/11/2B.       Ip. 

7912040233   Rnsfionds    to    IE    Bulletin    79-01.  Uti  I    comwlts    to     install 
environmentally    qualified    limit    switches    on  HSIVs    ifurttig 
Spring    1980  refueling    outages.  Heu    suftehe*   are   NAHCQ  Mode-1 
7-50-80100   k  meat    IEEE    criteria. 
UTLEY.  E.  E.        Carolina   Pouer    It   Light    Co,        79/11/39.         Ip. 

79131903B3  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-ClasB  IE 
Instrumentation  81  Control  Power  Bys  Bus  During  Qporation.  " 
Written  reipon-BB  required. 

O'BEILLV,  J.  P.  Region  3.    Atlanta,    Office   of    tho   Director. 

79/11/30.       tp. 


791231036&  Responds    to    IE   Bulletin   79-O3,  Revi sion  3.     "Pipe   Support 
Base   Plate    Designs   Using    Concrete   Eipansion   Anchor   Bolts. 
E»pan5ion   anchors    not    used    In   concrete   hloc*    malls    to   attach 
plpo    supports    in    safety-related    sys. 
FURR.B.J.       Carolina   Pouior   ti  Light  Co.       79/12/04.       Ip. 

7912310333  Forwards    IE    Info  Notice    79-30,     "Reporting    of   Defacti    & 
Noncompliancas,  10CFR51.  "   No   action    required. 
O'REILLY,  J.  P.  RoBion    3,    Atlanta,    Office    of    th«   Director. 

79/13/06.       3pp. 

7712200006  Forwards    IE    Bulletin   79-3B,     "Posaiblo  Malfunction    oF   Namco 
Model   EA1BO  Limit    Switches  at  Elevated   Tampt.  "    Action 
required. 

O'ReiLLY,  J.  P.  Region    3,    Atlanta.    Office    of    the   Director. 

79/12/07.       2pp. 

7712310EBH  Forwards    revised    response    to    IE  Bulletin   79-01,     "Environ 
Quolif ication    of    Clas-B    IE  Equipment."   W/o   «ncl. 
FUflR.B.J.       Carolina    POLIBT   S:  Light   Co.       79/12/13.       2pp. 

7913EB0370  Forwards    IE    Info  Notice  79-31.     "U«B    of    Incorrect    Amplified 

Response   Spectra."    K(>   written  response   required. 

O'REILLY,  J.P.  Region    2.    Atlanta.    Office    of    the   Director. 

79/13/13.       2pp. 

79122B0119  Forwards    IE   Circular  79-25,     "Shod    Arrestor   Strut    Aasamtily 
Interference.  "   No    written  response    required. 
O'REILLY,  J.P.  Raoian    2,    Atlanta,    Office    of    the   Director, 

79/13/30.       4pp. 

R.     Periodic    operating    reports   (.  related    correspondence 

791S130394  Forwards    monthly   operating    ropt    for   Nov    1979. 
FUHft.B.J.       Carolina    Power   t.  Light   Co.       79/12/10.       Ip. 


— 791E13035B   Monthly    operating    ropt    for  Nov    1979. 

HILLI9,E.      Carolina   Power   t.   Light  CD.       79/12/OS. 


12pp. 


S.     Beportable    occurfenceB.,    LERs    fc   rolated    correspondence 

7912H10060  PNO-II-79-012A:  on  791O19,  reactor    *hut   douin   S.   codrd    at 
EO   F  per   hour    via    rsattor   core    Isolation    cooling    sys. 
Reactor    bldg    evacuated    u/grass    beta   gamma   airborne 
activities    about    30X    of  mai    permissible   concentration. 
DANCE, H.C.,    KELLOGO,  P.  J.  Region   S,    Atlanta,    Offlco    of    the 

Director.       79/10/19.        Ip. 

7<J12Hc>OQ19  PHO-U-79-O12:  on  791O19,high    steam    lins   radiation    signal 
uas    rBC-HiVBd,  closing    main   stEam    isolation   valv««   t    shutting 
down   raactar.i.DW    level    airborne    radioactivity    detected    in 
bldg. Reactor    is    cooling    down   far    investigation. 
BANCE.H.C.  ,    KEI.LOQ.flr  P.  J.  Region   3,    Atlantai    Office    of    the 

JHroctor.       79/10/19.        Ip. 

79ial30SBt  Notifie*    NRC    that    final    rapt   re   daf Iciencies    in    pnacurHmnnt. 
faarication   S.    insp    of    enainoarcil    plates    for   concrete 
embedmont    d   support    of    safety-related    loads   will    be 
completed    on    791E31-  Delays    caused    by    eitensive   reuiork. 
CHIANQI.N.  J.       Carolina   Power   &   Light  Co.       79/11/02.       Spp. 

7912030177  RO: on  79L11 1 , during    seal    replacement   of   reactor 

reclrculation   pujnp    A,  nontsolablo   weld    on    purap    A   suction    Hn« 
tast   connection    loalod-Llna  removed   «  capped. Pump    test 
connection   B    will    tie    modified. 
TOLLISQN-rV  C.       Carolina   Power   &   Light   Co.       79/11/13.       tp. 

79132004&7  PNO-1 1-79-O3O:  on   7911 10, during    shutdown, water    discovered 
dripping    Prom  through    mat!    pipe    crack    in  0. 75-Inch    teat 
connection    from   20-inch    reactor    coolant   pump    section    Una. 
HILEY,  B.  H.  .    KELLOQO,  P.  O.  Region  3,    Atlanta.    Qfflea    of    tha 

Director.       79/11/13.        Ip. 

7912130339  RO-1-79-9S:  on   791019.  reactor   core    isolation    cooling    turbine 
failfd    to    start.  Causad    by    sheared    bolt   on    steam   nihautt 
check   valve  F04O.  Unit    resumed    powenvalva    repaired   fc    iBalt 
tent   satisfactorily    completed. 
TOLLISON,  A.  C.       Carolina   Pouer    d  Light  Co.       79/11/19.       Ip. 
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7912QSO432   Forwards    LER    79-09B/O1T-0. 

TOLLISON,  A.  C.       Carolina  Power   d  Light  Co. 


— 7912OS043B   LEH    79-09B/01T-O:  on    791113.  steam    exhaust    check    valve   FO40 
failed    leak    teat.  Caused    by    sheared    bolt   &    nut    lodged    in    seat 
of    reactor    corn    isolation    cooling    steam   exhaust    isolation 
valve    FOOl.Bolt    &   nut    removed.  Leak     test    successful, 
TOLLIBQN.A.  C.       Carolina   Power   b  Light   Co.       79/11/28.       2pp. 


— 7T1327O341    LER    79-093/O3L-O: on    791 127.  wh i In    performing    high    Bteamlino 
radiation   channel     alignment    &    functional     test. main 
sted.mline   drawer    D    iiias    out    of    spec  s.  Caused    by    instrument 
drift.  Drawer    recal  ibr. 
TOLLIBON,  A,  C.        Carolina    Power    &   Light    Co.        79/12/19.        2pp. 


79123705A3   Forwards    LER    79-lQ6/a3L~O. 

TOLLIGON,  A.  C.       Carolina    Power    t.  Light    Co. 


79/12/19,   Ip. 


7912030462  Forwards  LER  79-Q93/03L-0. 

TOLL1SDN.  A.C.   Carolina  Power  b  Light  Co. 


79/11/20.    Ip. 


— 7912090470  LER  79-093/03L-0:  on  791  lOi,  Units  1  &  3  chlorine  detectori 
failed  to  respond  to  test  solution.  Cans*  not  known. Plant 
chlorine  source  moved  outside  exclusion  area  until  detectors 
repaired. 
TOLLIBON.  A.  C,   Carolina  Pouer  t>  Light  Co.   79/11/29.   Ip. 


7912090473  Forwards  LER  79-QH4/U3L-0. 

TDLLISON.A.C.   Carolina  Power  8.  Light  Co. 


79/11/38.   Ip. 


— 79120304BO  LER  79-OB4/03L-0: on  791101, RHR  flow  indicator  IEU-FI-333B 
indicated  S,  SOO  gpm  w/s«»  not  in  operation.  Cause  not  stated. 
Indicator  F 13338  b  transmitter  FI  333B  calibr  &  sgs 
returned  to  ivc. 
TOLLIBON- A.  C.   Carolina  Pouer  &  Light  Co.   79/11/2B.   Ip. 


79iail037fl  Foruiardt  LER  79-097/03L-0. 
FURR.B.J,   Carolina  Power  h  Light  Co. 


79/12/Qi.   Ip. 


-- 7912I103B1  LER  79-097/Q3L-0:  on  79110B. during  normal  operation, 
circulating  water  pump  motor  Failed  b  cauaed  dlesel 
generator  output  breaker  to  reclose  on  bus. Caused  by  loci  ins 
out  of  close  signal  by  an tl pump  feature.  Plant  modi  planned. 
TQLLIBON.  A.C.   Carolina  Power  b  Light  Co.   79/12/On.   2pp. 


79121BQ603  Forwards  LER  79-099/03L-0. 

TOLLISQN,  A.  C.   Carolina  Power  b  Light  Co, 


79/12/07.   Ip. 


— 79I21B0613  LER  79-099/03L-0:  on  791  US,  during  normal  mactnr  startup, 
"full  in"  lights  remained  tit  on  control  rod*  18-11  6  Hi-11 
uhen  rods  removad  from  "full  In"  position,  Caused  by  chart 
b  defective  gate  on  buffer  probe  cards. 
TQLLISQNiA.  C.   Carolina  Power  b  Light  Co.   77/12/07,   Ip. 


79131BOS49  Forward*  LER  79-QB6/03L-0. 

TDLLIBONrA.C,   Carolina  Pouier  *.  Light  Co. 


79/12/11,   lo. 


—7912180592  LER  79-006/03L-O:  on  791119,  during  normal  operation, 
containment  atmospheric  monitor  CAC-AQH-1363  failed 
dounscala  an  a<ggen  channel. Cause  unknown. Instrument 
recallbr. Investigating  other  monitoring  sga. 
TOLLIBONi  A.  C.   Carolina  Pouer  b  Light  Co.   79/12/11.   Ip. 


79121B0940  Forwards  LER  79-094/Q3L-0. 

TOLLIBQN.  A.  C.   Carolina  Pouer  &  Light  Co. 


79/12/11.   Ip. 


— 79181B0943  LER  79-094/03L-0: on  791 116. during  normal  operation,  broken 
drive  belt  was  found  on  containment  atmospheric  monitor 
CAC-AOH-12S9. Caused  by  normal  wear.  Belt  added  to  periodic 
matnt  program  to  detect  worn  baits  in  future. 
TOLLIBON.  A,  C,   Carolina  Power  b  Light  Co,   79/12/14.   Ip, 


7912270306  Forwards  LER  79-OB9/03L-0. 

TOU.I8DN.A.C,   Carolina  Power  b  Light  Co. 


79/12/17,   Ip. 


— 7912270317  LEfi  79-QB9/Q3L-0:  on  791 120, reactor  core  isolation  eoaUnfj 
turbine  tripped  on  mechanical  overipetd  during  scram.  Causvd 
by  crack  in  amphenol  connector  to  tachometer  pickup. 
Connector  replaced, 
TOLL180N,  A.  C,   Carolina  Power  &  Light  Co.   79/12/17.   Spp. 


7912270922  Forward*  LER  79-103/03L-0. 

TOLLIBON,  A.  C.   Carolina  Power  b  Light  Co, 


79/12/19.       Ip. 


—7712270933  LER  79-103/03L-0:  on  791203,  root  valva   to   InstrumsnU 
1-E81-P8-N012B   It  D   found    closed.  Cause   unknown.  Penetrant    test 
completed    succestFul ly    b  valves    left    In   proper    position, 
TbLLISON,  A.  C.      Carolina  Power  ic  Light  Co.      79/12/19.      3pp, 


791227(W29  Forward!   LER   79-093/03L-Q, 

TDLLIBON.A.C.      Carolina  Pouer  b  Light  Co. 


— 7912270371    LER    79-1O6/O3L-0:  on   7912O7,  during    corn    spray    sys,  component 
test'      "core    spray/RMFI    pump    running"    annunciator    not 
rece ived. Caused    6y    shut    root   valves    not   returned    to  normal 
position   after    testing    an  77113D. 
»      Carolina    Pouier    t    Light   Co,        79/13/14.        2pp. 


7913300329    Interim  deficiency   rept    ra    iefuctivn  Seismic  Claa 
wolds.  Final    rept   will     be     forward  ad     an    SQ013Q 
CHIAHOIiN.  0.       Carolina    Pomsr  te  Light   Co.      79/13/19.      3pp. 


I    hangei 


7912270487  Forwards  LEfi    79- 103/03L-O. 

TQLLIBDH,  A.  C.       Carolina   Power    b  Light    Co. 


tp. 


—7912270490   LER    79-10S/Q3L-O: on   791 129. during    normal    operation, 
containment    atmospheric    monitor    tripped  tt   could   not   be 
restarted. Caused    by    seiied    pump    bear i ngs.  Pump   replaced   !< 
prsvnntatiVB   maint    procedure    established. 
TOLL  I  SON.  A.  C.        Carolina    Pouer    &    Light    Co.        79/12/2O.        Ip. 


79taB7031B   Forwards   LER    79-09a/03L-0. 

TOLLIBON, A.C.       Carolina   Power    b  Light   Co. 


79/12/20.        Ip. 


— 79tB270'5aB   LER   79-092/031. -O:  on   7912O4.  during    normal    plant   operation, 
operator    noticed    containment    atmosphar Ic    monitor 
C AC- ATM -1263  UBS    reading    dnunsca 1 e.  Caused    by   blown  payer 
supply    Fuse    b   shift    In    instrument    lera.Fuse  replaced. 
TOLLIBON,  A.  C.       Carolina    Pouiar   t,    Light    Co.       79/12/20.       Spp. 


7912270337    Forwards   LER    79-Q91/O3L-O. 

TOLL1SDN. A. C,       Carolina   Pouer    b  Light   Co. 


—7712270551    LER   79-O91  /O3L-0:  on   7<?12Ol,s»al    staging   Flou  high 
annunciator   was   received    on    recircul-otlon    pump    ID  b  ilryuell 
floor    drain    pump    started    pumping .  Caused   by    eiceasivB 
packing    leakage   of    roc  irculation    pump    11}    suction. 
TQLLIGON.A.C,       Carolina    Pouier   &    Light    Co.       79/13/20.       Ip. 

7912370354    RO:  on   791129,  pressure    switch    FP-PSL-39fc3   shorted    out, 
creating    short   on  annunciator    card    covering    Reactor  Bldg 
I on no    13-13. Cause   not    stated. Short    at    pressure   twitch 
removed    POT  repair.  NGUI   annunciator    card    ordered. 
TDLLiaoK,  A.C.       Carolina   Power   !<  Llaht   Co.       79/12/20.       Ip, 


791H270372    Forwards   LER    79-I07/01T-0. 

TOLLIBON,  ft.  C.       Carolina   Power   ti  Light   Co. 


79/12/30,       Ip. 


79/12/19.       Ip. 


-- 7718B7O3B3  LER   79-1O7/O1T-0:  on   791312,  uih  lie    performing    visual    insp    of 
Inacee&aibla    snubbersi  several    snubaurs.   found    on    safety 
relief    valve   F01QH    fcai  Ip  Ipe,  Caused    lij    reactor    scran  when 
ufatij    ralieF   valvii    F013F,0   Ic  H   automati cal ly    lifted. 
TQLLIEON.A.C.       Carolina    Pouer   b    Light    Co.       79/12/20.       2pp. 


DOCKET   50-326  UNIV.    OF  CALIFORNIA  AT    IRVINE  REB.    REACTOR 
F.     Security,     medical,     emergency    fc   fire    protection  plans 

7912120206    Forward!    draft   Reg  Guide    9.  XX,     "8td    Format   b  Content   for 
Licensee    Physical    Security    Plan    for    Protection   of   BNM  of 
Moderate,    or  Low  Strategic    Significance.  "    U/o    encl. 
REID,  R.H.  Operating    Reactors   Dranch    4    (Pro  791030).       7f /OB/32. 

Spp. 

0.     Jnip«ction  reportsi     IE   Bulletins    ti   correspondence 

791H2B0207   Forwards    IE    Info    Notice  79-31,     "Una    of   Incorrect   Amplified 
Rflipon*e    Spectra."    No    written   fespanse    required. 
DRIER,  B.  M,  Region    1,     Philadelphia,     OPFlce-    of   the   Director. 

79/12/13.        Ip. 


DOCKET  80-327  SEQUOYAH  NUCLEAR   PLANT,     UNIT   1 

A.     Application/construe tion    »tage   document*  b    correspondence 


7919110011    Forwards  NRC    position    on    status,  b  applicability    to  pending 
OL   applications    of   result*    of   TNI    follouiup    actions.  Outline* 
addl    short-term   action*    to    be    taken. 
VABBALLO.D.  B.          Division    of  Project    Management.      79/09/37.       41pp. 
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791311026-1    Discusses    NRC     plans     to    use    generic    analyses    to    develop    early 
verification    program    to    rcsolvs    ftl  U8     issue     For    PHRs    t.   litJUs. 
Success    of    program    depends    on    industry    response,  Supports 
Formation    of    owners    group-s     to    provide    necessary     info. 
DENTDN.H    H          Dffice    oF    Nuclear    Reactor    Regulation.        79/10/17.        3pp. 

79I2O4Q543    DiacU5S.es    NBC    requirements    re    operator    !<    senior    operator 
1 i  c  enae  s. 
VfiSSALLO,  D.  D.  Division    of    Project    Management.        79/11/O1.        3pp. 

7912060525   Forwards    responses     to    NRC    7910O4    questions    on    water    level 
fflaasurement    sy  s     inside    containment.  He sponsss    based     nn    nods 
to    steam    generator    re(=    leg    design    uh  i  c  h    mill     be    completed 
before     initial     criticality. 
MILLS.L.M         Tennessee    Valley    rtuthority.        79/IS/O3.        flp  p . 


79122703B9   Forwards    proposed    revisions    to   FSftR    Sections     13.  2   t     13.  3   to 
be     incorporated     into    Amend    64.  in    response    to    791130 
questions    by    DL    reviewer    J  BUIIJ, 
MILLS, L.H         Tennessee    Valley    Authority.        79/19/13.        Ip. 

--791227O295   Proposed    revisions    to   FSAft    Sections    13.2    Ei    13.5. 
*      Tennessee    Valley    Authority.        79/13/13.        10pp. 

7912370933   Forwards    proposed    FSAR    revisions    to    be    Incorporated     in    Antud 
64, Revisions    required    to    resolve    inconsistencies    between 
draft    Tech    Specs    &   FSAR. Marfced-up    pages    encl. 
MILLS.  L,  M.        Tennessee    Valley    Authority.        79/12/19.         13pp, 

O.      Inspection    reports.     IE    Bulletins    &    correspondents 


7913130001    Forwards 
5u.s    of    Fac.il  I  tu. 
RUBENSTEIN.L   S 


eq.Liest     Par    add!     info    re     instrumentation    ti   control 
Light    Water    Reactors    Drancfi     4.        79/12/O3.        tpf. 


7912030041    Forwards    IE    Insp    Rept    30-327/79-49    on    79O9  17-21 ,  No 
nontomp 1  lane  a   noted. 

LEWIS, R.C.  Ragion   2,    Atlanta,    Reactor   Operations   Nuclear    Support 

Branch.        79/10/18.        2p. 


791906O522   Forwards    response    to    791026    request    For    addl     info    re   Teviet 
c-f    WCAP--91-57.   Inc  ludes    info    re    q.ual  i  f  icati  on    of    resistance 
temp   detectors   I'  remote    bellous    sensing    containment   pressure 
Iransmi  ttere. 
MILLS, L.  M.        Tennessee    'Jail  eg    Authority         79/12/O4-.        7pp. 

y^iaiioai1?   Forwards    responses    to    J   Bui  if    791130    telcan   quest!  ons.  FSAR 
mill    be    revised    bij    Amend    64.  In    aeinr  ilance    uj/resoonses. 
HILLS.  L.  M.        Tennessee    Valley    Authority.        79/12/O5.        33pp. 

7912130023   Notification    of    SQ011Q   meeting    u/util     to.    discuss    reporting 
level     of    util     QA   t<    manager    ti   <!A    ravieiu   of    documents. 
SPRAUL.  J.  Q  Quality    Assurance    Branch.        79/12/05,        Ip. 

77I31BC074   NotiFication    of    ACRS    791207    meeting    re    plant    t.    lou   power 
tests. 
RUGFNSTEIN,  L.  S.  Light    Water    Reactors    Dranch    4.        79/12/O6.        3pp. 

791331035^   Notification    oF    aOOlOS   meeting    u/utils    in    Bethasda.MD 
to    discuss     info    request    re    adequacy    off    equipmcTit 
quali  Ficat ion 
UNOtVRO.  A   n.  Fnuer    Syatems    Branch.        79/13/11.        3pp. 

79122100O3   Not i Fitdt Ion    of    791318   meeting    Wutil     in    Dethssda.MD    to 
disrtiss    risV    assessments. 
STAHLE.C.H.  Light    Water    Jfeactcrs    Dranrh    1.        79/12/13.        3flp. 

7t)1231O34B   Foriuards    760329    Itr    t,    drawings    re    intertm    auiiliary    blSg 
aotor-dary    containment    enclosure.  Test    description    eicerpts    of 
preoperational    teat    IVA-9ft   end.  Drauiings    available    In 
Central    Files    only. 
HILLS.L.N.        Tennessee    Valley    Authority.        79/12/13.        39pp. 


— 791E3IO3S6    Foriuards    proposal     for     interim   aui 
containment    enc  Insure. 
G1LLELAND.  J.  E.        Tennessee    Valley    Authority 


.  1  iary    bldg    secondary 
76/O3/29.        3pp. 


7912200503   Forwards    responsi 
Tasl    Forte    Final     Sept.  " 
IHLLSiL.  M.        Tennessee    yaU 


to    NUREG-057B,     "TrlI-3    Lessons    Learned 
I    Authority.       79/12/14,     ,39pp. 


7912270363   Forwards    affidavit    certifying    that   Amend    63    to    util    FBAR 
served    on    7=71231     to    parties     listed     in   afpidavit. 
MILLS.L.h.        Tennessee    Valley    Authority.        79/12/21.        2pp. 

7912310352    Discusses    Pr eopera tl onal    Test    TVA-13.     "Dnsits    AC 
Distribution   B-ys."   Lists    procedures    to    be    follouni)    to    ensure 
safe    operation    of   Unit     t. 
MILLS.L.fl.        TennessB*    valley    ftuthority.        79/12/31.        3pp. 

F.     Security,     medtcalr     emergency.    &     Fire    protection    plans 

7912040471    Forwards    info    re    upgraded:    emergency    plans    to    plants    under 
const   I'-   OL   revi  eu,  App  1  lean  ts    required    to   make    certain 
eftiergency    arrangements   w/state   fc    local    organi  iations  Ei 
submit    emergency    plans,    per    Reg   Guide    1.  1O1. 
VABSALLO,  D  D.         Division   of    Project   Management.       79/11/21.       6pp. 

M.     Utility    Final    Safety    Analysis   Report    IFSAR)    t   amends 

7^12100337   Forwards   Amend    63    to    FEAR,  ay  bin  i  tted    to    amend    DL    application. 
M1L.LB.L.M.        Tennessee    Valley    AiutJior ily.        79/13/07.        Ip. 

— 79I210O3fcl   Amend    63    to   FSAR, su&mi tted    to   amend    OL    application. 
MILLS'  L.  M.       Tennessee   Valleij    Authority.       79/13/07.       16p[i. 


-T-791203006S    IE    Insp    tlept    50-337/79-49    on    790917-31.  No    noniomplianc* 
noted. Major   areas    inspected : startup    procedure   review, 
closeout   oF    previous    insp    item  &  review   of    completed 
preoperational    test    packages. 

DUUNETT,  P.  T.  Region    2,    Atlanta,    Reactor-   Operations   Nuclear 

Support    Dranch.       DONAT,  T.  J,  Region   2,     Atlanta,    Office    of    *he 

Oi  roc  tor.        77/10/10,        5pp. 

7912060158  Forwards    IE    Insp    Repts    50-327/79-5B  t<   30-32S/79-30    on 
79I001-03.  No    noncompliancs   noted. 

SUTHERLAND.  J.  T.  Region    9.     Atlanta,     Fuel    Facility    &    Materials 

Safety    Branch.       79/10/23.       2pp. 

—7912060467    IE    Insp    Repts    BO-327/79-3B   t.    50-32B/79-30    on    7910O1-Q3,  HQ 
noncomplianco    noted.  Major   areas    inspected: preoperational 
testing    of    raduaste    sys    ti  cuvisiu   of    procedures    for 
implementing   radiological    Tech    Spocs. 

JACKSDN.L.L.  Region   3,    Atlanta,    Office    of    the   Director. 

GIBSON, A. F,  Region   3,    Atlanta.    Fuel    Facility    &  Materials    SaPelv 

Brunch.        79/10/33-.        4pp. 

7913060479   Forwards    IE    Insp    Rept    50-327/79-54    on   791003. No 
none amp  1  lance   noted . 

MURPHV.C.E.  Region   2.     Atlanta,    Reactor   Construction  &  Eng  inenrlr,.g 

Support    Branch.        79/10/23.        2pp. 

— 7912060186    IE    Insp    Hept    5O-337/79-54    on    791003. No    nancompl lane e    noted. 
Major   areas    Inspec ted:  s team   generator    feeduiater    line 
radi  ography. 

CROHLEV,  0.  n.  Region   S.    Atlanta,    Office   of    the    Director. 

HERDT.A.  R.  Region   2,    Atlanta,    Reactor    Construction   & 

Engineering    Support    Branch.       79/10/22.       3pp. 

79120503BO   Forwards    IE    Insp    Rept    50-337/79-53    on    791002-04. No 
noncomp 1  lance    noted. 

MURPHY. C.E.  Rejion    3<     Atlanta.    Reactor    Construction   &  Engineering 

Support   Branch,       79/1O/24.       2pp. 

— 7912050395    IE    Insp    Kept    50-337/79-52   on   791003-04. No    noncomp 1 iance 
noted.  M-a  jor   aroas    inspected :  concrete    eipansion    anchors   V 
seismic    analysis    for    as-built    aaf ety-relatad    piping    eys. 
MDDEN08,L.  Region   2,     Atlanta,    Offico    of    the    Director. 

HERDT,A.R.  Rugion   2.    Atlanta,    Reactor   Construction   t- 

Engineering   Support    Branch.       79/10/23.       4pp. 

7912O504S6  Forwards    FE    Insp    Repts    3O-327/79-53  &   30-338/79-28    on 
791002-03.  No    noncomplianco    noted, 

MURPHY. C.E.  Region  2.     Atlanta,    Reactor    Construction   J.  Engineering 

Suppor-t   Branch.       79/1Q/35,       2pp. 

—7912050189    IE    Insp    Hepts    50-327/79-53   6.    30-328/79-28    on    791O03-0&.  No 
noncomp 1  lance    noted.  Major   areas    InHpec ted : 10CFR30.  S5(a ) 
items   &    inspector    folloiuup    items   onslte   Si   at    design   ofcs. 
CANTRELL.F,  S.  Ragion  2.    Atlanta,    Reactor   Construction    S. 

Enginaering   Support    Branch.       OOUOE.  M,  J,  Region   3,    Atlanta. 

Office    of    the    Director,       79/10/25.       5pp. 

7913030fa27   Forwards    IE    Insp   Rept    50-327/79-57    on   791010-11.  Mo 
noncompliaiice  noted, 

LEWIS, R.C.  Region    3.     Atlanta,    Reactor   Operations   Nuclear   Support 

Branch,       79/10/25,       2pp. 

— 7912050631    JE    Insp    Rept    90-327/79-57  on   791009-11.  No    noncompli Jr,c» 
noted. Major   areas    inspactad: rfivieu  of    inspector-idantif led 
ilBins,  Pollomup    on    IE   circulars   It  plant    tour. 

DANCE.  H.  C.  Region  S,    Atlanta,    Reactor   Operations    Nuclnar 

Support   Branch.       79/10/24.       3pp. 
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7912O4O44B   Forwards    suppl    response     tn     IE   Bulletins    7B-12,7a-12A   & 
7B-12B    re    atypical    weld    natl     in    realtor    pressure    VBSSB! 
meld  a.  UeatinghDuse    generic    rept    submitted    791O29   covers 
plants    Final    response    by    B00125 
MILLS,  L,  M.        TeniiBSBea    Valley    Authority.        79/1O/2H.        2pp. 

7?1312O2ia   Forwards     IE    Inap    Rept    50-337/79-63    on    79092O-21.NO 
noncompliance   noted. 

SUTHERLAND,  J.  T,  Region    2,     Atlanta,     Fuol    Facility    t   Materials 

Safety    Branch.        79/11/02         2pp. 

— 7912120355    IE    Insp    Rept    50-337/79-4.2    on    79092O-21 .  No    nontompl  iance- 
noted. Major   areas    inspec ted  :  coord inat ion   u/offsite    support 
ag  anc  ies. 

TRQJANQHSKI.R,  E  [legion    2,     Atlanta,     Office    of    the    Director, 

HUFHAM.J.W.  Region  2,    Atlanta.     Fuel    Facility   t>  Moteriala    Safety 

Branch.       79/11/01.       3pp. 

79121B01-49   Forwards    Insp    Rapt    50-337/79-59    on    791017-1B.  No 
nun  camp  lianco    noted. 

LEWIS,  R.  C.  Region  a,    Atlanta,    Reactor   Operations   Nuclear   Support 

Branch.       79/11/06.       3pp. 

— 7913180154    IE    Insp    Rept    50-337/79-59    on    791O17-1S. No    noncompliance 
noted. Major    areas    inspected: camp latBd    prooperatlonal     test 
package   revieya    &   review  of    revised    engineer    &   safety 
feature    aurveillance    instructions. 
DDNAT.T.J.  Reoion   B,     Atlanta.     Office    of    the    Director.        DYEI1,  J.  A. 

Region  3,    Atlanta.    Reactor   Operations    Nuclear   Support   Branch. 
79/11/02.       4pp. 


— 7912260306    IE     Insp    Repts    50-327/79-63   ?,   50-328/79-31    nn    791O30-1101 .  No 
noncompliance    noted.  Major    areas     inspected.  10CFI150.  55  I  e  I 
i  temsi  noncomf  ormant-e    rept    cnntral    t.    saf  etij-relatBd    luork 
activities. 

CANTRELL,  F.  B.  Region    2,     fltlanta,     Reactor    Construction    b 

Engineering    Support    Branch        GOUGE,  II.  J.  Region  3,     Atlanta, 

Office    at    the    Director          79/11/15.        5pp 

7912310326    Forwards    IE     Inap    ttepts    50-327/79-60    !.   50-320/79-29    oil 
791O09-12.  No    nnncompliance    noted. 

MURPHY,  C.E.  Region    3.    Atlanta.    Reactor   Construction    &   Eng  itieerinq 

Support    Branch.        79/11/16.        2pp. 

—79*12310333    IE    Insp    Repts    5O-327/79-60   's   50-3S8/79-29    on    791OQ9- 12.  No 
nontomp  1  ianc  e    no  ted.  Ma  JOT-    area  a     inspec ted;  f ire    protection 
revieu    circuit    relocations    instrumentation    work    t(  UIUT  k 
activities. 

GIBBONS,  T.  D.  Region    2,     Atlanta,     Office    a  F    the    Director 

CONLQN,  T.  E.  Region    S,     Atlanta.     Reactor    Construction    & 

Engtna-ering    Support    Branch.       79/11/1A.       4pp 

7912050397    Ac  k    receipt    of    791107    1 tr    informing    NRC    of    steps    taken    to 
correct    violations    noted     in    IE    [nap   Rept    50-327/79-46. 
LEWIS, R.C.  Region    3,     Atlanta,    Reactor  Operations   Nuclear    Support 

Qranch,        79/11/20.       lp. 

— 79120504O2    Responds    to    NOC    791016    Itr    re    violations    noted    in    IE    Insp 
Ropt    50-327/79-16.  Corret  t  ive    act  ions:  ongineer   placed     control 
switch    in   normal    position  >i    informed    persons    involved. 
MILLS.L.M.        Tennessee-    Valley    Authority.        7-?/ll/07.       Hpfl. 


79121B01H5   Forwards     IE    Inap    Rept    9O-327/79-54    on    790901-30.  No 
noncampliancB   noted. 

LEWIS,  R.  C,  Region   2.    Atlanta.    Reactor   Operations   Nuclear   Support 

Branch.       79/11/07.       2pp. 


-7912050405    Forwards    IE     Insp    Rept    50-327/79-16    on   790906-31    &   n 
of    violation. 

LEWI8..R.C.  Rogion   2,     Atlanta,    Reactor   Operations    Nuclear 

Support    Branch.        79/1 0/  1A.        2pp. 


— 79131B0130    IE    Insp    Rept    50-327/79-56    on    790701-30. No    noncompliance 
noted.  Major   areas    inspec ted : movcmEnt    of    SNHi readiness    of 
facility    for  OL   &   follouup    of    previously    identified    Items. 
COTTLE.M.T.  Rogion   2,    Atlanta,    Office    of    tho    Director. 

DANCE,  H.  C,  Region    2,     Atlanta,     lioactor    Operations    Nuclear 

Support   Branch.       79/11/07.       6pp, 


-791205OciEB    IE    Insp    Rept     5O-327/79-16   on    790SO6-31,  Wnncompi  1  iance    nptod: 
failuro     to    follou    procedure    for    mailing    temporary    alteration 
on   saf -ety-re  lateil    sys. 

COTTLE.  U.  T.  Region    2.     Atlanta,     Office    of    tho    Director. 

DANCE.  H.  C.  Reginn    2.     Atlanta,     Reactor    Operations    Nuclear 

Support    Branch.       79/10/02        7pp 


791120AQli3  Foryards    IE    Info   Notice    79-13A,     "Attemptod    Damage    to  Neui 
Fuel    AmsembllBS.  "    Nn    spEcific    action    or    response   requirod. 
D'REILLV.  J.  P.  Rogion    2,     Atlanta,     Office    of    the    Director. 

79/11/O9.        3pp. 

7912110202  Foruarda   response    to    790330    Itr   d    IE  Dulletin   79-Ofl  re    Velan 
valvBB.  Correct    ueiglit    valves     instal  1  cd.  Pip  ing    d    supports 
ravietudd    using    correct   valve   ueightG. 
MILLBiL.M.       Tenneaaeo   Valley    Authority,       79/11/09.     .  50pp. 

7912070'»99  Foriuards    IE    Info   Nntice    79-27,     "Steam   Generator   Tube 
Ruptures  at  Tuo  PWR  plants." 

D'HerLLV,  J.  P,  Region    3,     Atlanta,     Office    of    the    Director. 

79/11/14.       14pp. 


7913050633    Notice    of    violation    from    inap    on    790806-31. 

*  Region   2,     Atlanta.     Office    of    the    Director.       79/1O/O2.         ip. 

79ta0509O7    Forwards    responses    to    dcficiences    noted    in   NSC    791O31    Itr 
IE    Insp    Rents    50-327/79-34    !.    50-32B/79-19.  DOE  umcntatlon     For 
hydrostatic    testing   !i    Flushing    of    fire    protection    Gija   piping 
natu  aval  labl  e. 
MILLS.  L.  M.        Tennessee    Valley    Authority.        7WH/3I.        4pp. 

7912060630    Forwards    IE    Circular    79-21,     "Proper     Installation    t    Calibr 
Care   Spray    Pipe    Break     Detection    Equipment    on    UWRs    "   No 
response    required . 

O'REILLVi  J.  P.  Region    2,     Atlanta,    Office    of    the    Director. 

79/11/26.         lp. 


7-91S1Q0193  ForuardB    IE    Info   Notice    79-SB,     "OvPrloadlng    of   Structural 
Elementa   Due    to   Pipe   Support   Loads."    No   roaponae    requirud. 
O'REILLY- J.  P.  Rngion  2,    Atlanta,    Office    of    the   Director. 

79/11/16,       lp. 


7912110157    Forwards    IE   Circular   79-23.    "Motor   Startaps  &    Contactors 
Failed    to    OpBrats.  "    No    response    required. 

O'REILLV,  J.  P.  Region    2,     Atlanta,     Office    of    the    Director. 

79V11/2C,.         lp. 


7912110575  forwards    IE    Info  Notice    79-39,     "Loss    of   NonsaFety-Hela  ted 
Reactor   Coolant   By  a    Instrumentation   During    Operation."   No 
specific    action   or    response   required, 

O'REILLY,  J.P.  Region  2,    Atlanta,    Office   of    the   Director, 

77/11/16.       2pp, 


791S190-J72  Forwards  IE  Bulletin  79-27,  "Loss  OF  Nan-Claas.  IE 
I  natrumnntatlon  !•  Control  Puuer  3<j%  Uus  During  Operation.  " 
Written  response  rBquli-od. 

Q'DEILLY,  J.  P.  flegion    2j     Atlanta.    Office   of    the    Director. 

79/11/30.         lp, 


7912940147  Forwards    IE    Insp   Rept    50-337/79-61    on   791035,  No 
none  ompl  iancc   noted. 

MURPHV.C.E.  Region  2,    Atlanta,    Reactor   Construction  d  Engineering 

Support    Branch.       79/11/16.       2pp. 


7912310316    Forwards     IE     Info    Notice    79-30.     "Reporting    nf    Defects   b 
Noniompl  iancea,  IOCFR21 .   "    Ma   action    reau'fDfi- 
rj'REILLY,  J.  P.  flogion    2,     Atlanta.    Office   of    the    Director. 

7?/12/06,        6pp 


— 7912240151    IE    Insp   Rept    50-327/79-61    on   791115.  No   noncompl  lance    noted. 
Hajpr    unai    inspected: atoam   generator    feeduatBr    line    insp. 
p«r    IE  Dulletin   79-13.     "Cracking    In  Feeduater    Sys  Piping." 
CROULEY.D.R.  Region   3.    Atlanta,    Office    qf    the   Director, 

HERDTi  A.  R.  Region  2,    Atlanta,    Reactor    Construction  tc 

Engineering    Support   Branch,       79/11/15.       3pp. 

791S2603O3  Forwards    IE    Insp   Repts    30-327/79-63   i.    50-328/79-31    an 
791030-1101,  No   noncompliance    noted. 

MURPHV,  C.  E.  Region   2,    Atlanta,    Reactor   Construction   &  Enginaorlng 

Support   Branch.       79/11/16.       2pp. 


7912200060    Foruarda    IE    Bulletin    79-23,     "PossiblB   Malfunction    of   Namco 
Model    EA1BO   Limit    Switches    at   Elevated    Tempi.  "   Action 
roquiretl. 

O'REILLY,  J.  P.  fiegion   2.     Atlanta,    Office   of    the   Director. 

79/13/O7.        3pp. 


791S31000B    Forwards    final     response    to    IE    Bulletin   73-130.      " 
Vlelri   Matt    in  Reactor   Pressure   Vessel    Welds,  "    Util    has 
revleuaJ    791029  West  ingliouse   rBpt   d   is    satisfied   that    all 
specific    vessel    info    required   by    bulletin    included. 
MILLBiL.M.       Tennessee    Valley   Authority.      79/12/11,       2pp. 


79122B04S6    Forwards    IE    Info    Notice  79-31,    "Use    of    Incorrect   Amplified 
Response    Spectra,"   No    written   response   required. 
O'REILLY.  J.  P.  Region    2,     Atlanta,    Office    of   the   Director. 

79/12/13.        3pp. 
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7912260190   Forwards     IE   Circular    79-35,     "Shock    Arrestor   Strut    Ass^bly 
Interference."    Nn    written    response    required. 
D"REILLV.J.  P.  Region    2'    Atlanta.    Office   of    tha   Director. 

79/12/30.        1pp. 

S.     Reportable   occurrenc  •*,     LERa^^re  lated^^Di-respondBncB 

7910310323   Forwards    final    deficiency   rept    re    inatfequate    louer  reactor 
vessel    insulation    support.  -,o,m/3A        In 

MILLS.L.N.       Tennessee    Valley   Authority.       79/10/26.       Ip. 

—7910310359  Final    deficient    rept;as   result   of    IE    Info  Notice  79-11 
review,  Insulation    support    discovered    Inadequate    to  prevent 
guide    tube    la-ading    during    seismic    *vant.  Reitra  int    sys 
desinned    to    prevent   eicessive    insulation  movement. 
•      Tennessee   Valley    Authority.       79/10/26.       lp- 

7912130005   PNO-II-79-Q17:OTi    771038.  conducted    emergency    Drill    at    plant 
to    test    state    renponie    in    conjunction    u/NRC    concurrence    w/ 
state    eocene.,    P^t..  Insp    team    dispatched    to   site    ta    ob.erve 

tl0n%Bgion   2,     Atlanta.     GFflce    of    th.    Director.        7W1O/29. 


7713130520  Fortfard*    final    tfeliciancij    rept    re    Penn    Ventilator   Co  OA 
MILLS™!  M.       Tenneiaae  Valley    Authority.       79/11/19.       IP. 

791H05Q524  Forwards    First    Interim   deficiency   rept    re   damaged    tubes    in 
containment    spray    heat    e»changer. 
MILLS.L.H.       TBtimeisee  Valley    Authority.       79/11/23.       Ip. 

•—7913050330'  First    interim   deficiency    rept    re   damaged    tubes    in 
contain™,.!    »pray    heat   eichang  .r.  Caused    by    lmPr°PBP1d"*  J" 
Of    tub*    bundle    supports.  reiultino    in    flow    induced  vibration. 
Full    flow  vibration    test    scheduled. 
*      Tennessee   Valley    Authority.       79/11/33.       Ip. 

7912130423   Forwards   final    deficiency   rent    re   flnnd    area    partitions. 
MILLB.L.M.       Tennessee   Valley   Authority,       79/I2/O3.       Ip. 

--791212043B  Final    deficiency    rep  t    re    flood   area   partitions   not    installed 
in  accordance  w/deslan   rBH-Ji'-Bmenta.  Design    drauinoB    did    not 
consider    carbon   diotide    pressures.  Damaged    partitions 
replaced    by    panels   u/min    of    1.5-h    barrier    ratinn. 
<>      TBimeBS-oe    VallBy    Authority.        79/13/05.        Ip. 

79iaiacM77  Foruarfl*    final    deficiency   rapt   re    fire   o«tino.ui»hers   not 
teisDiically    supported. 
MILLB.L.M,       Tennessee  Valley    Authority.       79/12/05.       Ip. 

--791Hia04Bi   Final    deficiency    rept   re    fire    B,  tinguishers    not   selsmicaUy 
aujported.  Caused    by    design    ovarsigh  t.  QuallFleit    mounting 


. 
s   will    «e    inEtalleil    to    secui-e   eitlnHUishers 

79/13/03.       Ip. 


000530. 

»      Tennesiee   Valley   Authority 


7913190574  Forwards    Final    aeficlanev    rept  TB    RCB    Eice«illng    haatup   fc 
cooldouin  rates.  ^™,.m,,n        , 

MILtS.L.M,       Tennasisee   Valley    Authority.       79/13/12.       Ip. 

—  7912190373   Final    deficiency    rapt   r»  HCS    e«ceedinfl   heatup    t  cooldoun 

r»taa.  Physical    locations    of    temp    elenunts   subject    then    to 
localised1    transient    temp    changes    not    indicative   of    HCB   a* 
whole.  No    corrective    action    necessarij. 
.+     Tennessee    Valley    Authority.       79/13/12.       2pp. 

7913390344  Forward*    final    deficiency    rept   re    defective    dB*ign  of 
charcoal    adsnrker    lray«.  ,,„,,.        , 

HILLB.L.M,       TannaBsee   Valley    Authority.       79/12/14.       Ip. 

--79122B09S2  Final    deficiency    rapt:  on  791llc,,cl.-rcoal    absorber    tray>   u<ert 
found    to    l*«t    charcoal    betuaen    Frame   t   pei-fofated    plate. 
CauiBd    by   d»ilgn    defect    due    to    poorly    pop-r  Ive-taii    joint. 
Trays   will    be  removed   t   replaced. 
*     Tennessee  Valley   Aothoritv.       79/12/14,       IP- 

791B2B05ai    Foruardi    first    interim   (efieiBncy   rept   re  control   rod    drop 
MILLS,  L.M.       Tenneisee   Vallny   Authority.       79/12/17.       tp. 

—  79133BOS90  First   interim   iefieiency.  Dropped   rod   accident  analgses 

HBthod.nl  ODD    aflectad   nonconsflrvatJvelii   by    poiuer   dittribotlon 
&  r»»cttvlt«    insBrtion    prof  ile«.  ExtBnsive    evaluation 
required    ta    e»t«blish    analytical    *afetu   margini. 
e      Tanneisee  Vallev   Authorltv.       79/12/17.       Ip. 


7912270473  Forwards    final    rept    on    diesBl    generator    fl»Ld    relay   coll 
.       TB'nnBS6ee   Valley   Authority,       79/13/1B.       Ip. 


2pp. 


-7912270476  Final    rept    on    field    relay    coil    f  .1  lurds.  Fiald   relat,    colls 
replaced   t.    generators    back    in    svc- 
.     TannflSBHe   Valley    Authority.       79/12/18. 


DOCKET  30-33B  EEQUDVAH  NUCLEAR  PLANT,  UNIT  2 

A.  Application/construction  stage  d_^cum^**_*_^°^"^"5""f.!! 

7913110011  Forwards  NRC  position  on  status  I,  applicability  to  pending 
OL  applications  of  results  of  TMI  followup  actions.  Dutl ine. 

addl  short-term  actions  to  be  taken.  ™,nD(3-r  n  .,. 

VASBALLO,  D.  D.    Division  of  Project  Management.   79/09/27.  41pp. 

7918110264  Discussa.  NRC  plans  to  USB  gBnoric  analyses  to  d.vel op  «rlu 
verification  program  bo  resolve  ATWS  issue  for  PHRs  t.  DHRs. 
HUCCBSB  of  program  depands  on  industry  response.  Supports 
fp-rmation  of  owners  groups  to  provide  nece.sary  inf% 
DENTOH.H.  R.   Office  of  Nuclear  Reactor  Regulation.   79/10/17.   3pj. 

7913060323  Forwards  responses  to  NRC  791004  question,  on  water  level 
maasurament  sys  inside  cantaimnant.RespoTi.es  based  on  mods 
to  steam  oenerator  ref  leg  design  which  will  be  completed 
before  initial  critical! tg.  ™,.-/ni   »nn 

MILLB.L.M.   Tannessee  Valley  Authority.   79/12/03.   Bpp. 


7912130001  Foruiards  Tequesl  for  addl  info  re  instrumentation  fc  control 
RUBENBTEIKlua  ' 


Light  Water  Reactor.  Branch  4.   79/1H/03.   9pp. 


7912060322  Forwards  response  to  791026  request  for  addl  info  r«  rivltH 
of  HCAP-91-37.  Include*  info  re  qualification  of  rasUtano 
temp  detectors  (c  remote  bellous  sensing  containment  pressure 

HILLB?L.  M"   Tennessee  Valley  Authority.   79/12/04,   7pp, 

7912110369  Forwards  responses  to  J  Bu!y  791130  telcon  question*.  FBAH 
will  be  revised  by  Amend  64,  in  accordance  u/reeponses. 
MILUe.L.M.   Tennessee  Valley  Authority.   79/12/05.   33pp. 

7912130033  Notification  of  B00110  mseting  w/util  to  dUeuss  T«portlnD 
level  of  util  OA  h  managBr  t.  QA  raviaw  of  doeument«. 
SPRAWL.  J.O.      Quality  Assurance  Branch.   79/12/O3.   Ip. 

7913180074  Notification  of  ACRB  791207  meeting  re  plant  It  lou  pou«r 
RUQENBTEIN.L.9.      Light  Water  Reactora  Branch  4.   79/1H/06,   Sff. 

7913310003  Notification  of  79131B  meeting  u/utll  in  aethe.da.MD  *D 
nlscuss  ris*  assB»sments.  -,B,tiui   i«. 

STAHLE.C.B.      Light  Water  Reactors  Branch  4.   79/1^/U.   JP". 

7912210340  Forwards  760329  Itr  ft  drawings  re  interim  *it*Ui«T«j  bldj 
secondary  containment  enclosure.  Tast  description  oxcerpts  of 
preoperational  test  TVA-9A  end.  Drawings  available  In 

MlLLsV.  M.  "annesaea  Valley  Authority.   79/12/13.   39pp. 


—7918210356  Forwards   proposal    for    interim  nuiiliaru    bldg    saeondary 
containment    encloiure.  ,,  ,.~,r,0        n-. 

OILLELAND.J.  E.       Tennessee  Valleu   Authority.       76/03/29.       3pp. 

7912200503  Forwards   response,   to  NUHEO-037B.    "TMI-2  Le»aont  Learned 
Task    Force    Final    Rept." 
MILLa.L.  M.       Tfrnnes*BB   Valley   Authority.       79/12/14.       39pp. 

7913270363  Forwards    affidavit    certifying    that  Amend    63   to   util    FSAR 
served   on  791231    to    partial    listed    in   affidavit. 
MILLS.L.M.       Tennessee   Valley   Authority.       79/12/21.       3pp. 

7912310332  Discusses  Preoperational    Test  TVA-13i     "Onslte   AC 
Distribution  Bus."    Ll.ts    procedure,   to   be    followed    to   ensure 
safe   operation  of  Unit    1.  „,.„,„, 

MILLB.L.M.       TonnBB.ee  Valley    Authority.       79/12/21.       Bpp. 

F.    Security,    medical,     amerflencu   &   fire   protection    plant 

_„__«*_..  ,.—-  ^—  —  „-,„——  »—  —  -  —  —  _—  ^_^  —  —  ^—^.P^H,^  —  —  —  —  •       »—  ——  —  — 

7918040471  Forwards  info  re  upgraded  emergency  plans  to  plant*  linea 
const  fc  OL  r«vieui,  Applicants  raqulrad  to  make  certain 
•  mergancy  jirrangamant*  w/«tat«  *.  local  orgnni  i«tlon»  fc 
submit  emerflency  plans  per  Reg  Oulde  1.101.       ,„,,,,„,    ,„„ 
VAB3ALLO,  D.  B.    Division  of  Project  Management.   79/11/21.   Ajp. 
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K.     Utility   Final    Safety    Analysis  Report    (FSAR  I    &   anando 

791210D359  Forwards   Amend   63   to  FBAR.  aubml  ttnd    to   amend    DL  application. 
MILLS.  L.  M.        Tennessee    Valley    Authority.        79/13/07-        If. 

— 7913100361    Anend    63    to   FSAR.  submitted    to    amend    DL    application, 
MILLS, L.M.       Tennessee  Valley   Authority.       79/13/O7.       I&PP- 

791S270SB9  Forward*   proposed    revisions    to    FSAR   Sections    13.2  &    13.5    to 
bo    incorporated    Into  Amend   64.  In   response    to   7911130 
questions   by   OL  reviewer   J  Buiu. 
MILLS, L.N.       Tennessee   Valley   Authority.       79/12/13,       lo. 

— 7912270295  Proposod    revisions    to   FSAR   Sections    13.3  a,    13,5. 
*      Tenne»taa   Valley   Authority.       79/13/13.       lOpp. 

7913270933  Forwards   proposed   FBAH   revisions    to   be    Incorporated    in  Anand 
£4.  Revisions  required    to   resolve    Inconsistencies   between 
draft   Tech   Spec*   tc  FSAR.  Marked-up    pages    encl. 
1  MILLS,  L.H.       Tennessee   Valley    Authority.       77/13/19-       12pp. 

Q.     Inspection  reports.     IE  Bulletin*   b   correspondence 

791SQ&O49B  Forwards    IE    Imp   fiepts    30-3E7/79-SB  b   50-388/77-30  on 
791QO1-03.  No   nan compliance   noted. 

BUTHEHLAND.  J.  T.  Region  2,    Atlanta.    Fuel   Facility   b  Materials 

Safety   Branch.       79/10/23.      3pp. 

— 7912060467   IE   Insp  Repts    30-387/79-38  d   30-323/79-30    an   791001-O3.  No 
Tiancoapllance   noted.  Major   areai    inspected: prsoparational 
tasting    of   rad_uastr   sus   6  revtsui    oF   procedures    for 
inplenentlng   radiological    Tech    Specs. 

•JACKSON.  L.  L.  Region  S.    Atlanta,    Office    uf    the  Director. 

OIBBON.A.F.  Region  2,    Atlanta,    Fuel    Facility    b   Material*   Safety 

Branch.      79/10/23.      4pp. 

7912Q3CHB6  Foruiards    IE   Imp    Repts    30-327/79-93  h   30-33S/79-2B  an 
791002-09,  No   noncompl  lance   noted. 

HUSPHYiC.  E.  Region  2,    Atlanta.    Reactor    Construction   Ii  Engineering 

Support  Branch.       79/10/23.       2pp. 


—7912360306    IE    Tnsp    fiepta    50-327/79-63   tc   3O-32B/79-31    on   791030-1 1O1 .  Ho 
none  amp  1  lance    no  ted.  Major    areas    inspected:  10CFH5Q.  55  <  H) 
iteras.  nonconf ormance  rept    control   b   safety-related   uior* 
activities. 

CANTRELL,  F.  B.  Region   2.     Atlanta.     Reactor   Construction   & 

Engineering    Support    Branch.      GOUGE, M.J.  Region  3,    Atlanta, 

Office    nf    the    Director.       79/11/13.        3pp. 

7913310326  Forwards    IE    Incp   Flepts   50-327/79-60  &  50-336/79-39  on 

791O09-13.Ho   roncompllance   noted. 

.    MURPHY,  C.  E.  Region  2,    Atlanta.    Reactor    Construction  fc  Enginosring 

Support   Branch.       79/11/16.       2pp. 

— 79-1231O333    IE    Insp    R«pts    50-327/79-6O   t,   SO-32Q/79-29   on   791009-12.  No 
nonconpl  lanto    noted).  Major    areai    inspected:  fire   protection 
revle-ui   circuit   relocations    instrumentation  uork    fc  luorfc 
activities. 

O1BBONS.  T.  D.  Region  2,    Atlanta,    Office  of   the  Director. 

COMLONiT.E.  Region  2,    Atlanta,    Reactor  Construction   fc 

Engineering   Support    Branch.      79/11/16.       4pp. 

7913050507  Forwarda   responses    to   deficiences    noted    in  NSC  791031    Itr    re 
IE    Insp    Hepti    50-327/79-34   !t   30-329/79-19.  Documentation    for 
hydrostatic    testing    6    flushing    of   fire   protection    ays   piping 
now  available. 
MILLS, L.M.       Tonnessoo   Valley    Authority.       79/11/21.      4pp. 

7912060620  Forwards    IE  Circular  79-24,    "Proper   Installation  Ic  Callbr    of 
Core  Sprau,    Pipe-   Break    De  tact  ion  Equipment    on  EHHs.  "  Ha 
Ttnpon*a  required. 

O'REILLY.  J.  P.  Region  2,    Atlanta,    Office   of   the   Director. 

79/11/26.       Ip. 

7912110157  Forwards    IE  Circular  79-23,    "Matpr  Starter!  (•   Contactors 
Failed    to    Operate.  "    No  response  required. 

O'REILLY.  J.P.  Region  2.    Atlanta.    Office    of   the   Director. 

77/11/26.       Ip. 

79tai9047a  Forwards  IE  Bulletin  79-27.  "Loss  of  Non-CUss  IE 
Instru(iDntati«n  &  Control  Pouer  Bys  DUB  Our  Ing  Operation.  " 
No  uritten  response  required. 

O'REILLY.  J. P.  Reg  inn  2,    Atlanta.    Office   of   the   Director. 

79/11/30.       Ip. 


— 7913030489   IE   Imp   Repts    30-327/79-33  «    30-3BB/79-20    on   791003-03.  Mo 
noncompHanee   notud.  Major   areas    inspacted:  10CFR30.  S3(«il 
Itami   b   Inspector    Followup    itnma    onsit*  tc  at    design   ofcs. 
CANTRELL, F.  S.  Raglan   B,    Atlanta,    Reactor   Construction  fc 

Engineering   Support  Dranch.       ODUBE, M-J,  Rogion  3,    Atlanta., 

Offie*    of   th«   Diroctor.       79/1O/23.       5np. 

7912040448  Forwards   sup pi    response    to    IE  Bulletins  7B-12.7B-12A  b 
76-1 SB  r»  atypical    ueld   matl    in    reactor    preaiurs  vessel 
unldm.  UBitlnghouie    generic   rept    subnlttad   79102?   covora 
plant*.  Final    response   bu   800123. 
MILLS,  L.H.      Tennessee  Valley    Authority.       77/10/3B.      2pp. 

791206)0163  Forwards    IE  Info  Notice   79-1SA,     "Atte«pt*d   Damage   to    Neu 
Fuel    Assemblies.  "   No    specific    actlo-n   or    response  required. 
D'flElLLY. J.p.          Region  2.    Atlanta.    Office   of   the  Director. 
79/11^09.      3pp.  I 

791911O20S  Forwards   response    to  79033O   Itr  (c    IE  Dullstln  79-04  re  Valan 
valves. Correct  ueight  valves    instal lad.  Piping    b  supports 
revlawad   using   correct  valve  weights. 
M1LLS.L.M.      Tennessee  Valleu    Authority.       79/11/O9.      20pp. 

791SO7Q499  Forw»rJn    IE   Info  Notice   79-B7»     "Bteai*  Oeneretor  Tube 
Rupture!   at  Two   PUR   Plants,  " 

O'REILLY,  J.P.  Region  2,    Atlanta.    Office    of    the    Director. 

79/11/16.       Mpp. 

791310O192  Forward*    IE   Info  Notice   79-29,     "Overloading    of   Btrucbura.1 
El*a«rti   Due    to  Pipe   Support   Loads.  "   No    rniponie    required. 
D'ftEILLY. O.P.  Region  S.    Atlanta,    Office    of    th*   Director. 

79/11^16.       Ip. 

791&110973  Forwards    IE   Info  Notice-  79-29,     "Loss    of  Nons«fatg-Rel.at>J 
Reactor  Coolant  Hys    Instrumentation   During   Operation.  "  No 
specific   action   or   response   r  a  quired, 

O'REILLY,  J.P,  Region   2,    Atlanta,    Office    of    the   Director. 

79/11/16.      2pp. 

7918360303  Forwards    IE   In«p  Repts    SO-327/79-63  fc   50-32B/79-31    on 
79103D-1101.NO  noncompllanca   noted. 

MURPHYiC.E.  Region  2>    Atlant*,    Reactor  Construction  b  Engineering 

Support   Branch.       79/11/16.       Bpp, 


7912310316  Forwards    IE    Info  Notice  79-3O.    "Reporting   of  Defacts  & 
MonCDnpliances.  10CFR51.  "   No    action    required. 
O'REILLVj  J.P.  Region  2.    Atlanta.    Office    of   the   Director. 

79/12/06-        6pp. 

791220QQ6O   Forwards    IE   Bulletin  79-2B,    "Possible  Malfunction   of  Nanco 
Model    EA1BO  Limit    Bultches  at  Elevated  Temps.*  Action 
required. 

O'REIU-Y,  J.  P.  Raaion  2,    Atlanta.,    Office    of   the   Director. 

79/12/O7.       3pp. 

791S3100OB  Forw»rd»    Final    response   to   IE  Bulletin  7e-13D.    "Atypical 
Meld   Matl    in  Reactor   Pressure  Vessel   Melds."  Util    hai 
ravlewad    791029  Hoitinghousa  rept  &  Is   satisfied    that    all 
specific    vessel    tnfn    required   by   bulletin    included. 
HILLS,  L.M,       Tennessee   valley   Authority.      79/12/11.      2pp. 

7912280436   Forwards    IE    Info  Notice  79-31,    "Use   of    Incorrect   Amplified 
Raspons-s    Spectra."   No   written  response  required. 
O'REILLY,  J.P.  Region  2,    Atlanta,    Office   of   th«   Director. 

79/ia/ia.       3pp. 

771S29O1SO  Forwards    IE   Circular  79-23.     "Shock  Arrester  Strut  Assenbly 
Interference.  "   No    written  response    required. 
Q'HEILLY,  J.  P.  Region  2.    Atlanta.    Office   of   the   Director. 

79/la/aO.       4pp. 

8.     Reportable   occurrences.    LERn  t>  related   correspondence 

791213O920  Forward*   final    deficiency    rept  rn   Penn    Ventilator  Co  QA 
Progra«. 
HILLS,  L.H-      T-nnesse*  Valley   Authority.      79/11/19.       Ip, 

79I2Q3OH24   Forwards,    first   tnterin  deficiency   rept   ri   damaged    tubes   in 
containment   spray    heat   eichangar. 
MILLS, L.M.       TannesBB»  Valley  Authority.       79/11/B3.       Ip. 

— 791SO9O530  Firat    interim  deficiency   rept    re   damaged    tubes    In 
contjinnent    iprau    heat   exchanger.  Caused    by    inproptr    design 
of    tuba    bundle    supports,  resulting    in   flow  induced  vibration. 
Full    flaw  vibration   test   scheduled. 
»      T-nnessne   Vallau.   Authority.      79/11/33.       Ip. 


7912120422  Forwards    final    deficiency   r«pt  re    flood   area   partition*. 
MILLB. U,  M.      Tennavtea  Vallei)  Authority.      79/12/09.       Ip. 
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— 7912120433    Final    deficiency    rept    re    Flood    area    partitions 
in    accordance    lu/design    requi  remimts.  Des  Ign    drawings    did 
consider    carbon    dioiidp    pressures    Damaged    partitions 
replaced    bij     panels    u/min    of     !     5-h    barrier    rating. 
>      Tennessee    Valley    Authority          79/12/Q5.        lp 


7913120477   Forwards    final     deficiency    reft    re    ^ 
seism  ical  li|    supported. 
HILLS, L.M.        Tennessee   Wai  ley    Authority.        79/12/05 


7912040386   Forwards    response    to    NRC    791029   request    re    design    adequacy 
of    B!.W   NBBS    utilliing    once-through    steam    generators. 
Necessary    mads    do  not    require   const    halt. 
HOUEf-L,  S.  H.        Consumers    Power    Co.        79/11/30,        141pp. 

7912070511    Summary    of  79O7O6   meeting    w/util    &    Itochtel    Corp     in 

DBtheada.rlD    re    load  sequencing    t,    design    stds    for    diesel 
genera  tor. 

HOOD.D.  S.  Light  Water   Reactors    Branch    4.        79/11/30.        18pp. 


— 791212Q4BJ    Fina]     deficiency    rept    re    fire    out ingui aliens    not    so i smical ly 
supported .  Caused     by    design    overs  i  gh t.  Oual  i  f  1  ed    mounting 
brackets    will    be    installed    to    secure    e i tingul shers    by 
B00530. 
i      Tennessee   Valley   Authority.        79/JE/O5.        lp 


7912110406   Summary    of   790937  meet  ing  'U/uti  1    in    Bethesda,MD  re 
activities    undertaken    EH]    util    to    consolidate    continuing 
safety    review  of    plant   Si    concerning    implication    of   TMI-2 
accident. 
HOOD. D,  8.  Light    Water    Reactors    Branch    1,        79/11/30,        7pp. 


7?12190574   Forwards    final    deficiency    i-ept    re   F1C3    e<ceed.ing    heatup 
cnoldoiiiTi   rates. 
HILLS.  L   H.        Tennessee   Va  1  ley    Authority.        77/12/12.         lp. 


7912120257   Summary   of   791114   meeting    ui/US  Corps    of   Engineers    t  titil  rt 
observation    of    soil    settlement    at    plant    sites. 
HQOD.Q.  Light   Uater    Reactors    Branch    fl.        79/12/O3.        4pp. 


— 7912190575   Final    deficiency    rept    re    PCS    exceeding    he  a  tup    !i   cooldoun 
rates.  Pnus  leal     locations    of     temp    elements    subject    them    to 
localiied    transient    temp    changes    not    indicative    of    RCB  as 
uhole.  No    corrective    act  ion    neci?ssa.rij. 
•      Tennessee   Valley    Authority.        77/12/12.        2pp. 


7912070451    Fot-uards   revised   response    to   NRC   791035  request   rs   design 
adequacy    of    BtW    sys    sens  i  tivi  ly.  Ut  i  1  i  i  ing    once-through    steam 
generators.  Hevi s ion   provides;   replacement   of    preliminary 
graphs    &    tables    Si  corrects   minor    errors. 
HOWELL.a.  H.        Consumers    Pouor    Co.        79/1H/04         ISOpp. 


7712290544   Porwai-iJs    final    deficiency    rept    re    defectiva    design    of 
charcoal   ad-sorber    trays. 
HILLS, L.H.        Tennessee    Valley    Authority.        79/12/14,         lp. 

— 7  9 1 2280  S  52   Final    deficiency    rept.  an    791 1 1&, charcoal    absorber    trays   ware 
found    to     leak    charcoal     be  tun;  ffn    frame    !•    perforated    plate. 
Caused   hy    d&stgn    defect    due     to    poorly    pap-riveted    joint. 
Trays   mill     be    removed   &    replaced. 
*      Tennessee    Valley    Authority.        79/12/14.        lp. 


first    interim    def i 


•  pt 


7712230931    Fon 
events. 
MILLS,  U.M.        Tennessee   Valleu   Authority         79/15/17. 


contrdi    rod    drop 
"P. 


— 7912280590   First    Interim    d efic iencu. Dropped    rod    accident    analyses 
methndoi  ogij    aFfoctcd    none  onser  vat  i  vely    oy    power    distribution 
b  reactivittj    insertion   prof  i  less.  Ei  tensive    evaluation 
required    to    establish    analytical    safetij    -margins, 
»      Tannessee    Valley    Authority.        79/12/17.        lp. 


77I3H70473   Forwards    final    rept    on 
failures 
MILLS, L.M.        Tennessee    Valley   Autnarity 


1    generator    field    relay    coll 
79/13/18.        lp 


—7912270476   Final    rept    on    field    relay    coil    fai  lures.  Fid  d   relay    coils 
replaced    ti   generators   back    in    svc. 
»      Tennessee    Valley    Authority.        79/13/18.        Spp. 


DOCKET   50-339   MIDLAND   PLANT,     UNIT    1 

A.    flppl  icati  un/conitruc  turn    stage    iJacumente   d   correspondence 

791BH0011   Forwards   NFIC    position   on    status   S.   ap  pi  icabi  1  i  ty    to  pending 
DL   applications    of    results    of    THJ     fdllauup    ac tions, Outl inns 
adril    short-tern    actions   to    be    taken. 
VASBALLO,D.  B.  Division    of    Project    Management.        79/09/27.       41pp. 

7912140173  Sirmnary     of    790713   meeting    u/uti  1 ,  Dec  htel    Corp    &   ACJ13    in 
Dethesda.MD   re    soil    def  ic  iancias    at    facility    site. 
HODD.n.  Light    Water   Reactors    Branch    1.        79/10/16.        ipp. 


7912120397  Forwards   affidavit    of    svc    of   Amend    21. issued    as   Revision   10 
to  OL,  environ   rept,rB    util    application   for   CPs   t.  OLa    for 
facilities. 
DACON,J.L.       Consumers    Power    Co.       79/12/07.       4pp. 

791 2270 193  Forwards   Amend    72  to  application    for   CPo   ft  OLa. 
HDWELL,  B.  H.       Consumers    Power   Co.       79/13/19.       lp, 

— 7912270197   Amend   72   bo    application    For   CPs    &  QLs, imp lementing    remedial 
actions    TB    soil    activities,    for    safety-related    structures   It 
SUB    founded    in  &  on    plant    fill    matl, 
HDWELL.  S.  H,       Consumers    Power   CD.       79/12/19.        ip. 

C.     Utility    Environmental    Report    (ER)P     amends    !i   correspondenca 

7912030133  nesponda   partially    to   NFIC   request    for   addl    info   required 
to  complete    environ   rapt. Forwards   applications    for    discharge 
6  uaete   water    discharge    permits    &    "Hept   of  Preliminary 
Archaeological   Survey    of    Transmission  Right-of-Way.  .  .  .  " 
HOWELL.  3.  H.        Consumer*    Fouler   CD.        79/11/29.        lOOpp, 

— 79120301SB    "Rept   of  Preliminary   Archaeological    Survey    of   Tranmniislon 
Fllgh  t-of-Way   From  Midland    Plant    to    Tlttabauassei    Substation 
of    CPC.  " 
TAQOART,  D.       Michigan!    Univ.    of.       79/07/31.       14pp. 

79120301SB  Forwards   Ame>nd   71    to   application    for   CF    &  DL.  Submitted    a* 
Revision    10    to    environ    rapt. 
HQWELL*  9,  H.       Consumers    Pauer  Co,       79/11/30.       2pp. 


— 7912030191   Revision   10    ta   environ   rept. 

*      Consumers   Pouer    Co,       79/11/30.        169pp. 


F,     Security)    medical,    emergency   &    firs   protection   plans 

7912040471    Forwards    info    re   upgraded    amergency    plans    to    plants   under 
const  &   DL  r evi eu.  App 1 icants    required    to   make    certain 
emergency    arrangements    w/ state   &    local    arganl lations   & 
submit    amergenci;    plans    per   Reg    Guide    1,101. 
VA8SALLO,  B.  D,  Division    Of    Project    Management.        79/11/31.        6pp. 


7913110264   Discusses    NRC    plans    to    use    generic    analyses    to    develop    early 
verification    program    ta   resolve   ATH3    issue    for    PWRs    E«   DWRa, 
Success    of    program   depends    on    industry    response. Supports 
formation    of   aiunars    groups    to    provide  necessary    Info, 
DE(ITQN,H.R.       Office    of  Nuclear   Reactor    Fleoulatton.       79/10/17,       3pp. 

7912050294  Forwards    D  Hood    791002  memo   re   revised    estimate    of   const 
completion    date    for    distribution   according    to    board 
notification   svc    lists. 

VARSA.B.JV  Assistant   Director    for   Light   Water  Reactors.      79/11/03. 

2pp. 

— 79120S030S    Discusses   79091B-11?    site    visit    re    revised    estimate    op    const 
completion   date    of  Juno    S9B3.  Mee  ti  rig    summary    forthcoming. 
HQODiD.  Light   Water  Reactors   Branch    <\.       79/10702.       lp. 

7912100372  Notifies    of  review  of    response    to   NRC  790321    request    ra 
plant   fill    settlement   t.  effect  a    at    s  i  te.  Forwards   addl 
questions  &    poai  tions.  Requests    rcBponsB. 
RUBENSTE1H,  L.  S.  Lipht   1-laier    Reactors    Branch    •).        79/11/19.        7pp. 


0.     Adjudicator^    correspondence 


7912060061    Submits    typographical    corrections    to   CPC    post-hearing    brief 
&  proposed    findings   of    fact   &  conclusions    of    lau.Page   31, 
Footnote   Slj  Line   9  t<   Page   94,  Line    5. 
REVMOLDS,  U,  D.        Sham,     Ptttman,     Potts    t,   Trouibrldge.        79/11/09.         lp. 

7912190029   Responds   tn   791114    Itr    to   ASLD  re    lack    of    support    in   -record 
for    two    comments    in   util    reply    brief.  Issues    before   ABLE 
fully   briefed. No    further    elaboration   by    parties   mould    serve 
any    useful    purpose. 
REVNOLDS,W.  D.       Shaw.     Pittmaii.    Potts    &  Troubridge.       77/11/20.       2pp. 

7912l901eiE  Notifies    that    fuel    loading    date    for   Unit   2   could    be   delayed 
until    1993. Def initive    revised    fuel    loading    schedule   mill    be 
completed    in    first  quarter   c-f    1900, 
MILLER.M.  I.        Isham.    Lincoln    fcUeale.       79/11/26.       lp. 
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79122QQM2   Forwards    NRC    791206    order    modifying    CPs    ro    soil     Foundation 
matl t    onsi  to. 

STELLD.  V.        Office    of    Inspection    !i    Enforcement,     Office    of    the 
Director,        CASE,  E,  G.        Office    of    Nuclear    Reactor    Regulation. 
79/13/06.        lp. 

— 7912200645   Order    modifying    CPs    hu,    prohibiting    eicavation.  cons  t   work    or 
remedial    action    in    soil    matls    around    safety-related 
structures    d   sys. 

BTELLO.  V.        Offtca    of     Inspection    Si   Enforcement,     Office    op    tho 
Director.       CASE,  E,  Q.       Office    of    Nuclear    Reactor   Regulation. 
79/12/06.        6pp. 

— 7912300648   Notice    of    violation    from    inap    on    701211-790125. 

-«      Office    of    Inspection    b    Enforcement,     Office    of    the    Director. 
79/12/06.       4pp. 

— 7912300651    Notice    of    violation    from    insp    on   70121 1-79O125. 

•"      Office    nf    Inspection   t.   Enforcement,    Office    of    tha   Director. 
79/12/06.        2pp. 


-7912030263    Notice    of    viclsti 
*  Region    3,     Chicago.     f 

Dranch.        79/10/09          lp 


•n    insp    i>n    79091S-20. 
Conutruction    &    E-tigi 


leering    Support 


—  7912030263    IE     Insp    Repts    50-32W79-2O   t.   50-330 / 71- 20   an    79091B-20. 

Nancompl ia«c a    noted :  fa i lure    to    contrnl    special    processes 
NAIDU.K.R.  ,     HAYES.  B.  W.  Region   3,     Chicago,     Office    of    the 

Director          79/10/01.        E3pjj. 

7912030219   Forwards    IE     Insp    Roots    5O-339/79-2I    !<    50-330/79-21    on 
790935-37.  Mo    nnncompl  i  ar.ce    noted. 

FIDRELLIiG.  Reqion    3,     Chicago.     Reactor   Construction    4   Engineerinc 

Support    Branch.        79/1O/11.         2pp. 

—  7912030357    IE     Insp    RentE    50-329/79-21    &    50-330/79-21     un    790925-27.  No 

noncomp  1  tanc  s  noted. Major  areas  inspoc  teif:  preservl  ce  insp 
work  activities  t<  nondestructive  eiamination  data  t<  refits. 
WftRD,  K.  D.  Region  3,  Chicago,  Office  of  the  Director 

DrtNIELSON.  D.  H  Region    3,     Chicago,     Reactor    Construction    t, 

Engineering     Support    Branch.        79/10/10.        9pp. 


7912270004  Foruards   order   modifying    CPs   CPPR-B1    &  CPPR-B2  t.   notice    of 
violation. 

CASE. E.G.        Office    of    Nuclear    Reactor    Rogulation.        STELLO,  V.        Office 
of    Inspection   li   EnfOrCEmenti     Office    of    the    Director.        79/12/O6.         lp. 


7913360139   Forwards    IE    Insp    Repts    50-329/79-32   &    30-330/79-23   on 
79101O-12   &    notice    of    violation. 

FIDRELLIiO  Region    3,     Chicago,     Reactor    Construction    ((engineering 

Support    Branch.        79/10/3O.        2pp. 


— 7912270008  Order   modifying    CPs   CPPH-H1    t.  CPPR-B2   re    soil    activities    for 
saf aty-relatod    structures    ti   sys. 

CASEiE.Q.       Office    of   Nuclear   Reactor   Regulation,       9TELLD,  V.       Office 
of    Inspection   d  Enforcement,    Office    of    the    Director.       77/12706. 
Apa. 

— 7912270009  Notice    of   violation    from   insp    on  7B131 1-790125. 

Noncompliances   noted: inconsiatenc ies    in    license   application 
b   deilgn    basis    documents    &    failure    to    provide    inap    hold 
points    to   verify    soil    work, 
*      Office    of  Nuclear   Reactor   Regulation.       79/12/O6.       4pp. 

7912140100  Forward*    order   modifying  CPs   fc   tuio   notices    of   violation 

da-scribing    items    of    nancomp  1  iance  re    soil    settlement 
mattsr.  H/o    end. 

OLM3TEAD,  W.  J.        Hearing    Dranch    4.  79/IS/07.         ip. 

7913H30OB3  Forwards   NRC    791206   order   modifying    CPs    issued    to  CPC, 
W/o    and, 

BTELLO.v.       Office   of    Inspection   &  Enforcement,    Office    of    the 
Director.       79/12/17.       lp. 

791S2BOOB6  Forward*   NRC    791206   order   modifyinn    CPs    issued    to  CPC. W/o 
end. 

BTELLOi  V.       Office    of    Inspection   S<   Enforcement,    Office    of    the 
Director.       79/12/17.       lp. 

7912310339  Bequests    hearing. on   behalf    of    utll.re   Amend    72   tq 
application    for    CPs    ti    OLs. 
MILLER, M.I.        laham,     Lincoln    !<   Boale.        79/12/26.        3pp. 


H.     General    correspondence 


—  7912260133   Notice    of    violation    from    insp    on   791O10-12. 

o  Region    3,    Chiiago,     Office   of   the   Director.       79/1O/29,        lp. 

—7913260137    IE     Insp    Repts    30-339/79-3?   t,   90-330/79-23   on    791010-12. 
NoncompliancB    noted'  lack     of    weld    &    rod    control. 

VrtNDEL.T.E.,     NAIDU.K.R.     KMDP,  R.  C.  Region   3,     Chicago,     Office    of 

the    Director.       79/1O/39.        18pp. 

7912200129  Forwards    IE    Insp    Repts    50-339/79-23  I,   50-330/79-23  on 
791025.  No    nomcomplianc  e    noted. 
KEPPLER.J.G.  Renian     3.     Chicago,     Office    of    the    Director,        79/11/OB. 

aPP. 

7912030123   Forwards    IE    Circular    79-32,     "Stroke    Times     for    Power    Operated 
Relief   Valves.  "   No    response    required. 

KEPPLEFi.J.G.  Region    3.     CtiiEflgo,     Office    of    the   Director.        79/11/16. 

lp. 

7912100223  Forwards    IE    Info    Notice   79-2B,    "Over  loatf  1  ng    of    Structural 
Elements    Due    to  Pipe   Support    Loads."    No   response   required. 
KEPPLGR.J.Q.  Region    3,     Chicago,     Office    nf    the    Director.        79/11/16. 


7912110571  Forwards    IE    Info    Notice   79-29,    "Loss    of  Nonsafetg-Related 
Reactor   Coolant   Gya    Ins  truniDntfltlon  During   Operation."   No 
specific    action    or    response    required 

KEPPLER.J.G.  Region    3.     Chicago,     Office    of    the    Director.        79/II/16. 

lp. 

7912050370   Forwards    IE    DiHlotin    79-26,     "Doron   LOSE   From   DUH    Control 
Dladoa.  "    No    response    rc-nuired. 
HEPPLERiJ.Q,  Region    3-     Chicago,     Office    of    tho   Director.       79/11/20. 


7913060509  Notifies    that    offsite   radiation   protection    training    courss 
for   NRC    inspectors   D    sat isfactory. Requests   advance 
notification    of   arrival    of   NKC    personnel. 
LaUBENSLAOER.T.        Consumers    Poiucr    Co.        79/12/03.        lp. 


M.     Antitrust    correspondence 


7913O701EO  Errata    to    proposed    license    conditions    filed   ui/CPC   fc 
intervenors    joint   790923  motion    supporting    license 
cond  1  tions.  Intervenors.  DOJ  li  NRC    concur  ui/correc  tions. 
Certificate    of   Svc    encl. 
RDB3,W.W.,     WATSPN.H.S.        Consumers    Power    Co.        79/11/38.        23pp. 

79121BO212  Errata    to   proposed    antitrust    license    conditions    contained    in 
790925   joint  motion.  NRC. intervenors    b  DOI    concur 
In   correction*.  Complete    set   of    proposed    license    ctmtitions. 
reflecting    corrections. end.  Cortif icato    of   Svc    encl. 
ROSB.W.  W.       Concumen   Pouior   Co.       ROSS.  M.  M.       Maid.    Harkrader   t,   finss. 
79/1 L/2B.       22pp. 

a.     lnE|>Bctlan   reports.     IE  Bulletins   &   correspondence 

7912030260  Forwards    IE    Inap   Repta    30-3H9/79-20  &   50-330/79-30   on 
790918-20   b   notice    of   violation. 

FIOflELH.G.  Region   3.    Chicago.    Reactor   Construction  d   Engineering 

Support   Dranch.       77/10/10.       2pp. 


7913100125   Forwards    IE    Circular    79-21,     "Proper  Inata  1  lat  i  on   !.    Calibr    of 

Core    Bpray    Pips    Hraali     Detection   Equipment    on  QHRa.  "    No 
uiritten   response   required. 

KEPPLER.J.G.  Renioii    3,     Chicflgo,    Office    of  tho    Director.       79/11/26. 


7913110219   Forwards    IE   Circular    79-23,     "Motor   9tarbers   !<    Contactors 
Failed    to  Operate."   No    response    required. 

KEPPLER.J.G.  Region    3.     Chicago.     Office    of    the    Director.        79/11/26, 

IP- 

7713120172   Ach     receipt    of    791031     1  tr    informing    NRC    of    steps    taken    to 
correct   violations    noted     in    JE    Insp   Repts    50-329/79-19   tt 
5O-330/79-19. 

KEPPLED.J.O.  RegioTi    3,     Chicago,     Office    of    the    Director.        79/11/36. 

lp. 

—  7912120100  Responds    to    NRC    791010    Itr   re   violations    noted    in    IE    Insp 
HoptB    30-329/79-19   &    50-330/79-19,  Corrective    actions; 
training    records    for    con  it   OC   personnel    updated    to 
accurately    ro  Fleet    actual    training. 
HOWELL.S.  H.        Consumers    Pauer   Co.        79/11/26.       Bpp. 

7912110130  Not!  Pies    that    NRC    intends    to  routinely    forward    to 
appropriate    state   public    util    regulatory    groups   t>    state    atty 
general    ofcs    copies   itl    eBcalatetl    enforcement   correspond  ance 
sent    by    NRC    to    licensees. 

KEPPLEfi.  J.  0.  Region    3.     Chicago.    Office    of   tho    Director.       79/ll/EB. 

IP 
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7912O60012   flck    receipt    of    791  10o    1  tr     informing    HRC    af    steps,    taken    to 
correct  violations   noted    in    IE    Insp    Flepts   30-329/79-20  fe 
50-3 307 7 9-20  „      , 

FIDRELLI.Q.  Region   3.     Chicago.     Fleattor    Construction    t<    EngineerinD 

Support  Branch.       79/11/30.        lp. 

—7912040013    Responds    to   NHC    791O1O    Itr    re    violation*    noted     in    IE    Imp 
Flopts   30-329/79-20   fc   50-330/79-20.  Corrsc  t  ive    actions: 
procedure*   re    formal    design   changes    rovlseiJ   by    Bechtel. 


HOWELL,  S.  H. 


Consumers  Power   Ca.       79/li/Oi.       3pp. 


7>?1319Q218  Forwards    IE    Bulletin    7"?-27.     "Loss    of   Non-Class     IE 
Instrumentation   &  ContrpI    Power   Sya    Du»    During    Operation.  " 
tta  written   re*oon»e   required. 
KEPPLER.J.O.  Region   3.     Cfiicogo,     Of  fie.    of    th«    Director. 


7912140077  Forwards   IE    Info    Notice   79-30,     "Reporting    of    Defects   t< 

NoncompllancBi.  10CFFI21.  "   Nn    action    nr    response    required.  „.,_.„, 

KEPPLEfi.  J.  Q.  (lesion  3,     Chicago,     Office   of    th-o    Director.       79/12/06. 

lp. 

7912200108  Forwards    IE  Bulletin   7-9-39.     "Possible    Malfunction   of   Namco 
Modol   EA1BQ  Limit  Switches    at   El»vat«*    Temps.  "    Action 

KEPPLEft,  j.  Q.  Region  3,    Chicago,     Office    of    the    Director.       79/13/10. 

lp. 

R.    Periodic   operating  reports   t   related    correspondence 

791204,0110  Forwards   Bschtel    none  onformance    rtptfj  logai  quality   audit 
findings-action  requests,  u!-W  nonconf  ormanc  &   rtp  ta>  In-service 
insp  none  on  for  mane  e  repts    &   uttl    non  con  for  mane  o    rapts,  audit 
finding!  d   corrected   action   repts    for   Oct    1979- 
HOUELL,6.H.        Consumers   Power    Co.        79/11/31.        45Opp. 

7912380922  Forwards  quarterly    rop  t    fop    period    BOQ1O1-O331    re   Bechtel 
supervisors  -te  engineers   einected   to    be   on   const    lite. 
HDWELL.B.H,       Consumer*  Pnuer    Co.       79/1S/B1.       34pp. 

9.    Heportanle   occurrences,    LER*    tt   related    correspondence 

7912130418  Atl    receipt   of  79I02A    interim   d«flciencij   rejt   rn    tarminal 
blacts  (•  crocked   discunne-ct    links. 

FIORELLI.O.  Begion  3.    Chican.0,    Beactor   Con»truction  «>  EnsinB^ring 

Support  Branch.       79/11/14.        lp. 

771H1700S9  Ack    receipt   of  79102t    interim  deficiencu.   rept   re    feedwaber 
piping    Impact    Qualities.  -,„,  .,,,., 

FIORELLIiO.         Division   of   Reflttor   Construction    Inspection.      79/11/13. 
lp. 

7912170103  Afk    receiat    of  7910Sb    interim   deficiency   r»pt   re    terminal 
black    disconnect    links. 

.FIDREULlrO.  Region  3,     Chicagoj     Reactor   Cons.true  t  Ion  *•  Engine-Bring 

Support  Drench.      79/11/13.        ip. 

791S17041i  PWa-lII-79-04B:on   791  127.  e  1  ectr  iclan   received    shock    from 
enrrgiitd    circuit  breaker    cabinet.  Caused    by    electrlc«ni 
unauare  breaker  uai   energiiedi  hid  ing    tool    box    in   breaker 
cabinet  so   he   could   go   to    lunch. 
KNDPiR.  C.  i    FIGRELLI.C.  Region  3.    Chicaooi    Office    of   the   Director, 


791B11035B  Interim  deficiency    rept  TO   safe    shutdown   baration 
eapabilitij.BBcStel   preparing    *u,(    de-sign    to    increase    safetu- 
qr*it   boration   cap«bl  1  itij.  Final  li-a  ti  on    of    ay»   dBilgti 
estlmatid   bu    and   of  Mar    19BO.  Neit    rept    bu   8004  H- 
HOUELL,8.  H.       Consumara  PPIUBT   Co.       77/ia/Oo.       Spp. 

7912130219  Forujardi    Final    def  iclnncy    rept    re   main   Peed    pip«    spools. 
HOWELLiB.H.      Consumers  Pnuier    Co.       79/1B/1O.       2pp. 

--791S130234   Final   deficiencv    rept   re   main    Peed    pipe    >pi>al».NRC    found 
nini  pipes   not   in  compliance   u/ASME   coda    phgstcal    impact 
ree.ulrenents.Dne   hot  bend    ipool    being    replaced.  Others 
„„.,,*.    ..n-«.-i—  <i..    -A    -'-    ----    tens    of   70  F, 

lional    Corp.       79/11/19.       4pp, 


Enginvering 


79121B0176   Interim   deficiencg    rapt   re    containment    internal    structural 
coatings  UI/!O*B    of  adhei  Ian.  Evaluation    of    correctivo    action 
beins    undertaken   by  Dechtel.  Ne»t   rept   uill    be    submittBd    bg 
B0021S.Mgt    correction   action  rept    end. 
HDWELL.g.  H.        Consumers    Pouer   Co.        79/12/13.        6pp. 

7"71218uS-2ei   Interim  deficiencg    rept   re    In-containmBnt    coatino*  which 
have   loas   of   adJission   between    succeseive    lauers    of    coatino 
IVB. Appro*    600    square    ft    of    surface   under    investiaatlon. 
HOWELL.S.  H.       Consumers   Power   Co.       79/12/13-       6pp. 

79121103o5  Forwards    interim   deficiencu    rept   re    broken   anchor   bolt    in 
reactor   vessel    support    skirt   flange. 
HOWELL,  8.  H.        Consumers    Pouier   Co.        79/13/14.        lp, 

— 7912110373    Interim  deficiencg   rept    r>    broken   anchor    bolt    in  reactor 
vesio-1    support   skirt    flange.  Anchor    «tod    purchased    from  Mfl 
Valley  Structural   Stoel   Co.iuho   procured  matl   from  South*™ 
Dolt   ti  Fastner  Corp. 
«     Consumers    Power   Co.       79/113/03.       Spp. 

79121303W   Interim  deficiencu    rapt   re   brokan  raactor  VBBIB!    anchor 
stud.Vesial    support    skirt    flange   anchor   bolt    broke.  Tsatlng 
for   caueo   of   break   will    be   completed    bg    mid   Jen    19BO, 
ui/resutt*  available  bg    mid   Fib    1980. 
HOWELLiS.  H.       Consumer*   Pouier   Co.       79/12/14.       2pp, 

79123BQ4B3  Final    deficiency   rept    re    raactor    bldfl    »pra«    piping    lunporti. 
Stresses  ore  uithln   code    al  louablas.  Orinnall    analij»i»   fc 
plant   drawings    reconcllBd   u/actual    harduarB.  Plant    it    in 
conforraanc*  u/de«lgn  requirBment*. 
HDWELL.  B.  H.       Consumers   POIUBT   Co.       79/18/81.       lp. 

7912290360  Forwards    final    deficiency    rapt   r«    failure    of   H1H1    drop-in 
anchors    to   meat    ten»lon    tastlns   requiraments. 
HDWELL,  S.  H,      ConsumBrs  Power  Co.      79/12/21.      lp. 

— 791S2SOS65  Final    deficiency    rept   re   failure    of  Hilti    drop-in  anchor* 
to  meat   tension    testing    e riteria. Testlnfl    program  will 
develop    ultimate    load*    for    drop-in   anchors   which    are  not 
completely    set. 

HOart.J.O.,    BAILEY,*.       Bechtel   Associate*   Professional    Corp. 
79/11/30.       Bpp. 


DOCKET  50-330  MIDLAND  PLANT,    UNIT  2 

A.    Application/construction    stags   document*   fc   corraspondBnee 

7912110011   Forwards   NRC    position    on    status  fc  applicability    to   pstiding 
OL  applicationi   of  result*   of  TMI    followun   actions.  Outline* 
addl    short-term  action*    to    ba    taken. 
VA88ALUO. D.  B.         Division   of   Projact  Management,       79/09/H7.       41pp. 

791214017B  Summary    of  79071B   meetlno   w/utll. BBchtal    Corp    fc  ACR8   in 
Dethe«da,HD  ro    soil    dsf Icinncies    at    facility    *Ue. 
HOOD,D.  Light   Hater   Reactor*    Branch    4.       79/lO/lo.       &pp. 

79121102t4  Discustes  NRC    plan*    to   use    generic    analyies    to    develop    earlu 
verifieation   program   to    resolve  ATMS    Issue    for  PWR*    fc  BHRs. 
Succea*    of    program  dapsnd*    on    industry   rsspon*e.  Support* 
formation   of   owners   groups    to    provide   naeassarg    info. 
DENTON.H.R,       Office  of   Nuclear   Reactor  Regulation.       79/10/17.       3pp. 

7912080294  Forwards    D  Hood    79100-2  memo   r«   revised    estimate    of   const 
complation   date   for  distribution   according   to  board 
notification   svc    lists. 

VAR8A.H.A.  As»l«tant    Diractor    for   Light   Hatar   Reactor*.      79/11/oa, 

2pp. 

— 791205030B  DlsqudBes  .790918-19   site   visit   re   reviled    Bslimata    of   contt 
completion  date>  of  June   1902.  Meeting   *ummar«   forthcoming. 
HOQDj  D.  Light  Water   Reactor*   Branch   4.       79/10/02.       lp. 

7912100272  NotiPiB*   of  review  of   responie    to  NRC  790381   requeit   ra 
plant   fill    settlement  *   effect*  at  site, Forwards  adrfl 
questions   &  positions.  Requests   respon*e. 
RUBENSTEINiL.  9.  Light   Wetar   Reactor*   Branch   4.       79/11/19.       7pp. 

79120-10364  Forward*  response    to    NRC  791020  raqueit   re    deilgn   aeea.u*cy 
of  BdH  NB88  utlUilng   once-through   «taam  nanaritor*. 
Neceisarg   nods   do   not   require    const   halt, 
HOHELL.fl.  H.      Consumer*   Power   Co.       79/11/30.       141pp, 

791E070311   aiinmarg    of  790906   meatlne   U/util   «<  Bechtal    Corp    in 
Bethetda<HD  ra   load   naquenctng  ti   de*lgn   std*   for  diaial 

HDOD.D.  B. '          Liaht  Water  Reactors  Branch  4.      79/11/30.      18pp. 
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791211O4-06  Summary    of   790927  meeting    w/util    in    Bothesda. MO  ra 
activities    undertaken   by    util    to    con«ol idate    continuing 
safetg    review  of    plant   d    concerning    Implication    of   TMI-2 
accident. 
HOOD. D. 9.  Light    Hater    Reactors    Branch    4.        79/11/30.        7pp. 

7912130257  Summary    of   791114   meeting    u/UB  Corps   of   Engineers    Si   util    ra 
observation   of    soil    settlement   at    plant    site*, 
HOOD,  D.  Light  Water   Reacton    Dranch    4.       79/12/03.       4pp. 

7912Q70*S1   Forwards   reviled   response    to   NRC   791025  request  re    design 
adequacy    of   BSiH   sys    sensi  tivi  ty,  Utl  1  i  i  ing    once-through    steam 
gtmar-ators.  Revision   provides   replacement    of    preliminary 
graph  i    it   tables   &   corrects   minor    errors. 
HOWELL.S.  H.       Consumars   Power   Co.       79/13/04.       13Opp. 

7T12I2O377  Forwards   affidavit    of    ivc    af   Amend    21,  issued   a*  Revision    1O 
to   DL   environ   rapt.re    util    application    for  CPs   &  OLs    for 
facilities. 
DACON.J.L.       Consumers    Pouiar    Co.       79/12/07.       1pp. 

791227O193  Forward!   Amend    73   to   application    for  CPs   b  OLs. 
HOHELLi  9.  H.       Consumers   Power   Co.       79/1H/19.       lp. 

— 7912270197  Amend    72   to   application    for   CPs   &  OLn,  Implementing    remedial 
actions   re    soil    activities    for    safety-related    structures    b 
sy>    founded    in   tc  on   plant    fill    mail. 
HQHELL.3.H.       Consumers   Pouer   Co.       79/12/19.       lp. 

C.     Utility   Environmental    Report    (ER).     amends   It   correspondence 

7912030135  Responds    partially    to  NF1C    request   for   addl    info  required 
to   complete    invlron   rapt. Forwards    applications    for    discharge 
It  waste  uater   discharge    permits    &   "Kept    of  Preliminary 
Archaeological    Gurvoy    of   Transmission   RIght-of-Way.  .  .  .  " 
HOWELL.B.H.       Consumer*   Pouar   Co.       79/U/29.       100pp. 

— 7912O301SB    "Rept    of   Preliminary    Archaeological    Survey    of   Transmission 
Righ t-of-Way    From  Midland    Plant    to   Tittabawaisoe    Substation 
of    CPC.  " 
TA03AHT,  D.       Michigan.    Univ.     of.       79/O7/31.       11pp. 

7?120301fia  Forwards   Amend    71    to    application   For   CP   8.  DL.  Submitted   as 
Ravi-lion    10  to    environ  rapt. 
HQHEtL.S.H.       Consumers   Pouior   Co.       79/11/30.       2pp. 


—  79122Q064B   Notice    of   violation    from    Insp     on    781211-790123. 

«      Office   nf    Inspection    tc   Enforcement.     DPflca    of   the  Director. 
79/13/Qo.        4pp. 

—  7912300651    Notice    of   violation    From    inap    tin  7B121  1-790133. 

*  Office   of    Inspection   t>  Enf  orcement,     Office    of   tho  Director. 
71?/  12/06.        2pp. 

7912270004    Forward*    ord-er    modifying    CPs    CPPR-B1    &  CPPR-S2  Sc   notlis   of 
violation, 

CA3E.E.O.       Office    of   Nuclear    FJeactnr   Regulation.       STELLO,  V.       Office 
of    Inspection   &  Enf  ortament,     Officn    af    tho   Director.      79/12/06.       lp. 

—  791S27000B   Order    modifying    CPa    CPPR-B1    l<    CPPR-B2    re    soil    activitieii    for 

safety-related    itructurea    &    EIJS. 

CASE,  E.  0,        Office    of    Nuclear    Reactar    Regulation.        STELLO,  V.        Office 

Of     Inspactinn    t,    Enf  orcemont.     Office    of     the    Director.       79/13/06. 

6pp. 

—  7912270009  Notice    of  violation    from    tnsp    on   791311-790125. 

Nancomptiances    noted:  i  neon  3  latenc  IDS    in    license    application 
tc    diaslgin   basis    documents    &    failure    to    provide    Insp    hold 
points    to  verify    soil    mark. 

*  Office    of    Nuclear    Reactor    Regulation.        79/13/06.       flpp. 

791214O100'  Foruards    order   modifying  CPs    t.    two  notices   of  violation 

describing    item*    of   noncompl  ianco  r-a    soil    lattlemant 
matter.  W/o    encl. 

,  W.  d.        Hearing    Branch    1.  7fflS/O7,        lp. 


791SBaOOB3   Foruards    NHC    7cJ120t    oriJcr    modiPuing   CPs    Issued    to  CPC. 
M/o    one  I. 

BTELLDiV.       Office    of    Inapecti-on   d  Enforcement    DFPice   of   the 
Director.       7?/12/17.       ip. 

7912HBO096   Forwards    NRC    791206    order    modifying   CPs    issued    to  CPC.H/o 
enc  1  . 

STELLO.V.       OFfita    of    Inspection    &   Euf  orcarasnt,    Office  of    the 
Director.        79/1H/17.        lp. 

7912310339   Requasts   hcarino.on    behalf    af    util,  re  Amnnd   72   to 
application    for    CPa    b   OLs. 
MlLLERrM.  I.       Isham,    Lincoln   &   Beala.        77/13/86.       3pp. 


H.     Oenaral    correspondence 


— 7912030191    Revision    1O   to    onviron   rept. 

»      Consumers   Pouor   Co.       79/11/30.       169pp. 


medical,     emergency    (.    Fire    protection   plan* 


77tao-*0471   Forwards    info  ro    upgraded    emergency    plans    to   plants    under 
const    b  OL  revieu.  Applicants   required    to  make    certain 
emergency   arrangements  <j/state   &    local    organi  rations   8. 
submit   amergencii    plans    per  Rag   Guide    1.  1O1. 
VABB«-LO,D.  B.         Division    of    Projact   Management.       79/11/21.       6pp. 


G.     Ad  jud  tcatory    correspondenca 


7912060061   Submits    typographical    corrections    to  CPC    post-hocring    briaf 
t  pvoposad    findings    of    Fact   &   conclusions   of    laui.Paga   31, 
Footnote   Bi.Llna   9  k  Page   94- Line    5. 
REVKOLDS.W.  D.       Bhaw,    Pittman,    Potts   i,  Trowbridfle,       79/11/OB.       lp. 

7913190029  Responds    to   791114    Hr    to   ASLH   ro    lack    of    support    In   record 
for    two   comments    In   util    reply    brief. Issues    before   A6LB 
fully,    briefed.  No    further   elaboration   by    parties    would    serve 
any    useful    purpose. 
REYNCJLDa.H.  B.       Shaw,    Pittman,    Pottn    t  Trouibridge.       79/11/30.      2pp, 

7712190162  NotiflEB    that    fuel    loading    date    for   Unit  2   could    be    delayed 
until    19B3.  Doflnltive    revised    fuel    loading    achodula    will    bo 
completed    in    first   quarter    of    I960. 
MILLER, M.. I.       Isham.    Lincoln   t,  Beale.       77/11/26.       lp. 

7912200642  Forwards  NfiC    7912O6   order   modifying    CPs   re    soil    foundation 
mat  la    onslte. 

BTELLO.V.       OFFica   of    Inspection   I>  Enforcement,    OFFlca   of   tha 
Director.       CASE.  E.  0.       Office    of   Nuclear   Reactor   Regulation. 
79/13/04.       lp. 

— -7913200649  Order   modifying   CPs    by    prohibiting    e»cav»tion.  const   uorli    or 
remedial    action    in   soil    matls    around    saf atu-rolatad 
structures  &  «yi. 

BTELLO.V.       Office   of    Inspection   &  Enforcam»nti    Office   of    the 
Director.       CABE,  E,  0.       Office    of   Nuclear  Reactor  Haflulatloi). 
7T/12/06.        6pp. 


791206Q30B   Notifies    thai    offsitt   radiation    protection    training    course 
tar    NRC    inspnctora   D    aat  i  sfac  tnrij.  Requnatfl  advance 
notiPication    oF    arrival    of    NRC    personnel. 
LDUDENSLAGER,  T.        Consumers    Power    Co.        79/12/03.        Ip. 


M     Antitrust   cnrraspondence 


791SO7O130   Errata    to   proposed    licnnse    conditions    filed   u/CPC  t> 
intffi'vonors    joint   79092B    motion    supporting    license 
coililitionB.  Intarvenors,  DD.J  fc    NRC    concur   id/corrections. 
CertiFlcate   of    Svc    encl. 

.  H.  .     UftTBOM.K.S.        Consumers    Pouier    Co.       79/U/28.       22pp. 


79121OO212   Errata    to   proposed    antitrust    license   conditions    contained    in 
79O923    joint   motion.  NRC,  1  nlervanora    &   DDI    concur 
in    corrections.  Complete    set    of    proposed    license   contltlons, 
reflecting    corractigns.  encl.  Cert  if  irate    of  Svc    encl. 
ROBSi  W.  M.       Consumers   Pouor   Co.       fiOBSj  W.  K.       Maid,    HarkraJer  i-  Ross. 
79/11/2B.       2Hpp. 

Q.     Inspection   reports,     IE    Bulletin*    &   correspondence 

79l2O302iO  Forulards    IE    Insjt   Repts    50-329/79-20  ft  30-330/79-20  on 
77O71&-2O  b  notice   oF   violation. 

FIOFlELLIpG.  Region   3,     CJiicago.    Reactor   Construction  !>  Engineering 

Support    Branch.       79/10/10.       3pp, 

—  7912O30262  Notice   of   violation    from    insp    on  79091H-30. 

*  Reginn    3,    Chicago.    Roactor    Construction   EC  Engineering    Support 

Branch.       79/10/09.       lp. 

—  79t2O302fi3    IE    Insp    Repts    SO-3a'?/7?-BO   E.    50-330/79-50   on   790918-20. 

Mfncompliance    noted:  f  allur  a    to    control    spBcial    processea. 
HAIDU,  K.  R,-     HAYES,  D,W,  Region   3,    Chicago.    Office  of    tne 

Director.       79/10/09.       8pp. 

7912030249   Forwards    IE    Inap    Ropt*    50-339/79-31   t(  50-330/79-21    on 
790925-27.  No    noncompli  ance    noted, 

FIDRELLI.O.  negion    3i     Chicago.    Reactor  Construction  b  Enfl  ineeplng 

Support    Branch,       79/10/11.        2pp. 
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—  791B030M7     IE    Insp    Repts    5O-327/79-21    !.    5O-33O/79-21     an    790933-37.  NU 
noncnmpliance    noted.  Major    areas     inspoc  tad  .  or  eservi  ce    insp 
uork    activities    ?-    nondeslruc  tive     P  .ami  nation    data    ii   repts. 
WARD.K   D.  Region    3,     Chicago,     Office    of    the    DiTictor 

DAMIEl-SDM.  D    H.  Region    3,     Chicago,     Reactor    Conn  trust  ion   & 

Engineering    Support    Branch-       79/10/JO.       app- 

79132*0129   Forwards     IE     Insp    Fl»ot>    50-32=5/79-22    t.    30-330/79-32    on 

791010-12    t,   notice    of    violation.  Con  1,,-Bi-i  no 

FICRELLI.O.  Regions.     Chicago.     Reactor    Construction    fc   Engineer.  ng 

Support   Branch.        79/10/30.        2pp 

—7913260133   Notice    of    violation    from    insp    on    791010-12. 

*  RBBion    3,     Chicago.     Office    of    the    Director.        79/10/3?.        lp. 


- 

Na   -ritt.n   response   rea>.,red  Director.       79/11/30, 

MEPPLER,  J.  O.  Region    3,     Chicago,     utrice    or 


7912140077   Fo 


ds     IE    Inf.   Notico    79-30, 


791330010B   For-ards     IE    Dull.fcln    79-20,     "Possible   Ma'f»"c 
Model    EA180  Limit    SuitcheB    at    Elevated    Temps.1    Action 


Region   3.    Chicago.    Office    of    the    Director.       79/1B/.0. 


-77122*0137    IE     !nsp    Repts    30-339/79-22    !.    50-330/79-22    an    771010-13. 

NoniD»plian.t»    noted,  lack    of    weld    &    rod    control.  nffire    Df 

VANBEL,  T.  E.  ,     NAIBU,  k.  Fl.  ,     KNOP.R.C.  Region    3,     Chicago,     Office    of 

the    Director.        79/10/39.         IBpp. 

79I320013S   Forwards    IS     Insp    Repts    50-329/79-23   I,    5O-33O/79-23   an 

r'to^Cntago,     dfflc.    of    tn.    Dirsctc-r.       79/1WOB. 


2pp. 

7912050122   Forwards     IE   Circular    79-23.     "Stroke  Tii^s    for    Pouer    Operated 
Relief   Valvos.  "    No    response    re-quired,  -,OH\IM. 

K.EPPLER.J   G.  Region    3.     Chicago,     Office    of  the    Director.       79/11/16. 


7912100223  Forwards    IE    Info    Notice   79-28,     "Overloading    of   Structural 
EUm*nts   SUB    to    Pipe    Support    Loads.  »    No    response    retired 
KEPPLER.J.  G.  Region    3,     Chicago.     Office    of    the    Director.       79/11/16. 

lp. 

7912110971   Forwards     IE    Infa    Notice    79-21,     "Loss    of   Nonsaf  Btij-fielated 
Reactor   Coolant    9y*     Instrumentation    During.    Operation-        No 
specific   action   or    response   repair  nil.  -,„,,.,  .A 

KEPPLER.J.  ft.  Reaioi.    3.     Chicago,     Office    of    the   Director.       79/11/16. 


R.     Periodic   operating    roports   !,   raUted    C0^^P°^^^ 

7912040110  Forwards   Dechtel    nonconforrrance    repta,  logs,  quality   audit 
flndinos,  action   requests,  D&W  nonconf  ormanco    repts.  inservUe 
[ns      nonconforrcance   repts   &  util    nonconf  ormance    repts.  audit 
findinas   &   corrected    action   repts    for   Qct    1V/V. 
HOWELL.S.H.       Consumers    Pouar   Co.       79/11/E1.       450pp. 

79123Q0923  Forwards   quarterly    rept    for    period    B00101-0331    r*   Dechtel 
supervtsors  !.    enginaers    eipoctod    to   be   on   const    site. 
HQWELL,  B,  H.       Consumers   iPouier   Co.       79/12/21.       34pp. 

S,     Reportable   occurrences,    LERs    &  relatBd^correaponilence 

7912130419  Ack    raceiot    of    791O26    interim   dBficlencu    r*pt   re    terminfll 

"eN"R«;«n3:ecbi»!:;    Reactor   Conduction   fc  Enflin»r  infl 


Support  Branch.       79/11/lfl.        lp. 

7913170059  Ack    receipt   of  79102i    interim  deficiency    rept   re    feedwat.r 
Ct    S"!!to"%»    factor  Construction    InspBCtion.      79/11/19, 


7912050370   Foruarda     IE    Dtilletin    79-26,     "Boron    Loas   From    BUR   Control 
Dladfls."   No   response   required 
KEPPLER.J.  0.  Region    3.     Chicago,     OffU*    of    the   Birector         79/11/20. 


7913100425   ForuiaTds     IE    Circular    79-24,     "Propnr    Installation   fc  Calibr    of 
Core   Spt-aij    Pip«    Greai    Detection  Equipment    on   DMlla.  "    No 

written   response    required  -,nli.i.ii. 

HEPPLER.J.  G.  fteflion    3,     Chicago,     Office    of    the   Director.  79/11/26, 

lp. 

7912110219  Forwards    IE   Circular   79-33.     "Motor   Startups    &   Contactors 
Failed    to    Operate    "    Nu    response    requivBd. 
HEPPLER,J.  G,  Region,   3.     Chicago,     Office    of    the   Director.       79/11/36. 


7912120172   Ack    receipt    of    791O31     Ur    informing    NRC    of    iteps    taken    to 
correct  violations    noted    in    IE    Insp  Ropts    50-329/77-19  *, 

HEPPLSR.  J.  0."  Region   3,     Chicago,     Of  f  i  ce    o  f    the    Director.       79/11/36. 

tu. 

—  7912120180  Reiponds    to  NRC    791010    Itr    re   violationa   noted    in    IE    Insp 
Repts    90-329/79-19   (.   5O-330/79-19.  Correc  t  ive    actiona: 
training    records    for  const   O.C    personnel    tipilaled    to 
accuratelu    reflect   actual    training. 
HHWELL,  S.  H.        Consumers    Pouier    Co.        79/11/26.        0pp. 


7912UO420   Notifios     that    NRC    intends    to    routinBli)    forward     tn 
appropriate    state    public    otil    regulatory    groups   fc   state    atty 
general    pfcs    copies,    of    escalated    enforcement    correspondence 
sent    by  NRC    to    licensees 
KEPPJ-ER,  J.  -0.  Raoion   3,     Chicago.    Office    of    the   Director. 


79120A0012  Ack    receinc    of    791106    Itr    informing    NRC    of    stops    taken    to 
correct   violations    noted    in    IE    Insp   Repts    50-329/79-20   tt 
50-330/79-20.  _      , 

FlCUELLI.fl,  Region    3,     Chicago,     Reactor    Construction   !-   EnfllneBrino 

Support    Drsneh.        79/1I/3O.         lp. 

—  7913060019  Responds    to   NfIC   791010    Itr   ra    violations    noted    in    IE    InHp 
Repts   50-329/79-30  d   30-330/79-30.  Corrective    actions; 
procedures    re    formal    design    changes   povlafld    by    Bechtel. 
Lj  3.  H,        Consumflrs    Poiuer    Co.        79/11/06.        3pp. 


7913170103  rtck    receipt    of   791O36    interim   deficiency    rapt   re    terminal 

FioREL^0nnnBCtRBgi-    3.     Chlc..a.    Reactor   Construction  S-  Enflin..rln8 
Support   Branch.       79/11/13.        lp. 

7912170116  PNO~lll-79-04a:on  791  127,  electr  ic  Ian   ra-ceivnd    shoe*    from 
energlied    circuit   SreakBr    cab  inet.  Caused    by    electrican. 
unauaro   breaker    uias    enorg  i  led  ,  h  1  d  ing    tool    bo«    in   bveak«r 

5^S*c"  rtoRE^.r    t0    R^i-    3,    Chica0o,    Office    of    the   Director. 
79/H/2B.        Ip. 

7912110350   Interim   deficiency    rept   re    safe    shutdown    boration 
capability.  Qechtel    preparing    sya    doaign    to    increase    safety- 
grade    boration    capabi  1  i  ty.  Final  I  lation   of    ays    design 
estimated    bij    end    of  MaT    19BO.  Nent   rept   by   B00411. 
HOHELL,  S.  H.       Consumers    Pouier    Co.       79/12/06.       2pp. 

7912130219  Forwards    final    dtficiency    rept   rB   main    feed    pipe    spools. 
HOHELL,  B.  H.        Consumers    Pouiflr    Co.        79/12/10.        2pp. 

—7913130224  Final    oafitiencv    rHPt   Te  main    fflod    pipo    •P'lole;NRC    *ounl1 
nine   pipes    not    in    compliance   u/ABME   code    phusical    impact 
roquiramBnts.  Ona    hot    bend    spool    being    replaced.  Others 
operate    satisfactorily    at   ruin    svc    temp    of   70  F.  -_,,,,,„        inr. 

ANDERBDN.D-       Bschtel    Associates   Professional    Corp.       79/11/19.       tpp, 

7912170062  Ac  k    receipt    of   7911O2    interim  rapt   ra    «ettlBmBnt   of   dii»»l 
generator   foundations    It   b  Idg.  Comp  1  ated    reviou  uill    be 
performed    upon   receipt    of    final    rept. 

FIQRELL1.0.  Region  3.     Chicago,    Reactor   Construction   t.  Engineerinn 

Support   Branch.       79/12/12,        tp. 

7912130176    Interim  deficiency    repfc   re    containment    internal    itructurii 
coatings    u/loss    of   adhesion.  Evaluation   of    corrective   action 
baing    undei-ta*Bn   by   Eachtel.Neit   rapt   ui  11    be    submitted    by 
B00215.Mgt    correction    action    rept    encl. 
HQWEtL.B.  H.       Consumers   Powar    Co.       79/12/13.       6pu. 

79121S052i    Intorim   deficiency    rapt   re    in-cont*inmont    coatings  uihicfc 
have    IOSB   of   adhesion    between    success  Ive  '  layers    of    coatins 
sys.Apprax    600    square    ft    of    surface    undar    investigation. 
HOMELLi  B.  H.       Consumers   Power   Co.       79/12/13.       6op. 

7912110363  Forwards    intsrim   deficiency    rapt   re    broken   anchor   bolt    in 
reactor   vessel    support    sfclrt    flange, 
HOWEtLiB.  H.       Consumers   Power   Co.       79/12/14.       lp. 
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— 7913110373   Interim   deficiency    rept    re    broken    anchor    bait    in   reactor 
vessel    support    skirt    flange.  Anchor    stud    purchased     from   MB 
Valley    Structural    Steel    Co.iuho    procured    matl    from  Sputhern 
Bolt    &  Fastner   Corp. 
»      Consumers    Power    Co.        79/12/OS.        2pp. 


--7913Q30335   flmonnf     55    to    Li 


DPR-41?,  rep  loc  ing 


j  ire 


en  t    for 


repeated    manual     sampling    &    analysis    for    chlorine    at    plant 

discharge   in/requirement     for    automatic    record  ing/control 

equipment. 

IfPQLITDpT    A  Operating    Reactors    Branch    3         79/11/19         7pp. 


7912130944    Interim   deficiency    rept    re    broken    reactor    vessel    anchor 
stud. Vessel    support    skirt    Flange    anchor    bolt    brake.  Tea  ting 
far    cauve    of    break    mill    be    completed    by    mid    Jan    I TOO. 
U/raiults    available    by    mid    Feb     19BO. 
HOHELL.S.  H.       Consumers   Power    CD.       79/13/14.       2pp. 

79122B04B3  Final    deficiency    rept    re    reactor    bldg    spray    piping    supports. 
Stren»t   are   within    code   al  louab  les.  Or  innel  1    analysis   ti 
plant    drawings    reconciled   ui/actual    hardware. Plant    la    in 
con for nance   u/dosign    requirements. 
HDWELLiS.H,        Consumers    Power    Co,        79/12/21.        Ip, 


--791203023B   E1A    -supporting    Amend     55    to    License    DPH-49. 

*       Dffice    of    Nuclear    Reactor    Regulation.        79/11/19.        4pp. 


—  7912030240   Notice     of    issuance    t,    avai 
DPR-49. 
IPPOLlTOi  T.  A.  Operating    (Reactor 


lability    of   Amond    55    to    License 
s    Dranch    3.        79/11/19.        2pp. 


7912050472    Ac  k    receipt    of    NRG    791036    8.    3O    Itrs    re    containment    purging 
venting.  Wi  11    respond    by    791314 
RQOT.L.D.         loua    Electric    Light    S.   Power    Co.        79/11/27.        Ip. 


791220056.0  Forwards    final    deficiency    ropt   re    failure    of   Hilti    drop-in 
anchors    to  meet    tension    testing    requirements. 
HQWELL.S.H.       Consumers   Power    Co.       79/12/31.       Ip. 


79121B0064    Forwards     corrected     Tech    Specs    re    790111    8.   0705.  Ltrs 
containing    Amend  a     4B   &    52    resp  cc  t  ivclij    to   License    DPR-4?. 
IPPOLITO.  T.  A.  Operating    Reactors    Branch   3.       79/11/27.       Spp. 


— 7912230569  Final    deficiency    rept    ra    failure    of   Hllti    drop-in    anchon 
to   mer-t    tension    testing    cr  i  teria.  Testing    program  utll 
develop    ultimate    loads    for    drop-in   anchors   which    are    not 
completely    set. 

HOOK.J.G..     BA1LEV,K.        Bechtel    Associates    Professional    Corp. 
79/11/30.        5pp. 


DOCKET   50-331    DUANE  ARNOLD  ENEROY  CENTER 

F.     Seeurlty>    medlcali     emergency    t<   fire    protection   plans 

771B200022  Discusses   NRC    791109  meeting    re    emergency    preparedness    team 
review    ob jectlves.  Provides    guidance    For    Improving    licensee 
emergency    preparedness   &  assuring    capability    of    off-sito 
agtnciBf    to   take    appropriate    emergency    actions, 
O-RIMES,  B.K.       Emergency    Preparedness   Task    Force.       79/11/23.       30pp. 

7912040350  Forwards   responses    to    questions    raised    re    fire    protection 
analysis. Diesel    generator   room   drawings    encl. 
RODT.L.D.        louia    Electric    Light    S.   Pouier    Co.        79/11/39.        10pp. 

•J,     Insurance  t,    indemnity    information 

7912190507    Responds    to    791210    1  tr    requesting    approved     guarantee    of 
payment    of   deferred    premiums    for    each    operating    reactor   over 
100   Mule),  ouined    in    whole    or    part.  Advises    that    info    man 
filed    791150  u/util. 
TQYNE,  0.  W.      Corn   Qelt    Power   Cooperative.       79/12/14.        Ip. 

P.     Operating    license    stage    documents    t<    correspondence 

79121001B9   Discusses   NIC   791101    meeting    u/rHoreiontati ves   of   NSBS 
vendor*    tt   fuel    suppliers   re    discussion   of    respective 
portion*    of   ECC8   evaluation   models    dealing   ui/fuel    cladding 
smelling    &   incidence    of   rupture.  Vendor   responses    encl. 
EI8ENHUT.  D.  0.          Division    of    Operating    Reactors.        79/11/07,        i5pp. 

— 7-912LO0255  Responds    to   NRC   791101    request    re    noncompl  iance   of 
Uittinghouse   ECCS    evaluation   model    under   requirements 
of    iOCFRSO  App    K. Evaluation    of    three    Fuel    rod   models 
indicate!    no    safety    problems    for   Westlnghouse    plants. 
ANDERSON,  T.  M.        Heat  inghouse    Electric    Corp.        79/11/02.        4pp. 

— 7912100330   Responds    to    NRC    791101    request    re    OR ML    cladding    smelling    & 
rupture    data.  Review   of   analytical    models   &   tests    Indicates 
compliance   U/10CFR50  App    K.A11    OE   specs    for    calculated    peak 
cladding    temp    remain    unchanged. 
BUCHHGLZ.R.  H.       General    Electric    Co.       79/12/07.       Hpp. 

— 7912100407  Forwards   response    to   NHC   791101    request   re   rod    burst    teat 
data. Concludes    that    data   properly   represented    by    Fuel   models 
ui»d    in  vendor    evaluation   models   tt    that    analyses    demonstrate 
«11    criteria   of    IOCFRSO.  4i   satisfied. 

OW3LEY.O.F,       Eilon   Nuclear   Co..     Inc.     (Bubs,     of   Exxon   Corp.). 
79/11/02.       Spp. 

— 791S100456  Forwards    addl    info   re    evaluation   of    impact    of   NRC    proposed 
rupture/blockage  model    used    In   vendor    evaluation   model. 
Mo    adverse    Impact    from   neui  rupture    burst   data    or    use    of   NRC 
rupture/blockage   model    on    licensing    calculation   results. 
OMSLEY.O.F.       Exon   Nuclear   Co.,     Inc.     (subs,     of   Exxon    Corp.). 
79/11/04.       33pp. 

791203-0233   Forwards    Amend    55    to   License    DPR-49,  notice    of    inuance  & 
availability    &  E1A. 
1PPDLITO,  T.  A.  Operating   Reactors   Branch   3.       77/11/19.       2pp. 


— 79121S007O  Submits,   revised    Page   6.  "?-l    to  Tech   Specs   re  radiological 
procedures. issued   as    supplemental    Amend    48   to  Licence 
DPH-49. 
•a  Operating    Reactors    Branch    3.        79/11/27.        Sap. 

—7913100077  Submits   revised    Pages    VI, 3, 6-9  4  3.  6-IOa    to   loch   Specs  re 
surveillance    requiromen  t  a.  1  saued    as    supplemental    Amend    SH 
to    License    DPR-49. 
»  Op  orating    Reactors    Dranch    3.       79/11/27.       4pp. 

7912070141    Requests    that    GE    791130    Itr    re   Mark    I    containment    program  ti 
NFiC    acceptance    criteria    be    made    official    part    of    Facility 
docket    file. 
ROOT.L.D.        I  Qua    Electric    Light    b  Power   Co.       79/11/30.       Ip. 

7912310369   Provides    response    to    NRC    771022   Ibr   re   operahilitu    of 
containment   purge    valves    Present    purge   (•  vent   valve   design 
adequate    For   all    normal    &    accident    conditions. 
ROOT.L.D.        Iowa    Electric    Light    l<  Pouier   Co.       79/12/14.      3pp. 

79122701S9    Discusses   uti  1    791203    Itr,  in   response   to    NRC   791310    1  tr   re 
failure    to   report    approved    guarantee    of   payment    for   deferred 
premiums     For    eacti     operating     nuclear    reactor    over    100   MM. 
Info    Piled    through    IA   Electric    Light    b  Pauar  Co. 
WILLIAMS,  E.  H.        Central     Iowa    Power    Cooperative.        77/12/17.        Ip. 

0.     Inspection   reports.     IE   Bulletins    &    correspondence- 

7912130064    Foruards     IE    Inap    Kept    30-331/79-26    on   791024-25.  No 
none  ampliance    noted. 

FIOneLLI,Q.  (legion    3i    Chicago,    Reactor   Construction  t<  Engineering 

Support   Dranch.       79/11/05.       3pp. 

—7912130067    IE    Insp    Rept    50-331/79-26    on    791024-35.  No    noncomp  1  lance 
noted. Major    areas    inspec  ted:  ac  tions    re    IE   Bulletins   79-14   t. 
79-Q4. 

DA-NIELBQN,  D.  H,  ,     YIN,  I,  T.  Region    3,     Chicagn,     Office    of    the 

Director.       79/11/02.       3pp. 

7912OA0364    Forward  i    response    to     IE    Bulletin    79-23,  Generator    grounded 
ui)e    configured    s  ource,  ui/no    circuit    connecting    ground   & 
t  ran  s  Farmerj  ui  11    pass    only    loin    frequencies.  Special    lest 
Procedure    SB   completed    on    79  i  !O3i  ind  icating   normality. 
ROOT.  L.  D.        loiua    Electric    Light    &   Pouier  Co.       797 11 /OB.       3pp. 

79133006B3   Forwards    response    to    IE   Dullotin   79-23  ro    failure    of 
emergency    dieael    generator    Field    eictter    trana former,  No 
circuit   connecting    generator    ground    Si  eiciter   primary 
trans  Former.  Sp.ec  ia.1    Test   Procedure    SB  completed   791103. 
ROOTi  L.  D.        louia   Electric    Light    fc   Pouier   Co.       79/11/OB.       3pp. 

791213O229    Supplements   791030    response    to    IE  Bulletin   79-14.   Insp    during 

19HO    First   quarter   refueling    -shutdown   will  include    normally 
inac sensible   piping. 
ROOT.  L.  D.        louia    Electric    tight    t-   Pouier   Co.       79/11/15.       Ip. 

79120SO126    Forwards     IE   Circular    79-3S,     "Stroke    Timei    for   Power   Operated 
Relief   Valves."    No   response    required. 

KEPPLER.J.  0.  Region    3,     Chicago.    Office    at    the   Director.       79/11/16. 

Ip. 

791210O232   Fovtuards    IE    Info    Notice   79-28,    "Qverloadinfl    of  Structural 
Elements    Due    to    Pipe   Support   Loads."    No   response    required. 
KEPPLER.J.  0.  Region    3.     Chicago.    OPfice    of    the   Director.       79/11/16. 

Ip. 
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7912110579    Foruards    IE    Info   Notice   79-39.     "Lois    of    NoniaPaty-Related 
Reactor  Coolant    Hys    Instrumentation  During   Operation.  "    No 
specific    action    or   response    roquired. 

KEPPLER.J.  0.  Region    3,     Chicago.    Office   at    the    Director.       79/11/li. 

Ip. 

7912050377   Forwards    IE   Bulletin   79-26.     "Hin-on  Loss  From  BHR    Control 
Bidden.  "    Response   required. 

KEPPLER.J.Q.  Region    3.     Chicago.     Office    of    the    Director.        79/11/2O. 

lp. 

7913100434  Forwards    IE   Circular  79-24,     "Proper    Installation    tt  Calibr   of 
Core  Bprag   Pipe   Break    Detection  Equipment  on   IIUHa.  "    No 
written    response    required. 

KEFPLER.J.  Q.  Region    3.     Chicago,     Office    of    the    Director.        79/11/26. 

lp. 

7912110257  Foruards    IE  Circular   79-23*     "Motor  Starter!    &  Contactors 
Faded    to  Operate.  "    Mo    response    required. 
KEPPLER.J.Q.  Region    3.    Chicago.    CJFPlce   of    the   Director.       79/11/2&. 

lp. 

7912110427  Notifies    that    NRG    intends   to    roulinitly    forward    to 
appropriate    state    public    util    rejulatory    group*  fc    state    attu, 
general    ofcs    copies    of    escalated    enf  ore  ement    correspondence 
sent    by  NRC    to    Hcansees. 

KEPPLER.  J.  0.  fi*gion   3.    Chicago,    Office   of    the   Director.       79/11/2:3, 

Ip- 


Forwards  IE  Bulletin  79-27.  "Loss  of  Mon-Claos  IE 
Instrumentation  t>  Control  Power  Bys  Bus  During  Operation.  " 
Writ  tun  response  TO-qulred.  .,.,„„ 

KEPPLEflr  J.Q.  Henion   3.    Chicaao>    Office    af   the  Director.       79/11/30. 


791214O479    Foruards    LER    79-03Q/03L-O. 

HINECK,  D.L.         Ionia    Electric    Light   fc   Power    Co. 


79/1S/10.        lp. 


7<J121404Q9  LER   79-030/O3L-0:  on  791112.  during    »ui-v«i  1  lance   testing. 

differential    pressure    suitch    PDIS  2«a  trip    setpoint   Jound 
out   of    tolerance.  Caused   by    instrument    drift.  Switch    calibr    t. 
tested.  Design   review  continuini).  ™,.«,,n        v~~ 

ZIMMERMAN,  J.  C.        loua   Electric    Ught    fc   Poiuer    Co.         79/12/10.        Hpp- 


7912170213  Foruarda   i-EH  79-032/03L-O. 

M I  HECK.  D.  L~        loua    Electrlt   Light   t,  Poul«r   Co. 


79/12/13-        lp. 


7'91217O219  LER   79-033/03L-0:  on   791114.  during    surveillance   teatlng, 

high    drutuell    pressure    switch   PS-4311C    trip    setpoint    founf 
out   of    tolerance. Caused   by    Instrument   drift.  Sulteh   rsealibr 
b   fut)ctionallu    testsd. 
ZIMHEHMAN,  J.  C,       lama  Electric   Light  fc  Power   Co.       79/12/13.        lp, 


7912170224  Forwards  LER   79-033/01T-0. 

HINECK.  D.  L.       lama  Electric    Light   «.  Pousr  Co. 


79/12/12.       IP- 


791217O231    LER    79-O33/01T-O:  on  79112a( during    surveillance    tasting. 

D   priBnTu    containimnt    o<ygen   analujer  AMB1B1B    Pound 
itmparablB.CauBfld    by    short    circuit    in    test    jae k .  Analyier 
repaired,  teetarf  5.  returned    to    HVC.  ™,,-,,,n        ann 

ZIMMERHAN.J.C.       louia   Electric   Light  &  Power   Co.       79/12/12.       2pp. 

7912100318   HO~79-3:on  791202    off    gaa    stack    flow  recorder    indicated 
downacale.  Caused    by    failure    of   associated    transmitter. 
Recorder    disaiBBaibled.  insp«cteoi  reassembled,  tested   d 
r«lTl*taIlBd.CflusB  of   transmitter    failure   unknown. 
MINECK,  D.  L.        Io«a  Electric    Light  I.  Power  Co,       79/12/12.      2pp. 


7918500117  Forward*    IE  Bulletin  79-2IL     "Possible  Malfunction   of    Mamco 
Modal    EA1DC-  Limit    Switches   at  Elevated   Temps.  "   rtctinn 

Renlon   3.    Chlcajo.    Office    of   tho   Director.       79/12/10. 


roo  u  irod 
KEPPLER.J.  O. 


7912200611   Forwards   response   to    IE  Bulletin   77-02.  fl»vi«  Ion  2.  TO   plpo 
support   base   plates   ui/cnncreta    expansion  -anchor    baits. 
Analyzed   pipe   anchor   i    support    base    plates    u/expanBlon 
anchor   bolt*. 
ROOT.L,  D.       louia  Electric    Light    t<  Power  Co.       79/12/1Q.        14pp. 


DOCKET  30-333  JAME9  A.    FITIPATRICtt  NUCLEAR 

F.     Security,     mndical.     emergency   Sc   fire   protection    plans 

7912200022  Discusses   NRC  7911O9  meeting   re   emergency    preparedness    tea* 
vevieu    gbjectivas. Provides    outdance   for    Improving    licensee 
energency    preparedness   &  assuring    capability    of    offsite 

anicKs    to    take    appropriate    umergency   actions. 

IhEB.B.  K.       EnEraeneg    Preparedness   Task   Force.       79/11/23.       30pp. 


H.     Oeneral    correvp ondence 


R,     Periodic    operating   reports   1   related    correspondence 

791S19039G  Forwards  monthly    operating    repl    for  Nov   1979. 

MINECK.P.L.       loura  Electric   Lijht  li  Pauer   Co.       79/13/14.        lp. 

— 7912190405  Monthly   operating    rept    for   Nov   1979. 

VAN  SICKEL.J.       Iowa   Electric   Light  E.  Power  Co.       79/13/14.       7pp. 

S.     ReportJble   octurrencirn    LE«s   8.  related    corretponiiBnce 

79133603ii4  PNO-JII  -79-020;  an    791023runit    »not   den™   to   repair    leaking 
vlboui   in    feedu-ater   punp    seal    uiater    discharge    line    to 
f»eduiatar    hnater   40. 

WftlOIIT,  0.  C.  ,    SPESSftRD.R.  L.  ,    HEISHMAN,  R.  F.       Office   of    Inspection  ft 
Enforce  aunt,    Office   oP    tha    Direetoi".       79/10/23.       lp. 

7912050509  Submit*   ETB  Violation   Rept  79-2: on  791  JOB.  p Unt    coalino 
tauiar   basins    overfloued.  Aralyci*    indicated   probable 
eicessive  chlorine   concentration. Caused    by    plant   deiign. 
DBslgn    change    Far   dechlarination   being    tee  I  oil. 
HftHMQHD.E.  L.       Iowa  Elnctrit    Light    8,  Poufri-  Co.       79/11/36-       2op- 

7912110340  RDrdurlng   normal    oporatlon.cad    eye    nuigon  analyior  0    found 
Inoperahle.  Dmjgen  dtiilyier   A  not    indicating    suppression 
chamber  axyonn    contantrat ion. Caused    by    teat    jack    short    in 
analuifrr   C,  Tost    jack    repaired,  tested   *.   returned    to    svc. 
HAMMOND.  E.  L.       loua   Elo-etrlt   Light   b  Punier  Co.       79/11/30.       lp. 

79iaiBOfcH  HO: during   normal    operation. D    tad    ays    o*y9">   anal«i«r    uaa 
fnopirable   during    iifrveillance    tffst. Analyier    satiBfactnril« 
toitert    ti  aligned. 
HAMMOND.  E.  L.       loua  Elnctrle   Light  &  Faaar  Co.       79/11/30.       lp. 


7913140470  Foruardu   LER   79-031/03L-0. 

MINECK.D.L.       loua   Electric    Light    h  Pcuer  Co. 


79/12/1O.       lp. 


— 791HI404B2  LER  79-031/03L-0: on  79111O, during    power    a»cen»ion    follouinn 
reactor    scrami channel    B   rod    block  monitor    fniladi  causing 
control   rod   block.  Cauned    by    drifted    count    trip    level 

vatpalnt.  Setpoint  adjusted.  

ZIMMERMAN.  J.  C.       loua  Electric    Light  *.  Power  Co.       79/JS/1O.       lp. 


7912190410  Requests   update   of    NFIC   distribution    list    by    deleting    v\J 
Casaan    as    counsel   *.  substituting   CM  Pratt.  ,0yi&Mi         i» 

EARLY,  P.  J.       Power  Authority    of   the   State   of   New   York.       79/13/13.       If. 

7912280504  Requests   mpdato   of    distribution   lists   b>g    replaeino    •>•«•  °' 
VJ  Cassan    u/CM   Pratt.as   counsel    for   util.  ,0/-ia/ii         La 

EARLY,  P.  J.       Poiuar  Authority    of   tho  State   of   N.ui  York.       79/13/13.       lp. 

J.     Insurance   Sc    indemnity    information 

7912270403  Confirms    that  PASHY   has    loan   commitment    far   »10  million    fro* 
Hanufacturers    Hanover   Trust    for   retrospective    insurance 
pnument.  if   necessary,  in   event    of  nuclear   disaster.  Commitment 
eipiras   DOO&3O.  ____ 

MCCARTHY.  H.  H.       Affiliation   Unknown.       79/12/18.        lp. 

P.     Operating    license   stage  documents  &  correspondent 


79121001C9  Discusses  NHC  7911O1    meeting   u/repres«ntativ«s   of   NBSS 
veniforE    fc   *uel    suppliers   ru    discuation   of  raspactive 
portions    of    ECCB  evaluation   models   dealing   w/fual    cladding 
incidence   of  rupture.  Vendor   responses    encl, 

Division   of   Operating   Reactor*.        79/11/09.       65pp. 


por 
auelllng 

E1SENHUT,  D.  0. 


7912100255   Beaponds   to   NRC   79H01   request   re  noncomplianre    of 
Meatinghauso  ECCS  evaluation  modal    under   requirements 
of    1OCPRBO  App   K-Evaluation   of   three    fuel   rod    models 
indicates    no    safety    problems    for   Hestinghousa    plants. 
AMDERSON.  T.  M.       HeBtinghouee  Electric  Corp.       7-J/ll/O^.       1pp. 

7912100330   Responds    to  NRC    791101   request   re  OF1NL   cladding    lulling    I. 
ruBture    data.  Review  of   analytical   models  «.   t«*ts    indic.t** 
caJspllancB  u/lOCFRSO  App    K.  AU   BE  specs    for   calculated    peat 


— 

cladding    temp   remain  unchanged. 

ElPCHHQL2.fi.  H.       General   Electric    Co. 


79/12/O7.       2pp. 


-7912100107  Forwards  r. sponae    to  NHC   791101   request   re  rod    burst    t..t 
data.  Concludes    that   data    properly   represented    by    fuel   model* 
used    in    vendor    evaluation  models   b   that   analyses   demonstrate- 
all    critaria    of    IOCFR3O.  46   satisfied, 

OMSLEY..e.F.       E<»on  Nuclear  Co.,     Inc.     (subs,     at   Enon  Corp.  7. 
79/11/O2.       5pp. 
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—  79121004S6  Forwards   addl    Info   re    evaluation   of    impact   of   NRC    proposad 

rupture/blockage   model    used    in   vendor    evaluation  model, 
No    adverse    i/npact    from  n*u  rupture    burst    data    or    uit   of   NRC 
rupturt/bloekage  nodal    on    Homing    calculation  result*. 
OUBLEY.S.F.       E«on   Nuclsar   Co..     Inc.     {tubs,     of   Enon   Corp.). 
79/11/04.       32pp. 

79131B0117  Forward*    safety    evaluation   re    degraded    grind   voltage 
protection  sys 
LAINA9.Q.  Plant   Systems   Branch.       79/11/13.       lp. 

—  79121B013B  Safety    avaluation   re    degraded    grind    protection    for    safetu,- 

r*littd    ac    pobiBr   sgs.  Technical    tvaluatlon   rapt    end. 

*      Office   of   Nuclear   Riactar  Regulation.       79/11/13.       llpp. 

7912030168  Commit!    to   eipedlted    Imp  lamentation    of   valve   qualification 
pmgriw   "or   containment    purge   t  vent   valvei.  Provided 
onei-ablllty   as»Bi»mant    of    purge   fc  vent   valves    on  790813. 
EARLY,  P.  J.       Power   Authority    of    the   State    of   New  York.      79/11/24.       lp. 

791304Q9OO  Requeiti    immediate   Approval    for    Installation   of    increased 
capacity    fuel    racks,  Prompt    installation  mill    provlda 
capability    of    full    cor*   unload. 

BERRYiO.T.       Power  Authority    of   the   Btat*   of   Niu   York.       79/11/29. 
3pp. 

7912120421    Forward!   addl    Info   re    safety    evaluation    In    support   of 
AMind  47  to  License  DPR-99.Encl   responds   to  Paragraph  3.2.1i 
T«   fin   haiard  analysis, 
EAHLY.P.J.       Power   Authority    of    the   State   of   New  York,       79/12/06. 


79  J  21204*7   Forwards  application    for   amend    to   Licnnit    DPR-39  r>    change* 
In  T«eh   Specs,  related    to    spiral    loading/unloading    of  reactor 
coro.flafaty    avaluation    encl.  Class    Ill    fee    paid    under 
protest. 

EARLY,  P.  J.      Power  Authority    of    the   State   of   Neu  York.       79/12/06. 
2pp. 

—  791S130460  Application    for  Amend    to   License   DPR-39.  changing   Tich    Specs 

to  provide   for   spiral    loading/unloading   of   cor*i  reloading 
W/D    Full    control    rod    blade    iniertlon  &  ridefinltion   of 
source    range  monitor    operablllty    during    raload. 

*  Powar  Authority   of   the  State   of  New  York.      79/1B/06.      llpp. 

—  791E11204&1   Safety    evaluation    supporting    change    In  Tech    Spec*   re    spiral 

loading/unloading    of   reactor    core. 

•  Pouar  Authority    of    th«   Btate    of   New  York.       79/12/06.       2pp. 

791213OD49  Foruardi   application   For    amend    to  DL  r*   expanded    mimbefthip 
far   »»Pttu   review  committee   ti   incluiion    into  Tech   Specs. 
EAHLY.P.J,       Pouir  Authority    of    the   atatt    of  Niu  York.       79/1H/06.       lp. 

--7912130347  Application    for    amend    to   LIcenie   DPH-39. 

EABLY.P.J.       Power   Authority    of    the   State    of   New  York.      7-7/12/O6. 
lp. 

—  7942130350  Propoied   Taeh   Bpeci    change*   re    iafety   review  committee. 

»      Power  Authority    of   the   Btata   of  New  York.       79/12/06.       Bpp. 

7?1  3180573    Notlfle!    of   primary    containment    integrated    leak   rat"   to«t 
tchvduled    for    facllitg. 

LEONARDO.  D.       Power   Authority    of    the   Stat.    of  New  York.       79/12/10. 
lp. 

Q.     Invpactlon   reportd     IE  Bulletin!   b   correipondence 

7912030049   Forwardi    IE   Imp   Rept   30-333/79-12  on  790H27-30.  No 
none  ompl  lance   noted. 

CARLBON.F.T.  Region    1.    Philadelphia.    Reactor   Construction  lc 

Engineering  Support  Branch.      79/09/26.      2pp, 

—  791H03004H    IE   Imp   flept    50-333/79-12   on   790527-30.  No   noncompliance     . 

noted.  Major   araai    impacted:  iniarvlce    Imp    data   d   licanie 
docuoientation  atvociated  w/LER  79-01S/03L-D. 

HCBREARTYiR.  A.  Region    1>    Philadelphia.    Office    of    the   Director. 

TRIPPiL.E.  Region    li    Philadelphia,    Reactor  Comtruetlon  h 

Engineer  Ing  Support  Branch.      79/09/2O.      6pp. 

791S13O003   Forwards  mgt  revieui  In  rtiponi*  to  NRC   Immidiate  Action  Ltr 
79-  IB  rt    omlnlon  of  certain   instrument  root  valvei   from 
lineup   checkll!t. 

LEONARD,  J.  D.       Power  Authority    of    the   State    of  New  York.      79/07/26, 
7pp. 


— 7-91205O010    IE    Inap    Rapt    5O-333/79-10   on    790730-0803   tt   20-24.  Nn 
noncomplianto   noted.  Major    areas    inspected;  spent   fu«l    rack 
mod    !<  attlon    on   previous    inap    findings. 

FEILj  H.  Region    i,     Philadelphia.     Office    of    thB    Director. 

TRIPP.L.  E.  Region    1.     Philadelphia,     Reactor   Construction    t, 

EnglnBBrlng    Support   Branch.       79/10/09.       5pp. 

7912130200  Responds    to    IE   Bullotin  79-10.  EUvsn  areas  uere    found    u/a 
adequate   audio    or  visual    alarm  capabi  1  ities.  Areas  will    be 
ra-evaluated    following    installation   of   addl    alert   devicno. 
LEONARO.J.D.       Powor   Authority   of   the  State   of  NBUI  York.      79/10/17. 
3pp. 

7912050074  Ack    rvceipc   of   79O71B    Itr    informing   NRC  of    itepi    tak»n    to 
correct   violations   noted    in    IE    Insp    Rept    30-333/79-07. 
OHIER.B.H.  Hegion    lj    Philadelphia,    Dffice   nF   the  Director. 

79/10/1B.        lp. 

— 7913090064  Responds    to    NRC   790H24   Itr  re  violations   not»d    in    IE   Insp 
fiept    SO-333/79-07.  Corrective   actions:  instrument    surveillance 
procedure   revised   &   permanent   scale  placed  on   indicator, 
LEONARD,  J,D,       Pouer   Authority   of    the    Stati   of  Hnu  Ynrk.      79/09/16. 
2pp. 

—7912050008  Foruiardn    IE    In*p    Rept   30-333/79-07   on  790839-0601   Ir  notice 
of   violation. 

BRUNNER.E.J.  Region    1.     Philadelphia,    Reactor  Operations  Nuclear 

Support   Branch.       71/QBJS4.        2pp. 

— 7912030090  Notice   of   violation   from   insp   on  790339-0601. 

»          Rtgion    1.    Philadelphia,    Office    of   the  Director.      79/08/31. 
lp. 

--7912050131    IE    Insp   R«pt  SO-333/79-07  on  790939-0601.  Noncompliance 
notBd: fat  lure   to    include    acceptance    criteria    in  Tech    Spic 
survaillanca    calibr   b  subsequent   review  ti  approval   of 
erroneous    roiults. 

ZIMMEflMAN.R.  P.  .    KIBTEFt-  H  B.  Region    1,    Philadelphia,    Reactor 

Operations   Nuclaar  Support   Branch.      79/00/21.      0pp. 

7912120304  Risponds    to    IE  Bulletin  79-14.  A/E  piping    stress  analysis 
program  uill    address    bulletin   concerns.  Program  rept 
forthcoming. 

LEONARD,  J.  0.       Power  Authority   of   the  State   of  Neu  York-      79/10/1B. 
3pp. 

79123&0092  Forwards    IE    Insp    RBpt   50-333/79-13  on  79O9U-13.  No 
nonconpllanca    noted. 

MARTIN, H.O.  Region    1,     Philadelphia,    Safeguards  Branch.       79/10/26. 

2pp. 

— 791S2AO095   IE    Imp    Rept    5O-333/79-15  on  790911-13. NP  noncompHonce 
not«d.  Major    areas    inspnctod:  organliation  d  opepation* 
measurement  *  controls    h    shipping   &   receiving.  Details 
withheld    traf    10CFRS.790). 

BISBETT.P.  H.  ,    8HAUB.E.  T.  Region   1,    Philadelphia,    Dffice   of    the 

Director.       JOYNER.J.  H.  Region    1,    Philadelphia,    Safeguards 

Branch.       79/10/23.         lp. 

791214029B  Responds    to   IE   Oulletln  79-24,    "Froten  Lines.  "  Adequate 
protactive   measures    already    taken   to  produce   frvgilng    of 
lines    during   « it ran*   cold. 

LEONAflD.J.D.       Power  Authority    of   the  State   of  New  York.      79/10/31. 
3pp. 

7912170Z14  Updates  rne.pons.0    to    IE  Bulletin  79-01   at  requested    by 
791QO3   Itr.Entl    tablB    lummarius  I.   supplement*  previous 
ntpomas  r«   environ   qualification   of    Class   IE  electrical 
•quipnent. 

LEONARD.  J.  O.       Powar  Authority    of   the  Btate   of  N*w  York.      79/11/03. 
7pp. 

791S09O049  Forwards    IE  Circular  79-22,    "Stroke  Times    for  Power  Operated 
ftelief  Valves.  "  No   response    required. 

QfllER.B.  H.  Region    1>    Philadelphia,    Dffice  of   the  Director. 

79/11/16.       lp. 

791209O37B  Forwards    IE    Info   Notice  79r-27.    "0t"»«  Oenerator  Tube 
Ruptures   at   Tuo  PHH   Plants.  "   No  response  required. 
ORIER.D.H.  Region    1,    Philadelphia.    Offiei   of  the  Director. 

79/11/16,       lp. 

7912100136  Forward*    IE    Info   Notice  79-26,    "Dverloadlnj  of  Structural 
Elements  Due    to  Pipe   Support  Loads."   No  response  required. 
ORIER.B.H.  Region    1.    Philadelphia.    Office   of   th»  Director, 

79/11/16,       lp. 


7912090007  Forward!    IE    Insp   Ftipt    80-333/79-10  on   790730-i0803  *   20-24.  No 
noncompl  lance  noted. 

CARLSON.  R.T,  Region   1<    Philadelphia,    Reactor  Construction  ft 

Engineering  Support  Branch.      79/10/16,      Bpp. 
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7912110432   Forward*    IE     Info    Notice    79-39,     "L<,s5    Q<=    Nonsaf  ety-R8  l.t.d 
Rector    Coolant    Sys    lnitrumfrr.tati.in    During    Operation.        No 


IE    Bulletin    79-26.     "Boron    Lcsa    Fran,   DWK   Control 
rrPhil^lphia,     0-tK.   .f    th.   Doctor. 


79/1  U  19          lp. 

79120502*9  Foru 
^"oV^ 
79/11/3O.  lp. 


79122&DO&3   Responds    t»    IE   Bulletin   79-25   re     failurrs    of    BFD   reUua     i" 
safety-related    sys-ftola^s    not    used    at    facility,  70/11/20 

LEONARD.  J.  D.        Pauer    Authority     of    th*    State    of    Neu.   York.        79/11/30.. 

IP. 

7713360057   Rhonda     to    Revision    3   of     IE    Uutl.fcln    79-02   r.    pip*    -Spor 
using    concrete    ^pansion    anchor    bolt..  No    expansion   anchor* 
uscid    In  maionrg-typB   ualls. 

LEONARD,  J.  D.        Power    Authority    of    the    State    of    N»u   York. 
3pp. 

79120603B2  Forwards    IE   Circutar    79-24,     "Proper    »«*«J1jj"'>n  fc  C"libP 
Core    Spray    Pip«   Creak    Detoction  Enuipment    on   GUIH-       No 

H'^'Relion    J.    Philadelphia,    Office    of    the    Director. 


79/11/2A.         lp. 

7912110069  Foruard*    IE  Circular    79-23.     "Motor    Starters   &  Contactor. 
Failed    to    Dnarate.  "    No    response    req.uir*d. 

«I£R?B.H.  R.lian     I.     Philadelphia.     OfFiCD    of    the    Director. 

79/11/26.        lp. 

7912190053   Forward*    IE    DuSIctir.    79-27,      "Loss    of    Non-Class     IE 
Instrumentation    !.  Control    Pouer  SyB  Bus   Durina    Operation. 


79/11/30.        lp. 

791210031A    Provide    3tatuB    of    pro9ram   re    require-rent*    of     IE   Bulletin 
79-14   Fnruard*    schadule    for    tnap    of   iaf  ety-related    plpo 
linen   2    1/3    inchoa   1    larger    List    daea    not    Include    pipe 
lines    analgied     For   790313    5-hnui    cause    order-  •jq/ig/m 

EARLY.P.J.       Pousr    Authority    of    the   State    of   New  York.       79/12/O3. 
App. 

7912310235   Faruarda    IE     Info    hJotice    79-130,     "R«portln9    of    DefectB    fa 
Noneomplianc«s-10CFR21.»    No    actian    rBq.uirBd. 

ORIER.B.H.  Begior.    1,     Philadelphia,     Office    of    the    Director. 

79/12/06.        4pp. 

7913190760   Forwards    IE    Bullttln    79-28,     "PoaSibl0    Malfunction    of    NanCO 
Model    EA1E30    Limit    Siuitchea    at    Elevated    Temps.        Writton 

"ll'1.'1on    I-     Phil.dalphia,     Dfflc.    of    the    Dl,«t0r. 


79/IS/07.         lp. 

79132B02BO   Foruard^     IE    Info   Nnticc    79-31.     "ll«    of    Intorrect   ft 
RoBpornso   Spactra.  "    Ho   wr-ittsfl    reEponae   required 
GRIER.U.H.  Region     I,     Phi  1  ad  alph  ia.     Ofrice    of    the    Dlroctor. 

79/12/lCl-        lp. 

R.     Periodic    operating    reports    it   rel-atad    cori-oapondonc  B 

791HH03SO    Forward!   monthly    operating    i-ept    for    Nov    1979  ,„,._.  _, 

LEONARD,  J.  D.        Pn«er    Authority     of    the    State    of    New   York.        79/12/07. 
IP 

-~79iall025fa   MonthliJ    operating     rept    for    Nav    1979.  -,at,-,,n-t 

ZUFELT.E.        Pouar    Author  itt]     of    the    State    of    Nau   York.        79/12/OY. 

Hpp- 
S.     Reportable    oceurrentes,    LCRa    !<   ralatod    coTrespondence 

79131201SB  RO:  on   79103<t,fl/E    infurmed    utll    that   pip*    *,tro*<  reanalgila 
Inflicated    pipe    support    t<i    be    inoperative   pec   NRC    guidelines. 
Support    will    ta    upgraded    to  accept    increased    loads    from 

LEONARD,  J.  D.        POLJBP    Authority    OF    th*    Btatu    of    Neu    Yarl,        79/10/K4, 
lp. 


-7918130434   LER   79-Q33/03X-2:  on    79100B.  dur  lna   normal    operation, routin. 
computer    printout    oF    cor-    p.rformance    log    ln"e"*"*    *"!* 
na*    fraction    of    limiting    pou«r   density   was    above    I  f 

limits. Reactor   pouiar    reduced    appro.    3/.   to   Tech    Spec    l  '«'"• 
CHILDS.U,  V.       Power    Authority    of    the   State    of   Neu-  York.       79/11/36. 
2pp. 

"^ssss"spB%.:.rEs.i:;"K™rii,.  ata..  „•  ».  v..*.  ^i^°. 

2pp. 

—7912040313  LER  79-093/03X-1 :  on    791039. dryuol l-to-.uppres.ion   chamber 
am«rential    pressure    transmitter   27-PT-102B   urn*    found    out 
of    tolerance. Caused    bg    improper    t.sting    procedure.  Procedure 

'.i*   PE^,^   £n!;i^itur0f    the   State   of   Neu   York.       79/11/30. 


1". 


—  7912110362   LER   79-1O1  /03L-O;  on   79  1 10B,  duping    operations    surveilldnc* 
last    F-8T-7iL,*i.    penetration,    discovered   not    seal-d    during 
plant   const.  Cause    not    stated.  Penetrations   sealed   u/3-h 
rate*  matl   &  performed    Fire   watch.  iQ/isyna 

CHILD3.H.V.       Power    Authority    of    the   State    of  N«u  Vork.       79/12/04. 
2pp. 

791211032B  Forwards   LER    79-IOO/03L-0  7D,,3,oa 

LEOHARD,J.  D.       Power    Authority    of    the   Btate    of   NHUI  York.       79/12/04. 

IP- 

—7912110329   LER   79-1QO/O3L-0;  on   791 108. during    normal    operation    to 
compl.t-    correctlv.    m»lnt,HPCI    IV<    unInt.ntlnMlIg.Md. 
InopBT-ablB.CauBBd    by    used    to   replace    leaking    gasket 
os.ocUt.d    u/sys    hydraulic    control    valva    seat    drain. 
CHILD9.M.V.       Power   Authority    of    the   State   of  N.u  York.       79/12/04. 
2pp.. 

7912110343  Forwards  LER    79-099/03L-0.  ,0/(.>ynj 

LEOMARD,  J.  D.       Pouar    Authority    of    tha   State    of   Nnu,  Vor*.       79/12/04. 

—7912110347  LER  79-099/O3L-0:  on   791103.  leaking    access    plug   on   hudrnuUc 
control    unit    for    control    rod    18-39   required    unit    to    be 
i.olatad.makiiifl    control    rod    inoporabla.  Caused    by    failed 

CHILDs'.W.'v!1    rpouiop°fluthority    of    the   State    of   Neu  York.       79/13/04. 
2pp. 

7912110333  Forwards  LER    79-103/03L-Q. 

LEONARD,  J.  D.       Power    Authority    of    the  State   of   Neu  York.       79/18/O3. 

lp. 

—7913110359  LEfl  79-1O2/03L-0:  on   791 10B,  reactor  wotaf    conductivity 
eiceeded    Tach    Spot    lii7ilt.Ca.usad    by    docompoal tion    of    Ion 
"change   r.sin.  which    altered    ph    l.v.l. Eight   condans.r    tub.* 
plungad    t.  ono    cond&nsato   demineral  liar    removed. 
CHILDB,  H.  V.       Pouer    Authority    of    the  State    of   NEU  York. 
IPP. 


791214043B   Forujardfi   LER    79-104/03L-0. 

LEDNARD.J.O.       Pouer    Authority    of    the   State    of   N*u  VorH. 

IP- 


79/12/10, 


—7912110449   LER    79-104/O3L-0:  on    791 1 10. during    in.trumont    »urv«ill*nc* 
ovocodurs   F-lBP-7S.sin.rcB   range   monitor   A  inhibited    erratic 
operation,  Cause    unknown.  During    troubleshooting'  Instrument 
np«rotion   returned    to    normal.  -.D/ii/in 

CKILDS.  W.  V.      Power   Authority    of    the   Stat*    of   Neu   York.       79/13/1O. 

Son. 

7912180594   Forwards   LEO    79-  105/03L-Q.  ™/tr./n 

LEONARD.  J.  D.       PomBr    Authority    of    tho   State    of  NBU.  York.      79/12/13. 

lp. 

— 79iaiBOS99  LER  79-1OB/O3L-0:  on  791 114,  during    normal    operation.  nol«g 
lubricating   oil   T«K  irculat  Ing   pump   associated   u/smarfltncy 
dlesel    generator    C    noted. Causod    by    bad    bearing    in    pump 

*"   ^"Authority    of    the   State    of  Neu  York.      79/13/13. 


7912130^9   Forwards    LER   79-083/O3K-2.  ,-,,.,,,10 

LEONflftD-J.D.       Pouar   Authority    of    the    Stat*    nf   New  York.       79/11/^u. 

IP- 


79123*0316   Forwards    LER    79-106/03L-Q. 

LEOHARDiJ.D.       Poiuer    Authority    of    the   State    of   Neui  YorK, 

lp. 


79/12/17. 
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— 791S21O3Z2   LER    79-106/03L-O: on    791HB. during    normal    steady    state 
operation,  uihlle    conducting    operation!    surveillance    trit 
F-BT-1J.MSIV  29-AOV-BOA   did    not   provide    half   scram    signal 
•  quit    to   or    last    than    IOS1   c  losura.  Cause    undetermtnad. 
CHlLDBiW.V.       Power   Authority    of    the   State    qf   Neiu  York.       79/13/17. 
2pp. 

7912210327  Forwards   LER  79-103/01T-0. 

LEONABDiJ.  D.      Power   Authority    of    the   State    of  Neui  York.       79/12/17. 
IP 

— 7912S10336  LER  79-1O3/01T-0: on  791205.  dua    to    IE   Bullatin    79-14 
re*n*lu,iis.  pipe    hangar   H10-S39    In   D   RHH   ays    considered- 
Inoperable    due    to    thermal    growth.  Caused    by    hold    down   clips    !< 
guides   restraining    pipe   movement. Clip*    &   guides    removed. 
CHItDShU.V.       Pou»r   Authority    of    the   State    of   Nciu  York,       79/12/17. 
3pt, 


DOCKET    30-334   BEAVER    VALLEV   POWER    STATION.     UNIT    1 

F.     Security,    medical,     emergency   d   fire    protection   plans 

79IS20002B  Dticuisei   NRC  791109  meeting    re    Emergency    preparedness    team 
revltw  object!  ves.  Provides    guidance    for    Improving    licensee 
eiurjincy    preparedness   It   assuring    capability    of   offslte 
aginclts    to   take    appropriate    Hmergency   actions. 

K.      Emergency   Preparedness   Talk    Force.       79/11/83.       30pp. 


0.     Adjudlca*ory    correspondence 


7913110038  Confirms    receipt    of    encl    7  903  a1?    petition    to    suspend    DLs    for 
all    PHH«.  Forward*   FR   notice    Indicating    that    petition    will    ba 
treated;    In  accordance   ui/10CFR2.  206. 
DENTON,  H.  R.      Office    of  Nuclear  Reactor  Regulation.       79/11/23.       lp. 


— 79121OO330    Responds    to   NRC    791101    request    re    OUNL    cladding    smelling    l< 
rupture    data.  Review    of    analytical    models   b    tests    indicates 
compliance   u/lQCFRSO   flpp    K. All    GE    specs    For    calculated    peal 
cladding     temp    remain    unchanged. 
aUCHHOLZ.fl.  H.        General    Eloctrlc    Co.        79/12/07,        Spp, 

— 7912IOO407    Forwards    response    to    NFIC    791101    request   T»    rod    burst    teat 
data.  Cone  ludes    that   data   properly    represented    by    fuel    models 
used    in  vendor    evaluation  models    S.   that    analyses    demonstrate 
all    criteria    of    1OCFFISO.  46   satisfied, 

OWSLEY.G,  F.        El  ion   Nuc  1  ear    Co.  ,     Inc.      (subs,     of    Eiion    Corp.   ). 
79/11/02.        Spp. 

—7912100436    Forwards    add!     Info   re    evaluation   of    impact    of    NUC    propose-d 
rupture/blockage    model    used    in   vendor    evaluation   model. 
No    adverse    impact    Prom  neiu  rupture   burst   data    or    USB    of  NRC 
rupture/blockage   model    on    licensing    calculation   results, 
OWSLEV,  G.F.        EXIOTI   Noel  ear    Co..     Inc.      (subs,     nf    Euan    Carp.   ). 
79/11/04.        22pp. 

7912060038  Summary    of    791116   telcon  u/util    re   util    791022   response    to 
790913    Itr    re    implementation   of    "TMI   Lessons  Learned    Task 
Force"    recommendations 
HIGQINTON.  D.  Operating    Reactors    Branch    1.       79/11/23.       Spp. 

7912190007  Summary    nf   791116   telcon  iii/licensee  re    lessons    learned 
imalementat  Ion.  Lists   of    items  nnt   meeting    lessons    learned 
implementation,  not    conforming    to   lassons    learned 
requirements   &   needing    further    clarification   encl, 
WI081NTON.  D,  Operating    Reactors    Branch    I.       79/11/33.       3pp, 

791S04OZB9  Notifies    of   completed   actions   re    rpd    drop   analysis    problems 
reported   by,    Has t Inghouse   !<  diacussad    at  791119  meeting. 
Actions    completed    791122.  Rastrictions   will    remain    iTl    effect 
until    problems   reaolved. 
DUNN.C.N.        Ouquesne    Light    Co.       79/11/27.        lp. 


—  7915110126  Notice    of   request    for    action   pursuant    to    10CFR2.  206  r» 
Environ  Coalition   on   Nuclear  Pouier   790329   petition 
re<HJ»»tinj    suspension   of   all   OLs    for  PURs. 
MULl.ERPD.R.       Office    of  Nuclear   Reactor    Reoulatlon.       79/11/23. 


C.    Financial    Information 


791231O343  Responds    to   NRC   791310    Itr   requesting    util    guarantee    of    1977 
rttroip  ecttvt   premiums.  Foruiards   790327    Itr   u/internal    c»ah 
*lnu   prajoction    for    1979. 
CHHIBTMER.fi-  8,       Duquesne   Light  Co.       79/12/36,       2pp. 

P.     Operating    llonsa    stage   documents   ti   correspondence 

7?11O9024B    "Summary    of   Operating   Experience  U/Reclrculatlng   Steam 
Generators.  " 

EIBENHUTrD.O.         Division   of   Operating   Reactor!.       NUREQ-0323. 
79/01/31.       B9pp. 

790S01O339  Notifies    of    status    of   rept    on  reactor    cavity    annulus    seal. 
Molt  PWR    usin   remove   ring    during   normal    operation.  Others 
store    seal   ring    in  raised    position    during    normal    operation. 
LAINAS.O.  Plant  Systems   Branch    (Pra  791030).       79/O7/O3.       7pp. 

7913030170  Discusses   NRC   review   of   LERs   &  Tech   Spat    requirements  re 
control    RPI    *y*    at  WeitinghouBB   PWRa.  Requests   Tnch    Spec* 
rtvi*u   to    ensure    requirement    for   rod    malnt   to   uilthin    +/-    12 
steps    indicated   t  RPI    SIJE    verified    accurate   within    IB   steps. 
aCHHEKCER.A.  Operating    Reactors   Branch    1.       79/1O/29.       7pp. 

791Q10C-40B  Discuss*)   NRC   concern  re    containment   purging    &  venting 
during    normal    operation.  Includes    licensee   override    of 
iifetg    actuation    isolation    signals    to    containment    isolation 
valves    tc  valv*    ability    to    shut  u/o    degrading    containment. 
BCHMEKCERiA.  Operating    Reactors   Branch    1.       79/10/29.       Spp. 

77121001Q9  DiscuiiBB  NUC   791101    meeting    in/representatives    of   NBSS 
vender*   It    fuel    suppliers    re    discussion   of   respective 
portions    of  ECCB    evaluation   models    dealing   in/fuel    cladding 
•  uniting   &   Incldsnce   of   ruptura.  Vendor   responses    encl. 
EieENHUT,  D.Q.         Division    of   Operating   Roactors.       79/11/Q?.       65pp. 

—  791B10O2S9  Reiponds    to  NRC  791101    request   re   noncompl  iancs   of 
We*t  tngliouii   ECC8   evaluation  model    under   requirement* 
of    10CFRBO  App   K.  Evaluation   of    three    fuel    rod   mod  it  9 
fniflcatat  no   safety    problems    for   Hestlnghouse   plants, 
ANDERSON,  T,M.      H»tt  Inghoun  Electric  Corp.      79/11/O2.      4pp. 


7912040379   Discusses     implementation   d   review   schedule    for    TMI-2   Letsons 
Loarned    Task   Force    short-term  req.utromants 
DUNN.C.N.        Duquesne    Light    Co.        79/U/30.        Qpp. 

79120S0465  Forwards    results   of   analysis   &    InfQ  re    response   of 
containment    pressure    to    steam   break    accident    inside 
containment  in/extended   -auxiliary    foediuater    floui    to    affacted 
stoam    generator. 
DUNN.C.N.        Duqircane    Light    Co.        79/11/30,        IQpp. 

?91SaiOia6  Notifies    that    rept   required   bu   Tech   Spoca    2.  1.  1.8  !<  a.  1.  3.  3 
App   B    should    include   dose    assessment   u/r aspect   to 
conf ormanc e  w/cade. 
8CHWEMCER,  A.  Operating    Reactora    Branch     1.        79/1S/01.        2pp. 

79121Q03-O9   Foruards     proposed    Tach    Spec    3/4.  6.  S,  delating    option    to 
utlliie    steam   jat    s-ir    ejector   during   Mode   4,  Claaa    II    amftnd 
fee    and, 
DUNN.C.N.        DuquBsre   Light    Co,        79/13/O3.        3pp. 

— 79121O0311     Proposed    Tech    Spec    3/4,  6.  S,  el  iminating    option    to    utiliie 
steam   jet   ejector   during    Mode   4,Addl    conservatism   oliminates 
potential    short-term   containment    leakage   path. 
*      Duquasna   Light  Co,       79/12/05.       3pp. 

7912270334   Discusses    review   of    NF)C   791213   request    ra    commitment    to 
implement    TMI   Ue*3ons   Learned   Taak    Force    Category    A 
requirements    by    60(1101.  Intends    to    implement  recommenflat  i  Dns 
during    current   refueling    outage. 
nUNN-C.  N.       Duquesne  Light   Co.       79/12/17.       lp. 

7912270415i  Notifies    that    requested    info   re  auxiliary    faeouater   sys 

automatic    Initiations   tt   flom   indications  to  steam   generators 
tuas    provlcFed    during   791213   site   visit. 
DUNN- C.  N.       Duquesna  Light   Co.       79/12/1B.       lp. 

79IS27O370  Responds    to  79I21B   rsqugst   re   procedures    for    small    break 
LOCA.  Hestlnghouse    ouinors    group   procedures   adequate    for 
facility.  Site-specific    procedures    do   not    deviate 
significantly    From   ref    procedure. 
DUNN.C.N.       Duquesno   Light   Co.       79/12/31.       3pp. 

0.     Inspection  reports.     IE  Bulletins  &  correspondence 

7912040097  Ack    receipt   of   790919    Itr    imforming   NRC    of    step*   taken    tn 
correct   violations   noted    in    IE    Insp   Rept    SO-334/79-1 1. 
MARTIN.H.O.  flosion    1.    Philadelphia.    Safeguards    Branch.       79/10/1H. 

lp. 


— 7912O4O1Q3   Responds   to   NRC   790B2B    Itr   re   violations    notad    In    IE    Insp 
Repfc    90-334/79-11,  Corrective   act  ions:  details   withheld 
(ref     10CFR2.  79OJ. 
DUNN,  C.  N.       Duquasne  Light   Co.       79/09/1B.       lp. 
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-79120401KI    ForiuarJa    IE    Insp    Rept    50-334/79-11    on    79O3Q7-1 1    &    notice    of 
violation.  Notice    of    violation   uithheld     (ref    1OCFR2.  7-JO). 
MARTIN.  H  0.  Regi-on    1.    Philadelphia,    Safeguards    Branch. 

77/OB/2B.        2pp. 

-7912040129    IE    Imp    Hept    5O-334/79-11    on    790507-1 1.  Noncompl  iance   noted: 
security    organi  ration,  access    control    &    keys,  lacks,  & 
combinations.  Details    uithheld    (rcf    10CFR2.  79OJ. 

BAILEY.  R.  J.  .    MCKEOWN.L.  M.  Region    1.    Philadelphia,    Office    of  the 

Director.        DEVLIN,  J.  M.  Region    1.     Philadelphia,     Safeguards 

Branch.       79/OB/22.       I  p. 


— 7913100253    IE    Insp   Kept    5O-334/79-17.  Noncompl ianco    noted: failure   to 
follow   procedures,  uso    at    heating    torch    ui/o    approved 
procedure   &   use   of  vibration   measurement   equipment   in/expired 
calibr. 

BECKMAN.  D.  A.  .    KEIMIG, R. H.  Region    1.    Philadelphia.    Office   of   tht 

Director.       79/07/21.       SQpp. 

7913030026  Forwards    IE  Circular   79-22,     "Stroke   Times    for  Pouer   Oparatte 
Relief   Valves."   No  response  required. 

ORIER.D.H.  Region    1.     Philadelphia,     Office    at    the    Director. 

79/11/16.        lp. 


7912C-60191    Act   receipt  of   7910O5   Itr    informing    NBC   of    steps   taken  to 
correct  violations   noted    in    IE   Insp   Rept   3O-334/79-13. 
BPLfHHEH.E.  J.  Region    1,     Philadelphia.     Reactor    Operations    Muclaar 

Support  Branch.       79/10/lB.       lp. 

— 7912060205  Responds   to    NRC  790912    Itr  re   violation   noted    in    IE  Inspi 
Rept  30-334/79-I3,Cnrrectlve  actions: temporary    test    circuit 
remounted:   on    fireproof   matl    &    installation    checked    for 
secure   mounting. 
DUNN.  C.  N.        Ouquestie    Lijht    Co.        79/10/O3,        3pp. 

--79120602U  Forwards    IE    tnsp    Rept   50-334/79-13  on  790529-0601    t   11-13  !. 
notice    of  violation. 

BRUNNEH.E.  J.  Region   1.    Philadelphia,    Reactor   Operations  Nuclear 

Support    Branch.        79/09/12.        Sap. 


7912030249  Forwards    IE   Info   Notice  79-27,     "Bteam  Generator  Tube 
Ruptures   at   Two  PMR  Plants. "   Nu   response   required. 
CRIEft.B.H.  Region    1.    Philadelphia,    Office    of    the   Director. 

79/11/16.       lp. 

791210011B  Forwards    IE    Info    Notice   79-2B.     "Overloading    of  Structural 
Elements  Due    to  Pipe  Support   Loads. "   No  response   required. 
QRIER.B.H.  Region    1,    Philadelph In.    Office    of    th»  Director. 

79/11/16.       lp. 

7912110404  Forward*    IE   Info   Notice  79-29,     "Loss    of   Non»afoty-Related 
Roactor   Coolant  Bys    Instrumentation  During   Operation."   No 
specific    action   or  response   required. 

ORIEfi.B.M.  Region    1.    Philadelphia.    Office   of    the  Director. 

79/11/19.       lp. 


7912060E1B  Notice   of  violation    fron    insp    on   710539-0401   !>  11-13. 
*          Bugion   \,    Philadelphia-    Office   of   the    Director,      79/O9/11. 


—  79120A0221    IE    Insp   Hept   50-334/77-13  on.  790529-OtOl    S.    11-13. 
Nonconpliance    noted:  Inadequate    inplanpntation   of    dofilgn 
control    measures    resulting    In   faulty    Mounting    of    temporary 
test  circuit. 

MCNATT.T.,    FINKEL.A.  Region    1,    Philadelphia,    Office   of    the 

Director.       KEIHIGiR.R.  Region    1>    Philadelphia,    Reactor. 

Operations   Nuclear  Support   Branch.       79/O9/11.       13pp. 

7912170164   Responda    to   IE  Bulletin   79-23.     -Potential    Failure   of 
Emersenty    Diesel    Generator   Field   Eiciter  Transf  omer.  " 
Problem  not   applicable    to    facility.  Flou  of   high    circulating 
current    cannot   exist  at   plant. 
DWN.C.M.       Duquesne   Lijht   Co.       79/10/24.       Spp., 

79131701BS   Updates    790820  response    to    IE  Bulletin   79-17,    "Pip*  Crack* 
in   Stagnant   Berated   Hater   Bye   at  PUR  Plants.  -   Insp    at  ueldv 
uill   not    he   completed    uithln  required   9O-riag    period   due   to 
difficulty    in   renovinn    concrete    slabs. 
UEHLINO.J.  A.        Duquesne    Light   Co.        79/10/29.        2pp. 

791?aQ0530   Forwards    IE    Insp    Hept    SO-334/79-19    on   790027-28.  No 
noncooip  1  1  ance  noted. 
MARTIN.H.  0.  Region    1,    Ph  1  ladalphia,    9af»guardl   Branch.       79/10/3 


—  7912200S3*   IE    Insp    Rept   SO-334/79-19  on  790827-26.  Mo   noneompl  lance 

noted.  Hajor   areas    lnspected:mjtl   control   tt  accounting. 
JQVNER.J.H.  Region    1,    Philadelphia,    HaPeguards   Branch. 

SMITH,  O.  .    SUhhERS.R.  Region    ti    Philadelphia'    Offica   of    the 

Director.        79/  tO/35.        5pp. 

7912170232   Responds    to    IE  Bulletin  79-24,     "Fronn  Lines."  All    lines  are 
protected   or  uill    be   protected    through    use   of  cold    uedther 
log,  heat    trace    thernpcoup  IBS  fc    controllers  b  Electric    heater 
in   trench   adjacent    to   cooling    tower. 
HBOLEVER.e.  J.       Duqun&ne  Light  Co.      79/lt/Ol.      3pp. 

7913100219  Ac*   receipt  o*  791039    Itr   Informing    NRC   of  »t«p»   talian   to 
correct    violations   noted     In    IE    Imp    ltnpt   SO-331/79-17. 
ORIER.B.H.  Region    I.    Philadelphia.    Office   of   the  Director. 

79/11/06.       ly. 

—  7912100224  Responds    to  NRC  7910O1    Itr  re  violations  noted    ir,    IE  Innp 

Reft   90-334/79-I7.CorrectWe    action*:  startup    form   reviewed, 
evaluation   rept    Issued   %  vibration    instru»»nl   shipped   to 
vendor    fur    recalibr. 
DUNNiC.N.        Duquesne   Light   Co.       79/1O/29.       7pp. 

—  79  12  100236  Forwards   IE   Imp   Rept   50-S34/79-17  on  79DB20-24   t,  no  tics    of 

v  1  o  1  a  t  i  on  . 

ORIER-D.  H.  Run  I  on    1,    Philadelphia.    Office   of   the  Dtroctar. 

79/10/01.       Hpp, 

—  7D12H)0245  Notice   of  violation    fro™   insp   on   79OHao~S4. 

e          Region    1,    Philadelphia.    Office   OF   the   Director,      79/07/51. 
4pp. 


791205022B  Forwards    IE  Dulletin   79-26,     "Boron  Loi»   Fron  BUR  Control 
Blades.  "  No  response   required. 

ORIER.D.H.  Region    1,    Philadelphia,    Office    of    tha  Director. 

79/11/30.       lp. 

7912060370  Forwards    IE  Circular  79-24i     "Proper    Installation  l<   Calllir  of 
Core  Spray   Pipe  Break    Detection  Equipment   on  BMRs.  "   No 
response  required. 

QRIER.B.H.  Region    1.    Philadelphia,    Offica    at   the   Director. 

lp. 


7912110037  Forwards    IE  Circular   79-23,     "Motor   Btarttr*   S.  Contactors 
Failed    to   Operate.  "   No    response   required. 

ORIER.B.  H.  Region    1,    Philadelphia,    Office    at    the   Directoi-. 

79/11/26.       lp. 

7912190021  Forwards  IE  Bulletin  79-27.  "Loss  of  Non-Class  IE 
Instrumentation  d  Control  Power  BIJI  Bus  During  Operation." 
Urltton  response  required. 

ORIER.B.H.  Region    1,    Ptii  ladelphia,    Office   of    the  Director. 

79/11/30.       lp. 


7918.300692  Forwards  notice*   of  violation  t>  of  Intent   to   i«pote 
penalties    for  violation!    identified    during   791127   insp. 
BTELLQjV.       Office   of    Inspection  &  Enforcomant,    Office   of   the 
Director.       79/12/03.       Spp. 


-7912300657  Notice   of  violation   from    insp    on   791127. 
*          Region    1.    Philadelphia,    Office   of    the   Director, 
lp. 


79/18/03, 


— 7912200660  Notice    of    proposed    imposition   of   civil    penaltle*    fro* 
'     violations    noted    in   791 IH7    insp. 

«     Office   of    Inspection    d  Enforcement,    Office    af   the  Director. 
79/12/03.       lp. 

— 791220Q&67  Order   modifying    llconse   requiring   redundant  ti   independent 
verification   of    engineered    safety    feature*   operahllltu  fc 
review  of  controls    to   assure    limiting    conditions   for 
operation  not   defeated    by   malnt  tr  other   activities. 
STELLO,  V.       Office   of   Inspection   &  En  for  content,    Office   of    the 
Director.       79/12/03.       4pp. 

7913120312  Corrects   781314    Itr   re  reactor  vessel    ovirprotectlon   »ys. 
Relief   valves   certified    by    seismic   analuils.  Vendor   analysis 
complies  u/*aii<nic   design   requirements   of    facility. 
DUmc.N.       Duquetne  Light   Co.       79/12/0&.       lp. 

79122BOOOB  Responds    to    IE  Bulletin  79-02, Revlttian   2.    "Pipe  Bupiart  B* 
Plate   Designs  Using   Concrete   Eipansion  Anchor   Bolts." 
Testing   tt    insp    procedure*    h  documentation   of    testing   li    insp 
performed   available  at  site. 
EHINNiC.N.       Duquesne  Light  Co,       79/12/06.       9pp. 

7912310213  Forwards   IE  Info   Notice  77-30,    "Reporting    at  Defect*   * 
Honcoiepllanc«B>  10CFR21.  "    No  action  required. 

ORIER.B.  H.  Region    1,    Philadelphia,    Office    of    the  Director, 

79/18/06.       4pp. 
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7713190737  Forwards    IE  Bulletin  79-2S,     "Possible    Malfunction   of  Namco 
Modal    EA1SO   Limit    Switches    at   Elevated    Tempo.  "    Written 
response  required. 

ORIER.B.H.  Region    1.    Philadelphia,    Office   at    the   Director. 

79/13/07.        Ip. 

79132BQ194  Forwards    IE   Info  Notice  79-31,     "Use   of    Incorrect  Amplified 
Response  Spectra.  "   No   written  response   required. 
CRIER,  B.H,  Region   1,    Philadelphia,    Office    of    the   Director. 

79/12/13.       Ip. 

R.     Periodic    operating   report*   fc  related    correspondence 


79L2O4D439  Forward.   NPDE8  monthly   rept    far  Nov. 
HOORE,  O.M.      Duquesne  Light   Co.       79/11/29.       Ip. 


DOCKET    30-335   ST.     LUCIE    PLANT,     UNIT    1 

F.     Security,    medical,    amorflencij    t<  fire    protection   plant 

7712200022  Discusses  MIC   7911O9  meting   re   emergency    preparedness   team 
review  objectives.  Provides    guidance   far    Improving    lie  em  HO 
on erg en cy   preparedness   &   assuring   capability   of   oFtsitn 
agencies   to    take   appropriate    emergency    actions. 
CRIMES,  B.K.       Emergency    Preparedness  Task   Farce.       79/11/23.       30pp. 

79122O061B   Notifies    of    Fee    assessment    for   79DB17   revieu   of    security 
training   ti  qualification    plan.  Requests   payment. 
DIQOS.R.M.  License    Fun    Management   Branch.       77/12/06.        Ip. 

0.    Adjudicator!/    correspondence 


—7913040443  NFDES  Monthly  mpt  for  Nov. 

HDOAE.O.M..    STEED,  L.S.      Duquesne   Light   Co. 


79/11/30.       12pp. 


79121E303&2  Forward*  monthly    operating    rept    for  Nov    1979. 
DUWJ,  C.  N.      Duquesne  Light  Co.       79/13/13.       Ip. 

— 791H1B03AB  Monthly    operating   rept    for  Nov   1979. 

BPITZNOCLE.A,       Duquesne  Light  Co.       79/12/Oi,       4pp. 

B.     Report*))}*   occurrences,    LEH*  &  related    correspondence. 

79122OOS32  FN9-I-79-001;on  791OOS,  Intl   Brotherhood   of  Electrical 
Workers  will    strike   facility    If  neu   contract  voted    dawn. 
Security    organliation  not   affected. 

DEVLIN,  J.H.,    MARTIN,  U.O.      Office    of    Inspection   tt  Enf orcsmentj    Office 
af   the    Director.       79/10/03.       Ip. 

791 2200 W7  PNS-1-79-001A:  on  79100B,  tentative   agreement   reached    on  new 
contract  between   utll    tc   Intl   Brotherhood    of  Electrical 
Uorksr*.  Util   believe*   contract  will   be  ratified   avoiding 
threat    of   strike. 

0EVUN.J.  W,  ,    ALLAN,  J.       Office   of    Intpectlon  fc  Enf  orcevtent.    Office   nf 
the.   Director.       79/10/07.       Ip. 

7912040322  RD  79-46/01P:  an  791127   floupath    to   eharging    pumps   closed   dun 
to   planned   rnMaval    of   emergency    diesol    generator.  High    head 
injection  would    have  not   been  available    If   needed.  Error 
•corrected   when  valve   opened    to    increase    flow  path    to    pumps. 
HERLINO,  J.  A,       Duqussna   Light  Co.       79/11/98.       2pp. 

7912310335  RQ-79-46/01P:on  791127,  redundant   motor   operated    Isolation 
valve  CH-119D  placed    on    clearance! in    closed    petition, 
following  emergency   dlavel   generator  maint  shutdown.  Catiied 

HEHLINO.J.  A,       Duquesna   Light  CD.       79/11/28.       2pp. 

7912130627  Forwards  LER   79-048/03L-O. 

UERLINO.O.  A.      Duquasna  Light  Co.      79/12/07.      2pp. 


7913110033  Confirms   receipt   of    end    790329  petition,    to    suspend   OLi    far 
all    PURa. Forwards  FR  notice    indicating    that  petition  ulll   be 
treatad    In  accordance   U/1QCFR5!,  206. 
DENTON.  H.  R.       Office   of   Nuclear  Reactor  Regulation.       79/11/33.       Ip. 

— 7912110126  Notice   of  request    For  action    pursuant    to    10CFR2.  206  re 
Environ  Coalition  an  Nuclear  Pouer   79O329  petition 
requesting   su» pans  ion    of   all   OLs   for  PUfls. 

MULLEft-D.R,       Office    of   Nuclear  Reactor  Regulation.       79/11/23. 
39pp. 


M.    ATI  ti  trust   correspondence 


7918060020  Nation    to   lodge   FERC   791004   opinion  t  order    denying 
prvhaarlng.  Confirms  reasons    presented    in  FL  Citie*   790309 
notion    to   lodg*    FERC  79OB03   opinion  t,  order.  Affirmation   of 
Bvc    *  FEfiC  791OO4   order   *ncl. 
JABLON.R.A.       Florida  Cities.       79/11/16,       Bpp, 

791B11O439  Response   in  oppoiltion  to  FL  Cities  791116  notion  to   lodg* 
FERC  Opinion   57—  A.  Nn  relation    eiists    betwesn  FERC    findings 
ro    tariff  nattar*  t  findings    In  present    proceeding   re 
antitrust  violations.  Certificate  of  Bve    encl. 
BDUKNIC'HT,  J.  A.  .     OR1B8DN.  D.  M.       Florida  Power  fc  Light  Co. 
BQWNIOHT,  J.  A.       Lousnslein,NB»m»n.RaI«,  Aielrad  t  Toll.       79/12/03. 
4pn. 

791S11O34S  Answer    to  FL  CitlMs   791116  notion   to   lodgs  FERC  790H03 
opinion    re  whether   to    conduct   proceeding   under  Atonic   Ennrgy 
Act    of    1994   Section  lO5ta).D«B>  not   oppose    lodging   per   hMC 
79OB23  previaus   answer. 

,  L,  a.  ,  CHANANIA-F,  D,     Antitrust  Division.    79/12/06.     3pp. 


P.    Operating    license   stage    dacunents  b   correspondence 

7911O7D24-B   "Buwnary   of  Operating   Eipertence  U/Ricirculatlng   Stean 
Oan«ratars.  " 

EISENHl/T,  D.  O,         Division   of   Operating  Reactors.      HUflE  0-0533, 
79/Ot/ai. 


— 791H13Oi34  LER  79-043/03L-0;  on   7911OB, during    startup    of  boric   acid 
cleanup    sij»,  daboratlng    deminerallier  was   filled    w/prinarv 
grade   water.  Whan   cut    Into    svc    boron    in   tank    diluted    to    less 
than   Tech  Specs.  Cauied    bu,    inadequate   startup    procedure. 
UERL1NO.J.  A.       Duquesne  Light  Co.       79/12/07.       Ip. 


79IB1D01B9  Discusses  NRC  79*101    Dieting  u/rspressntatlve*   of  NBBB 
vendors   It  fuel    suppliers    ro    dLicussion   of  respective 
portions   of   ECCS  evaluation   models   dealing   H/fual    cladding 
suelllng   t   incidence   of   rupture,  Wentfor  responses    encl. 
EIBENHUT.D.Q.          Division    of   Operating   Reactors.       79/11/09.      aSpp. 


Forwards  LER  79-Q46/01T-0. 
MEHL1N*,  J.  A.       Duquesno  Light  Co.       79/12/11,       Bpp. 

— 79121BOA39  LER  79-O4o/01T-O: on  791127,whlle   generator  which    provides 
taergency  p'ower   to  no  tor  operated  valve  CH-119D  was  removed 
fron    sveivalve  we*   placed    on    clearance    in   closed   position 
far  Mint.  Caused    by    operator    error. 
HERLINO,  J.  A.       Duquesne  Light   Co.       79/12/11.       2pp. 

79122709X12  Forwards  LERa  79-039/99X-0  b  79-04O/99X-O. 
UeRLINfi,J.A.       Duquesna   Light  Co.      79/12/19.       2pp. 

—7912270906  LER  77-039/99X-0:  on  79O920,  vital    bus    inverter  4  failed, 
causlni  reactor  trip  k  high   steals  flaw  safety   injection 
actuation. Caused  by,   failure  of  vital   but   inverter  l<  transfer 
of  vital   au»   to  auxiliary   power   lupply. 
WEHLINO, J.A.      Duquesne  Light  Co.      79/1S/19.       ip. 


-7912100355  Ravnands   to   NRC   791101   request  re  nancoap 1  lance   of 
HastinghousB    ECCS  evaluation  nodel    under  requlraaents 
of    10CFR9O  App  K.Evaluafcian   of   three   fuel  rod   nodel* 
indicates    no    safety    problems   for  Ueitlnghauie  plants. 
ANDERSON,  T.  M,       Westinghouse   Electric   Corp.      79/11/02.       App. 

-791210O330  Responds  to   HRC   791101   request  re  ORNL   cladding   swelling   b 
rupture  data.  Review  of    analytical   models  tc  te»ti    indicates 
compllanca  W/1DCFR30  App   K.A11  OE  specs   for   calculatad    peak 
cladding   benp   remain  unchanged. 
BUCHMOLI.R.H.       fleneral    Electric   CD.      79/12/07.       2pp. 

-791210D407  Forwards  response    to  NRC  791101  request   re  rod   hurst   test 
data.  Conclude*   that    data   properly  represented   bu    fuel   Models 
used    in  vendor   evaluation  models   tt   that  analyses   demonstrate 
all    criteria    of    10CFR3Q.  46   satisfiad. 

OUBLEY.w.F.       E»xon  Nucleair   Co.,    Inc.     (subs,    of   Enon  Corp.). 
79/11/Oa.       Sflp. 


-791227C920  LER   79-040/99X-O:  on  790920, during    oparatlonal   Mode  3, vital 
bus   inverter  4  transferred   from  auxiliary   power   source  to 
Inverter.  Inverter  was   inoperable  li  safety   Injection  secured, 
Cauaad  by   operator  error.  Personnel   reprimanded.  .... 

HEHLINO,  J,  A.      Duquesne  Light   Co.       79/12/19,       Ip.     , 


-7912100430  Forwards  adril    info   r*   evaluation  of   impact  of  NRC  proposed 
rupture/blockage  nodel    used    in  vendor   evaluation  andel. 
No   adversa   Impact  from  nau  rupture    burst  data   or    use   of  NflC 
rupture/blockage  model   on    licensing   calculation  result*. 
OMBLEYi  0,  F.       Eixon  Nuclear    Co.  i    Inc.     (subs,    of   Enon  Corp.). 
79/11/04, 
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7913060492   Ac  k    receipt    of   NHC    790927   !.    1033    Itr-s    r 
b   venting    during    normal    operation.  Response   will 
by    791213. 
UHRIQ.R.E.        Florida    Power   L   Light   Co.        79/1I/S9. 


containment    purging 
e    submitted 


In. 


7912100260   Forwards    IE    Insp    Rcpfcs    50-333/79-27    fc    50-389/79-17   on 
791QO2-04.  No    noncompl iance   noted. 

SUTHERLAND,  J.  T.  Region   2,    Atlanta,    Fuel    Facility    fr  Materials 

Safety    Branch.        79/10/22.        2pp. 


7912110334   Foruards    "Time    Response   Testing    of    Resistance   Temp 
Detecton."    Confirms    acceptability    of    use    of   on  site    loop 
current   step   response    technique   for  measuring    resistance 
temp    detectors   response    time. 
UHRIG.R.E.       Florida    Power   fc   Light    Co.        79/12/O4.        lp. 

— 7912110326   "Time  Heiponse  Testing    of  Resistance   Temp   Detectors." 

HOTT,  J.  E.  .    HERHELL,  D.  C.  ,    ROBINSON.  J.  C,        Tuchnologsj    for   Energy    Corp. 
79/12/04.        ISpp. 

771224Q33B   No    objection    to    licensee    proposed    changes    to    NPDES   permit. 
Requests    comments   on    changes    to   ETS   necessary    to 
accommodate   revision    in  NPDES  permit. 
REID.R.U.  Operating    Reactors    Branch    1,       77/13/04.        3pp. 

79ISI3Q259   Forwards   revised    pump    1   valve    test    program,  in    response    to 
NBC  770716    Itr  re   test    cycling    of   check    valves. 
UHRIG.R.E.      Florida   Power  fr  Light   Co.       79/12/07,       lp. 


--7912100274   IE    Insp   Repts    50-333/79-27  t,   50-389/79-17  on  7910QH-04.  Wo 
noncompllance   noted. Major   areas    Inspected :  mgt    controls, 
environ   monitoring    stations   &  analytical    mensureirmnts. 
PEERV,  U.  U.  Region   2,    Atlanta,    Office    of    the   Director. 

HUFHAH.J.U.  Region   2.     Atlanta,     Fuel    Facility    fc   Material*    Safety 

Branch.       79/10/19.       3pp. 

791306QB19  Forwards    IE    losp    Rept    50-335/79-36   nn   791009-12.  No 
none  otnjil  lance   noted. 

LEWIS, R.C.  Region   2,    Atlanta,    Reactor   Operations   Nucloar   Support 

Branch.       79/10/31.       2pp. 

— 7912040354  IE   Insp  flopt  50-335/79-26   on  7910Q9-18.  No  noneomp  Uanc* 
noted. Major   areas    inspected : post-refueling    zero    power 
testing    t  power    escalation    testing    preceding   Cycle   3 
operation. 

JULIAN, C.  Region   2,    Atlanta,    Reactor   Operations   Nuclear   Bunt-art 

Branch.       LEWIS,  R.  C.  Region   E.    Atlanta,    Office:    of   the   Director, 

79/10/31.       5pp. 


— 7912130264  Devised   pump   b  valve    test   program. 

»      Florida   Power   6    Lioht   Co.        79/12/07.        175pp. 


79121B0243   Urgei    eipeditious    revieu   &   safety    evaluation    of   RETRAN 
reactor   sys    transient   analysis   code. List   of    intended    uses   of 
BETflflfJ  end. 
UHRIC.R.E.       Florida   Pouer   !•    Light   Co.       79/13/07.       3pp. 

791231014B  Forwards   BER    opposing    purposed    Tech    Bpec    changes    that   remove 
requirement    for   B-h    ac    power    source    surveillance   uhan 
limiting   conditions   for    operation   are  not  met.  Changes  do  not 
c (inform  to  Reg  Guide    1.93  or   Tech   Specs. 
LAINAS.O.  Plant   Systems   Branch.       79/12/O7.        !p. 

— 791231OJ5S   SER    opposing    proposed   Tech    Spec    changes    that    remove 
requirement   for  H-h    ac   pooler   source    surveillance   when 
llmltlno   conditions    for  operation  are    not  met.  Changes   do  not 
conform   to   Rig   Guide    1.93   or   Tech    Specs. 

*  Plant  Systems    Branch.      79/09/30.       2pp- 

— 79123101S4  Technical    evaluation   opposing    proposed  Tech    Spec    changes 
that  remove  requirement   for  B-h   ac   power   source   surveillance 
uhen    limiting    conditions    for    operation    are    not   m«t.  Changes 
do   not   conform   to   Reg    Guide    1.93   or    Tech    Specs. 

•  EG   b   0,     Inc.       79/09/30.       4pp. 

7913140290  Forwards   evaluation   of   design  t    performance    of  ref   core 
configuration  utiliilng    higher   enrichment   fuel.  Requests   NRC 
approval    by   800114  of    proposed   amend    to    revise    mai 
enrichment    permitted    by    Tech    Specs    3.3.1. 
UHRIG.R.E.       Florida   Pouer   t>   Light   Co.       79/12/13,        36pp. 

7913300406   Responds   to    7B1139    Itr   re    containment    purge     issue.  Foi-uiards 
C-E  ECCS  performance    evaluation. assessment   of   radiological 
release    from  containment  b  discussion   of   containment    purge 
isolation   instrumentation  t,  control   circuit   designs, 
UHRIG.H.E.       Florida   Potuier   Sc   Light   Co.       79/13/13.       2pp. 

791S370357  Advises    that    end-of-yr   schedule!  manpower  constraints   ts  uorl 
asioeiated   ui/TMI-2  Lessons  Learned   Task   Forca 
recommendations  will    dulau  response   to  request    for   info   re 
containment   purge.  Response  uilll   be   submitted    b<j    600313 
UHHJG.R.E.       Florida   Power   b   Light   Co.       79/12/21.        lp. 


791H06O143  Forwards    IE   Info   Notice   79-12A,     "Attempted    Damage   to   N«u 
Fuel    Aasemblles.  "   No    specific    action    or   response   required. 
D'REILLV.  J.P.  Region   2,    Atlanta,    D-ffice   oP    the   Dlractor. 

79/11/09.       2pp. 

79tS03O05Q  Foruard*    IE    Insp    Rept    30-335/79-39  on  79102B-B5.  No 
noncompl  lance    noted. 
KENNA,  W.  B,  Rigion   2,    Atlanta,    Safeguard*    Branch.       79/11/13.       3pp. 

—7912030053   IE    Insp   Rept    50-335/79-2?   on  791022-E5.  No   noncompl  lance 
noted.  Major  areas   inspects!):  access   control    toattrio/mainti 
power   supply, locks  &    keys    b    licensee   action    on   previous    inap 
findings.  Details  withheld    Iref    IOCFflH.790). 
HODRE,D.  E.  Region   2,    Atlanta,    Office    of    the   Diractor. 

TOBIN.W.  J.  Regions,    Atlanta,    Safeguard  R   Dranch.       79/11/13. 

lp. 

79131QCHB1   Forwards    IE    Info   Notice   79-BB,     "Overloading    of   Structural 
Element*  Due    to   Pipe   Support   Loads. "   No   response   required. 
O'REILLY,  J. P.  Region  2,    Atlanta,    Office   of    the    Director. 

79/11/16.        lp. 

7912110961  Forwards    IE   Info   Notlco   79-29,     "Loss    of   Nonsafetg-Relatvd 
Reactor  Coolant  Sgs    Instrumentation   During   Operation."   No 
specific   action   or  response    required. 

O'REILLY,  J. P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/11/16.       3pp. 

79120600-16  Forwards    IE  Circular   79-34,     "Proper    Installation  &  Calibv    ot 
Core  Spray    Pipe   Break    Detection  Equipment    on  BWRs. "    No 
r»5poniB  required. 

D'REILLV,  J. P.  Region  2,    Atlanta,    Office   of    the    Director. 

7W11/Z6.       lp. 

7913110147  Forwards    IE  Circular   79-23,     "Motor  Btartors   h  Contactors 
Foiled    to  Operate.  "   No   responsn   required. 

O'REILLY, J. P.  Roglon  2,    Atlanta,    Office   of    tn«   Director. 

79/11./24.       lp. 

7912100451   Ack    receipt   of   791 10B    Itr    informing   NRC    of    itaes    fcaknn   to 
correct   viclatan   noted    in    IE    Insp    flept    80-339/79-23. 
SUTHERLAND.  J.  T.  Region    2,    Atlanta.    FOB!    Facility    fc  MattrlaH 

Safaty    Branch.       79/11/27.       lp. 


7913280549  Notifies   that  7912*3  rept.    "Prooram  Plan   for  Performance 
Verification    of   PUR   Safety/Relief   Valves    b   fiys,  "    is 
responsive   to  requirements   listed    in  NUREC-057B 
UHRIO,R,E.       Florida   Power   b   Light   Co.       79/12/21.        lp. 

O.     Inspection  reports,     IE  Bulletins  f,  lorraapondunce 


7912130355  Foruards    IE    Insp    Rapt    50-335/79-23   on    79091O-M   t   notice    of 
violation. 
SUTHERLAND,  j.  T. 
79/10/15.       2pp. 


Region  2,    Atlanta,    OFflcB    oF    the  Director. 


--7?taiB0364    IE   Insp   Ritat    SO-335/79-S3   on    790910-14.  Noncompllanco   nDtBd: 
inventory   of  emergency    items    listed   on    Inventory  Record 
Sheet  2  of   a  not  performed    for  Jan,  Feb   g,  May    1979 
ANDHEH9,D.L.,    TAYLDH,  P.  A.  BejionS,     Atlanta,    OF*ice    of    the 

Director.      HUFHAH,  J.  W.  Region  H,    Aclant.,    Fuel    Facility    t, 

Materials  Safetu  Branch.      79/10/10.       14pp. 


-791S1004S3   Responds   to  NRC   791013    Itr    re   violation   noted    in    IE    Jn»p 
Rept    SO -3 3 a/ 79-33 .  Corrective   actions: recorded   Oet    1979 
Inventory   of   emergency    equlpmont   b   supplies.  Procodure   HP90 
revised    combining  Record    Sheets    1    St   K. 
UHRIG.R.E.       Florida   Pouier   J.   Light  Co,       79/11/OH.       2pp. 

-7912100453  Foruards    IE    Inap    Rept   50-335/79-23    on  790910-14  Sc  notle*    of 
violation. 

SUTHERLAND,  J.  T.  Region   2,    Atlanta,    Fuel    Facility    hhMttrlal* 

Safety   Branch.       79/10/13.       2pp. 

-79121O043B   Notica   of  violation    from    tnsp    an  790910-14. 

*          Region   2,    Atlanta,    Office    of    the   Director.       79/10/11.       lp. 


-7913100461    IE    Insp   Rept   80-335/79-23  on   790910-14.  Noneompllanc • 
Inventory   Record   Sheet  a   of    emergency    item*    not    completed 
for   Jan,  Fab    or   May    1979, 

HUFHAM,  J.  W.  Rid  Ion  2,    Atlanta,    FuelFacility    b  Materials. 

Brant*.      P6RROTTI-D.  J. ,    TROJANOWBKI.R.  E         RefiionB,    Atlanta, 
Otflct   of   the   Director.       79/10/H.       2p. 
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791B19Q442  Forward*  IE  Bulletin  79-37.  "Loss  of  Non-Class  IE 
Initrumintatlon  tc  Control  Power  Sya  Bus  During  Operation.  " 
Wr itten  response  required. 

D'REILLVj  J.  P.  Region   a.    Atlanta.    Office   of    the    Director. 

79/11/30.       ip. 


7912130435   Forwards    addl    response     to    NBC    790913   t>     1030    Itra    rs 
in-plant    Iodine    instrumentation    under   accident    conditions. 

Air   monitors    in    control    ropra   area    at   each    site    mill    be 
Installed    hg   BO01OI    Improved    portable    sys  uiLll    be    developed. 

COUNSIL,  W.  Q,        Northeast    Uti  lities.        79/12/O7.         Ip. 


7912310397  Forwards    IE    Info   Notice    79-30,     "Reporting    of   Defects 
Noncompl  lancBS,  10CFH21.  "    No    action   required. 
O'REILLY,  J. P.  Region   2,    Atlanta,    Office   of    the   Director. 

79/12/06.       3pp. 


7912S1O148  Submits    addl    response    to    NRC    Itr  ra    fire    protection 
shutdown   cspabi  11  ty.  Requests    clarification    of   requests  tc 
previous   nfrggtiated    agreements. 
COUNS1L.W.  0.        Northeast    Utilities.         79/13/13.        2Pp. 


7912200033  Forwards    IE  Bulletin   79-28,     "Possible   Malfunction   of    Namco 
Model    EA1BO  Limit   Switches   at   Elnvated    Temps. "    Action 
required. 

O'BEILLV,  J.  P.  Region   3,    Atlanta,    Office    of    the   Director. 

79/12/07.      2pp. 

79122B040a  Forwards    IE    Info  Notice    79-31r     "Use    of    Incorrect   Amplified 
Response   Bpactra.  "   No  written   response   required, 
O'REILLY,  J. P.  Region  3<    Atlanta,    Office   of    the   Director. 

79/12/13.      2pp. 

7112260136  Forwards    IE  Circular   79-25,     "Shock    Arrester    Strut  Assembly 
Interference.  "   Ho   written   response   required. 
O'flEILLY.  J.P.  Region   2,    Atlanta,    Qffico   of    the   Director. 

79/12/20,      4pp. 


O      Ad  jud  1  catorg    c  orrespondc-nce 

79iailQ03B   Confirms    receipt    of    ifncl     790339    potitlon    to    suspend    OLs    for 
all   PHRs.  Forwards   FR   notice    Indicating    that    petition  mill    be 
treated    in    accordance   u/lQCFRH,  206. 
DENTQN.H.R.       Office    of   Nuclear    Reactor   Regulation.       79/11/23.       Ip. 

— 791211O126    Notice    of    renunst    for    action    pursuant    to    10CFR2.50J1   ro 
Environ  Coalition    on   Nuclear    Pouer   790329    petition 
requesting    suspension    of    all    OLs    For   PWRs. 

MULLED. D.  H.       Office   of    Nuclear  floactor   Regulation,       79/11/33. 
30pp. 

P.     Operating     license    stage    documents    fc  correspondence 


S.     Rep  or  (;ab  It   occurrences,    LERs   1  related    correspondence 

79iaiBOa91    PNO-II-79-009:  on   79100B,hioh    differential    pressure 
observed    on    louer    seal    of   reactor    coolant    pump    12B.  Caused    bg 
daftctiVB   pump    seal.  Pump    teal    replacement    underway. 

PYER.J.A.,    HARDIN.A.K.  Region   2,    Atlanta,    Office    of    the   Director. 

79/10/10.      if. 


791S040438   Forwards    LEfl    79-031/01T-0. 
SCHMIDT.A.  D.       Florida   Foyer   &  Light   Co. 


IP- 


— 7912040444  LER   79-031/01T-0: on   790927, during    planned    shutdown, OC   check 
of    installation   of    safotg    Injection    tank    tamp  In    linos    showed 
four    raceuag    clips   melded    to   vessel    mail. Caused    bg 
contractor. 
ECHDWMANi  H.  A.       Florida   Power   t   Light   Co.       79/10/11.        Ip. 


7712040423  Forward a   LER   79-029/03L-0. 

.  D.       Florida   Pouer    l<  Light  Co. 


79/10/17.   tp. 


— 7912040425  LER  79-029/03L-0:  on  790917. level  transmitter  on  1B1  SIT 
drifted  out  of  eallbr,  lowering  tank  level  below  Tech  Spec 
limit. Cause  not  d«t«rmined.  Transmitter  recallbr. 
BCHOPPMAN,  H.  A.   Florida  Power  fc  Lioht  Co.   79/10/17.   Ip. 


7912130440  Forwards  updated  LER  79-019/03L-1. 

SCHMIDT,  A,  D,   Florida  Pousr  l>  Light  Co.   79/1O/22. 


Ip. 


— 7912130457  LER   79-Q1S/03L-1 : on   790507,  RC6  boron    concantratlon   was    belou 
Tech    Spec    limit.  Caused    bu   vendor   workers    unknowingly    cutting 
•  team  generator    during    rip   cut   nods.  Tubes    plugged   & 
con-cintratlan  restored. 
BCHOPPMAN,  H.  A.       Florida   Pouer   b  Light   Co.       79/10/22.       Ip. 


771 2130439  Foruards   LER   79-032/03L-0. 
SCHMIDT,  A.D.       Florida   Power   t.  Light  Co. 


79/11/15.       Ip. 


—7912100647  LER  79-032/03L-Q: on   79101i, during    plant    tost    of    emergency 
dlaitl    generator    lAi generator    failed    to    Indicate   voltage    or 
fr»qu«ncy   after    engine    started.  Caused    by    failed    voltage 
rvpulibor   surge    suppressor   BP-3.  Buppressor   replaced. 
SCHOPPMAN.  M.  A.      Florida  Pauier  5.  Lioht  Co.      79/11/13.       Ip, 


DOCKET   50-33i  KILLSTONE  NUCLEAR   POWER  STATION.    UNIT  2 
F.     Becurltu,    medical,    •merosncy    ti  fire    protection   plane 

791K200DS3  Dlscussei  NRC   791109  meeting    re    emergency    pi-eparednesi   toam 
rtvliu   oojectives.  Provides    guidance    for    Improving    licensee 
tm»ra"ncij    pr*paredn**s   d  assuring    capabilltg    of   offsit« 
4ganciei    to   tahe   appropriate    emorgencg   actions. 

D.  K.       Emergancu    Prepamdnsss  T»sk    Force.       79/11/23.       30pp. 


77tail0309  Foruards   addl    info   ra    silicons    foam   penetration    seals    for 
Unit   2.  Original    791009   Itr    erroneously    addressed    Unit    1. 
COUH3IL,U.  0.      Northeast   Utilities.       79/12/04.       3pp. 


7911090248  "Summaru    of  Operating    Eiperlence  U/Rec  irculatlng   Steam 
Gen»rntorB.  " 

EISENHUT,  D.  0.         Division    of    Operating   Reactors.       NUREO-0533, 
79/01/31.       B9pp, 

790B01O339  Notifies    of   status    af    rept    on  reactor    cavltg   annulus    seal, 
Hast    PUR   users    remove   ring    during    normal    operat  1  an.  DthBrs 
star*    seal    ring    in    raised    position    during   normal    operation. 
LAINAS,G.  Plant   fiyBtema    Branch     (Pre  791030).       79/07/05.       7pp. 

791  2  1  001  B  9  DiscussBG    NRC   7911O1    meeting    ui/ropreientatives   of  NSS3 
vendors    &    fuel    suppliers    ro    discussion   of   respective 
portions   of    ECCS   evaluation    models    dealing    u/fuel    cladding 
auielling    b    Incidence   of    rupture.  Vendor   responaea    oncl. 
EISENHUT,  D.  0          Division    af    Operating   Reactors.       79/11/09,       65pp. 

—  7912100235    Fleapondo    to   NRC    7911O1     raquest    re-   noncompl  lance    of 

Weoti  nghouso   ECCB    evaluation   model    under    requirements 
of    10CFRSO  App    K,  Evaluattan    of    throe   fuel    rod    models 
indicates    no    safety    prob-lems    for    West  inghouae    plants, 
ANDERSONj  T.  M.       WEI  t  inoh  DUBC    Electric   Carp.       79/11/02.       4pp. 

--79131OO330    RespondE    to   NRC    791  IO1    request   re  DRNL   cladding    BUB  I  ling    b 
rupture    data,  fievifly  of    anal  g  tlca  1    models   tt    taste    Indicates 
compliance   w/lOCFRSO  App    K.A11    <3E   specs    fcr    calculated    peak 
cladding    temp   remain  unchanged. 
DUCHHOLI,  R.H.       General    Electric    Co,       79/12/07.       2pp. 

—  7912100407  ForiuarSs   reaponap   to  Nfic  791101   request  re  rod   burst   tost 

data.  Cone  ludes  that  data  properlg  represented  by  fuel  modeli 
used  In  vendor  evaluation  models  &  that  analyses  demonstrate 
all  criteria  of  10CFR50.  46  satisPled. 

OHSLEViO.  F.  Elian  Nuclear  Co.,  Inc.  (subs.,  of  Emon  Corp.  ). 
79/11/03.  5pp. 

—  791S1OO456    Foruards    addl    info    re    evaluation    of    Impact   of   NRC   proposed 

rupture/blockage   model    us  oil    in  vendor    evaluation  model. 
No    adveriB    Impact    from   neui  rupture   burst    data    or   use  of  NRC 
rupture/b  loc  k  oga    model    on    licensing    calculation   results. 
OWSLEY,  0.  F.       En  on  Nui  1  oar   Co.,     Inc.     fsubs.     of   EIKOTI  Corp,  ). 
79/11/04.        22pp. 

79121901A3  Furuar-ilB   addl    infn    requiroil    for   completion   of  NRC    evolution 
of    electrical    overr  Ide/bgpass    aspects   of   containment 
Isolation  matter.  Criteria    and. 
LA  I  NAB,  O.  Plant    Bgstems    Dranch.       79/11/19.        Ip. 

791212O262  Summary    of   791025  mooting    ui/C-E   ouinovs    group   ro   asymmetric 
LOCA    loads. 
HOSFORD.B.D.  Enpineerlrtg    Branch.       79/11/20.        4pp. 

7912130005  Forwards   roquont    for   addl    info  re   USB   of  ofPcita   power 
nvents    at    facility,  Requests    response   mithin    9O    dags. 
RBIDiR.  «.  Operating   neactora   Dranth   4.       79/11/27.      3pp. 


791S09050-2  Rasponds    to  NRC    791018,32  t,    1131    requests  re   short 

term   recommendations    for    auxiliary  feeduater   BU.B 
requirenents. 

COUNBIL,W-O.       North*  jst   Utilities.  79/11/28.       3pp. 


long- 
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791206O5O5  Forwards    calculations    re   automatic    initiation    of    auiiliaT-y 
feodoiater   &   supportlnj    statement    that    lunger   time   is 
available   for   Haddem  Neck   steam   generator   drynut   than    for 
Mill5tone-2. 
COUPNSIL.H,  G.       Northeast    Utilities.        79/1  1/3O.        ISpp. 

79131902A1    Discusses    caaim  Jtmont  made    by    CT   Yaniee    Atomic    Power   CD    tc 
Northeast   Nuclear  Energy  Co   to    implement   automatic 
initiation   of    auxiliary    feeduiater.  Addresses   utll    conclusion 
that    implementation   nut    necess-arn    f°r    safe    operation. 
COUNSIL.U.  0.      northeast   Utilities.      79/11/30.       ipp. 

7913100284  Forwards    "Proposed   Automatic    Initiation.  Scheme   for  Auxiliary 
Fenduater   Sys,  "    in   response   to   NftC   request   For   specific 
design   details,   &  demonstration    of   compliance  w/HR   Dm  ton 
791030    Itr- 
COUN3IL.U.Q.       Northeast    Utilities.        79/12/06.       Spp. 

—  7713100294   "Proposed  Automatic    Initiation  Scheme    for   Auiiliary 

FeeduatBr   3ys.  " 

»     Northeast   Utilitios.      79/18/31.      7pp. 

7912120390  Forwards   rept   re  proposed   automatic    initiation   of   auxiliary 
feeduater   sys    in  response   to   NR-C   request   for   Htpcific    design 
details   fc   for   demonstration   of   compliance   ui/NRC   791O30   Itr 
to   all    operating   nuclear  power   plants. 
COUNSIL.U,  0.      Northeast   Utilities.       79/ia/Qfc.       IBpp. 

79iai3O321   Discusses   interim  procedures   for  Recommendation   B.  1.  B.  bj 
until    high-ranga   capability    is   available   re    increased   range 
of  radiation  monitors   requirement. 
COUNB1L.W.  Q.      Northeast   Utilities.      79/12/07.      4pp. 

791219040-9  Foruards   "Summary   Rapt   of   Fcedwater   Piping   Repair   Program  fc 
Associated   Observations   1  Fimtingsr"   re   NRC   79092B  request. 
CQUN9IL.H.  G.       Mortheast  Utilities.      79/12/O7,      2pp. 

—  77121*70414   "Summary  Rapt   of   Feed  water   Piping   Repair  Prog.ran  !< 

Associated  Observations  ir  Findings." 

»      Northeast    Utilities.       79/12/31.         lOpp. 

79121HO279  Provides   commitment   to    implement  Reconmen.da.tion  8.  2,  1,  b   re- 
shift   technical    advisor    in   compliance  m/snort-term  Lessons 
Learned   Task  Farce   req.ulra<nffnts.  Ui  11    submit   compliance   for 
containment   pressure   indication-!    b  RCS  venting   t<j    B10101, 
COUNSIUM.C.      Mortheas-t  Utilities.       79/12/1Q,      2pp. 

79  IS  170294  Formally   documents   791211   verbal    c  annulments   to   develop 
procedures    for    Item  a.  1.0.  b    re   increased   range   of   radiation 
monitors    in   accordance  uj/  criteria   dal  Ineated    in  NflC  79103O 
Itr   to   all   operating   nuclear   pouer   plants. 

COUNSIUjW.  O.  .    FEE.  W,  F,       Cnnnectl-cut   Yankee  Atomic   Power   CD. 
79/12/12.       2pp. 

79122t01B7  Notifies   af  util   cnmmitment   to   fully   Implement   all   Category 
A   short-tern  Lessons  Learned   Task   Force   requirements   by 
BOO  1  01   u/excaptian   of   Itimi   2.  1.7.  a   fc  2.1.9. 

COUN3IL4H,  O.      Northiaat   Utilities.       79/13/17.      3pp. 

79122102B2  Faruards   design  draulng-s   re   automatic   initiation   of 
auii.lla.ry    feeduateriln  rtsponin   to   NRC   mqusit.H/o   ancl. 
Lilt   of   drawings    end. 
CDUNSIL.U.  0.      Nartheait   UtilltlBi.      79/12/17.      Sff. 

79123SOOD4   Forwards   drawings   re  automatic    Initiation   of   auiiliary 
fveduater    SK».  Draulngs   available    in   Central   File*    <mlg. 
CDUNS1L.  W.  O.      Northeast   Utilities,       79/18/17.      3pp. 

791227031B  Providei   info   on  compliance   ui/THl   L»*«ons   Le»rnBif   Task   Force 
short-term   item   re   auxiliary    feedwaber   nj»   flow   Indication) 
In   reiponie   to  NRC  791211   request.  Util    in>t«Iling    ilngla 
control   gradi    flow   indication  channel    per   faedline. 
CWNS1L.W.  8.      Northeast   Utilities.      79/13/16,      3pp. 

791E31Q543  [>isEiisiei   nvl  eu  of    fuel   cladding   *train  l>  aiianblv   flou 
blockage  nodels    in  ECC3   calculatlona   to    confirm 
contarvatlim.Kodeis   in   analysis   are   le»«    coniervatlve   than 
nav  NRC  modeli.Addl   calculations    to   be   coeiplvted   bg   BO4S12. 
COUNSH-.W.  O.  ,    SMITZER.B.C.      Morthsast  Utillti**.       79/1H/H7.      Bpp. 

0.    Iniipaction  reports,    IE  Bulletin*  h  correspDndenca 


791203003^  Foruardi   IE  InBp  Rept   30-336/79-21   or   790B14-17  &   0910-12. 
No   no  tie  cap  1  iance   noted, 

CAflLaON,  R.T.  Raglan    li    Philadelphia,    niactor  Construction  k 

Engineering    Bupporfe  Branch.      79/O9/2&.       Zpf. 


— 7912030OS6    IE    Tnsp    Rept    50-33i/79-2I    on    790S14-17    t    0910-1B.  No 
noncompHflnca   noted.  Major    araao    inspected:  QC   activities 
re   repair   of   steam   line   to   auxiliary    feeduiater   pumps   & 
nondestructive   eliminations   of   feeduiater   nonles. 
6ANDEHE.  W.  F.  Region    1.     Philadelphia.     Office    of    the    Director. 

TRIPP.L.E,  Region   1,    Ph  1 1  ada  Iph  iai    Reactor   Construction   6 

Engineering   Support   Branch.       79/O9/24.       7pp. 

7712140287  Responds    to   IE  Bulletin   79-34,     "Frozen   Linaa.  "   Dec    1975 
review   of  all   freeze   protection    for   saf oty-rslatett   pipinp,   i 
instrumentation   led   tn   freeze   protection    Improvamenti. 
CDUNSIU>U.S.      Mortheast  Nuclear   Energy    Co.     (subs,     of   Northeast 
Utilities).        79/10/31.        2pp. 

7912130113  Forwards   results   gf    insp   &  analgsis   performed    in   response   to 
IE  Bulletin   79-14,     "Seismic   Analysis   for  Aa-Dullt   Safetij- 
Related   Piping   Bgs    " 
CQUNSIU.H.  0.      Nnrthoagt  Utllitiei.       79/11/O7.       13pp. 

79121B04B7  Advises   that    info   in   C-E  Rept   CEN-117   Is   applicable   to 
facility. thereby   fulfilling    requirements   contained    in 
Bulletin   79-OiC   which   requested    Info   re    Inadequate   core 
coo  ling. 
COUNSIUU,  G,      Worth  east   Utilities.       79/11/09.       Ip. 

7912030039  Forwards    IE  Circular   79-22,     "Stroke   Times   for   Power  Op era ltd 
Relief   Valves."   No   response   required. 

GRIEFl.B.H.  Region   1,    Philadelphia-    Office   of   the   Director. 

79/11/16.      Ip. 

79120SD2&&   Forwards    IE   Infu  Notice   79-27,     "Steam  Generator  Tube 
Ruptures   at   Tula   PWR  Plants.  "   No    re«ponae   required. 
BRIER,  Q.  H.  Region   1,    Philadelphia,    Office   of   the   Director. 

79/11/16.       Ip. 

7912100131   Forwards   IE   Info   Notice   79-28,     "Overloading   of  Structural 
Elements   DUB   to   Pipe  Support   Lo-adi.  "   No   response   requirid. 
CRIER.B.H.  Region   1,    Philadelphia,    Office   of   the   Director. 

79/11/16.       Ip. 

7912110422  Forwards    IE   Info   Notice   79-29,     "Lo*»   of   Nonsafety-flelated 
Reactor   Coolant   Sijn    Instrumentation  During   Operation,"   No    . 
specific   action    or   response   required. 

GRIER,B.H,  Region   1,    Philadelphia,    Office   of   the   Director. 

79/11/19.       Ip. 

7913030233  Forwards   3E  Bulletin  79-26,     "Boron  LDSB   From  HWfi   Control 
Blades,  "   No   response   required. 

CRIER,  B.H.  Region   1,    Ph  11  ade.  IpMa,    Office   of   the   Director. 

79/11/aO.       Ip. 

7913040979  Forward*   IE  Circular   79-24,    "Proper   Installation   t.  Calibr   of 
Cora  Bpray  Pipe   Break   Detection   Equipment   on  BWRH. "   No 
response   required. 

CRIER,  B.H.  Region   1,    Philadelphia,    Office   of   the   Director. 

79/11/ai.        Ip. 

7912110060  Forwards    IE  Circular  79-23,    "Motor   Starters   &  Contactors 
Failed   to  Operate.  "  No  response   required. 

ORIER.B.H.  Region   1,    Philadelphia,    Office   of   the   Director. 

79/11/26.       Ip. 

7912190039  Forwards  IE  Bulletin  79-27,  "Lass  of  Non-CUl«  IE 
Instrumental  ion  &  Control  Power  Sy«  Dun  During  Operation." 
Written  response  required. 

CRIER, B.H.  Region   1,    Philadelphia.    Office   of   the   Director. 

79/11/30.       Ip. 

7912310226  Forwards   IE   Info   Mo  tic*   79-30,     "Reporting   of   Defects   t. 
Noneampl  tanc«<,  10CFR31.  "   No   action   required. 

DRIER, B.H.  Region   1,    Philadelphia,    Office   of   the   Director. 

79/13/06.      4pp. 

7913190754   Forwards    IE  Bulletin  79-29,    "PonibU  Malfunction   of   Manco 
Kadel   EA1QO  Limit  Switches  at  Elevated    Temps."   Written 
response    required. 

ORIER.B.H.  Region   1,    Philadelphia,    Office   of   the   Director. 

79/12/07.        Ip. 

R.    Periodic   operating   reports   •&  related   correspondence 

7912180392  Forwards  monthly   operating  rept  for  Nov  1979. 
DPEKA,  J,  F.       Northeast  Utilities.      79/12/12.       Ip. 

— 7912160403  Monthly   operating   rept  for  Nov  1979. 

HOHLErr.O.H.      Northeast   Utilities.       79/12/05.       Spp. 
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8.     Reportable    occurrence* i    LEfls   &   rotated    correspondence 

7912030104  PNS-I-79-007:  on   79) tOBi  farmer    contractor    employe*   uai 
arrested,  if ter  making    threats   against    former    supervisors    in 
facility    parking    lot.  Shotgun    found    in   car   of    employe*. 
BHODLOSKY-T.       Office   of    Inspection   &   Enforcement,    Office    of    tha 
Director.      KEIMIQ.R..    BRUNNER.E.  J.  flunlon    1.    Ph  1  ladalph  ia,    Office 

of    the   Director,       79/11/OB.       Ip. 

7"?lH04039i  Forward*   updated   LER   79-016/03X-1. 

DPEKA,  J.  F.      Northeast   Utilities.       77/11/37.       3pp. 

— 7913040401   Updated   LER   79-016/03X-1:  on   79061 1,  during   plant    coolduwn. 
nressur  tier    preiiura    channel    read    lower-    than    actual 
pressure,  Ceutnd    by    shift   of    lero    point   on    transmitter. 
Bp-urion    tube   replaced   tt    transmitter    restored    to    svc. 
DATESrH.H.       Northeast   Utilities.       79/11/27.       Ip. 


DOCKET    5O-338    NORTH    ANNA   POWER    STATION,     UMIT    1 

F.    Security    medical,     emergency    b    fire    protection  plans 

7913200028    Discusses    NRC    791LQ9    mooting    re     emergency    preparedness    team 
review   ob  JBC  tlve  s.  Provides    guidance    for    improving    licensee 
amargency    preparedness  !<   assuring    capability    of   offsite 
agencie*    to    take    appropriate    emergency    actions. 
GRIMES, B.R.       Emergency   Preparedness    Tail    FQFCB.       79/11/23.       30pp. 

7912040376   Respond*    to   NRC   791O1O    Itr    requesting    info  re  upgrading    of 
emergency    planning.  Responses    uii  1 1    be-    submitted    by   791207. 
8TALL1N08,  C.  M.       Virginia   Electric  &    Power   Co.       77/11/29.       Ip. 

7712050570   Forwards    license    fee    for   review    of    security   personnel 
training    t   eiuail  f  icatlon    program,  submitted    in   790B17   1  tr. 
STftLLINGB,  C.  M.      Virginia    Electric   &   Pouur   Co.      77/11/29.       2pp. 


7913040481   Forward.  LER   79-Q3S/03L-O. 

OPEKArJ.F.      Northeast  Nuclear   Energy    Co.     (subs,     of   Northeast 
Utilities).      79/11/28.       Ip. 


7712070131    Forwards    amended    pages    to    approval)   security   plan. Changes 
withhold    <ref    10CFH2.  790). 
BTALL1NOS,  C.  M.      Virginia    Eloctrlc   fc   Pntuer   Co.      79/13/03.       Ip. 


—  791204042A  LER  79-039/03L-0:  on  791  102,  reactor    protection   sy«,  channel   A 
high   power    level    mln    trip    sotpoint    axes.  dud    Tech    8p«c    limit. 
Cliff  ed   by    instrument    drift.  Setpoint    potentiometer   urns 
readjusted   ti  min   high    potuer    trip    setpaint   restored    to    tpec. 
BATE9iR.H.       Northeast   Nuclear   Energu   Co.     (subs,     of  Narthaa«t 
Utilities).       79/11/23.       Ip. 

7912130439  Foruards   LER   79-035/03L-0. 

DPEKA.J.F.      Northtast  Utilities.       79/I1/2B.       Ip. 


LER  79-03S/03L-0:  on  791  102,  during    lorveillance    teitinfl    In 
cold    »hutdouini  reactor    protactton    »y*   Channel    A  high    power 
level   mln  trip   satpolnt   aicaeded   Tech  Spec   limit.  Cau*«d   ty 
Instrument   drift.  Betpolnt   readjusted. 
BATES,  R.  U.       Northeast  Utilities.       77/11/28.       Ip. 

7912040407  Forwards    updated   LER  77-013/03X-1. 

OPEKA.  J.  F.       Northeast  Utilities,       79/11/39.       Ip. 

—  7713040413  Updated   LER   79-013/03X-1:  on   770929,  periodic    chick    of    control 
room   chlorine    detection    sgs   revealed    inop*rabl*   detectors. 
C«ut»d    b||    low   drip    rats*    of   detector    volution   onto   sensor 
aa  stably,  Clogged    dtlpenen    cleaned. 
BATES,  R.H.       Northeait  UtilUles.       79/11/27.       2pp. 

79121S030?  PNO-1-77-022;  on  79112B,  const   worker    injured    in   fall    from 
ecaiffold   at   plant    site.  Extant   of    injuries,    unknown,  No 
radioactive  matl    involved. 

ZIMMEflMAN,  R.  P.  .    KE1HIO,R.R.,    B  RUNNER,  E.  J.  Rug  Ion    1,    Philadelphia, 

of   the  Director.      79/11/29.       Ip. 


7912070381    Forward*  LER   79-034/03L-O. 

OPEKA,  J.F.      Northeast   Utilities.       79/11/30.       Ip. 

—  7913070309  LER  79-034/03L-0:  on   771101,  durltio    cold    shutdown,  containment 

p*r*annel   air    lack    Innar   t  outer    doors    opened    at    same    tine 
far  30-s.Oauted    by    bent    operating    shaft.  Shaft    «tralgtened 
ti    lock    operable. 
CLEMENT.C.H.       Northeast   UtllitiBt.       79/11/30.       Ip. 

79iaiBOBB9  Foruarde  LER   79-037/03L-0. 

CPEM.J.  F.      Northeast   Utilities.       79/12/10.       Ip. 

—  791H1BOAOI  LER  77-037/03L-0:  on  791114   during    routine  maint,  leakage 

Jiicover-ed  on  boric  acid   evaporator  8  concentrates  pump 
Jticharae   line,  due   to   hairline    crack    In  Type   304   stainless 
steal  pipe.  Caused   bij   chloride   stress  corrosion   cracking. 
HARRIS,  J.B.      Northeast  Utilities.      79/12/07.       Ip.     , 

7912180373  Forward*   LER  79-03B/03L-0. 

OP£M,J.F.      Northeast  Utilities.       79/12/13.       Ip. 

—  77121Q08B1  LER   79-03B/03L-0:  on   791113,  leakage   dlicovered    on   aerated 

radwamta   drain    line.  Caused    by   wall    pitting    or   cracking, 
Falltd   pipe   lection  will   be  replaced   when  natl   is   available 
V.   Further   investigation  ulll   be   conducted. 
HAHRIS.J.B,      Northeast  Utilities.      79/12/13,       Ip. 


7913130329   Forward*    proposed    revision    to    emergency    plan, In  response    to 
NRC  791010  Itr.PUn   designed   for  compatibility  ui/NRC 
concurred    st-ate  tt   county    radiological   r>»pansi    plans,  to 
provldi    for    overall    response    effort. 
STALLINOS.C.rl,      Virginia   Electric   t,   Pomer  Co.       79/12/10.       Ip. 

— 791B13O341   Propoteil    revision    to    amerjentvi    plan. 

11      Yirjinla  Electric   t.  Pouiar    Co.       79/1B/10.       300pp. 


0.     Ad jud lutory    carrvipondencB 


791E110043  Forward*    comments    on  NUHEO-OB1  1.  Draft  OEIB  reflects 
coniciou*  b    deliberate  NRC    policy    to    jeopardii*   public 
health    &    safutg   &    thuiart    objectives    of   NCR  A. 

KEPFDRDi  C.       Environmental   Coalition    on   Nuclear  Power.      79/10/24. 
33pp. 

79120904B1    flcli    receipt    of  791106    1  tr    re   error*    In  certain  pipe    >tret» 
analyses.  Request*    full   rapt    on    nature  &    scope   of   errors, 
focusing    on    relation    between    errors    b  settlement    Isiu*. 
BISHOP,  C.J.       Atomic    Safety    and    Licensing    Appeal   Panel.      79/11  /OB. 


7?  121401  48   Con-firms    771108    1  tr   re    vEPCd  rapt    on  analytical   errors    In 
pipe    itrmi    analysve.  Ript  ulll    bn   submitted    bv   791210. 
CHHI3THAN,  J.  N.       Huntdn  (.  Milllanc,       79/11/19,       Ip. 

7912060239   Ac  h    receipt    of  791119    1  tr   r>    pump  house   settlamtnt   Issue. 
Rsqustted    rapt    should    be    filed    no    later    than  791210  in   order 
to    expedite    ABLB    decision.  Awjiltt    NRC    tc   parties   camrnvnti. 
BISHOP,  C.J.       Atomic    Safety    and    Licensing    Appeal   Panel.      79/11/16. 


7912110038  Confirms   receipt   of    «ncl    790329    petition   to   suspend   DLs   for 
all   PUR*.  Forwards   PR    notice    indicating    t^iat   petition  ulll    be 
treated    in  accordance  u/tOCFR2.  206. 
DENTDN,  H.  R.       Office    of  Nuclear    Reactor   Regulation.       77/11/83.       Ip. 

—  791211O12&  Notice   of   request    for   action  pursuant   to  10CFRH.2O6  re 

Environ  Coalition    on  Nuclear   Pouer    790329  petition 

requesting    suspension   of    all    0L«    for   PWRn, 

MULLERiD.R.      Office   of   Nuclear    Roactor    Rnjulation.      79/11/23. 

3Bpp. 

7912120169  Brief    in    opposition    to    intervenors  77102&   eiceptlonc  on  ABLD 
790824   order    granting   VEPCD   motion    for    summary    dinpoiitlon. 
If  not    affirmed)  urges   AS  LAB    permit    use    of    high    density   reek* 
pending    conclusion    of   proceeding.  Certificate   of  Bvc   end. 
CUR  1ST  HAN,  J.  N.  ,    MAUPIN.M.W.       Virginia   Electric   Ic  Power  Co.       77/11/30. 
96pp. 

—  7912120174  Answer   In   opposition   to   V£PCO  790903  notion  for  iiimmary 

d  Iiposltipn.  Full    exploration    of    issues    needed    for 

appropriate  relief. 

DOUflHERTY,  J.  B.      Potomac  AHianc.,       79  /O  6/03,      Bpp. 

—  791212017B  Statiment   of  matl    facts   «s   to   which   there   is  no  genuine 

Issue    to   be   heard    re  VEPCO  motion    for    summary   diipositior. 

Affidavit    b  Certificate   of    Bvc    encl. 

DOUOHERTVi  J.  B.       fotomac  AlLivnce.        79/0&/09.       4pp. 


-79iai201B4  Bupplsment*!    answer    in   opposition   to  VEPCD  790303   motion   for 
summary    disposition, Urge*    ABLE    to    apply    stds   encouraging 
courts    to    be    liberal   re   opportunity    for    full    development   of 
factual    base*   b  -arguments.  Cert  1  f  tcate    of   Bvc    encl. 
DOUOHERTY,  J,  B.       Potomac   Alliance.        79/04/29.       9pp. 
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7912130169   Second     supplemental    anEujnr     In    opposition    to    VEPCO   7905O9 
motion    for    iummarg    disj!  osi  tion.  Rad  laact  I  ve    emi  salon*  missl  IB 
aceid»nts   t  other    issues   are    aubj    to  major    factual    gaps. 
H/pleading    pagen    on  matl    integrity    ti  other   related   matters. 
DDUOKERTV.  J.  B,        Potomac    Alliance.        77/07/33.        45pp. 


791210&411    Discusses   NRC    concern    re    containment    pursing   tt  venting 
during   normal    operation.  Includes    licensee    override   of 
safety   actuation    isolation    signals    to   containment    Isolation 
valve i   Si  valve   ability    to    shut    u/o    degrading    contiinmant. 
SCHWENCEFI.  A.  Operating   Reactors   Branch    1.       79/10/30.       8pp. 


—  7912120193  Affidavit    attetting    that   no    credible  -analysis   of  Potomac 

Alliance   alternatives   mag    be    undertaken   IB/  a    examination   of 
greater    body    at    facts.  Prof    qualifications    end. 
WEITZMAM.  P,  hi.       Affiliation   Unknoun.       79/O7/33.       9(ip. 

—  79121E0197  Motion    to    amend    petition    to    intervene.  Faclli  tu   we    uator 

cooling    sys    mill    not    support    spent    fuel    pool    component 
cooling    sys    if   mod    permi  tted.  Furmal    discovery  pages   & 
Informal    discovery    ItrH    end. 
DOUGHERTYS,  B.       Potomac   Alliance.       79/05/09.       14pji. 

79iai4OQ03  Order    scheduling    600103    oral    argument    for    intervenors  ' 
appeal    re    storage.    pool    mod.  Parties   must    inform  ASLH    by 
791231    of    names    of   counsel. 
BISHOP.  C.J,       Atomic   Safety    and  Licensing    Appeal  Panel.       79/12/O5, 


7912140172   Responds    to  ASLAP   791108   request.  Forwards    "Rept  on   Effect   of 
Outdated    Amplified   Response    Spectrum  Curves  on    Eve   Hater 
Pumphouse    3ettl.ement,"   uhlcli    details    errors    in    stress 
anal  u.*im. 
CHRISTMAN,  J.  N.        Hunton    &   Williams.        79/13/03.        4pp. 

79121BD1&B  Opposition   to    intervenors   Potoriiac   Alliance   ti  Citiiens    Energy 
Forum  791O£&  amended    statement    of    eccoptioni.  Intorvenors 
iiiera    given    ample    opportunity    to   respond    to  NRC    77Q&S5 
request   for    luminary    judgment.  Certificate    of  Svc    and. 
GQLDBEHO,8.  C.       Hearing    Branch    2.       79/12/10.       2£pp. 

7912310366  Recommend*    Forwarding    end    addl    info   re   HoBtinghouse    turbine 
disk    matl    ta   ASLAB. 
PAWUrCKI.B.S,  Materials   Engineering   Branch.       79/13/13.       Ip. 

—  7912310377  Recommends   notifying   ABLAB    of   Wantinjhouse    turliine    disk 

cracking,  bated    on    info    in    7911O5  anonymou*    Itn  791120   telcon 
u/lrlesUnghouae   &   FND-I  11-79-43  re    low  pressure   disk    cracks 
at    lion   Unit    1. 
BQYLEiM.L.  Materials    Enn  InesrlTH    Branch.       79/12/1B.      3pp, 

—  7912310396  Notifies    that   Uestinghoui  n    briefed    utils   re    problem!   iu/ 

ttren    corrosion    cracking    in   LJpatinghause    low   pressure 
rotors    b  problem*    u/l.HOO  rpm   1  oui  pressure    turblnalj 
reportable   per    IOCFR50.  351  el    or    10CFR21.  U/llits    of  plant*. 
»     Heitlnghoune  Electric    Corp.       79/11/03.       1pp. 

791ffao063A   Notifies   that   SC   Ooldberg   will    present   oral   argunent   on 
behalf    of    WRC    ptr  ABLAB  791305   order. 
SOLDBERO.S.  C.       Hearing    Branch   S.       79/13/17.       Ip. 

H.     General    correspondence 

7912100419  Summariies    procedures    used    in    approvinfl   •mergentu  r8«ponse 
plan.  in  response    to   790927    Itr    rs    790925   evont. 
DENTOH,H.R.       Dffico    of  HuclBOr   Reactor  ficgulation.       79/11/21.       3pp. 

79121S0332  ftequasts    that   all    facilitg    correspond  s-nee    be    forwarded    to 
neui   address    In   Boulder,  CD. 
FOSTER,  R.M.       Mus  i  c  k.  Hi  1  lamson.  Bchwart*.  Ltavenuorth   *  CppBi    P.  C. 

P.     Op»ratinD    license    stage    documents    k   correspnndoncB 


79121001B9  DiscussB*   NRC   79HO1    meeting    lit/representatives    of   NBB3 
vendors  &   fuel    suppliers    re    dlBCussion   of   respective 
portions    of   ECC3  evaluation   models    dealing    y/fuel    cladding 
SUB!  1  Ing    EC   incidence    of  rupture.  Vendor   responses    encl. 
EISENHU1VD.O.         Division    of    Operating   Reactors,       79/11/09.       ASpn. 

—  7912100353  Responds    to   NRC   791101    request   r«    noncompliance    of 

Uestinghau*e  ECC9   evaluation  model    under   requirament* 
of    10CFR9O  App   K.  Evaluation   of    three   fuel    rod    models 
indicates    no    safety    problems    for   Meetinghouse   plants. 
ANBER80N,  T.  M.       Mestlnghouse   Electric    Corp.       79/11/02.       4pp. 

—7912100330  Respond!    to   NRC   79I1O1    request   r»  QHNL   cladding    >UBlling  (. 
ruptura   data.  Roviaui   of    analytical   mad>U   d    tnsts    indicates 
compliance   u/lOCFRSQ  App   X.  Al  1    OE   specs    for   calculated   paai 
cladding    temp    remain    unchanged. 
BUCHHOLI.R.H.       Central    Electric    Co.       79/12/07.       2pp. 

—  79iaiOQ«J7  Forwards   response    to    NRC   791101    request   re  rod    burst    till; 

data.  Concludes  that  data  properly  represented  by  fuel  modals 
used  in  vendor  evaluation  Models  tt  that  anolyva*  demonstrate 
all  criteria  of  10CFRSO-.  16  satisfied. 

OWSLEYrO.F.  Elian  Nuclear  Co.,  Inc.  (tubi.  of  E«on  Corp.), 
79/11/03.  5pp. 

—  7912100436  Forwards   addl    info   rn.    evaluation   of    impact   of  NRC   profioitf 

rupture/blockage  model    used    in   vendor    evaluation   model. 
Ho   adva-rie    Impact    from   neu   rupture   burst   data   or    use   of  NRC 
rupture/blockage  model    on    licensing    calculation   results. 
OUSLEV,  0.  F-      Exxon  Nuclear    Co..     Inc.     (suits,     of   E«ion  Corp.). 
79/11/04.       22pp. 

7912100022   Discusses    issuancn    nf   Amend    17   to   Lietnao   DPR-o'i  which 
authoriied   operation   at    100X    pauier.  Hal   allowable    fee   already 
paid    by   util.No    addl    fee   requirad. 
MILLER,  H.  0.  License   Foe   Management  Branch.       79/11/13.       Ip. 

—  791B100066  Provides   ACRS  prof   manpower    enpanditure    estimate!    Por  CP  tt 

OL  reviews. 

FfiALEViR.F.      ACRS  -   Advisory    Committee   an  Reactor   Safeguards. 

78/11/01.       Ip. 

—79121Q0079  Requests    info   re  ACRB   prof  man-hrs    e<pended    on  reviiu  of 
each   reactor.  Data    for    safety  environ  d  antitrust    hearing 
concerns    should    bi    included.  Associated    travel    should   nob    be- 
shDhin. 

.  0.  License    Fed   Managimont   Branch.       70/10/02,        Ip. 


791E04O496  Submits   Final    Ouneral   Design   Critaria-17   compliance    review 
results,  Minor  mods    to    switchyard    to  meet    intent    of  NRC 
79080B  requirements.  Operator   procedure*  revised   to  eliminate. 
loss    of   both    offsito    (euros    due    to    til    breaker    failure, 

M,       Virginia   Electric   &  Pouier   Co.       79/11/2H.       Qpp. 


7<?)  3030201   Requests   detailed    syllabus    for   Oak   Ridgo   Asioclated    Unlv 
radiation   safety   *eminar.  Lists  addl   info  required   prior  to 
reaching    final    determination    of    acceptance. 
BTALL1NQ9,C.  M,       Virginia  Electric    b  Power   Co.       79/11/29.       Ip. 

7912030209  Requests   amend    to  License  NPF-4.  Forward*   Proposed   Ttch   Spec 
Chans  a   27  ra   pomer  distribution    limits,  Safety   analusls  fc 
CUta    111    feo    ancl. 
&TALL1NOB.  C.  M.       Virginia   Electric   b  Pouier   Co.       79/11/39.       39pp. 


7911090243    "fliffflmary    of  Operating    E*p«riuni:e    H/Rei  irculating  Steam 
BBnerators.  " 

EIBENHUT,D.  0.         Division    of   Operating   Reactors.       NLJREO-OSaa. 
79/01/31.       99pp, 

790B010339  Notif-ios    op    *t«tus    of    ropt   on   re.ctor   cavltu    .nnului   soal 
Most  PHR   users   renova    ring    durlno   normal    operntion.  Dther-e 
store    teal   ring    in   raised    position    during    normal    operation. 
LA1NAS,  0,  Plant   Systems   Branch    (Fr*   791030).       79/O7/09.      7pp. 

7912120449  Forwards  modified    T«ch    Bpet   Chanae    23,changlnfi    Taile   3,  A-l 
list  of  automntlc    isolation   valves    inside   !<   out«lde*   of 
containment. 
STALL1NOS.  C.  M.       Virginia   eioctric    b  Pouiir   Co,       79/10/10.       3pp. 

--7913180432  Modified    T«eh    Bpacs   Change    »3.changinfl  Table  3. 6-1    to   add 
autoMfttic.   valv.s    1-iA-BS   t,  TV-1A-102D    b   deleting    valve 

«     Virginia    Electric.   I>  Power   Co.       79/10/10,       app, 


—7913030210  Proposed   Tach   Specs   3/4,  K  ro    power   distribution    limits. 
*     Virginia  Electric   i  Pow»r  Cn.      79/11/29.      Spp. 

7912110134  Notification  of  79UB?  meeting  u/util   b  Westinghouse   re' 
imervlce    of    steam   generator    at    facilitg. 
EMOLE.L.  aporatino   Reactor*   Branch    1.       79/11/29.       3pp. 

791S200047  Buomariies   79IU6   tolcon   ui/util    rt    implementation   «ch«<lulB 
of  Lessons  Loomed  Task  Force  recommendations.  Forward*   list 
of   items    Par   which    proposed    schedule    Is    unaceptable   b    list 
of   items    for   which    proposed   action    dn*t)   not   comply    u/stds, 
.          Operating   Reactors  Branch   1.      79/11/29.      7pp. 


791S0703H5  Recast*   anand    to   License  HPF-4   b  forwards  Tech   Spat    Changt 
23.  adding    b  deleting    safaty-reltts-d    hydraulic    tnubberi 
listed    in   Table    3.7-4. 
BTALLINOBi  C.  M,      Virginia  Electric  b  Power  Co.      79/12/06.      3pp. 
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— 7913070326  Tech   Spec    Change   S3, adding    S,   deleting    safety-ro latod 
hydriulic    snubbers    listed    in   Table    3.7-4. 
«      Virginia   Electric    &   Power  CD.       79/13/04.       2pp. 

7912100364  Request*    change    to   Tech    Specs. substituting    nongapped 
restraint   far    Hitting    gapped   restraint/stop    for   main    steam 
lin«    support.  Mod    uill    redistribute    piping    sys    loads,  ensuring 
Iflvelt   are  within   original    allowances.  Clai*    II    fee   end, 
BTALLINOS,  C.  M.       Viroinia   Eluctric    h  Power   CD.       79/1Z/06.       3pp. 

— 79k21OO377  Toeh    Spic    3/4   7-33a. Table   Q.  7-4    for    tat etg-r elated    hydraulic 
•nutters. 
»      Virginia   Electric   &  Pouier  Co.       79/12/06.       2pp. 

7913270089'  RB*ponds    to   791107    Itr    re    delays    in   facility    licanalng. 
Policy    itatinint   rt   adaptation    of    licensing    procedures    to 
include   ricommendfltion*    of   THI    talk    fore**   mill    ba    issued 
•iliortly. 
HEMDRIE,  J.  H.       Commission.       79/12/07.        Ip. 


Q,     Inspection   reports,     IE  Bulletins    i    corrospnndimce 

79120MHQO   Forwards     IE    Insp    Repts    50-33B/79-3G   t,   90-339/79-41    on 
79Q9Q4-14   &   20-25,  No  tioncnmp  1  ianee   noted. 

1-EUla.  R.C.  Renion   a.     Atlanta,     Reactor    Operations   Nuclear  Support 

Branch.        79/10/30.        2pp. 

— 79i2Oi0114    IE    Inap    Repts    50-33(3/79-38   t.   50-339/79-44    on    790904-14   fc 
20-2S.  No    noncomp  1  lant e    noted, Major   areas    impacted  :  LER. 
plant    tours. ncu    fuel    storage    t,    Licensee    insp    of    certain 
induction    disc    relays. 

KELLOOO,  P.  J,  Region   S.    Atlanta,    Reactor  Operations   Nuclear 

Support    Branch.        K1DD.M.  S.  Rogion  3.     Atlanta,    Offico    of    the 

Diroetor.        79/1O/35.        7pp. 

7912130BA4   Forwards     IE    Insp    Repta    50-335/79-37   (,   50-339X79-51    ot) 
790934-27.  No   noncompl lance    noted, 

LEH1S.R.C.  Region   S,     Atlanta,     Reactor    Operations   Nuclear   Support 

Drnnch.       79/11/01.       3pp. 


7?  IS  27  0092  Responds    to   791108    Itr    expressing    concern    re    dilays    in 
licensing    of    facilities.  Policy    statement    re   adaptation   of 
1  learning    procedures    to    Include   recommendations    of   ThI    task 
*orcai   uill   be    issued    shortly. 
HENDfllEi-J.  H.       Commission.       79/18/07.        Ip. 

7912313199  Forwards   request    for   addl    info    re    facility    Cycle   2  reload 
aeiind    to   compute    review  of   791102   submittal. 
SCHWENCERiA.  Operation   flaactors   Branch    1.       79/12/O7.       Spp. 

7912310139  Forwards   request    for    info   needed    fop   review    of    util    7B1102 
response    to  auxiliary    feedwoter    ays    requiroments.  Ansiuer 
ihould   be   eubmittid    by    791217. 
BCHWEHCEfljA.  Operating    Roactops   Branch    t.       79/12/14.       5pp. 

7913500918  Commits    to   full    imp  lamentation   of   all    Category    A 
riquirenents    from  TMI-2  Lessons   Learned    Task    Force    bu 
BOO  131. 
PROFF1TT.H.  L.       Virginia   Eloetric    t,  Power   Co.       79/12/17.       Ip. 

7913200&4tB  Foruards   procedural    changes   required    to   address   control   rod 
drop    analysis   concerns    &   withdraws   79070&   proposed    Tech    Spec 
Change   31   re   control    rod    insertion    limits. 
9TALLKWS,  C.  M.       Virginia   Electric  *  Powar   Co.       79/12/17.       2pp. 

7912S701B7  Forwards    proprietary   response    to   NRC   791207    request   for    info 
r»  Cv<l»   2  reload,  as    suppl    to    utll    791102    Itr.  Affidavit 
for  uithholding    proprietary    info    sent    to   PDR.  Rospons* 
uith(i«ld    (ref    10CFR2.  790), 
BTAULINOB,  C.  M.       Viroinia   Eluctric    t.  Potter   Co.       77/1B/17.       Spp. 

79I22i0209  Submits   addl    info    for    proposed    Tach    Spec    Amsnd    27   re  tOCA- 
ECCS   talcjlation    for    mall    break    using    nanheatup    rate 
dvpenriint   burst   curve. 
BTAUL1NQ3,  C.  N.       Virginia   Electric    &   Power   Co.       79/12/19.       2pp. 

791S:2ftOan    Notifies    of    util    intent    to    plug   more   steam   generator    tubes 
In  Unit   1.  Program  uill   not   impact   OP   invalidate  non-LOCA 
fljifetv  .analysis   in  FSAR. 
STALLINOBiC,  M.       Virginia    Electric    &  Power   Co.       7V/12/19.       Ip. 

791SZA0214  Forwards   rept,     "Rosemount   Model    11S2  -  Severs   Environ    Teot,  " 
In   raiponse   to   NRC   791120  request    for   addl    info. 
DROWNrS.C.      Vipoini*   Elnetplc    fc  Pouap   Co.       79/12/19.       Ip. 

—  791S26021B  "fiosemount   Model    1132  -  Savers    Environ  Tasl.  " 
-»      Virginia   Electric    S.  Power   Co,       79/12/19.       31pp. 


Advises    that   operation   undoi-  Tocli   Specs    3.  A.  1.  1    tt  3,4,.  1. 
canForni  u/NRC   Interim  position  r«  qualification  of 
co-nfealnnent  purging   &  venting    valves. 
BTALLINOB,  C,  M.       Virginia   Electric   b  POUIBP   Co,       7V/ia/«0.       2pp. 


Advlixs    thct    info   re    separation    of   olectrical    equipment   t, 
•  V<    t!*«    IVbmittcil   Jul    197S,  during    electrical    installation. 
Sleiilar   problam*   reported    bu    WPPSS  were    covered    in    IE    Innp 
Rapt*   30-338/79-9,  73-11    Si   73-1A  fc    30-339/75-8,73-10   b   78-11. 
BBOWM,8.C.      Virginia   Elpctrlc   t,  Pouer   Co.       79/12/21,       Hpp. 

7912310371  Forwarils  reviled  Page*  3/4  7-5  B,  7-6  fop  proposed   Chango   36 
to   T*th   Bpici   re   paqulrements    for    auxiliary    f*edui«t«r    sys. 
P«e   encl. 
BTALLIHSSiC.M.       Virginia   Eloetric    t<  POUST  Co.       79/1S/29.       3pp. 

—  7912310374  Rivined   Pages   3/4   7-3   t  7-<b    fop   proposed    Chang*  26   to  Tech 
Bp*e»  ra  auxiliaru   feedwatur   sys  pequlramantt.  Change  will 
a»iur»  flow  path   verification    during    startup. 
»     Virginia  Elactric    b   Power   Co,       7V/12/SB.       2pp. 


—7912120275    IE    Insp    Rapts    50-339/79-37  6  50-339/79-91    on  790924-27.  No 
nonenmpl  lance    noted. Major    areai    inspected:  significant   event 
f  ol  lotuup,  LEfis    E<   fire   protection    program. 

HEBHTER,  E.  H.  Region   3.     Atlanta,    Office   of    the   Director. 

KELLOQO.P.  J.  Region    S,    Atlanta.    Roatlor   Operations  Nuclear 

Support   Branch.       79/il/Ol.       6pp. 


7912030070  Fopuapds    IE   Insp    Ropt    50-338/79-44   on  791023-Si.  No 
noncorap  1  ignco   noted, 
HENNA.  H.  D.  RBQion   2,    Atlanta,     Safeguards   Branch.       79/11/13. 


2pp. 


—7912030074     IE    I  nap    Ropt    50-338/79-44    on    791033-26.  No    noncomp  1  iance 
noted. Majop  aroac    Inspected:  revle'w   nf   security    organiiation, 
protected    area, physical    barriers    fc  vital   area   access 
control.  Details   withheld     lr*f    1OCFR2.790). 

HDWELL.J.  C.  ,    T1LLHAN.A,,     ToaiN.M.J.  Region   2,    Atlanta,     Office   of 

the   Director.       79/11/09.        Ip. 

7912100201    Forwards    IE    Info    Notice  79-28,     "Qvarlnad ing    of  Structural 
Elements   Due    to   Pipe   Support   Loads.  "   Nu   response    required. 
O'REILLY,  J.  P.  Region   2,     Atlanta,     Offico   of    the   Director. 

79/11/1*.        Ip. 

791211O5B7  Forwards    IE    Info    Notito  79-29,     "Loss   of    NonsaPety-RBlated 
Reactor   Coolant    Sufi    Instruments tlon    During   Operation.  "    No 
specific   action    or   response    required. 

Q'REILLV,  J.  P.  Region   2,     Atlanta,     Office   of    the   Director. 

79/11/16.        2pp. 

791207OOD7  Forwards    IE  Circular   79-24i     "Proper    Installation  &   Calibr   at 
Core   Spray    Pips    Dreax   Detection    Equipment    on   DWFls.  "   No 
respatioa   reo.ulred. 

D'REILLY,  J.  P.  ftegion   2.     Atlanta,     Office   of   the   Diroctor. 

79/11/2A.       Jip. 

79121101B6  Foruapds    IE  Circular   79-23,     "Motor   Starters   E<   Contactors 
Failed    to  Operate.  "    No   roiponoo    roq-uived. 

O'HEILLV- J.  P.  R»alon    2.     Atlanta,     Offieo    of    the    Director. 

79/11/26.        Ip. 

7912200107  Responds    to    IE  Bulletin    79-17,  Revision    1    re    stagnant    boratott 
uatep    ays, Ultrasonic    examinations    for   pipa  crackn    to   be 
conducted    in   Hay    If BO   fallowing    procndure    approval. 
STALLINBS.C.  M.       Virginia   Electric    &    POUBP   Co.      79/11/29.      2pp. 

7912190492;  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Class.  IE 
Instrumentation  &  Control  Power  Sgn  Bus  During  Operation.  " 
Written  response)  required. 

O'REILLY,  J.  P,  Region   2,    Atlanta-    Office-   of    ths   Director. 

79/11/30.       tp. 

7912310330  Forwards.  IE   Info   Notice    79-30,     "Reporting    of  Defects   It 
Noncomplianceii  IOCFH21,  "    Nn    action   required. 
O'REILLV,  J.  P.  Ragion   2,     Atlanta,     Office   of    the   Director. 

79/12/Ot.       Spp. 

791S200070  Foruarrfs    IE  Bulletin    79-Sfl.     "Possible   Malfunction   of  NBRICO 
Model    fAlBO  Limit   fiuitehes    at   Elavatod    Temps."   Action 
required. 

O'REILLY/d.  P.  Rojlon   2,     Atlanta,     Office    of   thu  Dirsctor. 

79/12/07.       Bpp. 

7912310299  Responds    to    IE   Bulletin   79-O2,  RBvision  S,     "Pipe   Support 
Data   Plata    Designs   Using    Concrete   Expansion  Anchor   Bolts." 
No   pip*    support,    far   Si  limit:    Catigory    1    syi   attached    to 
concrete   block   walls    in/anchor    halts    at    facllitim. 
BROWNiB.  C.       Virginia   Eluctrlt    t   Power   Co,       79/12/07.       3jip. 

791212043B  Forwards    refueling    it  asm   oonorator    insei-viee    insp   ropt. 
BTALLIN«S,C.  M.       Vfi-ginia   Electric    b  POUEP   Co.       79/12/10.       Ip. 
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—  791212O441     Inservice    ins?    rept    describing    Elimination    of    steam 
B«Tiarator    durinij    first    re-Fueling. 
•      Virginia   Electric    d  Pouur   Co.       79/12/10.       4fipp. 


79ia2BQ441   Forwards   IE   InFn  Notice   79-31 
Response  'Spectra.  "   Ha   uirllten   respons 
O'REILLY,  J.  P.  Reginn   2,    Atlanta 

79/12/13.        3pp. 


"Use   of   Incorrect   Aapli  fieri 


Officn    of    the   Director. 


79122Q0378  Forwards   results  of    feeduater   ays   piping    insps,  in   response 
to    IE   Pulletin   79-13.  Revision   3  re   cracking    in  t  aeduater 
p  lp  ing. 
8TM-LINQB,C.  M.       Virginia  Eloctric   tc  Power  Co.      79/12/17.       4pp. 

7913270421   Ack   rscolpt   of   791107  &   13O7   Itrs  re    IE   Imp   Rapt   50-339/79- 
flO   ti   Foruards   revision    to  corrective   actions-  Melds 
satisfactorily    re-examined    on  791Q12.  Contractor   cautioned    pa 
quality   of   liquid   penetrant    tasting. 

,  C.  M.        Virginia    ElBCtric    I>   Pouie-r   Co.       79/12/3O.        3pp. 


7913200141   Forwards    IE  Circular   79-23,     "Shock   Arrester   Strut   Assembly 
Interference.  "   Wo  written  response  required. 
O'REILLY,  J.  P.  Region  3,    Atlanta,    Office  of    the   Director. 

79/12/20.       4pp. 

791231034B  Forwards   response   to   violation   noted    In   IE   Insp   Rapt 
30-33B/79-43   fc    50-339/79-34.  Corrective    acttons:recflrda    of 
training   &  qualification   for   current   enployees  will   OH 
maintains   as    lifetime   records. 
STALLING^,  C.  M.       Viroinia  Electric   b  Powsr   Co.      79/12/27.       3pp. 

R.    Periodic    operating   reports   fc  related   correspondence 

7°1B140377  Forwards   monthly  operating   rept   for   Nov    1979. 

STALL1NGB.  C.  H.       Virginia   Electric   h  Pouer  Co.      79/13/12.       lp. 

— 7912140390  Monthly   operating   rapt   For  Nov   1979. 

MADISON.W.  Ft.       Virginia   EUctric   b  Pounsr  Co.      79/12/Ofi.       4pp. 

B,    Reportable   occifrrencesi    LERs   &  related    correspondence 


791219Q66S  Submits    Part   21    rept   rn    potential    nonconservative    feature 
of  MBstinghnuse    largo  break  L.OCA-ECCS  evaluation   model. 
Defect   could   afreet   peak    Elad   tualp   calculated   for   LOCA 
transient.  Analysis   will   be   completed   by   earlu   Dec    1979. 
STALLINOS.C.H.       Virginia   Electric    &   POWHP   CD.       79/11/HB,       2pp. 


791204O312  For«apiis  LER   79-150/03L-O. 

5TALLINBS,  C.  M.      Virginia  Electric   &  Power  Cn. 


79/11/39.       lp. 


— 7918040316  LED  79-150/03L-OI  on  7911O1, during   refueling   shutdown, 
discovered   failure   to   parfors   required  uoakly   surveillance 
of  dc   distribution   sya. Caused    by    loss   of  administrative 
control. Sys   touted   &  personnel   notified   of   errop. 
CARTWIIGHT.  H.  R-      Virginia  Electpic   &  Power  Co.      79/11/28.      2pp. 

7912070380  Forward*  LERs  79-152/01T-0  fc  79-153/O1T-0. 

STALL  1 N5S,  C.  M.      Virginia   Electric   fc  Power  Co.      79/12/O4.       lp. 

— 791207O3B6  LEH  79-153/01T-0:  on  79111*.,  noncansarvatiBB  found  in   «rror 
anal(t*i«  of  nuclear   instrumentation  reactor  r*to   trip 
circuit, Causad   by   improper   trnatmont   of   factors   affecting 
accuracy  of  reactor   protection  r«te   trip   circuitry. 
CARTHRIOHT. M. B.      Virginia  Electric   fc  Power  Co.      79/11/30.      2pp. 

— 791207038B  LER  79-193/01T-O:  on  79111o>  nnneonservatiiie,  found   In   Method 
uvad   to   genarate   power   distributions  &  rod   worths   for 
dropped  pod   events.  Caused    by   Improper  analysis   of   reactivity 
distributions   &  rod   worths. 
CARTHRIOHT.  M.  R.      Virginia  Electric   !c  Power  Co,      79/11/30.      2pp. 


791B070407  Forward*  L£H  79-14S/03L-0. 

BTALLIMflB,  C.  H.      Virginia   Elactrl*   &  Pouer   Co. 


79/12/04.      lp. 


-791B07O4O9  LER  79-14S/03L-0;  on  7911O6tRHR   sys   removed    fron  »ve 
inlet  valve  MOV-170I   closed.  C*ui»d   by   installation   of   junper 
in  solid   ttatn   protection   sys   to   allou  pepfornanca   of   ti«e 
responae   testing.  Jumper  rencvvd    ieMiediately. 
CARTURI6HT,  U.  F.      Virginia   Electric   &  POWSP  Co.      79/12/04,      2 


791212030*  Forwards  LER  79-141/O1X-1. 

8TALLINOB. C.  H.      Virginia   EUctric   &  Power  Co. 


79/12/10.       IB- 


79J219O7S1   PNO-II-79-OO1C: on   791Q05. conplated    inVBBtigation   Into   cause 
of    overpressuriiation    of   vnl    control    tan*   6   release   of 
Pldloactive   g4«fri    into   bldg.CaiJSBd   by   high    influx    of  water 
frnin   primary   «ys. 

ALDERBON,  C.  ,     KELLQQO^P.J.  Reolnn   2.     Atlanta,     Office    of    the 

Director.      79/lO/tO.        lp. 

7912130039  Submit!   potential    significant   deficiency    rapt  re   partially 
exposed   ulre    In   areas    of   insulation   splice   in   control   cable 
bundle. Faulty   splice   r amoved    &   cable   properly    ternlnated. 

BTftLLINOS,  C.  M.       Virginia  El»ctrie   b  Power   Co.      79/10/2*.       2pp. 

7912070Q4A  PNO-I I-79-H4: on   791105,  error   found    in  analysis   of   piping    syo 
seismic   pasponie.  Error   discovered    during   reanalusls   of 
piping    ays    in   respnnia   to   IE  Bulletin  79-14.  Reanalysis  If 
cDrractlve   action   estimated    to   require   eight   wts. 
UEBSTER.E.  H.  .    K.ELLOOO.  P.  0.  Region  B,    Atlanta.    Office   of   the 

Director.       79/1 1/08.       lp- 

791206044A  PNO-1  l-79-O29i  on  791107.  control   roan  t,   safeguard*   arna 
eihaust  ventilation   danpar    functions   occurrad   u/o   separate 
operator  actign.  Caused   by   design   error.  Generic  vendor 
CDnsid«Tatloni   I.   plant   deilngs   under   review. 

UEBBTEH,E.R<    KELLOGQ,  P.  J.  Rogion   2,    Atlantai    Office   of   the 

Director.      79/1 1/D7.       lp- 

7913O4O377  Notifies   of   delay    in   completion   of   valva   tr  operator  naioht 
verification   program   as    identified    in   IE  Bui  lot in  79-14. 
due   to   deficiency   r*   amplified   responsa   spec t run  curves   in 
pipe   strass   analyses    For   safety-related   ays. 
BRDWN.8.C.       Virgin!*   Electric   &   Power  Co.      79/11/09.       3pp. 

7912130519  Submit*   24-h   repoi-table   event  written  followup   ra 
undetecable   fillur*   of  P-4    contacts   in   engineered   safety 
features   actuation   sys. Caused   by   Hest inghouse   design   error. 
Procedural   for   testing,  P-4   contacts   being   evaluated. 
*     Virginia  Electric    &  Power   Co.      79/11/14.       lp. 

7912170407  PNO-II-79-23A: on  791113, further  revlBU  of  safety  function 
reset   design   errors   revealed   raclrculttlon  spray   puapsi svc 
mater  radialnn  monitor   pimps,  casing   cooling    puejts   b   four 
svc   uater  valve*   affected   by   actuation   signal   res-it. 
UEBSTEfl,E.H.,    KELLOee.P.J,  Hejion  2,    Atlanta,    Office   of   the 

Director.      79/11/15.       lp. 


-7912120311  LER  79-141/01X-1:  on  79HOA, sys   operation  revlaw  ravaalad 
dt)iign   dePiclencles   in   angineered'aafeti)   feature  equlpnent. 
Deflciancies  could  result   In  lass  conservative  operation 
than  aesuand   In  FSAR.  CBUB*   unknown. 
CARTMHIOHTiW.  H.      Virginia   Electric   k  Power  Co.      79/J2/1O.      3pp. 


79121BOS&4  Forwards  LER  79-i4i/Q3L-O. 

8TALLIHOB, C.  M.      Virginia  Electric   *  Power  C.O. 


79/12/12.      2pp. 


— 79121B057D  LEH  79-14o/03L-0:  on  791 116, ki/unit   in  refueling   xhutdowm 
pTBsauriiap   leval   protaction   channel    III   found   to   be  raiding 
erratic   t   inconsistent   w/actval    level.  Caused   by   defective 
nodule   anpliflar   in   trananttter   LT-14&1. 
CARTHRIOHT. W.  R.      Virginia  Electric   tc  Power  Co.      79/12/14.      tp. 

7918270468  Sub«itB,adel    info  re.  LEH   79-131/OtT-O.  During   revieu  of   IE 
Bulletin  79-14  pe   Minnie   analu.si«>discovered   that  anplifled 
r  si  pome   ipectrua   curves   had   t«o   or  more  values   of 
accaleratian  for   sa»e  poriod.  Tables   encl. 
STALLIMOBi  C.  «.      Virginia   Electric   t<  Power  Co.      79/13/19.       llpp- 


7912270583  Forwards   LEW  79-13B/01T-O. 

8TALLIHCB.  C.  H.      Virginia  Elactrlc  t>  Power  Co. 


79/1  a/20.       lp. 


— 7912270988  LEH  79-13B/01T-O:  on  791311.  during  Hode   S.Sttl  notified   utll 
t*«t  nons»i»Bically   quallfiedi   pressure  differential   switch 
IPDB-hfVlZBSA  li  B)   had   been   u«nd    in  condenser  water   controls 
in  control   rooo  air  condltlonerB. 
*     Vlrfinla  Electric  fc  Powar   Co.       79/12/21.      2pe. 


DOCKET  SC-339  NOBTM  A*»*A  POWER  STATION.    UMITJt 

A.    Appllcafcion/construction  staget   dncue»nis   fc  correspondence 

7912110011   Forwards  NRC  position   on   statu*  t>  *p|llcablllty   to  panelns 
DL  applications   oP  results  of  THI    fallomip  actions. Outlines 
addl   short-terK  actions   to  be   taken. 
VASBALLD, D. B.         Division   of   Projact  HanofeMnt.      79/09/27.      41«». 

7912110564  DlacuBi*B  HRC   plan*   to  ume   ginnrlc   analgsto    to  Revelop    *»rli) 
verification  prograai  to  resolvft  ATMS  issue   for  PURs  ft  BURs. 
SUECKIB   of  prograai  depends  an  industry  response,.  Support* 
formation  at  owners  grnufs  to  provide  nate««»r«   info. 
DENTON.H.R.       DPflce   of  Nucl**r   Haactor  Ragulatlnn.       79/10/17.       3pe. 
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79112T04&7  Forward  n  "Discussion*  of  TMI  Lesson*  Learned  Short-Term 
Ft  qutreaents"  providing  addl  clarification*  af  NRC 
i-iiuirenents  for  pending  OL  applicants. 
VASSALLOi  ».  B.    Dlviilon  of  Project  Management.   79/11/Q9.   2pp. 

7912100022  Discusses  issuance  of  Amend  17  to  License  DPR-&4.  which 
•uthorlied  operation  at  100X  power.  Han  allowable  fee  already 
piiri  by  util.No  addl  fee  required. 
KILLER,  U.  D.      License  Fee  Management  Branch.   79/11/13.   lp. 

—  791210006*  Provides  ACRB  prof  manpower  eipenditure  estimates  for  CP  fc 
OL  revleus, 

FHALEY.  H.  F.   ACRB  -  Advlnary  Committee  on  Reactor  Safeguards. 
7B/U/01.   lp. 

7<7ia?O0312  Support*  C  Home  7911O7  request  that  NRC  eipedtte  licensing 
of  facility  to  ease  dependency  on  foreign  ail.  Nuclear 
ficiLtu,  would  lower  prices  for  eastern  NC  electric 

customers.  • 

Senate.       79/11/20.       lp. 


—  791220031*  Requests  that  NRC  expedite  licensing  af  facilty  to  ease 

(•pendenca,  an  foreign  ail. 

HQflNE.C,  D.   Affiliation  Unknown.   79/11/O7.   lp. 

—7412200322  Requests  that  NRC  expedite  licensing  of  facility.  Delay 
mult*  In  unjustifiable  financial  burden  on  citizens  of  VA. 
CDLEMAN,  H.   Veterans  Administration.   79/11/23.   3pp. 

—  7912200328  Discusses  NRC  moratorium  on  licencing  of  operating  reactors. 

Dilau  in  licensing  of  facility  uill  have  severe  financial 
Inane  t  on  citizens  of  VA.Util  is  committed  to  implementing 
all  NRC  rtco«a*ndation», 

TRIBLE.P.S.  ,  SATTERFIELD.  D.  E,  DANIEL.  M.  C.   House  of  Rep.   79/11  /OB, 
7pp. 

—  7  -912200334  Responds  to  791103  request  that  Canal  til  an  reconsider 

diciitnn  to  delay  licensing  &  rescind  licensing  moratorium. 
Policy  statement  addressing  question  of  resumption  of 

licensing  of  completed  plants  forthcoming. 
HENDfUE,  J.  H.   Commission.   79/12/03.    lp. 

7912200343  *.ck  receipt  of  7911S3  Itr  re  concern  over  delays  in 
1  Iteming.  Policy  statement  addressing  question  of  resumption 
et  licensing  of  completed  plant*  forthcoming. 
i  J.  H.   Commission.   79/12/O3.   lp. 


7912200331  Requests  that  Commission  reply  to  Qovernar  Da  It  on  791105 
rii|uest.  Par  reconsideration  of  NRC  decision  to  delay 
licensing:  of  plant. 
DANIEL.K.W.   HDURB  of  Rep.   79/U/OA.   lp. 

791S2DO397  Notifies  that  NRC  moratorium  on  licensing  of  nuclear  power 
ttafcltmi  causes  economic  hardship  on  cltiiens  of  VA.Util  has 
Bit  all  NHC  criteria  resulting  from  TMI. 
ROBB,  C.  B.   Virginia  State  of.   79/11/07.   8pp. 


-791220O4O3   Request a    eiception    be    made    for    plant 
licencing. 
KEPHART.  C.  O.      Affiliation    Untnoun.       7?/ll/14. 


moratorium   on  ncu 


-7912300410  Requests    info   on    closing    of    plant    due    tu   proiimitg    to   largn 
population    ctrs. 
GLABBERO.  V.  H,        Hirschhop    (-   Brad    P.  C.        79/11/14.        tp. 

-7912200413  Hequiste    that  Connnissiun    re-uiaraine  decision   to    impose 
moratorium    on    licensing    neui  nuclear    units.  IncraaBad   cast    of 
electricity    uill    past   serious    hardship    on  mBmbsra, 
POLAND,  C.P,        Affiliation    Unknown.        79/11/14.        lp. 

-791 33004 IB   Submits    concerns    re    deciftinn    to    dulag    licensing    of    plant. 
Delay    in    licensing    imposes    economic    hardship   on  people 
residing    in  northeastern   NC. 
TAYLOR,  D.  R.      Affiliation   Uriknoum.       79/11/15.       lp. 


-7912200422   Discusses    concerns    re    n 
impact    of    tolay    an    public. 
TRIPF.ft.H.       Affiliation  Unknown. 


nratoriun   on  nau)   licensing   fc   economic 
79/11/15.       3pp. 


— 791220D424  Requests    continual)    moratorium   on   all    nuclear  plants   until 
compliance    is  made   w/all    misting    safety    stds. 
FIRCH,  R.  H.       Affiliation  Uninoun.       79/11/29.       lp. 

791211DOIO  Forwards,  proposed    Revision   B    to   Reg   Guide   1.97, 

•Initruaentation    for   Light   Hater   Cooled    Nuclear  Power  Plants 
to  Assess  Plant  It  Environs   Conditions    During   &  Following 
Accident.  "   Requests    comment. 

VARBAiQ.A.  Assistant  Director    far   Light  Wat  or  Reactors.      77/11/23. 

4pp. 

7912O601BA  Summary    of   79112O  meeting   u/uttl    at   facilitg   re   invlrnn 
qualifications   of  Roueraount  Model    1152   differential    pressure 
transmi  tters. 
DROHERICK.A.  H.  Light  Hater   Reactors    Branch  3.      79/11/27.       6pp. 

7912O4049i   Submits   Final  Gennral    De«ign   Crlteria-17   compliance  revleu 
results.  Minor  mods    to    sultchijai-d    to   meet    intent   of  NRC 
79OBOB    requir«mant«.  Operator    prncsrfurBi    rnvised    to  eliminate 
lass   of    both    offsite    sources    due    to    tie    breaker   failure. 
BTALLlNQSiC.  M.      Virginia   Electric   b  Pouer   Co.      79/11/2B.       3pp. 

7912030209  Request*,  amend    to  License   NPF-4.  Forwards  Proposed    Tech  Spec 
Change    27  re   pauer    distribution    lint  to.  Safety   analysis  Ii 
Class    III    fee   encl. 
BTALLINOB.  C.  M.      Virginia   Electric    h  Power    Co.      79/11/39.      3?pp. 

— 7912030210  Proposod   Tech   Specs   3/4.3  re    pouier   distribution    Unit*. 
*     Virginia  Electric  &  Power   Co.       79/11X29.       9pp. 

7912100212  Notification  of   79I13O  meeting    ui/util   re  TMI   Lessons   Learned 
Task  Farce   recommendations. 
DRDMERICK.A.  M. 


Light  Hater   Reactors.   Branch  3.      77/11/29.       3pp. 


-791S2QO362   Submits   concern  re   announced   general   moratorium  an   licensing 
•of  new  nuclear   generating    facilities   d  potential    cast    impact 
at    delag    in  startup    of   plant. 
HONT.J.B.      North  Carolina.    State  of.      79/11 /OB.      2pp. 


7913310114  Forwards  HPP8S  7 9081 A    Itr    indicating   over    190  violations   of 
separation   criteria    in  control    roan.  Requires   audit  of 
installed   electric    equipment    to    determine    confarmance. 
PARR.O.  D.  Light    Hater   Reactors   Branch    3.       79/11X29.      3pp. 


-7912200370   Discusses   economic   consequences   re  NflC  decision   to   postpone 
licensing   proceedlng.s.  Urges   reconsideration   of   plant 
licensing. 

ErlADBHAH,  J.  L.  .    SHANNON.  P.  C .,    HAHWODD.T.P-      Virginia.    State   af. 
79/11/OB.       lp. 

-7913200.176   Requests' on   behalf   of   Board    of  Directors    of  Uiltiamston 
Area  Chamber   of  Caanerce. that  WIC    issue  OL  to   facility. 
Decision    Mill    low*r   energy    bills   of   citizens   of  northeastern 
NC   k  reduce  US  dependence   on   foreign   oil. 
IOVKIN. J.T.       Affiliation  Unknown.      79/11/31.      4pp. 

-7913200333   Discusses   disappointment  re  amratoriua  on    Iviuance  op  new 
licenses    fc  resulting    economic    Impact. 

Virginia  Electric   t,  Power  Co.      7 9/11 /OB.       2pp. 


-79la2DQ3B6   Discusses    concerns  re  moratorium  on    issuance  op  neu 
licensing    ti  eeonoMlc    impact  of   delaying    unit. 
HELMS.  J.i    FOUNTAIN,  L.  H.  ,    HOBOAN,  R.       Senate.      79/11/08.       8pp. 


79131B0122  Req.uestE   amand   af  FEAR    to   state    Intent  re  compliance   u/NRC 
position    on   electrical    protection    of    tnntalrntant 
penetrations. 
PARR.D.  D.  Light    Mater   Reactors  Dranch    3.       77/11/30.       5pp. 

7912110299  Bumnaru    of    791130  meeting   w/util    re  THI  Loajons   Learned 
Task  Force   ratuMendations. 
DROHERICKtA.  H.  Lioht  Mater  Reactors   Branch'  3.      79/12/04.       4pp. 

7912O7033Q  Discusses    summary    of    apHcial    bests   deiigned   to  verifg 
Bit*hli*h««nt  of  natural    circulation    in    prlnaru   su>- last 
pragran  has    considerable  merit   b   will    enable   plant   staff   to 
verify    procedures  tt    design   pTedic  tlanfi.  Summari/   of   tist  encl. 
SrALLINOS. C.  M.      Virginia   Electric    &  Power   Co.      79/10/09.       llpp. 

791S140O4&  Notification  of   79J21H  IT   13  BIBB  tins  u/utll    In  Louisa,  YA  to 
discuss   radiological    shielding    around    pressure  vessel   ti  fuel 
transfer   tub*. 
MDMCTICK.A.  H.  Light   Mater  Heactora   Branch  3.      79/12/O7.       3pp. 


-7912200393  Discuss**  concerns  re  norator iuni  on  iisuanca  of  neu 
licensing    fc  economic    impact   of   delaying    unit. 
FLOWERS.  M.  R.      Affiliation  Unknown.       79/11/13.      Spf. 

~7913200399   Requests   reconsideration   of  moratorium  on    licensing   of 
plant   due    to  ecannmic    impact   of   delay   t  all    short*!*. 
RAHDOLrA.O.i    RANDOL.O.K.      Affiliation  Unknown.       79/11/13.       If, 


791227DOB9  Respond!    to  791107    Itr   re   delays    In   facility    licensing. 
Policy    Btateeiint  r-a    adaptation    of   licensing   procedures   to 
Include   recoausendatlons  of   THI    task    forces   will   be    issued 
shortly. 
HENDAIE.  J.  H.       Coanijsion,       79/13/07.       lp. 
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791227Q092   Responds    to    7911O8    Itr    expressing    concern    re    delays    in 
licensing    of    tac  i  1  i  tlas.  Pol  1  cij    statement    re    adaptation   of 
licensing   procedures    to    include   recommendations    of   TMI    task 
forces   uiill     be     issued    shortly. 
HENDRIE,  J.  M.        Commission.        79/12/07.        Ip. 


7912310149  Forward* 
supports   licensing. 
LONSHIRE,  J.  E.        Virginia.    State    of 


olution.  KouarS   County    Board    of    Supervisors 
712/07.        3pp. 


79U270007  Notification   of  791219-20   sit*    visit    to    diicuss    TMI   Lesion 
Learned   Task    Force   recommendations. 
DROHERICK.A.  W.  Light   Uater    Reactors    Branch    3.        79/12/14.       3pp. 

7912360209  Submits    addl    info    for    proposed    Tech    Spec   Amontf   27  re  iDCA- 
ECCB  calculation    for    small    break    using    nonheatup    rate 
depondont  hurst    curve. 
STALLIKG8,  C.  M.       Virginia  Electric    !«   Pouer  Cn,       79/12/19.       2pp. 

7913260311   Notifies   of   util    intent    to   plug    more    staant   generator    tubes 
In   Unit    1.  Program  mill   not    Impact    or    invalidate    non-LOCA 
safety  analysis    In  F9A(i. 
BTALLINGS,  C,  M.       Virginia  Electric    tt  Power  Co.       79/13/19.        Ip. 

7912260216  Forwards  rcpt.    "Rosemount    Model    1152  -  Severe  Environ   Teat.' 
in   response    to   NRC  791120   request    for    addl    info. 
BROWN. S.C.        Virginia    Elactric    t,   Pc-uer   Co.        79/13/17.        Ip. 


7912060339  Ack    receipt   of   791  US    Itr    ro   pumphouse    settlement    issue. 
Requested   rept    should    ha    filed    no    later    than   791H10    in   order 
to    8<pBiite   ASLB   dec  i  s  ion.  Awaits    NflC   It  parties   comments. 
BISHOP, C.J.       Atomic   Safety   and    Licensing   Appeal   Panel.       79/11/16. 
IP. 

7912130169  Brief    in    opposition    to    intervenors   791O26   exceptions   on   A9L3 
790924    order    granting    VEPCO  motion    for    summary    disposition. 
If   not   affirmed,  urges   ASLAB    permit    use    of    high    density    racks 
pending    conclusion,  of    proceed  ing.  Cert  i  ficate    of   Svc    end. 
CHRIBTMAN,  J,  N.  .    MAUPIN.  M,  W.       Virginia  Electric    1>  Pauer   CD.       79/11/30. 
SBpp. 

— 7913130174  Answer    in    opposition    to    VEPCO  790503  motion    for    summary 
deposition. Full    e>ploratinn    of    issues   needed    for 
appropriate   relief. 
DOUGHERTY.  J.  B.       Potomac   Alliance.       79/04/05.       3pp. 

— 7912120178  Statement   of  roatl    Facts    as    to   uihich    there    is   no   genuine 
lisuo    to   be   heard   re   VEPCO  motion   for    summary    disposition. 
Affidavit    fc  Certificate    of   Bvc    end. 
DOUOH£RTV,  J,  0.       Potomac    Alliance.       79/06/03.       4pp. 

— 791S12O1B'!  Supplemental    ansuier    in    opposition    to  VEPCO  790S03  notion  for 
summary    disposition.  Urges    ASLB    to   apply    ltd*   encouraging 
courts    to    be    liberal   re   opportunity    for    full    development   of 
factual    bases   b  arguments.  Certificate    of'Bvc    encl. 
DOUGHERTY,  J.  D.       Potomac   Alliance.       79/06/25.       9pp. 


—  791S26031B    "Flosemouiit   Model     1153  -   Severe  Environ  Test.  " 
*     Virginia   Elactric   t.  Power   Co.       79/1S/I9,       31pp. 

7912260359  Ack    recoipt    of  NltC    791130  request    for   addl    info    re 
electrical    protection    of   cantainniMit    p  enetrat  ions.  Sched  u  1  e 
for   providing    info  util   lie    submitted    by    79123:1. 
BRQ1JM.S.C.       Virginia    Electric   t.   Pouier    Cn.       77/12/17.       Ip. 

791227034B  Advises    that    info    re   separation    of    electrical    equipment   & 
»ys   uai   submit  tad   Jui    1975,  during    electrical    installation. 
Simtlar   problems    reported    by    HPPES  mare    cov-erei!    in    IE   Insp 
ReptB   50-33B/73-9,  7S-11   b  75-16  6   50-339Y7S-B,  73-IO  fc  73-11. 
C.        Virginia    Electric    &   Pnuier    Co.        79/13/21.        2pp. 


791B270366  rtdvises    thot    info    re   electrical    protection   of    containment 
penetration   mill    be   submitted    betueon   BOQ115   t  0213. 
HHOUN.B.C.        Virginia    Electric    &    Power    Co.        79/12/E1.        Ip. 

F.    Becurityi    mcdicali     cmergencii    t,    firu   protsction   plans 

7912040471   Forwards    info  re    upgraded    amcrgency    plans    to    plants   under 
const  &  OL   review.  Applicants   required    to   male  certain 
emergency   arrangements  ui/  -state   &    local    orgflnl  lat  1  ons   Si 
su-bmit   emergency    plans   per    Reg    Guide    1.101. 
VASSALLd.  D.  B,          Division  of    Project   Management,       79/11/S1,       6pp. 

79120701^1  Forward  a   airlanded    pages    to   approved    security    plan.  Changes 
withheld    (ref    10CFR2.  790). 
STALLINGS,  C.  H.       Vlrolnla  Electric    t.  Pouier  Co.       79/12/03.        Ip. 

7913130329  Forwards  proposed    revision    to    emergency    plan,  In    response    to 
NRC   791010    Itr.  Plan   designed    for   compatibility   ui/NKC 
concurred    state1   !i  county  Tfldiologicol    response   plans,  to 
provide   for    overall    response    effort. 
STALLINQS.  C.  M.        Virginia   Electric    &   Pouer   Co.        79/12/1O.         Ip. 

—  7912130341    Proposed    revision    to    emergency   plan. 

*      Virginia    Electric    !<   Pouior    Co.        79/1H/1O.        200pp. 


G.    Adjudicator^ 


791S1100'13  Forwards   commnnts    on  NURES-051 1 ,  Oraf t   OEI3  reflects 
conscious   ti   de-liberate  NRC    policy    bo    jaopardiie    public 
health   &  safety    !•   thwart    objectives    of    NEPA, 

KEPFORDiC.       Envlronmenbal    Coalition   on  Nuclear   Power.       79/10/24. 
22[i  p. 


— 79121201B9  Second    supp  lomc-ntal    anauier    in    opposition    to   VEPCO  790503 
motion    for    summary    d  Uposl  tion.  Bad  ioactivo    emi  ssion.  missile 
accidents   tc  other    issues   are    subj    to  major    factual    gaps. 
M/pl«adlng    pages,    on   matl    integrity   &  other   related    natters. 
DDUOHEflTY.  J.  B.       Potomac   Allianca,       79/07/23.       43pp. 

— 791212Olv3  Affidavit   attesting    that   no   credible   analgslN    of   Potomac 
Alliance   alternatives  may    be    undertaken  u/o   elaminabion   of 
greater   body    of    facts.  Prof    qualifications    encl. 
IJEIT2MAN.P.  H.       Affiliation   Unknnum.       79/07/23.       9pp. 

— 7912120197  Motion    to   amend    petition    to    intervene.  Facility    sve   uiatar 
cooling    sijs  uiill    not    support    spent    fuel    pool    component 
cooling    sys    If   mod    permitted.  Formal    discovery    pages   & 
informal    discovery    lira    encl. 
DOUGHERTY,  J.  n.       Potomac   Alliance.       79/03/09.       t4pp. 

7913140002  Order    scheduling   B00103    oral    argument    for    intarvenors' 
appeal    re    storage    pool    mod. Parties   must    inform  ABLE    by 
791221    of   names    of   counsel. 

BIBMOPjC.J.       Atomic   Safety   and    Licensing    Appeal    Pniml.       79/1B/09. 
2pp. 

7912140172  Responds    to  ASL/iP  79110B   request.  Forwards    "Kept   on  EffB-ct   of 
Outdated   Amplified   Response    Spectrum  Curves    on  Bvc   Hater 
Pumphouie  Ssttlomunti "    uhich    details    errors    in   ntross 
analys ll. 
CHB18TMAN.  J.  M.      Honton  t-  Williams.      79/12/05.      4pp. 

79121B01AB  Opposition   to    iiitervenora   Potomac   Alliance   Si  Citiions   Enerj!! 
Forum  79'1024   amended    fltatoment    nf    Buceptiiins,  Intervenors 
uero   given  amplo   opportunltij    to   respond    to   NRC  790625 
request    for    summary    judgment.  Certificate    of   Svc    encl. 
QOLDBEJIO,  8.  C.       Hearing    Branch    2.       79/12/10.       36pp. 

791H3103ti  Recommends    forwarding    encl    addl    info   re    Westinghoyse   turditu 
disk  matl    to   ABLAB. 
PAWLICK1.B.3.  Mnterials    Engineering    Branch.       79/12/12.       Ip. 

— 791231G377  nocnmmends   notifijing  ASLAB  of  Westlnghouss   turbine  dlsi 
crackingi  based    on    info    in    79110B  anonymous    ltr,791laO  telcon 
u/Westinghouae   £.  PNO-1 1 1-79-13  re    low  pressure    disk    cracfcs 
at  Zinn  Unit   1. 
QQVLE.H.L.  Materials   Engineering   Branch.       79/13/1H.      3pp. 

79iaB0063ii  Notifies    that   SC  Goldberg    mill    present    oral    argument   on 
buhalf    of  NfiC   par    ASLAB    771205    order. 
OOLDDERO,  B.  C.       Hearing   Branch    2.       79/12/17.       Ip. 


7913QSQ461   Ack    r-aceipt    nf  791106    Itr   re    errors    in    tertflln    pipe   stress 
analyses.  Requests   full   rept    on    nature   81   scope  of    errors, 
focusing   an    relation    between    errors   tt   settlement    issuo. 
BISHOP. C.J,       Atomic    Safely    and   Licensing   Appftal    Panel.       77/11/OB, 
IP- 

791314014B  CoTifirm*  79110B    Itr   re    VEPCO  rept    on  analytical    errors    in 
pipe   stress    analyses.  Rept    will    be    submitted    by   771310. 
CHRlSTMANi  J,  N.       Hunton  &  Williams,       79/11/15.       Ip. 


H.     General    correspondence 

7912130410  Comments   on  behalf   of   State  Corp   Commission   of  VA  on  NRC 
licensing   moratorium:  delay    in   VEPCO    license   application   uiill 
result    in   grave    economic    losers    for    state   residents. 
DRAOSHA.W,  J.  L.  .    SHANNON,  P.  C.  .    HARWDDD.  T.  P.       Virginia,    State    of. 
79/11/OB.       3pp. 

79121803OI   Urges    chairman    to    issue    lieonso    to    facility    immediately. 
SEXTON, R,       Edoncotnb-Martin  County    Electric   Membership    Corp. 
79/11/20.       2pp. 
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791S2009B&  Requests    that   NRC    reverse    decision    an   mar*  tori  urn    of 
licensing    nuclear    unit*. 
HCNIELiH.       Bhtnandoafi   Valley   Electric:    Cooperative.     Inc.       79/11/36. 


7912160332  Requests    that   all    facility    correspondence   bo    forward  td    to 
HIM   address    in   Boulder,  CO. 

F08T£R,R.M.       Muslck,  Hlllamson,  Bchwarti.Leaveniiiarth   !t  Cope,    P.  C. 
79/11/27.       Ip. 

P.     Operating    license    stage    documents    (t   correspondence 

7913030201   Requeiti    detailed    syllabus    for   Oak    Hldge   Associated    Unlv 
radiation    safety    seminar.  Certain   addl    Info   required    prior    to 
niching    final    determination    of    acceptance. 
aiALLINOS.C,  «.       Virginia   Electric   &  Pouar  Co.       79/11/27,        Ip. 

79I220031B)  Commit*    to    full    Implementation    of   all    Category   A 
requirements   from  TM1-3  Linoni    Learned    Talk    Fore*    by 
BQQiai. 
PROFF1TT.  H.  L.       Vlralnla   Electric    tt  Pouer   Co.       79/12/17.       ip. 


79121904*72  Forwards  IE  Bulletin  79-27,  "Loas  of  Non-Class  IE 
Instrumentation  d  Control  Power  Bya  Qua  During  Operation,  " 
Written  response  required. 

O'REILLY.  J.  P.  Regions.     Atlanta.     Office    of    the     Director. 

79^11/30.        Ip. 

7<71S31Q33O    Forwards     IE     Info    Notice    79-30,     "Reporting    of    Defects    t, 
Noncomp  liances.  10CFR21.  "   No   action  required, 

O'REILLY,  J. P.  Regions.     Atlanta,     Office    of     the    Director, 

79/12/06.        Spp. 

7912300070    Forwards     IE    Bulletin    79-30.     "Possible   Malfunction    of    Name 
Model    EA180  Limit    Smltches    at    Elevated   Tempi.  "    Action 
required, 

O'REILLY,  J. P.  Ri»ginn3.     Atlanta,     Office    of     the    Director. 

79/12/07.       3pp. 

7912310555    Responds    to    IE  Bulletin   79-03, Revision   2,     "Pipo   Support 
Base   Plate   Designs    Using   Concrete    Elpansion  Anchor    Holts." 
No    pipe    supports    for   Seismic    Category    1    sys   attached    to 
concrete    block    walls   in/anchor    bolts  at    facilities', 
HRQWN.S.C.       Virginia   Electric    d    Power    Co.       79/1H/O7.      3pp. 


79 13200 3 i2  Forwards    proc*dur*l    changes    required    to   address    control    rod 
drop    enaluBls  concerns   d  withdraws   71070(1  proposed   Tech   Spec 
Chang*   21  re  control   rod   Insertion   limits, 
9TALLINQS,C.  H.       Virginia   Electric   it  Power  Co.       79/12/17.       2pp. 


7912200441    Forwards    IE    Info    Notice    79-31,    "Use    of    Incorrect  Amplified 
Rempanne    Spectra."    Ho    written    response    required. 
O'REILLY.  J.  P.  Region  2r    Atlanta,    Office   of    the    Director. 

79/12/13.        Spp. 


3.     Inspection  reports.     IE  Bulletins   &   correspondence 

791S0606S1    Forward*    IE    Insp    Repti    90-339/79-41,50-404/79-07   h 
50-409/79-07   on   79091B-21.No   noncompllance   noted. 

MURPHY,  C.  E.  Region   2,    Atlanta,    Reactor  Construction   t>   Engineering 

aupporl  Branch,      79/10/22.      Bpp. 

— 79120A0437    IE   Infp   Repts    30-339/79-41.30-104/79-07  t,  HO-1O8/79-07  on 
7?09 1B-21.  No  nonconipliance    noted.  Major    areas    inspected: 
nnnecnf ormance   re    concrete    operation*   &  activities    re 
extended    const    delay. 

MCFAHLAND.C.R.  Region   S,    Atlanta,    Office   of    the   Director. 

BRYANT,  J,  C,  Region   2,    Atlanta.    Reactor   Construction    t> 

Engineering   Support   Branch.       79/10/19.       Spp. 

7912060100   Forwards    IE    Insp    Repts    30-333/79-38  !<   30-339/7-7-41   on 
.   770904-14-  ft  30-23. No   noncomp  1  lance   noted. 

LEWIS. H.  C.  Region   2,    Atlanta,    Reactor   Operations   Nuclear   Support 

Branch.       79/10/30.       2pp. 


7912230161    Forwards    IE  Circular    79-25,     "Shock   Arrestor   Strut   Assembly 
Interference.  "   No   written    response   required. 
O'REILLY,  J.P.  Rojion  2,    Atlfljita,    Office    of    the    Director. 

79/12/2O.       4pp. 

7912310343  Forwards    response    to   violatio-n  noted    in    IE   Insp  Rapt 
50-338/79-43    S.    30-339/79-94.  Corrective    action*  :  reeflrds    pf 
training    Jc  qualification   for    current    employees   uill    be 
maintained    as    lifetime   records. 
STALLINOB,  C.  M.      Virginia  Electric    li  Pomar  Co.       79/12/37. 


,1pp. 


9.     Huportable    occurrenceti    LERi    &    related    correspondence 


7912070046  PNO-1 1-79-34: on  791 1O5, errnr    Found    in    analysis   of    piping    sys 
seismic    response.  Errnr   discovered    during    reanalgsi-s   of 
piping    sys    In    rasponao    to    IE   Bulletin    79-14.  Reanalu.sU  & 
corrective   action    eatimatud    to   require    eight  ulis. 
WEBSTER.  E.  H.  .     KELLOQO,  P.  J.  fiooipna,    Atlanta.     Office   of    the 

Director.       79/11/O3.        Ip. 


—7912060111    IE   Imp    Repts    30-338/79-30   (.   50-339/79-44   on   790904-14  t, 
20-23.  Mo   noncomp  1  lanes    noted.  Major    ereai    Inspected:  LER, 
plant    tourirneui   fuel    otorage  h    licensee    insp    of    certain 
induction   disc   relays. 

KELLDOO.P.J.  Region  2.    Atlanta.    Reactor   Operations  Nuclear 

Support    Branch.      K1DD,  M.  B.  Region   2,    Atlanta.    Office    of    the 

Director.       71?/ 10/23.       7pp. 

7912120364    Forwards    IE    Insp    Repts    SO-33B/79-37  t  50-339/79-&1    on 
790924-27.  No  noncomp I iance   noted. 

LEHlSiR.C.  Region   2,    Atlanta,    fioactor    Operations   Nuclear   Support 

Branch.       77/11/01.       2pp. 


7V12Q60646   PNO-II-79-02B: on   791 107. c antr ol    room   £    safeguards    area 
eihaust   ventilation    damper    functions   -occurred    u/o    separate 
operator    action. Caused    by    design    error. Generic    vendor 
considerations   b  plant    dealngs    uniler   revioy. 

HEBSTER.E.H.  ,     KELLOQQ.  P,  J.  Region   2,    Atlanta,     Office  of    the 

Dlroetor.       79/11/07.        Ip, 

7912O60377   (Motifies    of    delay    In    completion   of  valve    ft  operator  weight 
verification    prooram  aa    identified    In    IE  Bulletin   79-14, 
due-    to    deficiency    re    amplified    response   spectrum   curves    in 
pipe    Btrosfi    analyses    for   aaf ety-relatsd    sys. 
DROWN. B.C.       Virginia    Electric    tt   Poiacr    Co,       79/ 1 1 /O9.      2pp. 


—7912130273    IE   Insp   Rept*    30-33B/79-37  &   SO-339/79-51    on   790924-27. No 
noncompl lance   noted. Major   areas    inspected: significant   ovent 
follamijif  LERa   &   fire    protection   program. 

WEBSTER, E.H.  Region   2,    Atlanta,    Office    of    the   Dimeter. 

KELLOOOiP.J.  Region   2,    Atlanta.    Reactor   Operation*   Nuclear 

Birpnort    Branch,       79/11/01.       dpp. 


7912170407   PND-I I-79-35A;  on   791 1 15,  furtli  er   review   of    safety    function 
reset   design    errors    r-avealed    rec  i  rculatlon    tprai;    pumps,  avi: 
uater   radlaion  monitor    pumps,  casing    cooling    puinp-s    &  four 
svc    water    valves   affected    by    actuation    signal    roast 
WEBSTER. E,  H.  ,     KELLQOQ,  P.  J.  Reoion  S.    Atlanta,     Office   of    the 

Director.       79/11/15.        Ip. 


7912100201    Forwards    IE   Info   Notice   79-28,     "Overloading    of   Structural 
Elinvinta   Due   to   Pipe  Support   Loads,"    No   response   required. 
D'FieiLLY.  J.  P.  Region  2.    Atlanta,    Office    of    the   Director, 

79/11/14.       Ip. 


7912130434    Interim  deficiency    rept   re   containment    daprosauriiatian 
actuation   t   safety    injection   actuation    circuitry.  aafBty 
circuits    being    redesigned    to    comply   u/FSAR    comrai truants. 
BRUWN.S.C.       Virginia    Electric    &   Pouer   Co.       79/11/21.      3pp. 


7912110307  F&ruiards    IE    Info   Notice   79-39,     "Loss    of   Nonsafetu-RoUtBd 
Reactor  Cno-lont   Sys    Instrumentation   During   Operation.  "   No 
specific    action    or   response   required. 

O'REILLV.  J.  P.  Region   3,    Atlanta,    Office   of    the   Director. 

79/11/16.       2pp. 


7912040407    Interim   deficiency    rept    on   nafpguardB    area   exhaust   sys. 
Evaluation   revealed    only    safeguards  &    central    era a    eihauit 
11)6    must    be    operational    after    seiimic    event.  Final    rept. 
forthcoming. 
BROHN.fl.  C.       Virginia    Electric    fc   Power    Co,      79/11/3O.       Ip. 


7912070007  Forwards    IE  Circular    79-24,     "Proper    In»t«ll«blnn   *.  Calibr   of 
Cor*   Sprau    Pipe   Break    Detection   Equipment    on   BWRn, "    No 
rifpanED  required. 

0'REI4.LV.  J.  P.  Region   2.    Atlanta,    Offica   of    the    Director. 

79/11/26.        Ip. 


7912070393    Interim  deficiency    rept   re    inconsistencies    In   use    of 
amplified    response    spectrum   curvet    for    pipe    stress    analyiec. 
Pipe    stress   reanalyzes   b  corrective  actions    still     In 
progress.  Final    rept    ta    fallow. 
BROWN.B.  C.       Virginia    Electric    &    Pnuier   Co.      79/12/O4,       2pp. 


791B1101B6  Forwards    IE  Circular    79-H3,     "Motor   Starters   tt  Contactors 
Failed    to  Operate,  "   No  response   required. 

O'REILLY,  J.P.  Region  2.    Atlanta,.  Office    of    the   Director. 

79/11/26.         Ip. 


7912190663    Interim  deficiency    repfc    re   seismic    reaponse   spectrum   curves 
in    pipe    stress   analu.se t.  Three    Inconsistencies    discovered    in 
ampllfl-ed    response   spectrum   curves    used    as    Input    data    to 
pipe    stress   analyses.  Analyses    rerun   using    proper    Input. 
BROWN,  S.  C.       Virginia    Electric    i   Power    Co.       79/13/O4.      Spp. 
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7?ia07O3?3    Interim    deficiency    rept    re    curtain    inismic    amplified 
response    spectrum   curve*   used    as    input    data    to   pipe    stress 
analyses.  Corrective    action    in    progress    using    prop«T    Input 
data. Tuo    pipes   required  modi. 
DROWN.  5.  C.        Virginia    Electric    b   Power    CD.        79/13/07.        2p.p. 


7913140128  Dls-cu-sses    impact    on    facility    of    proposed    revision   to  fits 
Guide    1.97.  Impact    uould    be    great    ti   require    replacement    of 
all    post-accident    man  1  tori ng    instruments   &  many    non- 
qualified   instruments.  Estimated    direct    cott   »10  million. 
JENS.W.H.        D-etroit    Ediaon    Co.        7-9/13/12.        2pp. 


79121B053a   Final     deficiency    rapt    re    ambi*nt    temp    ranges    eiceeding 
design    limits    For    emergency    diesel    generator    fan   cooling 
itfs.MDis    to    current    fan   drive    shaft   &  seasonal    Fluid    changes 
corrected   dnflciencij. 
BFIQWN.S.  C.       Virginia   Electric   !.  Pauar  Co.       79/12/14.       lp. 

79121B0560  Final    deficiency    rapt    re    containment   depr«siuri latlon 
actuation  &    safety    injection  actuation    c i rcui try. Indi cat«s 
resolution    uf    re  vis  lorn    to   prevlomlij   reported    circuits   not 
complying  u/FSAR, 
BROWN.  S.  C.        Virginia    Electric    b   Power    C.n.        79/12/14.        3pp. 

7912300391    Final    deficiency    rept    re    emergency   diesel    generator   tan 
cooling    sys. Ambient    temp   ranges   eiist   exceeding    nri-glnal 
design    limits    of    ays.  Manufacturer    *ngine»rad    mat   to   current 
fan   drive    shaft    to    allow  operation   la/a    overloading. 
BRDWN.S.  C.        Virginia    Electric    h   Pousr   Co.        79/1Z/14.        lp. 

79 13330541    Interim   deficiency,    rept    concerning   significant    breaJdoun    in 
QC   program   re    verification    of    callbr   of   Fnrnnu    compression 
testing    mach  ine.  Attempting    to    calibr  Forney   compression 
testing    machine    In   range   oF   0   to   25.000    16m. 
BROWN.S.C.       Virginia    Electric    tc  Power  Co.       79/12/20.       3pp. 


7912370448  Certifies    that    const    &  operation    of   plant   uilll    conform   to 
Ml    Coastal    Zone   Mgt    program. 
HEIDEL-C.M.        Detroit    Edison    Co.        79/12/14.        lp. 

7912370355  Discusses    demographic    data   errors   re   NUREQ-0343, 
" Demographic    Statistics   Pertaining    to   Nuclear   Power  Reactor 
Sites."  Text    of   NUREO    document   not    self-eiplanatory    re 
original    data    sourc e.  Population   data    encl. 
JENB.W.H.        Detroit    Ed  Uon    Co.        79/12/1B.        3pp. 

— 7913270567  Oiscusses    demograpn it    errors   re   NUREO-OSS3,     "Dtgond   Dlftnia 
In-Depth.  "    Population   within    ten   miles    of    facility 
considered    lower    than    published    data.  Qrouth   rat*    indicated 
by    State  of    Ml     in    1173   is    louier    than    1974  projected    figure. 
JEN9.U.H.       Detroit   Edison   Co,       79/12/20.       lp. 

F.    Security,    medical,     emergency    &   fire   protection   plans 

7712040471  Forward*    Info   re   upgraded   smergoney   plans   to  plant*   under 
const  b  DL  review.  Applicants   required    to  make   certain 
emergency    arrangement*    w/»tate   fc    local    organizations   h 
submit   emergency,    plans    par    Reg    Guide    1.101. 
VAESALLO,  D.  B.          Division   of   Project  Management.       77/11/21.       £>pp. 


DOCKET    50-341    ENRICO  FERMI    ATOMIC    POWER   PUMT,     UNIT   2 

A,    Application/construct  Inn   stage    documents    It  correspond  tnce 

7909070310  Forwards   NUHEQ/CR-OftdOi     "Enhancement   of  Onsite  Emergency 
Dlaiel   Oeneratnr   Rel  iabill  tg.  "    Requests    c  ommonts.  W/o   encl. 
VABSALLO.D.  D.  Aislstant    Diractar    For   Lijht  Water  Reactors. 

79/04/ia.       3pp. 


tpondance 


7912180320  Foruards    Certificate    of    Svc    indicating    *vc    of  Amind    87   to 
amended  &    iiibstitutad    application   for    licenses. 
MA7ERS,  H.R.       Detroit    Edison   Co.       79/12/12.       3pp. 

K.    Utllitu  Final   Sefe-ty   Analysts  Report    (FSAR)   fc  aminds 


7912110011    Forwards  NRG    position    on    status  1    applicability    to  pending 
DL   applications    of  results    of  TMI    follouup    actions.  Out  1  Inn 
addl    ihort-tBTPi   actions   to    be    taken. 
VABBftLLO.D.  B.          Division   af  Project   Management.       7 9/0 ?/ 37.      41pp. 

7912110244   Discusses  NltC   plans   to   use    generic   analyses    to   develop    early 
verification   program    to  resolve   ATMS    issue    for  PHRi   &   BWRi. 
Success    of    proQram  depsndi    on    industry    resp once. Supports 
PnToiatinn   at    cunert    groups    to   provide    necesiary    info. 
DENTDH.H.R.       Office    o.f  Nuclear   Reactor   Regulation.       79/10/17.       3pp. 

791213007B   Furuiardm   request    for  addl    info   r*   FBAFI    rrom  H||itrolo|iy- 
Mtteoro  1  ogui  Hydrolog  i  c   Engineering    t>   Structural    Engineering 
Dranche*. 
BTOLZ.J.  F.  Light    Hater   Reactors  Branch    1.       79/11/23.       6pp. 

79121HQ314  Foruiards    propased    Revision  S   to  Reg   Guide    1.77. 
"Instrumentation   for    Light-Hater-Cool ed   Nuclear  Power  Plants 
to    Assess  Plant    &  Environs    Condition!   During   &  Foltautng 
Accident."   Requests    comments. 

VAHQft.S.A.  Assistant  Director    For  tight    Hater   Henctor-s.      79/11/33. 

3pp. 

771S370167  Forwards   proposed    Revision  2   to  Flsg   Ouide    l.ff, 
"Instrumentation    For    Light   Mater   Cooled   Pouar   Plants   to 
Asset*  Plant   6  Environs  Conditions   During   fc  Following 
Accident."   Comments    should    be   filed   bePore   791214  meeting. 
VARCA-8.A.  Assistant  Director    for   Light  Hater   Reactor*.       79/11/23. 

3pp. 

-- 791S27017B  Notification   Of    791214    meeting    u/appl Icants    ID   discuss 
proposed   Revision  2    to  R«}   Guide    1.97,     "Instrumentation  far 
Light   Hater  CaoL*d   Njclear   Plants   to  Ais*i*   Plant   f.  Envtroni 
Cundlltian*   During   b   Following    Accident.  " 
K1NTNER.UL.  Light  Hjttr  Reactors   Branch   1.       79/11/19,       lp. 

7912040364  Fn.ru.ar  *  *    electrical    schematic    Draulngi    6I7H1-E099-17  6    18,  in 
raaponie   to  N  Treehan    question*   re   miring    for    t\31V   loop 
control    sus.  Draulngt    available    in   Central   Files    only. 
SCHUERMAN, L.  E.       Detroit  Edi ton   Co.       79/11/36.       lp. 

7912040508  In  forma   that   final   plant-unique-  analyils  will   be   provided 
folloming    final   reiolutlon    betuie/en   NFtC   b  Mark    1    ounen 
group    of   concerns    re   acceptance    criteria    for  Mark    I 
lonfl~t«r*  pr-cgi-am.  as    identified    in   OE  771130    Itr.  . 
JENS,  H.  H.       Datrult  Edison  Co.      79/11/30.       4pp. 

7912270035  Notification    of  790110-11    meeting   u/Detfoit   Editon  Co    t>  OE 
•  t  OF,  B«n  Jo-se,  CA    to    discuss    analuses   of   aigoune^ric    pre»iure 
forces    duci    to  LOCA  on    reactor   pre-tiurt  vmel, 
KINTMER,  L.  L.  Ltaht    Hater   Reactors   Branch    1.       79/18/07.      2pp. 


7 91 203 01 9B  Forward fi    Amend    27    to    DL    application   h  FSAR. 

THOh*AB,E.B,       LeBoeuf.    l.amb,    Leibij   k  MseRae.       79/11/30.      2pp. 


— 791303020O  Amend    27   to    FSAR,  submitted    as   Amend    27   to   DL  application, 
*      Detroit   Edimon  CD.       79/11/3O.       99pp. 


H.     Antitrust    correspondence  • 


7912060406  Riq.uest*    update   of    antitrust    Info    In   accordance  w/encl    AEG 
Reg    Ouide   9. 3.  Significant    antitrust-related    changes    should 
bn   provided    for   DL    review   completion. 
TOALsraN.A.  Antitrust   fc   Indemnity   Group.       79/11/21.       lp. 

— 7918060413  Reg    Qulde   9.3,     "Info  N«Bded    bu    AEC   Regulatory  Staff    in 
Connection   u/Antitrust   Revleu   af  OL  Applications    for  Niiclnar 
Pouer  Plants.  " 
»      Atomic   Energy    Commission.       74/10/31.       lp. 

Q.     Inspection  reports,     IE  Bulletins   b  correspondence- 

791E070049  Foruarde    IE    Imp    Rept    90-341/79-18  on  790911-14  li  notice  af 
violation. 

KEPPLEB.J.  0.  Region    3,     Chicago,    Office    of    the    Director.     ,79/10/16, 

2pp. 


-7912070095  Notice    of    violation    from    intp    an  790911-14. 

*  Region    3,     Chicago.    Office    of    the   Director.       79/10/16. 


lp. 


-- 79J2070Q6Z   IE    Int,p    Rapt    5O-341/79-1B  on   790911-14.  Noncnapliance    notld: 
failure    to   assure    that   purchased   matl    conformed    to 
procurement    document    through    examination   of  matl    upon 
del Ivery. 

PHILLIP,  0.  A.  .    UARD,  K.D.  ,     NORELIU3,  C.  E.  Region   3,    Chicago.    Office 

of    ths  Diractor.       79/10/16.       llpp. 

79120S0016  Foruardi    IE    In»p    Rept    50-341/79-S1    on   791004-05,  No 
noncompll*nc«   noted, 

FIDS  ELL  1,0,  Region    3,    Chicago,    Reactor  Construction  h  Engineering 

Support  BraneJi.      79/1O/1B.      Bpp. 

—7912050022   IE    Innp    R»pt    3O-341/79-21    on  791004-03.ND  noneonpl ianet 
noted, Major   arnai   inspec ted:ueldlng  repair  of   torus, reactor 
vescal   nonal    mod    fc    itar-age    of   reactor    pressure   vessel, 
ERBiC.M.  Rtglon  3,    Chicago    Office   of   the  Director. 

DANIELBONiD.  H,  R  Bat  on   3,    Chicago,    Reactor   Construction   fc 

Engineering    Support    Branch.       79/10/14.       4pp. 
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791SO9O1Z4  Forward*    IE  Circular  79-32,     'Stroke   Tines   For   Potter  Operated 
Relief   Valvai.  "   Mo  responta  required. 
KEPPLERiJ.e.  Region  3.    Chicago.    Office   of    the  Director.       79/11/16. 


DOCKET   50-314   TROJAN  NUCLEAR   PLANT.     POHTLAMD   OENERAL.   ELECTRIC 


F.     Security, 


urgency    &   fire   protection  plane 


79121O023O  Forwards    IE   Info  Notice  79-20,     "Overloading    of  Structural 
Elements  Du*   to  Pipe  Support  Laadi.  "  No  response  required. 
KEPFLERiJ.  0-  Region  3,    Chicago,    Office    of    the  Director.       79/11/16. 

ip 

791211097B  Forwards    IE   Info  Notice   79-29,     "Loss   of  Nonsaf  oty-Relatail 
Reactor  Coolant  Sys    Instrumentation  During  Operation."    No 
specific   Action  or  response  required. 

KEFPLER.  J.  O.  Region  3,    Chicago,    Office    of    the  Director.       79/1  1/lfc. 

lp. 

791BO5C379  Forward*    IE  Bulletin  79-26.     "Boron  Loss  Fron  BUR   Control 
Bla-det.  "   No    response  required. 
KEPPLER,  J.C.  Region  X    Chicago,    Office   of  the  Director.       79/11/2O. 


791S100430  Forwards   IE  Circular  71-34,     -Proper  Installation   I.  Callbr  of 

Cor*  Spray  Pipe  Break   Detection  Equipnent   on  BHHs,  °  No 
written  response  required. 

KEFPLER,  J,C.  Region  3,    Chicago,    Office   of  the  Director.       79/11/26. 


79121  10SH  Forwards   IE  Circular  79-23,     "Motor  Starters  It  Contactors 
Failed    to  Operate.*   No  response  required. 
KEPPLER,  J.C.  Region  3,    Chicago.    Office   of    the  Director.       79/11/26. 


7^12180335   Notifies    at    delay    in   Plant    Sys    Branch    Tea,n    1    evaluations    o* 
facility    Fire    protection  sus.  Out I lues    of    assistance  iKvdcd 
enc  1. 
LAIHAS.O.  Plant   Systems   Branch.        79/11/16.        3pp. 

7-?  12200032  Discussea  MIC   791 1O9  neBting   re    energeney    preparedness   tram 
revlHH  objectives.  Provides   guidance    For    iepravfng    lie«n»oe 
emergency    preparednes-s    b  assuring   capability    of   oFfsitt 
ag*ncie>    to   take  appropriate    •Bargencii   actions. 
CRIMES,  B,K-        Emergency    Preparedness    Task    Force.        79/11/23.        3Qpp. 

TH3Q&M1&    Raqu«ti    NRC    iqhodule    far    canaenta   T>   Reviaions    4'4a   b   5    to 
nacurity    plan. 
COODWIN.  C.        Portland    Oanerjt    Electric    Co.        79/11/3O.        3pp. 

7912270369   Foruards   draft  of   revised    791ZO4   "Radiological  EnBrgencq 
Plan,"    incorporating    corrections   fc  additions. 
GOODWIN- C.       Portland   General    Eloctric    Co.       79/12/19.       3pe. 

— 7912270276  Draft  of   re-vised    79I3O4   "Radiological    Emergency    Plan." 
incorporating    corrections   &  additions. 
»      Pacific    Qas   fc  Electric    Co.        79/1S/19.        7Hpp. 


791207O40S   Draft  radiological    cn«rgancy    plan. 

GOODWIN.  C.       Portland   Central   Electric   Co.       79/12/31. 


600pp. 


79IS11Q42&  Notifies   that  NRC    intends   to  routinelg    forward   to 
appropriate    state  public   utll   regulatory    groups   t  state  atty 
general    oft*   copies   of   escalated    enforcement   correspondence 
tent  by   NRC    to   licensees. 

KEPPLEfl,  J.O,  Region  3.    Chicago,    Office   of   thn   Director.       79/11/HB. 

Ip. 

791219O2al    Forwards    IE  Bulletin  79-27.    "Loss   of  Non-Class    IE 
In»trua»nta'tlon  b  Control   Power  Sys   Bus  During  Operation.  " 
Ha   written  response   required. 
KEPPLEB,  J.O.  Rvgian  3.    Chicago.    Office    of   the  Director.       79/11/3O. 


7*12130536  At  I   r«c»ipt  of  791121    Itr   infornlng   NHC   of   «t*ps    taken  to 
correct   violations  noted    in    IE  Imp  Hept   SO-341/79-1B. 
FIDRELLI.  0.  Region  3,    Chicago,    Rvactar  Construction  t.  Engineering 

Support   Branch.      79/12/O3.       lp. 

—  7912120562  Responds  to  NRC  791016  Itr  re  violations  noted   in   IE   In»p 
Rapt    W-341/79-18.  Corrective  actions:  certification    for   heat 
lumbers   located,  reviewed,  found   acceptable  t>  placed    In 
appropriate   file. 
HINE8,  E.      Detroit  Edison  Co.      79/11/21.       4pp. 

7912140066  Forwards    IE  Info  Notice  79-30,     "Reporting   of  Defect*  & 
Hencoop  llaticei,  1QCFR31.  "  No   action   or  response  required. 
KEPPLER,  J.O.  Region  3.    Chicago,    Office    of   the  Director.       79/12/06. 


79I22Q0113  Forwards    IE  Bulletin  79-30.     "Possible  Malfunction  of  Hasten 
Modal  EA1BO  Liait  Switches   at  Elevttad  Teaps.  "  Action 
required. 

HEPPLEfl,  J.a.  Region  3,    Chicago,    Office    of    the  Director.       79/12/1O. 

IP. 

a.     Heportable   occurrences,    LERs  It  related    correspondence 


0.    Ad judicatory    correspondence 

7912040094   Bubaits   status  rept   for  wl   ending   7911O9  re   resolution  of 
open    it* as   &   coapletion  of  NflC  8ER. Review  re    continues 
effects    af  proposed   nods  an   safety-related    sys   If   plant 
operation. Block   wall    problem  evaluated. 
CRAY.J.R.       Hearing   Branch    1.       79/11/O9.       2pp. 

791S17027B   Intervenors    Coalition    For  Safe  Rawer  &  Consolidated 
Intervenurs   First    set    of    interrogatories.  Requests    info  re 
utll   response    to' IE  Bulletin   79-14. aclinic    qualification  & 
drug   charges   against    guards.  Certificate   of   Bvc    end. 

BELL.N.       Affiliation   Unknown-       RDSOL1E.  E.       Coalition    For  B»fe   Power. 
79/11/14.       5pp. 

79121901AO  Notifies    that   on   791219  MIC    staff   response    to  notion   to 
strike  applicants   answer    inadvertently    served    on 
ajudlcatory   boards  of    wrnng    party.  Pleading    should    be 
ignored, 
gfiAY,  J,  R.       Hearing   Branch    1.       79/11/2O.       2pp. 

791203O142  Submits  rept    r*  status   af   unresolved    itrns  t  BER    far  wank 
ending    791123   tt   Structural    review    af    proposed    nods. Plant   Bys 
Branch  awaiting    licensee  replies    to   NRC   79O914  Question  3  fc 
Question  79072B  Questions   367. 
CRAY.  J.  F.        Hearing   Branch     1.        79/11/33.        lp. 

791211003B  ConFirns   receipt   of   *ncl   79O329   petition    to    suseond   DLs    for 
all    PtfflB..  Forwards   FR    notice    indicating    that   petition   uill    fee 
treated    in  accordance   n/iOCFB2. 2Oi. 
DEHTON,  H.  R.       Office    oF  Nuclear   Reactor  Regulation.       79/11/23.       lp. 

— 7912110136  Notice    of   request    for   action    pursuant    to    10CFR2.  2Ot  re 
Environ   Coalition   on  Nuclear  Power   79O329   petition 
requesting    suspension  af  all   OLs    for  PUR*. 

nULLER.D.R.        Officr    of   Nuclear    Reactor   Regulation.        79/11 /El, 
38pp. 


771212O3B2  Canfiraa  7911O9  telcon  re   prohlea*  M/Agaitat  relay 
asBBttblins   in  prloary    containajent  nonitorins    sys.Util    will 
dataraln*  vbothar   other   equipment   contains  Agastat  relay 
•  *»nblll)i  &  will    procure  new  relay   bates. 
FAHRNEf).U.J.      Detroit  Edison  Co.       79/12/O7.       lp. 


7912100126  Bubnits   status  rept    For   wt    ending    791I3O  re    rosnlution  of 
open   it*as  &   coapletlon  of  BER. Licensee    final    responses, re 
nod    work    an   concurrent  aaeratian    saFcty.were   acceptad   b 
resolved.  Btructural    q,uestinn«    unresplv**. 
ORAVrJ.  R.       Hearing   Branch    1.       79/11/3O.       2pp. 


7712120437   Inttirio  deficiency  rapt  r«   failure  of   closure    springs    for 
f  Lr»  •daaoiers    installed    in  reactor  bldg. Research   dapt    i* 
•CDnducllng   »*tallurgic;al    test*    to  dBtarninB  reason   for 
failures.  Final   rept   on  800407. 
FAWNER,  H.  J.      Detroit  Edtion  Co.       79/13/07.       lp. 

7912980090  Acl   receipt   of  79112O   in tor in  rept  ra  raeeuay    hangtr   support 
limitation*. Final   rapt  will    be  reviewed  upon  receipt. 

FIDHEtLIi 0.  Region  3>    Chicago,    Reactor  Construction  ft  Englnearing 

Support   Branch.      79/12/12.       lp.  ' 


791212003O  Modifies   ASLB  partial    initial    decision   pcraitting    interln 
ope  rat  inn    af    facility-  Operation  will   not  rwmuio*   Bending 
further    order.  NRC   shall    infor*  ASLB   of   unresolved    iteas    fa 
seilaic     ia*ues. 

MILLER,  M.  E.       Atonic   Baftttu  and  Licensing   Board  Panel.       79/11/3O. 
3pp. 

79ial2O3O2  Addl    Info    far   Facility    control    bldg   re   block   wall   reaction 
force   found    to  be    inadequate    to  re-iiBt    earthquake— generated 
reaction   forces. Ufcil    uill    conduct    evaluation. Results   of 
791306  nesting   uill    be  provided. Certificate   of  Bvc    end. 
ORAY.J.R.       Hearing  Branch    1.       79/11/34.       9pp, 
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—7912120321    Responds    to    ASLD    7?!113   noti  ( icattoti    of   LER    79-13    Infa. 
Status    rapt   an    evaluation    of    control    bldo    leiirnic    resistance 
capability    already    provided    in   LER   Sup  pi     1. Problem   has    no 
connection   m/design    defic ienc ies.  Bevi eu   continuing. 
uRuEHL.D.J        Portland    General    Electric    Co         79/11/19.       1pp. 

7912130257   Response    to    E   Roio  1  ie.  Coa  1  i  t  ion    For    Safe   Power,  N   Bell    (• 
Consolidated    Interve-nc-rs   791114    interrogatories.  Questions    1. 
3   t    3   out   of    scope    oF    contentions    admitted    In   ASLD   791O17 
order,  Question    4   not    relevant   Certificate   of   Svc    end. 
AXELRAD.  M.       Portland    General    Electric    Co.       AXELRAD.  M. 
Lcuinitein.Neiiman.Reis.  Aielrad    It   Toll.        79/12/O3.      -7pp. 


— 7912300137  Joint   affidavit    on    length    af    interim    operation    for   ai-fcull 
control    bldg, Evidence    should    be    presented    on   required    length 
of    time   to    complete  mods.  Licensee    should    adhere    to    schedule, 
HERR1N3.K.  S.  .     TRAMMELL,  C.  M.  Engineering.     Branch.        79/1S/I9.        ijp. 

P.    Operating    license   stage    documents.  &    correspondence 

7911090248   "Summary    of  Operating   Experience   W/R:ec  i  re  u  latino,    Steam 
Generators.  " 

EISENHUT,D,  0.         Division   of   Operating    Reactors.       NUREO-OS23. 
79/01 /-31,        99pp, 


7912140543    Informs    that     comprehensive    update    of    currently    unresolved 
problems    in    lieu   of    -status   rept    for   uit     ending    791207    is 
being   prepared  &  uill    be   filed   by    771207. 
ORAY.J   R.       Hoaring    Branch    1.       79/12/O7.        Ip. 


79QB010339  Notifies    of    status    of   rept    on    reactor   cavity    annului    seal. 
Ma»t   PWfi   users   remove    ring    during    normal    operati  on.  Others 
store    Beat    ring    in   raised    position    during    normal    operation. 
LAINAS,  0.  Plant   Systems    Branch    (Pro   791030).       79/07/03.      7pp. 


7912170210   Responds    to   ASLS   791130   order    directing   HRC    to    inform   ASLB 
of    unresolved   problem*    Hi/hearing    on    seismic     issues.  Forwards 
HS  Herring,  Cm  Trammell.F  ClEmeson  !.  JE  Knight   affidavits. 
GRAY.  J.  R       Hearing   Branch    1.      79/13/07.       3pp. 

—  7912170223  Affidavit    of   KS  Herring    on  unsolved    problems,  vieued    Pram 

safety    standpointi  re    adequacy    of    control   bldg   nods    to  bring 
facility    Into   substantial    compliance   u/1  Icense.  Statement   of 
professional    qualifications   encl. 
HERRING,*.  S.  Engineering    Branch.        79/12/O7.       7pp. 

—7912170239  Affidavit    of   KS  Herring    re   effects    of  moS   work    on   plant 
saf  etij.  Sta  tement    of    prof   qualifications   end. 
HERR1NG.K.  S.  Engineering    Branch.       79/12/07.        3pp. 

—7913170333  Affidavit    of    CM   Trammell    re    ability    of    control    room 
ventilation  syi   to  maintain  control    room  at   positive 
pressure   of  0   13S-inc(i   uiafcar   column  relative    to  outside 
atmosphere.  Prof   qualifications   encl. 

TRAHHELL.  C.H.       Office    of   Nuclear   Reactor   Regulation,        79/1S/07. 
4pp. 

—  79I2170337  Affidavit    of  F  Clemenson  re   control    of  const-generated    dust 

<•   const  wort    involved    in    Floor   slab  fc   wall    removal.  Prof 

qualifications   encl, 

CLEMENSQN.  F.  Plant    Systems    Branch.        79/13/07.       7pp. 

—7912170342  Affidavit    of   JE  Knight   re   fire  protection   for  mood    fuming   t 
other  combustible  matls.  protection   of    cables    from  dropped 
objects    &   effects    of    drilling    through    control     bldg    uest 
wall.  Prof  qualifications    e-ncl. 
KNIGHT,  J.E.  Systematic    Evaluation   Prosran   Branch.        79/13/07. 


—  7912170240  Affidavits    of  CM  Trammell   (.  KS  Herring   re   piping   fc   equipment 

supports  &  ualU   d   seiimic    designs.  Prof   qual  1  f  icatlnns    incl. 
TRAHMELL.C,  M.       Office    of   Nuclear    Reactor   Peculation.       HERRIHD,  K.  8. 
Engineering    Branch.        79/12/07.       6pp. 

79121B0113   Forwards   affidavits    of   FtH   Short   6   DJ  Broehl,  president   & 
vice   president  of  uti  1  ,  respectively  In  response    to  ASLB 
791130   order.  Certificate   of    Svc    end. 
AXELHAD,  M        Lout  nils  in,  Naiuman,  Reis.  Aielrad   Ei   Toll.       79/  13/OB.        7pp. 

—  79131Q01SO  Affidavit   by    president  of  util    eiplalning   unique 

circumstances    facing    region  !.  affecting   public    need. 
SHORT,  R.  H.       Portland    General    Electric    Co.        79/13/07.        4pp. 

—  79IHIB0127  Affidavit  IITJ    vice   president   of  util    reportlnfl    status   of 

responses    to   NRC    question!    re    control    bldg    proceeding. 
Provides   background    of   LER   79-1S   issues.  Rep  orted  mall 
problems  uill   not   affect    interim  operation, 
DROEHLi  D,  J.       Portland    General    Electric    Co.        79/12/OB.        13pp. 

7912270091  Submits   licensee  vleuis   as    to  hou)  long    Facility    should    be 
permitted    to    operate   absent   firm  plans   for  control   room  mods 
to   fcring    facility    in   compliance  u/license.  Length    of 
operation  has  no  effect    on  public   health    &  ufttu,. 
AXELBAD.  M.      Louensteir.  Niuiman.  Reis,  Aielrad  &  Toll.      79/13/11.       9pp. 

79131904BB  Submits   rept    fur  nil    ending  791214  re   resolution   nf   open 
items  &  completion  of  BER-Firs  protection  m«asur«i  re   mood 
framing   of  nod  uiork    evaluated  d  accepted.  Measures   for 
cable  protection  from   dropped   objects  accepted. 
GHAY.J.R.       Hearing   Branch    1.       79/13/14.       2pp. 

7912280130  Submits  responses    to  ASLH   791130  order.  Paragraphs   4  fc   5 
Completion  b   filing    of    safety   evaluation    for   proposed 
control    bldg    mod   anticipated    on  B003I4.  Time   limit   on    lenbth 
™*i     ,  =        °Ptration  no*   needed.  Prof   qualifications   encl. 
OHAY.J.R.      Hearing  Branch   I.      79/1S/19.       3pp 


7913050183  Discusses   NRC   revieu   of   LERs    b   Toch    Spec    requirements   re. 
control  RPI    ays   at  Uestinghouec  PWRs.  Requests    Tech    Specs 
review   to   ensure   requirement    for    rod    malnt   to    ulthln   +/-    13 
stops    indicated   &  RPI    BUS   verified    accurate   within    12   iteps. 
SCHWENCGR.  A,  Operating    Reactors    Branch    1.       79/1O/89.       7pp, 

7912050929  Requests    info   re    pipe   support   tt   uall .  reviews   b   Inspsi 
structural   adequacy   reviews   ti    Inspsi  unreviewed    aspscti    of 
pipe    supports    for    safety-related    piping    &   schedule    for 
planned    addl    revieus   &    Inspa. 
FRANK,  L.      Oregon.    State    of.       79/11/01.       2pp. 

7913:10016-3  Amend    4S   to  License    NPF-li  revising    administrative   controls 
section   of   Tech   Specs    re   both    onsite   &   offslte 
organ! letional    structure. 
SCHWENCER-A.  Operating    Reactor*    Branch    1.       79/11/OQ.       llpp, 

79121001B9  Discusses  NRC   791101    meeting    u/representati VBS    of  NS99 
vendors   tc   fuel    suppliers   re    discussion   of    respective 
portions  nf  ECCB   evaluation   models    dealing    in/fuel    cladding 
tuielllng   tt    incidence   of   rupture.  Vendor   rBBponiea    end. 
EISENHUT.D.O.         Division   of   Operating    Reactor*.       79/11/09.       63pp. 

— 7913100255  Responds   to  NRC   791101   request  n  nonconp 1  lane*  of 
Westlnghouse   ECCB  evaluation  model    undor   requirement* 
of    10CFR50  App   K. Evaluation    of    three    fuel    red    modal* 
Indicates   no    safety    problems    for  Ueitinghoume   plants. 
ANDERSON,  T.  M.       Uestinghouae   Electric   Carp,       79/11/02.       4pp. 

—7912100330  Responds    to   NRC    771101    request    re  ORNL   cladding    smelling    I. 
rupture   data. Review   of   analytical    model*   &    tests    indicates 
compliance  u/lOCFRSO  App    K.  AH    OE   spec*    for    calculated    p*«k 
cladding    temp    remain   unchanged. 
BUCHHOLZ.R.H.       Oanera  1    Electric    Co.       77/12/O7,       Spp, 

— 7912100*07  Forwards   response    to  NHC   7911O1    requsBt   rn   rod    bur«t    t«*t 
data.  Concludes    that    data    prope-rly   raiprstentajd    by    fuel    modela 
used    in  vendor    evaluation   models   &    that    analyses    datnonftrat* 
alt    criteria   of    10CFR90.  46    satisfied. 

QUSLEV.Q.F.       E«ion  Nuclear   Co.  ,     Inc.     <s>ubs.     of    Euan   Corp.). 
79/11/03.       3pp. 

— 791B10043i  Forwards   addl    Info    re    evaluation   of    impact    of  NRC   prop<je.e,d 
rupture/blockage   model    used    in   vendor    evaluation  model, 
No  adverse    impact   from  new  rupture    burst   data    or   use   of  NRC 
rupture/blockage   modal    on    licensing    calculation    results. 
OHELEVi  0.  F.       Exxon  Nuclear   Co,,     Inc.     (subs,     of   Eixon   Corp.). 
79/11/04.        22pp. 

791205047B  Forwards    agenda   of   79120B  meeting    u/D  Dinon. in  ruponce    to 
NRC   request    for   history   tt    status    of    pipe    support  h 
structural    Insps.  Requests    ttotif  Ication    if   addl    info    Is 
required. 
LENTSCHiJ.W.       Portland   General    Electric    CD.       79/11/19.       flop, 

791207009&  Summary    of   791114    ttlcon  lu/utll    re    Implementation   of   TMI 
Lessons'    Learned    Task   Force, 
TRAMMELL,  C.  M.  Operating    Reactors   Branch    1.       79/11/36.      ipp. 

7912170123  Advises    that  OFc    of   Nuclear   Reactor  Regulation   reviiin   at 
plume    »tudy    summary   ript    is    subj    to   Class    III    fee 
provisions, duo    to    environ    Issue. 
MILLER,  H.  0.  License   Fee    Management   Branch.       79/11/27.       Ip. 

7912040390   Informs    that  milk    samples    from  Kalso    <Dudonikl   D«lru>    are 

no    longer   being    taken.  Bampl ing    program   from  suitable    site 

mill    be    Initiated. 

OODDHIN.C.       Portland   General    EUctri'c'  Co.       79/11/30.       Ip. 
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771H07O4B2  Accepts    proposed    Dafc   Ridge   Associated    Univ  radiation    safety 
course   certification   re   791003   request    for    substitute 
training    program. Comments    on    concerns    re    adequacy    of   program 
requested. 
GOODWIN, C.        Portland    General    Electric    Co.        79/11/30.        3pp. 

791B12Q319  Forwards   response    to   NftC    request    for    info   re    loss    of    offsite 
power. Out  1  ing    of    pertinent    events    encl. 

Portland    General    Electric    Co.       79/11/30.       5pp, 


79IS14O393   Forwards    supplemental    commitment*    for    implementation    of    TM1 
Lilian*   Learned    Task    Force   recommendations    in   reiponse    to 
7912O7   telcon. Info   resolves    remaining    Items    of    disagreement 
ticept    mad    of    containment    isolation   valves. 
OOODHIH,  C,       Portland    General    Electric    Co,       79/12/07.       3pp. 

79L21BO949  Request*   addl    30-day    eitension    to    respond    to   NRC   791001 
request    for   addl    info   re    generic    Issue    of    degraded    grid 
voltage. 
OOODUIM.C.       Portland   General    Electric   Co.       79/12/11.       Ip. 

791B1BO622  Commits    to    implement    proposed    changes    in   Uesttnghause   7911H8 
Itr.  Bank    D  control    rods   ulll    be   withdrawn    equal    to    or 
greater    than   215   steps   uihen   RCS    is    in   automatic    mode    at    more 
than   90?.    of   rated    pouier. 
CQODHIW.C.       Portland   General    Electric    Co.       79/12/11.       Ip. 

7712210366  Forwards  addl   info   in   response   to  NRC  791210  request  re 
automatic    initiation    of   au»iliary    feediuater    su*   &  amiliary 
Pesduater    flou    indication    to    steam  generator. Thirteen 
oversiieiJ    drawings   available    in   Central    Files    encl. 
<JDODH1N,C.       Portland    Oenoral    Electric    Co.       79/12/14.       IBpp. 

7712190379  Forwards   response    to   NRC   790914,20.30  (.    1002   questions. 
Include*    info   va    safety-related    cables   b   equipment,  uso    of 
grout    tor    Installation   of   rebar    into   walls   &  rock. 
BRDEHLjD.J.       Portland    General    Electric    Co.       79/12/17.       16pp. 

— 7913I9039O   "Miscellaneous   Paper   C-74-12, Pullout   Resistance    of 
Reinforcing    Bars   Embedded    in   Hardened    Concrete."    prepared    by 
Engineer   Waterways  Eiperlment  Station. 

BTOWE,  R.  L.        Army.  Dipt.  of.        74/06/30.        6SPP. 


Inspection    reports,     IE   Bulletins    &    correspondence 


7913060112    Forwards     IE    Insp    Rcpt    50-334/79-17    on    79Q904-2S.  No 
none  amp  I iancc    noted 

CREWS,  J.  L.  Region    3,     San    Franc  i  sc  C-,     Reactor    Operations    Nuclear 

Support    Branch.      79/1O/15.       2p,p. 

— 7912060123    IE    Insp    Rapt    50-344/79-17    on    790904-28.  No   noncompl  iance 
noted.  Major    areas    inspected:  operations,  ma  int(  physical 
security    5    follouup    on    IE   bulletins    &  LEHs. 

STERNBERG,  D.  11.  Region    5,     San    Francisco.     Reactor    Operations 

Nuclear    Support    Branch.        MALMRDS.  M.  H.  Region    3i     San   Fi-onct  sco. 

Office    of    the  Director.       79/1O/13.       6pp 

791210027B   Forwards    IE    Info  Notice    7-7-28,     "Overloading   of  Structural 
Element*    Due    to   Pipe    Support    Loads.  "   No   response    required. 
ENQELKEN,  R.H.  Region    9.     San    Francisco,    Office    of    the    Director. 

79/11/16.        Ip. 

7912070Q1B  Forwards    IE   Circular    79-34,     "Proper    Installation  t  Calibr   of 
Core    Bpraij    Pipe    Break    Detection    Equipment    on   BWRs.  "   No 
response    requirad 

ENQELKEN.R.  H.  Region   9,    San    Francisco,    Office    of    the   Director. 

79/11/26.       Ip. 

791311026?  Forwards    IE  Circular    79-53,     "Motor  Starters  t.  Contactors 
Failed    to   Operate."    No   response    required. 

ENGELKEM.  R.H.  Region    5,    San   Francisco,    Office   of   the  Director. 

79/11/2A.       Ip. 

7V1211049S    Notifies    that   NRC    Intends    bo   routinely    forward    to 
appropriate   state   public    utll    regulatory   groups    &    state  atty 
general    ofcs, copies    of    escalated    enforcement   correspondence 
sent   by    NRC    to    licensees. 

ENQELKEN.  R.  H.  Region    3,     Sao    Francisco,    Office    of    the    Director. 

79/11/26.         Ip. 

7912130150   Forwards    Insp    fiept    30-314/79-  IB  on   791107-09.  No    items   of 
noneompl  ianco    found,  Rapt  ulthfleld    (ref    10CFFI2.  7901.  Copy    to 
Central    Files    onlij. 

NORDERHAUQ.  L.  R.  Region   5.     Ban   Francisco,    Safeguards   Branch,. 

79/11/24.        2pp. 


77122B0491    Discusses   791207   supplementary    Info   re    Implementation 
of    short-term  action*    required    by    TMI    Lessons    Learned    Task 
Fare*.  One   outstanding    item   remains    re   control    circuit    for 
23  containment    isolation   valves. Mod    completed    by    B00101 
CCODHIN.C.       Portland    General    Electric   Co.       79/13/20,       Ip. 


7912190147  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  E<  Control  Poiuer  EIJS  Dua  During  Operation," 
Written  response  required. 

ENQELKEN.  R.  H.  Region    9,     Ban    Frflncinco,    Offirtr    of    the    Director. 

79/11/30.        Ip. 


791S270LB3  Foruiardt   response    to   NRC   790914,20,1005  It    18  questions   re 
control    hldfl    mods.  Cartif  icato    of   five    and. 
BRDEHL.D.J.       Portland   General    Electric   Co.       79/12/21.       134pp. 

7912270181   Forward*    final   response    to  NRC   790914.20   fc    1002  requests    for 
info    rs-   control    bldg    mods. 
BROEHL^D.  J.       Portland   Ouneral    Electric    Co.       79/13/B2.       HBpp. 

79122B05ia  Forwards   Change   Application   96   requesting    amend    to   License 
HPF-1. 
ODODHIN,  C.       Portland    General    Electric    CD.       79/12/24.       Ip. 

— 7913880323  License   Chanoi   Application   Bi    for   Licen*i   NPF-1, reviling    rod 
in»ertion    limit   Tech    Specs    to   permit    unrestricted    operation 
during    Ggcle    3. 
OdDDHIN,  C.       Portland  General    Electric    Co.       79/12/24.       3pp. 

— 7913260939  Revised   Page*   3/4   E-6a, 2-BD  3/4   203   for   proposed    Change    St 
to   Tflch    Specs    re   revision    to   rod    insertion    limits    to    permit 
unrestricted    operation   durlno   Cycle   3, 
»      Portland   Oeneral    Electric    Co.       79/12/24.       3pe. 


7912310272    Forwards    IE    Info   Notice    79-3O,     "Reporting    of   Defects    t. ' 
Noncomp  1  lame  a,  10CFR21 .  "    Nn    action    required, 

ENGELKEN.  R.H.  Degicrn    5,    San   Francisco,    Office    of    the   Director. 

79/12/OA.        4pp. 

79121900D1    Forwards    licensee    responses    to    IE  Bulletin   79-23,    "Potential 
Failure    of   Emargencg    Diesel    Generator   Field    Excitor 
Transformer.  " 

CREWS,  J.L.  Region    3,     San   Francisco,     Reactor    Operations    Nuclear 

Support   Branch.      79/12/07.        Ip. 

— 79121900O3  Responds    to    IE  Bulletin    79-33,    "Potential   Failure   of 
Emergency   Diesel    Generator   Field    Eicitcr  Tran&f armtr,  " 
Facility   will    conduct    load    teat    of   emergency    dhesel 
generator   prior    to   recovery    from    re-fueling    shutdown, 
QOODHIN,  C.       Portland    General    Electric   Co.      79/10/11.       Ip, 

791220024D   Forwards    IE  ttullotin    79-2B,     "Possible   Malfunction   of   Namco 
Model    EA1BO  Limit   Switches    at    Elevated    Temps."    Action 
required . 

ENOELKENi  R,  H,  Region    3,    Ban    Francisco,    Office    of   the  Director. 

79/12/07.        Ip. 


7912310516  Forwards.   License   Changi   Application   57  requesting    amend    of 
LEcenoo  NPF-1.  Certificate    of   Sve   &  Class    tl    feB    encl. 
OQGDHIN.C.       Portland    General    Electric    Co.       79/13/2B.       2pp. 

— 79123I03BO   License  Change   Application    87   to   amend   License   NPF-1. 
revislnn    Tech    Specs    re  method    of    transferring    dleeel    Fuel 
oil    From    storage    to    equipment,  min  vol    of   borated   utater 
itor«ae.i  *Y*   actuation    terminology    &    fire    protection. 
»      Portlend  General    Electric    Co.       79/12/HQ.       7pp. 

— 79JB3 1D927   Revised   Tech    Specs   3,  1.  2.  7.  4.  1.  2.  7.  3.  7.  B.  B.  4.  7.  B.  2  tc  3/4.  1.  H 
b  3/4.  1.3  re   method    op   transferring    die«el    fuel    oil    from 
storage    to   equipmentimin   vol    of    borated    water    storage,  BU,S 
actuetlnn    terminology   &   fire   protection    equipment. 
»      PortlJtiiT  Oeneral    Electric   Co.       79/12/28.       llpp. 


7912210132    Forwards    responses,     to     IE    Bulletin   79-21,     "Temp    Effects    oti 
Level    Measurements.  " 

CREHBiJ.  L.  Region    3,    San   Franc  iaco.     Office    qf    the  Director. 

79/12/07,       Ip. 

— 79122101,62  Responds    to    IE  Bulletin   79-21,    "Temp    Effects   on   Level 
Instrumentation.  "    Discusses    liquid    level   measurement   sys. 
post-accident   ambient    temp    on    indicated   water,  safety   t. 
control    setpalnti   It    emergency    procedures. 
OODDUIN.C,       Portland    Genaral    Electric   Co.       79/09/14.       15pp. 

7912230671    Forwards   ufci 1    response    to    IE    Bulletin    79-04.    "Incorrect 
Heights    for  Swing   Check   Valve*    Mfg    by   Velan  Engineering 
Corp.  " 

CREWS,  J.L.  Region    3,    San  Frantisco,    Reactor    Operations   Nuclear 

Support    Branch.       79/12/07.       Ip. 
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— 71l3SBOt,7E   Forwards    response    to    IE    Dulla-tiri   7?-Q4.     "Incorrect    Helgnts 
far    Suing    Chsc  k    Valves    Mfg    by    Velan   Engineering   Carp.   " 
Valves    identified    Ci    verified.  No    plant    mods    needed. 
GOODWIN. C.        Portland    General    Electric    Co.        79/G9/14.        3pp. 


— 7912110346    "Evaluation    of    Tests    of    Tensile    Bond    Strength    a*    Ccrvc*«t« 
Bloct-to-Fi.ll    in    Trajan   Nuclear   Power  Plant   Near  Pnrtlandr 
OF1."   Supporting    documentation    end 
*      Ulssi    Jannag,    EUtner   Si  Association,     Inc.       79/11/21.       28p» 


71123BQl>23   Forwards     IE    Infn   Notice    79-31.     "Use    of    Incorrect   Amplified 
Raaponae   Spet-tra.  "    No    written    response    required. 

ENGELKEN,  R.  K.  Region    5,     Ban   Francisco.     Office    of    the   Director, 

79/13/13.         Ip. 


7?121BQnl6  Foruiarda   supplemental    info   to  LER   79-13   providing 
evaluations    of    single   it    daub  lo~iai(the   masonry    ualli 
supporting    safety-related    pi  ping.  Results    of  masonry    bond 
tension   tests    ft   composite    masonry    uall    tests   encl. 

i  D   J.        Portland    General    Electric    Co.        79/13/04.       74pp. 


H.     Periodic    operating    reports   1    related    corresjiondenc  e 
79121403d!    Forwards    monthly    operating    re.pt    tor    Nnv    1979. 


YUNDT.C.P.        Portland    General    Electric    Co 


79/1 H/Ca. 


"P. 


79-1237043°   Forwards   addl     info    re    LER   79-15,  requested    in   791203 
affidavit    oF   KB  Hearing    k   CM  Trammell    on    status    of  Troj»n 
ual)    problem. 

,  J.        Portland    General     Electric    Co.        79/12/22.        71pp. 


— 79I51403Q7    Mnnthly    operating    rept    Por   Ngv    1979. 

CLAIR.G.G.       Portland    General    Electric    Co.       79/12/OB. 


S.     Reportohle    occurrences,    LERa    &t  related    c  orras pond e nee 


4pp. 


7912310066   PNO-U-7^-00&:  on    791019. fac  ill tg    notified    KRC    of    tritium 
found     in    samples     from    nnsitc    recreation    lake.  Caused    ay 
leatlng    staam   generator    tubes. 

WENSLftHSKl,  F.  fl.  Region   S,    San  Francisco.    CfFite    of   the    Director. 

79/10/19.        3pp. 

7912310104   PNO-V-79-OQ5:  nn    791019,  prsl iminary    analysis    indicated    uall 
used    to   anchor   rastraint    For    RHR   pump    suction    line  «iag   n-nt 
have  necessary   structural    capah  II  i  tij.  Ana  lusi-o    should    be 
camp  Is  ted    hg    71\O22.  Plant    currently    shut    doun. 

CREUS.J.L-.     STEflNHEHG.  D.  nenion    3,     San   Francisco,     DFFIce    of    the 

Director.        79/1O/1?.         Ip. 


DUCKET    50-3^16  DAVIS-EESSE   NUCLEAH    POHER   STATION,    UNIT   1 
F.     Security,    medical,     emergency    b    fire    protection   plant 

7912300023  Dimcuasea   NRC    791109  meeting   TS   Bmirgency    prepar«dni»»   lint 
review   oB jecfcives.  Provides    ouldanco    far    Improving    llcintea 
eirergencij    preparedness    t<   assuring    capability    of   offsitt 
agencies    to    tain    appropria te  -emergency    actions. 
eRIWES,D,K.       Emorgency    PreparedneBS   Task   Forte.       79/11/23.       30pp 

7912310103  Doqucsts    installation    of   Backup    poiuev    for  rad    Bmarfl»nca 
tolephanBs.as    dlscuB-sod    In   791119   telcbn. 

KEPPLER.J,  H.  Region    3,     Chicago,    Office   of   the   Director.       7»/ll.'X 

Ip. 

O.     Adjudlcatoi-y    correspondancn 


79122C.00I6   PKO'V-T>-OQ7:on    791025,  emergBficii    plan    eiBTciae    uill    be 
conduEted   at    facility. 

HGN3LAMBKI.F.        Office    of    Inspection   6   Enforcement.    Office    of    tha 
Director.        79/10/2.5.         Ip. 


7913110030  Confirms   Toeatiit    of    encl    7903H9  petition    to   »u»pand    OLt   Is 
all   PURi.  Foruiarda  Fit  notice    indicating    that   petition  will    be 
treated    in    accordance    VJ/1OCFR2.  HO6. 
DENTOHiH.  R.       Office    of    Nuclear   Reactor   Regulation.       79/11/S3.       IB 


7912040665   PNO-W-79-OOS:  on    791029,  ut  i  1    peporteil    exposure    of    3.7    reme    to 
eje    lens    o-F    contractor    emploijffB   uih  i  1  e    testing    steam 
generator   A.  Investi  gat  ion    und  eriiiau,  work     tempnrarilij    stopped. 
FI5H.R.  ,     HENSLAWSK1.F.  Region    5,     Ban    Francisco.     Office    of    the 

Dirsctc-r.        79/10/a?         3pp 


— 7912110126  Notice    of   request    for    action   pursuant    to    10CFR2.  SOfi  rt 
Environ    Coalition    on    Nucloar   Pomor   790327  pstition 
roquestinfl    susponaion    of    all    OLs    For  PURs. 
f!Ui.LER.»,R.       Office    of    Nuclear   Reactor  Regulation.      79/11/23. 


7913030101    PNS-U-79-001:on    7911O3.  ten    off-duty    !.    former    guards 
arrnsted    for    narcotics    traffic    Individuals 
!-nH«ved    frmn  duty    (<    inspectors   are    onsite    to    assure   KRC 
SCCUT  i  ty 

NORDEIIHftUG.  L.  R.  Raoion    5,     Ban   Francisco.     Office    of    thfl    Director. 

79/ll/Oa.        Ip. 

7913300572  PrJS-U-79-001A:  on   791 12fi,  1 1  ccn'jBff   notified  Reglun    5  that 
continuing    investigation    into    drug    use   at    Facility    resulted 
in    termination   of    auiiliary    operator    for    uncopaernti ve 
attitude   due    to   oFFsit*    JED    of    cocaine. 

*      Office   of    iiiapection   (j  Enforcement,    Office    of   the    Director. 
79/11/36         Ip. 

7913120099   Notification    of    71?I3Q5-OA    meeting    u/util     In.   Detliesda.  MD    t 
diacuc.s   LER   79-1 S   re  masonry    blatl    uall    &   support   reactian 
prob  1  PIH. 
TRAMHELl.,C.  M.  Operating    Reactors    Gronch    1.        79/12/O1.        2pp. 

77121IO3O2   Foriuards    special     rept    re    77090i>   actuation    of    ECC3   safety 
injtctian  during    turhlne   oetiBrator    control    circuit 
invottigatlu-n.CDiuc.ci3    bij     faulty    GE    troubleshooting    procedurE. 
Protfliiura    changeil    by   CE. 
VUNDT.C.P.        Portland    Uenaral    Etectr>ic    Co-         79/13/03.        Ip. 


H.     General    correspondence 


79-IK100334    Informs    that    all    activities   re  nuclear    program  will    bi 
conaollflated    under    one    corporate-    officer, HP  Grouse.  Liconse 
amend    request   mill    be    submitted:    in  near   future. 
JOHNSON,  U.  A.       Toledo  Edison    CD.       79/11/3R       Ip, 


El.     Antitrust    correspondence 


7712030093  Consolidated    ansunr    in    opposition   to   Cleveland  Elictrlt 
Illuminating    Cn,  Toledo    Edison   t<  Ohio  Edison   petitions    for 
AUM1-360   revieui.  PetttionBTs    Called    to   seek   Commission  reviiu 
an    issue    oP   monapolj   c  i  latent  e.  Cortl  f  icate   of   Svc    encl. 
LE68r,R,P.       Antitruat    Division.       79/11/21.      3Hpp. 


77i2tl]Q3<14    Informa    of   address    change   as,    of  791201. 
HJELMFELT,  D.  C.        Hjolmfelt,  D.  C.        79/11/26.       3pp. 


7912110356   Orders    extension    until    B00115   for  Comraifision   to   rivien 
ALAD-36Q. 
CH]LH,iS.  J.       DFPice    of    the    BecrotaTV    of    the  Commission.      79/13/C7 


79l21BOiia7  Forwards    speciaV    rept   re    ECCB   actuation. 

VUflDT.C.  P.       Portland   Gonaral    Electric    Co.       79/12/03.       Ip- 

— 7912100633  Special    rap t •  on   7?O906iECC6    safotij    injection  was   actuated. 
Cairsad    by    P.-<ult<|    troubleshooting    procedure.  CE  has    changed 
procedure-. 
»      Portland  Conors!    Electric   Co.       79/12/03.       Ip. 

791211Q311    Forwards    Suppl    2    t-o    LER    7»-15.  Review   nP   nasonry    structures 
supporting    safety-related  'pip  tng    revealed   2O  -jails    conducive 
to   overstreis.  Discubses   corrective    actions. 
FRANK.  L.        'Portland    General    Electric    CD.        79/12/04.        33pp. 

— 79121103flH   "Rept    on  Tes.tinB    of   Composite  Mason.rg   Halls.  ™ 
>      Port  Una  General    Electric   Co        79/U/3O,       11pp. 

— 7913-110344  Special    plant   procedure    for    "Test    oF  Hasonry   Hand   Tenslan- 
to-Concrete  C-are    in   Masonry    "lock   Walls." 
VUNDT.C.P         Portland    OoneraL    Electrit    Co.        79/11/13.        I0pp. 


P.     Operating    license    stage    documents    I   correspondence 

7911090248    "Summary    oP   Operating    Experience  U/Reclrculating    Stean 
Genoralnra . " 

EIGEMHUT,  D.  0.  Division    of    Operating    Reactors.        NUREQ-0523, 

77/01/31.       B"pp. 

7713310070  Acfc    790B31    Itrs    endorsing   BfcU  generic   ropt  BAH-lSi4. 
"Inte-orateil   Control    8ya   Reliabilit«   Analyiis,  "   fc  rmuests 
addl    info. 
REID,  R.  W.  aperatlna   Reactors    Branch   4.      79/11/07.       13p-p. 

77131301B7   Foruaril-s    summary    of    Taknnkron  Research,  Inc    studu    uf    lit«»tti 
rHflulatorij   parForiiianct    evaluation   It  Teknehron    draft  rept  re 
operating    reactors   w/BE<M    nuclear    steam   supply    «ys.  Reiiuest* 
comnienti.  M/n    enc  1. 

STELLO,v.       Office    of    rnspactiun    d  Enforcement.    Office   of    tha 
Director.       79/11 /OB.       2pp. 
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79121OO1B9   Discusses  NRC   791101    meeting    id/representatives    of   N5BS 
venders   *    Fuel    luppllin   re   discussion   of    respective 
portions    of   ECCB   evaluation   models    dealing   u/PUBl    cladding 
tu» 11  ing    b   incidence   af    rupture.  Vendor   responses    end. 
EISENHUT.D.  Q.         Division    of   Operating    Reactors,       79/11/09.       63pp. 

— 7912 1002 3 3  Responds    to  NRC   791101    request   ri    noncomp 1 lance    of 
H»s)tJnghouse  ECCS   evaluation  modal    under   requirements 
of    1DCFR9O  App    K. Evaluation    of    three    fuel    rod   models 
Indicates    no   safitij    problems    for   Uastinghousi    plants. 
AMDER8OH,  T.  M.       WestlngnouBe    Electric   Corp.       79/11/02.       4pp. 

— 7912100330  Respond*    to   NRC  771101    request   re   ORNL  cladding    smelling   fc 
rupture    data. Review   af   analytical   mods  la   h   testa    indicates 
compliance   U/10CFR30  App    K.  All    QE   specs    for    calculated   peak 
cladding    temp   remain   unchanged. 
BUCHHDt-ZiR.H.       Seneral    Electric   Co.       79/13/07.       3pp. 

— 7912100407  Forwards   response    to   NHC  791101    request   re   rod    burst    taut 
data. Concludes    that    data    properly   represented    bij    Fuel   models 
UBBd    in  vendor    evaluation  model*    &    that   analyses   demonstrate 
•  11    crltarla   of    10CFR50.  16   satisfied. 

OWBLEY.Q.  F.       Eiieon   Nuclear   Co.,     Inc.     dubs,     of   Eixon    Corp.). 
79/11/OS.       Spp. 


— 7913280291    Amirnii    32    to    License    NPF-3,  mod  i  Fying    antitrust    license 
condi t luns. 
REID.R.W.  Operating   Reactors   Branch    4.       79/1B/I2.       Sop. 

— 7913200290  Notice    of    Issuance   t.   availability    af   Amend    22    to   License 
NPF-3. 
REIDiR.  W.  Operating   Reactors    Branch    4.       79/12/12.        lp. 

79121S050S    Submits   commitment    of    coropltanCB    to    NRC   791O&3    interim 
position    re   containment   purge   tt   vent   valve    operation. 
Commitment    is    adequate    for   NRC    determination    that  OL    nueil 
not    to    be-    modified,  suspended    or    revoked. 
CROUBEiR.P.        Toledo    Edison    Co.        79/12/13.        3pp. 

7912310463  Supplements    application    for    amend    to   OL  ra   revisipn    to 
Condition   2.  C(3)h,  delaylns    completion    schedule   of    tire 
protection   mads    until    B00930.  Class     III    feui  summary    schedule' 
Identification  of    proposed    change    i   addl    design  mod    end. 
GROUSE.  R.  P.       Toledo   Edison   Co.       79/1H/E2.       5pp. 

7913310490  Forward*   DfcW   rept.     "Small    Break    Operating   Guidelines." 
incorporating    core   cooling    guides    in   response    to  NUHEO-Q579. 
GROUSE.  R.  P.       Toledo    Edison  Co.       79/12/H7.        lp. 


—  7912100436  Foruard»    addl    Info   re    evaluation   of    impact   af  NHC   proposed 
rupture/blockage  model    oied    In   vendor    evaluation  nodal, 
Ho    adverie    Impact    from  neu   rupture   burst   data   or   use    of   NRC 
rupture/blockage  model    on    licensing    calculation  rosults. 
OUSLEY.Q.F.       Exon  Nuclear    Co.,     Inc.     <*ubi.     of   Exuon   Corp.). 
79/1  1/O4.       23pp. 

7912360633  Forwards    trip    rept    of    79101B  &    19  visit    to    plant. 
SCROLL,  S.  Plant   Systems   Branch.       79/11/15.       13pp. 

79121BDES3  Notifies    of    partial    refund    of  Class    IV   amend    Pee    for   79O713 
Application   for   change    to   Tech    Specs. 
MILLER,  M.  a.  License   Fee  Management   Dranch.      79/11/16.       lp. 

79121HO092  Summari)    of  791024  meeting    u/B&W   owners   group    re   ammaietric 
LOCrt    laadi    evaluation.  Evaluation   of   BdW   plants    to   lim 
complfltld    bij    Jul    19BO. 

HOBFOflUiH.  D.         Atslstant   Director    for   Engineering   Programs. 
79^11/SO,       1pp. 

791SID0479  Forward*'  to   all    B&U   operating    plants   except   TMI.  request    far 
addl    Info   re    small    break   LOCA.  Comments   requested    bu    791203. 
.H.  Operating    Reactor*    Branch   4.       79/11/21.       3pp. 


79121OO237  Requests   dataiUd    Info   re   uear    charaetarlstlca    of   control 
red*    on    guide    tube   assemblies.  Info   needed    to  verify    that 
guide    tube  uear   not    significant   problem    in   BtU   facilltlatt. 
NRC   concern-t   r*   tube  uear   encl. 
HEID.R.H.  Operattng   Reactors    Dranch   4.       79/11/83.       &pp. 

79iaia01IB  Forwards  request   for  addl   info  re  Tech  Spec   channes   covering 
anticipated    reactor    trip,  auxiliary    feadwater    nurvoillance 
li  BJiteup    nunp    termination. 
REIDiU.R.  Operating    Ftiactars   Branch    4.       79/11/28.       3pp. 

791B190327  Notlfle*  of  partial   refund  of  Class   III   amend    fee  re  791003 
application..  Action   required    by    application    is    In   Class    II 
f«-e   category. 
MILLER.  U.  0.  License  Fee   Management   Branch.      79/12/D3.       lp. 

791S190402  Forwards   revised   Tech    BpecBiApps   A  l(  B   re   aidMinlBtrative 
controls,  r«f  letting    changes   r«quB*t«d    in   7911HB  application 
to   «nend    DL.  Riq,u*nt«   Class    II    fee   classification. 
CHOUSE,  R.  P.       Toledo   Edison  Co.       79/12/06.       Kpp. 

—  7912190S32  Ravitad   page*  6-2,6-7  through   i-9  t<  6-1J    through  6-13  to 
Ttch    Sp>cs>  App   A  re    admlnlitrative   control*   li  revised   Page 
3-1-1    o*  T»ch    Bpeee.App    B   re    oroant  tatlonal    changws. 
*      TaLedo    Edison   Co.       79/12/06.       9pp. 

7912160384  Supplements   791009   reipon**    to   NRC   790808    inquiru.   re   bw» 
voltages.  Bunnariies    scope  tt   schedule    far    proposed    te»t 
progr**, 
CROUBE.  R.  P,       Toledo   Edltan  Co.       79/12/07.       tp. 


—  791231O4S6   "Small    Bre^ali   Operating    Guidelines.  " 

*      Babcdcfc    &   Uilcoi    Co.        BHKP-200Oa.        79/U/20.        SOpp. 


O.     Inspection  rnpnrts,     IE  Bulletins    &   cori-aopondence 

7912050014  Forwards    IE    Insp   Rept    5O-396/79-26   on  790919.  Mo 
nonconp  liance    noted. 

KEPPLERiJ.O.  Region  3,    Chicago,    Office    oP    the   Director. 

Hup. 


79/1O./13. 


— 791205OQ1B   IE    Insp    Rept   5O-34A./79-26   on   790919.  No  noncomp Hance   notod. 
Major   areas    inspected: most  ing    uas    held    to    discuss    status    of 
llCBnBBB   actions    takon   to   address    specific    Region  3 


concnrns. 

REVE8.L.  A.  »    TAMQLINO.T.  N.  .    WAflNICK.  tt.  F. 

Office    of   the  Director.       79/1O/09.       Bpp. 


Region    3-     Chicago, 


7912070066  Forwards    IE    Insp   Rept   SO-34A/79-SB   on  790013-17,37-31. 
0910-14  &   24-2B  &   notice  of    violation. 

HEIBHMAH.F.F.  Region  3i     Chicjjo,    Office    of    the  Director. 

79/10/36.       2pp. 

— 7912Q7O072  Notice    of   violation    from    inap    an   790013-17.27-31,0910-14  fc 
24-28. 

»          Region   3,    Chicago,    Office    of    the   Director.      79/1O/25.        lp. 

—7912070079   IE    Insp    Rept   SO-346/79-2B    nn  790813-17,37-31,0710-14  t 
S4-2B.NonconpliancQ    noted :  disabling    of    undervoltage    sensing 
T-Blaya   &    failure    of    statin-n    revieu    board:    to   review 
violations    of  Tech   Specs. 

STREETER,  J.  F. ,    EAKEH.K.R.  Region   3.     Chicago.    Office    of    tho 

Director.       HEIBHMAN.R.  F.  Raglan   3.     Chicago-    Reactor  Oporatlons 

Nu clear   Support   Brarch.       79/10/29.        IBpp- 

7912090348   Forwards    IE    Insp    Rep*    5O-346/79-3S    on  790B20-34,  31, 0904-O7, 
10-14,17-31  fc   24-28  &   notice    of    violation. 

HEISHMANi  R.  F.  Rngion  3.    Chicago,     Reactor    Dperationa   Nutlaar 

Support    Branch.       79/IO/31.        Spp. 

— 791H03O3S4  Notice    of   violation    Prom    Insp    on    790020-24,  31.  0904-07, 14-14* 
17-21   It  24-2B. 
*          Region   3,    Chicago.    Office    of    the    Director.      79/1O/30.        lp. 

—7912030363    IE   Insp   Rapt  SO-34&/79-23    on    790020-24.31,0904-07.10-14. 
17-21    It  24-2B.  NancnmpliincB   noted:  Failure    to   establish    fire 
uatch. 

REYES..L.A.,    HARNICK.R.F.  Region   3.     Chicago.    Office    of    the 

Director.       79/1O/3O.      6pp. 

791 21302 1O    Inform    of   delay    in    submitting    rept    ra  primarg    coolant   sy« 
pipe  uhtp   restraint    deiign   varlFlcation    p«r    IE   Insp   Rapt 
30-346/79-93.  Delay    in   receipt    at    background    info    from  BW 
will   rasult    in  791 HOT  lutmlttal    data. 
CRDUBE,R.P.       Toledo   Edison   Co.       79/tl/OS.        lp. 


79181^0433  Foruards    fee    for   791206  amend    to   OL. 
CROUBE.R.P.       Toledo   Edi*on  Co.       79/1E/12.       lp. 

7912260275  Forwards  Amend   22  to  License  NPF-3  I  notics   of   issuance  I. 
avatlahilltv. 
REID,  ft.  M.  Operating    Reactori    Branch   4.       79/1H/13.       3pp. 


7912S600B2  Forwaril*   draft   IE   bulletin    concerning    potential    generic 
defect   TV    failure   of    pins    on   control    relays    to  make    proper 
contact    w/ socket*. 
LAINAfljO.  Plant   System*   Branch.       79/11/O6.       lp. 

79132002*2  Forwards   IE    In*p   R»pt    80-346/79-37    pn  791009-18,13-20.22,29. 
26  &  29-31. Mo  noncoftpliancB   noted. 

HEISHHAN.R.F.  Region  3,     Chicago,     Reactor   Operations    Nuclear 

Support    Branch.       79/11/13,       Spp. 


190 


DOCKETED  ITEMS 


—  7913200350    IE    Insp    flept    50-346/79-37    on    791OO9-12.  1 3-20. 33, 35,  2i    & 
29-31. No    Tio-ncorapl  iance    noted  .  Ha  j  or    areas    inspec  tod  :  plan t 
operations. procedures. prtys i cal    protection   t<    surveillance   of 
sa-f «  tu-re  1  a  ted    -ays    required     bg    Tech    SPICE. 

FJEVES.U.  t\.  •     HflRNICK.R.F.  Region    3.     Chicago,     Office    of    the 

Director.        79/11/09          5pp. 

7913050152  Forwards    IE   Circular    79-23.     "Stroke    Times    for   Pouer    Operated 
flelieF    Valves.'1    Ho    rasponie    required. 

ttEFPLER,J.G.  Region    3,     Chicago.     Office    of     the    Director.       79/11/16. 

Ip. 


79122806il3   Forwards    3O-day    rospunse    to    IE   Bullatin    79-03,  Revision    2, 
"Pipe    Support    Qaee   Plate    Designs    Using    Concrete    Eipansion 
Anchor    Dolts.  "   Pipe    support    design    calculations   &   drawings 
ravieued.  Camp  let  ion    of    uork    scheduled    far    B004Q1    d  0701. 
CHOUSE, R,P,        Toledo    Edison    Co         77/13/10.        9pp, 


R.     Periodic    operating    reports   &   related    correspondence 


7912130373  Forward*  monthly    operating    rept    for   Nov    1979, 
MURRAV,  T,  D.        Toledo    Edison    Cd,        79/12/07,        Ip. 


7912100244    Forwards     IE    Info    Notice    79-28.      "Overloading     of    Structural 
Clements    Due    to   Pipe    Support    Loads.  "    No    response    required, 
KEPPLER,  J.G.  Region    3,     Chicago-     Office    of    the    Director.       79/11/16. 

Ip. 

791211059?  Forwards    IE    Info    Notice   79-29.     "Loss    of    NansaPetu-Related 
Reactor    Coolant    Sy  s    Instrumentation    During    Operation."    No 
specific     action    or    response    required. 
KEPPUER,J.  0.  Region    3,     Chicago,     DFfice    of    th  H    Director.       79/11/16. 


7912QSQ41O  Forwards    IE   Bulletin   79-2i,     "Boron    Lo^a    From    DWR   Control 
Blades,"    Wo    response    required. 

KEPPLER.  J.  Q.  Region   3,    Chicago,     DFfice    of    the    Director.      79/11/20. 

Ip. 

7912040135    Notification    of    791121    meeting    u/util     to    diicuss    IE    Bulletin 
79-03   re    anchor   halt    inspection    program, 

JORDAN,  E.  L  Division    of    Reactor    Operations    Inspections.        79/11/21. 

3pp. 

7912100141   Forwards    ]E    Circular   79-39.     "Proper    Installation   !<  Calibr   of 
Core   Spray    Pipe    Break    Detection    Equipment    on    QWfls.  "    No 
uiritten   response-   required. 

HEPPLER.J.  0.  Region    3.     Chicago,     Office    of     the    Director,       79/11/26, 

IP 

7913140237   Forwards     IE   Circular    79-23,      "Motor    Starters    Sc    Contactors 
Failed    to   Operate.  "   No    turi  1  1  en    response    required. 

KEPPLEO.J.  S.  Region    3,     Chicago,     Office    of    the    Director.        77/11/26. 

Ip. 

7912110443   Notifies    that    NRG     intends    to    routinely    forward    to 
appropriate    state    public    util    regulatory    groups   &    state    atty 
gen-Brat    ofcs    copic-a    of    escalated    enforcement    correspondence 
sent    by   NliC    to    licensees. 

HEPPLER,  J.  &.  Region    3.     Chicago,    Office    nf    the   Director.       79/11/23. 

IP- 

791219&I37   Forwards    30-day    ro-aponse    to    IE    Bulletin   79-17,.  Revision    1. 
"Pipe    Cracks    in   Stagnated    Derated    Hater    ays    at    PHR    Plants." 
Describes   -welds    to    bE    eiarcined   &   uolds    selected    for 
ultrasonic    tastl-ng. 
CRCUSE.R.P.        Toledo   Edison    Co.        79/11/2S.        26pp. 

7712I4O379    Informs    util    of    requirement    to     install     emerBBncu,    phonB     Hnsa 
in    operations   t«   health    physics    dept. 

KEPPLEd,  J.  0.  Region   3,    Chicago.     OPfice-   of    the   Director.       79/11/30. 

' 


—7912130379  Monthly    operating    rept    for    Nov    1979. 
CABA.E.        Toledo    Ediflnn    Co.        79/12/07.        13pp. 

S.     Reportable   occurrences,    LERs    &  related    correspondence 

7913210081    PNO-II1-79-14: on    791O1 1, apnroi    100   flallons    of    reactor 
coolant  iijere    released    to    auiiliary    bldg    duo    to    incorrect 
valve    line-up    during    letdown    filter   ehangeout.  No   personnel 
contaminated.  Review   uill    be   raade    during    future    in»p. 
QREGER.L.R.,    FISHER.  W.  L,  Region   3,    Chicago,    Office    of   tho 

Dlraetor.  .    79/10/11.      3pp. 

7912200564  PNO-1 11-79-017: on    791015, reat tor    tripped    from  60X   power    on 
high    reactor    f  lun,  aubaeqoentl-y,  of  f  site    power    lost    to   unit 
yhen    circuit    breaker  mal funct ioned. Cause   unknown. 

REVE3,L.fl.,    WARNICK.R.F.  ,     HEIBHMAN,  R.  F.  Region   3,    Chicago,    dfMta 

of   thB   Director.       77/10/15.        Ip. 

7912200449  PNO-1 1 1-79-017A: on   791015.  reactor    trippad. Causod    by 
capacitor    Failure    in    integrated    control    oge    pulser    circuit 
to   turbine    olectnr   hydraulic    control    sys. Failed    capacitor 
roplac  od, 

*      Office    of    Inspection   &  Enforcement.    Office   of    the   Director. 
79/10/17.       2pp. 

7912200435  PNO-1 1 1-79-17H  :  on    79*015,  reactor    tripped   itli  th    *ub«*<tifent 
loan    of   offslte   power,  Cause    unknoun, 

REVE3.L.  A.  ,     WARNICK,  R.  F.  .     HEISHMAN,  R.  F.        Office    of    InapBCtion    & 
Enforcement.    Qfftce    of    the    Director.       79/10/18.       2pp. 

7912310039  PNO-1 11-79-019; on    791033, reduced    power    In    praparatlon   of 
tripping   reactor    coolant   pump    1-1.  Apparently    caused    by 
failure-   of    two    of    three    shaft    seals. 

TAMBLIMO.T.N.  ,     HARNICK,  H.  F.  ,     HEISHMAN,  R.  F.        Office    of    Inspoi  tion   fc 
Enforcement,    Office    of    the    Director.       79/10/23.       3pp. 

7912190465  PNQ-79-434' on    791015. fac i  1  i ty    had   reactor    trip   u/lost    of 
offaltn    power,  indicated    in   PNO-1 1 1-79-17.  Liconaeo    lo«t 
internal   phone    BIJ&.  Determined    that   N«C   hotline   required 
110  volt  ac    pouor,not   available    at    site. 

WEIRS.!).      Office    of    Inspection   &  Enforcement,    Office    of   tho    Director. 
79/10/35.       Ip. 

791318009-)  PNu-U!-79-'52:-nn   791120,  unit   critical    after   26  day   main*  6 
mod   outage    caused-   by    reactor    trip    on  791035.  Caused    by    losi 
of   reactor    coolant   pump    during    switching    of    emergancy 
lighting    buses. When   anchor    bolt    penetrated    buried    conduit. 
REVES.L.ft.,    TAMULINO.T.  N.  ,    WARNICK,  fi.  F.  Region   3,    Chicago,    Office 

of    the    Director.       79/11/20.       3pp. 


7912190233  Forwards  IE  Bulletin  79-27,  "Losi  of  Non-CUaa  IE 
Instrumentation  t,  Control  Panior  Sijs  Bus  During  Dpsration.  " 
Written  response  required. 

KEPPLER,  J.  O  Region    3,     Chicago.     Office    of    thtf    EHr-ector.        79/11/30, 

Ip. 

7913310HO  Ac*    receipt    of    791119    1  tr    informing    NRC    of    steps    taken    to 
correct    violations    noted     in    IE    Insp    Rapt    SQ-34i/79-Q4, 
HETSHrlAH,  R.  F.  Region    3,     Chicago,     Reacto-r   Operations    Nuclear 

Support    Branch.       79/12/03,       Ip. 

— 7913310147  R-Bsppnds    to   NJ1C    791020   Ur    re   vioUtio-ne    noted    in   IE    Inap 
Hept    50-346/79-04.  Corrective    ac  tidns-:  preoareil    deviatinn 
rapt    for   violation    of   Tech-  Spec   i.  a,  1, 
GROUSE. Fl.  P.       Toledo    Edison   Co.       79/11/19.       2pp, 


79121S02S1    PND-III-79-049:on   791 122,  iuhi  ID   operating    at  93X  power, 
discovered    RCS    flow  w/flour   reactor    coolant   pumps    in   ove 
below  Tech    9p-ocs.  Caused    by    instrumentation    problem    in   Loop 
2. .Pouer    to    be-    limited    to   72V.   during    IQ-jnonths    calibr    test. 
REVE6,t.A.,    WARNICK.H.  F.  .    TRAMaHNO,  T.  N.  Regions,    Chicaao,    Office 

of    the    Director.        79/11/26.        Ip. 

7913B00028  PNO-I 1 I-79-O45A: on  791 106, reactor    coolant    ays    flou 
discovered    beLow  rain   Tech   Spec    requirement.  Util    plan* 
shutdoun   to   add    oil    on   ujaekond. 

REYES.L.A,,    WARNICK.R.F.  ,    TAMBLINQ,  T.  N.  Regions,    Chicago,    Of»ic« 

of    tha   Director.       79/11/27.       Ip. 


7912100379  Foruiar-ds   LER   79-1O7/03L-0. 

MUflfiAViT.D.       Tolado  Edieon    CD,       79/12/04.       Ip. 


7912140099   Forwards    IE    Info   Notice    79-30,     "Repartlna    of   Defects    & 
Honcompllancefl,  1OCFR31.  "   No    action,   or    reaponso   ronuireit. 
KEPPLEFt,  J.  0.  Region   3.     Chicago,    OFfica   of    tho    Director.       79/12/O6. 

IP. 

791S?OOI44   Forwards    IE   Bulletin   79-2B,     "Possibla  Malfunction   of   Hamco 
ModffI   EA130  Limlb   Switches    at   Elevated    Temps.  "   Action 
roqutrad, 

KEPPLER,  J.  fl.  Region   3,    Chicago,    Office    of    tho   Director.       79/13710, 


— 79121002BB   LER   79-107/03L-O:  on   791103,  unit   expHrianoi)    losi    of 

essential    instrumentation   distribution   panel    V2  d   did   not 
.enter    action    statement    in  Mode    5.  Caused    bu    blown 
prelnvertnr    YV2   output    fuse. Repaired    invertsr. 
NAVLOR.n.  U.        Toledo   Edison   Co.       77/12/04.       2pp. 


7913130476  Forwards    LER   79-10B/O3L-0. 

MURRAV.J.O.       Toledo  ED  Is  on   Co.       79/13/06.       Ip. 
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— 79I21304B&   LER  79-1OB/03L-0:  on    791 10B,  during    normal    plant    evaluation    of 
twitching    decay    heat   removal    pumps, pump    1    Failed    to    start 
remotely    8«   locally    at   breaker,  Caused    by    Faulty    cutout 
lui  ten. Bui  tch    assembly   replaced. 
NAVLDR.R.  W.       Toledo    Edison    Co.        79/12/Oi.        3pp. 


7712170299  Forwards   LER   79-11 1 /Q3L-0. 

WJRRAY.T.D.       Toledo   Edison   Co.       79/12/11.       Ip. 


—7912170297   LER  79-111/03L-0:  on    791114,  during    survHil  lance    testing, 
aecelerometer    tracer    cnuld    not    be    discerned    due    to    excessive 
noin.  C»u»td    by    component    fai lure. Source    oF   noise    being 
Investigated,  poasib  1  y    caused    by    battery    charger. 
AEBIE.X.       Toledo   Edison   Co.       79/12/11.       2pp. 


791217O300  Forwards   LER   79-109/03L-0. 

mJRHAY,T.D.       Toledo  Edison   Co.       79/12/11.       ip. 


— 79IS170303  LER  79-109/03L-0:  on   791 1 13,  di seovered    Couch    (Deutscht    relay 
contacts   uere    driving    high    inductive    loads    in   56  nuclear 
saf (by-related    c  Ircults.  Caused    by    inductive    surge   uhen 
contact!   open.  Arc    suppression    diodes   added    to   circuits. 
HEELER,  T.  P.      Toledo   Edison   Co.       79/12/11.       2pp. 

7912170303  Forwards  LER   79-110/Q3L-0. 

HUfWAYiT.  D.       Toledo   Edison   Co.       79/12/11.       Ip. 

--79I21703Q?  tEll  79-110/03L-0:on   791112,  while    testing   HP  I    pump    1-1    in 
Mode    3i  puMj    felled    to    start.  Caused    by    Improperly    terminated 
lug    in   breaker    control    wiring. Lead    properly    terminated   & 
re  In  stalled. 
NAYLflft,B.W.      Toledo   Edison   Co.       79/12/11.       2pp, 

791E2&O234    Forwards   revised    LER   79-105/01T-1. 
HURRAY,  T.  D.       Toledo  Edison   Co.       79/12/15.       Ip. 

7912240337  Revised   LER   79-103/01T-1: on   791 109, during    review   oF    IE 
Bull-it  In    79-E1   response,  noted    steam   generator    IOD   level    trip 
litpolnti    to    (team  !<   feedujater    rupture    control    sys   Channels 
1    t<  fl  u«r>    below  Tech    Bpecs.  Caused    by    error    in   points. 
TRAUTH/lH.D.       Toledo   Edison   Co.       79/11/21.       2pp. 


U.     Congress ional/EiBcutivB    Correspondence 


7913120553    Responds    to    791C03    communication    re    N    Maiucci    request:    for 
info   concerning    plant    automatic    shutdown   &    raduiaate 
d  Isposal.  Shutdown   caused    by    turbine    trip    resulting    in 
equipment     problems    fc    loss    of    oFFsite    power. 
FOUCHARD.  J.  J.        OFFice    oF    Public    AFFairs.        79/10/23.        2pp. 

— 79121205&3   Requests    NRC    comments    re   N   Masucci    request    for    info 
Concerning    -facility    &  nuclear   waste    disposal    in  DM 
METZENBAUM.H,  M.        Senate.        79/1O/03.        Ip. 


DOCKET    30-318   JOSEPH    M.      FARLEY    NUCLEAR    PLANT,     UNIT    1 
F.     Security,     medicali     emergency    b    fire   protection   plans 

7912200023    Discusses    NRC    791 1O9    meeting    re    emergency    preparedness     t 
i-evleui   ab  jettives.  Provides    guidance    fnr    improving    licensee 
emergency    preparedness    t  assuring    capability    of   oFFsite 
agencies    to    take   appropriate    amergoncy    actions. 
GRIMES.  B.K.        Emergency    Preparedness   Task    Farce.        79/11/23.       30pp. 

7912190530   Forwards   updated    schedule    For    fire    protection   mods, 
CLAYTON,  F.  L.       Alabama   Pouiur   Co..        79/12/12.       3pp. 

Q.     Ad  jud  icatory    correspondence 


7912110033  Confirms   receipt   oF    encl    770329  petition   to    suspend   fiLa    For 
all    PHIls.  Forwards  FR    notice    indicating    that    petition  mill    be 
treated    in    accordance    u/  10CFRS.  2OA. 
DENTON.H.  R.        OfFice    af    Nuclear    Reactor    Regulation.        79/11/33.         Ip. 

— 7915110156   Notice   oF    request    fur    action  pursuant    tn    10CFR2. 206    re 
Environ    Coalition    on   Nuclear    Pouior   790329    petition 
requesting    suspension   oF   all    OLs    For   PWf)3. 

MULLER,  D.  R.       OfFite    OF   Nuclear   Reactpr   Regulation.       79/11/33. 
39pp. 


H.     OaniHral    corroapondence 


FoPLl»rds  LER  79-1  12/03L-0. 
HUHHAY,  T,  D.        Toledo    Edison   Co.        79/13/18.        Ip. 

—  79122*0258   LER   79-1  12/03L-0:  on    791119,vnlve    M8104    Failed    to    open    during 
surveillance   testing.  Caused    by    improper    installation   af   uorm 
gaar    ipaeir.  Drive    sleeve   machined    If  ujorra   gear    spacar 
reinitjllad. 
O'NEILL,  J.       Toledo   Edison   Co.       79/12/18.       2pp, 


Forwards  LER    79-1  13/03L-0. 
HuflFtAV.T.  D.       Toledo  Edison  Co.       79/12/1B.       Ip. 

—  791837039?  LER  79-1  13/03L-0:  on   791  121,  hourl  y    surveillance   requirements 

not    perFarjntd    far    5.  5~h   uMle    incurs    instrumentation  ma  a 
InDperabla.  Caused    by    procedural    doficioncy.  Equipment    status 
board   not   updated.  Procedure   PP    1102.03   rovlsod. 
HRDWNiD.  H.        Toledo    Edison    Co.        79/13/18,        2pp. 

7918270399   Foruiards   LER    79-1  14/03L-0. 

MUSflAY.T.D.       Toledo  Edison  Co.       79/12/20.       Ip. 

—  791227Q39B  LErt  79-114/03L-0:  on   791122.RC9    Indicated    Plou   bilou  Tech 

Sftc   requirements.  Cause    undetermined.  Flou>   transmitter    signal 
•output   circuit*    operating    normal  ly,  Actual    RCS    Floui   t< 
trantnlttir   calibr   will    be    checked    h   tubing    backfilled. 
WERHER.J.       Toledo   Edinon   Co.       79/12/20.       3pp. 

791B27040a  Forwards  LER   79-115/03L-0. 

MURBAViT.  D.       Toledo   Edison   Co.       79/12/20.       Ip. 

—  791BS70*07   LER  79-113/03L-0:  on   791  122,  remata   contact    data    typer   baeame 

Inoplrable.  Caused    by    procedural    deficiency.  Surveillance 
requlrantnts    tnadeituately    specif  lad    on    log    sheet.  Log    shsst 
ulll    be   modlFied    to    specify    Tech    Bpec    requirements. 
HOHRER.E-       Tolado   Ed  i  ton  Co.       79/12/20.       Hpp. 

79IS2704L3  Forwards   LER   79-116/03L-0. 

KURRAV.T.  D.       Toledo  Edison   Co.       79/12/20.       Ip. 

—  7912R70420   LER  79-1  1&/03L-0:  on   791  123.  Control   Rod   Group    5  Rod    11 

afc-talute    position    Indication   declared    Inoperable.  Caused    bij 
petition    indication   assembly    b   cabling    between    electrical 
penetration  (c  rod.  Investigation  continues. 

Toledo  Edison   Co.       79/12/20.       3pp. 


79 12290401    Comments   on    NUREO-0610:  1  i  s.t   oF   reportable  unusual    events 
should    be    reduced    in    scope    to    include    only    events 
consequential    to   public   !<   should    bo-   cloarlg    defined. 
THRABH,  H,  Q.        Alabama    Pouier    Co.        79/11/30.        3pp, 


M.     Antitrust    correBpondenct 


7912190232   Forwards   change   oF    andre-aa    For    correspondence    dealing 
ui/util.  Maw    address:  1767   BanOa  1  wood  ,  For  t   Cnl  1  i  nsi  CD,  BO32fi. 
MJELHFELT-  D.  C.       Qoldborgi  Fl  el  dinan    &  Letham.  P,  C.       79/11/26.      2pp. 

P.     Operating    license    stago   documents    &   correspondence 

7911090240    "Summary   of    Qpiiratlna    Experience   W/Recirculating   Steam 
Oenpratora.  " 

EISENHUT,  D.O.  Dlviflian    oF   Operflting    Reactors.        NUHEO-D523. 

79/O1/31.         Q9pp. 

7912090137   Discusses    NRC    review    of   LEfls   R  Toe h    Spec    requirement*    re 
control    RPI    sys   at    Mestingltouse-   PUR1!,  Requ&s ta    Tech   Specs 
revioy   ta    nnsurH   requirement    For    rod   maint    to    iiiithln   +/-   12 
steps    Indicated   &  RPI    sys  verified    accurate   within    IS  steps. 
BCHWENCER,  A.  Operating    Reac  tor*    Branch     1.        79/10/39.        7pp. 

79L2110S77  Foruards   request   for    addl    Info   rs    containment    purge   fc   vont 
sys.  Purge    >ys    should    only    be    used    Far   cold    shutdown  tt 
reFireling    reactor   operational    modes. 
LAINAB'O.  Plant   Systems   Dranch.       79/11/05.       1pp. 

7712100189  Discusses   NRC    791101    meeting   ^/representatives    of  NSB3 
vendors    tx    Fuel    suppliers   re    discussion   of    respective 
portions    of  ECC9  evaluation   models    dealing    ui/fuel    cladding 
swelling    &    incidence    up  rupture.  Vendor    responses    and, 
E18ENHUT.  D.  0.          Division   of   Operating   Reactors.       79/11/O9.      65pp. 

— 7912100259  Responds    to   NRC   791101    request    re    noncomp 1 ianee   oF 
Wasting  housa    ECCB    evaluation    model   under    requirements: 
of    10CFR90  App   K.  Evaluatior    op    three    Fuel    rod   models 
indicates    no    safety    problems    for    Uestinghouse   plants. 
ANDERSON. T.  M.       West iRghause    Elactric    Corp.       79/11/OS.       4pp. 

— 7912100330   Responds    to   NRC   791101    request   re    DRNL  cladding    suelllng    t. 
rupturn    data. Review    af   analytical    models    b    tests    indicates 
compliance  u/lOCFRSO)  App   K.  All    OE  specs    for    calculated    peak 
cladding    temp   remain    unchanged. 
BUCHHOLZ,  R,  M.       General    El  ec  br  i  c    Co.       79X1H/07.      2pp. 
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— 7912100407   Forwards    response    to    NRC    7911O1    request    r»    rod    hurst     test 
data- Concludes    that    datj    properly    represented    by    Ttiel    aadels 
used    in   vendor    evaluation   nodels    &    that   analyses    denonstrate 
all    criteria    of    1QCFR5Q.  46    satisfied. 

OJI5LEV,  0.  F         Eunn    Hue  1  ear    Co..     Inc.      Isubs.     or    Einon    Corp.). 
79/11/02.        5pp. 

— 7912100456  Forwards    addl    info    re    evaluation    of    i  up  act    of   NRC   proposed 
rupture/biBCtagE   nadel    used     in   vendor    evaluation   no-del. 
Ha    adverse    io-pact    fron   new   rupture    burst    data    or    us*    of   NRG 
rupture/blockage   npdel    on    licensing    calculation   results. 
GWSLEY.Q.  F.       Enon    Nuclear   Co.  .     Inc.      (subs,     of    Euan   Corp.  ). 
79/11/04.       2?pp. 

79131OO266   Approves    at    79D5O1    proposed    socond    2O-nonth     insorvice 
testing    prograe.  descri  ptian.  Grants    interia   relief    fron 
selected    A5ME  cade   rea.uireoents.  Uheit    detailed   review 
complete. NRC    uill    issue    final    approval. 
SCHUENCEH , A.  Operating    Jleaet-ors    Branch    1.        79/11/16.        3pp. 

— 79121O026B  Notice   of    granting    of    interim  relief    fron  ASHE  Section    XI 
re    inservicB    testing    requir  fin  ants. 
ECIWEHCER.A  Operating    Reactors    Branch     1.        79/11/16.        2pp. 

7912O*O21D  Suaaary   of   771.116    telcon   w/util    re    lessons    learned 
it-ens   for  which    licensee  proposed    schedule    For 
iBjilenentatian    is    unacceptable. 
REEVES.  E.  A.  Operating   Reactors    Branch    1.        79/11/21.        6pp. 

7912040141    Buwurv    of    771116    telcon   w/util    re    791O24   response   to   MIC 
79O9I3   Itr.  Informed    licensee    df    lessons    learned    i  teas    fur 
uhich   proposed    inplenentation    schedule    is  vnaccEp  table. 
REEVES.  E,  A.  Operating   Reactors   Branch    1.        79/11 /HI.        6pp. 

791S31O505  Forwards   request    tor   addl    Info  re    containment   purge  iya    to 
continue    review    OF   util    long-tern   proposals. 
SCHWENCER.A.  Operating    Reactor*  Branch    1.       79/I2/O4.       3pp. 

79121BO3V7  Forwards    info-  re    lass   of    offsite  power. in  response   to 
7910O3    Itr    tn   AR   Barton 
CLAYTDN.F.L.       Alabau    Power    Co.       79/1H/O7.        3pp. 

77121BO4O3  Responds    to  HRC  791O23    Itr.  Discusses  analysis  perforoid    by 
Henry   Pratt  Cn.  demonstrating    that  Belt  is   valve   operators  are 
capable   of  closure  under  LDCA   cond  itions.  Purg  ing   during 
operation  w/lfl-Ineh   valves    safe  under   accident   conditions. 
CLAYTON.F.L.       Alabaoa    Power    Co.        79/1H/1Q.        3pp, 

7912100542   Forwards    review  &   analysis    of    station    electrical 
distribution    ays.  Review   &   analysis,    conf iraed    adequacy    of 
offsite  power  sijs   fc  onsite    distribution   ays. 
CLAYTON.F-L.       Alabanui    Powor    Cn.        77/12/11.       flpp. 

791SliyQ55&  Forwards  addl    info   re   description   of   auto    initiation   of 
auiiilaru    feB4uater    susi in    response    to    NRC   7712ID   request 
re  LasSQns  Learned  Task    Force   recnoaendatioriH. 
CLAYTON.  F.  L.       Alabaoa    fouer    Ca.        77/12/14.       7pp. 


Q.     Inspection  reports,     IE  Bulletins   &  corraspondenci 


7912100159  Forwards    IE   Info  Motico  79-28,     "Overloading    of  Structural 
Eleaents  Due   to  Pipe   Support  Loads."    No   response    required. 
D'REILLY,  J.  P.  Region  2,    Atlanta.    Office   of   the   Director. 

79/11/16.        lp- 

7912110538  Furuards     IE    Info   Notice    79-37,     -Lois    of    Noniaf »tij-fl«lat«d 
Reactor   Coolant  Sya    Inatrunentation  During   Operation. "  No 
specific   action   or   response  required. 

O'REILLV,  J.  P.  Region   3,     Atlanta,     Office    of    the   Director. 

79/11/16.        2pp. 

7912O&0&O4   Forwards    IE   Circular    79-24,     "Proper    Installation   ti   Cnllbr   Of 
Care  Spray    Pipe  Break   Detection  Equipment   on  BHfis.  "   Ha 
response  required. 

Q'flEILUY,  J.  P.  Region   2,     Atlanta,     Office    of    the    Director. 

79/11/26.        lp. 

7912110113  Forwards    IE  Circular   79-33,     "Motor  Starters   b  Contactor* 
Failed    to  Operate.  "  No  response   required. 

O'REILLV,  J.  P.  Region  2,    Atlanta,    Office   of   tht»  Director. 

79/11/26.       lp. 

7912140473  Responds    to   IE  Dulletin  79-17, Revision    1.     "Pip"  Crack*    In 
Stagnant  Dorated   Mater  SUB   at  PUR  Plants.  "    Mill    conduct 
nonthlij    visual   eianinations  aa  requested. 
CLAVTON.F.L.      Alabama  Power  Co.       79/11/H7.       6pp. 

7912140331   Ac*   receipt  of  7911O2   Itr    indicating   no   record   of  util 
response   to   IE  Bulletin  79-17i     "Packaging    of  Low  Level 
fladuaste   for  Transport  It  Burial."   Util   responded    79O917  d 
NRC  verified   response   by    tulcon  7911OS. 
CLAVTOM.F.L.       Alanana  Power  Co.       79/11/27.       lp. 

7915190374  Forwards  IE  Bulletin  79-57,  "Loss  of  Nun-Claai  IE 
Instrunentation  Ic  Control  Pouer  Sys  Bug  During  Operation," 
Mritten  response  required. 

O'REILLY,  J.  P.  Region  H.    Atlanta,    Office   of   the  Director. 

79/11/3O.       lp. 

7912310O5S  Forwards    addl   response   to    IE   Bulletin  79-O1A,    "Envirnn 
Qualification   of  Class    IE  Equipnent.  "    Solenoid   valves   on 
valves   Hv-0047.HV~BB71.hV-7 136  t  LCV-1O03  replaod   w/ 
lOlenoid   valves  not  containing   icetal    plastic. 
CLAYTON.  F.  L.       Alabama   Power    Co.        79/I2/O4.        4pp. 

79123102B4  Forwards    IE   Info  Notice   79-3O,     "Reporting   of  Deficti   li 

HnncoBpliances.  10CFR21.  "   No  action  required. 

D'REILLY,  J. P.  Region  2.    Atlanta,    Office   of    th»  Diractor. 

79/1 2/Ofi.       5pp. 

7912200OOS  Forwards    IE  Bulletin  79-2S,     "Possible  Malfunction  of  N*aco 
Kadel    EA18O  Limit   Switches    at  Elevated   Tenpv. "   Action 
raquired. 

O'flEILLY,  J.  P.  Region  2,    Atlanta,    Office   of   the)  Director. 

79/13/07.       3pp. 

7912310170  Respond!    to   IE  Bulletin  79-29  re    failure)   of  Ueitingholl*!    DFD 
relaijs    in   safety-related    sus.  Uestlnghouse  BFD/NDFD  relays 
not  used   or   planned   for   use. 
CLAYTON,  F.  L.      Alabama  Paver   Co.       79/13/07.       lp. 


7913O7OOS9   Forwards    IE    Imp    Repts    50-318/79-32   &   5O-364/79-14   on 
79O73S-28.  No   nancoapliance  noted. 

LEWIS,  B.C.  Region  3,    Atlanta.    Reactor  Operations  Nuclear  Support 

Branch.       79/10/22.       2pp. 

— 7912O7O097  IE  Insp  Repts  5Q-34S/79-32  ft  364/79-14   on  79O925-2B.  No 
nDncDnpliance  noted.  Hajor  areas    inspected; operation*  review. 
LERs.open   I  teas,  IE   circulars   Ic   agt   aeetini)    on   Unit   2. 
HAROIN.  A.  K.  .    IttRAuFORn,  M.  H.  Region   2.     Atlanta.     Office   Of   the 

Director.      HARTIN.R.n.  Region  a,    Atlanta,    Reactor  Operations 

Nuclear  Support   Branch.       79Y1O/19.       4pp. 

771204OO97  Forwards    IE   Info  Notice  79-12A,     "Attenptad    Oaugo    to  New 
Fuel   Asseoblies.  "   No   specific    action   or   response  required. 
O'REILLV.  J.P.  Region    3,     Atlanta.     Office    Df    the   Director. 

79/11/09.       Bap. 

7913310273  Forwards    IE   Insp   Reft   5Q-34B/79-33  on  791010-12   IE  19.  No 
nonc-anpliance   noted. 

MURPHY.  C.  E.  Region  2.    Atlanta,    Reactor  Construction  &   Engineering 

Support  Branch.      79/11/15.       2pp. 


7912310274  Responds    to    IE  Bulletin  79-02, Revision  2.    "Pipe  Support 
Base  Plate   Dtsigni  Using   Concrete  Expansion  Anchor  Bolts." 
No  Beisnic    Class    1    pipe   supports   found   attached   to   concrete 
block   walls   during   Nov  1977  facilibg   ualkdoun. 
CLAYTON.  F.  L.      Alabaaa  Pou.r  Co.       7W 12/07.      2pp. 

7918310010  Ack  receipt   of    IE    Insp   Repts    90-348/79-38  *  SO-3&4/79-1B   on 
791106-Q9.  Mo  proprietary   info. 
CLAVTONpF.  L.      Alabaaa  Power  Co.       79/12/1O.       lp. 

— 7912210016  Forwards    IE   Insp   Repts   5Q-348/79-3B  li   9O-364/79-1B  on 
7911O6-D7.Na  nancoeiplianciB   noted. 

HURPHV,  C.  E.  Region  2,    Atlanta.    Reactor  Construction  & 

Engineering   Support  Branch.       79/11/29.       2pp. 

— 7912810031    IE  Insp   Repts    SO-34B/79-38  t  SO-3&4/79-1B  on  79110AHW.  No 
noncoapliancB   noted. Hajor-  areas    inspected: elactrical    cable 
&  terainatlons  uork      h  work    activities  h  leiplDueB   concerns. 
OIBBDNS.T.D.  Region  2>    Atlanta,    Office  «f    the  Director. 

CONLON.T.  E.  Region  2.    Atlanta,    Reactor  Construction  ti 

Engineering   Sjpport  Branch.       79/11/28.       4pp. 


-7912310300  IE  In«p   Rapt    5O-34B/79-33  on  791O10~ta  fc    19.No   nnneoi»pH»ne» 
noted.  Major  area*    inspected: as-built   saf otu-r»lat«d    piping 
su-s    insp  procedures.  Horh    activities  &  record!   ti  concrut* 
expansion  an  eh or   rvpair   procedure. 

ANQ.M.P..    MERDT,A.R.  Region  a.    Atlanta,    Office    of  th*  Director. 

7-9/11/OH.      5pp. 


7912380363  Forwards    IE   Info  Notici  79-31,     "Uie  op   Incorrect  Amplified 
Rtspon*B  Spectra.  "   No  written  response   required, 
O'flEILLY.  J.  P.  Region  3,    Atlanta,    Office   of   the  Director. 

79/13/13.       2pp. 
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7912280119  Forwards    IE  Circular  79-33,     'Shock   Arreitor   Strut  A«»a>bly 
Interference."  No  written   response  required. 
O'fiEILLV,  J.  P.  Raglan  3,    Atlanta,    Office  at   the  Director. 

79/IB/2O.       4pp. 

R.    Psriodtc  operating  reports  lc  related   correspondence 

791C27O38&  For Hard*  monthly   operating   rept   for  Nov    1979. 
CLAVTDN.  F.L.      Alabaao  Power  CD.      79/13/17.       Ip. 

— 79I22703B9  Monthly    operating   rept   for  Nov   1979. 

HAIRBTDNiU.  0.       Alabama  Power  Co.      79/12/O1.       29pp. 

7912310*24  Forward*  monthly   operating  rept   Far  Nov   1979. 
CLAYTON.  F.  L.       Alabama   Power    Co.       79/13/17.        3pp. 


— 7912110337   LER   79-O51/O3L-D:  on   79II03,  dur ing     surveillance    teat    on 
turbine   driven  auxiliary    fneduater   punp,  puoip    tripped    on 
overspeed.  Caused    by   nisad justnent   of  Manual    speed 
due   to    leal    nf  position  narkinja.  Manual    control   adjusted. 
HAIRBTON,  H.  H.        AlabaBa   Pouer   CD.        79/12/03.        2pp. 

— 7912110333  LEB  79-O52/03L-0:  on  7911Q&. re  Pud ing   uater  storage    tank 
declared    Inoperable   when  water    val    Pell    helou  Tech   Spac*. 
Causad    by    drift    p  rob  lens  on    level    transmitters.  Transmitters 
undergoing    repairs. 
HAIRSTOT.  H.  O.      Alabama  Power  Co.       79/12/D3.       Ip. 

— 7913110339  LER  79-O34/01T-0: on  791119,  npti Fieri   by   Uastinshouso   that 
possibility    eitsts    that    current  negative   rate   trip    setpolnts 
may  not   provide  reactor    trip   during    sln-gln    or  Multiple  rod 
drop    events.  Caused    by   dssigner    calculation    errors. 
HMIflSTON.  H.  0.        Alabama   Pouor   Co.        79/12/03.        Ip. 


-7910310426  Month  la   operating   rapt    For  Nov   1979. 

HAIR&TQN>H.g.      Alabama  Power  Co.       79/12/01.      7pp. 


7913120426  For  mar  da   LEHs  79-055/03L-0  b   79~O5fi/O3L~0. 
CLAYTON,  F.  L.        Alabama   Power    Co.        79/12/O7.        Ip. 


B.    fleportable  occurrences,    LERs  V  rtlated    correspondence 

79iaiBO38«  PNQ-II-79-O05:on  791OOB,  130  cubic    ft   of   gas   containing    17 
aCl    of   Kr- 83  leata'd   from.  w*«te   gai   ays   valve   into   auxiliary 
bldg,.  Das.  released    into  environ  via  auiiliary   tilig 
ventilatlttn  *(J*.  Caused   by   raaint  work   on  valve. 
BRADFORD.  B.  ,    CIBBON.  A.  F.  Raglan  3,    Atlanta.    Office   of  the 

Director.      79/10/09.      Ip. 

7913070030  PND-II-79-020;an  791031. Unit    1   achieved    criticalltg 
follow In?  refuoling    outage  which   began   on  79O3OB.  Zoro   pouar 
phV'ic-s    testing    planned. 

BRADFORD.U.  H.  •    OVER,  J.  Region  S,    Atlanta.    OFflce   of    thn  Director, 

79/10/31.       Ip. 


— 7912120433  LER  79-O5S/03U-0:  on  79110B.  borfltcd   uater  vol    in    boric   acid 
storage   tant    Fell    belou  Tach   Bpec    limit    due    to  reactor 
cooldoun. Baric   acid    tank   eancentrat ion  uai   raturned    to   less 
than  7.700   ppa.fay    771109. 
HAIR9TON,H.  O.       Alabaaa  Pouar  Co.       79/13/07.       2pp. 

— 7912130*59  LEB  79->O56/03L-0:  on  791108.30   dysfunctional    fire   barrier 
penetrations   Found    during    DA  audit.  Caused    by 
nil interpretation    at  Tech   Specs    fay    plant   periannnl. 
Inopnrable    penetrations  repaired!. 
HAIRSTOH,  U.  0.       Alabana   Pon»r   Co.       79/12/07.        Zpp. 

7912370212  Forwards  LEHs  79-OS7/03L-0  I  79-038V03L-0- 
CLAYTDM,  F.  L.       Alabama  Paver   Co,       79/12/19.       Ip. 


7713070090  PNO-II-79-27:on  7911O7,  flr«  occurred    In  cooling    toanr.  Cauin 
of   Fire   irnknoun  fc  under    investigation.  Fire   eitlnguiahed   in 
SO  alnutss. 

BAADFDDD,  U.  H. .    MARTIN.  H.D.  flegion  2,    Atlanta,    Off  leu   DP  the 

DlractoT.      79/1  i/O7.      Ip. 


-7912270226  LER  79-057/03L-0:  en  791122,  itean   generator  D   level    channel 
4B6  declared    inoperable    due    to    high    read  ing. Caused    by 
InstruniBntB   equalizing  valve   leaking.  Valve    tightened,  tested 
fc  returned    to   operation. 
HAIRsrON.W.  O.       Alabama  Pouer  Co.       79/12/19.       Ip. 


791213O4S3  RO: on  7911O7,  cooling    tower  B   Fire  resulted    In   reduction 
of   fire  protection   tank    level*.  Tank*   A  &  B    fell    to   12O.  ODD 
|»llons.Tant    levela  uill   fca  rnturned    to  nin  acceptable 
Iev«l»   DTI  791107. 
HAIFtBTDH<  W.  0.      Alab»a  POHBT   Co.      79/11/O7.       Ip. 

7aiaO7OO«3  PNO-II-79-29:on  7911OH, variation*   In   leaknff  r«t»  natel    From 
!*•.!    8  an  punp  B. Facility   shut   dowi   to  repair  punp   seals   on 
reactor  coolant   putap.  Licensee  plani  neus   releaBe. 
BRADFORD,  H.  H,  .    MARTIN.  R.D.  Region  3,    Atlanta,    Dfflco   of   the 

Director.      79/11/OB.      Ip. 

791B13Oc21  RO:Uestinghou*«  not! find   util    of  potential    for  P~4 
•  eroitxiv*   failure*   to  remain   unidentified    during 
par FBr«n ce  of   lurvelllance   tvits.  All    info  not  evaluated. 
Deta-ll*  will   ke  provided    In   follouup   rept. 
HAIRBTON.U.  0.      Alab«M  Pouer  Co.      79/11/08.      2pp. 

791BO3Q1B3  Forward!  LEU  79-047/03L-0. 

CLAYTONrF.L.      AlaaaM  Pouer  Co.      79/11/37,       Ip. 

— 791SO301B7  LER  79-O49/O3L-0:  on  791037.  lateown  orifice   ivolation  valve 
1-CVC-HV-B149A  bad. not   been   teated  prior   to  plant  entering 
Hade  4. Caused   bg   personnel    error.  Personnel  r«tn*tructed    in 
proper   doEuaentatlon  procedures. 
HAIRBTON.U.W.      Alabama  Pouer  Co.      79/11/27.      3pp. 

7913040366  Furuardi  LEB  79-OW/03L-O. 

CLAYTON. F.L,      AlaboM  powar  Co.       79/11/3O.       Ip. 

—7913040381  LER  79-OS3/03L-O:  on  791101.  rod  K-I4  lit  control   bank  A 
rivctarad    Inoperable   dua  to   failure   to  mova   in  or  out   during 
manual   bank  movement.  Caused    by  op*n  control   rod   drlv* 
•Mcbanl*a  cable  making   power   unavailable   to  K-14  lift  tail. 
HAIRSTON.H.u.      Alabama  Power  Co.      79/11/29.       Ip. 

7912I1O335  Forwarda  LER*  79H)50/O3L-«.79-41Sl/O3L-O,79-49ay03L--O  lc 
79-OS4/O1T-O. 
CLAYTOM.F.L.      Alabama  Power  Co.      79/12/03.       Ip. 

—79121 10330.  LER  79-O90/03L-Q:  on  7911O7.  trip   biBtabloi  far  preBBUriier 
pra**ur«  tranvmltter  PT493  not  tripled  before  pr»«* writer 
Iav*l    transaltter  499  root  valves  cloaad.  Caused  a|  poraonnel 
err»r.  Hatter  to  be  dl*cu**ad  H/op*r«tion«  »«r*onnel. 
HAIRBTORH.  0.       Alabama  Powar  Co.      79/12/03,      3pp. 


-7912270238  LER  79-05a/03L-O:  on  791131.  bnron   injection  tank    declared 
inoperable    due   to    low  concentration. Causid    by    tnadvertant 
safety    injection. Concentration    Increased    by    batching. 
HAIRSTDN.  U.  O.       Alabama  Power  Co.       79/12/19.       Ip. 


79133I044H  Forward*   LER  79-O6O/03L-0. 

CLAYTON.  F.  L.        Alabama    Power    Co.        79/12/28.        In. 


-79133104S1  LER  79-OAO/03L-0:  on  79 1 303,  uh i  1  e   tfovlna    Fro«  Hoda    I    to  2. 
cantainaBnfc    pressure:  Ht-1    Ik  Hi-a  trip    status    lights   for  one 
channel    energixed    an  HCB  w/nortial   raadlngs    on   containasnt 
pressure   indicators.  Caused    by    coBparator   card    failure. 
HAIRSION.  H.  O.      Al-abau  Power  Co.      79/13/2B.       Ip. 


DOCKET  50-353  LIHERICK  OEHERATIMO  STATION,    UNIT    1 


A.    Application/construction   itagc   docuaants   &  corraipondBnce 

791izeoi9'3  DUcussftfl  nods    to  NRC   position   re    status  fc  applicability    of 
TNI-2  accident  revivw  t,  NUREO-037a  to    facilities  under 
conat. Forwards  add)    info   to    bo   considered    in   dovalopnent  of 
final   plant  design  tt  procedures. 
VABSALLO. D. B.         Division  of   Project  Hinagamant.      79/10/1O.      4pp. 

791311O2A4  Discussea  NRC  plans    to    use  genarlc    analyies    to  develop    early 
verification   program   to  resolve   ATMS    issue    for  PUR*  tt  DHRs. 
Success    of  program  depends  on    Industry   r*«pon*a. Supports 
formation   of    owners    group*   to   provide    nncesaary    info. 
DEHTDN.M.  R.       Office    of  Nuclear  Reactor   Regulation.      79/10/17.      3pp. 

79 1228031 B  AdviBos   of   recently    anandod   NRC  regulation*    lapltmnnting 
•  listing   authority   tn  require    on*lt«   ofc    *pace  If  lowedtate 
facility    Jtccasi.FR  notice   dtd    79O81&  encl. 

8TELLO.  V,       Office   of    In*p*etlan   &   En  fore  (merit.    Dfflce  of   the 
Dir  actor.      79/11/28.      3pp. 

7918190779  Notification  of  791S1B   site  visit    to    discusa  effects    of 
nearby   blasting  on  facility. 
TIBBITTS.D.L.  Llaht  Hater    Raactora   Branch    B.      79/13/04.       3pp. 
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F.     Security,     medical,      emergency    fc    fire    protection    plan* 

79120-40471    Forwards    info    re    upgraded    emergency    plain    to   plants   under 
const   t,  OL  review.  Applicants    required    to   make    certain 
emergency    arrangements    tu/state   6    local    organi  lat ions   & 
submit   emergency    plain    par   Reg   Ouide    1.101. 
VABSALLO.D.  B.  Division   of    Project    Management.        79/1I/H1 


opp. 


H,    QenB-ral    c orrBSpondenca 


7913280188  Recant  t    all    available    info   re    gmergency    planning    at 
facility    including   NUFIEGs.  meet  ing   minutes    (,   committee 
scope, 

LEHIS.H.  J.       Affiliation    Unknown,       77/13/2  1.       Ip. 
0.     Inspection    reports,     IE  Bulletins   &    correspondence 

7912120511    Responds    to    IE  Bull.  tin   79-33.  Eati  ter   pau.r    trans  former 
neutral    is   not   connected    to   generator    neutral.  Generator 
failure    described    in    bulletin   will    not    oeeur 
DQYEFf.V.  3.       Philadelphia   Electric    CD.       77/10/33-       Ip. 

7912360296  Foriujrds    IE    Insp  Kept.    30-352/79-10  fc  80-333/79-09  on 
790721-25.  No   noncomp  1  iance    noted. 

CAHLsai^R.T.  Region    i,    Philadelphia.    Realtor    Construction  & 

Engineering   Support   Branch.       79/ll/Oi.       Hpp. 

--791H2AOS9B    IE    In»p   Refits    50-35S/79-10  (,   50-353/79-09   on   790924-23  No 
noncompliance    noted.  Major    areae    inspec  ted;  work    activities. 
fc    records   re   concreting   fc  ASME   code    programs 

MCOAUOHY,R.W.  Region    1,    Philadelphia,    Reactor  Construction   t, 

Engineering    Support   Branch,       MATTIA.J.  Region    1,    Philadelphia, 

GfFtce    of    the   Director.       79/11/09.       4pp. 

7912070144  Act    receipt    of    791O31    Ur    informing   NRC   of  'itepi    tafcin    to 
correct   violations    noted    In    IE    Insp    Repti    SO-asa/79-07  ti 
5Q-3  53/79-07. 

CAHLSOM.R.T  Region    1,    Philadelphia,    fleacter   Construction  8, 

Engineering   Support   Branch.       79/11/15.        ip. 

--791S07019I    Responds    to   NFtC   7909JJ7    Itr    re    violations  noted    in    IE    In*? 
Rapt*    30-332/79-07   &   SO  -3  53/79-  07.  Correc  tive    actions;  P 

specified    repair    procedure    to    meat    pipe   restraint  ipec    & 
structural    Jetigti   -requirements. 
BDVER.V.  B,       Philadelphia   EUetric   Co.       79/10/31.       3j,p. 

7912030289   For-ard*    IE    Info   Notice    79-27,     "Steam   Oenerator   Tubs 
Ruptures    at   Two    PWR  Plants."    No   reipqnso   rsquired. 

.      "••ion    >'    Philadelphia,    Office    of    tho  Director. 
Ip. 


7913100140  Forwards    IE   Info  Notice   79-28.     "Overload  ing    of  Structural 
"  *    *S    Pipa    BuPPorli    Loadi."    No    response    required. 

,      a*fll(ln    »'    Philadelphia,     Office    of   the   Director. 

1  p. 


DrU1"^    FE  9'"UI"    'MB.     "Stroke   Times    for  Pou,er  Operated 
Relief   Valvei.  •'   Ma    written  response    required 

79/U/?iH"     1      Refliqn    ''    ^"•«»lphl«.     Office    of    the   Director. 


Drwai'ds    IE   Info    Notice   79-39,     "Loss   of   Nonsafety-Ha 
Reactor    Canlant  Sys    Instrumentation   During    Operation.  "    Mo 
specific    action   or    response   required, 

79/ll/I9H'     !      Hegi"n    ir    FhMai)elP"'^    Offift    °t    the    Director. 


"Boron   Loss    From   BHR   Control 
0«i"    °f    the   Director. 


F°™*<-t*    IE   Bulletin  79-Ht, 
Bladai.  "    Mo   res-pona*    required 

79/ll/KOH'     Ip   Rmtlm    ''    Phlladelllhla' 


CRf4rilS    IE.Cir^Ular   7<7~24'     "P"P"    In.UIUtl 
Core   Sprau   Ptpe    Break    Detection   Equipment   on   DWHs.  "    Ho 
response    required. 

.      Bf»lDn    '•    PfiHaielphia,    Office   of    the    Director 

lp_ 


Caltbr  of 


pl.o!:™!:    IE  Clreul.r    79-S3,     -Metor   St.rter.  fc  Contactor, 
faun    to   Operats,  "   No    response   required 

79/ll/!M,H'     Ip    R"BlQn    1(    •*"JU*«lphi«.     Office   of    the    Director. 

7712190037  Foru,.rd*  IE  Bulletin  79-27,  "Los,  of  Nor,-Cla*s  IE 
Instrumentation  &  Control  PoU,r  By.  ffU5  Dllrl|1  op.r.t"n.  • 
No  written  r»»pons»  requireil. 


7912310341   Foruards    IE    Info   Motleo    79-30,     "Repc-rtlng    of   Defects    & 
Noncompllancos, 10CPR31.  "    No    action   rnqulred. 

ORIER.O.H.  Region    1,     Philadelphia,     Office    of    the   Director 

79/13/Ofi.       4pp. 

791B1907AS  Forwards    IE  Bulletin   79-28,     "Possible    Malfunction   of    Nanco 
Hodtl    EA1BO  Limit    Switches   at   Elevated   Temps."    Written 
response   required. 

ORIER.B.H.  Region    1,    Philadelphia,    Office    of    the    Director 

79/12/07.        Ip. 

7913390224  Forwards    IE    Info   Notice   79-31,     "Use    of    Incorrect  Amplified 
Response   Spectra."  No  urltten   response   required. 

,      RE9t°"    »'    Philadelphia,     Office    of    the   Director. 
Ip. 


<J.  Congreisianal/Exe-cutive  Corrnspondenca 

.7912210093  Responds  to  790H17  Itr  re  MC  Seldts  790BIO  concern  about 
siting  of  facility. NRC  encourages  powor  reactor  siting  in 
loy  population  areas. Second  NHC  revieu  of  reactor  before  OL 
is  granted  to  address  safety  t  environ  concerns. 

'.   Office  of  the  Executive  Director  for  Operations 


79122102S3  Responds    to   790B07    Itr   re   FR  Romano   790723   concern  about 
Blasting    at   rock    quarrg    near    facilities.  Request   being 
treated   per   10CFR2.  206.  Effects   of   blasting   at  nearby   qujrru 
must   be   carufully    evaluated. 

79/10/*2L"  V'l      Dffl"   Of   ths    Elal«*'ve   Director    for   Oparetions. 

—7912210266  Forwards  FR  Romano  790723    Itr   re   blasting    operation    ait   rod 
quarry   near    faclli tie.,  fleque.ts   comments. 
SCHHEIKER.R.H.        Senete.        79/08/07.        2pp. 


DOCKET  50-333  LIMERICK  GENERATING  STATION,    UNIT  2 

"Dn/ctmatiruc6io11    Btaa°    documents   t,  correspondence 


»l"U""   NRC.   PU"6    *"   ""    flet1"ic   -"-ly"«    to   develop    ».rlu 
v*rifle*tion   program  to   resolve   ATMS    Issue    for   PHRs   t  BHR* 
Success    of  prograo   depend*    on    industry    response.  Supports 
'?™Jtlt"1    of    "wner=    groups    to   provide    necestaru    Info. 
DEMTON.Kfl.       Office   of  Nuclear   Reactor   Regulation.       79/10/17.       3pp. 

7912260313  Advises    of    recently    amended   NRC   reflulatlons    Implementing 
eiistlnH    authority    to   require    onslte    ofc    space   &    immediate 
facility   access.  FR    notice    dtd   790B16    encl 

'""011  *  Enforc<""e  nt>  nffic-  af  ihe 


. 

TIBBITTS,  D.  L.  Light   Water   Reactors   Branch   2,       79/12/04.      3pp. 

—^!!!!l!it:|Jl  m*<tlca1'     emergcnci/    i,    fire    protection    plans 


rtnDrUardB   I"'?/'    uP9rad!fd    «"r»«ncU   plan,    to   plants   und.r 

const  &  QL  review.  Applicants    required    to   make   certain 

emergency    arrangements   y/state   t<    local    organliation*   I< 

submit   envrgency    plans   par    Reg    Guide    1    101 

VABSALLO,  0.  B.         Division   of   Project  Hanaeeinent.       79/11/81.       ipp, 

H,     General    correspondence 


7"1?'!?"    •",  avflilable    '"*"   i1"    "m-rg-ncy    planning    at 
including    NUREOs,  meeting    minutes    b   commltbee 
ope. 

LEUia,rt.J.       Affiliation   Unknown.       79/12/31,       ip, 
Q^^Innpectlon  reports,     IE  Bulletins   t,   correspondence 


,r."^n<"    *°   IE   Bull.tin   79-23-Excit.r   pouer    transformer 
nflytral    Is    not   connected    to    generator   neutral,  generator 
failure   dticribed    In-   bulletin    will    not    occur 
BDVER.V.B,       Philadelphia   Electric    Co.       79/10/22,       Ip. 


",r"JarlU    IE   In*f   HBpfc!l    SO-3S2/79-10  I,   BQ-353/79-09  on 

o  noncompllence    noted. 
CARLBaN.H.  T.  Region   1,    Philadelphia,    fleactor  Conitruction  b 

Enoineering   Support    Branch,       79/11/06.       Bpp. 


ORIER, B.  H. 
79/11/30. 


Rejlon    >•    Philadelphia.    Office   of    the,    Director. 
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— 7712260598    IE    Insp    fiepts    SO-332/79-10   fc    50-333/79-09    on    790934-23.  Na 
nc-ncomp  1  lance   noted.  Major   areas    Inspected  :  uior*   activities 
k  racoTds   re   concreting   &  AEME  coda   programs. 

MOAUOHYi  R.  M.  Region    1.    Philadelphia,    Reactor   Co  n  *  true  t 1  on   & 

Eixjinaar  infl   Support   Branch.       MATTlAiJ.  Region   1.    Philadelphia, 

Office   of   the   Director.       79/11/09.       1pp. 


7912310233   Responds    to    79OH07    Itr    re    FR    Romano    79O723    concern    at 
blasting    at    rock    quarry    near    f ac i 1 i ties. Request    being 
treated    per    10CFR2,  2O6.  Ef  f  ec  t«    of    blasting    at   nearby   quarry 
must   bo    carefully    evaluated, 

Q08SICH.L,  V.       Dffice    nf    the    Executive    Director    For   Operations. 
79/10/12.        Ip. 


7912O70141  Ack   receipt   at   791031    Itr    informing   NRC   of   steps    taken   to 
corrtet   violations   noted    In    IE   Insp   Repts   SQ-332/79-O7  !c 
30-353/79-O7. 

CARLSON, R.  T.  Region    1,    Ph  i  lade  Iph  ia.    Reactor   Construction   & 

Engineering   Support   Branch.       79/11/13.       Ip. 

— 7912070151    Reiponds   to   NRC   790927   Itr   re   violation!!   noted    in   IE   Itiap 
Fttpti    30-332/79-07   &    30-333/79-07.  Corrective    actions: 
specified   repair   procedure   to   meat   pipe   restraint   npoc   b 
structural   design   requirements. 
DOVER. V.  H.      Philadelphia   Electric    Co.       79/10/31.       3pp. 

7912QSQ2B9  Faruardl    IE   Info  Notice   79-27.    "Steam  Generator   Tube 
Rupture's  At  Two   PUR  Plants."   No   response   required. 
QRIErt,  B,H.  Region   1.    Philflde  Iphia,    Office   of   the   Director. 

79/11/16.        Ip. 

7912100140  Forward*    IE   Info   Notice   79-2B,     "Overloading    of   Structural 
Eltnanti   Due   to   Pipe   Support   Loads.  "   No   response   required. 
ORl£ff,B.H.  Region    1,    Philadelphia.    Office   of   the   Director. 

77/11/14.       Ip. 


— 79iaSI026&   Forwards   FF1  Romano    7907S3   Itr   re    blasting   operation   at   rock 
quarry   near   fac  1 1  i  ties.  F!c-que  ots    comments. 
SCHWEIKER.R.  B.        Senate.        79/O8/Q7.        2pp. 


DOCKET    30-394    HOPE    CHEEK  NUCLEAR    STATION.     UNIT    1 

A.     Application/cons  truction    stage   documents   &   correspondence 

791211O264   Discusses    NRC    plans    to    USB    gonoric    analysis    to    duvalop    oarly 
verification   prooraro  to   resolve   ATU3   issue    for  PWRs   t,  BURs. 
Success    of    program   depends    on    industry    response.  Supports 
formation   of   owners    groups    to    provide   necessary    info. 
DENTdN.H.R.       Office   of   Nuclear   Reactor    Regulation.      79/10/17.      3pp. 

7912270567  Responds    to  NRC   7911Oi   Itr   transmitting   acceptance   criteria 
for  Hark    I    long-term  program.  Limited   addl    testing  will   be 
conducted   &   schedule   for   containment   analysis   mill   bo 
provided   a*tor   final   resolution   of   criteria. 

MITTL.R.L.        Public    Service    Electric    !<   flas    Co.     of   Mew   J&raey. 
79/12/14.        2pp. 


7912100+03  Forwards    IE  Circular   79-23,     "Stroke   Times   for  Power   Operated 
Relief   Valves."   No  written   response   required. 
ORIEH.8.H.  Region    1.    Philadelphia,    Dffica   of   the   Dlractor. 

79/11/14.       Ip. 

791211043A  Foruards    IE   Info   Notice   79-29.     "Loss   at   Nonaafaty-Related 
Raactor   Coolant   SUB    Instrumentation   During   Operation,  "   No 
*p»ciPic   action   or   response   required. 

OHIER.B.H.  Region   1,    Philadelphia,    Office   of   the   Director. 

79/11/19.       Ip. 


F.    Security,    medical,     emergency    b   fire   protection   plans 

791204O471   Forwards    info   re    upgraded   emergency   plans   to  plants   under 
const   &  OL   review.  Applicants   required    to   make   certain 
emergency   arrangements  u/ state   It    local    organ!  rations   !* 
submit    a  mordancy    plans   per   Req    Oulde    1.  101. 
VASSALLO,  D.  B.         Division   of"   Project  Management,       79/I1/H1.       6pp. 

0.    Adjudicatory   carreepandencB 


791SO9D273  Forward  a    IE  Bulletin   79-26,    "Boron   LOBS   From  OWR   Control 

DlMdii."   No   response  required. 

DRIER,  Q.H.  Region  1,    Philadelphia,    Office   of   the   Director. 

ip. 


79iaOiO&a4  Forwards    IE  Circular   79-24,    "Proper   Installation  &  Callbr   of 
Cor*   Spray    Pipe   Break    Detection   Equipment   on   DHFie,  "   Ha 
r«spomo  required. 

QRlEft.B.H.  Region   1,    Philadelphia,    Office   of   the   Dlractor. 

79/11/26,        Ip. 

7912110075  Forwards    IE  Circular   79-23,    "Motor   Startars   b  Contactors 
Fallfd    to  Operate.  "  Ma   response   required. 

ORlEfl,B,  H.  Region   1,    Philadelphia,    Office   of   the   Director. 

79/11/26.        ip. 

791219003?  Forwards  IE  Bulletin  79-27,  "Lots  of  Non-Class  IE 
Instrumentation  b  Control  Pouer  Bgt  Bus  During  Operation." 
No  urlttMn  response  required. 

QRIEA.B.H.  Region   1,    Philadelphia,    Office   of   the   Dlractor. 

79/11/3O.        Ip. 

7913310241   Forwards    IE   Info   Notice   79-30,    "Reporting   or  Defects  & 
Mancompllflnce*,  10CFRH1.  "   No   action   required. 

gfllER,  B,  H.  Region   1.    Philadelphia,    Office   of   the   Director. 

79/12/06.        4pp. 

79I21907&2  Foruards    IE  Bulletin   79-2Q,     "Povslble   Halfunettoii   nf  Namco 
Model   EA160  Limit   Switches   at   Elivated   Temps."   Writ  tan 
response   required. 

ORIER,  B.  H.  Region   1,    Philadelphia,    Office   of   tht   Director. 

79/13/07.        Ip. 

79122B0234  Forwards    IE   Info   Notice   79-31,     "Use   of   Incorrect   Amplified 
Resaonie   Spectra."   No   uiritten   response   required, 
ORIER,  B.  H.  Region   1,    Philadelphia,    Office   of   the   Director. 

79/13/13.        Ip. 


If.     Confl reislonal /Executive   Correspondence 


7712210093  Respond*   to  790B17   Itr   re   MC   Beidts   790810   concorn  about 
lining    of   f ac it ity.  NflC   encourages   power   reactor   siting    En 
law  population   areas.  Second   NRC   ravleiii   of   reactor   before  OL 
1«    gr-inbed    to   address   safety   ti   environ   concern*. 
OQSBICKiL.  V.      Office   of   the   Eiacutlvs   Direct  or    for   Operations. 
79/10/12.       3pp. 


7913110043  Forwards    comment*    on    NUREO-051 1. Draft   BEIS  rofletts 
conscious   fc   deliberate  NRC    policy    to    jeopardiie   public 
health   b   safety   tt   thwart   ohjettiv*a   of   NEPA, 

KEPFQRD.C.       Environmental    Coalition   on   Nuclear   Power.      79/1O/S1. 
82pp. 


H.     General    corrotpandonce 


7912310549  Natifies    of   amondod    regulations.    Implementing   exlatlnfj 
authority   requiring   CP   holilers    to   provide   onalte.  ront-f  r«ai 
eiclusive   use   of   oft    space   &   immediate    facility   access   to 
NRC    Icwp   psrsonnal.  FR  notice   dtd   7(!OBlfa   «nsl. 
BTELLQj  V.       Office   of   Innpe'ction  b  Enforcement,    Office   Df   tho 
Director.       79/11/SO.      4pp, 

0.     Inspection   reports,    IE   Bulletins   t>   correspondancn 

7912140267  Responds    to   IE   Bullstin  79-23   ro    potential    failure   of 
DmnrgBncy   dlesel    gtinerator.  Tul  1    load    test    of   emergency 
diesel    generator    to   be   carried    out   for    not    laos   than  34-  h, 
MARTIN.  T.J.       Public   Service   Electric   A   Oas    Co.    of  NHU  Jersey. 
79/1O/31.       Ip. 

79I217O234  Responds    to   IE   Bulletin   79-11,     "Snismic   Analysis   for  Aa- 
Built   Saf  ntg-fielate*  Piping   Sij».  "   Special    Insp   for   ai-built 
configuration   Inappvopriate    due   to   early   stages   of   const. 
In-process    (<   final    insp   It   revi  eu  methods  uill   be   uaed. 
MAfiTIN,  T.  J.      Public   Service   Electric    (.  Gas   Co.    of  New  Jersey. 
79/11/0-1.       2pp. 

7912140339  Respond*   to   IE   Bulletin   79-14   re    sHismtc   analysis   for 
safety-related   piping   sigs.  Insp    for  as-built   configurations 
Inappropriate   until    ays    piping   completed. 

MARTIN,  T.J.      Public    Service   Electric   t«   Gas    Co.    of  New  Jersey. 
79/11/O3.       Ip. 


79J20S0057  Foruards  IE  Circular  79-23, 
Relief  Valvns.  "  No  response  required. 
ORIER.B.H,  Region  li  Philadelphia, 

79/11/16.       Ip. 


"Stroke   Times   for   Pouer  Operated 
Office   of   the   Director. 


7912030298  Forwards    IE   Info   Notice   79-27,  .  "Steam  Generator   Tuba 
Ruptures   at   Tuio   PUR   Plants,  '"   Mo   response   required. 
QRIERjB.  H.  Region   1,    Philadelphia,    Office   of   the   Director. 

79/11/16.       Ip. 

79IS100146  Forwards    IE   Info   Notice   79-33,     "Overloading   of   Structural 
Elements   Due   to   Pipe  Support   Loads."   No   response   required. 
ORlERjB.  H.  (legion   1,    Philadelphia,    Office   of   the  Director. 

79/11/16.       Ip. 
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7912110466   Forwards    IE    Info    Notice    71-31.      "Loss    of    Noniafetv~Related 
Reactor   Coolant   Sija    Ins  triimentatloji    During    Operation.  "    No 
specific   action  or  response    required. 

DRIER,  D.H.  Region    1,     Philadelphia,     Office    of    the    Director. 

79/51/19.        Ip. 


7913030387   Forwards    IE   Bulletin    79-36, 
Blades."  No  response  required. 
GH1ER.B.H.  Region    1.     Philadelphia 

79/11/20.        tp. 


"Boron  Lost   From   DWR   Control 
Office    of    the    Director. 


G.     Afljudicatory    correspondence 


79121100-43  Foruards    comments    on   NUREO-051 1 ,  Draft   OEIB  reflecti 
conscious   &    deliberate   NRC    policy    to    jeopardize    public 
health    it  safety   d    thwart    objectives    of   NEPA. 

KEPFQKD,  C.       Environmental   Coalition   on   Nuclear   Pouior.       79/10/34. 
33pp. 


H.     General    carrospandenca 


7912060588  Foruiards    IE  Circular    77-24.     "Proper    Installation   b  Calibr    of 
Core   Spray  Pipe  Break    Detocti-on    Equipment    an   DHRs.  "    Nn 
response  required. 

GHIER.D.H.  Region    1.     Philadelphia.     Office    at     the    Director. 

79/11/26.        Ip. 

7913110080  Forwards    IE  Circular    79-33,     "Motor    Starter*    fc  Contactors 
Failed   to  Operate.  "  No    response    required. 

CHIEfi.IJ.H,  Region    1.     Ph  i  ladolphia.     Of  fit  a    of    the    Director. 

79/11/26-        Ip. 

7912S90075  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  t  Control  Power  Stja  Bus  During  Operation.  " 
Ha  written  response  required. 

GFSIER.B.H.  Region   1,     Philadelphia,    Office    of    ttie   Director. 

79/11/30.       lp. 

7919310244  Forwards    IE   Info   Notice    79-30,     "flaportlna.   of    Dafects  & 
HnncoraplianceB,  10CFR21.  "    Ha   action    required. 

BRIER.  B.H.  Region   1,    Philadelphia,    Office   af    the   Director. 

79/12/06.      4pp. 


7912310249  Notifies    of   amended   regulations    Implamentlng    editing 
authority   requiring   CP   holders    to    provide    onsite,  rent-freer 
eicluiive   use   of   ofc    space   6    Immediate    facility    access    to 
NHC    insp    personnel. FR   notice    dtd    790B16   encl. 
BTELLO.V.      Office    of    Inspection   &   Enforcement,    Office    of   the 
Director.      79/11/20.       4pp. 


0.     Inspection    reports,     IE  Bulletins    t<   correspondence 


7912140267   ReipandG    to    IE  Dulletin   79-23   re   potential    failure   of 
afflergoncu   diesel    generator.  Full    load    ta»t    of   emarsencu, 
tjlesel    generator    to   be    carried    out    for  not    less    than   24-h. 
MARTIN.  T,J,       Public   Service    Electric    It  Gas   Co.     of   New  Jersey. 
79/10/31.       lp. 

7913170334  Respond!    to    IE  Bulletin   79-14,     "Seismic    Analysis    far   Ai 
Bul  It  Safety-Related   Piping    6ua.  "   Special    insp    For    as-built 
configuration   inappropriate    duo    to    early    stages    of    const. 
In-proce»«   b  final    insp    &  reviau  methods   uiill    be    used, 
MAflTIN.  T.J.       Public   Bur  vice    Electric    tc  Oas   Co.     of   Neu  Jersey. 
79/11/01.      Hop. 


7912190765  Foruards   IE  Bulletin  79-28,     "Possible  Malfunction   of  Namiro 
Model   EA1BO  Limit  Suitchai    at   Elevated   Tempi.  "   Urlttfln 
Tesponse  required. 

ORIER,  fl.H.  Region   1,    Ph  i  larfa  Iphle,    Office    of    tfie    Dimeter. 

79/12/07.        lp. 


791S140EB9   Responds    to    IE  Dulletin   79-14   re    sslimic    analysis   for 
safety-related    piping    sijs.  Insp    for   as-built   conf Iguratiant 
inappropriate   until    sys    piping    completed. 

MARTIN.  T.J.       Public    Bsrvice    Electric   b  Qaa    Co.     at   NBU  Jirteg. 
79/11/OS.       lp. 


7912280236  Foruiarfls    IE   Info   NaticH    79-31,     "Use   of    Incorrect 
Response  Spectra."   No   written   response    required. 
CRIER, B.H.  Region   1,    Philadelphia,    Office   of    the   Dimeter. 

79/1H/I3.       lp. 


7712050057  Forwards    IE  Circular   79-23,     "Stroka   Time*    for  Pouer 
Relief   Waives.  "   No    response    requirsd. 

ORIER,B.  H,  Region    1,    Philadelphia,    Office    at    thfl  Director. 

79/11/1&.        lp. 


8.    Renortable  occurrences,    LERs   &    related    correspondence 


79121304S6  Ack   reciipt  of   T9O9Et    Interim 
docunentatlon. 

CARLSON,  R.T.  Region    1,     Philadelphia 

Engineering  Support  Branch.       79/10/17. 


rept    ra   usld   ulre 


Reactor   Construction 
lp. 


—  7>91213Q4b4   Interim  significant    deficiency    rept  re   uelil   ui.ro 
documentation.  Electrodes    used    in   pnst-iiield    heat    treated 
condition  usre  not   properly    te«tad.  Caused    bij    dlscrepancu 
in   procedures.  Procedurei    will    be   revised    bg    BOO  1  IB. 
HARTIN.T.J.      Public  Service  Electric   t.  Oas  Co.    af  NBIU  J«r»ey. 

79/09/2i.       3pp. 


DOCKET   50-3S5   HOPE   CREEK   NUCLEAR    STATION.     LIMIT    a 

A.    Application/construction   stage    documents   b    corrospondence 

7913110264  Discusses  NRC    plans    to   use    generic    jnalifios    to   dnvelop    «arly 
vvrlPlcBtlon  prooram   to   re»olvo   ATMS    issue   for   HWRs    lr  EJHfi*. 
Buccasi  of  program  depends    on    industry   response.  Huflporti 
for  nation  of  Dinners   group  >    to-   provide   necass^ry    info. 
DENTON.H.R.      Office  of    Nuclear   Reactor   Regulation.       79V1Q/17.       3pp. 

7913270347  Respond*   to  NRC  791106    1  tr    tran«mittins    acceptance   criteria 
far  Mart   I    long-tarm  program. Limited    addl    teatlng   will    be 
conitucted  &  ichedule   for   containment   analijsis   will    be 
provided  afttr   final    rftjolutlnn   of    criteria. 

MITTL.R.L.      PobUc  Service   Electric. i  Oas   Co.     of   Neu  Jp.r»«ij. 
79^12/14.       Sfp. 


7913050895  Forward!    IE    Info  Notice  79-27,     "Btejim  Qenerator   Tube 
Rupturtto    at    Tun  PUR  Plants."   No    respance   required. 
ORIER.B.H.  Region    1,    Philadelphia,    Dffic«    of    the   Director. 

79/11/lt.        lp. 

79131001fl6  Furuiards    IE    Info  Notice   79-28,     "Overloading    of   Btructoral 
Element!   Due   to   Pipe   Support  Loads.  "    No   response   required. 
ORIER.B.H.  Region   1,    Philadelphia,    Office   of    the   Director. 

79/11/li.        lp. 

79121 10466   Forwards    IE   Info  Notice   79-29,     "La»i    of   Nonsaf ity-Rilated 
Reactor   Coolant   BIJB    Initrumentatlon  During    Opiratlon.  "   Ho 
specific    action   or    response    required. 

ORIER.B.H.  neglon    1,    Philadelphia,    Office   of   the   Director, 

79/11/19.       lp. 

7fiaOS02R7  Forwards    IE  Bulletin   79-26,     "Boron  Loss   From  BUR  Control 
Blades."   No   response   required. 
OHIEH.B.  H.  Raglan    1,    Philadelphia,    Office   of    the   Director. 

79/11/ao.       lp. 

7912060333  Foruerda    IE  Circular   79-B4i     "Proper    Installation   b  Callbr   of 
•Core  Bprav   Pipe    Break    Detection.  Equipment    on  BWRs.  "   No 
responaa    reituired. 

ORIER.B.K.          Region   1,    Philadelphia,    Qfflci   of   the  Director. 
79/11/2&.       lp. 

79121100BO  Forwards    IE  Circular   79-23,     "Motor   SUrttr*   &  Contactors 
Failed    fca  Operate.  "   No   r»«pont»    required. 

ORlEft,  B.H,  Region    1,    Philadelphia,    Dffice    of    th>   Director. 

79/11/Hi.       lp. 


F.    Security,    medical,    emergency    &    Fir*   protection   plans 

79IS04Q471   Foruiardi   info    re  upgraded    amir-gency    plans    to   plants   under 
const  b  DL  rivieu.  Applicants    roquired    to    mak*    cart*ln 
eoiarpency   arrangements    u/stdtB   &    local    organ!  lations    b 
lubnit   emrgtncy   plans    per  Reg    Quids    1.  1OI. 
VASSALLO, 0.  B.         Division   of  Project   Management.       79/11/21.       6pp. 


7912190075  Forwards  IE  Bulletin  79-27,  "Lots  of  Non-Cla.«i  IE 
Instrumentation  St  Control  Pauer  Sy«  Bus  During  Operation.  " 
No  written  r-esponie  required. 

ORIEfi,  &,  H.  Region    1,    PhiladBlphia,    Office   of    the)   Director. 

77/11/30.       lp. 

7912310244  Foruiards    IE    Info  Notice   79-30,     "Reporting    of   Defects   b 
Noneomp tiancet,  10CFR21.  "    No    action   required. 

DRIER,  n,H,  Region    1,    Philade  Iphl*.    Offic*   of   the>  Director. 

79/12/O&.       4pp, 
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7913170763  Forward*    IE    Bulletin   79-29,     "Possible   Malfunction    of  Namco 
Hod  1 1    EA18Q    Limit   Switches    at   Elevated   Tempi."    Written 
rfapnnse   required.. 

CRIER,  B.  H.  Region    1.    Philadelphia,    Office    of    the   Director, 

79/13/07.        Ip. 

79ISaa0234  Forwards    IE    Info   Notlco   79-31,     "Use    of    Incorrect   Amplified 
Response   Bpe-clra.  "  No    written   response    required. 
CRIER, B.H.  Rigion    1,    Philadelphia,    Office   of    the   Director, 

79/18/13,        Ip. 


79I231035i   Notification    of    BQttlOS    maeting    u/util5    in   BethBBda.MO 
to   discuss    Info   request  ro    adequacy    of   equipment 
qua] If icat  Ion. 
UNQAHO.A.  R.  Power    Systems    Branch.        79/12/11.        3pp. 

7912310362  Forwards    request   for    addl    info    to  continue   review  of 
application    for   DL,  Includes   request    for    info    dn   second   round 
questions    ti   Inaervlcu    pump    EC   valve    testing.  Requests 
response    by   800223. 
STOL2,J.  F.  Light   Uatar    Reactors   Branch    1.       79/13/12.       18pp. 


B.    Heportable    occurrences,    LERs    b   related    correspondence 

7712130436  Act    receipt    of   790926   interim   deficiency    rept   re   ueld   wipe 
doc  u  nemt*t  Ion. 

CAHLBQM,  R.  T.  Region    1>    Philadelphia,    Reactor   Construction  b 

Engineering   Support   Branch.      79/10/17.       Ip. 

— 79121304&4    Interim    significant   deficiency    rapt   re   weld   mire 
documentation.  Electrodes    used    in    post-weld    heat    treated 
condition   ware    not    properly    tasted. Caused    by    discrepancy 
in    procedures.  Procedures   will    be    revised    by    GO011B. 
MAHTINfT.  J.       Public    Service   Electric    &  Gas   Co.     of   How  Jersey. 
79/09/26.       3pp. 


JMKKET   30-384   UNIV.     OF    ILLINOIS  LDPRA  RESEARCH  REACTOR 
F,    Security.    m»dic«l,     emergency    tt    fire    protection    plans 

791BI202Qi  Forwards    draft    Reg    Oulde    9.  XX,     "Std   Format   fc  Content   for 
Cictntee   Physic-al    Security    Plan    par  Protection   of   SUM  of 
Moderate   or   Low   Strategic   Significance.  "   W/o  and. 
REID,  R,  H.  Operating   Reactors    Branch    4    (Pre   791030).       79/08/55. 

app. 


DOCKET    30-337   UNW,     OF  CALIFORNIA 

F.     H*ciirltyi    medical,     emergency    d    fire    protection    plans 


791217030S   Forward*    tommonts    on    proposed    Revision    2    to   Rag   Guide    1.97. 
Guide    should   allow   ei -containment , post-ac cidont  monitors   on 
plants   having    secondary    containment   bldgs.Utit   ulll    attend 
791214  meeting. 
FLVNN.  J.  D.       Cincinnati    Gas    t   Electric    Co.       79/12/13.       4pp. 

7912270336  .Responds    to   NRC  791130    1  tr   re   separation   of   electrical 
equipment    !t   sys.Utll    commits    to    cpmplying   ui/requlrementi. 
FLYNN,J.  D,        Cincinnati    Gas    tt   Electric    Co.        79/12/21.        Ip. 

F.     fiecuritij,    medical'     emergency    &    Fire    protection   plans 

7912040471    Forward  a    info    re   upgraded    emergency    plans   to   plants  under 
const   tt  DL   review.  Appl  icanta    required    to    make   certain 
emergency    arrangementi    w/state    It    local   organi rations   b 
submit   Krnergency    plant    per    Reg    (Juide    1.  1O1. 
VABSALLQ,  0.  B.          Dtvleion  of   Project  Management.      79/11/21.       fipp. 

7912090391    Forwards   Amend    101,  Revision  B  to    Industrial   Security  Plan. 
Plan  withheld     (ref    1OCFR3.79OI. 
HOROMANN.  E.  A.       Cincinnati   Can    &  Electric    Co.       77/11/29.      2pp. 

7918200433   Forwards    draft   emergency    plan  requested    by  NRC   on  791106-03 
visit. 
HOROMANN.  E.  A.       Cincinnati   Cas    6  Electric    Co.       79/12/17.      2pp. 

— 7912200440  Draft   emergency    plan. 

*      Cincinnati   Gas    &    Electric    Co.       79/13/17.       154pp. 


79121B02Q6  Forwards    draft    R»g    Oulda    9, XX.     "Btd   Format   t<  Content   for 
Linfliie   Phgitcal    Security    Plan    for  Protection   of   8NM   of 
Hotf-erate   or    Low    Str-atagic    SfgniFicanc",  "    W/o   encl. 
REID.R.U,  Operating   Reactorl    "ranch    4    (Pre   791030).       79/09/22. 

2pp. 


0.     Ad  judlc-atory    correspondence 


7912130002    Interrogatories  re   Contention   13.  Certificate   of  Svc   encl. 
FELDMAN.J.  H.       Miami    Vallei,   Pouier    Project.       79/11/OB.       4pp. 


DOCKET    30-358   WILLIAM   H.     ZIMMER   NUCLEAfl   STATION,    UNIT    1 

A,    Appllcation/canatructian   stage   documents  fc  correspondence 

7912110011   Forward*   NBC    position   on    status   b  applicability    to   pending 
CU  applications    of    remults    of  THI    followup    action*.  Outline's 
arfdl    short-term    actions    to   be    taken. 
VABSALLD,D.  B.          Division    of   Project   Management.       79/09/27.       41pp. 

7912110364  Dlscuisae   NHC    plans    to    use    generic   analyse*    to    develop    early 
verification    proaram    to    resolve    ATWB    issue   for   PUR*   fc  HHfis. 
Succtsc    of    program   depends    oft    industry    response. Supports 
formation    at    ouineirs    aroups    to   provide   necessary    info. 
DENTOHiM.R.       Office    of   Nuclear  Reactor   Regulation.       79/10/17.       3np. 


7*713130033    Memo  rand  urn  Ic   motion    to    continue    evidentiary    hearings   until 
Congress    either   affirms   atatuti    of    NltC   or    creates   new 
regulatorij    agancy    chargnd   u/granting   OLa,  Certificate   of  Svc 
end. 
FELDMANj  J.  H.       Miami    I/alley    Power    Project.       79/11/10.      3pp. 

7?121 10361    Seventh    snt    of    interrogatories    re    Intervenor  Contention   13. 
Certificate   of  Svc    encl. 

WETTERHAHH,  M,  J.      Cincinnati    Oas    &   Electric   Co.      HETTERHAHM.  M.  J. 
Conner,     Mapra    fc  Corber        79/11/21.       Bpp. 

7^13110376    Response    tc    intervenor   Miami   Valley   Power  Project 
Interrogatories   re   Contention    13,  concerning    delay    in   fuel 
loading    date.  Certl  f  ieo  te   of   Gvc    encl. 
BDROMANN,  E.  A.       Cincinnati    Oas    *  Electric    Cn.       79/11/87.      24pp. 


7^12100418  Foriuard»    renuest    for   addl    info    for    environ   qualification   of 
Cl«si    IE    instrumnnta  tlon   b    alictrical    •quipment.  Requests 
Kch*eul0   for-   response   within   seven   day*. Draft  NRC   interim 
poi.it ion  re    environ    qualifications    encl. 
BTtH,I,J.  F,  Light    Mater   Reactors   Branch    1.     '79/11/09.       6pp, 

7912180323  Forwards    proposed    Revision  .2    to  Reg   Ouide    1.97, 
"Inttrumentabioni   for-  Light-Mater-Coolad  Nuclear   Power  Plants 
to  Astbii   Plant    &   Environs   Conditions    During   b  Following 
Accident."    Request)    comments. 

YARQA.a.A.  Asilstant   Director   for  Light  Hater  Reactors.      79/11/23. 

3pp, 

7912270178  Notification    of   791214    meeting    u/applicant«    to   discuss 
proposed  R»vi«ion  2   to  Rog  Ouide   1.97.    "Instrumtntation   for 
LlBht  Hater   CoolaJ   Muclear  Plants   to  Assess  Plant  h  Environs 
Condition!    During    d    Fallowing   Accident." 
KIHTNERiL-C.  Light  Mater   Reactors    Branch    1.       79/11/19.       Ip. 

7913190334  Ren.UBBt»    plant-wide    field    audit    of    installed    electrical 
equipment   It   *u«    to    determine    conformance    to   separation 
criteria.  Req.uB(t*   re-iponse    in    19  days. 
8TOLI.J.F.  Light   Wnter   Reactors   Branch    1.       79/11/30.       2pp. 

7913210007  Summary    of    79120B  meeting   w/util    in  Bathe. da,  MD  re   addl 
Margin    In    facility    to    acommodate   pool    dynamic    loads. 
PE1.TIEH,  I.  A.  Light  Water   Reactors    Branch    1.       79/12/07.       9pp. 


791213009O  Objection    to    intnrvenpr   Miami   Valley   Pouar  Project  791109 
Interrogatories   re  Contention    13   ft   request   for   protective 
order.  Raquastad    info    o-utBlde    scope    of    issues   determined   by 
ABLD.  Certificate   of    Svc    encl. 

UETTERHAHN.  M  J.      Cincinnati    Oas    &  Electric  Co.      WETTEHHAHN.  M.  J. 
Conner,    Moore   &  Corner,      79/11/27.      4pp 

791203043&  Response    to    intervene?    Miami   Volley   Pouer  Project 
Interrogatory    re  Contention    13.  Interrogatory    beyond  791001 
ABLB   ordnr.  Certif icote   of    Bvc    and. 
BARtKiC.A.       Hearing    Branch    3.       79/11/23.       5pp. 

7915280603  Heaponde    to   FOIA  request    for  Sargent  !<  Lundy    1969  rapt. 
"Economic    Evaluation    of  Alternative*,"  ui/transnittal    Itr  b 
summary    rtpt.  Info   wltltheltf    (ref   FQ1A  Eiomptlon  11. 
CARR.J.-C.  Division    of   Rules    and   Records.       79/13/21        2pp. 


H.    General    correspondence 


7912170133   Responds    to    790426    1  tr   re    radiation   exposure  resulting    from 
nuclear    accidents.  Increase    in    radiation    doses    to   persons 
living    uithln    90-n>lle    radius    of   TMI-t   waa    i'A  of   that 
received    From   background   source*. 

VAROAfS.  A.  Assistant  Director    for  Light  Hater  Reactors.      79/11/26. 

2pp. 
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--791217O140   Requests    info    re    radiation    doses    in    event    of    nuclear 
ac  c  ident.  flues  t  lone    ability    at    procedural    &    equipment    change 
to    correct   TMI-type    protplens. 
NEINERiM.       Affiliation    Unknown.        7-7/04/24.        2pp. 

7912170)145   Respond!    to   790417    I  tr    re    radiation    eipoiura   resulting    from 
TH1-2,   Increase    in    radiation    doses    to    persons    living    within 
Su-mile   radius  mas    IX    of    that    received    from   background 
sources, Ltr   to  President   Carter    end. 

VARQA,  8,  A.  Assistant   Director    for   Light   Water   Reactors.       79/11/56. 

3pp. 

791219QQ7&  Responds    to    inquiry    re    safety    of    facility   &    disclosure    of 
Riett    rept   d  hearings    on  NY    1954    nuclear   testings.  Revi  BUS  & 
hearings   re  non-TMI    safety    questions    underway.  THI-re  lated 
issues   will    be  addressed    in    future    hearings. Inquiry    end. 
VARCA.S.  A.  Assistant   Director    For   Light   Mater   Reactors.       79/11/26. 

3pp. 


U.    Congre-aslonal/Eietutlve  Correspondence 


7912210071   Responds    to  V  Diarig    inquiry    re    transportation   of    fuel. 
Nuclear    fuel    arrives    at    facility    in    lino   in/earliest    date    of 
const    c Dmp 1 etlon.  ASLD   7 90 SO 9   hearing    determined    no    undue 
safety    risk. 

QOaSlCK-iL.  V.        Office    of    the    Executive    Director    for    Operation*, 
79/10/31.        3pp. 

— 79122IOOB9  Notifies    of    V  Dierig    request    for    info    re    transportation   of 
U-235   to    I ac  i  1  i  ty.  Request  s    comment, 
HUDDLESTON,  U.  D.        Senate,        79/O9/27.        lp. 


DOCKET  50-360   BATTELLE  MEMORIAL    1NST,    CRITICAL  FACILITY 
F.    Socuritg,    medical'    emergency    tt    fire    protection    plani 


Inspection  reports.     IE   Bulletins    &   correspondence 


7912110439  Responds    to    IE  Bulletin   79-23. Will    perform  34    lead    testa 
during   preoperat ional    testing    of    emergency    load    generators. 
Problem  described    In   Item   1    not  applicable. 

N,  E.  A.       Cincinnati    Oai    t.   Elactric    Co.        79/10/39.        lp. 


791212020A  Forwards    draft   Reg    Ouide    5. XX,     "Std    Format   fc  Content    for 
Licensee  Physical    Security   Plan    for   Protection    of   SNH   of 
Moderate   or   Low  Strategic   Significance."    W/o    encl. 
REID,R.W,  Operating   Rune  tors   Branch    4-    (Pra   791O3Q).       79/03/B2. 

2pp. 


7912050113  Forward*    IE  Circular    79-52,     "Stroke    Tim 
Relief    Valves."   No    response    required. 

KEPPLEFl,  J,  0.  Hug  ion    3,    Chicago,    Office    of    the   Director 

Ip. 


for   Fewer   Operated 
79/11/16, 


7912100218  Forwards    IE   Info  Notice   79-20,     "Overload  Ing    of    Structural 
Elements   Due   to  Pipe  Support    Loads.  "    No   response  required. 
KEPPLER.J.O.  Region    3,    Chicago.    Office    of    the  Director.       79/11/16. 


LDCKET   30-361    BAN   ONQFRE   NUCLEAR    STATION,     UNIT   B 

A.    Application/construction    stage    documents   &   correspond  once 

7912110011   Forward  i    NRC    position    on    status   {,   applicability    to  pendi 
DL  applications    of    results    of   Thtl    fallowup    ac  tioni.  Dutl  inn 
addl    short-term  actions    to   be    takon. 
VAS9ALLD,D.D.         Division    of    Project   ManagBment.       79/09/E7.       *lpp. 


7913ilOSii7   Forwards     IE    Info    Notice    79-29,     "Los-s    of   Nonsaf  etij-Related 
Reactor    Coolant  Sijs    Instrumentation    During  Operation,"  Mo 
specific    action   or    responie    required, 
KEPPLERiJ.G.  Re-gion    3,     Chicago.     Office    at     the   Director,        79/11/16. 


7912110364  Discusses    NRC    plans    to    use   generic    analyses    to    develop    ear 
verification   program   to   resolve   ATW8    issue    for  PUR*    <•  BWR». 
Succen    of   program    depends    on    Industry   response.  Supports 
formation   of   ouinert   groups    to    provide    necessary    info. 
DENTDN,H.R.       Office   of   Nuclear   Reactor   Regulation.       79/10/17.       3pp, 


7912030339    Foruarfls     IE    Bulletin    79-26,     "Boron   Lo»s   Frc-m   BUR    Control 
Blades.  "    No  response    required. 
KEPPLER.J.O.  Region   3,     Chicago.     OFfic*    of     the   Director,        79/11/30. 


7912110070  Forwards    proposed    Revision  2    to  Reg   Ouide    1.97, 
"Instrumentation    for   Light   Mater   Coaled    Nuclear   Pouiir   Plants 
to  Assess  Plant   &   Environs   Conditions   During    b  Following 
Accident."  Requests    comment. 

VAftOA.S.  A,  Assistant    Director    Por   Light   H.ter   Reactors.    .  77/11^83. 

3pp. 


7912100423   Forwards    IE   Circular    79-24.     "Proper    Installation   t,  Callbr    of 
Core   Spray  Pipe  Break    Detection   Equipment    on   DUFis.  "   Ha 
written    response   required. 

KEPPLER.J.O.  ReHion   3.    Chicago,    Dfflcs    of    the   Director.       79/11/26. 

IP- 


7913190215  Ack    receipt   of   790&28  t,  OB27    Hrs   requestino   withholding   o* 
slide*    of    fuel    structure   design    from   public    tUselo»ur>. 
Request   granted    <ref    IOCFR2.  790). 
BAER.fi.  L.  Light  Water   Reactors   Branch    2.       79/1S/03.       2pp. 


791H140203   Forwards    IE   Circular   79-33.     "Motor   Starters   b  Contactors 
Failed    to   Operate."   No   written   response   required. 

KEPPLER.  J.  fl.  Region    3,     Chicago,     Office    of    the    Director.        79/11/26. 

lp. 


7912190791   Forward   (juestion*    re    studg,     "Bopt    of  Ev«Iu*Ion   of  MJM 
Earthquake  t  Site  Ground   Motion   Paramaters  Associated    u/ 
Offshore   Zone    of   Deformation  Facility- " 
DEVING.J.F.       Interior.  Dept.  of,    Geological    Survey.       79/12/07.       4pp. 


7913110397  Notifies    that  NRC    intends    to   routinely    forward    to 
appropriate   state   public    util    regulatory   group*    b   state    atty 
general    ofct   copies    of    escalated    enforcement   correspondence 
sent    by   NflC   to    licensees. 

KEFPLER.J.  Q.  Region    3,     Chicago,     Office    of    the    Director.        79/11/EB. 

lp. 

79I219&211    Forwards    IE  Bulletin   7<7-37,     "Loss    oF   Non-Class    IE 
Instrumentation  !<   Control    Pouer   Sys   Bus-   During   Operation.  " 
Written  response   required, 
KEPPLEI1,  J.Q.  Region    3,     Chicago,    Office    oF    the   Director.       79/11/30. 


7912140069  Forwards    IE    Info  Notice   79-30,     "Reportinj    of   Defects  & 
None  ompllancei,  10CFR21  .  "   No    action    or   response   rcq.uireit. 
KEPPLER.J.O.  Region   3.    CJiicago,    Office    of    the    Director.       79/ia/O6. 

Ip. 


7912270390  Forwards    "Status   Rept    on    Follouup    Actions   Resulting  From  NHC 
Revt»lu*    re  TMI-2   Incident"    to    comply   iu/NUREO-0378   b    to 
respond    to  NRC   7909137  t,    1109    Itrs. 
DASKIN.K.P.       Southern   California   Edison   Co.       79/12/19.       2pp. 

— 7912270377   "Status   Rept    on   Follouiup   Actions   Resulting   From  NHC    Ravteui 
re,   TMI-2    Incident.  " 

*      Southern  California   Edison  Co.       o      San   Diego   Oas   Ic  Electric   Co. 
79/12/31.       79pp. 

77122H0502  Advises    that   applicants   are   not   willing    to    *ign   propose* 
msmorandum  of   agreement   re    potential    Impact   of    transmission 
llnei   on   cultural    resources. 
BASKIN,  K.  P.       Southern   California   Edison   Co.       79/12/21.       lp. 

C.     Utility   Environmental    Report    (ER),     amends   It   correapand*nee 


7912200099  Forwards    IE  Bulletin   79-2B,     "Posgible  Malfunction    of  Namco 
Model    EAiaO   Limit    Switches    at    Elevated    Temps.  »   Action 

requ  Ir  ed. 

KEPPLERiJ.O.  RBjlon    3,     Chicago.    Office    of    the    Director.       79/lH/tO. 

Ip. 


7913200109   Forwards    updated    distribution    list    for    environ   rept   auppli 
amends    for    facility. 
DUNCAN,  M.  Environmental    Projects   Branch   S.       79/13/06.       3pp. 

F.     8ecurltyi    medical?    emergency   &   fire   protection   plans 


8.    RepoTtable  occurrfrnces,    LER«    &   related    correspond  *nce 

7912190043  PN8-II  I-79-Ofl:  on   791119,N*u  Richmond,  OH,  pol  lea    dispatcher 
receive*    bomb    throat    from  male    caller.  Planb   evacuated.  No 
device    Found  b  no    eiolosian   occurred. 

CREED.J.H.,    DONAHUE,  J.  F.       Office  of    Inspection   i,   Erf  orcement,    Office, 
of   the    Director.       79/11/20.       Ip. 


7912040471    Forwards    Info   r*   upgraded    emergency    plan*    to   plant*    undrr 
conit  ti    OL  revleu,  Applicants,   required    to   make    certain 
emergency   arrangements    u>/state   &   local    organiiationa   Si 
lubmtt   amergencii    plani    ptr   Reg    Quids    1.101. 
WBBALLO.D.  B.         Division   of    Project  Management.       79/11/21.      6pp. 
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7912180972   Forwards    addl    info   re    emergency    planning    in    response    tn   NRC 
771031    r* (jut it.  Addl    coplei    of    responses    re    Units    Z   b   3   utll 
lii   transmitted   ui/Amend    17   of   F3AR.  Info    Is    responsive    to 
specific    nuBitions   &  NRC    overall    action    plan. 
aABKEN.K.P.       Southern   California   Edison   Co.       79/12/10.       53pp. 


-7912130704    Responds     to    NRC    7910O2     Itr    re    violations    noted    in    IE    Insp 
Repts    50-361/79-22    tc    50-362/79-3 1.  Cnrrec  tiva    actions: 
detailed    review   of    all    saf ety-related    cable    pulling 
calculations    con  due  ted. 
AF1ENAL,  A.        Southern    California    Edison   Co.        79/10/31.        3pp. 


7913310009  Forward*    proprietary    request    FOP   addl    info    to   complete 
rtvltw  tsi    lifeguard*    contingency    plan.  Detail!    withheld 
(rtt    10CFR2.  790). 
ZIEMANN.D.  L.  Operating    Reactors   Branch    S,       79/13/11.       2pp. 


-7913130707   Forwards     1£    Insp    Rept  3    5D-3&1/79-33   i.   363/79-21     on   790813-31 
&   notice    of    violation. 

8FENCE.R,  Q.  S.  Region    3.     San    Francisco,     Redactor    Construction   fc 

Engineering    Support    Branch.        79  /  1O/O2.        2pp. 


O.     Adjudicator^    correspondence 

79  1B1  00332  Stipulation   •!  lowing    eibenilon    until    791103    for    applicant 
to   respond    to    intervenors   Friends    of    the   Earth.  et   ali79101B 
second    tat    Dp    Interrogatories.  Certificate    of   Svc    ancl. 
PIOOTT.  D.  R.       Southern   California   Edison    Co.       WHARTON.R.J,       Friends    of 
th*   Earth.       PIOOTTiD.R.       Chicfcering    fc  Gregory.       79/11/06.       4pp. 

7712130061   Stipulation  re    extension   until    791203   for   applicant    to 
aniutr    Intervenor    second    «et    of    interrogatories.  Certificate 
of   Bvc    ancl. 

PIOOTTiD.R.       Southern   California  Edison   Co.       PIQOTT,D.R.       Ch  icier  ing 
ft  Ortoory.       WHARTON.R.J.       Friend*    of    the   Earth.       79/11/06.       4pp. 

79J20S01B9  Notice    of   appearance    of   L  Thorton    an    bihalf    of   util. 
Certificate    of  Svc    encl. 
TMDRTON,  L.       Affiliation  Unknown.       79/11  /OB.       4pp. 

7912100314  Order   approving   applicants   tt    int»rvenor«   Friends    of    the 
Earth.  et   al,  stipulation   for    extension    until    791203   to   aniuer 
intervenon  '    interrogatories. 
SMITH.  I.  H.       Atomic    Safety    and   Li  canting    Board   Panel.       79/11/26.       Ip. 

7912140142  Response    t,   objection!    to   791  01  B   second    Bat   of 

Interrogator!**.  Answers    Interrogator!"    1-B4.  Verification    of 

OR  Pijott  &  Certificate   of   Bvc    end. 

PICOTT.D.R.       Southern   California   Edison    Co.       PIGOTT.D.R.       San   Diego 

Oas  tt  Electric    Co.       PIQOTT.  D.  R.       dickering    &  Gregory,       79/12/03. 


Inspection   reports,     IE  Bulletlni    ti   correspondence 


—  791B130713   Notice    of    violation    from    insp    on   790B13-31. 

»  Segion     5.     San    Francisco,     Office    of    the    Director.        79/10/01. 

Ip. 

— 7912130723    IE    Insp    Repti    50-361/79-22    &   30-362/79-21    on   790B13-31. 
Noncomp 1  lane  a   noted: cable    tension    calculations    for    cable 
pull    reviewed   (<    found    in    error. 

PATEiR.  J.  Region    S,    San  Francisco.    Office    of    the  Director. 

DODDStfi.T.  Region    5,     San    Francisco,     Reactor    Construction    b 

Engineering    Support    Branch.       77/10/01.       5pp. 

7912190154,  Forwards  IE  Bulletin  79-37,  "Loss  of  Non-Class  IE 
Instrumentation  t,  Control  Power  Sys  Bus  During  Operation-" 
No  written  response  required1. 

ENOELREN,  R.H.  Region   9,     San   Francisco,    Office    of   the   Director, 

79/11/30.        Ip. 

7913310273  Forwards    IE    Info  Notice    79-SO-i     "Reporting    of   Defects   & 
NoncomjiUancea,  10CFH2J.  "   No    action    required. 

ENQELKENjR.H.  Region   S,    San   Francisco,    Office    of    the   Director. 

79/12/04.       4pp. 

791S14Q476  Forwards    reply    to    IE  Bulletin    79-13  Revision    1.    "Cracking    In 
Feeduater    Bga    Piping." 

SPENCER,  0.  S.  Region   3,    San  Franclico,    Reactor  Construction   (. 

EnalneBring   Support   Branch.       79/12/07.        Ip. 

— 79121404B4    Responds    to    IE  Bulletin    79-13i  Revis  ion    1,     "Cracking    in 
Feedwaler  8y  s   Piping."   Radiographic    exaitiinat  ions   performed 
on   fesduater    not  ile-to-p  ip  e  uielda    in    accordance   ui/ASME  Code. 
Enaminat  ion*    revealed   no    cracking. 
BABKIN.K.P.       Southern  California   ESlson  Co.       79/09/19.       4pp. 


7912060019  Forwards    IE   Insp    R*ptl    30-361/79-33  fc   30-363/79-31   on 
790904-07  Si  B4-BB.  No   noncompl ianct   noted. 

BPENCERrO.S.  Region   S,    San   Francisco,    Raactor   Conitruction  fc 

Englneiring   Support   Branch.       79/10/31.       2pp. 

— 7912040025   IE    Insp   Rept    30-361/79-23   &    50-362/79-34   on  790904-OB  A 
24-36.  Ho   naticompllance   noted,  Major   areas    inspected:  conit 
activities, reactor    pressure   veieel    b    Internal*, Installation 
h  protection   of   xtalnlm    iteel    piping. 

DODDSjR.  T.  Region   3,    Ban   Francisco,    Reactor   Construction   & 

Engineerlnn    Support   Branch.       PATE,  R.  J.  Region   S,    San   Francisco, 

Office    of    the   Director.       79/10/26.       4pp. 

7912100260   Forwards    IE   Info   Notice   79-28,     "Overloading    of   Structural 
Eltmonti    Due    to   Pipe  Support   Load*. "    No   response   required. 
EHCELKEN,  R.  H.  Region   3.    San   Francisco,    Office    of    the  Director. 

77/11/16.       Ip. 


7912200247   Forward i    IE   Bulletin  79-2E9,     "Possible   Malfunction   of  Mamco 
Model    EA1BO  Limit   Switches    at  Elevated    Temps."    Action 
required. 

ENOELKEN'R.H.  RenLan    S.     Ban    Francisco,     Office    of    the   Director. 

79/IS/07.        Ip. 

7912230625  Forwards    IE    Info  Notice    79-31,     "Use   of    Incorrect  Amplified 
R«spon»«   Spectra."    No   uritten  response    required, 

ENQELKEN.  R.  H.  Region   3,    San  Francisco,    Office   oF   the  Dime  tor. 

79/13/13,        Ip. 

S.     Reportable    occurrences,    LERs   d  related    correspondence 

79J31B0334   Forwards    final    deficiency    rept   PB    lack    of   qualification 
testing    documentation    for   repaired    pnuior   cable. 
ARENAU,A.        Southern    California   Ed  1  *an    Co.       79/1S/12.        Ip. 


7917110317   Fori-iardi    IE   Info   Notice  79-29,     "Loss    of  Nonsafetg-fielated 
Reactor   Coolant   Sgi    Instrumentation   Durino    Operation.  "   No 
specific    action    or   response    required. 
£«OECKENi  R.  H,  Region   S,    San   Francisco,    Office    of    the  Director. 


— 79121BOS29  Final    deficiency,    rapt    re    lack    of   qualification    testing 
documentation    for    repaired    power    cab  IB. Discusses  LOCA 
quel IFcation    testing    oF    safety-related    cable    supplied   by 
numerous    vendors, 
t      Southern   California  Edison   Co,       79/12/12.       4pp. 


7913070023  Forwards   IE  Circular  79-84,    "Proper   Installation  fc  Callor   of 
Core  Spmu.    Pipe   Break    Detection   Equipment   on   BWRs.  "   No 
retponie   requirad. 

EWOELKEN.R.H.  Region   3,     San   Francisco,    Dfflee    of   the   Director. 

Ip. 


7912110272  Forward*    IE  Circular   79-23,     "Motor  Starter*   tc  Contactor* 
Failed    to    Operate.  "   No  reiponse   required. 

EHOELKENiR.H.  Raglan   S,    San  Francisco,    Office   of    th*  Director. 

79/11/26,       Ip. 


7912190602  Forwards    final    deficiency    rept   re    use    of    incorrect   matl    for 
retaining    clip    In    thermal    pressure    relief   devices    on   certain 
caf etu-related    gate   valves. 
ARENAL,A.       Southern   California   Edison    CD.       79/12/12.       Ip. 

— 7912190&15  Final    deficiency,   rept:  carbon   steel    retaining '  cl  ip   was 
iub*titut«d    for    stainless    steel    clip    in    thermal    pressure 
relief    valves. Corroalon  of    clip    could    cause   poppet   stem  to 
be   expelled.  Cause    unstated.  Pipe    plug    installed    in   bora. 
*      Southern   California  Edison  Co.       79/12/11.       3pp. 


7912110496  Notifies    that  NRC    intends    to    routinely    forward    to 
appropriate    state   public    util    regulatory    groups   Ic   state   attv 
giniral   oft*   copies   of  escalated   enforcement   correspondence 
t«nt   bu,   NRC    to    licensees. 

ENBCLKENt  R.  H.  Region    5,    San   Franciico,    Office   of   the   Director. 

79/11/26.        Ip. 

7912130700  Acli    receipt   of  791031    Hr    tnformlns   NRC    of    ttepi    taken   to 
correct  violation  noted   in   IE   Insp   Repts   90-361/79-32  b 

30-362/79-21. 

8PENCEH,  8.  B.  Region   3,    San   Francisco,    Reactor  Construction  fc 

EngiTieerins   Support   Branch.      79/U/S9.       Ip. 


7912200341    Forward*    interim  deficiency    rapt   re    lack    of    documentation 
for   meaiurino    &   testing    equipment. 
ARENAL.A.       Southern   California  Edison    Co.       79/1S/14.       Ip. 

— 7913200544    Interim    deficiency    rept    re    lack    of    "as   received" 

documentation    for   measuring   b   testing    equipment   recalibrated 
at  vendor    facilities. Procedures    revised    to    strengthen 
control    of   vendors    performing    c-alibr    svcs. 
ti      Southern   California   Edison  Co.       77/12/14.       3pp. 
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BDCKET   SQ-362   SAN   QtlOFRE   NUCi-EAR    STATION,     UNIT   3 

IX.     App  1  Icati  on/ const  ruction    stage    documents    Ii    correspondence 

7913110011    Forwards    HRC    position    on    status    6   applicability    to    pending 
DL   applications    nf    result?    of   TKI     Followup    actions.  Outl  inea 
addl    short-term  actions    la    be   talen, 
VASSALLO,  D.  H.  Division    nf    Project   Ma  nag  en  ant,        79/09/27.       41pp. 


Response   b   objections    to   791O1B   second    set    of 
interrogator!  es.  Answers    Interrogatories    l-fJ4.  Vitrification    n.f 
DR  Pigatt   &  Certificate   of   Svc    end. 

PICOTT.  D.  R.        Southern   California    Edison   Co.       PIBDTT,  D.  R.       San   Diego 
Oas   fc   Electric    Co.       PIGQTT.  D.  R.        Chickering   &  Gregory.       77/12/03. 
54pp. 

Q.     Inspection  reports.     I£  Bulletins  &  correspondence 


7912110264    Discuses    M)C    plans    to    use    generic    analyses    to    il  eve  lop    early 

verification    program    to   re-aolve   ATMS    issue    for   PMRs    fc   BHHa. 
Success   of    program  depends    an    Industry    response. Supports 
formation    af   owners   groups    ta   provide  neces-sarii   info. 
DEN10N.H.R.        Office    of    Wvjclcar   Reactor    Regulation.        79/1O/17.        3pp. 

791H190215   Arli    receipt    -of   790423   &   OB27    1  trs    rBa.uesting   withholding    i>f 
Elides   of    Fuel    structure   design    from  public    disclosure. 
Request    granted     (ref    1OCFRS. 79O). 
BAER.R.  L.  Light   Hater   Reactors    Branch    a.        79/12/O5.        2pp. 

7915110791    Forward*    questions    re    stuJu;,     "Rept    of   Evaluainn    af   Mai 
Earthquake    E.   Site    Ground    Motion    ParaBetert:   Associated   w/ 
OFf-shora  •Jane    of    Deformation    Facility." 
DEVINE.J.F.        Interior,  Dept,  of.     Geological    Survey..        79/12/O7.        4pp. 

791327O3'!0   Forward*    "Status   Rept    on    Followjp   Action*   Resulting   Froa   JfflC 
nsvieue   re   TH1-2    Incident"    to    comply  U/NUREG-O57B  &   to 
respond    to   HHC  790937  *    11O9    Itrs. 
HA5KIN.K.F.        Southern   California   Edison   Co.        79/13/19.        2pp. 

— 7912270397    "Status    Rep  t    on   Fnllotiup    Actions   R«sultiTiff   Froo   MIC    Reviews 
ra   TMI-2    Incident.  " 
•      Southern   California    Edison   Co.        *      San   Diego   Gas   fc   Electric    CD. 

79/13/31.        79pp. 

79133BOS02   Advises    that    applicants    are   not    willing    to    sign    proposed 
manors  n  if  urn  of    agreement   re   potential    impact   of    transmission 
lines    on   cultural    resources. 
UABKIN.K.  P.        Southern   California   Edison   Cn.        79/12/21.        Ip. 

C.     Utility  Environmental   lleport    <EIU.    aaonds   fc  corrasponilercB 

7913300109   Forwards    updated    distributlnn    list    for    environ   rept    suppls   ti 
aneniis    for    facility, 
DUNCAN,  M.  Environmental    Projects    Brancfi   2.        79/1S/06.        5pp. 

F.     Security,     imrfical,     eiBDrgency    fc    fire    protection    plans 

79IS040471    FaruaTis    i-nto   TB    upgraded    emergencif    plans    to    plants    under 
const    &   QL   revieu.  Applicants    required    to   mate    certain 
Eaergencu,   arrdngemun ts   u/state  l>    local    Drganiiations  to 
submit    energencij    plans    per    Reg    Guide    1.101. 
VASSALLt,  D.  D.          Division    of    Project   Management-        79/11/21.        6pp. 

79I21RQ572   Fortidrds   aDdl     info    re    *nergencii    planning    in   r«aponso   to   W1C 
791O31    request.  Aildl   copies    of   responses  re    Units    3  &  a  uill 
be    transmitted    u/Anend     17    OF   FSA5t.  Info    is   raeponsive    ta 
specific    nuestions    t.   NRG    overall    action   plan. 
DABKIN.K.P,       Boothern   California   Edison  Co.       79/13/10,       03pp. 

7712310009  Forwards   proprietary   request    for  adtfl    info   to    tcunlnte 
revieu  of    safeguards    contingeneij    n  Ian.  fietai  Is  withheld 
(ref     10CFR3.  790). 
ZIErlAHH.U.I,.  Operating   Reactors    Branch  2.       79/JS/ll.       2pp. 

S.    Ad  judicatoi-y   correspondEncs 

7913100352  Stipulation  allnuinj    eitansion    until    791103  for   applicant 
to   respond    to    intcrvcno-rs  Friend*   af    the   Earth, et  al,79tOlB 
second   set    of    interrogatories.  Certificate   of   Svc   end. 
PICOIT.D.R.      Southern  California  Eilaon   Co.       HKARTGH.R.J.       Friends    of 
the    Earth.        P1GDTT.D.R         Chictering    ft   Greflorij.        79/H/OA,        4pp. 

7912130061   Stipulation  r*    eitension    ifntil    791EO3  for   applicant   ta 
answer    interwenoT    second    set    of    interrogatories  Certificate 
of  Svc   end. 

PIGaTT,  D.  R.       Southern  California  Edison  to.       PreOTTjD.  H.       Chickering 
b   er*goru.        HHAHTDN.  R.  J.        Frienils    of    tne    Earth.        79/lt/O*.        4pp. 

791S05O1Q9   Notice   of    appearance    of   L   Thortan    on   behalf    of   util. 
Certificate   af  Svc    end. 
THORTDftiL-       Affiliation  Unknown.       79/tl/Oa.       4pp. 

7912100314  Oriltr   approving    applicants    I.   intvrvnnors  Friendn    of   the, 

Earthjet  al^ stipulation    for  extension  until    7912O3  ta   ansyer 
intervtnors'    intBrrojatories. 

W,      Atoaiit    aafetij    and   Licensing  Board  Panel.       79/11/2&.       Ip, 


79120&OO1Q  For  war  Us    IE   Insp    Hepts    5O-361/79-35  tt  50-362/79-34  on 
79O9O4-O7   Ii   24-2Q.  Mo    nonconpliance   noted. 

SPENCER,  0.  B.  Region    S.     Ban   Francisco.     Reactor   Construction   IT 

Engineering  Support  Branch.       79/10/31.      2pp. 

— 7912040025    IE    Insp  Rep  fc   5Q-341 /79-2S  tt  SO-362/79-24  on  7909O4-OB  tc 
34— SB.  No   noneanpliance  noted.  Ha  jar  areas    inspected:  con*t 
activities^  reactor    pressure   VBESB!    ti   internal*,  install Bti-nn 
Si  protection   of   stainless    steel   piping. 

DODOS.  R-T.  Rug  ion   5,     San  Franc  lito.    Reactor  Construction  & 

Enginaerlng   Support  Branch.      PATE,  R.  J.  Region  9.    Ban  Francivca. 

Office  af    the   Director.       79/1O/2&.      4pp. 

7912100280  Faruarils    IE   InFo   Notice   79-28,    "Overloading   of  Structural 
Elenanta  Due   to  Pipe  Support  Loads."  No  response   required. 
EMfiELKEN,  R.H.  Region    S.     San  Francisco.    Office   af    th»  Director. 

79/11/16.        Ip. 

7912110317  Forwartfs    IE   Info   Notice   79-29.    "Loss  of  Noniafety-R&laUd 
Reactor  Coolant  BUS    Instrumentation  During  Operation.  "  Ko 
specific  action   or  response   required. 

ENGELKEJt,  H.  H.  Region    3*    San  Francisco.    Office   of  the  Director. 

79/11/16.        Ip. 

7912D70033  Forwards    IE  Circular  79-24,    'Proper    Installation  fc  CaltnF  af 
Core  Eprau  Pip*   Break  Detection  Equipcrnt  on  BWRa,  •  No 
response  re<tuired. 

EKeELKEH.R.H.  Region   S,    Han  Francisco,    Office   of   the  Dinctor. 

79/11/26.       Ip. 

7912IIO273  Forwards    IE  Circular  79-23,    "Motor  Starter*  &  Contactors 
Failed    to  Operate."  Mo   response   required. 

EN&ELHEN.fl.ll.  Region    S.     San   Francisco.     Office    of    the   Director. 

79/11/26.        Ip. 

7912110496  Notifies    that  NRG    intends   to  routinely    foruard  to 
appropriate   state   public    util   regulatory  groups  &   state  attu, 
general    ofca    copies    of   escalated    enforcement  correspondence- 
sent    by    NRC    tn    licEnsess. 

E»OELHEM,R.a  Region   5.     San  Francisco.    Office  of  the  Director. 

79/11/36.       Ip. 

79iai3O7OO  Acfc  receipt   of  791O31    1  tr   inforaing  WIG   of   steps  tak«n  to 
correct   violation   noted     in    IE   Insp   Hepts    30-361/79-22   & 
50-362/79-21. 

EPENCERiC.  B.  Region    5,     Ban   Ffaneioco,    Reactor   Construction    h 

Enginenving   Support  Branch.       79/11/29.       Ip. 

— 7912130704   Responds    to   NSC   791002   111-   re   violation*   noted    in    IE   Insp 
Repts    50-341/79-33  ft   3G-342/79-21.  Corrective  actions: 
detailed   revieu  of  ail    safety-related   cable   pulling 
calculations    conducted. 
ARENA!.,  ft.       Southern   California    Edison   Co.       79/1O/31.       3pp. 

— 791313O7O7  Forwards    IE   Insp    Rente   5O-361/79-22  l<  362/79-21    on  7?0fll3-3l 
&  notice   of   violation. 

SPENCER.  O.  3.  Reoioii   5,    San   Francisco,    floector  Construction  t 

EngineEring    Support   Branch.      79/10/02.      2pp. 

— 7912130713  Notice    o?  violation   fron   insp   on  790913-31. 

»          Region    5,    San  Francisco,    OFF  ice  of  the  Director.      79/1O/01. 
Ip. 

— 7912130733    IE    Insp    Septa    53-361/79-22   &   50-363/79-31    on  790313-31. 
Noimoopl  ianca  noted:  cable    tension  calculations   for  cable 
pull  rmvieaei  &    found    in    error. 

PATE.R.J.  Ragicn   5,    San  Francisco.    Office  of   the  Director. 

DODOS,  H,  T.  Region  S,    San  Francisco.    Reactor  Construction  fc 

Engineering   Support  Branch,      79/10/O1.      Spp. 

7912190196  Fortia-rds  IE  Bulletin  71-27,  'Loss  of  Non-Class  IE 
Jnatrunantation  fc  Control  Patter  Bgs  BUG  During  Operation.  " 
No  written  response  required. 

ENGEXKEN.R.rL  Region   S,    San  Francisco,    Office   at  the  Director. 

79/U/3O.       Ip. 

7912310273   Forwards     IE   Info   Notlo   79-3O/     "Reporting   of   Defect!    & 
No-ncoapl lances.  1OCFR21.  "  Ho   action  rei^uirad. 

EKCELKEN.R.H.  Region   5,    Ban  Francicco.    Office  uf  the  Director. 

7T/12/06.        4ppr- 
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7912140476  Forwards   reply    to    IE   Bulletin   79-13  Revision    1,     "Cracking    In 
Feeduatar  By*  Piping." 

SPENCER,  0.  B,  Region    S.    San  Francisco,    Reactor  Construction   & 

Engin*trlnii    Support   Branch.       79/12/07.       lp. 

—  791214.04B4  Responds    to    IE  Bulletin   79-13,  Revi  »ion    1,     "Cracking    in 
Fesrfuatar  S|/i   Piping,"   Radiograph  i  c    e«aminatlons    performed 
on    f«eduiater  nonle-to-pipe   usldi    In   accordant!   w/ABME   Coda. 
Eiantnatlans  rev«al«d   no    cracking. 

P,      Southern   California  Edison   Co.       79/09/19.       4pp. 


7912200247  Forwirds    IE  Bulletin   79-28,     "Possible   Malfunction   of   Namco 
Hml«l    EA1BO  Limit   Switches   at    Elevated   Temps.  "    Action 
required. 

eNMLKEM,  R.  H.  Region    3,    San  Francisco,     Office    of    the   Director. 

79/12/07.       lp. 

7913200625  Forward  i    IE   Info   Notice   79-31.     "Usa    of    Incorrect  Amplified 
R«ijSQn»t   Spectra."   No  uritten    recpons*   required. 

EHOELKEN,  H.  H.  Region    9,    San   Franclico,     Office    of    the   Director. 

79/13/13.       lp. 

S.    Repartable  occurrencei.    LERs    ti  related    correspondence 

79121BQ334   Forward!    final    deficiency    rapt   re    lack    of    qualification 
testing    documentation    for   repaired    pouar    cable. 
ARENALiA.       Southarn   California   Edison   Co.       79/12/la.       lp. 

—  7912IBQ9B?  Final    diflelaney    rept   re    lack    of    qualification   testing 
documentation   for   repaired    pouter   cable.  Discusses   LOCA 
quallfcation  tilting    of    safety-related    cable   supplied    by 
numiroui   vendors. 
*      Southern  California   Edison   Co.       79/12/13,       4pp. 


0.     Inspection  re-parts,     IE  Bulletins    fc   correspondence 

7912180401    Responds    to     IE   Bulletin    79-25.-     "Reactor    Trips    at    Turkey 
Point   Units   3  S.  4.  ••   No    electrical    equipment   purchased  <af 
installed    West inahouse    DFD   relays. Mill    request  AE    to 
identify     type    relay5     if    BFO    relay*    selected. 
FINFHDCK-  I.  R.        Jersey    Central    Power    I,   Light    Co.        77/11/14,        lp, 

7912090030   Forwards    IE   Circular    79-23,     "Stroke    Times     for   Power    Operated 
Relief  Valves."    No    response    required. 

CRIER,  B.H.  Region    1.     Philadelphia,     Office    of    the    Director. 

79/U/lfi.         lp, 

791209Q25O  Forwards    IE    Info  Notice   71-37,     "Steam  Generator  Tube 
Ruptures   at  Tuo   PUR   Plants.  "    Na    response   required. 
GAIER.B.H.  Region    1,    Philadelphia.    Office   of    the    Director. 

79/11/16.         lp. 

791S10O122  Forwards    IE  Info  Notice   79-2B,     "Overloading    of  Structural 

Elements    DUB   to   Pipe  Support   Loads.  "  No   response  required. 

ORIER.B.H.  Region  1.     Philadelphia,     Office    of     the    Director. 

79/1J1/16.         lp. 

791Etlp4Il    Forwards    IE    Irfo   Notice    79-29,     "Loss    of    Norvoaf ety-Related 
Reactor  Coolant    Bys    Instrumentation   During   Operation."  No 
specific    action    or  response   required. 

QRIER'B.H.  Region    1.    Philadelphia,    Office   of    the    Director. 

79/11/19.        lp. 

791205b23S  Forwards    IE  Bulletin    7-J-Sb.     "Baton   Loss   From  DWR  Control 
Blades. "    No    reeponse   required. 

ORIERiB.H.  Region    1,     Philadelphia,    Office   of    the    Director. 

79/m/ZQ.        lp. 


771219Q602  Foruirds    final    daficlRncy   rapt    re    use   of    incorrect   matl    for 
rptatninD    clip    In    thermal    pressure   relief    devices    on    certain 
t«f rty-r*lated   gats   valve*. 
AREHAUiA.       Southern   California   Edi«on   Co.       79/12/12.       lp. 

— 79IC190615   Final    dificlency    rept: carbon    steel    retainlno    clip    ua« 
sub»tltut*il   for    stalnle*B    iteel    clip    In    thermal    pressure 
rtlleif   valves.  Corrosion    of    clip    could    cause   poppet    stem   to 
be   s-ipelled.  Cause   unstated.  Pipe   plug    Installed    in  bora. 
•      9auth«rn  California   Edison   Co.       79/12/11.       3pp. 


791S06O373  Forwards    IE  Circular    79-24,     "Proper    Installation  &  Calibr   of 
Cora    Sprag    Pipe    Break    Detection    Equipment  on   DURs,  "    No 
response   required. 

Region    1,     Philadelphia,    Office   of    the   Director. 
lp. 


7912110047  Forwards    IE  Circular    79-23,     "Motor  Starters   It  Contactors 
Failed    to   Operate."    Ma    reipon-se   required. 

GRIER.B.ht.  Region    1,     Philadelphia,    Office   of    the    Director. 

79/11/26,        lp. 


79i2-20O»41    Forwards    interim   deficiency    rept   re    lack    of    documentation 
for   «t«.»urin!  l>  teitlng    equipment. 
AHENAU,  A,       Southern  California   Edison  Co.       79/12/14.       lp. 

— 791S20O944    Intirlm  daflciency    rept   re    lack    of    "as   r«c«ived" 

documentation   for   meavurlng    k    testing    equipment   recalibrated 
•t    vendor    facilities.  Procedures    revised    to    strengthen 
control    of  vendors   performing    calibr    svcs. 
»      Southern  California  Edison   Co.       79/12/11.       3pp, 


7912310219  Forwards    IE    Info  Notice  79-30,     "Reporting    of  Defects  fc 
Noncomplianc.es,  10CFR21.  "   No   action    required. 

ORIER.  B.H.  Region    1,     Philadelphia,    Office   of    the    Director, 

79/^2/06.       4pp. 

7913190747  Forwards    IE   Bulletin   77-HB,     "Possible  MalFunctlon   of  N»mco 
_      HodKl    EA190   Limit   Switches   at   Elevated   Temps."  Written 
resrionse   raquirBd,  . 

ORIER,  D.H.  Raglan    1,     Philadelphia,    Office   of    the   Director. 

79/1B/07.         lp. 


DOCKET  3Q-363  FORKED  RIVER   NUCLEAR   STATION,    UNIT   1 

A.    Appl tc*tlon/constructlon   stage   documents  fc  correspondence 

7<?i2JlD264  DlRtusses   NfiC    plans    to    use   generic    analyse*    to    develop    early 
variflcjitlon   program   to   resolve   ATMS    Issue    for  PHR»   fc  BHRi. 
SLceest   of  program  depends   on   industry   response. Supports 
f onsitio-n   of   owners   grpupt    to   provide   nacessarv    info. 
DEMON. H,  B.       Office   of' Nuclear   Reactor  Regulation.       79/10/17.       3pp. 


79123^0196  Forwards    IE    Info  Notice   79-31,     "Use   of    Incorrect  Amplified 
Raftoonse   Spectra."   No    urltticn   response   required, 
ORIER, B.H.  Region    1,    Philadelphia,    Office   of    the    Director. 

79/(a/13,        lp. 


DOCKET   30-364   JOSEPH  H-     FARLE*  NUCLEAB   PLANT,    UNIT   3 

A,     Application/construct  Ion   stage    documents   &   correspondence 


F.    Security,    aedlcal,     emergency    b    firs    protection   plans 

7913G4O471    Forwards    info   rt   upgraded    emergency    plans    to   plant*    under 
CDnit    tc  OL.  rsvieiu,  Applicants   required    to    make    certain     . 
innrgenev   arranganents  u/st«ta   tc   local   organiiatlons  l> 
submit    emargencv    plans    p*r   R*g    Guide    1,  101. 
VASSALLO.D.B.        Division  of  Project  Management.      79/11/21.      6pp. 


H. 


eorrifpandence 


79iai90!Oa"  Responds   to  790409   Ur  re   continued   const.  Lesion*   learned 
fron  TMI   mill    be    Incorporated    into    design.  Const    impended 
temporarily   bv   utll    b  uill    nut    resume    for    at    least    one    yr. 
DENTON,  H.  R.      Office   of  Nuclear  Reactor  Regulation.      79/11/38.      2pp, 


Notifies   of  concern  over   uta   of  nuclear  generation  fc 
op»ratire    sl*llarlties    in    design    of  TMI-2  S<   other   nuclear 
unttf.Rvqusits  meeting   u/NRC   to   trientifu   ftrategy   to  reduce 
probability   of  TMl-ineid*nt  at   facility. 
BAHBOUR,<J.H.      New  Jeriey.    State    of.       79/04/09.       lp. 


79lallOOll   Forwards   NRC    position    on    status    Si  applicability    to   pending 
OL  application*    of   results   of   TMI    follounjp   actions.  Outlines 
addl    short-tern   actions    to  be    taken. 
VAB8ALLO,D.  B.          Division   of   Project   Management.       79/09/37.      41pp. 

791:2110864  Diicusfes  NRC    plans    to    u«*    oeneric   analynn    to   develop    early 
verification  program  to    reiolve   ATWfi    isaua   for  PHRs   &  BWRi, 
Success   of    program  depends   on    industry   response.  Supports 
formation    oP   owner*    groups   to    provide   necessary    Info. 
DENTQN,  H.  R.       Office    of   Nuclear   Reactor  Rogulation.       79/10/17.       3pp. 

7912270167  Forwards   proposed  Revision   2   to   Reg   Outdo    1.97, 
"InstruMentatlon    for   Light  Mater   Cooled    Power  Plants    to 
A-SBBSB  Plant  d  Environs    Condition'    During   It  Following 
Accident."    Comments    should   be    filed    before   791214   meeting. 
VAROAtS.rt.  A**i*tant    Director    for   Lloht  Hater   Reactors.      79/11/23. 

3pp. 

— 7912H70172    Value/impact    statement    of    proposed   Ravlston  2  to  Reg   euids 
1.97,     "Instrumentation    for   Light   Water   Cooled    Muclaar  Power 
Plants    to    Ai*m i  Plant   «<  Environs   Conditions  Durina   b 
Following    Accident."    Revision    should   be    Issued. 
*          A««J«tsnt    Director    for   Light   Mater  Reactors.       79/10/15.       3pp. 
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— 791227Q17B    No  t 1  f  i  <-  a  S 1  nn    c*f     7^1314    mooting    u/appl i cants     to    discuss 
proposed    Revision    2     In    Reg    Guide     1    -97.     "  Ini  trumenta  t  i  on    for 
Light   Water    Cooled    rluclrar    Plants    tn    Assess    Plant    6   Environs 
Conditions    During    *    Fcllcuiing    ftcculent." 
KINTNER.L    L..  Ligt.t    W.iter    Reactors    Branch    ).        79/11/19.         Ip. 


C       Utility    Environmental    Report     (EFI), 


orreapondenci 


7V132QOQ15   Forward*     IE     lusp    Repts    VO-01  35/79-Qfa    «.    70-0361/79-09    on 
7<7Q3Q5-0'ia7    !,    notice    of    v  i  &  1  at  i  on.  No  1  1  c  e    of    violation 
LnthllEld    <ref     lOCFUH    79O> 
MARTIN.  W.G  Raqion     1.     Philadelphia.     Sa  f  eiuard  s.    Branc  h.        79/1Q/01. 

•2UP 


F      Security,     aeilical.     emerge 


6    fire     protection    plans 


7913040171    Forwards    info   rt    .upgraded    emergency    plans    to    plants    under 
const    li   QL    revieuj   ftpplicants    required     tu    male    certaii> 
eme-rgenci)     arraignment  s    ui/etate    f.     local     org  ani  lati  arcs   !. 
submit    emergency    (jJani    pur    Hen    Guide     1.   101. 
VA5SALLO:  D.  D.  Division    of    Pro  j  PC  t   Management.        79/11/21.        djip- 

7912-190550   Forwards    updated     s-chedulo     Fiir     t'ire    protection    mods. 
CLAYTON, F    L.        Alabama    Power-    Co         79/12/12.        3pp. 


7913170006    flct     receipt    of    IE    Insp    "opt    50-361/79-16    on    791023-24.  Mo 
proprietary     info. 
CLAYTCN,F.  L.        Alabama    POLJBT    CD         71/11/27.        Ip. 

—7912170010   Forwards    IE    insp    rtept    30-364/79-li    on    791023-26. No 
non-cnmpl  i ante    noted. 

HUHPHV,  C.E.  Region    3.     Atlanta,     Reactor    Construction    !. 

Engineering    Support    Branch.        79/11/15         3pp. 

—7912170016    IE    Insp   Rapt    5O-364/79- tfi    on    791023-26. No    none  otnp  1  lance 
noted.  Major   areas    inspoc  ted  .  f  ire    stop    instal  lati  on*    b   case 
load    forecast    panel    meeting. 

HUNT.M.  D.  Region   3.     Atlanta.    Office    of    the    Director. 

BRYANT,  J.  C.  Region    2,     Atlanta,     fieactor    Conotruc tion    & 

Engineering    Support    Branch.       79/11/13.       3pp. 

7912190371  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  t,  Control  POUIBP  Bys  Dua  During  Operation.  " 
Mo  written  response  required. 

O'REIT-LV.J    P.  Region   2.     Atlanta.     Office    of    the    Director. 

79/11/30.         Ip. 

79123102B4   Forwards    IE    Info    Notice    79-3O,     "Reporting    of   Defect*    t. 
Noncompliancos,  10CFR21.  "    No    action    requirod. 

O'REILLY.  J.P,  Deoion   2.     Atlanta,     Office    of    the    Director, 

79/12/Oi.        5pp. 


H.      General    correspond  eric  e 

7912330401    Comments    on    NUREG-06  Ji>:  1  i  si     at    reportab  1  E    unusual    events 
•should    tie    reduced     in    acnpe     to     include    onl<j     events, 
consequential     to    public    &    should     he    clearly    defined. 
THHflHH.H.  D         Alabama    Power    Co.         /W  1  1 /SO.        2pp. 


Foruards    change     af    address    for    c  orriiHp  nndence    defllinp, 
uj/utll    Neuj    adarE55i  lfl-,7    SandaJunod,  Kovt    Co  1  1  ins,  CO-  BOIiai. 
H  JELMFELT.  D.  C          Do  1  tfb  orfl  .  F  i  oldnaii    t.   Let  ham,  P.  C.        79/11/26.        2pp, 


P.     Q|iBrating     license 


r.pnts    >.<    correspornloric 


7<;121<?OS36   ForLiards    dUttl     info    re    U-o^cr  i  ption    of    auto    initiation    oP 
.ititilianj    feediuator    su^Jin    rE-spnnSEf    to    NRC    77121O    request 
re    Lo55oii5    Learned     Task    I'orte    reroramnniJa  1  1  ens. 
CLAVTON,F    L         ftlahjma    Power    Co          ."7/12/14.        7pp. 

Q       Inspection    reports.      IE    Ditlletins    f-    c  urr-esy  ondcnce 

7"!  12070089   t'oruards     IE.    lns|i    Kept.  5    ^0-343/79-33    tt    S0-36fl  /  79-  1  1    on 
It&iSS-SQ.  No    nontiimp  I  isnr.  e    notetl 

LEH1S.R    C  Reflion    S.     Atlanta,     ileattui    UpfsrJtions    Muclear    Support 

Itr.inch          79/ICJ/E2.        TJrp 


MB/  /"V-'JH    6    m.4/79-11    on    77O933-2O.  No 
dress     inspet  tod'  operation*    rBvinui. 
s    i;<   mqV   meeting    on  Unit   3. 

Roqion    HP     rttlafita.     Office    of    the 
rteyicn   2'     Atlanta,    Ucflttnr   Qperatio-no 
Ipp 


-••7912070Q[!7  IE  [USD  HepL?  *JiTI 
nontDrnpliancu  ncl;eJ  Majtir 
LERs.open  i  terasj  IE  circui 
HflROIN  •«  V.  .  PFWPFnnii,  a  H 
Director.  MftRriN.  »  U 
Nuclear  Support  [franch 


7912060097   Fo  r  mar  d  s     IE    Info    No  1  1  1  s-    79-U'flp     "Attempted    Damage    tu    Meui 
l-uel    AsstTTvbliB'-,     "    Uo    specific     jction    or    response    required. 
O'HEILLV.  J    I1.  rteg.nn    2,     ntlanta.     llfficc-    of     the    Director. 

fin  1/09         2pii 

77121001S9    Foiuards     It     Info    Nuiito    79-  HO.     "llvierlo  Jning    of    Silruttural 
ElemEnts    BUP     to    1'ipt    tiupporT    l.oai)!,    "    Nil    response    riinuired. 
O'HEILLV.  J    P  fd-ijicni    S.     AH.iril.ii     Offitu    of    the    Director. 

79/11/16          Ip 


7912300005   Forwards    IE   Oulletin    79-2B,     "Passible   Malfunction   of    Hamcn 
Model     EA1BO    Limit    Switches    ,it    elevated    Temps.  "    Action 

O'REILLvio.  P.  Roginn   2.     Atlanta.     Office    of    the    Director. 

79/12-/07.        2pp. 

7712210170   Responds    to    IE  Bulletin  79-B5  re    failure    of    Wnstinghimse   DFD 
roIflyB     in     safetij-relatod    sga.  Westinghouse    DFD/NDFD    relays 
not    used    or    planned    for    USE. 
CLAYTON.  F.  U.        Alabama    Power    Co.        79/12/Q7.        Ip. 

7919210010    Ach    receipt    of    IE    insp    ReptB    DO-31B/79-3B   t,    DO-364/79-ID    on 
791106-OV.  No    proprietary    Infn. 
CLAYTON,  F.L.       fllaljarna    Pouer    Co        79/13/10.       Ip. 

—7912210016   Forwards    IE    Insp    Ropta    50-34B/79-38   b    50-364/79-1B   on 
791106-09   No    noncomp  1  iance    noted. 

HUffPHV.C.E.  Region    2.     Atlanta.     Reactor   Conatruction    t 

Engineering    Support    Branch.       79/11/29.       2pp. 


--7913210021     IE    Insp    Repts    50-34B/79-3B   &    30-364/79-1S    on 

noncompllsiico  noted.  Major  areas  inspet  ted  :  el  ectr  leal  cable 
tt  tarminations  uorli  !t  work  sctivitiHB  &  employee  concerns. 
GIBBONS,  I.  D.  Region  2,  Atlanta,  Office  of  the  Director. 

CQNLDN.  T.  E.  Region    S.    Atlanta,     Ro-actor   Conntruction   fc 

Engineering    Support    Drancli.       79/11  /2B.       4pp. 

7912310015    FnrwardB    reaponsc    to    IE    Bulletin   79-1B,     "AudibilltU    Probl»n» 
EncounteraiJ    nn   Evacuation    of    Pcrsonnol    from  Hlph   Noise 
Areas."    Audibility    check     of    plant    omergoncy    evacuation    alarm 
revealed    numerous    areas    uihere    alarm    could    not    be    heiird. 
CLAYTON,  F.  L.       Alabama    Pouer    Ca.       79/IS/12.       2pp. 

79122R036&  ForwardB    IE    Info    Notice    79-31,     "Use    nP    Incorrect   AmplirUid 
lleaponso    Bpcctra."   No    uiritten   response    requirod. 
a'REILLYp  J.  P.  Region    3,     Atlanta.     Officn    of    the    Director. 

79/12/13.        3pp. 

79122B0115   Foriuards    IE   Circular   79-25,     "Shock    Arrestor   Strut   Assembly 
Interference."   No   ui-tbten    response    required. 

O'REILLV.  J.  P.  flegion    3,     Atlanta.     Office    of    the    Director. 

79/12/20.        -4pp. 

S.     Reaortable    occurrences,     LERs   !<   related    correspondence 


V91211O53a    Fnnuaiils     IP    Tnfn    Mfltice    71-3't.     "Loss    ol    Nonsaf  ety-Re  la  ted 
Reactor   Coolnnt    Siys    liiit  rumflii  tatiun    Ouririg    dp  r  ration    "    No 
specific    actiQFi    ui     ro5piinst     rt'quired. 
O'FiEIU.V.J    F1  Region    i!.     ntl.inl.ii.     Ufficc    of     the    Diractor. 


7912130422   RO:  on  791 107.  coo  I  ing    (.OUIHT    B    fire    resulted    in   reduction 
of    Fire    protection    tank    levels.  Tanh9   A    t.   B    fall    to    120,000 
Oallonfi. Tank    levels   mill    he    returned    tn   rain   acceptable 
levels    on    771107 
NAIRSTQM,  H.  G         Alabama    Puuior    Co.        79/11/07,        Ip. 


7912060604    Forwards     IE    Cireiil.tr     79-J4,      "Proper     I  natal  IstiOFi   !.    Calibr    of 
Core    Spray    Pipe    JJreali    Ottei.  1 1  tin    £<|oipment    un    DWHg    "    Nil 
response    r  L>q.ui  rod 

O 'RE1I.LV.  J.  P  Region    3r     Atlantflj     Ufficc    of     the    Dimeter. 

79/  1  I  /Sb.         1  p 


7912130A31    nO,  Wes  tinijhDIJSe    notified    util     of    potential     for    P-4 
(lermi-asive    failures    to   remain   unidentified    during 
norformanre    of    Burveillaiice    tests.  All    info   not    evaluated. 
Dataila    uil  1 1    be    provided    in    follouiup    ropt. 
HftlRSTOMrW.  G.        Alabama    Power    Co.        79/11/08.        3pp. 


7912110113   Fo-riiiardo     IE    Circular    79-23,     "Motor   Startors    it   CoFitar  tnrs 
Failed    to    Qporate.'     Nc    re  5  peri  si'    reqiiircd 

n'RElLLV.J   P.  Hoginn    S.     Atlanta.     Office    of     the    Dir-oclor. 

79/11/26.         Ip 
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DOCKET    SO-366   EDWIN    I.     HATCH   NUCLEAR    PLANT.     UNIT   2 

F.    Security    medicalr    emergency    S.    fire   protection   plans 


7?12Q70497   Forwards    Amend     13    to    License   NPF-5. safety    evalu 
notice    of     Issuance    '-<    availability 
IPPOLITQpT.  A.  Operating    Reactors     Branch     3         79/11/2:3. 


7913380359   Nut  if  ins    that   NFtC    guides    &   criteria    cannot    tie    adequately 
Incorporated    Into    site    emergency    plan    before   800IO1.  Requests 
dfll-aj    In    mbmlttal    data    For   revised    emergency    plan   until 
6QQI31. 
HELLVtfi.J.        Georgia   Payer    Co.        79/10/HO.        lp. 


--7=712070501     Amend     13    to    Licence    NPF-5,  p  ermi  t 1  ing    continued    operation   t. 
startup    lu/up    to    tuiu    vacuum    breakers    inoperable   &   u/ three 
breakers     innparflble     it    remaining     breakers     are    operable    at 
increased    frequency 
IPPDLITD.  T.  A.  Operating    Reactors    Brain  h     3.        79/11/33.        9pp. 


791S3QOQ22  Discusses   NRC   791107  meeting    re    emergency    preparedness    team 
rtvlebi   object  ives.  Provides    guidance    for    improving    licensee 
emergency    preparedness   &   assuring    capability    of   offside 
•igencivi    to   take   appropriate    emergency    actions. 
GRIHEB,  D.K,       Emergency   Preparedness    Task    Force.       77/11/23.       30pp. 


Q     Ad jud icatory    correspondence 


791EQ&012Q  Order    dismissing    proceed  Ing.  Intevenor   Georgians   Against 
flucliar   Energy    participation    in    proceeding    terminated. 
GROSSMAN, H.       Atomic   Safety    and    Licensing    Board   Panel.       79/H/1A. 


H.    General    correspondence 


— 791207O505    Safety    evaluation    supporting    An 
*      Office     of    Nuclear    Heactor    Regulation. 


id    13    to    License    NPF-5. 
79/11/2:3.        Ip. 


— 7^12070308    Motice    of     issuance    I 
NPF-5. 
IPPDLITO,  T.  A.  Operating    Rt 


.lability     of    Amend    13    to   License 
-s    Branch     3         79/11/23.        2pp. 


7912ia06tl    Forwards    FR    notice    of     issuance    of    Amend     13    to   License   NPF-5. 
«  Operating    Reactors    Branch     3.        71/11  /23.         Ip. 

7912190343   Forwards    request    fnr    adill     info    to     complete    review   of   7812Qli 
79OB14   t.   O908   requests     fqr    proposed    Iccli    Spec?    changes    re 
settlement     of    Class    I     structures. 
IPPOLITO.T.  ft.  Operating    Reactors    Branch    3.        77/11/27.        1pp. 


7^12100139  Requests    that   RJ  Kelly    replace   CF  Whltmer   as   addressee    for 
all    corT-aspond  vnce. 
EHKENGPERQER,W        Georgia  Pouier    Co.       79/08/22.       Ip. 

P.    Operating    license    stage   documents   It   correspondence 

79  1  21  BOOB  3  Forwards    request    for   add!    info   about    containment    purge   fc 
Vent   *1|*   ra   util    plans    for    unlimited    purging. 

.  Plant  System*    Branch.       79/11/OA.       3pp. 


7912100189  DistifsBOs  NRC   791101    meeting    u/repreBentattvas    of   HBBB 
vendori   &   fuel    suppliers   re    discussion   Of    respective 
pB-rtiani    of   ECCB   evaluation   models    dealing   ui/fuel    cladding 
milling   I*    incidence    of   rupture.  Vondor   responses    end. 
EIEEHHUT.D.  0  Division    of   Qperflting    Reactors.       79/11/09.       65pp. 

—  7*?iaiOOa55  Responds    tu   NfiC   791101    request    ra   noniomp  1  lance   of 

Wif  jtlnghousfr   ECCB  evaluation   model    under    requirements 
of    1OCFRSO   App   K.  Evaluation    of   three    fuel    rod   models 
indicate*    no    safety    problems    for  UmtingliousB   plants. 
AHDEHSON.T.  M.       Westinghouse   Electric   Corp.       79/11/03.       4pp. 

—7912100330  Responds    to   NRC   791101    ren.ueat   re   ORNL   cladding    swelling    d 
roj>turo   data,  Review   of   analytical    models   &    tests    Indicates 
compliant*    ui/lGCFRSO  App    K.  All    OE   spaci    for   calculated    peak 
cladding    temp   remain    unchanged. 
EUCKHOLZiR.il.       General    Electric    Co.       79/12/07.       3pp. 

—  791HIO0107  Forwards    response    to  NRC  791101    request   re   rod    burst    tost 

data.  Conclude*  that  data  properly  represented  by  fuel  models 
used  In  vendor  evaluation  models  f«  that  analyses  demonstrate 
til  criteria  of  10CFR50.  46  «atlafled. 

QHBtEy,  0.  F.  E»»on  Nuclaar  Co.  ,  Inc.  (subs,  of  Ex»nn  Corp.  >. 
79/11/02.  5np. 

—  79121O043&  Forward*   addl    info   re    evaluation    of    impact    of   NRC    proposed 

rup  turn/ft  lochagH   model    used    in   vendor   evaluation  model. 
No    adverse    impact    from  new  rupture   burst    data    or   use    of   NRC 
rupture/blockage   model    on    licensing    calculation    results. 
OUStEV,  0.  F.       E«ion   Nuclear   Co.  .     Inc.     <«ubs.     of    Exxon  Corp.  ). 
7V/H/01.       22pp. 


7912360131    Forwards    safety    evaluation    of    util     request    for    change    in 
Tech   Spots    re   adjustment    oF   average    pouor    range   monitor 
se  tpo  ints. 
LrtlNAB.G.  Plant   Systems    Branch          79/11/27.        2pp. 

— 791336016'!    Safety    evalution    limiting    util    Tacli   Bpcc    change   request. 
Deviation     from   average    power    range    monitor    caiibr    procedures 
during    full    power    inconsistent    ui/IEEE    279. 
*  Plant    Systems    Branch         79/11/27          2pp. 

7912050150   Forwards   Amend    -I    to    "Spent    Fuel    Pool    Modi"    included    as    part 
of    79O709    application     For    expansion    uf     spent     fuel    storage. 
Prepared     in    rBipmnse    to    NRC    791101     reciuest. 
KELLYjR.J.         Georgia    Fuller   Ca          79/11/30.         3pp. 


79130S015ri    Amend    1    to 
eva  luat  i  on. 
"      Georgia   Power   Co. 


"Spent    Fuel 
79/11/30. 


l     Mod,  '•     desigr 


apt  !'  safety 


7912Q30933   Commit  s    to    arid  1     confirmatory    condensation    oscillation    testa 
in    full-scale    test    ( at  1 1  ity,  nut  1  ineii     in    GE    791130    Itr   re 
Mark     1    containment    pro  gram.  Sctiudul  e     fur    subirittal    of    plant 
unique    analysis    will    bo    provided     Following     NflC    resolution. 
KELLY, R.J.         Georgia    Power   Gil.        79/11/3O.        2pp. 

7912190164   Requests    payment    oF    Gloss     1    («    III     amend    Fees    for    review    oP 
790B17    security     personnel    training    &    qualification   plan, 
DIGGS.R.M.  UiCL'nsB    Foe    Management    Branch.        79/12/06.        lp. 

7912140321    Forwards    i-ept     "Adequacy    of    Station    Electric    Distribution 
Sys   Voltage    " 
KELLV.R.J.         Georgia    Pouer    Co.        79/J2/07.        2pp. 

— 791214032*    "Adequacy    nF    Station    ElecLrii    Distribution  Bys  yoltano.  " 
*      Genrgiii   Pouier    Co          79/13/O7.        B/pp. 

7912360083    Forwards    criteria    r P    electrical     overrifle/bupass    for    use    in 
review    of     operating    r«ac  tors  .  H.i  1  nta  1  ning    purjjB    valves    closed 
does    not    resolve   NRC    concern   in/purge    valve    circuitry. 
RElD.n.H.  Operating     Reactors    Branch    1.        79/12/11.        5pp. 


7712100023  Di*cu««es    Usuance    of   Amend    17    to   License   DPR-64.  uliich 
authorlted    oparition   at    100X   pouior.Max    allouiable    fee   already 
paid    by    util.  No  addl    fee    required. 
hlLLER-  H  O.  Lie.  me  FOB    Management  Branch.       79/11/13.       Ip. 

—  79IS1QQ043  Forwards   a»»»asment    of    revi»m    cont*    for   CP  &  QL  actions,  to 

aid    In    fe«    datermlnatlon.  M/o    encl. 

BERKOH,  H.  N,       Offica    of   Nuclear   Reactor    Regulation.       79/10/30.       Ip. 

—  7912to60fifi   Provides   ACRS  prof   manpower    expenditure   estimates    for   CP   fc 

OL   reviews. 

FRftLEYiJl.F.       ACRS  -  Advisory    CommittBB    on   Reactor  Safeguards. 

7B/11/O1.        Ip. 

—  791B10O071?  Requests    info   re   ACRS   prof   men-hrs    expended    on   revieu  of 

»ach    reactor.  Data    for    safety.  «nviron   (•   antitrust   hoariiig 
toncerns    ihould    be    included.  A*«ociated    travel    ihould    not    ba 


0.      Inspec  ti  an    rap 


IE    Bulletins    !<    carr csponderin 


HILLERfH.O. 


-        .    .     - 
License  Fee  Managemsnt  Branch.   7B/10/02.   Ip. 


7912040007    Forwards    rpiiionte    to    79070P    Itr    t,    IE   Qulleiin   7E3-14    re 
verification   of    selsmit    annlysis   £ca    modified    liij   79072/.OB13 
EC    090>7    Itrs.Ropt    describes    resolution    of     items    in   Unit   2 
program.  Veri Fication    of    unit    analysis    delayed. W/o    encl. 
UIDNER.W.A.        Qeorijia   Pauier    Co.         79/H/Clfi.        2pp. 

7712J1C-055   Forwards   7r/09Sl    rpsponse     to    IE    Bulletin   79-19. 
"Packaging-    of  Uou-Love  1    Raduiaste    fur  Transpurt  fc  Burial." 
WIDNER.U.ft.        Georgia   Pouiar    Co.         79/11/OB.         lp. 

79ia060HQ   Forwards    IE    Info  Notice  7*?- 1EV>.     "Attempted    Damage    to  Neiu 
FUB!    AsBembliea.   "    No    specific     action    or    response   required. 
P'REILUY.  J.  P.  Region   2.    Atlanta,     Office    of    the  Director. 

79/11/09.         2pp. 

791310O1S4   Forwards    IE    Info  Notice   79-SBj     "Uvorlnad ing    of   Structural 
Elements    Due    to    Pipe    Support   l-aads.   "    No    rasponsa    required. 
Q'REILLVi  J    P.  Region    2.     Atlanta,     UFfice    of    the   Director, 

79/11/16  lp. 
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7913110562   Forwards     IE    Info   Notice    79-39.     "Loss    of   Nonsaf ety-Ralated 
Reactor  Coolant  Bus    Instrumentation   During    Operation."   No 
specific   action   or    response   required. 

d'REILLV,  J.  P.  Region   2,     Atlanta,    Office    of    the   Director. 

79/11/16.        3pp. 


--79 12 O7O44E1  LER   79-1HO/O3L-0;  on    791 113.  emergency    diesel    generator 
tripped    uhi lo    performing   manual    start.  Caused    by    high    engine 
crankcase   pressure    due    to    ejector    fai lure. Engine    ejector 
cleaned    &  reinstalled 
NIX. R.I.        Georgia    Power    Co.        79/11/29.        3pp. 


7913060617   Forwards     IE   Circular    79-24,     "Proper    Installation   t   Calibr   of 
Cora  Spray   Pipe   Break    Detection  Efliripaent    an   DHRs.  "    No 
response   required. 

Q-REILLY,  0.  P.  Region   3.     Atlanta.     Office    of    the    Director. 

79/11/26.       Ip- 

7912110149  Forwards    IE  Circular  79-23,     "Motor   Starters    &  Contactor! 
Failed   to  Operate.  "   No   response  required. 

a'RElLLV,  J.P.  Region   2,     Atlanta.     Office    of    the    Dtractor. 

79/11/26.        Ip. 

791S190454  Forwards  IE  Bulletin  79-37,  "Loss  of  Non-ClasB  IE 
Instrunentation  I*  Control  Power  Bus  Bus  During  Operation.11 
Written  response  required. 

O'HEILLY.  J.  P.  Region   3.    Atlanta,    Office    of    the    Director. 

79/11/30.       Ip. 


7912I1O3AB   Forwards   LEU   79-k21/03L-0. 

MANF1V.M.       Georgia  Pouer   Co.       79/11/30.        Ip. 

— 7912110373  LER   79-121/O3L-0: on    791 1 17, during   return   to    Full    power, an 
average    planar    linear    heat    generation   rate   of    11.96  noted. 
Rapid    increase    in    local    thermal    parameters   caused    by   burnup 
of    local    Xenon   produced    by    rod   withdrawals. 
COGOIN.C.L.       Georgia    Power    Co.       79/11/30.       2pp. 


791213Q3B4   Forwards    LEU    79-138/03L-0. 
HANRY.M.        Gaorgia   Power    Co.        79/12/06. 


Ip. 


— 791213039H  LER   79-12B/O3L-O:  on    791 128,  drguiell   H  tt  O  concentration 
recorder   became    inoperative.  Caused    by    broken   recorder   drive 
strins.  String    replaced   !<   recorder   returned    to    «vc. 
NIX.R.T.       Ooorgia   Pouiar    Co.       79/13/06.       2pp. 


7913210177  Forwards    corrected    copy    of  791130    Itr   responding.    *°    IE 
Bulletin   79-1S.     -Audibility    Problems    Encountered    on 
Evacuation   of  Personnel    from  High-Noise   Areas." 
HIDNEH.H.  A.        Georgia    Power    Co.        79/12/OS.         In. 

—  79122101B1    Corrected    copy    oF   response    to    IE  Bulletin  79-18-     "Audibility 
Problems   Encountered    on   Evacuation   of  Persnnnel    from  Hlgh- 
Noise  Areas.  »    Requests   ajdl    90    days    to   complete    installation 
of  addl   visual    Evacuation   signals    in    identified    art  an. 

WIDNER.W.A.       Georgia  Power  Co.       79/11/30-       Ip. 

7912310301   Forwards    IE    Info  Notice   79-3O.     "Reporting    of   Defects    S. 
Noncomplianie*.  1OCFR21.  "   No   action   required. 

D'REILLY.  J.  P.  Region   2,     Atlanta,     Office    of    the    Director. 

79/13/06.        3|>B. 

7912300039  Forwards    IE    Bulletin  77-33,     "Possible   Malfunction   of   Namco 
Model  EA180  Limit  Switches    at  Elevated    Temp*."   Action 
required. 

O'REILLY,  J.  P.  Region  2.    Atlanta,    Office    of    the    Director. 

77/12/07.        3pp. 

79122B04Q4  Forwards    IE   Info   Motlca    79-31,     "Use   of    Incorrect  Amplified 
Response  Gpectra.  "    No  written   response   required. 
O'REILLY.  J.P.  Region  3.    Atlanta,    Office    of    the  Director. 

79/12/13.       Bpp. 

79122B0141   Forwards    IE  Circular   79-35i     "Shock   Ari"eitnr  Strut  Assembly 
Interference.  "   No  written    response   required. 
EJ'REILLY,  J.P.  Region  3,    Atlanta.    Office    of    tlia   Director. 

79/13/20.       4pp. 

R.     Periodic   operating    reports   &  related    correspondence 

7712310433  Revised   monthly    aperating    reft  top  Jill    1979. 
ALLEN,  P.  B.       Qeargia  Power    Co.       79/OB/Q9.        Ip. 


7912130394  Forwards  LER  79-127/03L-0. 

HANRY.M.   Georgia  Power  Co.   79/12/06.   Ip. 

— 79121304QO  LER  79-127/O3L-O: on  791137, during  HPCI  »team  lin»  1 
functional  test  ti  calibr.low  side  setpoint  found  above  Tech 
Spec  mai. Caused  by  sctpolnt  drift.  Instrument  calibr  Ic 
replaced  on  791305  due  to  regular  drift  problems. 
NIX.R.T.   Georgia  Power  Co.   79/12/06.   Epp. 


7912130404  Forwards   UER  79-ia4X03L-0. 
I1ANBV.M.       Oeorflia  Pouier   Co.       79/12/06. 


Ip. 


— 791213040G  LER   79-124/O3L.-O:  on   791  ISO,  torus-druusll    vacuum  briaier 
valve  3T48-F323E  would   not    open. Cause    unVnoun   due    to 
inaccessibility    of  valve.  Valve   mill    bo    inspected    &  repaired 
aa    neceitarg    during    neit    cold    shutdown. 
NIX.R.T.      Oeorgia   Power    Co.       79/12/06.       Epp. 

7912130412  Forwards  LER   79-ia3/03L-0. 

MANRV,  H.       Oeorgia  Power   Co.       79/13/06,       Ip. 

—7913130421   LER   79-123/03L-0:  on   791 1 17.  plant    svc    water   pump    2P41-C001B 
did    not    meet   required    flow. Pump    declared    inoperable, limiting 
condition   for    operation    es tablished. Caused    by   normal   wear    nn 
libellers  ft   seal    rinos.Pump   rebuilt   ti  returned    to    svc. 
NIX.R.T.      Georgia   Power   Co-       79/12/06.       2pp. 


7913140441    Forwards  LER   79-122/03L-0. 
MANRV,  M.       Oeorgia   Power  Co.       79/12/07. 


Ip. 


__7oiai40fl4H  LER  79-122/03L-O: on  791117. while  reactor  at  ittidu   stati  of 
operation, dc    input   breaker    to   5R44-S003   tripped. Caused   by 
failure   of    small    control    relay    at  LPC1    converter.  Relay 
replaced. 
NIX.R.T.       Oeorgia  Power    Co.       79/12/O7.       2pp, 


— 7912310433  He-vised    monthly    operating    rept    for  Auj    1979. 
ALLEN.P.D.        Oeorgia    Poucr    Co.        79/OS/OB.        Ip, 

— 7912310434    Revised    monthly    operating    rapt     for    Sept    1979. 
JOHNSON, O.L.       Georgia   POUIBP    Co.       79/10/24.       Ip. 


791BIB0439  Forwards    monUlir    operating    rept    for  Nov   1979. 
MANflV.H.      0«argia   Power    Co,       79/1H/1O.       Ip. 


— 791S18D443   Honthlv    nperatinu    rept   for  Nov   1979. 

JOHNSON.  0.  L.       Georgia   Power    Co.      79/13/10.      7pn. 


S,     Reportable   occurrences.    LERs    It  related   correspondence 


791SOS0440  Forwards   LER  79-119/03L-0. 
HANRY.M.      Oeorgia   Power  Co.       79/U/2B. 


I". 


— 7912030445  LER  77-119/03L-0: on  791 113.  dup Ins    surveillance  proe»dure 
HPN-a-3904.  average   power   range  Monitor    "F"    inaperable  u/nlne 
law  power   range    nonitor    inputs. Caused    hv    setpolnt   drift. 
Calibr   parFornsd. 
NIX.R.T.       Beorgia  Poner   Co.       79/11/38.       Ip. 


791BQ70445  Forward*.  LER  79-130/031.-0. 

Oeorgl«  Power  Co.       79/11/29. 


79UIQO&39  Forwards  LER  79-12B/O3L-0. 

MANRYfH.   Oeorgia  Powar  Co.   79/12/12.   Ip. 

—7912180642  LER  79-123/O3L-0:  an  791 1 14,  during  routine  review  of  pnvlou* 
raduaste  discharges,  discovered  that  on  791107.  while  at  0  Mm 
pouer>min  required  recirculat ion  time  not  met  on  chemical 
waste  sample  tank  A. Caused  by  clogged  inlet  Itrainev. 
ROGERS.  W.  H.   Oeargia  Power  Co,   79/12/11.   3pp. 


791S2602B1    Forwards  LER    79-126/03L-0. 
MANRYiM.       Oeorgia   Power  Co.       79/1H/14. 


Ip. 


—7913360224  LER    79-126/03L-O:  on    791121.  during    plant    »vc   water   punp 
operabillty    test.sve   water   pump    failed    to   meet   ABME  Section 
II    requirementt. Caused    by    distortion   of    Impeller   by  metal 
foreign   at ject.  Pump    rebuilt. 
NIX.fi.T.       Georgia  Power   Co.       79/12/14.       3pp. 


791B260Z69   Forwards   LER   79-129/03L-0. 
MANRY.M.       OeorflU  Poiuer   Co.       79/13/14. 


Ip. 


— 79122A0369  LER  79-139/03L-0: on  791 129.  wh lie  performing  procedure 

HHP -2-3 303,  HPCI  pump  rated  Flow, thermal  overloads  of  HPCI 
auxiliary  all  pump  breaker  tripped  while  HPCI  turbine  being 
decreasad. Caused  by  personnel  error. Thermal  overloads  re»et. 
NIX.R.T.   Georgia  Pouier  Co.   79/13/14.   3pp. 


IP. 
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791B3IO4A2   Forwards    LER    79-130/03L-0. 

OHOl-iia  Power   Co.       79/12/26. 


Ip. 


— 7?  123 10469  LER    79-130/031. -O:  on   791203,  during   "actor   water    leva! 
initrunent    functional    test   !<   ealibr,  switch   2B21-N043A   found 
out   of    Tich   Spec    limit.  Caused    by    instrument    drift. 
Instrument    callbr  &    tasted. 
NIX.  R.  T.       Oenrgia  Power  Co.       79/12/36.       2pp. 


7912100433   Forwards    IE   Circmlar    79-24.      "Proper    Installation   &   Calibr    of 
COTD    Spray    Pipe    Break    Detection    Equipment    on   BHRs.  "    No 
written  raaponse    required. 
KEFPLER.J.G.  Region    3,     Chicago,     Office    of    the    Director.       79/11/26. 


771211026S  Foruardi    IE   Circular  79-23,     "Motor  atartoro    R  Contactors 
Failed    to  Operate.  "  MD   reaponse    required. 
KEPPLER,  J.G.  Region    3,     Chicago,     Office    of    the    Dimeter.       79/11/56. 


DOCKET   50-367  EARLY  OENERATIN8  STATION 

A.    Appl Ication/conitruction   stage    documents   &   correspondence 

7?J211O2a4  Distil  ins  NRG   plans    to    USB    generic    analyse*    to    develop    earlg 
vir If teatlon   program   to   resolve   ATMS    issue    far   PWRs   d  BWRa. 
Bucc«t*    of  projram  depends   on    Industry   respgnsa. Supports 
tarnation  of  owners  groups   to  provide  necessary   info. 
DCNTOH,  H,  ft,       Office   of   Nuclear   Reactor   Regulation.       79/10/17.       3pp. 

731B17O347  Forward*   cooperative   agreement   betueen   NRC   fc  US  Army   Carpi 
of   Engineers   r>    foundation  review. 
COLDBEHQ'iS.  C.      Hearing   Branch   K.       FIN  H-i026.       79/11/15.       Ip. 

79iail3O20&  Lists   documents  provided   to  J  Kubinskii US  Army  Corps   of 
Engineers,™   r*vieui   of   pile    foundation, 

HET-LER.L,  U.         Division    of  Site   Safety    b  Environmental    Analysis. 
3pp. 


F.     Becui'i'ty,    medical,    emergency    fa    fire    protection   plans 

79I2D4O471   Forwards   Info  re  upgraded   emergency   plans   to   plants   under 
const    If  Ot-  review.  Applicants   required    to   make    certain 
eaergencg    arrangements   u/state   &    local    organliations   h 
lubalt    emergency    plans   per  Reg    Ouide    1,101. 
VAB8ALLD,  D.  B.         Division   of   Project  Management.       79/11/21.       6pp. 

0.     Adjudieatorg    correspondence 

7912QoDO2fl   Requests   halt   of   facility    const    due    to    location    in   urban 
are*.  Certificate    of  Bvc    end, 
SCQTT.W.  J.       Illinois,    State    of.       79/11/13.       4pp. 

791313Q199  Forwards  FR  notice   of   opportunity   for   hearing   on   CP 
eiterteion  h  newspaper   advertisement   re   notice    of   opportunity 
for    public   participation    In    proposed   NRC    licensing   action. 
RUBEHSTEIN.L.  S.          Operating   Reactors  Branch  4.      79/11/31.      3pp. 

— 791213D1&3  Notice  of   opportunity   for  hearing   on  CP  e it ens  Ion,  Newspaper 
advertisements    ra   notice    of   opportunity    for    public 
par  tic  ip-ation    encl. 
RUBENBTEIM.L.fi.          Operating   Reactor!  Branch  4.      79/11/24.      &pp. 

•Q.     InipaEtlon  reports,     IE  Bulletins   &  correspondence 


Forwardi    IE   Imp   Rapt   30-367/79-04   on  791013.  No 
nonEonpllanci  noted. 

FIOftELLI.o.  Region   3.    Chicago,    Raactor   Conitructian   l<  Engineering 

Buppnrt    Branch.       77/11/13.       3pp. 

— 79IU601&?   IE    Insp   Rept   30-367/77-04   on  791019.  No   nonconpl  iance   noted. 
Major    areai    Inspected: project    turnover, 

JrtB1_0«SKI,F.  J,  <    PHILLIPB.H.  8.  ,    KNOP.R.C.  Ragion  3,    Chicago, 

OHlc*   of  the   Director.      79/11/07.      3pp. 

79I2O9O140  Forwards    IE  Circular   79-32,     "Stroko  Times    for  Power    Qperatad 
Hilltf   Valvai."   No  rtiponi*  raqulrad. 

KEPJ>LEfli  J.  0.  Region  3.    Chicago.    Office    of    tha  Director.       79/11/16. 

IP. 

79iai«J23B  Forward*   IE  Info  Notice  79-2B,    "Dv«rloading  of  afcruetural 
El-HBnts    Out    to    Pipe  Support  Loads,  "   No   response   required. 
KEPiPLER,  J.  0.  Region  3.    Chicago,    Office   of    the   Director.       79/11/1A. 


7913110431    Notifies    that    NftC    intends    to    routinely    forward    to 
appropriate    state    public    utll    regulatory    groups   b    state  atty 
general    ofc-9    copies   of    Escalated    enforcement   correspondent* 
sent    biy    NRC    to    licensees. 
KEPPLER,  J.  0.  Region   3.    Chicago,    Office   of    the    Director.      79/11/2B. 


7913190239  Forwards    IE  Bulletin   79-27,     "Loss   of   Non-Class    IE 
Ini  trumentation    b   Control    Power    Syo    Bus    During;   Op  oration." 
No    written    response  required. 
KEPPLER.  J.H.  Reginn    3.     Chicano.     drficB    of    the    Oirnctar.       79/11/30. 

lp. 

79I214009O  Forward*    IE    Info   Notice  79-3O,     "Reporting   of   Defects  l> 
Nnncomplianeea,  lOCFRffl.  "    No  action    or    response  renuii-ed. 
HEPPLERi  J.Q.  Region   3,    Chicago,    OfJicn   of   the    Director.      79/13/06. 


7913200130  Fqruarda    IE  Bulletin  79-28,     "Po-ssibln  Malfunction   of  Nfl*eo 
Modal   EA1BO   Limit  Suitchet   at   Elevatad  Tamps.  •*   Action 
required. 
KEPPLER,  J.O,  Region    3j    Chicago.     Office   of   the    Director.      79/13/10. 


R.    Periodic    operating  reports  t.   related    correspondence 

79I2O30186  Fnruiarda  uell    charts    for    791O31-1107,  Bai  1  ly   wells  tn/n 
record  vrii  pond    1  avels,  pneumatic    pressure    tranaducernj  water 
neter  Teadinas   fc  U30S  wells    for   7*?11O7. 
DDHNid.J.       Northern   Indiana  Public   Service  Co.       79/11/1&.      33pp. 

791BO301B4  Forwards  well    charts    far   791021-31,  Baillu.   wells  w/o 
recorders,  pond    1  evels,  pneumat  ic    pressure    transducers    h  water 
meter  readings    for  791O31. 
BOHNiH.J,       northern    Indiana  Public    Service  Co.       79/11/21.      31pp. 

7912110364  Forwards  uel  1    charts    for    7V1107-lS1Bailla  uells  u/o 
recorders    for  79)1114,pond    levels    for   771114i  pneumatic 
pressure    tranducers   for   791114   &  water   meter  reatfinns    for 
791115. 
BOHN.R.J.       Northern   Indiana  Public    Service  Co.       79/11/2A.      32pp. 

7913110334  Forwards  well    charts    For    791115-23,  Baillij   bulli  u/o 
recorders    for  791183.  pond    levels    for   791133,  pneumatic 
pressure   tranducers    Par   791131    &  water   meter  readings    for 
791121. 
BWN.R.J.       Northern   Indiana  Public    Service  Co.      79/11/30,      3Bpp. 

7912140234  Forwards  791123-28  well    charts    &  791139    facility  wells  w/n 
recorders,  pond    levels,  pneumatic    pressure    transducers    b  water 
meter   readings. 
HQHNiR.J.       Northern    Indiana  Public    Service  Co.       79/18/07.      38pp. 

7912310466  Forwards  u>Ll    charts    for   79112B-1205.  Ba£lly    wells  w/o 
recorders,  pond    levels,  pneumatic    pressure    transducers,  water 
mater   readings  b  USOB  wells    for   791SO5. 
BDHN.R.J.       Northern   Indiana  Public    Service  Co.      79/12/14.      36pp. 

S.    Reportabla    occurrences,     LERs   &  related    correspondence 

79121403S3  Ack    receipt    of    791103    Itr   re   possible  multiple  consscutlve 
actuation   of    safety-relief   valves.  Hi  11    review   final    rnpt  on 
maitter    upon   recaipt. 

FIDRELLI.O.  Region    3,    Chicago,    Reactor  Construction  d  Engineering 

Support  Branch.      79/11/27.      lp. 


7TI211QM3  For-ardf    IE   Info  Notice   79-B9.     "Lo»s   Of  Nontaf ety-RelatBd 
Reactor   Coolant   By*    Instrumentation   During   Operation.  "   No 
tp«clflc    action    or   response   required. 

KEPPLER, J.O.  Region  3,    Chicago,    Office  of   the  Director.      ,79/11/1*. 

Ip.  ...  ...,.'. 

8  Forwards    IE  Bulletin  79-26,     "Boron   Loss   From  BUR   Control 
*«i,  "    Ha  reipanie   raq.uired. 
KEPPLER, J,0.  Region  3.    Chicago,    Office   of   the  Director.       79/11/20. 


U.    Congressianal/Eiecutive   Correspondence 


7912200677  Respond*   to   791022  request    for   NRC  views.   Ic   opinions  re 
propo»ed    l»glflatlon    to    acquire   addl    lands    for   IN  Dunes  Natl 
Laheshore   Park.  Proposed    acquisition   has   no   effect   an 
ls9U«n.CB   or    granting    of    facility    par  mite    or    licenses, 
COSBICKiL.  V.       Office    of    the  Eivcutive   Director   for   Operations. 
79/1 0/8S.       3pp. 


206 


DOCKETED  ITEMS 


— 79122006E3(i   Responds    to   79-1023    request    far    NRC    vieiii-s    &   opinions    re 
proposed    legislation    to    acquire    addl     lands    far    IN   Dunes   Nat! 
Lakeshore  Park. Proposed    acquisition   ftas    no    effect    on 
issuance    or    granting    of     facility    permits    or    licenses. 
GOSBICK.L.V.        Office    of     the    Eierutlve    Director    for    Operations. 
77/10/25.        3pp. 

— 7912200693  Requests    NUC   v  i  euia    5    opinions    re   proposed    legislation    to 
acquire   add!     lands     For     IN   Dunes    NatI    Lakeshore    Park, 
FITHlftN.F.J   .     BENJAMIN, ft.        House    of    Rep         79/10/22,        3pp. 

7912210002   Responds    to    790BQ9    Itr    i-e   alleged    failure    of    utll    to    comply 
til/federal    regulations    on    plant    ait  ing.  General    criterion    re 
population    levels   uere   me  t .  Hegula  t  i  ons    were    not    violated    hij 
fa-cilitij    siting    near    Bethlehem    Steal    plant. 

GCSSICKi  L.  V.       Office    of    tfc  e    Eiecutive    Director     For    Operations. 
79/10/29.        3pp 


7912100139   Discusses    NF1C    7911O1    mooting    m/representativea    of   NBSE 
vendors   &   fuel    suppliers    re    discussion    of   respective 
portions    of   ECC5   evaluation   models    dealing    ui/fuel    cladding 
smelling    &   Incidence    of    rupture.  Vendor   responses    encl. 
EISEWHUT.,  D,  O.  Division    of    Operating    Reactors.        79/11/09.        65pp. 

—  7912100335   Responds    to    NRC    791101    request    re    noiicompl  lance    of 

HestlnDhouse  ECCB  evaluation  model  under  requirements 
of  10CFR3O  Ap.p  K.  Evaluation  oP  three  fuel  rod  models 
indicates  no  safety  problems  for  Westingliousc  plants. 
ANDERSON,  T.  M.   Westlnghousc  Electric  Corp.   79/11/02.   4pp. 

—  791H100330   Responds    to    NRC    791101    request    re    DRKL    cladding    suiellJng  t, 

rupture    data.  Review   of    analytical    models    &    tests    indicate-a 
compliance:    W/1QCFR30   App    K.A11    QE    specs    for    calculated    peak 
cladding    temp    remain   unchanged. 
BUCHHOLZ.R.  H.        General     Electric    Co.        79/12/O7.        3pp. 


DOCKET   50-360   ARKANSAS    NUCLEAR   ONE.     UNIT   2 

F.     Security,     medical,      emergency    &    Fire    protection    plan? 

79131Q0333   Notifies    of    delay     in    Plant    Sys   Branch    Team    1    evaluations    of 
facility    fire    protection    sys.  Cut  1 1  nes    of    assistance   needed 
encl. 
UAINAS.O.  Plant    Systems    Branch.        79/11/16.        9pp. 

7913300022   Discusses    NRC    791109   meeting    re    emergency    preparedness     team 
rsvieui   on  jectivps    Provides    guidance    for    improving     licensee 
emergency   preparedness   &  assuring    capability    of   oPFsito 
agencies    to    take    appropriate    emergency    actions. 
GRIMES,  U.K.       Emergency    Prepflrsdnes  s    Task    Fnrca.        79/11/23.       30pp. 

7912270070   Forwards    comments    re    revisions    6    addl     info   nceJed    ra 
facility    safeguards    rnnting-ency   plan. Plan   withheld 
(ref    10CFB2.  7901-W/o    encl. 
REtD.n.W.  Operating    Reactors   Branch    4.        79/I2/1O,        3pp. 

7913310231    Forwards    results    of    preliminary    revieiu    of     facility    emergency 
plan.  Encourages    continued   unrk    uj/state    5    local 
representatives    to    improve    emo-rgencu,    preparedness.  Emergency 
planning   acceptance-   criteria    end. 

REID/R.H.  Operating    Reactors    Branch    t    tPre    7906351.        79/13/17. 

13pp. 


79121004O7  Forwards   response    to   NRC   791101    request   re   rod    burat  teit 
data.  Concludes    that    deta    properly    represented    by    fuel    models 
used    in  vandor    evaluation   models   &   that   analyses    demonstrate 
all    criteria    of    10CFR5O.  16   satisfied. 

OWSLEY.G.F.        enon    Nuclear    Co.,     Inc.      (subs,     of    Eixon   Corp.}. 
79/11/03.        5pp, 

7913100-196  Forwards   addl     info    re    evaluation   of    impact   of  NRC   proposed 
rupture/blockage  model    used    In  vendor    evaluation   model. 
No   adverse    impact    from   neui  rupture    burst    data    or    use   of   WftC 
rupture/bloct  age   model    on    licensing    calculation   results. 
DHSLEY,  G.  F.       Enon  Nuclear   Co.  ,     Inc.     (subs,     of   Eoon  Corp.  t. 
79/il/Ofl.        aapp. 


7913100033  Discusses    issuance    of   Amend    17    to   License   DPR-64,  which 
authoriied    operation   at    100X   power,  Mai    allouiable    foe   already 
paid    by   util,  No    addl    fee    required. 

W.  0.  License   Fee    Management    Dranch.       79/11/13.       lp. 


7912100043  Forwards   assessment    of   revleui   costs    for   CP   b  OL    actions,  lo 
aid    In    fee    do  termination.  W/o    encl, 

N.        Office    of    Nuclear    Reactor    Regulation,        79/10/30.        Ip, 


79121000fci  Provides   ACR3    prof   manpower    eiponditure    estimates    far  CP 
OL   reviews. 

FRALEY,  R.F.       ACRS  -   Advisory    Committee    on   Hoactor   Safeguards. 
7H/11/Q1.        Ip, 


7913310471    Forwards    draft    emergency    p Ian.  incorporat ing    recommendations 
of    NUREO-057B  !(   HUREG-QMO,  Emergent^    Planning    Review 
Guidelines    1, Revision    1,  re    emergency    planning    acceptance 
criteria    far    licensed    nuclear    plants    1<   Rag    Guide    1.  101. 
TRIMDLE.D.C.       Arkaosas    Pouee-    ^    Light    CD.        79/12/2H.        2pp. 


— 7913100079  Requests    info    re   ACRS   prof   man-Mrs    eiponded   on  review  of 
each   rnac tor.  Data    for    safe tyi environ   &  antitrust    hearing 
concerns    should    be    Included.  Associated    travel    should    not    be 
cbouin. 
MILLER,  U.  D.  License    Fee    Management    Branch.        70/10/03.        lp. 


G     Ad  jud  icatorij  correspondence 


79tatI003B   Confirms    receipt    o*    encl    790339    petition    to    suspend    OLs    for 
all    PWJls.  Forwards   Ffl    notice    Indicating    that  petition   will    be 
treated    in   accordance   tu/ 1OCFR2.  206. 
DENTON,H.R.       OfFice    of    Nuclear    Reactor    Regulation.        79/11/23.         lp. 

—7913110136   Notice    of    request    far    action    pursuant    to    10CFR2.  2QA   ro 
Environ  Coalition    on   Nuclear    Pauur    790329  petition 
requesting   suspension  of    all    OLE    For   PHJfs, 

MULLER,D.R.       OFFice    of    Nuclear    Reac  tnr   Regulation.        79/11/33. 
33pp. 


79120401B7  Requests   Tech   Specs    change   re    inadvertent    actuation    of 
containment    spray, submi tted    as   Class    III    amend. 
CAvANAUGH.U.       Arkansas   Power   !<   Light   Co.       79/11/19.       3pp. 

— 791S040195  Tech    Specs   Figure    3. 6-1    re    containment    internal    pressure 
containment   average   air    temp. 
»      Arkansas   Power  &  Lig-ht    Co.       79/11/19.       lp. 

7-913160193  Forwards    request    for    addl    info    to    complete    evaluation   of 
olectrical    overr ido/byp*as    aspects    of    containment    purge    sys. 
LA1NAS.O.  Plant   Systems    Branch.       79/11/19.       2pp. 


I.     Financial    information 

7912050469  Forward*    utll    statement    of    source    oP    funds, for   Qct    197B- 
Qct    1979. 
LANCSTON.N.       Arkansa-s    Pouier    t   Light   Co.        79/11/39.         lp. 

J.     Insurance  &   indemnity    information 


7913040181    Responds    to   NRC    771004    Itr   re    schedules    for    completing 
licensing    conditions. Teeh    Specs   revision    submitted   791127, 
Description   of    long-term   mods   &  Tech    Specs    for    surveillance 
requirements    due   90  day*    before   refueling    outage. 
TRIMBLE,  D.C.       flrlansas  Power    fc  Light   Co.       79/11/27.       2pp. 

7913070434  Bequests    change    to   License   NPF-6  Tech   Specs,  increasi  ng    trip 
setpolnt    by   33   psi.  Class    III    amend    fee   b  affidavit   encl. 
CAVANAUQH.U.        Arkansas    Power    fc   Light    Co.        79/11/27,        3pp. 


7913O703B7   Forwards    surety    bond    to    meet    requirements    re    Price-Anderson 
Act. 
HARTON.J.J.       Arkansas    Power    It   Light   Co,        79/13/O3,        3pp. 

P.    Operating    license   stage    documents    !,  correspondenc  a 

7911090348   "Birramary    of  Operating   Experience   W/Recircul  at  itlg   Steam 
Den  era  tors.  " 

EIBENHUT,  D.  0.         Division   of  Operating   Reactors.       NUHGO-0333, 
79/01/31.      89pp. 


— 791BO7043Q   Proposed    Tech    Spec    Table    3.2-1     for    License    NPP-A.  incrtailn 
trip    setpoint    bu,    23   pel, 
*      Arfcamaa   Pouier  fc  Light   Co.       79/11/37.       2pp, 

7912040439  Foruards    plot   of    projected    operating    cyclesrper  NRC    request. 
One   oversited    page   available    in   Central    Files   only. 
TRIMDLEiD.  C.       Arkansas   Pouier   i  Light   Co.       79/1 1/29.       lp. 

791-3130534  Forwards    request    for   addl    Info    to   complete    review   Of   OA 
program. 
HAABB.W.P.  Quality   Assurance   Branch.       79/12/05.       3pp. 
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7?iai302fll?  Forwards    revision    to   791120    Itr   re    Implementation    schedule 
FOP   Less-ons   Learned    Task   Force    ihort-lerm  recommendations. 
RcituBits.    eipedited    concurrence   iii/method    of    compliance    to 
HJREO-OS7B 
CAVANAUOH,  W.        Arkansas   Power    It   Light    Co.        79/12/05.        H3pp. 

7»13140327    Forwards   revision   of    selected    provisions    of   791120  responsa 
to    TMI    Legions.   Learned    Task    Force    recommendations.  Sequential 
thutdouns   preferred    to    concurrent.  Implementation    schedule 
*nc  1, 
CAVANAUCH,  W.       Arkansas   Power   &  Light   Co.       79/12/Q5.       aipp. 


Notifies    that    processing    b    issuance   of   DL   exceeded   required 
tee.  Since   ni4>    fee    paid.no    other   charges    are    forthcoming. 
HILLERi  H.  D.  License   Fen   Management   Branch.       79/12/06.       Ip. 

7912B7OU9   Notifies    of    completion   of   util    evaluation  re   mod    to   hot    leg 
teaip   measuring    Instrumentation    to   accommodate   anomalous    hot 
leg    temp    Indications.  Mod    not    unrevieuBd    safety    question   as 
defined    in    1QCFR30.  39.  W/7911EO    Itr   re   program   criteria. 
OAHHILt.U.  P.         Assistant    Director    for  Operating   Reactor   Projects    (Pro 
79103QJ.        79/13/07.        Ip. 

7912170313   Forwards   8uppl    1    to    startup    rapt    For    period    ending    791031. 
TRIMBLE,  D.  C.       Arkansas  Power   S<  Light   Co,       79/12/11.       Ip. 

—  7913170315  Buppl    1    to    startup    rept    for    period    ending    791031. 

ft      Arlansas    Pouer   ti  Light   Co.       79/10/31.       49pp. 

791S3BOA16   Forwards   revision    to  NRC    791106  Additional   Bhort-Term 
RecoitifflBnilat  ion   2.  Endurance    tests    for    auxiliary    feedwater 
pumps    am    shortened    Prom  72-h    to   4B-h. 
RElDiH.  W.  Operating    Reactors    Branch    4.       79/12/13.       4pp. 

7912210343   Discusses   proposed    shutdown    to    implement    short-term   items    of 
NUTtEO-097a.  Shutdown   schedule   undergoing   mod.  Units    1    Si  2  mill 
b>    *hut    doun    791831    fc  BO0131.  reapectl  vely    ti  will    not   be 
restarted    until    items    are    implemented. 
CAVAHAUOH.U.       Arkansas   Pouer   t<  Light    Co.       79/12/17.       2pp. 

79122AOS39   Forwards   Page*'  Sl-47.  BI-4B,  B1-A1    &  S1-A2   to   791211    suppl 
to    i  t«r  tup   rept. 
TRIMBLE.  D.  C.       Arkansas   Pouer   !t  Light   Co.       79/12/17.       Ip. 

—  79133,60241    Pages   Sl-47,ai-4B,  Sl-Al    &   B1~A2    to   791211    suppl    to    startup 

rept. 

*      Arkansas    Power   &  Light   Co.       79/12/17.       4pp. 

791231O43b   Forwards    four   pages    omitted    from  791211    submittal    of   Suppl    1 
to   79O913   startup   rept. 
TRIMBLE,  D.  C.       Arkansas   Pouer   &  Light   Co.       79/12/17.       Ip. 


7913I2O561    Forwards    IE    Bulletin    79-35,     "Failures    of    Westinghouae    DJ-B 
Relays    in    Safety-Related    Bya.  "    Action    required. 

SEYFHIT.K.  V.  Region    4,     Dallas,     Office    of    the    Director.        79/ll/OL' 

Ip. 


791319O033    Forwards    IE    Circular    79-22.     "Stroke    T 
Relief   Valves. "    No   written    response    required. 
5EVFRIT.K.  V.  RegSor-   fl.    Dallas.     DFfice    of    the    Dlrecto 

IP 


For  Pouier    Operated 


79/11/16 


791H120350    Forwards    IE    Bulletin    79-2A,     "Doron   Lena    Frurn   OUK    Control 
Blades,"    No    response    requirnd. 
SEVFRIT.H.  V.  Beginn    4.     Dallas.,     Office    of    the    Director.        79/11/20. 

IP 

7912110467   Notifies    that    NHC    intends    to    routinely    farmard    to 
appropriate    state    public    utll    regula.tory    groujia    I/   state    atty 
general    ofcs    cnpiEs    of    escalated    enforcement    correspondence 
sent    by   NRC    to    licensees. 
SEVFRIT.K.  V.  Region    4,     Dallas.     Office    of    the    Director         79/11/26. 

IP 

7912190169  Foruards    IE   Bulletin    79-27.     "Lass    of   Non-Class    IE 
Instrumentation    &  Control. Power    Bus    Due    During    Operation." 
Written  response   required. 
SEYFRITiK.  V.  Region   4,    Dallas,     dffi-ce   of    the    Director,       79/11/30. 


791E07O4'16   Responds    to   NRC    Itr    ra    hot    leg    temp    anomaly .  Reactor 
Internals    inspected    on   791017    did    not    roveal    cause    of   effect 
of    temp    switching    anomaly.  Desc ribes    actions    planned    if   test 
program  results    call    For   action    criteria. 
TRIMBLE.D.  C.       Arkansas   Pouiur    tt   Light   Co.       79/13/03.        13pp. 


— 791H070147    Post-insp    restart    teatinn    program. 

#      Arkansas   Power   E<  Light    Co-       79/12/03.       7pp. 


R.     Periodic    operating    reports   fc    related    correspond ence 

7912170196   Forwards  monthly    operating    rapt   for   Nov    1979. 
THIMBLE, D.  C.       Arkansas   Pouer   !«   Light  Co.       79/1B/14.       Ip. 


—7912170203   Monthly    operating    rept    For    Nov    1979. 

PENDERBRArT.il.       Arkansas  Pouer   fc   Light  Co.       79/12/14. 


Upp. 


791S37027B  Forwards  monthly    operating    rept   -correction    for  Now    1979. 
TniMBLE.D.  C.       Arkansas   Fouier    fa   Lit,ht    Co.       79/12/17.        Ip. 

—7912370282    Monthly    operating    ropt    correction   for  Nov    1979. 
PEWDERGRAFT,  ff.       Arkansas  Pouier    t.   Light  Co.       79/lB/Ifl.       Ip. 


Four   pages    omitted    from  791311    submittal    of  Suppl    I    to 
790913    startup    rept. 
»      Arkansas.   Pouier   &  Light  Co.       79/12/17.       4pp. 

d.     Inspection   reports,     IE  Bulletins    &   correspondence 

7912170134   Raspandi    to    IE  Bulletin   79-23.     "Potential    Failure    of 
Enerfencg    Diesel   Oenerator   Field    Eielter    Transf ormnr.  " 
Conn*ctlani    between    lau    kVA  rated    tranifarmir*   b    high    KVA 
TjtB-if    «mnrB>ncg    generators   have    not   been  made. 
THIHBLG-D.  C.       Arkansas   Pouer    t.   Light  Go.       79/10/O9.       Spp. 

7912HO239   Responds    to    IE  Bulletin   79-13i     "Cracking    in   Feedwater   8y» 
Piping."    Compl«t>d   volumetric    examination   of   nozzle-to- 
tr*n*ttlan    piece  &    transition   piece-to-pipino   ueldf    on   steam 
.generators.  No    cracks    or    code    d  i  scontinui  ties    identified. 
TRIMDLE.D.  C.       Arkansas   Pouier    !<  Light   Co.       79/10/18.       Ip. 

791305O3B6   Forwards    IE    Insp   Repts    30-313/79-81    l<  5O-3fc8/79-20   on 
79D9O7-1005  b  notice   of  violation. 

HADSEK,  O.  L.  Region   4,    Dallas,    Reactor   Operations   Nuclear   Support 

Branch.        79/1O/23.       2pp. 

— 791EO90333  Mablce    of   violation    from    imp    on  7V0909-1O03. 

•  Region   4,    Dallas,    Office    of    the   Director.       79/10/23.       Ip. 

— 791303Q342    IE    Insp    Rapts    30-313/79-21    (r   30-368/79-30   pn   790909-1009. 
Noncompllance  noted;  outdated   Q    Hit*. 

JOHNSON-  M.  0.  .    WESTERMANi  T-  F.  Region   4.    Dallas,    Office    of    the 

Director.       79/10/B3.       llpp.  .         .  ;  ,..•.' 

79121 40 103   Forwards    IE   Bulletin   79-17. Revi*ion    1.    "Pipe   Cracks    in 
Stagnant    Bora tod   Mater  Sg*   at   PWR   Plants,  "    Written  response 
riquired. 

SEVFRIT.K.V.  Region   4,    Dallas,    Office    of    th«   Director.       79/10/29. 

Ip. 


B.     fleportabl»    occurrcnce-s,     LERa    &    related    correspondents 

791231O069    PHQ-1V-79-OO9:  on   791O16,  reporter     interviewed    plant   manager 
re  repts    of   radioactive    leakage    i  nstances:  7901?at,  1  eakaga 
pant    packing    on    tua-  primary    SMS    valve  a    into   bldg   fe    791012, 
shutdown    coaling    heat    eichanger    leak    to    svc   water    ays. 
weBTERMAN,  T.  F.  ,    MAPEEN.  0.  L.  Region    4.    Dallas,    OfPica    of    the 

Director.       79/10/17.        Ip. 

791231OOB4    PNQ-I V-79-QI  1 : on  791018, duri ng    survelllanco    testing , ma jor 
bearing    damage    encountered    in    emergency    diesel    generator  2. 
Reactor    shut    down   for    elimination    of    core    internals. 
Repairs  dill!    extend"   outage    for    unde terminffd    period. 
WEBTERMAN,  T.  F.  .     MADSEN.Q.L.  Region    4.     Dallas,     Office    of    the 

Director.        79/IQ/1B.        Ip. 

7912170375   Foruards   LER    79-OB7/Q3L-O  I.    updated    LER    79-Q39/03X-1. 
TRIMDLE.D.  C.       Arkansas    Pouier    8-   Light   Co.       79/12/06.       Ip. 

—791217027?  ten   79~OB7/03L-0:on   791 1 14.  duri  ng    Mode    3    operation,  leakage 
discovered    in   locket    weld    on    loui   pressure    safety    injection 
flow  orifice    valve.  Caused    by    mechanical    fatigue    failure   at 
weld.  Injection    sijs    out   of    avc    3-h    duping    repair. 
PENDEfiORAFT,  R,      Arkansas   Pouer    8.   Light   Co.       79/12/06.       Ip. 

— 7912170281    LER    79-039/O3X-1 :  on    790327, during    NRC    audit   of   category   E 
valve    position*    In   Mode  3  opera t ion, low   pressure    safety 
injsetlon   discharge    header    valve   2BI-5091-3    found    closed. 
Caused    by    operator    error.  Valve   modified, 
BHIVELY,  C.N.       Arkansas  Power    t,   Light   Co.       79/1S/0&.       Ip, 

79123103B3   Foruards   LER»    79-OaB/O3L-O,  79-039/03L-Oi  79-090/03L-0, 
79-Q91/03L-0   d   79-092/03L-0. 
TRIMBLE,  D.  C.       Arkansas    PouiBr   *   Light    Co.       79/12/21.       Ip. 
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-7912310394   LEFt    7-?-OBa/C-3L-0    on    791  132,  during    Mode    3   operation,  eniBroent  y 
FeeduatBT    flout    control    valve    2CV-1O25-1     failed    to   close    on 
demand    from   control    roam.  Caused    by    valve    operator  hydraulic 
pressure    being     low.  Bys    vented. 
SHIVELY.C.N.        Arkansas    Potuer    t,   Light    Co.        79/12/21.        Ip. 

-791331O393   LER    79-OB9/O3L-0;  on    791 134, during    Mode    3   operation,  emergency 
feed water    flow    control    valve    3CV-tO25-l    Failed    to    close   on 
demand    from  control    room.  Caused    by    trash    in   valve   operator 
hydraulic    sus   6  hydraulic    snubbor    out   aF   adjustment. 
SHIVELY.C.N.       Arkansas    Power   i  Light  Co.       79/12/31.       Ip. 

-7712310399  LER   79-07O/O3.L-O:  on   791 125.  during    Mode   3   operation,  emergency 
Feedwater    Flou    control    valve    2CV-1O2S-1     failed    to    close    on 
demand     From   control    roora.  Caused     by    valve    operator    hydraulic 
sys    being    lou  on    fluid.  Sys    Filled. 
SHIVELY.  C.N.        Arkansas    Pouier    6   Liffht   Co.        79/12/21.        Ip. 


7912370327   Forwards   responso    to  NRC   791112    llr   re    environ    qualification 
of  reactor   coolant    temp    detectors   t   containment    pressure 
transmitters.  Calculation   results    one  1. 
PARHER.  W.  O,        Duka   Pouar    Co.        79/12/19.        4pp. 

7912310460   Notifies   of   completion   of    revieu   of    procedures    tt  mechanltftt 
Fur   routing   4   installing    saf oty-re  lated    cableiiin   response 
to  NRC  79113O  request. Cables    are    installed    according    to  FSAR 
separation   criteria. 
PARKER,  W.  0.        Dude   Pouer    Co.        79/13/26.        2pp. 

F.     Security,    medical,    emergency    ti    Fire    protection    plant 

7007290034    Summary    of    Fire    protection    appeal    meeting    on   7BQ414. 
Heating    inconclusive,  so    official    summary    not   prepared. 
B1RKEL.R.  Light  Mater  Reactors   Branch    2.       78/09/84,       ay  p. 


-7913310404  LEft  79-07I/03L-0:  on    791 126,  during    Mod*   3  operation,  dissolved 
oxygen    cane  en trail  on   of    reactor    coolant    ay*    Found    greater 
than   0.  1    ppm  but    less    than   0.3   ppn.  Caused   by    large   RC3 
deb  oration. 
PENDERORAFT.  H.        Arkansas    POUBT    tt   Light    Co.        79/12/21.        Ip. 


79120*0471    Forwards    info   ra    upgraded    emergency    plans    to   plants   utidtr 
const   ti  OL  revieu. Applicants   required    to   make    certain 
amargancu    arrangements  iii/atate   b   local    organi lations   b 
submit  emergency    plans   per  Keg    Quids    1.101. 
VA5SALLQ,  D.  B.         Division   oF   Project   Management.       79/11X21.       fipp. 


-7913310409  LEH    79-092/b3L-0:  on    791201 ,  during   Mode  2  operation-  emergency 
faeduater    flow   control    valvo    3CV-1025-1    Failed   to   close   on 
demand    From    control    roon.  Caused    by     lack    of    hydraulic 
pressure    dm    to    loui    fluid     level     in    accumulator. 
5HIVELY.C.  N.       Arkansas   Pooler    t.   Light   Cn.       79/12/21.       Ip. 


DOCKET    50-3fi9   WILLIAM    B.     MCGUIRE    NUCLEAR    STATION,     UHIT    1 

A      Ajip  1  icdtion/E unstruction    stage   documents    It  correspondence 


7712310171    Forwards    Final    version   oF    "Firo   Ouol tficatlon   Test   on 
Silicons    Foam  Floor  Penetrating   Seals. " 

H,  0.        Duke   Pouier    Co.        79/13/14.        Ip. 


I.    Financial    information 


791S27Q577  Forward!    duplicate    copies    aF    utll    790331    guarantee   of 
retrospective   premiumsiin   response    to   NRC   791210  request. 
MHITL€Y,H.D.       01.1(9  Power   Co.       79/12/SO.       Ip. 


790B01O339   NotiFieB   of    status   oF   rent    on   reactor   cavity    annulus    seal. 
Most  PUR    usar!    remove    ring    during    normal   operation. Others 
store    seal    ring    in  raised    position   during    nornal    operation. 
LA1NAS.G.  Plant  Byitem*    Branch    (Pre   771030).       79/07/08.      7pp. 

7913110011    Forward s   NRC    position    on    status  t    applicability    to  pending 
QL    applications    oF   remits    of   THI     Fnllowup    actions.  Dutlinss 
addl    short-term    actions,   to    be   taken. 
VASSALLCI, D.  B.         Division    oF    Project  Management.      77/09/37.      flpp. 

791211O364   Discusses  NRC    plans    to   uue  g«narlc    analyses   to   develop    early 
verification  program    to  resolve   ATMS    issue    far  PWRs   t  BWHa. 
Success   oF   program  depends    on   industry    response. Supports 
formation   of  owners   groups    to  provide  necessary    inFo. 
DENTOM.H.H.      Office   oF    Nuclear   Reactor  Regulation.       79/1O/17.       3pp. 

7912070004  Requests    dis tr iaut i on   oF    enc 1    memorandum   to  board 
notification    svc    llsti. 

VARGA.  S.  A.  Assistant   Director    For  Light  Mater  Reactors.      79/11/OH. 

3pp. 


— 7912370SBS  Requests  approved    guarantee    of   payment   oF    deferred   pri«iu*t 
For    1979. 
QftLTZHAN,  J.  Antitrust   fc    Indemnity   Group.       79/13/1Q.       Ip. 

P-    Operating    license   stage    documents    &   correspondence 

7712300574  DUcusses   separation   oF   electrical    equipment  fc  su»   at 
p  lants.Foruards    procedures    for   conducting    electrical 
separation   field   audit. 
BAER.R.  L.  Light  Water   Reactors   Branch    S.       79/11/30.       4pp. 

Q.     Inspection   reports.     IE  Bulletins   ti   correspondence 

791304QD10  Responds    to    IE  Bulletins    7B-13, 78-12A  h  7B-1SD  r*   ueld  »4« 
documentation.  Info   pertinent    to  McOutre   Unit   3  reactor, 
vessel    included    in  RDM  rept   uhlch.   uas    submitted    on 
Uestlnghouse    transmlttal    Itr    encl. 
PARKER, H.Q.       Duke   Pouer   Co.       79/11/07.       2pp. 


7912I100O7  Forwards    proposed   Revision  2   to  Reg   guide    1.97. 

"Instrumentation    for  Light   Mater  Coaled    Nuclear  Power  Plants 
to   Assess   Plant   &   Environ  Conditions   During    fc  Following 
Accident.  "  Requests    cnnment. 

VARBA.  8.  A.  Assistant  Director    For  Light   Mater   Reactor*.      79/11/33. 

3pp. 


—7918040014  Forwards  >rept    "Ueld   Matl    Documentation   of   Eleven   Reactor 
Pressure  Vessels   Fabrlcoted    by    RDM   for   Mettinghouse, "    in 
response   to    IE  Bulletin   78-12.  Comp late    records    search   nade  t 
no   atypical   me  Id   matl    Found.  W/o    encl. 

ANDERBON,  T.  M.       Westlnghouse   EUctrlc   Corp.,    PWR   System*   Div. 
77/10/29.       Ip. 


7912040512  Request*    that   completion    dates    specified    for  CPPR-93  be 
eitendeif    to    801231    t<   CPPR-B4    to    B2Q731. 
THIES,  A.  C.        Duke   Power    Co.        79/11^30.        5pB. 


7918060138  Forwards    IE   InFo   Notice   79-12Ai     "Attempted    Danige    to  New 
Fuel   Assetnblia*.  "  No   specific   action  or  r«*pan«e  requirad. 
O'REILLY,  J.  P.  Region  2,    Atlanta,    OFFlce    of    the   Director. 

79/11^09.       3pp. 


7913370092  Reaponds    to  791108    Itr    expressing    concern    re   delays    in 
licensing    of    facll  ities.  Policy    statement   ra   adaptation   of 
licensing    procedures    to    include   recommendations    of  TMI    task 
forces    uill    be    issued    ihortlu. 
HENDRIE,  J.  M.      Commission.       79/12/07.       Ip. 

791231O33&  Notification   of  B0010B  meeting    u/gtlls    in  DetheBda.KD 
to    discuss   inFo   request    r*   adeiiiiacii    of  equipment 
qualification. 

.H.  Power   Systems   Branch.       79/13/il.       3pp. 


771 a 100 14?  Foruards    IE    InFo  Notice   79-36,     "Overloadina    of   Structural 
Elements  Due    to   Pipe   Support   Loads.  "    Mo   response  required. 
O'REILLY,  J.P.  Region   3.    Atlanta,    OfFIce    of    the   Director. 

79/11/16.       Ip. 

791Z110S43  Forwards    IE   Info   Notice  79-29,     "Loss    oF   Nonsaf etij-Rvtated 
Reactor  Coolant  5g»   Instrumentation  During   Operation. "   No 
(pacific   action    or  response   required. 

D 'REILLY,  J.  P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/11/16.       3pp, 


7712210151    forwards   proprietary   &   nonproprietary   response   to  NHC   790711 
Itr    re    fuel    anarably    guide    thimble    tuts   uear. Appl tcatlon 
I>  affidavit    for   withholding    proprietary    info  end.  Document 
withheld    (ref    10CFR3.  790)- 
PARKER,  H,O.       Duke   Power   Co,       79/1H/H.       34op. 

791237033B  Forwards   addl    Info    re   stain  generator    level    Measurement 
errors,  in    response    to    NRC  79IO1S   roquait.  IrFo    pertains    to 
neasurlng  .sys.ref    lag    heatup.uater   danstty    changes,  stum 
gonerator    n»rrou  range    level    a  emerpencu    procedures. 
PARKER.H.D.       Duta   Power  Co.       79/lH/lfl,       7pp. 


7912030318  Ack    receipt   of    IE    Insp    Rapt   30-569/79-38   on   791032-23,No 
proprietary    infn- 
PARKEH.H.D.       Duke   Pouisr  Co.       79/11/33.       Ip. 

— 7913Q3052B  Forwards    IE    Insp   Rept   SO-369/79-3B   on   791033-23.  No 
noncompl lance  noted. 

MURPHV,C.E.  fleglon   2,    Atlanta,    Reactor  Construction   fc 

Ena  Ltiterlng    Support   Branch.       79/11/09.       2pp. 
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—  7918QSQS32    IE    Imp    Rept    30-369/79-30   on   791022-33.  No   n  on  compliant  e 

noted.  Major    area    Inspected;  steam   generator    fseduiafcar    Una 

radiography. 

CSGWLEY.B.  H.  Region    2,    Atlanta,    Office    of    the   Director, 

HERDT.  A.R.  Region  Z,    Atlanta.    Reactor   Construction   & 

Engineering   Support   Branch.      79/11/01.      3pp. 

T7  1  2040607  Forwards    IE  Circular   79-24,     "Proper    Inatallation   ti  Callbr   of 
Core    Spray    Ptpi   Break    Detection   Equipment    an   BMBa.  "   No 
responee   required.       , 

O'REILLV.  J.  P.  Region   2,    Atlanta.    Office    of    the   Director. 

79/11/26.        lp. 

7913110131  Forwards    IE  Circular  79-B3,     "Motor   Btarfcers    (•  Contactors 
Failed.  to  Operate,"   No   response    required. 

O'REILLY,  J.  P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/11/26.        lp. 

?91W6CHG2  Ack    receipt    of   791109    Itr    Informing    NRC    of    step*   taken   to 
correct  violation    noted    in    IE    In*p   Bept    30-369/79-29. 
LEWIS.  R,C.  Region   2'    Atlanta.    Reactor   Operations   Nuclear  Support 

Branch.       79/11/2B.       ip. 

—  791SO601BB  desponds   tg   NRC   791019    Itr   re   violation*   noted    in    IE   Insp 

Rept   80-369/79-29.  Corrective   actions;  re-e«ainln«d   valve 
lineup   &   verified    that    renainlng    valves    correctly    aligned. 
Ha    proprietary    info. 
PARKER.  H.  B.       Duke   Poiuar  Co.       79/11/09.       3pp. 

—  7912060192   Forwards    IE   Imp   Rent    50-369/79-29   on   790B16-23  l>  notice    of 

violation. 

LEHIB-R.C.  Region   2i    Atlantai    Reactor  Operation*  Nuclear 

Support    Branch,       79/10/19.       3pp. 

—  7912060197   Notice   of   violation    from   insp    tin   790816-23. 

e  Region   2,    Atlanta.    Office    of    the    Director.      79/10/1O.       lp. 

--7912060B13    IE    Imp    Rapt    30-369/79-29  on   790BIA-23.  NoneoropHance   noted: 
Failure    to    follow  valve  alignment   procedure. 

WHITENER.H.  L.  i    JQHNBQN.  A.  H.  Region   2,    Atlanta,    Office    of   th» 

Director.       BURNETT.  P.  T.  Region   2.    Atlanta,    Reactor   Operation* 

Nuclear    Support   Branch.       79/10/19.       3pp. 

79)3190306  Forwards  IE  Bulletin  79-27,  "Lou  of  Non-Class  IE 
Inetrunentttlan  h  Control  Power  By*  But  During  Operation.  " 
Written  response  required, 

O'flElLLV.  J.P.  Region   2,    Atlanta,    Office    of    the  Director. 

79/il/aO.       lp. 

7912310293  Forward*    IE   Info  Notice   79-30,     "Reporting    of  Defect*   b 
Nencompllances,  10CFR21.  "  No   action  required. 
O'REILLV,  J.  P.  Region  S,    Atlanta,    Office   of    the   Director. 

79/1B/Q6.       9pp, 

7914200036  Forward*    IE  Bulletin  79-H8,     "Possible  Malfunction    of  Nameo 
Modal    EA1BO  Limit  Switches   at  Elevated    Temp*."   Action 
required. 

O'ftEILLY.  J,  P.  Region   2,    Atlanta,    Office    of    the   Director. 

7W13/07.      Spp. 


Ack    receipt    of    IE    Imp    Rept   80-369/79-36  on   791009-11.  No 
proprietary   info. 
PAHKERrU.a.       Duke  Power   Co.       79/12/13.       lp. 

—  7913200163  Forward*    IE    Imp    Rept   90-369/79-36   on   791009-11.  No 

noncampl  lance   noted. 

LEWIS,  R.C.  Region  2,    Atlanta,    Reactor   Operation*    Nuclear 

Support   Branch,      79/11/23.      2pp. 

—  79122B0174    IE    Imp    Rept   80-369/79-36   on   791009-11.  No   nonconpl  ianee 

notad.  Major  areai  impacted:  preoperational  teit  procedurii, 
completed  preoperatlonat  teit  pachage  review  It  follouup  on 
prtviouf-  Imp  finding*. 

OVER,  J.  A.  Region  2,    Atlanta.    Reactor  Operation!  HucU«r  Support 

Branch.       DONAT.T.J.,    MOON,  B.  T.  flegion  2,    Atlanta,     Office   of    tho 

Director.      79/11/23.      7pp. 

7»ia2aO377   Foruard*    IE   Inf.o  Notice   79-31.     "Uie   of    Incorrect   A«pliflad 
Riiponie   Spectra.  "  No  urltten  retpon*e.   requlrsif. 
O'REILLYj  J,  P,          Region  a<    Atlanta,    Office  of   the  Director. 
79/12/13.       8pp, 

7912280139  Fory*rdt   IE  Circular  77-85,    "Shock  Arrester  Strut   Aeienblij 
tnt»rfer*ncs.  "  No  written  r*fpon«e  required. 
a'BEILLYj  J.  P.  Region  B,    Atlanta,    OffU*   of    the   Director. 

79/12V20.       4pp. 


3.     fieportable    occurrences.    LERs    tt   rolated    corTBmpondenCB 

791116046'!    Forwards    Significant    Deflcientg    Repfc    369-370/79-10. 
PARKER,  H.  0.        Dulis    Power    Co.        79/11/03.         lp. 

7913050392   Foruardi    deficiency    rapt    SD    369-37O/79-11    re   Westlnflhouse 
730O  Series    process    I    &  C   card    technical    problsma. 
PARKER.  W,  O-        Duke    Pouier    Co.        79/11/99.        lp. 

— 7912030394    Deficiency    rapt.  SD   349-37O/79-1 1    re    Hestinghouae   7300  Series 
process    comparator    card    technical    prob  lem*.  Caused    bij    deiign 
deficiencies.  Insp    of    cards    conducted    fc   cards    being   repaired. 
Corrective   action*    bo   be    comp  luted    by    BOO430, 
*      Duka    Pouier    Co.        79/11/29.        7pp. 

79I20S0903  Suppl    1    to    Deflciancy    Rept  369-370/79-06  re   personnel    air 
lock    door    *aal    problem.  Submits    details    on   corrective 
action*    taken.  Action*    for  Unit    1    mill    -be    completed   fc 
personnel    air    lock    inar   seals    reinstalled    bi|    B00130. 
PARKER.W.D.       Dufce  Poiaer  Co.       79/11/30.       lOpp. 

791219071O  Bionif leant   Defielencg   Rept   369-370/79-06,  suppl   re    parsonne-1 
air    lock    door    seals.  All    penetrating    bolt    holes    &  hole* 
deviating    from    perpendicular    ra   more    than   3   degrees  ware 
plugged,  drilled   It   topped,  Act  Ion   completed    by    000131. 
PARKER,  H.  O.       Duke   Power  Cq.       79/ 1 1 /3O.       2pp. 

— 7912190713   Shop    ln«p    procedure    For    air    lock    doors, Revision  O. 
»      W.     J.     Hoollay    Co,       79/1O/10.       0pp. 


DOCKET  80-37O  UILL.IAM  B.     MCOUIflE   NUCLEAR    STATION-    UNIT  2 

A,     Application/construction   stage   document*   &  correspondence 

7913110011    Foruardi  NflC    position    on    status   &    applicability    to    pending 
OL  applications   of    results    of    TMI    follouiup    action*.  Outline* 
add!    ihort-term  acttont    to    be    taken. 
VASBALLDiD.  B.         Division   of   Project  Management.      79/09/27.       41pp. 

7912110264   Discusses' NRC    plans    ta    USB    nenerlc    analyse*   to  devalop    early 
verification   program    to  resolve    ATHB    issue    for    PMRs  (•  BHfia. 
Bucceis    of    program    depends    on    induitry    re«pan<e. Support* 
formation    of   owner*    group*    to    provide    necessary    Info. 
DENTON.H.R.      Office    of    Nuclear   Reactor   Regulation.      79/10/17.      3pp. 

7912070004   Requests    distribution    of    end    memorandum  to   board 
•notification    ive    llsti. 

VAROA.a.A.  A»»i«tant   Director    for    Light;    Hater  Reactors.       79/11/OQ. 

Spp. 

7912110007    Forwards    proposed    Revision   2    to    Rag    Quids    1.97, 

"  Instrumentation   for   Lioht   Hater    Cooled   Hue  lour  Power  Plants 
to   Assess    Plent  b  Environ  Conditions    During   &    Following 
Accident.  "    Requests    cD^imsnt. 

VAROAiB.  A.  Asslitant   DiT»ctor    for    Light    Hater  Reactors.       79/11/23. 

3pp. 

791204051K   Request*    that    completion    datns    specified    for  CPPR-83  be 
e«t«ndeil    to  BO1E31    Si   CPPR-Q4    to   320731. 
THIES.A.C.       Duke   Power    Co.       79/11/30.       Spp. 

79'1BZOOS74    Dlicunas    separation    of    electrical    equipment  t   sys   at 
plant*.  Forward*   procedure*    for    conducting    nlectrical 
leparation   fiald   audit. 
BAERiR.L.  Lieht   Water  Reactors    Branch    2.       79/11/30.      4pp. 

7? I 3270092   Retpondt    to   79110Q    Itr    expressing    concern  re   delays    In 
licensing    of    facll it  Us. Policy    statement    re   adaptation   of 
licensing    procedures    to    Include   recommendation*   of  TNI    task 
forces  ulll    be    Issued    shortly. 
HENDRIE,  J.  M.       Commission.       79/12X07.        lp. 

7915210191    Foruiards    proprietary    lc   nonproprl*tarij    response   to   NRC  790911 

Itr    re    fuel   aiiemblu.    guide    thljnble    tuba    wear.  Application 
&   affidavit   for  withholding    proprietary    info    oncl.  Document 
withheld     Cref    10CFR2.790), 
PARKER, M.O.       Duke   Power  Co.       79/12/14-       34pp. 

7912270332  Foruards    addl    Info   ra    «te*m   generator    l«v*l   measurenent 
errors,  in   response   to    NRC   791019  request.  Info    pertains   to 
measuring    »V*.r«f    lag    heatupi  water    dlensitU    changes,  steaM 
generator   narrow  range   level   b  em-Brgency   procedure*. 
PARKER,  H.  O,       Duhe    Power  Co.       79/12/18.       7pp. 

7912270387   Foruardi    r«spon*e    to    NRO   771112    Itr   re   environ  qualification 
of   reactor   coolant    te-mp    detector;!    it   containment   pr*siure 
transmltfcars.  Calculation  results/  end. 
PARKER, H,Q.      Duk*  Pouar  Co.      79/12/19.      4pp.      . 
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79  13310460   Notifies    of    completion    of    review   of    procedures    E<    mechanisms 

to    NHC    791130    request. Cables    are    installed     according    to    FSAFt 

separation    criteria 

PARKER, W   O.        Duke    Pouter    Co          77/13/^6.        3pp. 


791H060&O7   Forwards    IE   Circular    77-24,     "Proper    Installation    !,   Callbr   of 
Core   Spra^    Pips    Break    Detection    Equipment    on    BWRs.  "    No 
response  required. 

Q'HEILLY.  J.  P.  Region    2,     Atlanta,     Office    of    the    Director, 

79/11/26.        ip. 


F      Security,     medical,     emergency    i<    fii-e    protection    plans 

730929003'!    Sumnaru     of    fire    protaction    appeal     meeting    on    780414. 
Meeting    inconc lus i ve, 50    official    summary    not    prepared. 
DIRKEL.fi.  Light   Water    Reactors    Branch    2.        70/09/96.        Bpp. 

7912040471    Forwards     info    re    upgraded    emergency    plans    to    plant!    under 
cor-at    !•    DL    review. App 1 i can ts    required     to    mate    certain 
emergency     arrangements    Lj/state    &    local     org ani tat i ons    & 
submit    emergency    plans    per    iieg    Outdo     1.101. 
VASSALLO,  D.  3.  Division   of    Project.    ManaQeme-nt.        71/11/31,        6pp. 

7713310171    Forwards     final     version    of    "Fire    Qualification    Test    on 
Stlicone   Foam'Floor  Penetrating   Seals    " 
PAfWER.W-n.        Duke    Pauer    Co.        79/13/14.        Ip. 


I       F inane ial     infer 


7912270577   Forwards    duplicate    copies    of    util    79O321    guarantee    of 
retrospective    premiums.  In    response    to    NRC    791310    reijueot. 
UHITLEV.H.  D,        Dute    Pouer   Co          79/13/20.        Ip. 

—  7912370505  Requests   approved    guarantee-  of    payment   of    deferred   premiums 
for    1979. 
SA.LTZMAN,  J.  Antitrust    !,    Indemnity    Group.        777J2/IO.        Ip. 


Inspection    reports,     IE   Dulletina 


c  nrrespondence 


7912O40O1O    Responds    to     IE    Bulletin)    7E3-12.7a-12A   &    7B-12B   re    weld    matl 
ducumentdt  ion.  Info    pertinent    to    HcGuire   Unit  2   reactor 
vessel     inducted     in    RDH    rept    which    was    submitted    on   791039. 
West  Ingbou  SB     transmi  t  tal     !tr    end. 
PARKER.  H   Q.       Cuke   Power    Co.       79/11/O7.       2pp. 

—  7912QflQ011  Forwards    rept    "Weltl  Matl    Documentation   of   Eleven  Reactor 

Pressure    Vessels    Fabricated    by    RDM    for    West  inghouse,  "    in 
response    to     IE   Bulletin    7B-12.  Compl  etc    records    search   made    d 
no    atypical    uelti    mat!     found.  IJ/o    end, 

ANDERSON,  T.  M.        Westinghouse    Electric    Corp.,     I'Wfl   Systems    Div, 
79/10/29.        Ip. 

7912060138    Forwards    IE     Tnfo    Notice    79-12A,      "Attempted    Damage    to    Neu 
Fuel    Assemblies.  "   No    specific    action    or    response    required. 
D'RErLLY,  J.P.  Rogion    2.     Atlanta,     Office    of     the   Director. 

79/11/09.        2pp. 

791E100161?    Forwards    IE     Info    Notice    79-2B,     "Overloading    of    Structural 
Elamants    Quo    to   Pipe    Support   Loads.  "    No    response    requiroil. 
O'REILLV.  J   P.  Region    2.     Atlanta.     Offica    of     the    Dtroctor. 

79/11/14.        Ip. 

7913110515    Forwards    IE    Info    Notice   79-29.     "Loss    of    NontaFoty-Rel  atsd 
Reactor    Coolant    Sys    Instrumentation   During    Operation.  "   No 
specific    action    or    ro'Spunse    required. 

O'REILLV,  J.P.  Region   2.     Atlanta,     Office    of     the   Director. 

79/11/16.        2pp. 

7912110320  Ack    receipt    of    771019    Itr  inFormiing   WRC    of    Eteps    taken   to 

correct    violation    noted     in    IE    Insp  flept    30-370/79-  IS. 

HURPHV.C.E.  Region   2,    Atlanta,  fleactor   Construction  &   Enginee-ring 

Supiiort    flranch.       79/1.1/23.       Ip. 

—  7913110229  Responds    to  NRC   79092B    1  tr   r«   violation   noted    in    IE    Itmp 

Rept    50-37Q/79-18.  Corrective    act  i  ons:  stetchos   marie    of 
electrical    bracing    on    safety-related    motors    b   will    be 
revieueij    to   assure   adequacy. 
PARKER,  W.O.       Duke   Power   Co.       79/10/19.       5pp. 


79l211013fl   Foriuardo     IE   Circular    79-33,     "Motor    Starters    d   Contactors 
Failed    to  Operate,"   No   response    required. 

O'REILLY,  J.  P.  Reginn    5.     Atlanta,     Office    nf    the    Director. 

79/11/26.        Ip. 

7913190393  Forwards  IE  Bulletin  79-37,  "Loss  of  Nan-Class  IE 
Instrumentation  !<  Control  Pouor  5ys  Qua  During  Operation." 
No  written  response  required. 

O'REILLV.  J.  P.  Region    2.     Atlanta,     Office    of    the    Director. 

79/11/30.        Ip. 

7913310293  Forwards    IE   Info  Notice   79-30,     "Reporting    oF   DefBCte    tt 
Noncomp Uances,  1QCFR3L  "   No    action    required. 

O'HEILLV,  J.  P.  Reflton    2,     Atlanta,     Office    of    the    Director, 

79/1S/06,       5pp. 

7913S0002£.  Forwards    IE  Bulletin   79-38,     "Possible   Malfunction   of   Namco 
Model    EA1BO  Limit  Euitctics    at  Elevated    Temps.  "   Action 
re-iluired. 

0'HEILLY,  J.  P.  Region    2,     Atlanta,     Office    of    tho    Director. 

79/12/07,        2pp. 

7912290377  Formards    IE    Info  Notice   79-31,     "Use   of    Incorrect  Amplified 
Response  Spectra."   No  uiritten   response   required, 
O'HEILLV,  J.  P.  Region   S,     Atlanta,    Office    of    the    Director. 

79/13/13,        2pp. 

7913200129  Forwards    IE  Circular   79-23.     "Shock    Arrester   Strut  Aa«ombly 
Interference.  "   NtJ  written   response   required. 
O'REILLYiJ.  P.  Region   2.     Atlanta.    Office    of    the    Director. 

79/12/aO.       flpp. 

3.    Reportable   occurrences,    LERs   ti   related    correspondence 

7912O50592  Forwards    deficimicu    rept   8D  369-370/79-11    re   WestlnDoou»» 
7300  Series    process    I   !<  C    card    technical    problems. 
PARKER,  W.  D.       Duke   Power   Co.       79/11/29.       Ip, 

—7912050394    Deficiency    ropt.aD  369-370/79-11    re   He«tinghou»e   7300  Etrltl 
process   comparator   card    technical    prob lems. Caused    by    design 
dof itiencies.  Insp    of    cords    conducted    t<  cards    being    repaired. 
Corrective   actions    to    be    completed    by    BQ043Q. 
»      duke   Power    Co.        79/11/29,        7pp. 

7912-030503  Suppl    1    to   Deficiency    Flept   369-370/79-06   re    personnel   »!T 
lock   door   seal    prob lem.  Bubml ts    details    on   corrective 
actions    taken.  Actions    for   Unit    1    will    be    completed    b 
personnel    air    lock    door    seals   reinstalled    by   HQG13Q. 
PAflKER,  H,  0.        Duke   Foyer    Co.        79/11/30.        10pp. 

7912190710  Significant  Deficiency    Rept  369-370/79-Oi. auppl   re    personnel 
air    lack    door    seals.  All    penetrating    bait    hales    Et   hales 
deviating    from   perpendicular    re   more    than  3   degrees   were 
plugged,  drilled    &c   tapped.  Ac  t  Ion   completed    by   B00131. 
PARKER.  W.  0.       Duko   Power   Co,       79/11/30.       2pp. 

— 79I2190713   Shop    insp    procedure    for   air    lock    doors, Revision  0, 
K      W.     J.     Huolley    Co,        79/1O/1D.        8pp. 


DOCKET    30-373   LASALLE   COUNTV    STATION.     UNIT    1 

A.    Application/construction    stage    documents   &   correspondence 

7912110011   Forward*   NRC   position    on   status   b  applicability    to    pending 
DL   applications   of    results    of   TNI    follouiup    actions.  Outline! 
addl    short-term  actions    to    be    taken. 
VASSALLQ,  D.  D.         Division   of   Project   Management.       79/O9/27.       4Ipp. 


-7913110233  Forwards    IE     [nsp    Rept    50-370/79-10    On    79Q9Q4-O7   &   notice    of 
viol  ation, 

MUHPHY.  C.  E,  Region   2,     Atlanta.    Reactor   Construction  t 

Engineering    Support    Oranch.        79/09/29,        Spp. 


-771S11O23B  Nntiie    of   violation    from   insp    on   770904-07, 

»  Region    3.     Atlanta,     Office   of    the    Director,        79/09/27. 


Ip. 


-79121103i17    IE    Inap    Ropt    50-370/79-10   on    790904-07.  Nnncomp  1  ianca   noted: 
mod    to    safety-related   motors   ui/o    approval)    draining- 
OIOBENS.T,  D,  ,     CDNLON.  I.  E.  Region   2,    Atlanta,    Office    of    the 

Director.        79/09/27.        3pp. 


7912110364  Disc un BBS   NRC    plans    to    use    generic    analyses    to   develop    tarlg 
verification   program  to   resolve   ATMS    liaue    for   PHRa   Et  DHRs. 
Succesi   af    program   depends    on    industry    response.  Supports 
formation  of   owners   groups    to   provide   necessary    info, 
DENTDN.H.R.      Office   of  Nuclear   Reactor   Regulation.       79/10/17.       3pp. 

7912070212  Forwards    proposed    Revision  2   to   Reg   Quids    1, 97, 
"Instrumentation    for  Light    Mater  Coaled    Nuclear   Pouiir  PUntu 
to   A»se»»   Plant   fc  Environs    Conditions   During    h  Follouiing 
Accident."    Requests    comment. 

VARQA.B.A.  Assistant   Director    for   Light   Water   Reactors,       79/10/83. 

3pp. 
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7913-170417   Requests    addl     info    fur    as-built    piping    analysis.  Si  te   visit 
planne-d    for    discussion    Qf    review   ui/eng  ineor  a.  DRNL   will 
per -form  LaSalle   revieui, 
PARRM1.D.  Light    Water   Reactors    Branch    3.        79/11/15.        3pp. 

7912Q4O3bl    Forwards    plant    steam   bypass    capacity    sheets,  percent    rated, 
Info    provided    tn   GE    For    incorporation    into    NEDO-2470B. 
PEOPLES- D.L.      Commonwealth   Edison   Co.       79/11/16.       200pp. 

7912270178  Notification    of   791214   meeting    uj/app  1  icanta    to    discuss 
propoied   Revision  2   to   Reg   Guide    1.97.     "  Instrumentation    far 
Light    Hater   Cooled    Nuclear    Plants    to    Assess    Plant    t.    Environs 
Condition!    During   !i  Following   Accident." 
KINTNEH.L.L,  Light    Water    factors    Branch    I.        79/11/19.        lp. 

7918)00313   Responds    to    NRC    791115    request    re    confirmatory    piping 
analui-ii    for    fac  1 1  i tu,.  Forwards    Info    Par    RHR   pipe    line.  Time 
history    responses    far    relative   anchor   motion   tt  DDE  response 
spectra  will    be    forwarded.  W/o    encl. 
uELOECWQE,  L.  0.        Commonwealth    Edison   Co.        79/12/05.        3pp. 

79I231O49O  Notification   of   791219   meeting    i,    site   visit   w/iitil    to   orient 
ORNL   tt  BatteHe-Columbus    personnel    tii/facility   &    to    discuss 
NRC    confirmatory    piping    analysis. 
BOUSNIA.  A.  Light  Mater   Reactors    Branch    3.       79/12/07.       3pp. 

7912210349  Forwards   cover    sheet    For   CE-l-A.  Revi  sion    10,  inadvertently 
omitted    from  791116    transmlttal. 
NAU&HTON.  H,  F.      Commonweal  th    Edison  Co.       79/12/13.       2pp. 

79I231O343  Forwards   revised    pages    to   CE-l-A,     "Comm  Ed    OA   Program   for 
Nuclear  Generating    Stations,"   Revision    11. 
•JANECEK.R.  F.      Commonwealth   Edison   Co.       79/15/20.       lp. 


H.     General     ci 


7912260605    Discusses    791204    title    change    nf    manager    of    nuclear 
operations    to    vice    pre  s  ident.  Orjati  i  labson    structure    not 
altered. Ho    revision   uill    be   made    to   DA    program    topical    rapt 
CE-l-A    until    organization    structure    la    delineated. 
JANECEK,  F?.  F.        Commonwealth    Edison    Cn.        79/12/19.         lp. 


Inspection    reports,      IE   Bulletins    J,   correspondent:  e 


7912070155    Forwards     IE    Insp    Repts    5O-373/79-3-1    t,    50-374/79-23    on 
771OQ2-CH.  No   noncomp  1 1  ance    noted. 

F10RELLI.B-  Region    3.     Chicago,     Reactor    Construction    &   Engineering 

Support    Branch.        79/1O/S6         2pp. 

— 791507016,2    IE    Insp    Roots    50-373/79-34    5   30-374/79-31    on    79100S-04. 
Noncomp 1 iance   noted. Major    areas    inspected  :  nnnd estvuctive 
eiaminat  ions    pn   flHR    pipe    melds    of   Unit    1    t.  work    activities 
re    rec ircul ation    ayi    safe-end    thermal    sleeve    mod. 
WILLIAHB,C.  C.  ,    BAFiRETT.P.  A.  .    NEISLER.J.H.  Region  3.    Chicago, 

Office    of   the   Director.       79/1Q/34,       7pp. 

7912100333    Forwards     IE     Insp    Repts    5O-373/79-35   i    50-374/79-24    nn 
791016-17.  Nn    noncomp  1  i  ance    noted. 

FIORELLIifl.  Region    3.    Chicago.     Reactor  Construction  i  Engineering 

Support    Branch.      79/11/06,       Hpp. 

— 79121B0342    IE     Insp    Flepts    50-373/79-35   t.    SO- 374/79-24   on    791016-17.  No 
nancgmp i iance   noted. Major    areas    inspec ted:  veri f i ad   AS  ME 
certificates    of    authorization    held   by    licensee    &    contractors 
ti   Eonducted    revi  BUI    of   previously    reported,    items, 
LEE.E.W.K.,     NEISLER.J.H,.    WILLIAMS,  C.  C.  Heflion3,    Chicaflo. 

Office,    of   the   Director.       79/11/OS.       5pp. 


—  79IS310359  Revised    pages    to   CE-l-A,     "Comm  Ed    QA  Program   for   Nuclear 
Generating   Stations,"    Revision    11. 
*      Cammoniiiealth   Edison   Co.       CE-l-A.       79/11/21.       16pp. 

F.     Security    medical,     emergency   &    fire    protection   plans 

791204O47L   Forwards    Info   re    upgraded    emergency    plans    to   plants   under 
eon»t   U  OL   review.  Appl  icants   required    to   make   c»rtain 
aairgincu   arrangements    u/state   d    local    organliati  ons   (< 
lubmlt    amirs  encij    plane   per   Reg    Guide    1.101. 
VASSALLD.  D.D.         Division   of   Project   Management.       79/11/21.       6pp. 

7112270060  Forwards    request    for    addl    info    re    emergency    planning. 
Rivliid    emergency    plans    incorporating   new  requlremente    due 
with  In    Five  uts. 
PARR.  D.D.  Light  Water  Reactors  Branch   3.      79/1H/07.      7pp, 

0.     Ad  judicatory    correspondence 


791221015O  Foruards    IE    Insp    Rept    3O-373/79-37   on    791O17-19.  No 
noncampliance-    noted. 

HEIBHMAMi  R.  F.  Region  3i    Chicago,    Reactor   Dp  o  rations  Nuclear 

Support    Branch.       7V/  11  /OB.       2pp. 

—  7912210154    IE    Insp    Ropt    50-373/79-37   on   791017-19.  No   noncnmpliance 
noted.  Major    areas    1  nspec  ted  :  prooperatinnal    test    program  b 
follouup    on    Items    of   noncomp  1  iance. 

MAURA.  F.  A..     STREGTER-  J.  F.  Region   3.    Chicago,    Office   of    the 

Director.        79/H/OB,        4pp. 

791HOS010i   Formarils    IE   Circular    79-33.     "Btrofce  Times    for   Power  Operated 
Relief    Valves.  "   No   response    required. 

KEPPLEH.J.  8.  Reoion   3,    Chicago,     Office    of    the    Director.       79/11/1A. 

lp. 

7912100213   Forwards    IE    Info   Notice    79-20;     "Overloadinfl   of  Structural 
Elements    Due    to   Pipe    Support    Loads."    No    response    required, 
KEPPLER,J.  G.  Region  3.    Chicago.    Office   ot   the    Director.       79/11/14. 


79132&0347  Dunia«   7900H1    request    to    institute   proceedings    to    suspend    or 
rtvole  CP». 
BENTDM.H.R.      Qfftca    of   Nuclear   Reactor   Regulation.       79/12/04.       Hpp. 

—  79l22-i0330  Director's    denial    of   Citiinns   Against   Nuclear  Power  790BB1 

r*q,u*ftt  under    10CFR2.  20t    to    suspend    or   revoke   CPs.  Sufficient 

Info   axiits   to    establish    conservative    hydrodynamic    loads   b 

to    ivaluate   facility    response. 

DENTOMiH.R.      Office   of  Nuclear   Ruactor   Regulation.       79/12/04.       6pp. 

—  79122i0asi    Denial    of  Citliens   Against  Nuclear  Pouier   790821    request    For 

suspenvion   or   revocation    of   CP.  Suf  f  Ic  lent    info    milt*    to 
wstibtitJi   criteria    for    design   &   evaluation   of  Mark    II 
containment   ays. 
DEKTON,  H.R.      Office   of   Nuclear   Reactor   Regulation.       79/13/04.       lp. 

—  7912260334  Forwards    790B21    petition    to    institute   proceeding    to   suspend 

or    r«volt   CP.  : 

KOUNER,  J.L.      Committe.e    for   Application   of   Nurembarg   Principles    to 

US  Muclear  Power   Production.       79/OB/21.       lp. 

—  7912260399  Petition    to.initltut*   proceedings    to    suspend    or   revoke  CP. 

Utll    did    not   con*lder    hydrodynamic    loads    that   result    from 
dynamic'  affects    of    drgwell    air  !<   itream   forced    into 
suppression  pool    during   LQCA. 

OOODL,  E.       Committee    for  Application    of  Nuremberg   Principles    to    US 
Nuclear  Power  Production.      CAMPBELL,  S.  E.      Slnnlsslppi   Alliance   for 
tfi*   EnvironiKent    (SAFE).       NAUMAN,  0.       Cltiiens   United    for   flesponsibla 
.     En«r9(|.       79/09/21.       Spp.  . 


771B110557   Forwards    IE    Info   Notice    79-29,     "Loss    of    Nonaaf  ety-Helated 
Reactor    Coolant   Sya    I  nstrirmentation  During   Operation."   No 
specific    action   or   response    required. 

KEPPLER,J.Q.  Region   3,    Chicago^    Office   of    the    Director.       79/11/14. 

lp. 

79120S0344    Forwards     IE    Bulletin    79-26,     "Boron   LOBB    From   DHH   Control 
Dladaa,  "    No   response    required, 

KEPPLER.J.  0.  Reflton   3,    Chicago,    Office   of    the    Director.       79/11/30. 

lp. 

79131QQ417   Forwards    IE    Circular    79-24,    "'Proper    Inatal  lation   It  Calibr    of 
Core   Spray   Pipe   Break    Detection   Equipment   on  UHfls,  "  Ho 
written    response   required. 
KEPPLER,  J.  0.  Renlon   3,     CMcnno,     Office    of    the    Director.        79/11/26. 


79121401S7  Forwards    IE  Circular    79-33.     "Motor   Starters  Si  Contactor* 
Failed    to    Operate."    Ma  written   response   required:. 
KEPPLER,  J.  0.  Raglan  3,     Chicngn,    Office    of    th»    Director,       79/11/26. 


7912110399   Notifies    that  NRC    intends    to    routinely    forumrd    to 
appropriate    state    public    util    regulatori)   group-s   t>   state   attv 
general    ofcs    copies    of    escalabed    enforcement   correvpondence 
sent    by    NRC   to    licensees. 

KEPPLER.J.  0.  Region   3,    Chicago,    Office   of   tha   Director.       79/11/20. 

Ip. 


7912190207  Forwards  IE  Bulletin  79-27,  "Loss  of  Nan-Claas  IE 
Instrumentation  &  Control  Poorer  Sys  Dus  During  Operation." 
No  written  rasponso  required. 

KEPPLER.J.O.  Region   3,    Chicago,    Office    of   -the    Director.       79/11/30. 

lp. 
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79iai40OSi   Forwards    IE    Info   Notice    79-30.     "Reporting    oF   Defects   & 
Nuncnopliances.  IOCFH21.  "    M»    action    or    response   required. 
KEPPLER.J.Q.  Region   3,    Chicago,    Office   of   the    Director.       79/12/06. 

IP- 

7912210169   desponds    to    IE   Bulletin    79-O7.     "Seismic    Stress   Analysis    pF 
Safety-Related   Pipina.  "   Fine    sample    problems,  d«f  ined   by  NRC, 
completed,  verifying.  SAP-PIVSI5    code.  Frequency   t  nodal 
participation    factors   agree   u/NRC  definitions. 

PEOPLES!  D.  U.        Commonwealth    Ellison   Co.        79/13/06.        lp. 


F.     Security,    medical. 


rgency    &    fire    protection    plans 


791220QOB6   Forwards     IE    Bulletin   79-3B.     "Possible   Malfunction    of   Nanco 
Hodel   EA1BO  Limit  Switches    at  Elevated   Tenns.  "  Action 
required. 

KEPPLER,  J.  0.  Region   3.     Chtcagc 

Ip. 


Office    oF    the    Director.       79/12/'£0. 


S.    Reportable   occurrences*    LERs  t   related    correspondence 

791S0305&1   Forwards   supplemental    info    to   deficiency    rept  re    defects 
In  ventilation   stack. Mee*ly    insp    program   initiated   to 
ensure   safety    of   structure.  Transfer    of    fuel    From    current 
location   not   prudent. 
DELOEOftUEi  L.  D.        Commonwealth   Edison    Co.        79/11/23.       3pp. 


7912040471    Forwards    info   ro   upgradod    emergency    plans    to    plants  undev 
canst   &   OL   reviau.  Appl ieants    required    to    make    certain 
emergency   arrangements   iii/state    tr   local    organ!  lationi   fc 
submit    emergency    plans    per   Reg   Guide    1.101. 
VA5SALLD.D.B.          Division    of    Project    Management.        79/11/21.        6pp. 

7913270040  Forwards    request    for   addl    info   re    emergency    planning. 
Revised    emergency    plans    incorporating   neu  requirements   due 
within    five  inks. 
PAHR-u.  D.  Light   Water   Reactors    Branch    3.        79/12/07.        7pp. 

G.    Ad  judicature   correspondence 

79111^0528  Testimony    re    intervenor   Miami   Valley   Power   Project 
Contention   17  on  use   of   Kaouool    as    fire    barrier    for    cable 
trays.  Certificate    of  Qvc    end. 
HARRISON, 0.  A.         Division   of    Systems   Safety.       79/10/30.       13pp. 

— 791119OS30  Forwards   June    1979   "Fire  Protective    Cable   Tray  Fire  Teit" 
by  MS   Abraaa, witnessed    by    NO   Cohn   on  790606. 
CQHN.N.B.       Oage-Dabcocli    Associates.     Inc.       79/06/12.       6pp. 


79122iOO79   Acli    receipt    of    79112B    Interim   deficiency    rept   re   vent    stack. 
FIDRELLI,  Q.  Region  3j    Chicago,    Reactor  Construction   &  Engineering 

Support    Branch.       79/13/O7.       Ip. 


7912260347  Denies   770821    request    to    Institute   proceedings   to   tuip«nd    or 
revoke   CPs. 
DENTON.H.R.       Office   of   Nuclear   Reactor  Regulation.       79/12/04.       2pp. 


DOCKET  5O-374  LASALLE  COUNTY  STATION.    UNIT  2 
A.    Application/construction    stage    documents  & 


7912110011   FoTuards  KRC   position    on   status   &  applicability    to  pending 
OL  applications   of   results  of   TNI    followup    actions.  Dutl  £ne* 
addl    short-lern  actions    to   be    taken. 
VABSALLQ,  D.  B.         Division   of   Project  Hanaoenent.       79/O9/27.      41pp. 

7912110264  Discusses    MHC   plans    to    use    generic   analysis    to   dnvelop    early 
verification   program   to   resolve   ATMS    issue    for  PWfls   &  BHRs. 
BUCCBIS    of    program   depends   on    industry   response.  Support* 
formation  of   owners    groups    tn    provide   necessary    info. 
DENTON,  H.  R.       Office    of  Nuclear   Reactor  Regulation.       79/10/17.       3pp. 

7912070:213   FoTUards    proposed    Revision   2   to   RBH    Oujde   1.97. 

"Instrumentation   fnr  Light  Hater   Coaled   Nuclear   PBMBT   Plants 
to   Aiies*   Plant  &  Environs   Conditions   During   b  Fallowing 
Accident.  "    Requests    cDdnent. 

VAROA.S.  A.  Assistant   Director    for    Light   Mater    Reactors.       79/1O/23. 

3pp. 

791219O417  Requests    addl    info   for    as-built    piping    analysis.  Site  visit 
planned    for   iiscuBsion    of   rtvitm  w/engineer*.  DRNL.  will 
perform  LaSalle   revieu. 
PARR.fl.  D.  Light   Water  Reactors   Branch   3.       79/11/15.       3pp. 


-7912360330  Director's   denial    of   Citiiens  Against   Nuelsir  Power  790921 
request  under    1OCFH2.  206   to   suspend    or   revoke   CPs. Sufficient 
info   eiists   to   establish    conservative    hydrodunamlc    load*   fa 
to   evaluate   Facility    response. 
DENTON,  H.R.       Office   of   Nuclear  Reactor   Regulation.       79/12/04.       6pp. 

-7912260351   Denial    of  Cltiieni   Against   Nuclear   Payer  790821   requut  for 
suspension   or  revocation   of  CP. Buff ic ient    info   exist*    to 
establish    criteria   for    design   &   a valuation   of  Mark    II 
contalnnenb  sys. 
DENTOM.H.R.       OfFlce   of   Nuclear  Reactor  Regulation.       79/13/04.       Ip. 

-7913260394  Forwards  790B21    petition    to    Institute   proceeding   to    mipint 
or  revoke   CP. 

KODNER.J.L.       Committee    for   Application   of  Nuremberg   Principle!    to 
US  Nuclear  Power   Production.       79/03/21.       Ip. 

-791H26O335  Petition   to    institute   proceedings   to   suspend   or  revoke  CP. 
Utll    did   not    consider    hudrodynanie    load's    that  result   from 
dynamic    effects    of   drywell    air  &   stream   forced    into 
suppression  pool    during   LDCA, 

OOODL.E,       Committee    for  Application   of  Nuremberg    Principlti    to  US 
Nuclear  Power  Production.       CAMPBELL.  S.  E.       Binniisippi   Alliance   for 
the  Environment    (SAFE).      NALJttAN.  Q.       Citiiens   United    for  Responsible 
Energy.      79/OB/31.       5pp. 


H.    fieneral    correspondence 


7912040261   Forwards    plant    steam   bypass    capacity    shBBts. percent  rated. 
Info    provided    to   CE  for    incorporation   into  MeDO~2470e. 
PEOPLEB.D.L.        CpMDnuealth    Edison   Co.        79/11/16.        2OOpp. 

7912100313  Responds    to   NRC  791115  request  re   confiraatory    piping 
analysis    for   facHitu. Forwards    info    For  R™   pip*    Hne.TI»e 
hlstoru   responses    for  relative   anchor  motion  li  QBE  response 
spectra  will    be   forwarded.  U/o    end. 
DEL.REORCE.L.O.       CmuBonDiealth   Edison   Co.       79/12/95.       Bpp. 

791231O47B  Notification   of  791219  meeting   Ic  Bits   visit   w/util   to   orient 
ORNL   h  BattellB-Calunbus   personnel    u./fatilitg   b    to  discuss 
NRC    confirmatory    piping    analysis. 
BuUHNIA.  A.  Light  Mater  Reactors   Branch   3.      79/13/O7.       3pp. 

7912210349  Forward*   caver    sheet    far  CE-;l-A.flEvisian    10.  inadvertently 
omitted    from  791116   transnittal. 
NAIWHTON,M.F.       CpMOnuaalth   Edison  Co.      79/12/13.       Bpp. 

7912310348  Forwards    reviled   pages    to    CE-l-A.    "Coo*  Ei   OA  Program   For 
Nuclear  Generating    Stations!"    Revision    11. 
JAWCEK.R.F.       CoMDnwealth   Edlsan  Co,       7-?/I2/2O.       Ip. 

--791231O339  Revised    pages    to   CE-l-Aj     "Con»  Ed   QA  Program  for  Nuclear 
Generating   Stations."    Revision    11. 
*      CoMonuealtli   Ed  1  son  Co.       CE-l-A.       79/11/21.       16pp. 


79122B06O5  Discuss**   791204   title   change    of   manager    of  nuclear 
operations    ta  vice    president.  Organization   structure   not 
altered.  No  revision  will    be    made    to  Ofi   program   topical    rept 
CE-l-A   until   organization  structure    ii   delineated. 

,  H.  F.      Connonwealth    Edison   Co.       79/12/19.       Ip. 


Q.     Inspection   reports.     IE   Bulletins   &   correspondence 

79120701S5  Forward!    IE   Insp   Repts    BO-373/79-34  t   50-374/79-23  on 
791002-O4.  No  noncumpliance   noted. 

FIOHELLI.O.  Region  3.    Chicago,    Reactor   Construction  !>  Engineering 

Support   Branch.      79/10/26.       2pp. 

—  791207O162    IE   Insp   Rspt*    50-373/79-34  «•  30-374/79-34  on  791QOZ-04. 

Nanconpliance   noted.  Major    areas    inspected:nondestructlve 
•laminations    on   HHR   pipe    uelds   of   Unit    1   b  uork    actlvttUs 
re  reclrculatlon    iys   aafe-and    thermal    sleeve   mod. 
HILLIAMfl,  C.  C.  .    BARRETT-  P.  A.  .    NEIBLER.J.H.  Region  3,    Chlcaao, 

Offica  of    the  Director.       79/10/24.       7pp. 

7913180333  Forwards    IE  Insp  Repts  50-373/79-33  fc  80-374/79-34  &n 
791016-17.  Ho  noncompliane*    noted. 

FIORELLIifi.  Region  3i    Chicago,    Reactor   Construction  &  Engineering 

Support  Branch.      79/11/06.      2pp. 

—  79121BQ342   IE    Insp   Repts   50-373/79-35  h   30-374/79-24   on  791016-I7.ND 

nonca«pli*nc«  noted.  Major   areas   inspected:  verified  ASHG 
certiFlcates    at    authorliatlon   held   bg    license*   &   contractor* 
b  conducted   review  of    previously   reported    Itens. 
LEE.E.W.K..    NE18LER.  J.  H.  ,    WILLIAMS,  C,  C.  Region   3,    Chicago* 

Office:   oF   the   Director.       79/11/03.       5pp. 
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791BO'3OHJi  Forward*    IE  Circular   79-2H,     "Stroke   Times    tar   Pouer   Operated 
Relief   Valves.  "   No   response   required. 
KEFFLEA,  J.  0.  Region   3-    Chicago,    Office    of    the   Director.       79/11/16. 


DOCKET   3C—  376   NORTH   COAST   NIK    PLANT 

A.     Application/construction    stage    do  runouts   J.   correspondonce 


791S1GO213  Foruardi    IE   Info  Notice   79-28,     "Overloading    of  Structural 
Elements    Due   to  Pip*   Support   Loads.  "    No   response  required. 
KEPPLEfl,  J.  Q.  Region   3,    Chicago,    Office    of    the   Director.       79/11/16. 


7912310396   Notification    of   HOO1OD   meeting    u/utils    in   Dethesda,  ND 
to    discuss    info  request  re-  adequacy    of    equipment 
qualification. 
UHOARO,  A.  R.  Pouflr    Systems    Branch.        79/12/11.       3pp. 


7912110357  Forward*    IE    Info  Notice  79-29,     "Loss    of  Nonsaf  ety-Related 
S«act-or   Coolant  Syi    Instrumentation  During   Operation.  "    No 
•pacific    action   or  response  required. 

KEPFLEA,  J.  fi.  ftegion   3.    Chicago,    Office   of    the   Director.       79/11/lfi. 

Ip. 

791S09Q344  Forward*    IE  Bulletin  79-2i,     "Doron  Loss  From  BUR    Control 
Bladei.  "    No  response  required. 
KEPFLEAoJ.O.  Region   3,    Chicago,    Office   of   the   Dime  tor,       79/11/20. 


79iaiO<M17  Forwards    IE  Circular  79-24,     "Proper    Installation    &  Caller  of 
Cora    Spray   Pipe   Break   Detection  Equipment   on  BURs.  "    No 
written   response  required. 

KEPPLER,  J.Q.  Raglan  3,    Chicago,    Office   of   the   Director.       79/11/24. 

lp. 

79121401B7  Forward*    IE  Circular   79-23,     "Motor   9tart8r3   b   Contactors 
Falla-d    to  Operate."   No  written   response   required. 

KEPFLERi  J.O.  Region  3,    Chicago,    Office   of    the   Director.       79/11/26. 

IP- 

7913110395  Notifies    that  NfiC    intends    CD   routinely    foruarrf   to 
appropriate    state   public    util    regulatory    group*  t,   itate   abty 
ginar^l    ofcs   copies   of   escalated    enforcement   correspond  one  ff 
*atit    by    HRC    to   licensees. 
KEPPLER,  J.  O.  Region  3,    Chicago,    Office    of   the  Director.       79/11/28. 

IF- 

79I219O2O7  Forwards    IE  Bulletin  79-37,     "Lo««    of  Non-Class    IE 
Ini-tru.ai.enta.tlon  tt  Control   Power   Sys   Bus   During   Operation.  " 
Ha   written   response  required. 
KEPPLEH,  J.O.  Region   3,    Chicago,    Office    of    the  Director.       79/11/30. 


791H1400S6  Forwards    IE   Info   Notice   79-30,     "Reporting    of  Defects  & 
NnncoBpliances.  10CFR21.  "   No   action    or   response   required. 
KEPPLEJt,  J.  0.  Region  3,    Chicago,    Office   of    thn   Director.       79/1B/D&. 


79ISS101&?  Responds   to   IE  Bulletin  79-O7,     "Belinlc    Stress   Analysis    of 
8afat|f-Related  Piping."   Fine    sample   problems,  defined    by   NHC, 
temp  littdr  verifying   fiAP-PIY8I8   coda.  Frequency   fc  nodal 
participation   factors   agree   ui/NRC   definitions. 

PEOPLES,  D.  L.      Commonwealth   Edison   Co.       79/13/06.       lp. 

7912SOOOB&  Forwards    IE  Bulletin  79-2B,     "Possible  Malfunction  of  Nanco 
Model    EM  BO  Ll«lt   Switches   at  Elevated   Tempi.  "   Action 
required. 

KEPFLER,  J.  O.  Region  3,    Chicago,    Office    of   the  Director.       79/12/tO. 

IP- 

a.    flnportable    occurrences.    LERs   d  related    correspondence 

771SOS0901    Forward*    supplemental    info    to    deficiency   rapt   re    difffcti 
In  ventilation   stack.  Weekly    inap   program   initiated    to 
•n*ur>    safitv   of    structure.  Transfer   of    fuel    from  current 
location   not  prudent. 
DELOEOROE-L.  0.       Connonuealth   Edison   Co.       79/11/2B.       3pp. 

7913260075  Notifies    that   NRC  will   review   final    d.flciencg   rept  re 
p-o«*ltle    dJeflclencv    in   reactor    containment   structural    nteal. 
FIDRELLr.O.  Region   3,    Chicago,    Reactor   Construction  fc   Engineering 

Support  Branch.      79/12/07.       lp. 

791BSA0079  Ack  receipt   of  791128    interim  deficiency    rept    re    vent   stacl. 
FXOflELLI.O.  Region  3,    Chicago,    Reactor   Construction  &   Engineering 

Support  Branch.      79/'12/O7,       lp. 


DOCKET   5C--3B3   UATERFDRD   CENERATIN9   STATION,     UNIT   3 


A.     Application/construction    stage    documents   &   correspondence 

7912110011    Forwards    NRC    position    an    status    b   applicability    to    pending 
OL    applications    off   result*,    nf    TMI     follouup    actions.  Outlines 
addl    short-tern  actions   to   be    taken. 
VASSALLO,  D.  B.         Division  of   Project   Management.      79/09/27.      41pp. 

7913110264   Discusses   NFIC    plane    to    use    genaric    analyses    to    develop    earlu 
verification    program    to  resolve   ATUS    Issue  for  PHRa  &  DWHs. 
Success,    of   program   depends   on    industry    response.  Supports 
formation    of    owners    groups   to    provide  necessary    info. 
DENT  ON.  H.  R.        Office    of   Nuclear   Reactor    Regulation.       79/10/17.        3pp. 

791212007S  Notification    of  7911HB   BOB  ting   u/util   6  ANL    In  Tuft, LA   to 
discuss    plant   OL  review  t,   visit    site. 
CQTA,P.  C.  Envirannental   Projects   Branch    1.      79/11/19.      4pp. 

77122101O7   Sunaary    of    NRC   Caseload    Forecast   Panel    790925   situ   vi&it   re 
const  progress. List    of  attendees    encl- 
DEMEDICT,  R.  A.  Light  Hater   Ruactars   Branch   3.      79/11/30.       Opp. 

7912190079  Requests    survey   of   historic   t,   cultural   properties.  Figure 
2.1-3  of    environ  rapt    indicating    applicants    portion   of 
prppertij   li   sections    nf   environ  rept   re    cultural   resource 
investigation    encl. 

REOANiM-H.  Assistant  Director 'for   Environnental  Projects. 

79/12/Ofi.         IHpp. 

7912270274    Requests    that    action    items    submitted    bu    util    on   791IO9   bo 
given    Immediate  attention.  Also   requests    specific   date  for 
receipt    of  OL  review   schedule. 
AfiMELL.  D-L.        Louisiana   POUIBT    *c   Light   Co.        79/12/27.        lp. 

F.    Bncuritij.    medical,     eaorgancy    fc    firn    protection   plans 

7912040471    Foruarils    info  re   upgraded    eno-rgoncy    plans   to  plants    under 
const  h  DL  review. Applicants    reiqiflred    to   nake  certain 
energencu,    arrangements  w/state  Zi    local    nrganliations  t 
submit    eoiergency   plans   per  Reg   Cui.de    1.  1D1. 
VABSALLOiD.il.         Division  of    Project   Kanagemant.      79/11/21.      ipp. 

O.    Adjudicator^    correspondence 

7712100336  Notice   of   appearance    in    proceed  ing.  Certi  ficate  of  Svc    encl. 
OLASBPIEOEUH.       Luuiaiana   Power    &  Light    Co.       GLABSPIEOEL,  II.       Bhau, 
Pittnam    Potts  &  Troubridgo.       7W11/12.       3pp. 

7912170209  First   Intarrogator lea    directed    to   intervenor  LA  Con«um«rs 
League,  Inc.  per  79O925   stipulation.  Requests    identification  of 
statutes    by    title  &   citations    to    judicial    decisions    farming 
basis   for   Contention  3(d).  Cartl  Flcata    of   Svc    encl. 
TRDHBRIDCE,  0.  F. ,    OLASSP IECEL,  H.       Louisiana  Power  1>  Light  Co. 
TROMBRIDOE.  0.  F.       Shaw<     Plttman,     Potts    &   Trowbridge.       79/11/12.        4pp. 

7912170217   First    intormgatories    directed    to    joint    intervenor*.  per 
79Q9BB    stipulation.  Requests    Identification   of   geologic 
activities  raised    in  Contention    S3,  as   discussed    in  Saucier 
rept. Certificate    of   Bvc    end. 

TROUBRICQE,  0,  F.  .    OLASSPIEOEU,  H,       Louisiana  Power  &  Light  Co. 
TRQUBRIDCE,  0.  F,      Shaw,    Pittnan,     Potts   6   Troubridge.      79/11/12.       6pp. 

7912O70343    Interrogatories  li   requests    for    production   of  documents, 
directed    to    joint    intervenars   Save   Ojr  Metlands.  Inc   t 
Oy>terahell   Alliance.  Inc.  Requests    basis    supporting   alleged 
design    inefficiencies. 
MCCURREN,  H.  J.       Hearing  Branch    1.       79/11/13.       34pp. 


DOCKET   30-373  NUCLEAR  EXAMINATION  REACTOR 

F.     SacurittfF    medical,    emergency    Ic   fire   protection  plant 

791212O206  Forwards    draft  Reg    Outda   9.  XX.     "Btd   For»at   l>  Content   for 
Lic»THt»  Phueical   Security   Plan   for  Protection  of  9NH  of 
HoderatB   or  Low  Strategic    Significance.  "   M/o   encl. 
HEID-R.H.  Operating   Reactors   Brunch   4    (Pra   791O3O).       79/OH/22. 

2pp. 


-7912070248   Interrogatories   &  requests    for   production  of  documents 
directed    to  LA  Coniuaier  Leaguei  Inc.  Requests  basis   supporting 
alleged    inadequacy    of  applicant    emergency   plan.  Certificate 
of  Svc    encl. 
MCGURREN.H.  0.       Hearing   Branch    1.       79/11/13.       10pp. 
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7912200025   Submits     i n terr ogstoT i e s    prepared     For    u  t  i  1.  Reques  t9    info    re 
transmission     lines,  draft    emergcnci)     plan    J.    evaluation    oF 
impact    of    jaiollne     shortage    Forwarding     Itr    end. 
TRVItiS.S   M         Louisiana    Consumer's    League.     Inc. 
Laui   Utilities    Group          7*7/11/13         4pp. 


.  S.  M        Public 


791226Q21Q    Foruiards     i  nter  i  ogator  i  ei.    of    LA    Consumer's    League     for 
resp  on.se    tnj    uti  i 
IRVINU,  B.  H.        Louisiana    Consumer's    League,     Inc.        79/11/13.         Ip. 


-7 9 12 360213    In 
util. 
IRVING. E.  M 


eu    of    LA   Consumer's    League     for    response     bg 
Consumer's    League.     Inc.        79/11/1*!.        3pp. 


7912120345   Request     for    delayed     filing     of    first    set    of    i  ntei-rogatorios 
For    applicant.   Inter-ruga  tirie  s    not    procossed    due     to    -severe 
illness    !<    h  usp  it-a  1  i  lat  i  on.  Cart  i  Ficate    of    Svc    encl. 
JGfJES.  L    L.        Oijstershel  1    Alliance,      Inc.        JONES,  L.  L.        Gillespie    fi 
Jonps.        77/11/3-3         4pp. 


— 791203Q22B    IE    Insp    Rept     50-392/79-12    on    790926-2S.  No    nancompl lance 
noted. Major    areas    inspected : cons t    phase    environ    protection 
prDorarna,  audits,  implementation    of    CP    requirements   t,   environ 
studies. 

EVERETT.  R.  J.  Region   4,     Dallas,     Fuel    Facility    (<   Materials    Safely 

Branch.        UILBOnN.L..     SPITZBERG,  D.  B.  Hegion    4,     Dallas.     Offic«of 

the    Director.        79/10/23         6pp 

7912050926   Forwards     IE    Insp    Rept    50-3B2/71?-!  1    on    790917-21    b   34-23.  No 
noncomp liante    noted, 

8E1BLE>W.C.  Region    1.     Dallas,     Reactor    Construction    &   Engineering 

Support    Branch.        79/10/26.        2pp. 

— 7912Q50S31  IE  Insp  Hept  50-3B3/79-1 1  on  790917-21  Ei  24-25.  No 
noncompllance  noted.  Major  areas  inspec ted:  const  activitiei 
•re  previous  stop  uor  k  order  an  concrete  place/nunt  for  dome 
of  containment  bldg. 

HALL.R.E,  Region    1,     Dallas,     Reactor    Construction   it   Engineering 

Support   Branch.       CRGS5MAN.  H.  A.  ,     TAPIA.  J.  I.  Region   4,    Dallas, 

Office    of    the    Director.        79/10/21.        ipp. 


— 7912130352    First    set    o F    interrogator ies. Beaks    info    re    Contentions 
1,  2,  B,  f.  12.  17    1     19-22. 

JDNESt  L.  L         Oyster she  11    Al  liance,      Inc.        JONES.  L.  L.        Gillespio    S. 
Junes.        79/11/23         39pp. 


7912170357   Responds    to    IE    DuUotin    79-23,  Generator    i.    excitation 
transformer    do   not   have    common    neutral .  Required    testing   luill 
be    conducted    prior    to   hot    Functional    testing. 
ASWELL.D.L.        Louisiana    Poioor    &   Light    Co.        79/11/06,        Ip. 


7912280105   Confirms    791129    teltoni    conveying     licensee    agreement    not     to 
object    to    LL   Jones    791123   ma t ion    requesting    delayed     filing 
of    i nterrogator i BS. Jones    time    fur    filing    addl    THI-rcl ated 
contentions    eitended    to    77121-0.  Cer  t  i  Ficate    of    Svc    encl. 
TROUBRIDGE.Q.  F         Sham.     Pittraan,     Pntts    &    Troujbr  id  ge.        79/11/29.        2pp. 

7912130042   Ho    objection     to    Joint     Int«rvenon/ Oyctersh*  1 1    ftllianco.Inc    (( 
Save    Our    We tland s . Inc    791123    request    for    rfelayetf    filing    nf 
intei-roga  lories.  Certi  f  i  cate    of    Svc     encl. 

TRDWBRIDGExQ.  F         Arkansas    PCIUJET    (,   Light    Co.        TF1DWBR  I  DOE,  0.  F.        Bhau. 
Pittman,     Pc-tts    !t    Trowbi- Irtge.        79/11/30.        3pp. 

7912190396  Grants   Joint    I  ntei-venors.  Dy  ster  sh  el  ]   Alliance,  Inc   d  Hava    Dur 
Wetlands     Inc. 791123   remueot     for    delayed     filing    of    first    set 
of     interrogator! 05 
WOLFE,  B.  J.        Atomic    Safety    and    Licensing    Board   Panel.        7I9/12/OS.         Ip. 

79122B0140   Cljjections    to    joint    i  ntnrvenors  '    791123   interrogatories    re 
Contention;    0,9.21     !,    22    Interrogator  ies    vague.  InFo     is 
equally    accessible     to     intervenorB.   InFo    r*q,ueoted     outside 
scope    of    contentions    Certificate    of    Svc    end. 

THaHDfUDQE,  G.  F.        Louisiana    Power    t.    Light    Co.        TRDNQR  IDGE.  G.  F,        Shaui, 
Pitt-man,     Potts    &    Troiubridje,        79/J2/06         4pp. 


7912360096    Responds     to    7-30402    roaueit     that    const    be   halted     in 
TMI    accident    Foruisrda    NUIIEG-057O.  NURG-05D5   t.   NURG-OA32.  W/n 


VA5IOA.  S    A, 


Assistant    Ilirnttor    for    Linht    Water    Reactu 


view   of 
79/13/13. 


Inspection    reports,     IE  Bulletins   d    correspondence 


791210096'!    Forwards     IE    Info   Notice    79~28i     "Overloading    of   Structural 
Elements   Due    to   Pipe   Support   Loads, "   No   response    required. 
SEVFftlT.K.  V.  Region   1.    Dallae,    Office   of    the    Director.       79/U/li. 

IP 

7912110B35  Foruards    IE    Info  Notice    79-39.     "Loss    of   Nonaaf etu-fiBlatui 
Reactor   Coolant   BIJS    Instrumentation    During    Operation."   No 
specific    action   or   response    required. 

SEVFRITiK.V.  Region  4,    Dallas,    CJffice    of    tho    Director.       79/H/14. 

IP 

79iailOaB3   Foruiarda     IE   Circular    79-23,     "Motor    9tartnr9    fc   Contactor! 
Failed    to  Operate. "   No   response    required. 

SEVFRIT.K.V.  Region    4,     Dallas,     Office    of    the    Director.       79/11/26. 

IP. 

79121104B3   Notifies     that    NRC     intends    to    routinely    forward    to 
appropriate    state-   public    util    regulatory    groups   b   state   atty 
general    ofcs    copies    of    escalated    enforcement    correspondence 
sent   by   NRC    to    licensees. 

SEVFRIT.K.V  Region    -1.     Dallas,     Office    of    tho    Director,       79/11/24. 

IP 

7912180059  Forwards    IE  Circular    79-24,     "Proper    Installation  !.  CaJtbr   of 
Core    Spray    Pipe    Break    Detection    Eituipment    on   DWHs.  "    No 
uiritten   reaponse    required. 

BEVFRIT.K.V.  (legion   4,    Dallas,     Dffico    of    the    Diractor.       79/ll/3fr, 

IP 

79121901S1  Forwards.  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  ti  Control  POUHI-  Sya  BUB  During  Operation,  " 
No  written  response  required. 

SEVFRIT.K.V,  rtegian    1,     Dallas,     OffiiH    of    thB    Director.       79/11/30, 

Ip. 


7'J120£05i,l    Responds     to    7108'JO    Itr    re     IE    Insp    Rnpt    30-3B2/79-09 
concerning    allegations     of    Formal-   a  t  i  1     empl  oijee,  Rspt    contains 
no    proprietary    info. 
ftSWELL.D.  L.        Louisiana    Power    *    Light    Co.        79/09/01.         Ip. 


7912310365  Forwards    IE    Info  Notice    79-30,     "Reporting    of   Defects   & 
Noncomplianccs.  10CFRS1,   "    No    action    requirnd, 

SEVFRIT.K.V.  Region    4,     Dallas,     Orfico    of    the    Director.        79/liJ/Oi. 

1pp. 


79iai703ibS   ReBpond«     to    IE    Itulletin   79-14,   Istatlation    of    various    safoty- 
related/SB i smica 1 1 y     supported    piping    sga    in    progreas. 
ASUELL.D.L.        Louisiana    I'c-usr    ?<    Light    Co,        79/IO/16.         Ip. 

7°iai20196   Forward's     IE    Insp    Kept    50-393/77-15    on    791QJO-12.  Nn 
noncampliaftce    rated 

MADSEM.  0.  L  Region   -4,     Dallas,    Reactor   Operations   Nuclear   Support 

Uranch.        79/iO/23.        2pp. 

—7912I202O4    IE    Insp    Rept    5O-^B2/79-15    on    771010-13.  No    noncompl lanco 
nc  tt>d,  Ma  jor    ar-eas    inspected :  second    corporate  jnet   meeting 
&    relate-d    preoperatinnal    activities, 

CON3TAOLE.  G.  L.  ,     BTEWART,  R.  C.  ,     HESTE/11-toN,  T.  F1.  Region    A.     Dallaa. 

Office    of    tne    Director,        79/1Q/24,        6pp, 

791203-0226  Forwards    IE    Insp    Rept    50-3B2/79-12   on    770926-27.  No 
none  ompl lance    noted. 

BEIELE,  H.  C.  Region   -4,     Dallas,    Reactor   Constr uction   &   Engineering 

Support   Branch.       79/1O/26.       Spp. 


7912200219  Forward 9    IE  Bulletin   79-28.     "PoBaible   Malfunction   of  Nameo 
Model    Eftiao   Limit    Switches    at    Elevated    Temps."    Action 
r  a  q  u  I  r  e  d , 

SEYFRIT.K.V.  Region    A,     Dallas,     Office    af    the    Director.       79/13/07. 

Ip. 

7913300509  Forwards    IE    Info   Notice   79-31.     "Use    of    Incorrect  Amplified 
Response  Spectra,  "   No   written   response   required. 

REYFflJT.H.  V,  Region   4,    DnllaB,    Office   of    tho   Director.      7"?/13/t3, 

IP. 

S.    Reportalile    occur rencos,    LERs   ?,   related    correspondence 

7913070150  Responds    to   790820    Itr   re   790BOB   deficiencies    in   concrete 
placement   by   Keg  leu   Pomor   Svc. Stop    uorfc    ardor    Issued    790917. 
Util   uill    corvnct   deficiencies    to    comply   u/requireinentB, 
ASHELL.  D.  L.       Louisiana  fouier   It  Light   Co.       79/Q8/aa,       Ip. 

7912070145  Notifies    of    delay    in    final    deficiency    rents    re   emnrge-ncg 
diesel    generators,  defective    shaft    springs    E<   roller    pins. 
ManuPai  tur-er   has    ordered    neu  mod    assemblies    for   roller    pins. 
Final    rept    submitted    by    000315. 
ASHELL.D.  L.        Louisiana    Puiuer    &    Light    Co.        79/10/31,        2pp, 
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TjlS07O3f3   Deficiency    Rapt    11    re    suiitcligear    breaker    position    suitch 
operator    defect.  Rep lacement     installation    eipected     in    Dec. 
Final    rept    to   be    submitted    by    BOO331. 
ftSHELL.D.L.       Louisiana    Power    6    Light    Co         79/11/30.        lp. 

791207O4&5   Discusses    San    Onofro    Units    2   &    3    doficiency    rept    re    use    of 
high    pressure    injection   pump    vendor   acceptance    teat    results 
in    small    bruali   LOCA  analysis.  Currently    conducting    small 
briat    analysis   at    Facili  ty.  FSAR    amend    Forthcoming. 
ASUELL.  D.  L,        Louisiana    Pouier    !.   Liyht    Co.        79/12/O3.        lp. 


IWCKET    50-3B7   SUSO.UEHAMNA   STEAM   ELECTRIC    STATION,     UNIT    1 

A.    Apf  1  Ication/constructi  on    stage    documents    It   correspondence 

7912110011    Forwards    NRC    position    on    status    !.   applicability    to    pending 
.    OL    applications    of   results    at   TMI    followup    actions.  Outlines 
add!    short-term   actions    to    be    taken 

i  D.  B.          Division    of    Project    Management.        79/O<7/27.        41pp. 


G.      Adjudicate 


7912050207    Requests    portions    of     past    ABLIi    orders    restricting    interveni 
discover!)    access,  sched  jl  L  rig    of     preheanng    conference   ulthin 
6O  days    to    establish    neu   discovery    timetable    &    denial    of   NH(. 
motion    far     intervenor     dismissal 
HALL1GAN,  T.  J.        Ci  t  i  lens   Again*  t    Nirtluar    Dangers.        77/10/24.        5pp. 


7913190056    Requests    to    make    limited    a p pea  ran 
p  rehear  ing. 
C3ALA.O.P.        Affiliation   Unknown          79/11/1') 


:e    statement    at    licensing 


— 79121B005B    Requests    to    make    limited    appearance    statement    at    lice 
MITCHELL. R         Af  f  i  1  i  atl  on    Unk  noum.        79/11/13          lp. 

7912060475    Requests    to    make    limited    appearance    statement    at    licens 
hoar  Ings. 
FULASKI.L.  J         Affiliation   Unknown.        7W11/19.         lp. 


791211l>ZVi4  Discusses   NHC    plans    to    usa    generic    analyses    to    develop    early 
verification  program   to   resolve   ATWS    issue   for   PURs  t,   BWRs. 
Bucceta    at    program   depends    on    industry   response.  Supports 
formation    of   owners    groups    to   provide    necessary    info. 
DEMTDMiH.R.       Office    of  Nuclear   Reactor   Regulation.       79/JQ/17.       3pp. 

7912050520  Forwards    request    far   add!    info    for    completion   of   OL 
appl I  cation. Includes    question    originated    by   URNL. 
P.Win,  O.  D.  Light    Water    Reactors    Branch    3.        79/11/33.        31pp. 

7913060563  Forwards    proposed    Revision   2   to   Reg    Guide    1.97. 

"Instrumentation    For   Light   Water   Cooled    Nuclear   Pouier   Plants 
to    ASS.BIB   Plant   t  Environs   Conditions   During    !.  Following. 
Accident."    lvalue    Impact    statement. 

VAFOA.S.fi.  Assistant    Director    for    Light    Water    Reactors.        79/11/23. 

3pp. 

— 791BOAQS&9  Draft    1    of   Revision    3    to   Reg    Guide    1.97.     "Instrumentation 
For    Light-Uater-Cooled   Nuclear   Power   Plants    to   Asseoa    Plant 
b  Environs  Conditions   During    &  Following   Accident.  "    Draft   '3 
of    AN3-4.  5   encl. 
*      Office    of   Standards    Development.        79/10/15.        S5pp. 

791337O17B   Notification    of    791314   meeting    ui/appl  i  cants    to    discuss 
propusad    Revision   2    ta  flog   Guide    1.97,     "Instrumentation    For 
Light    Water   Cooled    Nuclear   Plants    to   Assess   Plant   t.  Environs 
Conditions    During   it  Following    Accident    " 
KINTNEFTL.L.  Light    Hater    P.B3ctnrB    Branch     1.        79/11/19.        lp, 

7912280319  Advises    of    recently    amended    NliC   regulations    implementing" 
eiifttitig   authority    to    require    ontite    ofc    space  !<    immediate 
facility    acCHss.  Requests    addl    ofc    space.  FH    notice    dtd    790B16 

enc  1 . 

BTELLOiV.  Region    1.     Philadelphia.     Office    of    the    Director. 

79/1  1/3B.        4pp. 


7912170095    Response    to    ASLB   791O30    order     !.    mEmorandum,  Renuests    issuanct 
of   pratpctive    order    to   relieve    burden   on    iittervenors   & 
certification    of   questions    re    itti  1    aou^B    o*    discovery. 
Certificate   of    Bvc    end. 

KEPFORDiC.       Environmental   Coalition    on    Nuclear    Power.       79/11/19. 
14pp. 

7712Q&0470    Requests    to    make    appearance    statement    at    licensing 
hearlnga. 
THQM,  H.  T.        Affiliation    Unknown          79/11/20          lp. 

79121B0314    Requests    to    make    limited    appearance    statement    at    licensing 
prehearing. 
EPALLONE,  K.  .     BPALLONE,  f)         Affiliation   Unknown.        79/11/26.        lp. 

7912190129    Forwards    eitr.i    copies     Qif    MUFJEG-O322,  draft   NUREQ-O5Q4,  NUREG/ 
CR-Q<136i  O573   t,    05*)7    Environ   Coalition    on    Nitclear    Power    uill 
be    added     to   mailing     list    fur    proposed    rules    Si    monthly    title 
list. 
CUTCHIN,  J    H.        Hearing     QrancJi     3.        79/ll/M.        3pp. 

7913110161     Requests    to    make    limited     appc.irotic  e    atateraent    at    licenoing 
pretiaari  lit) 
SHULTZ.Q.R.,     BHULT2.  L    D         Affiliation   ynkimuin.        79/11/a?         t!pp 

7912130346    ATIBIUBT     in    Qppnsitxon     to     interverinr    Environ   Coalition    on 
Nuclear    Power    motion    for   protective    uvder.  contained    iti 
response    to    ABLQ    79 10110   mEmorn-ridum.    ?<    order.  Urc|os    rejection, 
per    roasons    set    forth     in    order    Certificate    of    Bvc    encl. 
BILBERGi  J.  E.       Pennsylvania   Power    t,    Light   Cn         79/11/37,       3pp. 

7912140539   Notifies    that    final    EIS    uull    not    he    puflliohed   until    Apr 
1980. 
RCIS.E.  J.        Hearififl    Uranch    3          79/12/05          1  |i 


71?iaiBOOoa  Forwards    supplemental    liydrologic    enginBerinfl    questions    ro 
Pontf    Htll    Reservoir    evaluation. 
BIV1N3.W.  S,  Hydrologg    Mofcoorolooy    Dranch.        79/11/30.        2pp. 

7T1220O649  Forwards   request    For    nddl    info    needeii    to    prepare    draft 
onvii-on   statement   re   Pond    Hill    resBrvoir. 
SELLS,  D.  E.  Environmental    Projects    Branch    2.       79/12/03.       13pp. 

79I22BQ597   Forwards   request    for   addl    info    ra    instrumentation    &  control 
?y4     to   complete    DL   review. 
PABR.D.D.  Lioht    Water    Reactors    I!i-anch    3.        79/12/11.        fipp. 

79iaa7O345   Foruards    response    to    NRC    791305   request    for    addl     info   ra 
Pnnd    Hill    reservoir  Oversiie    drawings   available    in  Central 
Tiles    nnlij. 
CURTIS,  NrlJ.        Pennsylvania    Power    I,   Light    Co.        79/12/17.         13pp. 


7912100173    flospoitso     to    Intorvonnr    Envirnti   Cn.Jlition    on    Nuclear   Pouinr 
791J19  request    for    protective    order   It   certification   of 
o.uestlon5.  All     requests    should     tie    denied    fur    lack    of    evidence 
of    bias    Certificate    of    iivc     one  I. 
REI5.E.J         Ha-anni)    Branch    ^         79/13/05.        <?pp 

79121B0201    Responds    to    ASLB   7'HO30    memorandum   «.    order    on    discnvei-y 
motions    roquenting    p-ermissiniv    to     b-orrouj   doc  time ncs    from   PI3K 
Necessary     actions    unuld    iiol    tin    ap  pT-0(ir  iflt  P    Dtlier    stops    have 
been    taken    to    make    info   .ivail.iblp    to    l  ntpr  venors. 
RC1S.E.J.        Hoaring    Branch    3          79/13/05.        3pp. 

7112190157    Responds     to    79073]     1  tr    re    continu  i  i>t|     const    of    facility 
DoFare   releases    of    radioactive     liquids,   irop.ict    uii  1 1    be 
evaluated     &    review   mude    available     to    puhlic. 
VAHGA.  3.  A.  Assistant    Director     fur    Light    Water    fleactors.        79/12/Oli 


C.     Utility   Environmental    Report    tEU).     amends    &   correspondence 

791Z19Q777  Forwards   updated    d  iati- 1  but  ion    Hot    for    environ    ropfc   suppln 
amend  a    for    facility. 
DUNCAN.  H.  Environmental    Projects    Branch   S.       79/13/O&.       Spp. 


791217O262    Order    denying     inlervenov    Environ    Coalition    on   Nuclear    Pouier 
791119   requests    for    protective    order    !<    for    ret  ons  ideration 
of    ASLD    79103D   meroorardum   S.    urdiir    No   frasia     for    certification 
shoun.  Ansuiert     to    diacovovy    requests    dun   HOUliU 

DECHHDEFER.C.        Atomic    Safety     arid    LicsnBing    lioard    Panel.        79^12/06. 
9pp. 


F.     Seturitg.    medical,     emergency    Ei    fire    protection    plans 

791204Q471    Forwards    info   re   upgraded    emergency    plans    to    plants   under 
con-it    6  DL   review.  App  1  i  cants    required    to   make   certain 
erneroenci)   arrangements   in/state   ft    local    organi  lations    It 
submit    emergency    plans    per   Rag    Guide    1.101. 
VABBALLOiD.  G,         Division    of   Project   Management.       79/11/31.       ipp. 


791237009&    rlpposua    eitension    to    E}0 (lit  13    Pur     interveimr    Environ    Coalition 
on  Nuclear    Pouier    to    respond    to    applicant    disco-very   requests, 
Hill    cause    risk    of    delays    in    hearing    schedule. Outline    oF 
discovery     history    &   Certificate    af    bvc     entl. 
EILHERQ.J.E.        Shau,     Pittinan.     TnttG    i<   Troubridqfl.        79/1S/14.        5pp. 
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7913310014    Notifies    that    IE    completed    Insp    of   MH   Creasy    allegations    re 
QA    def  icioncles    &    founb    no-    sub  a  tanti  ating     BVldenca.  Ma  tier 
ruled  not    be   eiamined    in  OL   procedure. 
CUTCHIN,J.M.        Hearing    "ranch    3         79/13/17.        -1pp. 


7912050382   Far-mania    IE   Bulletin    79-36.     "Baron    Loss    From   BUR   Control 
Blades."    No   response    required. 

ORIER.D.H.  Region    1.    Philadelphia,    Office    of    the   Director, 

79/11/20.       Ip. 


— 79t22IOOt<7   Forwards     IE    Insp    flepts    50-337/79-06   t.   50-33B/79-05    on 
790221-33   &    0337-0302.  No    none ump 1 iance    noted. 

CAHLSOM.R.  T.  Region    1,    Philadelphia,     Reactor  Construction   & 

Engineering    Support    Branch.        79/12/07.        2pp. 

— 79-123100-34    IE    Inap    Rapts    50-3B7/79-Q6   E<    SO-3BB/75--05    on    790221-23 
6   O227-0302.  No    noncamp  1  i  ance    noted. Major    areas    in-ipectod: 
allegations    ra   Oft   program  made    during   790129-31    preheating 
conference. 

OALLO.R.M.j     SMITH,  H,  H.  Region    1.     Philadelphia.     Office    of     the 

Director.      MCQAUGHY,  R.  U.  Region    1>    Philadelphia.    Reactor 

Construction   &  Engineerino   Support    Dranch,       79/12/O7.       llpp. 

K.     Utility    Final    Safety    Analysis    Report    <FSAf»>    &    anendi 

791212Q3B4    Forward*    Revision     13    to    FEAR, submi ttod    ai    Amend     IB   to   OL 
application, 
CURTIS.,H.  W.      Pennsylvania    Payer   t.  Light   Co.       79/12/12.       2pp, 

— 79131H03B7  Hevision    13   t-o    FSAR. subrai tied    as   Amend    IB   to   DL  application. 
»      Pennsylvania    Pouer   £    Light    Co.        79/12/13.        4Q0pp. 

P.     Operating    license    stage    documents   b    correspond  ence 

7912140057   Notification   of    771312  meeting    u/util    d  Pacific    Northwest 
Labs   to    discuss   NRC    confirmatory    piping    analysis 
PARR.Q.  D.  Light    Water    Reactors    Branch    3,        79/12/03.        2pp, 

Q.     Inspection  reports.     IE  Bullet  inn    &   correspondence 

791B06Q194    Forwards    IE    Insp    Repts    50-387/79-36   &    30-3BB/79-14    on 
79Q730-OB31.  No    noncompl  lance    noted, 

CARLBDN.R.T,  Region    1,    Philadelphia,    iRe-aclor  Cons  true  tion   & 

Engineering    Support    Dranch.       79/10/12.       2pp. 

— 7913060200    IE    Insp   Repts    30-387/79-26-   S.    50-388/79-14    nn    790730-OB31.  No 
noncompUnnce    noted, Major   areas    inspected : RCPB, insta llation 
&  storage   at    safety-re  la  ted   components  &    reactor    pressure 
vessel    reclrc  ulat  I  on    By  5    moil. 

OALLO.Jt.M.  Region    1.    Philadelphia,     Office    af    the    Director. 

MCOAUGIIV,  H.  H  Rug  ion     1,     Philadelphia.     Reactor    Construction    It 

Engineering   Support   Branch,       79/10/11.        13pp. 

79120-50331    Forwards    IE    Insp    Kept    SO- 3B7/79-27  on   790926-28.  No 
numcoMp  1  lance   noted. 

BRUWNEB.  E.  J,  Region    1,     Philadelphia,    Reactor   Construction   & 

Engineering   Support    Branch.       79/ 10/34.       2pp. 

— 7913030341    IE    Insp  Re-pb  50-3S7/79-27    on   790936-28,  ND   nancompl  iartce 
noted.  Major   aroas    1  nspec  tad;  prapperatiptia  I    test   programi 
•nBrgencij    atanitby    power    ii)s  &    follouup    on  previoui    Imp 
i  tens. 

KICHflLAS.  H.  H.  ,    CArHTDN.D.L.  Region    1,     Philadelphia,     Dtfiteof 

the    Director.        79/1O/22,        7pp. 

7912140273    Responds    to    IE   Bulletin    79-14.     "Seismic    Analysis    for 
As'Bullt    BaPetfl'FlBlated  Piping    Sijs.  "    Considers    it 
inappropriate    to   p or  Form    insp   required    on    sys    still    under 
canst. 
CURT1S.N.  U.       PHtnnsvlvanla  Power   !.   Light    Co.       79/11/02.       Ip, 


7913360332   Ack    receipt    of    791102    1  tr     informing    NflC    of    »t«p«    tafcnn    to 
torrect   violations   noted    in    IE    Insp    Repts    90-3B7/79-S3  tc 
30-3B8/79-13. 

ORIER.n.H.  fieoion    1.     Philadelphia,     Office    oC    the    DirBCtof. 

79/11/23.        Ip. 

— 7912S60333  Responds    to   NRC   791O12    Itr    re    violations   notad    in    IE   Imp 
ReptB   SO-3B7/79-25  t.   SO-38B/79-13.  Corroctive   actions; 
regrading    batch   plant   uash    down   area   &   rerouting    effluent* 
to   -tontralled    pathway    where    treated, 
CURTIS, N.W.       Pennaylvania   Pauer    t.   Light    Co.       79/11/02,      iff. 

— 79122A0335  Foriuards    IE    Inap    Ropts    50-3B7/79-29  tt   50-3BB/79-13  on 
790806-08  6  notice   of   violation, 

SMITH.  0.  H.  Region    1.    Philadelphia.    Fuel    Facility   &  Hiterlali 

Safety   Branch.       79/10/12.       3pp. 

— -7913BA0337  Notice   of   violation    from    insp    on   790B06-OB. 

»          Region    1,     Philadelphia,    Office    of    the    Director.       79/09/21. 
Ip. 

— 7912240339    IE    Insp    Repta    SO-387/79-25   fc    30-3QQ/79-13    on   790906-08. 
Noncomp lianca    noted: fai lure    to    follow   procedures   re    dusting 
Ei  failure    to   control    erosion/sedimentation. 

SHANBflKY,  M.  «,  ,     BORES,  R.  0.  ,    TERC,  N.  M.  Region    It    Phi  lade  1  phla. 

Office    of    the   Director.       79/09/21.       7pp. 

79120605B6  Foriuards    IE  Circular   79-24,     "Proper    Installation  t  Calibr  of 
Core   Spray   Pipe    Great    Detection   Equipment    on   OUHa. "   No 
response   requirad, 

GRIEn.D.K.  Region    1.    Philadelphia.    Office    of    the   Director. 

79/11/26.       Ip. 

7912110077  Forwards    IE  Circular   79-23,     "Motor   Starter*   b  Contactors 
Failed    to   Operate,"   Mo   response    required. 

GfMERiE.H.  Region    1,    Philadelphia.    Office    of    the   Director. 

79/11/26.       Ip. 

7912190069  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  tt  Control  Pomer  Bys  Qua  During  Operation.  " 
tta  written  raapansB  required. 

ORIER.n.H.  Region    1,    Philadelphia,    Office    of    the   Director, 

79/11/30.       Ip. 

791231O24B  Foriuards    IE   Info   Notice   79-30,     "Haportino    of   Defects   t, 
HancompliancBH,  1QCFRS1.  "    No   action   required. 

ORIER.D.H.  Raglan    1,    Philadelphia,    Office    of    the   Dlractor. 

79/12/Ot.       1pp. 

7912190763  Foriuards    IE  Bulletin  79-2B,     "Possible   Malfunction    tot  Namco 
Model    EA1EO  Limit   Switch  us   at   Elevated    Temps,"   Written 
response  required. 

ORIER.u.H.  Region    1.    Philadelphia,    Office    of    the   Director. 

79/12/07.       Jp. 

79122H0230  Foruiard  s    IE    Info  Notica   79-31,     "Use    of    Incorrttt  Amplifild 
Response   Spectra."   No   written  response    required. 
ORIER.D.H.  Region    1,    Philadelphia.    Office    of    the   Director. 

79/13/13,       Ip. 

S,     Rcportah le   occurrences,    LERfi   d  related    correspondence 


791B050051    Forwards    IE   Circular  79-23,     "Stroke   Times    for   Pauier  Oper-ated 
R«lieS  Vjlves.  "    No  response    required. 

CRIER,  B.H.  Rpgior    1,    Philadelphia.    Office    of    the   Director. 

79/11/16.       Ip. 

7912030893   ForwariJB    IE    Info  Motico   79-27,     "Steam  Oenarator   Tube 
Ruptures   at  Tiuo    PWR  Plants."   No    response  required. 
ORIER,  B.  H.  Region    1,     Philadelphia,     OPflcii    of    the    Director. 

79/11/16.        Ip. 

7912100145  Forwards   IE  Info  Notica  79-SB,    "Overloading  of  Structural 

£l*mentv    Due   to   Pipe  Support   LoaiFs.  "   Mo   response   required. 

CRIER,  B.H.  Region  I.    Philadelphia,    Office    of    the   Director. 

79/11/16-       Ip. 


7912130335  Ack    receipt   of   791011    interim   rept   re    potential 
dtf  ic  lencg    in  Atnphenol    connectors   h  Cutler   Ha  mm  or   £-30 
lultches. 

CARLBON.R.T.  Region    li    Philadelphia,    Reactor   Conitruetlon  A 

Engineering    Support   Branch.       79/1O/22,       43pp. 

— 7912130347   Interim  deficiency    rept   re   Amphenol    connectors   t<  Cutlrr 
Hammer   E-30  suiitches.  Evaluation   of    faulty    switch    mich»nl»m» 
will    be    submitted    subsequent    to  OE  h  uechtel    evaluationi. 
CURTIS,  N.W,       Pennsylvania   Pouier    h  Light   CD.       79/10/11.      Epp. 

7912D4O391   Foriuards    final    deficiency   rept    re    connector   pin   crimping 
difeefci   on  control    panal    Insert. 
CURTIBiN.W.       Pennsylvania    Power   d  Light  Co.       77/11/23.      2pp. 


7912110461   Forwards    IE    Info   Notice   79-Z9,     "Loss   of   Nonsafetg-Relattfd 
R«actor  Coolant   Sys    Instrumentation  Durlnn   Operation."   Mo 
specific   action    or  rsaponie    required. 

GRIER,  B.H.  Regilan    1,    Philadelphia.    Office    of    the   Director. 

79/11/19.       Ip. 


—7912040333  Final    deficlincu    rept   r«    panel    inserts   wiring   &   devlct 
damage,  Caused    by   manufacturing    personnel    error   tt   crimping 
tool   malfunction  resulting    from    inadequate   QA.  Connector   pint 
repaired, reworked   &   tested. 

8IBE8TA.J.  ,    HOLLIN09HAW,  H,       Bechtel    Power   Corp.     (subs,     of   Btthtll 
Corp.).       77/10/30.       40pp. 
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7    Intvrin  deficiency   rept  re   violation   of    separation   criteria 
b    kV   mitchgear.  Problem  may    be    generic.  Fol  louup    reft 

aial, 

N.W.       Pennsylvania  Power  &  Light   Co.       77/11/27.       2-pp. 

6    Interim  deficiency    rapt   re   violation   of    separation    criteria 

6    kV   switchsear.  Caused    by    Failure    to    delineate    or 

rat l    separation  requirements   re    project    specs 

ng    vindor  wiring.  Problem  under   review. 

M.H.       Pennsylvania   Power   &  Light   Co.       79/11/29.       3pp. 


F.     Securityi     medical,     emergency    fc     Fire    protection   plans 

7912040471    Forwards    info    re    upgraded    emergency    plans    to    plants    undei 
const    &   QL    review.  Appl  icants    required     to    make    certain 
emergency   arrangements    u/state   A    local    or gani lations   & 
submit   emergency    plan!    per  nag   Guide    I.  1O1. 
VASaALLO.  D.  B.  Division    of   Project    Management.        79/11/21.        6pp. 


0,     Ad  judicature    correspondence 


5    Interim  daficiency    rept   re   cable   pulling    acti  vit  lea.  Reques-tji 

DTI    until   800301    to    File    final    definitive   rept. 

M.  H.       Pennsylvania   Power   It  Light   Co.       79/12/10.       2pp. 

B   Foruirdi    final    deficiency   rent    re    Insulation    damage    to 
£n    Control    Roan   Inserts   7SC   t  73C    which   are   part   of 
standby   diesel    generator    controls.  OE   evaluation 

N.U.       Pennsylvania   Power   &  Light  Co.       79/12/17.       lp. 


791SO50307   Requests    portions    oF    past    ASLD    orilers    restricting    intervonor 
discovery    access  •  ached  using    of    prehearing    conference   uiithin 
fit)    days    to    establish    neu    discovery     timetable   t.    denial    OF    NRC 
motion    for    intervarior    dismissal. 
HALLIGAN.T.  J.       Citizens    Against    Nuclear    Dangers.      79/1O/24.      3pp. 

7912180056  Requests   to   make    limited   appearance    statement   at    licensing 
prnhearing. 
CBALA.G.P.        Affiliation    Unknown.        79/11/14.        lp. 


3QB   Final    deficiency   rept  re    insulation   damage    to   wiring    In 
ol    room   Inserts   72C  &   73C  which    are    part   of    offsite 
by    diets!    generator    control*. Caused   by   uire   routing 
•  tael    barrier   severing    conductor    insulation. 
nniiflvania   Pounr   Ic  Light  Co.       79/12/17.       3pp. 


-398  BUSQUEHANNA  STEAK  ELECTRIC   STATION.    UNIT  S 
»U on/construction    stags   documents   &   correspondence 


1    Forwards  NRC    position    on    status    t,  applicability    to   pending 
Je»tlan«   of  results    of   TMI    follauup    actions.  Qutl inns 
ort-turn  actions    to   be    taken. 
D.0.  B.         Division   of  Project  Management.       79/O9/H7.       41pp. 

4    Discusses  NRC   plans    to   use   generic    analyses    to   develop    early 
ntion  program   to  resolve   ATMS   Issue    for  PWRs    ti   BWRo, 

of    program  depends    on    industry   response. Supports 
on    of   nun  era    groups    to    provide  necessary.    Info, 
H.Ft.       Office    of  Nuclear   Reactor  Regulation.       79/1O/17.       3pp. 


D   Forwards   request    for  addl    info    for    completion   of    DL 

tlon.  Includes    question   originated    by    OFINL. 

D.  Light  Uater   Reactors   Branch    3.       79/11/23.       31pp. 


3   Forward i   proposed   Revision   2   to   Reg    Quido    1.97, 

mentation   for  Light  Us tor  Gaoled    Nuclear   Power    Plants 

*i    Plant  &  Environs  Conditions   During   &  Following 

t.  "   b  value   Impact  statement. 

.A.  Militant   Director    for   Light  Uater  Reactors.       79/11/23. 


B   A-dvtias   of   recently    amended   HflC    regulations    implementing 
g    authority    to   require    onsite   ofc    space   Ic   Immediate 
U    ft  efts.  Requests   addl    ofc    spaci.  FR   notice   dtd    79OS16 


—  791S1800Sa   Requests    tn   make    limited    appearance    statement   at   licensing 
pr  eh  ear  ing  , 
MITCHELL.  R.        Aff  i  1  iation   Unknown.        79/11/13.        lp. 

7912060475   Requests    to    make    limited    appearance    statement    at    licensing 
hearings. 
PULAfiKI.L.J.       Affiliation  Unknown.       79/11/19.       lp. 

7912170095   Response    to    ABLD    791030    order    ft    memorandum,  Requests    issuance 
of    protective   order    to   relieve    burden   on    intervenors   & 
cortiification   of    questions   re    iftil    abuse    of    discovery. 
Certificate    of  Svc   encl. 

KEPFCRD.C.       Environmental   Coalition    on  Unclear   Pnuier.       79/11/19. 
11pp. 

7912060470   Requests    to    make   appearance    statement    at    licensing 

hearings. 

THOM.H.T.       Affiliation   Unknown.       79/11/20.       lp. 

7912180314   Requests    tn    mak*    limited    appearance    statement    at    licensing 
pr  ehearing. 

.,     SPALLQNEi  n.        ftf  fi  1  iat  i  an   Unknown.        79/ll/2fi.        lp. 


Region    1>    Philadelphia,    Office    of   the   Director. 
4pp. 


7912190139  Forwards   extra    copies    of  NUREO-O332,  ilraf  t   NUREG-O5£)4,  NUHEQ/ 
CR-0456,  0373   ti    O597.  Env  i  ron   Coalition    on    Nuclear   Pooler   will 
ti-e    added    t-o    mailing     list    foi'    propoaffd    rules    Jimunthlij    title 
list. 
Cl/TCHIN,  J.  tt.       Hearing    Branch    3.       79/11/H6.       'Jfp. 

791H1101il   Requests   to   maTiB    limited    appeihrance   statement   at    licensinfl 
prehearlng. 
SKULTZ.O.fl.  ,    SHULTZ.L.D.       Afftk  iat  ton   Unknown.       79/  1  1  137.       Spp. 

791213024i  Ansuer     in   opposition    to    inlervanor   Environ    Coalition   on 
Nuclear  Po-uicr  motion   for    protoctive    Drilefi  contained    in 
response    to    AELQ   79103O    memorandum   &    order.  Urges    rejection. 
per   reasons    set    forth    in   order.  Certificate    of  Bve    encl. 
eiLBERO.  J.  E.       Pennsylvania  Pouor    ti  Light    Co.       79/11/27.       3pp. 


9   Foruirds   supplemental    hu,drolaglc    engineering    questions   re 

11    Reaervoir   evaluation. 

H.  B-  Hydrology   Meteorology    Branch.       79/11/30.       2pp. 


7913140539  Notifies    that    final    EI8  mill    not    bo  publiohed    until   Apr 
19QO. 

,  E.  J.       Hearing   Branch   3.       79/12/05.        lp. 


I  Forward*   request   for    addl    Info   needed    to   prepare    draft 
•  tatanent  r«  Pond   Hill   reservoir. 

.  E.  Environmental    Projects   Branch   2.       79/12/05.       3pp. 

7   Forward*   request    for   addl    Info   re    instrumentation  t.   control 

conflate  OL  revieu. 

D.  Light  Water  Reactor*  Branch   3.       79/12/11.       Spp. 

B    Forwards   response    to   NRC   791309   request   for  addl    info   re 

II  T pservolr. Dversiie    drawings   available    in  Central 
nlif . 

W.  M.      Pennsylvania  Pouier  S.  Lloht  Co.      79/1S/17.       13pp. 

H    Environmental   Report    (ER>>    amends  &  correspondencB 

7   Forwards    updated   distribution    list    for    environ   rept    sup  pis   !> 

for    facility. 

M.  Environmental    Projects  Branch    S.      79/12/06.       5pp. 


791H1B0173  Response   to    intervenor   Environ   Coalition    on   Nuclear  Power 
791119  request    For   protective   order    &   certification    of 
questions.  All    requests    should    be    denied    for   lack    of    evidence 
of    bias.  Cortif  icate    of    Svc    encl. 
REIS.  E.  J.       Hearing   Brand!   3.       79/13/05.       9pp. 

79iaiBOa01    Responds    to   ASLB   77ID3O   memorandum   fc    order    on    discovery 
motions   requesting   permission    to    barrow   documents    from  PDIt. 
KaCBtsary    actions  would    not    be    appropriate. Other   steps    have 
baen    taken    to  maVe    info    available    to    Intcrwonors. 
REIS,  E.  J.        Hearing    Branch   3.        79/13/-09.        2pp. 

7912190157   Responds   to  79O731    Itr    re    continuing    const    of    facility, 
ftefore  releases    of   radioactive    I iquids- impact   will    bo 
evaluated    b  review  made    available    ttj    public. 

VAROA,  9.  A.  Assistant    Director    fcr   Light   Mater  Reactors.      79/13/09. 

3pp. 

791217OH62  Drdor    denying    intervenor   Environ  Coalition    on   Nuclear  Pouier 
791119  requests    for    protective    order   &   for   reconst Jurat  inn 
of  A8L.D  791O30   rnemorandum  ti    order, No    basis    for  certification 
shown. Answers    to   discovery    requests    due    BOQ113. 

PECHHOEFEtl,  C.       Atonic    Safetil   and  Licencing   Board   Panol,       79/lS/Of>. 
9pp. 
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79I2270096    Opposes     oTtLMiimn    to    BOtJIIU    fur     intorvenor   Environ    Coaliti 
an    Nuclear    POUOT     to    r  r-  s.  \i  c  n  a     tt,    applicant     discovery    requests. 
Mill     cause    risk     of    otlaiji     in    hearing    &xheitule    Outline    of 
discoverij    history    !•    C  er  t  1  I1  1  tate    of   bvc-    encl 
SILDERG.JE         Shau.     Pittmdrt.     Pofts!.     Irouliridne         77/1^/14         5pp. 

7912210014   Notifies    that    IE    co.tipjetud     insp     of    MK    Creasy    allegations    r 
QA    deficiencies    !•    Found    nr,    •.u&'stant  i  at  ing     evidence.  Ma  tter 
need    not    be    Biaminoi)     IN    UL    procedury 
CUTCH1N.  J   M         Hearing    Branch    3         79/I2/17         4pp. 


7912260332   Atk    receipt    of    791102    Itr     informing    NRC    of    steps    taken   to 
correct   violations    notod     in    IE    Insp    Repts    50-3B7/79-29   & 
50-3B8/79-13 

GRIER.B.H.  Region    I.     Philadelphia,     Office    of    the    Director. 

79/11/23.        If. 

—  7912260333   Responds    to    NflC    791013    Itr    re    violations    noted     in    IE   ]n»p 
Repts    50-3B7/77-35   !<    50-383/79-13.  Corret tive    actions: 
rosjrading    batch    plant   uiasti    down    area   &   rerouting    effluents 
to    controlled    pathway    inhere    treated. 
CURTIS,  N.  W.       Pennsylvania    Pouer    !.   Light  Co.       79/11/03,       3pp. 


--791221Q019   Forwards     !E    Insp    Repts    50-387/79-04    t-    50-360/79-05    on 
77QZ21-23   >..    0227-Q302.  Mo    nimcomp  1  i  anco    noted. 

CARLSON.  Fl   T.  Rp-flion     1.     Pt!  I  lad  e  Iph  la.     Reactor    Construction    t< 

Engineering    Support'  Branch.        79/1S/O7.        2pp. 

— 791221GO24    IE     Insp    Rcpis    bO-3E37/79-Ot.   t   50-3BB/79-Q5    nn    790221-23 
I.   0337-0302.  Mo    none  amp  1 J  ance   noted    Major   areas    inspected: 
allegations    re    Oil    program   made    during    790129-31    preparing 
conference 

OALLQ.R.H.     SMITH.  0.  H  Heqiun    1,     Ph  I  laoelphia.     Office    of    the 

Di  ret  tor.        MCGAUGHY,  R    W.  Region    IP     :Philadolphia,     Reactor 

Construction    S.   Engineering    Support    Branch.        79/12/07.        Hpp. 

K      Utility    Final    Safety    Analysis    Report     CFBA.R1    t.    amends 


-7912360335   Forwards    IE.    Insp    Repts    50-387/79-95   &    90-3BB/79-13   on 
7908Q&-OH    E.   notice    Df    violation. 

SMITH.  Q.H.  Region     1.     Philadelphia.     Fuel    Facility    &   Materials 

Safety    Branch.        79/10/13.        3pp. 

-7912E6O337   Notice    of    violation    from    insp    on    79QB06-QB. 

»  Region    1,     Philadelphia,     Office    of    the    Director.       79/09/31. 

IP 

-7913560339    IE    Insp    Repts    50-3B7/79-29   &    50-383/79-13   on   79OaO4-CB. 
Noncomplianco   noted:  fa i lure    to    follou   procedures   re   dusting 
t<    failure    to    control    erosion/sedimentation. 

SMANBAHY,  M.  H.  .     DCRE8.R.J.,     TenC,  N.  M.  Region    1,     Philadelphia- 

Office    of    the    Director.        79/09/H1.        7pp. 


791212Q3B-1    Koruards    [Ipvismn    13    to    FSAR.  suftmi  tt  Jd    as    rtmend    IB    to    DL 
appl  ica  t  ion. 
CURTIS,  N.  H         Pennsylvania    Puuer    !,    Light   Co.        79/12/12.        9pP- 

— 791212Q3B7   ReviiLon     13    to    FSAR,  aubmi tted    as    Amend     IB    to    OL   applicatiun. 
*      Pennsylvania   Power    fc    Light    Cn         79/12/13         100pp. 


Operating    license    stage    documents    !<    cor 


spondonce 


7912HO037   Notification    of    7'?1212    meotlna    ui/util    t   Pacific    Northiuest 
Laba    to    discuss    MRC    c  onf  i  rmatorij    piping   analysis. 
PARR. Q. D.  Light    Water    Reactors    Branch    3.        79/12/O3.        2pp. 

0.      Inspection   reports.      [E    Bulletins    t,    correspondence 

791 3040 194   Foruards    IE    Insji    Repts    5O-3Q7/79-2fc   t-    50-333/79-14    on 
790730-OB31    No    none omp 1  lance    notsd. 

C/HlLSDN,fi.  T  Reginn    1.     Ph  l  lads  iph  la,     Reactor   Construction   t. 

EnginDErina    Bujiporl    Hranrh          79/10/12         2pp 

— 791306020O    IE     Insp    Kept*     50-307/79-26   !.    50-389/79-14    on    79Q73Q-QB31.  Nu 
noncompl  ianc  e-    no  ted.  Ma  j  or    ar  eas     in  spec  tad:  HCPB.  ins  tal  1  at  ion 
i   storage   of    safety-related    components    &  reactor   proaauro 
vessel    rec  i  re  ula  t.i  on    sija    mod 

OALLO.  R.  M  ReHion    1(     F=h  i  1  ade  1  p  h  ia.    Office    of    the-   Director, 

m;GAUCHY<  R.  U  Region    1.     Philadelphia,    Reactor   Construction  !< 

Enoineering    Support    Branch         79/1O/11.         12pp, 

791214O27S   Responds    to    IE    Bulletin    79-14,     "Seismic    Analysis    for 
As-Built    Safety-fin lated    Piping    5yB    "    Considers    it 
inappropriate    to    ptrfarra    insp    required    on    sya    still    undur 
const 
CUBTIS.N   W         Pennsylvania    1'ouer    I,    Liqht   Co         79/11/03.         lp. 

7912050051    Fornrards    IE    Circular    79-2S,     "Strnke    TimeH    for    Comer    OperatBd 
Relief    Valves."    Mo    response    reo.uireil 

GRIER.D.H.  Region    1.     Ph  u  ladolpfi  i  a,     Office    of    the    Director. 

79/11/1A.        lp. 

791203039S   Forwards     IE.    Info    f4otice    79-27,     "atoam    Generator    Tube 
Ruptures   at   Two   PtIR    Plants    "   No    response    required. 
OlilER.B.H.  Region    1.     Pti  i  ladelphia.     Office    of    the    Director. 

79/11/14.        lp. 

7912100145   Forwards    IE  Info    Notice    79-33.     "liver!  oading    of    Structural 

Elements   Due    to   Pipe  Support  Loads.  "   No   response   rcquirei!. 

GR1ER.U.H  Region  1.     Philadelphia.    Office    of   the   Director. 

79/11/14.        lp- 

791211O<161    Forwards    IE    Info    Noticn   79-29,     "Loae    of   Nonsafety-Relotei! 
Reactor    Coolant   Sy s    Ina trumentatl un   During    Operation."    Ma 
specific    action    or    response    required. 

CRIER,  D-H-  Region    1-    Phi  ladolph  la.    Office    of    the   Director. 

79/11/19.       lp. 

7912030383  Forwards    IE  Bulletin    79-36,     1JDoron  Loss   From  DWR  Control 
Blades."   No   response   required. 

ORIER.D.H.  Region    1,    PJi  i  ladelph  la,    Office   of    the   Director. 

79/11/20.       lp. 


7912060586   Forwards    IE  Circular    79-24,     "Proper    Installation   &  Calilr  of 
Core   Spray   Pipe   Break    Detection   Equipment    on   OWRo.  "   No 
responsa    ra quired. 

GRIER.D.M.  Reoion    1,    Ph  i  ladelph  ifli    Office    of    the   Director. 

79/11/26.        lp. 

791211O077   Forwards    IE  Circular   79-23.     "Motor   Starters   &  Contactnrt 
Failed    to  Operate."   No    response    required, 

DRIER, B.H.  Region    1.    Philadelphia,    OCfice    of    the   Director. 

79/11/26.        lp, 

79121900i5  Foruarda  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  !-  Control  Pomer  Sys  DUB  During  Operation." 
No  written  response  required. 

GHIEfl,B.H.  negion    1,     Philadelphia,     Office    of    the    Director. 

77/11/30.        lp. 

79ia3l02'ia  Forwards    IE    Info   Notice    79-30,     "Reporting    of  Dtfects  * 
Nontompliances.  10CFR21.  "    No   action   required. 

GRIER.B.H  Region    I,     Philadelphia,     Office    of    the    Director. 

79/12/06.        4pp. 

79I2190763   Forwards    IE   Bulletin    79-2B,     "Passible    Malfunction    of    hl»o:c 
Model   EA1SO   Limit  Switches    at  Elevated    Temps,  "   Written 
rasf  onse    required. 

GRIER.B.H.  Region    1,     Philadelphia.     Office    of    the   Director. 

79/13/07.       lp. 

7913330330  Forwards    IE    InFa   Notice    79-31,     "Use    of    Incorrect   Amplified 
Response   Spectra,"   No   written   response    required. 
ORIER.D.H.  Region    1.     Philadelphia,    Office    of    the   Director. 

79/13/13.       lp. 

B.     Reportable    occurrences,     LEfis   &   related    correspondence 

7912130335   Ac*    receipt    of    791011     interim    rept    re    potential 
deficiency    In  Amphenol    connectors    &  Cutler   Hammer   E-30 
sui  tches. 

CARLSDN.R.  T.  Region    1.    Philadelphia,    Reactor   ConBtruetiDni  t> 

Engineering    Support    Branch.        79/10/32.        43pp. 

— 7912130347    Interim  deficiency    rept    re   Amphenol    connectors    t    CutUr 
Hammer   E-3O   ouitcheB,  Evaluation    of    faulty    switch   mechanisms, 
uiill    be   submittod    subsequent    to   GE  &  Bechtel    evaluations. 
CURTIS.  N.  W.       Pennsylvania   Power    (.   Light   Co,       79/10/11.       2pn. 

7912040351    Forwards    final    deficiency    rept   re    eonneclor   pin  irinpinj 
dof&cts    on   control    panel     Insert. 
CURTJS,N,  W,       Pennsylvania    Power   tt   Light  Co,       79/11/38.       2pp. 

— 7912010353  Finn!    deficiency    rent    re    panel    inserts   wiring   Si    fievlci 
damage.  Caused    by   manuPac  turing    personnel    error    tt   crimpinn 
tool    malfunction   resulting    From    inadequate   QA  Connector    pins 
repaired,  reworked   &    tested. 

SISESTft.J,  ,    HDLLINQSHAWi  H.       Bechtel    Power   Corp.     (subs,    of    Betht»l 
Corp.  ).        79/10/30.        -JOpp, 

7912O40S07    Interim  deficiency    rept   re   violation   of    separation    crlttrii 
for    4.  li    liV    suiitchgear.  Problem  may    be    generic.  Fol  lowup   rept 
to    follow. 
CUHTISiN.W,        Pennsylvania    Power    !i   Light    Co.        79/J1/2?.       3pp. 
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7912030306    Interim   deficiency    rept    re    violation    of    separation    criteria 
for    4,  1A    W    suitchgear.  Caused    by     failure    to    delineate    or 
iniarporate    separation    requirements    re    project    specs 
gcvarning    vendor    uiri  ng.  Prob  lorn    under    review. 
CURTIS.  H.U.        Pennsylvania    Pouer    !,   Light    Co.        79/11/39.        3pp. 

7912140265    Interim    deficiency    rept    re    cable    pulling    ac ti vl ti es    Requests 
extension    until   300301    to    file    final    definitive    rept. 
CURTIS.  N.  H.       Pennsylvania   Power   &  Light   Co.       79/12/10.       3pp. 

7912270298   Forwards    final    deficiency    rept    re     insulation    damage    to 
wiring     in    Control    Room    Inserts    72C    (,    73C    which    are    part    of 
Qpfslte   stanflbg    dlesol    generator    controls. GE   evaluation 
»nc  1. 
CURTIS,  N.  H.        Pennsylvania    Power    t.    Light    Co.        79/13/17.        lp. 

— 79JS27G30B   Final    deficiency    rept    re    insulation    daroane    to    miring     In 
control    room    Inserts    72C   !,  73C   uhich    are    part    of    offslte 
standby,    dieiel    generator   control  B.  Caused    by    uire   i-outin-g 
over    steel    barrier    severing    conductor    insulation. 
»      Pennsylvania   Power   (.  Light    Co.       79/12/17,       3pp 


DOCKET    SO-3B9   BT.     LUCIE    PLANT,     UNIT    2 

A.     Appl  icatlon/construttion   stage    documents   a   correspondence 

7912110264    Discusses   NRC    plans    to    use    generic    analyses    to   develop    iiarlij 
verlf  iiation    program    to    resolve    ATH8    issue    for    PWRs    &    QWHs. 
Success    of    program   depends    on    industry    response.  Supports 
formation   of    owners   groups    to    provide   necessary    info. 
DENTOM.H.R.        Office    of    Nuclear    Reactor    Regulation,        79/10/17.        3pp. 

F.     Security,    medical,     emergency    6    fire    protection    plans 

7-?JS(M0471    Forwards    info   re   upgraded    Emergency    plans    to   plants    under 
conit   &   CL    reviBiu.  Appl  icants   required    to   make    certain 
emergency    arrangements   in/state   &    local    organizations   it 
(ubtnit    emergency    plans    per   Reg    Guide    1.  101. 
WSaALLO.D,  D.          Division    of   Project   Management.       79/11/21.       App. 

&,     Ad  judlca  tory    correspondence 


M.     Ant  i  trust 


7912110043  Forwards   comments    on   NUREG-OS1  1.  Draft  QE18   reflects 
canEdaui   !<    deliberate   NRC    policy    to    joopardim    public 
health    &   safety    fe   thuiart    objectives    of   NEPA. 

H-EPFORDiC.       Environmental    Coalition    on  Nuclear   Poyur        79/10/24 
33?$. 

79IH140177  Requests   name    i<   affiliation    of    each    individual    visiting    sys 
control    etr    on    791211.  Info    should    be   received    by    791206 
Certificate    of   Qvc    encl. 
BAUEER,  M.  A.       Laiiieniitei  n,  Neuiman.  Re  i  a,  Aielrad    ti   Toll.       79/11/21,       4pp. 

7912270147   Notifies    that    intervenors   will    not    present   testimony    of 
R    Pollard    at    UCB  at   791211    hearing.  Forwards    newspaper 
article    treatina   0   Brldenbaugh    views    ro    safety    implications 
of   poutr    failures,  since   profiling    testimony    infeasible. 
HODEER.M.H.       Hodder.M.H,       79/11/27.       2pp. 

791H27Q15Q  First   set    of    i  nterrogatori  es.  Requests    info   re    sus-uide   power 
failures.  of  fsite    power    fai  lures,  fa  1  lure    to   provide    intertie 
u/OA  Pouar   Corp,  test    results   &   performance   records 
Certificate    of   Bvc    encl. 
UnDDEB,  M.  H.       Hodder/M.  H.       79/11/27.       6pp. 

7913140-062'  Memorandum  l<   order    specifying    Coral    OablBH.FL  as    locatinn 
of   evidentiary    hearing    re    stability    of   applicant    electrical 
grid   &    adequacy    of   plant    emergency    power    supplies. 

D1EHOP.C.J.        Atomic    Safety    and    Licensing    Appeal    Panel.        79/11/29. 
2pp. 


7912200287    Discovery    rept     for     iiitcrvenor    FL     (.it.ie.;     Intensive    ' 
negotiations    conducted    u/uti  1,  DDJ,  NHC    ft    Qrlar.do    Ut  i  1 
Commission.  Sufficient     likelihood    of    settlement    w/Orlando    to 
justify    suspension    of    disLovciy 

JAHLON.R.fi         Florida    Citicg.        .JADLQW,  H    A         Snior 
79/11/20.         lp 


NcDiar 


7912110J45   Answer     to    FL    Cities    7911!*    nat.on    to     lodge    FU1C    79080^ 
opinion   re    whether    to    rondurt    p  roc  eed  mq     under    Abomlc    Energy 
lOS(a)    DOPS    not    oppose     lodging    pel     NRC    79UU23 


Act    Secti 
previous   a 
DEWEV.L.S. 


Antitrust    Divisi 


;3PP 


Operating     license 


79121B0243   Urges    cipedi  1  1  DUS    re 
reactor    sifs    transient    analysi 
RETDAN   enc  t  . 
UHRIG.  R.  E. 


safety 
List     of 


evaluation    of    REFHAN 
intended    uses    of 


Florida    Pouier    P,   Light    Cu.        7'?/l2/O7.        3pu. 
Q^    Inspection    reports,     IE    Bulletins    t,    t  orre  sporidoncB 

7912100260   Forwards    IE    In6p    Hepls    50-333/79-27   &    !)0-:3a9/7'?-17    an 
791002-04.  Na   noncomp  1  ianc  e   noted. 

SUTHERLAND,  J.  T.  Region    2,     Atlanta.     Fuel    Facility    t.   Materials 

Safety    Branch.        79/10/22.        3pp. 

—7913100374     IE    Insp    Repta     50-  33  5/79-27    (-    5Q-3B9/79-17    on    791002-04    No 
noncompl  ionce    noted.  Major    areas    inspec  ted  :  mg  t    cantrols, 
environ  monitoring    stations   t.    analytical    measurements 

Region    2.     Atlanta.     Office    nf    the    Director. 

ia  Atlantfl-  FUEl  faci)it"  *  M3terials  bflfet" 


791S060143   Forwards     IE    Info    Notice    79-12A,      "Attt-mpted    L^maqe    to    Ney 
Fuel    Assemblies."    Nn    specific    action,    or    response    required 
O'REILLY,  J.  P.  Region    3,     Atlanta,     Office    of    the     Director 

79/11/09.        2pp. 

79123102H1    Foruard-a     IE    Inap    Rept    50-3H9/79-  1  •?   on    791  032-S5.  Nu 
none  amp  liance    noted. 

MURPHY,  C.E  Region    2,     Atlanta-     Reac  tor    Construe  tion    fc   Engineer  in 

Support   Branch.       7f/llfOf        ypp 

--7912310263     IE    InBp    Rept     50-3BW79-1-?    an    791033-25.  No    noncamp  I  ianc  e 
noted.  Major    areas    inspected-  ac  t  !  un    or.    provioui;     insp 
Findings,  independent    inap    of    const    activities   t,    inapectnr 
Follnuup    items. 

DURDETTE,  T.E.  Region    1,    Philadelphia,     Office    of    the    Director 

anVANT.J.  C  Region    3,     Atlanta.     Heactor    CanstTi.ctlon    !. 

Engineering    Support    Branch.       79/  1  1/08.        ,lpp 

7912110S37   Responds    to    IE    Bulletin    79-23.  Fa  i  lure    nf    emuroencij    dtesel 
generator    field    e-ciler     trariBformer    precluded    by    absence    uf 
direct    circuit    between    trans  former    S.    generntor    neutral.  FBAN 
re    prooperational    besting    scheduled    for    Mar    19BO. 
UHRIO.fi.  E.        Florida    Power    &   Light    Cu          79/11/13.        lp. 

7913100IB1    Forwards     IE    Info    Notice    79-2H,     "Uverloading     n*   Structural 
Elements    Due     to    Pipe    Support   Loads."    Nn    response    required 
O'REILLV,  J.  P.  Region   2,    Atlanta,     Office    of    the    Diract-or. 

79/  11/16.        I  p. 

7912110561    Forwards     IE    Info    Not  i  to    79-H9,     "Luss    of    Non  iaf  e  ly-Helated 
Heactar   Coolant   BIJE    Instrumentation    Durinn    Operation.  "    No 
specific    action    or    rospons  e1  required. 

O'REILLY,  J.  P.  Region    2.     Atlanta,     Off  ire    of    the    Director 

79/i  1/1A,        2pp. 


Responds    to  791121    request    for    names   &   positions    of   ABLAH 
per-JDnnil    intending    to   visit   applicant    sya    control    ctr    on 
79131  I.  HC    Farrar.RB  Sal»man   t,  UR   Johnson  mill    visit    ctr. 
BISHOP,  C.J,       Atomic    Safety    and    LiCBnsino   Appeal    Panel.       79/12/04. 
Jp. 

75IS130333   Responds    to   NRC   791103    1 fcr   re   violations  noted    in    IE    Insp 

Hlpt    30-3B1/7<}-16.  Corrective    ac  tions:  ini  tiatei)    QC  receipt 
imp. 

UHRIO.R,  E.       Florida   Pouor   «.  Light  Co.       79/11/31.  3pp. 

7919270078  Fleiporne    to    intervenor    interrogatories.  Lists    aua-uide    t> 
offslte    pouHir    disturbances    occurring   uithin    past    10  yrs. 
States    reasoning    for   not    interconnecting    u/GA  Pouer   Co. 
Certificate    of   Bvc    end. 
PEAflSQH,  Q.  F.       Florida   Power    d  Light   Co.       79/IS/Q7.       12pp.- 


Forwards     IE   Circular    7-7-24,      -Proper    Installation   (.   Calibr    of 
Core    Spray   Pipe    Break    Dstectinn    Equipment    on   DWRs.  "   ND 
response  required. 

-Pl  R"3'on    3.     Atlanta.     UFf1Ca    of    the    Diroctor. 

1  p 


79IS110H7  Forwards    IE   Circular    79-23,     "Motor   Starters    &    Contactors 
Failed    to   Operate.  "    No    response    required 
n  'Be  11  i  \j     ID  n-.j  __    n       ...        .  --- 


O'REILLY,  J.P 
79/11/26.        lp 


Region    2.     Atlanta.     OfFi-ce-    of    thu    Director 


7912110193  Acfc    receipt    of    791101    1  tr    in Fornu  ng   me    of    steps    taken   to 
correct    vlnlations    noted    iei    IE    Insp    Rept    5O-3B9/79-11 
MURPHY.C.E.  Region    2,     Atlanta,     Reactor    Construction   &  Ensineerinn 

Support    Branch.        79/11/^6.        lp.  " 


220 


DOCKETED  ITEMS 


— 7913110199   Responds    to    NflC    791013    Itr    re    violations    noted     in    IE    Inap 
Rapt   •50-389/79-14.  Corrective    actions:  u>el  it    rod    near    .base    of 
saFetij    injection    pump    supports   gathered    &  disposed    nf  t  not 
used    in   fabrication 
UHRIO,R.E.        Florida    Pouier    I.   Light    Co.        79/I1/O1         3pp. 

—7913110203   Forward*,    IE    Insp    Rept    50-339/79-14    on    790911-14    fc   notice    til 
violation.  , 

HURPHV.C.E  Region    2,     Atlanta,     Reactor   Construction   Si 

Engineering    Support    Branch.        79/10/12.        2pp. 

— 7912S10-210   Notice    of    violation    From    insp    on   790911-14, 

»          Region   2,    Atlanta-    Office   of    the  Director.       79/10/12,       lp. 

—7912110214    IE    Inap    Rept    5O-3S9/79-M   on    79O911-14.  Noncampl iance    noted: 
control    of    uield    electroilea- 

ECONOrtDS.N.  Rejton   2.     Atlanta.     Office    of    the   Director. 

HERDT,A.R.  Rooion   2,    Atlanta,    Reactor  Construction  & 

Engineering    Support    Branch.        79/10/12.        7pp. 


79l220013fa   Forwards    IE   Circular    79-25.     "Shock    Armstor    Strut    Assembly 
Interference."    No   written    response    required. 
D'REH-LY,  J.  P.  Region    2,     Atlanta,    Office    of    the   Director. 

T9/12/2O.        4pp, 

T.     Hearing    -transcript*    on    non-ant  itrust   matters 


7912210314   Forwards     testimony    of    PW   Baranouisky    in    response    to 
duestion    1    re    station    blackout.  PU  Oaranownky   uill    b» 
available    as   uitncn*   at    hearings   commencing    on  791211. 
aLMSTEAD.H.  J.        Hearing    Branch    4.        79/11/09,        Lp. 

___  791231033-4    Testimony    of    PU    naranoiuskij    i"    ru»pon»e    to    ftSLAB   Question   Bt 
re    station    b  lactout.  Statement    of    professional    qual  iPitationt 

BARANQHSHV.P.H.          Probab  i  11  atic   Analysis    Staff.       79/11/09.       9pp. 

7912200J.01    Transcriflt   of    791311    hearing    in  Coral   Oflb  1  as,  FL.  Pp    1-UH. 
FAHfiAR.M.  .     SAL-ZMAN.R.  4     JQHM3QN,R.        Cummi  mlon.        79/12/11.        143pp. 


7912190447  Forwards  IE  Bulletin  79-27,  "Loss  nf  Man-Class  IE 
Instrumiintation  b  Control  Power  Bus  Bus  D-uring  Operation." 
Ho  written  roaponse  required. 

O'REILLV,  J.P.  Region    2-     Atlanta.     Dffica    of    the    Director. 

79/11/30.        lp. 

77121B0347   Acl    receipt    of    791131     Itr    informing    UHC    of    iteps    talon    to 
correct  violations    noted    in    IE   Insp   Heat    50-389/79-10. 
MURPHY.  C.  E.  nugion   3,    Atlanta.    Reactor   Construction  ft   Eng  iTieerinfl 

Support   Branch.        79/12/05.        lp. 

—7912180357    Forwards    IE    Insp    Rept    5<J-3B7/79-lfl    on   791009-12   6   notice    nf 

violation 

MURPHV.C    E  Region   2.     Atlanta,,     Reactor   Construction    Si 

Engineering   Support  Branch.       79/11/08.       3p». 

— 7912130361    Noiitc    of    violation    fron    insp    on   7910O9-12. 

«          Region  2.    Atlanta,    Office    of   the    Director.       79/10/31.        lp. 

-~79121B03£,7    IE    Insp   Rept    50-389/79-1B   on    791007-12.  Moncorapl  iance    noted: 
failure    to   procure   protective   coating   natla    as   safety- 
related    items   4    failure    to    initiate    nonconf ormance    rapt    t 
pla.cc    discrepant    matl     in    hold    area. 

LEMAHAN.J.J.  Reoion    3,     Atlanta.     HFfiCH    of    ttie    Divectar. 

CCHLDN.T.E.  Reoion   2.     Atlanta,     Fieactqr    Construction   ft 

Engineering  Euppprl    Branch.       79/10/31.       5pp. 


7913310297  Forwards    IE    Info  Notice    79-30.     "Reporting    of  Defects 
Nnncompliances.  IOCFR21.  "    No    action 
D'REILLV.  J,  P.  dHgion    2.     Atlanta. 

5pp. 


Office    of    thH    Director. 


791B20Q033   Forwards    IE  Bulletin  79-213,     "PossiTile  Malfunction  of   Nanico 
rtoilel    EA1HO   Limit   Suitcnss    at   Elevated    TGnpB.  "   Action 
required. 

D'RElLLYj  J.  P.  Region   3.     Atlanta.     Office    of    the    Director, 

79/12/07.        2pp. 

7912310067   Ack    receipt    of    791203    Itr    informing    NRC    of    steps    taken    to 
correct   violations    noted     In    IE    Insp   Hept    50-389/79-20. 
SUTHERLAND,  J.  T.  Region   2,    Atlanta,    Fuel    Facility,   t  Materials 

Bafely    Branch.        79/12/O7.        lp. 

—  7913310072   Re^pands    ta   HRC    791153    Hr    re   violations    nntffd    in    IE    Insp 

Rept   50-389/79-2O.  Corrective    actions  :  qual  if  ierf    pffraon 
assigneil    tc   maintain  daili)    log    when    environ  control    engineer 
not   on    site 
UHR10,R.E.        Florida    Pouer    T,   Light   Co         79/I2/O3.        2pp. 

—  79133I007&   Forward*    IE    Insp    Rep  t    5O-3fl9/39-aO   on    7911OI-02   It   notica    nf 

violation. 

SUTHERLAND.  J.  T.      Region  2.  Atlanta.  F-UEl  Facilitij  I.  Material! 

Safety  Branch.   79/I1/E.3.   2flp. 

—  79I331O08I  Hotice  of  violation  frnm  inap  -on  79)101-08. 

»          Region   2.    Atlanta.    Office   of    tha  DlrectoT.       79/11/23,       lp. 

--  -79123IOOB6    IE  Insp   Rept    50-389/79-30   on  791  101-0?.  Noncampl  lance    noteo: 
Failure   to   maintain   (fatly    log    of    site   survell  lancei  findings 
fe  environ  jirotection  activities. 

CUtmiNGHAM.  A.  L.  Region  2.    Atlanta,    Office   of    the   D  tree  tar. 

JENKINS,  Q.R.  Region    2.     Atlanta.     Fuel    Facility   fc   Materials 

Bafstif   Branch.        79/H/S3.        3pp. 

791S280102  FoTuards    IE   Info   Notice  79-31.    "Uao   o*    Incorract  Aapllf  led 
Response  Spectra.  "   No)  written   respoiise   required. 
O'REILLY.  J-P.  RflniD"   3.    Atlanta,    Office    of   the   Director. 

79/12/13.       Spp. 


79123004.13   Transcript   of  791312   hEarino    In  Coral   Qabl»a>FL.  Pp    143-394. 

FAflRftH.M.  ,     SALZMAN,  R.  .  JDKNSDM.R.       Commission.       79/13/13.       252pp. 

79I3BOOfi23   Tranicript    of  791213   hearing    in  Coral   GablBB.FL.Pp   393-7-M. 

FARRAfl.M.  ,     BALZMAN,  R.  .  JOHNSDN,  Fl.        Commission.        79/12/13.        3619pp. 

7912200SB7    Transcript   of  791 SH    hearing    Jn  Coral    Oablea.FL.  Pp    743-836. 

FfiHRAR.M..     BALZMAHpR.-  JHHNBON.  R,       CommisBion.      79/12/14.       141pp. 


DOCKET    50-390   HATTS   BAR    NUCLEAR    PLANT,    UNIT^l 

A,    AppllcatlDn/constriittioTi    stage   documents   ft  correspondonce 

79IH11O011    Foruiardi    NRC    position   on   status  ti   appl  ieabll  i  tu    to    pandlna 
DL  appHcatinna    of   results    nf   THI    follouup    actions.  Outline* 
addl    short-term   actions    to    ha    taken. 
VA9BALLO,  D.  B.          Division    of   Project  Management.       79/09/H7.       41pp, 

79121102M  Discusses   NRC    plans    to   uon    generic   analuses    to   develnf  «arlij 
verification    program    to    r-asolvo   ATMS   lasun    POT  PURa    fc   BHRs. 
Bucces'a    at    program    iapenos    on    industry   reoponSB.  Bupp  orfct 
formation   nf    owners    groups    to    provide   necassaru    Info. 
CEMTON.H.R.       Office    of   .Nuclear  Reactor  HBoula tlnn.       79/10/17.       3pp. 

79I211QOG5  Forwards    proposod   fieviaion  2    to  Reg    Ouida    1.97, 

"Instrumentation:    for    Light   Uatar  Cooled  Nuclear   Pnuier    Plant* 
to  A«s8*s   Plant   S.  Environs    Conditions    During    !>  Follouiina 
flccldont.  "    Requests    comment.  -.„,.,,-» 

VAHOAi-a.  A.  Assistant    Director   for  Light  Water   Reactors.       79/11/83. 

3pp. 

7912130023  Notification   -of   Q00110  msetlnj  u/util    to   diicu»s    rnporliPB 
levol    of    utll    OA  t-   manager   !•  OA  reviau  of    documSnts. 
SPRAUL,  J.  O.  Quality    Assurance    Branch.       79712/OB.       lp, 

7912370356  Forwards    addl    info  rflqUBitau    in  791029   Itr    re   quail  f  Uatlon 
of   r«alstance    temp    detectors. f laid    connections   &  remote 
bollDiui    sensing    tnntainrnont   prosBurB    transmittera.  Info    to 
be    incorporated    into"   Amend    42    of  F6AR. 
MILLS,  L.  H.        Tennessee    Vallay    Authority.        79/1S/19.        7pj. 

F.     Security,     medical,     emergency    fc   flra   protection   plane 

7912010471   Faruarda    Info    re    upgraded    emergency    plan*    to    plants    undir 
const    t.  OL  review.  Applicants    rDO,uired    to  mote   certain 
HniHrgencu,    arrangemontE   a/state   fc   local    ornaniiation*   tt 
submit   amorgjineu    plans    pErRegSulda    1.  101.  . .  ,„.         , 

VABSALLD.D.  B.          Division    of  Project  Management.       79/11/21.       *pp. 

•0.     Inspection   reports,     IE    Bulletins   t.  correepondance 

7913070036   Forwards    IE    Insp    Repts   5O-390/79-34   b   30-391/79-E9    on 
79071 9-81.  No    noncomplidnte   noted. 

HimPHV.C.E.  Ilcgion   S*     Atlanta,    fiaactor  Conitructlon   &  EnglnMnr,B 

Support    Branch.       79/10/23.       3pp. 

—791207004.7    IE    Insp    Repts    SO-390/79-34  &  30-391/79-39   on  770919-21.  W» 
noncom(ilianc«    noted.  Major  araas    inapectHd:  conditions   adverse 
to   qualltg    reporting    &    impkemantatlon   of  nonconPormance 

TJSreHT.R.W.          NF1C    Regional    Offices.       CAtJTRELL, F.  S.  (Ugiona. 

Atlanta.     Reactor   Construction   t<   Enginetrina   Support   C^a^c^. 
79/1O/19.       3pp. 
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791204-0448   Forward*    auppl    response    to    IE    Bulletins    78-12.  70-I2A   & 
7B-1JH3   re    atypical    weld   matl    In  reactor    prefigure   VBSBO! 
ueldl.  Hestlnghouso   generic    rept    submitted   791029  cavers 
pl»nts.  Final    response    by   BQQ129. 
HILLB,  L.  M.        Tennessee   Valley    Authority.        79/1O/2B.        2pp. 

7713310093  Forwards    IE   Imp   Repts   50-390/79-30  fe    50-391/79-32  on 
79J01&-19.  Wo    noneompliance   notnd. 

MURPHY,  C.  E-  Region  2,    Atlanta,    Reactor   Construction  &   Engineering 

Support  Branth.       79/11/08.       2pp. 

—  7912310100    IE    Insp    Hepts    SO-390/79-39  fc   50-391/79-32  an  791016-19.  No 
noncompliancii   noted.  Major    areas    inspected:  pipe   support   base 
plate  d«iians   uiing    concrete    eipansion   anchor   bolts   & 
license*    Identified    Item. 

VALLISH.  E.  J.  Region   2.    Atlanta,    Office   of    the   Director. 

HEflDT.A.R.  Region  3,    Atlantaj    Reactor  Construction  & 

Engineering    Support   Branch.       79/11/OB.       3pp. 

79120&O163  Forwards    IE   Info   Notice  79-12A,     "Attempted   Damage    to  Nau 
Fuel    Assent  1  les.  "   No   specific   action   or    response   required. 
O'REILLY.W.P.  Region  Si    Atlanta.    Office    of    the  Director, 

-3pp. 


791211020B  Forwards   response    to   790330    Itr    E.    IE  Bulletin    79-04   re   Velan 
vilvtt.  Correct  weight   valves    Installed.  Piping   &  supports 
reviewed   using   correct  valve   weights. 
HILLB.  L,  H.       Tennessee   valley    Authority.       79/11/09.       20pp. 

7912070*99  Foryards    IE   Info  Notice   79-27,     "Btoam   Generator   Tube 
Rupture*   at    Tuio  PHR  Plants.  " 

O'REILLY.  J,  P.  Region  S,    Atlanta.    Office   af   the   Director. 

79/1  1/lt.       14pp. 

791  2  100  192  Forwards    IE    Info  Notice  79-50,     "Dvarloading    of   Structural 
Elejnarvti   Due    to  Pipe   Support  Loads.  "   No   response  required. 
O'REILLVi  J.  P.  Region  2.    Atlanta,    Office   of    the   Director. 

79/11/16.       lp. 

7913110378  Forwards    IE    Info   Notice  79-29.     "Uoas   of  Nonsaf  etu-Related 
RISC  tor  Coolant   Sys    Instrumentation   During   Operation."    No 
•specific   action   or   response   required. 

O'REILLV.  J.  p.  Region  2,    Atlanta,    Office    of    the  Director. 

79/11/16.       2pp. 

79JB31O307  Forwards    IE   Insp   Rapt   30-390/79-16  on   791031-1102.  Ha 
nnnconpllanc.*    noted. 

LEWIS.  R.C.  Region  2,    Atlanta    Reactor  Operations   Nuclear    Support 

Branch.       74/11/16.       2pp. 

—  7912310318    IE    Imp   Rept   30-390/79-46  .on   791031-H02,  No    noneompUance 
natfrd.  Major   areas    inspected:  review   of    preoperational    test 
procedurti,  review  at  new   fuel    receipt   b   Insp    I>  storage 
documentation. 

BELIBLEjO.  A.  ,    DONAT.  T.  d.  Region  S.    Atlanta,    Office   of   the 

Director.       DANCE,  H.  C,  Re  a  ion  2.    Atlanta,    Reactor    Operations 

Nuclear    Support   Branch.       79/11/16.       9pp. 

79120&06SQ  Forward*    IE  Circular   79-24,     "Proper   Installation   b  Calibr    of 
Cera    Etprnij    Pipe   Break    Detection  Equipment    on  DHRs,  "   No 
response  required. 
O'REILLY.  J.P.  Region  2>    Atlanta,    Office   of    the  Director. 


7912UO137  Forwards    IE  Circular   79-23,     "Motor   Startars   fc  Contactors 
Failed    to    Operate.  "   No   response   rBquired. 

O'REILLY.J.P.  Region  B,    Atlanta,    Office    of    the   Director. 

79/1  1/B&.       lp. 

791ROo026i  Ack    receipt   of  791023   Itr    informing   NRC   of    steps    taken    to 
correct  violations   noted    in    IE   Insp   Repti    50-390/79-33  k 
30-391/79-28. 

WJRPHY.  C.  E,  Region  2,    Atlanta,    Reactor  Construction  fc  Engineering 

HuBftort  Branch.      79/11/27.       2pp. 

—  79120602B7   Fnruiards    IE   Insp   Rept   30-390/79-33  fc  50-391/79-20    on 
7<POBD1-0?D7  Si  notice   oF  violation. 

MURPHYiC.E.  Region   S.    Atlanta.    Reactor   Construction   1 

Enelniii'lng    Support   Branch.       79/10/01.       2pp. 


7912040291    Notice   of   violation    from   Insp    on  790B01-09O7. 
«          Ration  2-    Atlanta,    Office  of  the  Director.      79/09/30, 


lp. 


791H300OO3    Supploments    790514     initial     response    tu     IE   Dullotin   79-O3    ro 
ueld    flofects     in    pipe    spools.  W/o    end. 
MILLS.L-M.       Tennassee    Valley    fluthorlty.       79/11/29.        lp. 

7912190472  Forwards  IE  Bulletin  79-27.  "Loss  of  Non-Class  IE 
Instrumentation  fc  Control  Pouier  Bys  Bus  Durlnu  Operation." 
Written  response  required. 

O'REILLY.  J.P.  Region   S.     Atlanta,     Office    of    the    Director. 

79/11/30.        lp. 

791231Q31A    Forwards     IE    Info    Notiro    79-30,     "Reporting    of   Defects   t 
Noncompl  lances.  10CFR31.  "   No    action    required. 

O'REILLY,  J.P.  Region   2,     Atlanta.     Office    of    the    Director. 

79/12/OA.        6pp. 

79123000&O   Forwards    IE    Bulletin    79-2B,      "Possible   Malfunction   of    Nanco 
Model    EA1BO   Limit    Sultches    at    Elevated    Temps.  "    Action 
requlreri. 

D'HEILLV,  J.P.  Region   2,     Atlanta,     Office   af    t^he    Director. 

79/12/07.        3pp. 

79123100OB   Foruarila    final    response    to    IE   Bulletin    7B-12B.     "Atypical 
Meld   Matl    in.  Reactor    Pressure    Vessel    Holds."    Util    has 
reviewed    791029  Mestinghouae   rept    !=    is    satiafiefl    that  all 
specific    vessel    info    required    by    bulletin    included. 
MILLS.L.  M.       Tennessee  Valley    Authority.      79/12/11.       2pp. 

79122B0126  Forwards    IE    Info    Notice   79-31,    "Use    of    Incorrect   Amplified 
Response^   Spectra."   No  written    response   required. 
O'REILLY,  J.P.  Regian'2,     Atlanta,     Office   nf    tno    Director. 

79/18/13.        3pp. 

79ia280ISO  Forwards    IE   Circular   79-23,     "Shock   ArrestoT  Strut  Assembly 
Interf  «rancB-.  "  No   written  rHsponae    requirei). 

D'REILLY.  J.  P.  Region   2,     Atlanta,     Office    of    the    Director. 

79/12/BO.        4pp. 

R.    Periodic    op  orating    reports   &    related    correspondence 

79iai302SS  Forwards    "Environ   fladioac  tivi  ty   Lave  Is,  1970.  " 
HILLS.  L.  H.       Tennessee   Valley    Authority.      79/12/O5.       lp. 

—  791813Q2ttJ   "Environ    Radioactivity    Luvels,  197H.  " 

«     Tennessee   valle-ij    Authority.       79/11/30.       50pp. 

9.     Reportable    occurrences,     LERs    &   related    correspondence 

79122Q04SB  PNB-I1-79-O01:  on   7'JlOlAj  1  icenaee    discovered    that   unknown 
individual    placed    3/li-inch    iron    wire    around    40O  volt  ac 
bus    to    pouer    distribution    power    in    plant    auiillary    bldg. 
Touching   wire    could    have   damaged    board  &   cause  J    Injury. 
DESECKEH^K.  ,     CANTRELL,  F.  S.  Reffion    2,    Atlanta,     Office  of    the 

Director.       79/10/17.       lp. 


791E05Q313  Forwards    first    interim    deficiency   rept   re 
Loop    1    ntaam   generator. 
MlLLBjL.M.       Tennnssee   vatley    Authority.       79/11/33. 


surface   era  c  I 


79120eiOa99    IE    Insp   Repts   BO-390/79-33  t<   50-391/79-2B   Dn  790801-0907. 
Noncompl  lance   noted;  failure    to   follow   procedure*    far   us«i  of 
dlfnawomsttr   in  cable  pulling. 

COCHRAN,B.  J.  ,    THOHAS.H.  Region  S,    Atlanta,    Office   of    the 

Dlvffctor.       CANTflELL.  F.  B.  Region  S,    Atlanta,    Reactor 

CnnitructloT)  d  Engineering   Support  Branch.       79/09/3O,       9pp. 


—  791205OB16   Interim    deficiency    rept    re    surface    cracks    in  Loop    1    steam 
flen«ralar.  Cause   not    stated.  Util    &  Mesttnghauae    evaluating 
scope    of   required    repair   word.  UBS  ting  house    requested    to 
determine    cause    of    cracks. 
*     Tennessee  Valley   Authority.       79/11/23.       lp. 

7912030477   Third    interim  deficiency    rept  re   dlesel    generator 
turbocharger    lubr  icatian.  Insp    of   trubochargor    on    s-mtrgcncy 
dinial    generators    incomplete-.  Folioulng    completion    of 
alignment  fc  muda.tn.Hp   will    be    conduc  tod. 
HILLS,  L.  M.       Tennessee  Valley    Authority.       79/11/2O.       lp. 

791203046"  Secund    interim  deficiency   rept  re  refueling   water   storage 
tank    averfluu    line    not   fabricated    to    ABME  coda.  Fol  loulng 
receipt   d   evaluation   of  repair    procedures,  corrective  action 
statement   mill   be    prepared. 
MILLS,  L,.M.       Tenne-ss-ea   Valle«   Authority.       79/11/H9.       lp. 

7912190620  Second    interim  deficiency    rapt   re  piles    supporting   essential 
raw  cooling   water    pipe    slab    not    driven   to   drawing    specs.  Pile 
load    test  will    be    conducted    on    existing   pillnij.  Next   rept 
will    be    submitted    by   E00411. 
HILLS,  L.  M.       Tennesaoe  V«Il«y    Authority..       79/11/30.       lp. 

7912170313  Foriaards    final   deficiency   rept  re    incorrectly   performed 
presiuriier    safety    b  relief    line   blowdoun  analysis. 
MILLS,  L.M.       Tennessee   Valley   Authority.       79/13/07.       lp. 
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-791217O31B   Final    deficiency    r«pt    r  s    jne  orret  t  lij    performed    pressurn 
safety    £.   relief     line     blOLuOoun    analysis    fle,snal4s  is    revealed 
1O   support?     needing    rpdesi  gni  one     support    needing    relocation 
fj    n&ed     For     addl     supports 
•      Tennessee    Valley    Authoritg          7<iSlSfQ7.        lp 


7912170317    Foruards    final     deficiency     rept 
HILLS.  L.  M.        Tennessee   Va.Ileu    Authority. 


re    RHH    pump    mote 
79/12/O7.        lp. 


svc    factor. 


—  791217032:1   Fina]     deficiency    rept    re    eicessive    svt    Factor    on    RHR    pump 
motors    Flow   restrictions    added     in   HHR    pump    not     lag    (.    cold 
leg     injection    headers     to    provide     pressure    drop    necessary     to 
prevent    pu^p    no  tor    overload  ing. 
MILLS. L    M.        Tennessee    Valley    Authority.        79/12/07.         lp. 

7912170324    Supplemental     info    re   Fias-50-390/79-25-01    t<    30-391/79-21-01 
re    alignment    bead    WE  1  d  5.  Unau  thar  i  i  ed     or    undocumen  ted 
alignment    bead    melds    will   .be    nonconf ormed    !.    depos i tioned    in 
accordance    u/approved    procedural. 
MILLS. L.M.        Tennessee    Valley    Authority.        79/12/O7.        Ifl. 

79122S0531    Forwards     first     ifiterim    deficiency    rept    re    control    rod    drop 
events. 
MILLS, L.M-        Tennessee    Valley    Authority.        79/19/17.        lp. 

— 7912330590   First    interim    bef iciency. Dropped    rod    accident   analyses 
methodology    affected    nDntonsBTvative)  y    bi|    pnuer    distribution 
d   reactivity    insertion    prof  lies.  Ei  tensive    evaluation 
required    to    e-stablish    analytical    safety  margins, 
a       Tennessee    Valley    Authority.        79/12/17.        lp. 


-- 791 2070067     IE    Insp    Kept*    SO-390/79-3'1    t,    50-391/79-29    on   790919-21.  Ml 
n-oncomp  1  ianc  o    noted    Major    areas     inapac  tod  :  c  nnd  i  t  ions    adverse 
tn    quality    reporting    &    implementation    of    nanconf ormance 
r  epts. 

WRIGHT, Fl.  U  NRC    Hegianal    Offices         CANTflELL,  F.  5.  Region  E, 

Atlanta.     Reactor   Construction   i-   Engineering    Support   Branch, 
77/10/19         3pp. 

791204Q4flH   Forwards    suppl     response    to    IE   Bulletins    7B-12.7B-12A   fc 
7B-12B    TO    atypical    weld    matl     in    reactor    pressure    vessel 
uieJds.  Hestinghnuse    generic    rept    submitted    791029    covers 
plants. Final    response    by    B00125. 
MILLS. L.M.        Tennessee    Valley    Authority.        79/10/38.        2pp. 

7912310093   Forwards    IE    Insp    Fleptn    50-390/79-3B   t,    5O-391/79-32   on 
791016-19.  No   noncnmpllance   noted. 

MURPHY.  C.  E,  Region   3,     Atlanta,    Reactor   Construction  fc  Engineirini 

Support    Branch.        79/ 1 1 /C8.        2pp. 

— 7912310100    IE    Insp    flepts    50-390/79-30   t-    90-391/79-33    on   791014-1"!.  Hi 
noncompl iance   noted.  Major    areas    inspected: p i pe    support    bite 
plate    designs    using    concrete    eipanaion   anchor    holts   tc 
licensee     identified     Items. 

VALLISH.E.  J.  Region   3,    Atlanta.     Office    of    the   Director. 

HERDT.A.R.  Region    2.     Atlanta,     Reactor    Construction    ti 

Ens  in  Bering    Support    Branch.       79/1 1 /OB.       3pp. 

79120t0163   Forwards    IE    Info    Notice    79-12A.     "Attempted    Damage    to   Niu 
Fuel   Assemblies."   No    specific    action    or    response    required. 
Q'flEILLY,  J,  P,  Region    2,     Atlanta,     Office    of    thB    Diractor. 

79/11/09.        3pp. 


7912370480   Forwards    ntipp  1  emental     responst 
junction    boies     inside    containment. 
MILLS. L.M.        Tennesaea    Valleu    Authority. 


re    cable    terminations    In 
79/13/1B.        lp. 


— 791 22.7Q4B4    Supp  lumenta  1     response    to    doCiciency    rept    re    exception    to 
CDmmitmBnt    to    replace    cable    terminations     in    junctions    bnies 
inside    containfnant    u/splicea     fur    Class    I-E    circu'its, 
Terrninatians    preferable    for  resistance    temp    dotectors. 
*      Tennessee    Valley    Authority.        79/12/10.        lp. 


7912110203   Forwards    response    to    79O330    1 tr    fr    IE    Bulletin   79-04   rt   Villn 
valves,  Correcb   weight    valves    instal 1 ed, Piping    fc    supports 
raviBuied    using    correct    valve   weights. 
MILLS. L.M.        Tennessee    Valley    Authority,        79/11/09.        SOpn. 

7912070499  Forwards    IE    Info   Notice   79-27,     "Steam  Generator   Tub* 
Ruptures    at   Tiiio    PUR   Plants." 

O'REILLY,  J.  P.  Region    2,     Atlanta,     Office    of    tho    Director. 

79/11/16.        14pp. 


DOCKET    50-391    WATTS   DAI1    NUCLEAH   PLANT,     UNIT    3 

A.     Appl  Icat  io-n/c  OTIS  true  1 1  on    stage    documents    Si    correspondence 


7912100192  Forward*    IE   Info   Notice   79-28,     "Overloading    Df  Structural 
Elements   DUB    to  Pipe   Support   Loads."    No   response   required. 
O'REILLY.  J,  P.  Region    2,    Atlanta,    Office   op    the   Director. 

79/11/16.        lp. 


7912110011    Forward!    NRC    position    on    status    &    applicability    tn    pending 
OL   applications    af    result's    af  THI    Fal  lowup    ac  ti  ons.  Out  tines 
add!    short-term   actions    to   lie   taken. 

Op  D.  n.  Division    of    Project   Management.        79VO?/27.        41pp. 


7713110264   Discusses    NRC    plans    to    use    generic    analyses    to    develop    early 
verification   program    to   resolve    ATWS    issue    for   PURs   &    UURs. 
Success   of    program   depends    on    industry    response,  Supports 
formation    of    owners    groups    to   provide    necessary     Info. 
DENTON,H-H.        Office    of    Nuclear    Reactor    Regulation,        79/10/17,        3pp. 

7912110005   Forwards    proposed    Revision    2    to   Reg    Ouiife    1.97, 
"Instrumentation    for  Light    Water   Cooled    Nuclear    Power    Plants 
to  Assess    Plant   &  Environs    Conditions    During    6  Fallowing 
Accident."    Requests    comment 

VARGA,  S.  A.  Assistant    Director    fnr    Light    Water    Reactors,        79/11/23. 

3pp. 

'/9I2130023    Notification    of    BG011O    meeting    w/utll    to    discuss    reporting 
level    of    util    flfl   &  manager   li  QA    review  of   documents. 
SPRAULfJ.Q.  Quality    Assurance    Drancft.        79/12/05.        lp. 

7912270356   Forwards   adill    info   requested    in   791029    1  tr   re   qualification 
of    resistance    temp    detee tors,  f i o] d    connections   &   remote 
bellaiiis    sensing    containment    pressure    transmitters.  Info    to 
be    Incorporated    into  Amend    42   of  FSAft. 
MILLS,  L.  «.        Tennessee    Valley    Authdritu.        79/12/19.        7pp. 


7912110373  Forwards    IE    Info   Notice    79-39.     "Loss    of   Nonsaf ety-Rtlat*d 
Reactor   Coolant   Sys    Instrumentation   During    Operation."   No 
specific    action    or   response   required. 

Q'HEILLY,  J.  P.  Region    2,     Atlanta,     Office    of    the    Director. 

79/11/16,       Spp. 

791H060620  Forwards    IE  Circular   79-34,     "Proper    Installation   t   Calltr  ef 
Core   Spray    Pipe  DreaV    Detection   Equipment    on   BWRs. "   No 
response   required. 

O'REILLY,  J,  P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/11/26.        lp, 

7912110157  Forwards    IE  Circular   79-23,     "Motor   Starters   &  Contattori 
Failed    to  Operate,"   No    response   required. 

O'REILLY,  J.  P.  Region  2,    Atlanta,    Office    of    the   Director. 

79-/1I/26.       lp. 

79120602C.6  Ack    receipt    of   791O23    1  tr    informing    NRC   of   *tep«    talon  to 
correct  violations    noted    in    IE    Inap    Repts    50-390/79-33  & 
SQ-391/79-S8. 

HURPHY,  C.  E.  Region    2,    Atlanta,    Reactor   Construction  8.   Enjinttrln* 

Support   Branch.       79/11/29.       2pp. 

— 79130602B7   Foriuard*    IE    Insp   Rept    50-390/79-33  (.   30-391/79-2H  on 
790BOI-0907   fc   notice    of    violation. 

MURPHV.C.E.  Region   2.    Atlanta,    Reactor    Construction   h 

Engineering    Support   Dranch.       79/10/01.       2pp. 


F.     Security,     medical,     crnergency    tr    fire    protection    plans 

7912Q"JO'J71    Forwards     info    re    upgraded    emergency    plan!    tft    plants    under 
const   &  OL  revituj.  Applicants   required:    to  make    certain 
emergency    arrangements   Li/state    tt   local    organ!  lations   d 
submit    emergency    plans    par  Fteg    Guide    1.  101, 
VAESALLQ.D.  B.         Division    of   Project   Management.       79/11/31.       ipp. 

Q.     Inspection   reports.     IE    Bulletins   t   correspondence 

791207003k   Forwards     IE    Insp    Repts    50-390/79-34    &    50-391/79-29    on 
790919-3:1.  No    noncomp  I  ianc  ?   notei, 

MURPHViC.E.  Region  2,     Atlanta,    Reactor    Construction  E<  Engineering 

Support    Branch.        79/10/23.        2pp. 


— 7912060291    Notice    of   violation    from   inup    on   790B01-0907. 

»          Region   2-    Atlanta.    Office    of    tho    Director,       79/09/30.       lp. 

--7912060299    IE    Insp    Rapts    50-390/79-33  t,   50-391/79-28  on  790001-0907. 
Noncompl iance   noted:  fai lure    to    follow   procedures    fnr  ut«    of 
dynamometer    in   cable    pulling. 

COCHRAN,  fl.  J.  .    THOMAS,  M.  Region  2,    Atlanta.    Office   of    the 

Director.       CANTRELL,  F.  S.  Region  2.    Atlanta,    Reactor 

Contbruction   d  Engineering    Support   Branch.       79/09/30.       9pp. 

7913200003  Supplements   790511    initial    response    to    IE  Bulletin   79-03  ri 
uffld   dafects    in    pipe    spools.  W/o    end. 
MILLS. L.M.       Tennessee   Valley   Authority.       79/11/29.       lp. 
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791219047B  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  t.  Control  Power  Sgs  Uus  During  Op-Bratian.  " 
Mo  written  response  required. 

D'HEILLV,  J.  P.  Region    2,     Atlanta,     Offico    of    tha    Director. 

79/M/30          1». 


—7912170323    Final     deficiency     rupt    re     otie^sive    svc     factor    on    I1HH    pump 
motors.  Floni    res  trie t i ans    adHed     in    NHFt    pump     hat     leg    &    cold 
leg    injection    headers    to    provide    pressure   drop    necessary    to 
prevent    Dump    motor    over  loading 
HILLS.  L.  H.         Tennessee    Valley    Authority.        V)/13J-07.        if. 


7912310316    Foriuarde    IE    Info   Notice    79-30,     "Reporting    nf    Defects    & 
Ncncnmptlanees,  10CFR21.  "   No   attlon   required. 

O'REILLV,  J.  P.  Region   2,     Atlanta,     Office    of    the    Director. 

79/13/06.       6pp. 

79IS30006Q    Forwards    IE   Bulletin   79-2B.     "Possible    Malfunction    of    Namcn 
Hotfal    EA1SO  Limit    Euitches   at  Elevated   Temps.  "   Action 
rcqulr-ad. 

O'REILLV,  J.  P.  Region   S.     Atlanta,     Office    of    the    Director. 

7W1B/07.        3pp. 

79I2310QQB  Forwards    final    response    to    IE  Bulletin  7B-13B,     "Atypical 
U«ld    Matl    in   Rnactor  Pressure  Vessel    Welds. "   Iftil    has 
ravliuid    791O29  Wsstinghouse   rept   Jt    is    satiified    that    all 
sptclrtc    vesiel    Info   required    by    bulletin    included. 
HILtBjL.fi.        Tennessoe    valley    Authority.        79/12/11.        2pp. 

791B2B042&  Forwards    IE   Info  Notice   79-31,     "Use   of   Incorrect   Amplified 
Response    Spectra."   No   written    response   required, 
O'REILLV,  J.  P.  Region  2,    Atlanta,    Office    of   the    Director. 

79/12/13.        3pp. 

79ISB60150  ForiuardB    IE  Circular   79-25,     "Shock   Arrester   Strut   Msembly 
Intirf erence. "   No   written  response   required. 
O'REILLV,  J.P.  Region  2,    Atlanta,    Office   of    the    Director. 

79/12/20.       4pp. 


791317.0324    Supplemental     infn    r  =    HOs-50-390/79-2-3-01    !.    50-3*1  /79-21-01 
re   alignment    bead    uelda.  Una  if  t  hut  i  jed    or    undoc  umented 
alignment    bead    welds    will    be    tioncnnf  armed    f,   d  BOOS  i  tinned,     in 
accordance    m/ appro ved    procedures 
MILLS.  L.  M.        Tennessee    Valley    Authority         79/12/07.         lp. 

79122B05B1    Forwards     first    interim    deficiency    rept    re    control    rod    drop 
events. 
MILLS, U.H.        Tennessee    Valley    rtutfiur  i  ty.         79/12/17.        lp. 

—  7912230570   First    interim    d  e-f  it  i  ency  .  Drop  ped    rod    accident    analyses 
methodology    affected  *onc  ansorva  t  i  vel  y    by    ppiuer    distribution 
&    reactivity     insertion    p  rof  i  1  PS.  E  i  tens  Ive    evaluation 
required    to    establish    analytical     safety    margins. 
»      Tennos^ee   Valley    Authority.        79/12/17.       lp. 

77122701BO  Fonuartia    supplemental    response    re   cable    terminations    in 
junction    boms    inside    containmant. 
MILLS.  L.  M.        Tennsssoe   Valley    Authority.        7-J/12/13.         lp. 

— 79132701194    Supplemental    rtsponse    to    deficiency    rapt    re    Biceptic-n    to 
commitment    to   replace    cable    terminations    in    junctic-na    boms 
inside    containment    u/spIicEE    For    Class.    IE   circuits. 
Tormlnat ions   ^referable    for    resistance   temp    detectors. 
*      TBnnussae   Valley   Authoritu.       79/12/18,       lp. 


H.     Periodic    ope-roting   reports   Si  related    correspondence 

7?  I  El 302  SB  Forwards    "Environ  Radioactivity   Levels,  197B.  " 
HILLS,  U.H,       Tennessee   Valley   Authority,       79/13/0&.       lp. 

— 7-312130240    "Environ  Radioactivity   Levels,  1978.  " 

*  Ten-nesiee   valley   Authority.       79/11/30.       SOpp. 

8.     FtepoTtalile    occurrences,    LERs   ti   related    correapondenc  e 

7912030513  Forwards    first    interim  deficiency   rept  re    surface    cracks    in 
Loop    1    itflam  generator. 
HILLS,  L.  M.       TenneaBBB   valley    Authority.       79/11/23.       lp- 

— 7912050514    Interim  deficiency   ropt  re    surface    cracks    in    Loop    1    »team 
fltnepator. Cause   not    stated.  Util    &  Uestinghouse    evaluating 
icoo?   of    required   repair  work.  WostlnghousB   requeslBd    to 
drtirmlna    cause    of   cracks. 

*  Tennetiee   Valley   Authority.       79/11/33.       lp. 

791209Q477  TJiird    interim  deficiency    rept   re   diesel    generator 
turbocKarger    lubrication.  Iniip    of   trubocharger   on    emergBncu 
di««Bl    generators    incomplete.  Fol lowing   completion   of 
aliBTntient   i  modn.insp   uill    be   conducted. 
rtlLLSrL,  M.        TanneBSBB    Valley    Authority.        79/11/33.        lp- 

7912050494  Second    interim  deficiency   rept    ro   refuelinfl    water    storage 
tant    ovarflou   line   not   fabricated    to  ABME   code.  Follouinfl 
rvcelpt   ft    evaluation   of   repair   procefluroti  corrective    action 
t  tat  invent   uill    Hie    prepared. 
HILLS, L.M.        Tannessee   Valley    Authority,        79/11/39.        lp- 

7913190630   B«cond    interim  doficiencu   rapt    r»   pilaa    supporting    esaantial 
raw   cooling    water    pipe    slab   not   driven    to   draining    specs. Pile 
load    tut   will    be    conducted    on   misting    piling. Neit   rept 
uill    b>   submitted    by   800411. 
HILLS,  L.H.       Tennessee  Valley   Authority.       79/11/3O.       lp. 

7912170313   Forwards    final    deficiency   ropt   re    incorrectly    performed 
preiiurticr    safety    tt  relief    line   (liquid own   analysii. 
HTLLB.L.M.       Tennesaee  Valley   Authority.       79/12/07.       lp. 

— 791K17031B   Final    deficiency   rept   re    incorrectly   performed    pressurirc-r 
safety    ti   relief    line'  bloudoun   analysis.  Reanalysis   revealed 
1C    supports   nieding    redesign, one    support  needing    relocation 
tt   n»ed    lo-r   addl    supports. 

*  TantienB*    Valley   Authority.      77/12/07.       lp. 


DOCKET   80-391    CALIFORNIA    STATE    POLVTECH    COLLEOE   REB.     REACTOR 
F.     Security,     medical.     Bmergency    t    fire    protection    plans 

79121S02Od  Forwards    draft   Reg    Guide    5.  XX,     "Btd    Format    t<  Content    for 
Licensee   Physical    Bscurity    Plan    for  Protactlon    of   EMM  of 
Hoderata    or   Lnui  Strategic   Significance.  "   U/n    encl, 
REID.R.H.  Operating    Reactors   Branch    4    (Pre  791030>.       79/OB/23. 

2pp. 

DOCKET   30-399   VIROIL    C.     BUMMER    NUCLEAR    3TATIDN,     UNIT    1 

A.     Appl  Icat  loin/conatruct  ion    stage    documents   fe   c  orre-spontfence 

7912H0011    Forwards    MRC    position    on    atatus  fc  applicability    to    pending 
DL    applications    af    results    nf    TMI     folloiuup    ac  t  ions.  Outl  ines 
addl    short-term  actlpns    to    be    taken. 
VASBALLO.  D.  13.          Division   of    Project  Management.       79/09/27.       fllpp, 

79I21102a4   Diitussos    NRC    plans    to    use    generic    analyses    to    develop    early 
verification    program   to   resolve    ATWS    issue    for  PHRs   fc   BHBs. 
Success    oF    program   depends    on    industry   response.  Supports 
formation    of    owners    groups    to    provido   necassara    info. 
DENTON.H.R.        Dffico    o*    Nuclear    tteactor   Regulation.        79/10/17.        3pp. 

791E03002B   Summary    of   791031    mooeting    uj/uti  I,  Bi  Ibort/Commoniijealth 
AssociateE   ft    BNL   at    facility    re    f  ami  tiariiat  i  on   u/facilitij 
&   design    info    for    stressed    in    balanco-of-p  Unt    pipina    ««o 
TIBBETTSj  D.  L,  Light   Water    fleactors    Branch    3.        79^11/13.        Spp- 


Forwards    proposed    Sevi»ion    2    to   Reg    Ouido     1.97, 
"InstrumBntation    fpr  Light    Water   Coaled   Nuclear    Pouier   Plants 
to  Aisess    Plant   !.  Environs    Conditions   During    &  Following 
Accident."    Requests    cnmme-nt. 

V  ARC  A  i  S.  A,  ftssistant  Director    for   Light  Mater    Reactors. 

3pp. 


7<7l2140iaS    Summary    of    7910E5  meeting    ui/u  1  1  1,  Maval    Research   Labt 
Mostlnghouse    &  01  Ibert/C-ommotiueal  th    to    discuss    seismic 
qualification    of    electrical    d   mechanical   components. 
TIBBITTS,  D.L.  Light  Hater    Reactors    Branch   S.       79/12/O3.       7pp. 

C.     Utility    Environmental   Report    IEH),    amends    t,  correspond  once 

791227Qual    Foriuards    updoted    distribution    list    for    environ   repts   fe 
amends. 
DUNCAN.M.  Environmental    Projects   Branch    a.       79/13/06.       3pp. 


7912170317   Forwards    final    deficiency   ropt   re   RHP,   pump  motor    svc    factor. 
.  M.       Tennessee  Valley    Authority.       79/12/07.       lp. 


F.     Security,    medical,     emergency    d    fire    protection   plans 

7912O40471    Forwards    info   re   upgraded    emergency    plans    to   plant*    under 
const   t  OL   reviaw,  Applicants    required    to  make    certain 
emergency    arrangements   u/statc   I*    local    organi latinns  ft 
submit    emeraency    plans    per  Re-g    Guide    1.101. 
VASBALLO,  D.  B.          Division   of   Project  Management.       77/11/21.       6pp. 
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791231O2a&   Summary    of    79110)7    mee-tino,    tj/utll    t,   Oi  IbeT  t /Common UB a  1th    re 
discussion    of    request    For    info    issued     to    util    resulting    From 
site   visit    for    fire    protection  revieui. 
TiaBITTS.D.  L.  Light    Mater    Reactors    Branch    S.        79/12/17.        6pp. 

791231O1A6  Forwards   Revision   4    to    fire   protection   evaluation   of    fire 
hazards    analysis    rept. 
CREU5.E.H.        South    Carolina    Electric    t,   Gas    Co.        79/13/30,        Ip. 

— 7712210167  Revision    1    to    fire    protection   evaluation   of    fire   hamrd 
analysis   rapt. 
*      South    Carolina    Electric    i   Gas    Co.        79/12/20.        41pp. 


0.     Ad  jud  icatary    corresponde-nci 


791213O115   Request    for    dismissal    of    Intorvenur    D    Bursey    &    contentions 
due    to    failure    to   provide1    far    discovery   E<   abida  bij   ABLE 
orders.  Certifi  cate    of   Svc    encl. 

CONNER.  T-B-,     HADEH.H.  M.        South    Carolina    Electric    &   Oas    Co. 
CONNER.  T.  B.        Connor,     Moore    S<   Cnt-fiEr.        77/11/29.        10pp. 

7913210403  Motion    to    schedule    BOO 122  hearing   on   pending    issues.  Beets 
oiemptlon    from   FEB    requirement    If    ASLB    determines    that 
Contention   A- 9   nay    not    be    subj    to    hearing    prior    tu    FES 
filing.  Certificate    of   Svc    end. 

CONNED. T.  B,        South    Carolina    Electric.   &   ffaa   Co.        CONNER.  T.  D.        Conner. 
Hoore  t   Corber.       79/13/17.       7pp. 

7912'2603Aa   Response:    in    opposition    to    applicant    791129   motion    for 
dismissal    of    inlervenor    E    Burs  BIJ    content!  ana.  Urges    that 
alternative   relief    requiring    intervenor    to   submit    summaries 
of    proposed   testimony   be    granted.  Certificate    of  Svc    and. 
GOLDBERGS.  C.        Hearing    Branch    2.        79/12/17.        7pp. 

K.    Utility  Final    Safety   Analysis   Report    <FBAR)    b  amends 
7913O3014S  Foruai-Ss  Amend    16  to  FSAR. 

CfiEHS.E.  II.        South   Carolina    Electric    b   Oat    Co,        77/11/30.       2pp. 


— 791SO30147   Amand    14    tp   FSAFJ. 

*      South   Caro  It  nil    Electric   It  Gas   CD. 


79/11/30.        120pp. 


0.     Inspection  reports,     IE  Bulletins   t    correspondence 

7913070099   Forwards    IE    Insp    Rapt    50-395/79-29    on    79O925-27.  No 
nuncompliance    noted. 

LEUIS.R.C.  Region   5.     Atlanta,    Reactor    Operations    Nuclear   Support 

Branch.        79/1O/22.        2aa. 

— 7912070105    IE    Imp    Rapt    5O-39S/79-39   on    790925-27.Nn    noneompl lance 
noted. Major    areas    inspected: prooperatlonal    test   procedural 
preoperatianal    tcit  witnessing   fc   previous    insp    op  an   items. 
DOHAT,  T.  J-  Region  2,    Atlanta.    Office    of    the   Director. 

BURNETT.  P.  T.  Region    3,    Atlanta,    Floactar   Operations  Nucl ear 

Support    Branch.        79/1O/17.        4pp. 

7913110019  Responds   ID    IE   Bulletin   79-14r  Revision    l,Suppl    3.  re    seismic 
analysis    far  piping    sys.  Piping    sys    design    specs   &   procedures 
listed.  Ualkdown    in-sp    checklist   uncl, 
CREWS,  E,H.       South  Carolina   Electric    &   Oas    Co.       79/10/30.       3pp. 

7912060159   Foruarils    IE    Info    Notice    79-12A,     "Attempted    Damage    to    Mou 
Fuel    Avsembl  iaa.  "  No   specific   action   or  response   required. 
O'REILLY,  J.  P.  Region  2.    Atlanta,    QFfi<e   of    the  Director. 

79/11/09.        3pp. 

7912280153  Forwards   IE   Insp    Rept    30-393/79-31    an  77O91 5-1O12.  No 
nonconp 1 iance    nated. 

LEMIS, R.C.  Region  2,    Atlanta,    Reactor   gper.ati.nna   Nucliar   Support 

Branch-      79/11/14.       2pp. 

— 7912SB0157   IE    Insp   Rept   50-395/79-31    on  790915-1012.  Mo   noncompl iancft 
•noted,  Hajnr   areas    inspec  ted:  -preoperaElonal    teat    pTQCodure, 
inservice   inap    program.,  saFettj    relation    component  rtcoipt 
insp   A   Follouup   on   open    It  em  3, 

KeLLOCO,  P.  J.  ,     BKDLDB,J,  L.  Region   3.    Atlanta,    Office   of   the 

Director.      77/11/13.      6pp. 

7912100200  Forwards   IE   Info    Notice  79-2B,     "OverloiBiEing    of  Structural 
Elements   Due   to  Plp-e    Bupp-orb  Loads."    Ho  reepons*   raquirad. 
O'REILLYj J.P.  Region   3,    Atlanta,    Office   oF   the   Director. 

79/11/li.       Ip. 

791HI105&B  ForuariJa    IE  Info   Notice   79-B9,     "Lou   of   HonsaPnty-RBlated 
Reactor  Coolant    Sys    Instrumentation   During    Operation."   Ma 
specific    action-   or   rtapnnte    required. 

O'REILLY,  J.  P.  Region   Z.    Atlanta,    Office   op   the    Director. 

79/11/16,      2pp. 


7912110370    Forwards    IE    Info    Notice    79-29,     "Lous    of   Nonsaf atu-F!«latn] 
Reactor    Coolant    Gi)s    Instrumentation   During    Operation.  "   No 
specific    action    or   response    required, 

O'REILLY,  J.  P.  (legion    2,    Atlanta,    Office    of    the   Director. 

79/11/16.        2pp. 

7913310333    Forwards    IE    Insp    Rept    SO-395/79-32    on    791030-1 103.  No 
none  amp  1  lance  noted. 

MUfrPHV'C.E.  Region  3,    Atlanta,    Reactor   Construction   b  Eng  inetrlng- 

Support    Branch.        79/11/16.        2pp. 

-- 7912310331    IE    Inap    Ropt    5O-399/79-32    on    791Q30-11O3.  No   nonconn  1  imtt 
noted. Major  areas    insp ectcd: safety-related    electrical    cable 
installation   b  OC  records    &   safety-related    instrumantattan 
Instfll  latic-n    d   QC   rocords, 

RUFF.A.B.  Region  2,     Atlanta,    Office    of    the   Director. 

CQNLON,  T.  E,  Region    Si     Atlanta,    Reactor   Construction  & 

Engineering   Support   Drancn.       79/11/16.       3pp. 

7913060619  Formarda    IE  Circular   79-24,     "Proper    Installation  fc  Calibr  et 
Core   Bpray   Pipe   Break    Detection   Equipment   on  BMRs,  "    No 
reaponse   required. 

O'REILLY,  J.T.  Region   2,    Atlanta,    Office   of   the   Dtractor. 

79/11/26.       lp- 

7913110194   Forwards    IE  Circular  79-23,     "Motor  Btartors  &  Contactorl 
Failed    to  Operate."   No  response   required. 

D'REILLV,  J.P.  degion   2,    Atlanta,    Office   of   the   Director. 

79/11/26.       Ip. 

7913100463  Act   receipt:   of    IE    Insp   Kept   90-395/79-33   on  791017,  Nfl 
proprietary    info. 
JOHNSON,  M.  Cv       Bouth   Carolina   Electric   &  Oas   Co.       79/11/38.       Ip. 

— 791S100164  Forwards    IE    Insp    Ropt   50-393/79-33   on   791017.  No 
noncompl tonco  notod. 

SUTHERLAND,  J,  T.  Region   2,    Atlanta,    Fuel    Facility  fc  Hatirlali 

Safely   Branch.       79/11/O6.       2pp. 

— 79121004A7    IE   Insp   Rept    30-395/79-33  on   791O17.  No   nonco*pli«n-ei  nolid, 
Major  areas    inspected:  mgt    meeting    discussing    IE    insp    proorm 
related    to  radiation   protection   &  raduaste  mgt   b   brief   plant 
tour. 

JENKINS.G.fi.  ,    OIBfiONrA.F.  Region   3>    Atlanta,    Office   of   till 

Director.        79/11/02.        2pp. 

79120403S1    Act    raceipt   of    791115    Itr    informing   NRC   of   ctepi    Ulin   to 
correct  violations   noted    in    IE    Inap   Rept   BO-393/79-30. 
MURPiHYiC.E.  Region  2,    Atlanta,    Reactor  Construction    b  Engl-niirlng 

Support  Branch.       79/11/29.       Ip. 

— 7912060335  Responds    to  tlRC   7910S4    Itr  ro   violations   noted    in    1C  Inif 
Rept  3O-39 9/79-30.  Correct ive    action*: operating    procedures 
being   unndifisd    per    IOCFfl21.  (6)Ot.  Completion   by   791831. 
JOHNSQM.M.  C.       South   Carolina   Electric    !>  Qas  Co.       79/11/19.      2pp. 

— 79120405S7  Forwarrfc    IE   Inap    Rapt    30-395/79-30  on  7910O1-04  fc  naU(»  of 
vi  olation. 

MURPHY,  C.  E.  Region   2,     Atlanta,    Reactor  Construction  Si 

Engineering   Support   Drancli.       79/10/24.       Spp. 

— 791E060SS9  Notice   of  violation    from   insp    on   791O01-04. 

»          Region  3.    Atlanta,    Office   of   the  Director.       79/1O/H4.       Ip, 

— 791H060S90   IE   Insp   Rept    SO-395/79-30  on  791001-04.  NoncowpllBnc*  llotH: 
appropriate   procedures    not    developed    to   evaluate   deviation*. 
BURDETTE.T.  E.  ,    HROUNLEE,  V.  L.  ,    BRYANT.J.C.  Region?,    Atjant., 

Office    of    the   Director.       79/10/24.       6pp. 

7918190463  Forwards  IE  Bulletin  79-27,  "Lou  of  Non-Class  IE 
Instrumentation  b  Control  Power  Sys  Bus  During  Optration. " 
Written  response  required. 

D'REILLV,  J.  P.  Region   3,    Atlanta,    Office    of    the  Director. 

79/11/30.       Ip. 

7912190464  Forwards  IE  Bulletin  79-27,  "Lo*B  of  Non-Class  IE 
Instrumentation  &  Control  Pouer  8\jt  Bus  During  Operation.  " 
Written  responBe  required. 

O'HEILLY,  J.  P.  flegion    2.     Atlanta,    Office   of   th»   Dlrsetor. 

79/11/30.       Ip. 

791231030B  Foruiards    IE    Info  Notice  79-30,     -Reporting    of   &»f«cts   b 
Noncompliances,  10CFR21.  "    No    action  required. 
O'REILLY, J.P.  Region    H.     Atlanta,    Office   of   the   Director, 

79/12/06.       3pp. 

7912310310  Foruiarda    IE   Info   Notice   79-30,     "Reporting    of   Deficit   h 
None omp Han cesi  1QCFR21.  "    No    action  required. 
O'REILLVr  J.  P.  Region    3,     Atlanta.    Office   of   the   Director. 

79/13/06.        5pp. 
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7918200038   Forwards    IE   Bulletin    79-2B.     "Possible    Malfunction    of    Has 
Katfl   EA1BO  Limit   Switches   at  Elevated    Tamps.  "   Action 
rt quired. 

O'HEILLY,  J.  p.  Region   3.    Atlanta.    Office   of   the  Director. 

79/12/07.       2pp. 


— 791S2B0540   Confirms    Uestinghause    771115    telephone   notification    I-E    rod 
drop    analysis.  BAR    analysis    oi-ay    not    represent    mast    limiting 
assumption    far   credible    single    *  fll  lure.  Forwards   info 
identifying    affected    llestingtiause    plants.  U/o  and. 
ANDERSON. T.M.        lies  t  inghouse    Electi-Ic    Carp.        77/11/15.        3pp. 


7918200095  Forwards    IE  Bulletin  79-2B,     "Possible  Malfunction    of  Namco 
Haiti   EA1BO  Limit  Switches    at  Elevated   Temps."   Action 
r»nuired. 

O'REILLY.  J.  P.  Region   3,    Atlanta.    Office   of   the  Director. 

79/12/07.       tp. 

7712280121   Forwards    IE   Info  Notice   79-31.     "Use   of    Incorrect    Amplified 
Rtiponse   Spectra. "   No   written  response   required. 
O'REILLY.  J.  P.  Region    3,     Atlanta.     Office    of    the   Director. 

79/12/13.       2pp. 


DOCKET   30-396   UHIV.     OF    VIRGINIA   CAVftLlER    REACTOR 

F.     Security,     nodical,     energency    &    fire    protection    plans 

7912120206  Forward 5    draft  Rag   Guide    9. XX.     "Std    Format  &   Content    fop 
Licensee    Physical    Security   Plan    for   Protection   of  GN«   of 
Hodarat*    at-  Lou  (Strategic    Significance.*    M/a    encl. 

HEID.R.U.  Operating    Reactors    D  ranch    4     IP  ft    79I03O).        71/00/33. 

2pp- 


7712280423  Forwards    IE   Info  Notice  79-31.     "Use   of    Incorrect   Amplified 
Rttponse   Bpuctra.  "   Ho   written  response   required. 
O'REILLY. J. P.  Region   3,     Atlanta.     Office    of    the    Director. 

77/12/13.       2pp. 


DOCKET   50-397   WPFSS   NUCLEAR    PROJECT.     UNIT   3 


A.    Application/construe tion   stage    documents   &    c nrrespondencc 


7"?  12290  Hi  For  ward  j    IE  Circular  79-25.     "Shock   A  mm  tor   Strut 
Interference.  "  No  urltten   responsa  required. 
O'flEILLY.  J.  P.  Region  3,    Atlanta,    Office   of   the  Director. 

79/12/20.       1pp. 


7912110011    Forwards   HRC    position   on    status    &   applicability    to  pending 
IX.  applications   of  results    of   1HI    fnllouup    actions.  Outline! 
addl    short-tern  actions   to  be    tabcn. 
vASSALLd,  D.  B.         Division  of  Project  Management.      79/09/27.       41pp. 


fl,    Rt  portable   occurrences,    LERs  &  related   correspondence 

7713130433    Intorin  deficiency    rept  re  uelded  Hllti    bolts   on    electrical 
Hipp  or  t   p  lates.  Ro-insp    program  b  engineering    evaluation 
ttmtinuins.  Final   vept  uill    be   subaitted    by   Jan    19BO. 
CREWa-E-H-       South   Carolina  Eluctrlc   &  OSB   Co.       79/11/01.       lp. 

7913070036  PNO-Il-79-2i:on  791107.  media  «at  u/BC    legislature   re  const 
practices.  Areas    of   concern    included    undersiie  welds   on 
locket  ueldi   l>  use   of   carbon   itdel    brushes.  No   decision  nade 
tij    licensee   ra   press  release. 

KARBH,  P.O.,    ALDERSDN,C.  Region  2,    Atlanta,    Office   of   tho  Director. 

7?/ll/07.        lp. 

7912070013  PNO-II-79-29:on  791  107.  Weitlnghouae    informed   fmc    of   oniasion 
In   t»st  program  ra   safety    injection   circuitry.  No 
W*itinghuu»«    t»»t   ciliti    for    operabilltu    n-f   ilav*   rnlayt. 
Jttglon  4  uill    follow  up    in  vendor    insp    program. 
WOBTEH.E.  H.  R«gion  2,    Atlanta.    Office    of   the   Director.       79/11/03. 


7912200462  PMO-II-79-02AA:  on  791109.  utll    reported    that   Schedule    1AO 
itilnteis    iteel    ipool    pieces   mfg    by   Southuest  Fabrication    Ii 
Adding   CD    do  not  nset  ABME  code   requlrenanta   an   socket  ueld 
iln. 

BimOETTE.T.  E.  ,    BRYANT,  J.  C.  Region  S,    Atlanta,    OPfico   of    the 

DiriEtor.      79/11/09.       lp. 

7D12130568  Final    deficiency   rapt   ra   design  &  procurement   of    spead   & 
tnntfer    switchgoar   for   component   cooling    pumps,  BVC  water 
puapi-  t  charging/safety    injection   punps.  Oilbert  Associates. 
Inc    revliad    project  mgt  nanual. 
CREl&.E.H.       Bouth   Carolina  Electric   &  Gas   Co.       79/11/19.       2pp. 

791EH03&0  Final   deficiency   rept:  on  791107.  undetectable    failure   in 
iujlneeraif    safetij    features  actuation   SUE    occurred.  AnalyiiE 
T«v*»la<t   *ijf    abiltty    to    initiate    safety    Injection  cnuld   ba 
Icit   under    certain   conditions.  Plant   procedures   uere  reviced. 
CREH9,  E.  H.       South   Carolina  Electric   &  Oas  Co.       79/12/03-       Bpp. 

7T1E14033Q  Final   deficiency   rept  re    design    arror    in   Eon  it  bar    preatur* 
rttlitant  &  watertight   door   units   fromn  anehoraoe.  Door 
frast*   not    get   inutal  led.  Design  mada   uill    be    provided  & 
4oori   uill    be    installed    by   BOQ101. 
CflEUB,  E.  H.       South   Carolina  Electric   &  Can   Co,       79/13/09.       2pp. 


Deficiency   rept   r«   undersiie   sockot  uelda.Utll    insp   rev 
undtrsiied    socket  wslds   on   both    onsite   t   «hap   Bields.  Caused 
111    lnadequjitB   work    by   uvlders,  ASrE   inspectors,  contt  CD  ti 
Bauthwatt  Fabricating   I>  Maiding   Co.  Correction*    underway. 
JOHNSON.  M.  C.       South   Carolina  Electric   fc  Oas  Co.       79/13/03.       4pp. 


79121902701   "Results    of   Hardness   Testing   &  Metallurgical    Examination   on 
Feeduater   Pipo  HBlda    at  Mashington   Nuclear   Project  S.  " 
BUEES.M.  E.        Techniicot    Corp.        WRC-O3-77-1 36.        79/09/2G.        39pp. 

79iail02&4   DiBCUGBBB   URC   plans    to    UB«    ganerfc    analyses    to    develop    early 
vor if ication   progran    to  resolve   ATU3    icsue    for  PHRs  t   DHf?H. 
Success    of   progr-ta  depends   on    industry    response.  Supports 
formation   af    auners   groups    to    provide  nocessarij    info. 
DENTDN.H.R.       Office    of  Nuclear  Heattor  fingulation.      79/IO/17.       3pp. 

7712130465  Responds    to    atop   unrl    ord«r   fc  doficlancy  rept    re    sacrificial 
shield 'wall.  Reiunption  of  uort    is   enntin-gent    upon 
reinspactions,  quality    rocards    ravieuiB   fc   coiiprehenBiva    action 
plan. 

ENfiELKEN,  R.  H.  ftugion  3,    San   Francisco,    Office   of    the   Director. 

79/11/21.        lp. 

791S04024b   Requests    oneting    on    771207   re    daualopcent    of    safety   rallef 
valve   load    definition. 

REKBERCQt,  D.  L.       Hash  ing  tan  Public   Pauer  Supply  Systea.       79/11/20. 
Ppp. 

7912O402S2    Discusnos   791003   Beotlng    u/C    Anderoan   re   Mark     II    pool 
dynaalc    load    tasks. Heeling    on    77 ISO?  uill    provide  nddl    Info 
on   resolutions  for  safety   relief   vatva    Iqaof    dof initions. 
Suoaaru    af   plant  unique  areas    included. 

tIEHBERGER,  D.  L.       Washington  Public   Pauer   Supply  Sgste«.       79/11/SB. 
4pp. 

791^120322  Notification   of  791SO5  meeting   u/utll    In  DotheBda.hO  to 
discuss    procedures   for   review   hu    ctnfF   consul tanto. 
LYMCM,  h.D,  Light    Hater  Reactors    Branch    4.       79/11/3O.       3pp. 

7912120329  Notification    of  7912O7  aflBting   u/util    in  Det h-!Brij(,  HD   to 
discuss    plant-unique    safety   relief   valva    lead    deflnltioci- 
LVMCH.M.D.  Liflht    Uater   Reactors    Branch    4.        79/1I/3O.        3pp. 

791 3380 54A  Faruards    XN-tJF-iO3,     "«att-r   Content    af  Salid    Hatl    by 
Electrolysis.  "  re    testing   ooiatur*    of    lou-htjdrognn 
electrodiae. 

RENBEROER,  D.  L.       Washington  Public    Power   Bupplij  Syite*.       77/13/20. 
2pp. 

— 79122Q0571    "Water   Content   of   Soliil   Hail    by    Elnctroly  si  s.  "    He  via  ion    i 
to  PracBiture  P 69281    far   testing    noiatura   of    lou-hydrooen 
electrades. 

*     Eixan  Nuclear  Co..    Inc.      <3ubs.     of   Exxon   Corp.).       XN-NF-103. 
79/01/fO.        13pp. 

C.     Utility   Envlronaentat  Report    IER),    aaandfi   ti   correspondenca 


7918280MO  Final    deficiency   rept  re    IB  automatic    daapers    in 
VintllBtton   eys   associated   u/12   safety-related    fans. Collar 
holding    control   *r«  uill    be    tack    uelded    an   to   shaft.  Lialt 
fuitch    settings  uill    be   rachectied    riurlnn    startup. 
CBEMB.E.  H.      South  Carolina  Electric   b  BBS  Co.      79/13/18.      3pp. 

7912B&OS32   1-ntirin  deflclancy    rept   re   rod    drop   analysis.  Westinghnuae 
notified   KSC    of   deficiency   on  791119.  Mevting   held    by   NHC  t 
U*.stinghau«e,  Forwards   M**tinghousa  731115   Itr.Final   rapt 
will    be    Issued  uhe,n  Uestinghouse   relays   corraetive  action. 
CREKfliE.  H.      South  Carolina  Electric  fa  Oas  Co.      79/13/19.      2pp. 


7912270043  Forwards   up efated   distribution    list    For   environ   repts   6 
•fiends. 
DUNCAN,  H.  Environmental   Projects   Branch    S.       79/1Z/O&.       4pp. 

F.     8acurity>    aedical.     energencij    t    fire   protuctian  plans 


7912040471    Forwards    info  re  upgraded    aaeraancu    plans   to   plant*   under 
canst  tc  EX.  rovlou.  Applicants    roquirad    to  make   certain 
e«erg>ncu,    arrangesento  w/ctate-  &    local    orgonlntlons    l< 
subnit    vnetrgancy   plana  per  Rag   Guide    1.  1O1. 
VABSALLQ.  D.  B.         Division  of  Project  HanagfiPient.      79/11/21.       6pp. 
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DOCKETED  ITEMS 


0.     Adjudicate^    c  nr  respflnde nc  e 


79120*0059   Memorandum    eiplaining    authority     to    establish    ASLAB,  ASLD 
7910O9   notice    dismissing    proceeding    nay    not    tie    revieufld 
on    ASLAB    init iative. Director    of   Nuclear    Reactor    Regulations 
is     invested    u/au  t  h  or  i  t y    to    determine    terms    c-f   application. 
BISHOP,  C.  J.        Atomic    Safety    ant    Licensing    Appeal    Panel.        79/11X14. 


Q.     Inspection   reports,     IE   Bulletins 


respondent  e 


7712JOQ2B5   Forwards    IE    Info   Notice    79-28.     "Overloading    of    Structural 
Elements    Due    to    Pips    Support    Loads."    No    response    required, 
ENGELKEN.  (t.  H.  Region    S.     San    Francesco,     BfFice    of    the    Director. 

79/1  1/lfi.        Ip. 

7913110532  Forwards    IE    Info   Notice    79-59,     "Losa   of   Nonaaf ply-Related 
Reactor   Coolant   SLJS    Instrumentation    During   Operation,"    Ha 
specific    action    or    response    required. 

ENQELKEN,  R.  H.  Region    5.     San   Francisco,    Office    of    the    Director. 

79/11/16.        Sp 

7912070031    Forward's    IE   Circular   79-34,     "Proper    Installation  !.  Caller   of 
Core    Spray   Pipe   Break    Detection  Equipment    on    GWRs. "    No 
response    required. 

ENQELKEN,  R.  H.  Region    3,     San    Francisco,     Office    of    the    Director. 

79/11/24.         Ip. 

7913110274   Forwards    IE  Circular   79-23,     "Motor    Starters    b   Contactor-s 
Failed    to  Operate.  "    No    respo-nie   required. 

EN8ELKEN,  R.  H.  Region    S.     Ban   Francisco,    Office    of    the    Director. 

77/11/24.        Ip. 


—  791212041B   Finai    deficiency    rept    re    ECCS    pump    room    f  looding.  Fual   pod 

cooling    sys    is    not    designed    to    Seismic    Category     1    or    Clan 
IE    stds.  Fuel    pool    cooling    sys   will    be    upgraded    through 
ro-analijsis    !-    redesign    to    improve    rel  lab  i  1  i  ty. 
o       Washington    Public    Power    Supply    System.        79/11/30.        Ip. 

7913360434    Ack     receipt    of    791130    Itr    d    final    deficiency    rept    re    spent 
fuel    pool    cooling    sys. 

ENQELKENi  Ft.  H.  Region    5:     San    Francisco,     Office    of    the    Director 

79/J2/14.      "Ip. 

—  7912330442   Forwards    final     deficiency    rept    re    spent    fuel    pool    eaollnj 

SU.S. 

RENBEHQER.  D.  L.       Washington   Public   Pouier   Supply    System.       79/11/30. 


—  7912230451    Final    dEficioncy    rapt    re    spent    funl    pool    cooling     iys,  Bptnl 
fuel    SUE   not    designed    to    Seismic    Category    I    stds.  Cooling    ays. 
uitll    be    upgraded. 
»      Washington    Public    Power    Supply    System.        79/11/30.        tp. 


DOCKET   50-399   HENDOC1NO,    UNIT   2 

Q       Inspection    reports,     IE    Bulletins    ti    correspondence 


7912060457    IE    Insp    Ropt    30-399/79-41,30-404/79-07    &    90-4O5/79-O7   on 
790910-21.  No    noncomp 1 iance    noted.  Major   areas    inspected: 
nonconf ormance   re   concrete    operations   &  activities    re 
attended    const   delay. 

HCFARLANQ,  C.  R.  Region   S,    Atlanta,    Office    of    the   Director. 

79/1O/19.       5pp. 


79121105QO  Notifies    that    NRC    intends    to  routinely    forward    to 
appropriate    state   public    util    rogulatory    groups    &    state    atty 
general    afcs    copies    of    escalated    enforcement    correspondence 
s»nt    by    NRC    to    licensees. 

ENQELKEN,  R.  H.  Region   5,     San.   Francisco,     Office  of    the    Director. 

79/11/24.        Ip. 

7913030504  Forwards   Amend    1    to   preservtce    insp    program   plan,  consisting 
of    drawing    changos    uhith    reflect    as-built    conditions 
Identified    during    ongoing    preservics    eiamlnat  ions   &   program 
plan    tflit   changes. 

RENDERGEFJ,  0.  L.        Washington    Public    Pouar    Supply    By  stum.        79/11/2B. 
2pp. 

—  7912030207  Amend    1    to    pres-ervlce    ins-p   program   plan,  cons  i  sting    of 
drawing    changes   which    reflect  as-built    conditions    identified 
during    ongoing    preservice    ei  amination-s    (<   program   plan    teit 
Chan  got, 
*      Washington    Public    Pouier    Supply    System.        79/09/19.        77pp. 

79121901M  ForLiardE  IE  DullEtin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  !.  Control  Pouier  Sys  Qus  During  Operation.  " 
No  ujrittan  rcBponse  required. 

EM8EUHEM,  R.  H.  Region    3,     San    Francisco,     Office,    of    thu    Director. 

79/11/30.        Ip. 

7912310379    Forwards    IE     Info    Notice    79-30,     "Reporting    of    Defects    & 
Noncompl  iancesi  lOCFftai,  "    No   action   required. 

ENOELHEHi  R,  H.  Region    5,     Ban    Franciseoi     Office    of    the    Director, 

79/1H/OA,        tflfl, 


DOCKET   30-400   SHErtRGN  HARRIS   NUCLEAR  POWER   PLANT,    UNIT   1 

A.     Application/construction    stage   documents   &    coi-rei  pond  into 

791S110244  Discusses  NRC    plans    to   USD    generic    analyses    to    dewlap    tir 
vsriFicatlon    program    to    resolve    ATUS    issue    for   PWRs    fc   BHHs. 
Success    of   program  depends    on    industry   response, Supports 
formation    of    owners    groups    to   provide    necessary    info. 
uENTON.H.R.       Office    of   Nuclear    Reactor   Regulation.       79/1GV17.       3pp. 

7912120392  Forwards    facility    schedule    info,  updated    to  791130   for  PWFt 
const  t  activities. 
MCDUFFIE,  M,  A,       Carolina   Pouer   t.  Light   Co.       79/1H/03.       13pp- 

7912120414  Notifies    that   util    mi  1 1    provide    design   bases    for   emergency 
*vc    water    intake    channel    in   FBAR. 
MCDUFFIE,  M,  A.       Carolina   Pouier   b  Light   Co.       79/12/04.       Ip. 

7912280544   Advises   of   FSAR   submittal    by    B00601,  as    reported    in    end 
731231    Itr.  Bubmittal    scheduled    to    support   Juno    19B3  OL 
issuance    for    Unit    1.  Requests    priority    for  NRC  OL   review. 
MCDUFFIE.M.  A.       Carolina   Pouer   fc  Light   Co.       79/13/19.       Ip. 

—7912280995  Responds    to  NRC    7Q1107    Itr   ashing    util    to    Identify    all 
ap  plica-tlons   &  requests    for    revieu   to    be    submitted    to   NRC 
prior    to   B11231.U111    submit   QL   application    in   Juni    19BO, 
including   FSAR, 
MCDUFF1E.H.  A,       Carolina  Power   b  Light   Co.       78/12/21.       3pp. 


79132002SS    Foruiards     IE    Dulletin    79-3B,      "Pos»ible    Malfunction   of    Namco 
Model    EAIBO  Limit    Switches    at  Elevatud   Temps.  "   Action 


EWOELKEN,  R.  H. 
79/13/07.        Ip. 


Region  S,     San    Francisco,    Officr   at    the   Director. 


7912390634   Forwards    IE    Info    Notice   79-31.     "Use    of    Incorrect   Amp  11  Pled 
Responie   Spectra.  "   No   written  response   required, 

EKQELKEN,  R.H.  Region   5,     San    Francisco,     Office    of    the    Director. 

79/12/13.       Ip. 

S.     nepartable   occurrences,    LERs  i   related    c  arreipondenc  e 

79I31Q0017   PNO-V-79-10r  issued    two    immediate    action,   itrs    ta   util 
requistlng   uior  k    stoppage    re    sacrificial    shield   wall    & 
certain    pipe  whip    restraints   due    to    impropar   uorlmansh  io    t. 
posalbJ*    fradulant  records. 

HISHOPiT-.W.  Region    3,    San  Francisco,     Office   of    the    Director. 

79/lt/Bl.        3pp. 

7912120413   Foraarf*    final   d«Cic  iencu    rept    r«   EGGS    pump    room   flooding. 
RENBEROER.D.  L.       Washington    Public   Pouer   Supply   System.       79/11/30. 


7912370342  Forwards    info   re  Harris-Harriett    segment   of   affiite 
transmission    1 ine. identi fying    major    environ    features 
considered    in    selecting    routs    for    SOO    kV    line. 
MCDI/FF1E.  M.  A.       Carolina   Pouier    &  Light   Co.       79/12/21.       9pp. 

F.     Security,    medical,     emergency   h    fire    protection   plan* 

7912040471    Forwards    info   re    upgraded    emergency    plans    to   plant*    under 
const  It  OL  review.  Applicants   required    to  make    certain 
emergency    arrangements   ui/state   tt    local    organizations   fa 
submit   emergency    plans    per   Reg    Guide    1.101. 
VA8SALLO.D.  0.         Division   of    Project   Management.       79/11/21.       4pp. 

0.     Adjudicator^    correspondence 

7912110043  Forwards    comments    on  NUHEO-051 1. Draft   QE1B   reflect* 
conscious    &  deliberate  NRC    policy    to    jeopardize    public 
health   d   safety    t<   thuart   objective*    of   NEPA. 

KEPFQRD.C.       Environmental    Coalition    on   Nuclear   Pouer.       77/10/24. 
22pp. 

7912120254   Support*   Conservation   Council    of  NC    petition    to   halt 
facility    const. 
EDDLEMAN,  W.       Kudiu  Alliance.       79/11/07.       Ip. 
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7912I7QI53   Response    in    opposition    to    intervunors    791105    petition 
rgquDttlng    reopening    of    record    to    consider    adequacy    of 
•vacuatlon    p  lans.  Intorvonors    may    initiate    Commission    action 
If    r»adg    to    bear    burden    of    proof,  Certi  f  ieato    of   Svc    end. 
BARTHhC.A,       Hearing    Branch    3.       79/12/11.       1pp. 


7912170376.    Forwards    SE    Bulletin    79-27,      "Luaa 
Instrumentation    !,   Control    Poiwer    By*    Bus    Dur 
No  written    response   required 

O'REILLV,  J.  P.  Region   2,     Atlanta,     Office 

79/I1/3O.         lp. 


f   Non-Class    IE 
ing    Operation    " 


79123IQ149  Opposition   to    Intervtmor   Conservation   Council    fo   NC   t  Make 
Environ.,  Jnc    791105  petition    to   reopen   record. ASLD    lacks 
jurisdiction   to   grant    pet  ition.  Cart  if  icate    of   Svc    and. 
TRQWBFHDQE,G,  F.        Carolina    Power    S>   Light    Co.'     TRDNBRIDGE,  0.  F.        Shaw, 
Flttman.    Potts   fc  Troiubr  idge.       79/12/14.       1pp. 

3.     Inspection    reports*     IE  Bulletins    tt   correspondence 

79I20&O1O6  Forwards    IE    Info   Notice    79-12A,     "Attempted    Damage    to  Main 
Fuel    A««emb  1  lev  "    No    specific    action    or    response    required. 
O'REILLY.  J,  P.  Region    3,     Atlanta,     Office    of    the    Director, 

79/llfQt,        2pp. 

7712QSOC.33  (Uk   receipt    of    IE    Insp   Rupta    50-100/79-20,50-401/79-20, 
30-4D2/79-19   t<    30-103/79-19    on    790924-24.  No    proprietary 
info. 
ZIMMERMAN^  3.  R.       Carolina   Power    ti  Light   Co.       79/11/15.       lp. 

— 7-312050636  Foruiards  IE  Insp  RepU  30-40O/7I7~20,  50-401/79-20, 
SQ-aoa/?1?-^  &  50-403/79-19  on  790921-36.  No  noncomp 1  lance 
nntid. 

MURPHY, C,E,  Region   2.    Atlanta,    Reactor   Construction  1 

Engineering    Bupport    Branch.       79/11/09.       2p. 

—  7918030630    IE   Insp    Reptn   30-400/79-20,  30-401/79-20,  30-402/79-19  tt 
90-403/79-19   on    790924-26. Major    areas    inspected : sbeel 
structure!  tt   supports,  lueld  ing    procedure    specs   d  melding   matl 
control. 

ECDMnMOS.N,  Region   S,     Atlanta.    Office    of    the   Director. 

HERDT.A.R.  Region   2i     Atlanta,    Reactor   Construction  & 

Engineering   Support    Branch.       79/11/07.       6pp. 

79IS10O1E.O  Forwards    IE    Info   Notice   79-2B,     "Overloading    of    Structural 
ELijnints   Due    to  Pipe    Support   Loads."   Ha    response   required. 
O'REILLV,  J.  P.  Region    S.    Atlanta,    Office    of    the    Director, 

79/11/16.        lp. 

791S11094O  Forwards    IE    Info   Notice   79-29,     "Loss    of   Nnnsaf ety-Helated 
Reictor    Cnolont   Sgs    Instrumentation   During    Operation.  "   No 
ipeclflc    action   or   response    required. 

O'neiLUYr  J,  P,  Rogian    2,    Atlanta,    Office    of    the    Director. 

77/11/li.       2pp. 

7912170142  Supplements    response    to    IE  Bulletin   79-15,     "Dup   Draft  Pump 
Deficiencies,"    Initial    response    provided    790910.  Insps 
ulll    b*    performed   at    vendor    facility    prior    to    shipping. 
HCDUFFIErM.  A.       Carolina   Power   d  Light    Co.       77/11/21.       lp. 

7912170161    Supplement!    response    to    IE  Bulletin   79-23,     "Potential 
F'llurv    nf    Emergency    Diesel    Ganerator   Field    Exciter 
TranifarniBV.  "   Confirms    that    24-h    load    to»t   mill    he    performed 
as    part    of    preopiratlonal    tenting    program. 
HCDUFFIErM.  A,      Carolina  Pouiar  b  Light  Co.      79/11/21.       lp. 

791204O&OS  Foruiarns    IE  Circular   79-24,     "Proper    Installation  &  Calinr   of 
Cor  I    Bpr«u    Pipe   Bread    Detection   Equipment    an   DHRs.  "    No 
Tmtfonta   required. 

(TREI-LLV,  J.  P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/11/26.        lp, 

79I211Q123  Forwards    IE  Circular   79-S3,     "Motor   Starters   (.   Contactors 
Failed    to   Optratn,  "   No   response    requlrad. 

O'REILLV,  J.  P.  Region   2>    Atlanta,    Office    of    the   Director. 

79/11/26.        Ip. 

79IH11O3O&  AcV    rec.ipt   of    IE    Imp    Ropts    50-100/79-22,50-401/79-33, 
50-402/79-21    &   90-1O3/79-21    on   791022-S5..NO    proprietary 
in  fa. 
HQUE.P.U,       Carolina   Power   {.  Light   Co,       79/11/26.       lp, 

— 791BllO3ai  Forwards  IE  Insp  Repts  30-400/79-22,30-401/79-32. 
9O-102/79-21  t>  30-403/79-21  on  791022-23.  No  noncompl  lance 
noted. 

MURJ"HV(C.E.  Region   a-    Atlanta,    Reactor   Construction  fc 

En-jinxr Ing   Support   Branch.       79/11/19.       2pp. 

—7912110334    IE    Insp    Rlpts    30-400/79-22,30-401/79-22,30-402/79-21    b 
3O-4O3/79-21   on  791032-33.  No  noncompl  lance  notad,  Major 
4r-aas    inspected;  l«k*Sr  dams    t<   canalsiQA/QC    controls   ti 
uort    »ctivitie»   l(   structural    eoncretB    quality   records. 
LEHAHAM.  0.  J,  Region   2>     Atlanta,    Office    of   the   Director. 

COHLDNi  T,  E.  Region  2,    Atlanta,    Reactor   Construction   ti 

Engineering  Support  Branch.      79/11/14.      4pp. 


7912310395    Forwards    IE     Info   Notice    79-3O.     "Fleportins     of    Defects    t' 
Noncompl  iancesi  10CFR21.  "   Nn    action    required. 

O'REILLY,  J.  P.  Region   2,     Atlanta.     Office    of    the    Director. 

79/1 2/Ot.         5pp 

79l22OOOOd   Forwards    IE    Bulletin    79-2B.     "PoaalblE    Malfunction    of    Namco 
Model    EA18O   Limit    Switches    at    Elevated    Temps."    Action 
requiired  . 

O'HEILLV,  J.  P.  Region   2.     Atlanta,     Office    of    the    Director. 

79/12/07.         2pp. 

7912S3037O  Forwards    IE    Info  Notice   79-31,     "Use   of    Incorrect   Amplified 
Response    Spectra.  "    No    written    response   required, 
D'HEILLY,  J.  P.  Region   2.     Atlanta,     Office    of    the     Director. 

79/12/13.        2pp. 

7912280119   Foruards    IE   Circular    79-29.     "Bliock   Arrestor   Strut    Assontilg 
Intflrforanie.  "    No   written   response    required. 

O'REILLY,  J.  P,  Region    3-     Atlanta,     Offica    of    the    Director. 

79/12/30.         4pp. 

3.     Reportable   occurrence-s,    LERs    &    related    c  orrespondancE 

7912210051     PNO-EI-79-O13:  meet  !no     conducted    by    11    el  (rctric  iani    u/local 
TVA    station   re   mgt    inodility    to    control    tool    tlieft.  Locked 
hoie-9    broken    into   at    site  tt   tools    remove*. 

BRADLEY,  Ft.  D.  ,     MCFARUAND,  C.  R.  Region    S,     Atlanta,     Office    of    the 

Director.       79/10/24.        lp. 

79120(10669    PNO-1 1-79-19:  on   791029,  util     informni!    Region   2    that 
reinforiament    steel    were   omitteil    during    placement*    of  Class 
I    concrete    in    Unit    1    containment    shield    wall   &  Unit   2 
reactor    auxiliary    bldg    shear    wo  1 1.  Invest!  gation   pending. 
BRADLEY,  R.  D,  i     BRYANT,  J.  C.  Region    3r     Atlanta,     Office    of    the 

Director.        79/10/30.         lp. 

79121303H6   Notifies   NRC    that    final    rept    ra    deficiencies    in  pTocuremant, 
Fabrication  !i    ln»p    of    engineered    plates    For   concrete 
embedment    t<   support    of    safety-related    loads  ui  1 1    he 
completed    on   791231.  Detays    caused    by    intensive   reuiort. 
CHIANOI.N.  J.       Carolina    Power   !.   Light   Co.       79/11/O2.       2pp. 

79121304")a    Interim   deficiency   rep  t    re    omission   of   rebar    in  reactor 
auxiliary    b  Idg.  Correc  tlve  action   uiill    be    completed    by 
800301, 
CHIANQI.N.  J.       Carolina    Power    S   Light    Co.       79/12/O5.       2pp. 

— 7912130452    Ac k    receipt    of   NRC    791D30    1 tr    re    placement    of    concrete 
omitting    rehar.  Cauaofl   by    human    error.  Repairs   on    affected 
walla    mill    commence    after  NFIC    approval    of   corrective   action. 
JONES,  J,  A.        Carolina    Pouiar    &    Light    Co.        79/11/O1.        6pp. 

— 79121304il    Provides    supplemental    info    to    791101    Itr   re    corrective 
actions    following    omission    of   rebar    at    tuio    locations. 
Requests    authorization   to   re  a  urn*    placement    of   concrete  & 
approval    of    proposed]    corrective    act  ion. 
JONES,  J.  A.        Carolina    Pouar    !r   Li^ht    Co.        79/11/02.        2pp. 

— 7912130172    Notifies    that    pull     teat     on     teat    oars    ulill    be    conducted 
791217    ro   engineering    evaluation    tt   repair*    for    reactor 
auiilliary    bJdg   &    containment    b 1 d g.  Renuests   approval    of 
proposed    repairs. 
JONEB,  J.  A..       Carolina    Pouer    !<   Light   Co.       79/11/14.       2pp. 

79122G052?    Interim  deficiency    rept    re   defective  Seismic   Class    I    hangar 
wolds.  Final    rept  ulll    be   foruarded    on    BOO  130. 
CHIANBI.  N.  J.       Carolina   Pouier    tt   Light   Co.       79/12/19.       2pp. 


DOCKET   50-401    SHEARON  HARRIS  NUCLEAR    POWER   PLANT.    UNIT  2 

A.     Applicatl-nn/tonatru-etion   stage    documents    t   eorrespondenc r 

71121102*4   Discuses    NRC    plans    to   use   generic   analyses   to   develop    early 
verification   program   to   resolve  ATW8    lasue    for   PWRs   (<  DWRa. 
Success    of    program   depends    on    industry    response.  Supporti 
formation    of    ouners    groups    to    provide    necessary    info. 
DENTON.H.  R.       Office    of    Nuclear    Rflactor    Regulation.       79/10/17.       3pp. 

7912120392  Foruards    facility    schedule    info. updated    to   791130    for    PUR 
const   b   activities. 
MCDUFFIE.  M.  A.       Carolina   Power    fc  Light    Co,       79/12/O3.       13pp. 
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7912120416  Notifies    that    util    will    provide    design    bases    For    emerse. 
*vc    water    intake   cfiannol    in   FSAF1. 
MCDUFFIE.  M.  A.        Carolina    Pouer    t    Light    Co.        79/12/Oi.        lp. 

79123G0346  AdviSOE   of  F3AR    tubnlttal    b  .   900*01,  as    roported    in   enc  1 
701221     Itr, Submittal    scheduled     to    support    June     19B3   UL 
Issuance  .for    Unit    1.  Requests   priority    for    MRC  HL  r •vivid. 
MCDUFFIE.M.  fi.       Carolina   Pouer    fc  Light   Co.       79/12/19.       lp. 

— 7-H22BQ59S   Responds   to   NSC   7B11O7    Itr   making    util    to    '"entify    ftl 
applications   !.    rnquents    for    review  to    be    submitted    to   KH*. 
prior    to    B11H31.U111    submit    OL  app 1 ication    In   June    wuu, 
•  ----  "^"-^^j^  po^r  ^  Llght  CQ       7B,,2/ai.      2pp. 


7913270343  Forward.    info    re   H«rrl«-«»rn.st    •  ec.rient    pf    orfilte 
tr«nHil»ion    lim,  U«iUlgini    ™>J<"-  H"n^l.r?"    '«tu"« 


H 

consider*      in    selecting    route    for    500  •  ., 

MCBUFFIE,  M.  A.        Carolina   Pouer    &    Light    Co.        79/12/21.        •if  p. 

F.     Security,    medical,     Bmergoncy    &    f  irejirotec  tion^plane 


7912040471    Foruardfi    info    re    upgraded    •msrn«i«B    plan;    to   plants    under 
e«nit   (.    OL   reviau.  Applicants    required    to   snake    certain 
Emargency    arrangstnenti    u/-stata    &    local    orsaniiat  Ions   S. 
fiubnit    emergency    plan*    per    Reg    Guide    1.101.  ™jlt/-al         boo 

VAS9ALLQ.  D.  B-  Division    of   Project    Management.        79/11/21.       fafp. 


0.     Adjudicator")    correspondence 

7912110043  Forwards   comments   on   MUREG-O51 1.  Draft    GE1S   reflects 
conscious   ft    dollnerate    NRC    policy    tfl    jeopardiie    public 
health    !.   safety   J.  thwart    objectives    of   NEPA.  -,«/in/3Jl 

KEPFORD.C.       Environmental    Coalition   on   Nuclear    POU.BH-.       79/10/S4. 
22pp. 

771212023-!   Supports  Conservation    Council    of    HC    petition   to    halt 
facility    const. 
EDDLEMAM.M.        Kudiu   Alllancfl.        79/11/O7.        lp. 

79121701S3  RBiponae    in   opposition    to    intervanora    791 109   petition 
requesting    reopening    of   recur*    to    considai-   adeiuacv    at 
nvacuation    olana. InteTvennrs    raau    initiate   Co»mls*iDn  action 
If    ready    to   bear    burden    of    proof .  Certificate   of   Svc    end. 
GARTH.  C.  A.       Hearing    Branch   3.       79/13/11.       4pp. 

7912310149  Opposition   to    intervenor    Couuervat ion   Council    fo  NC   t.  Wake 
Environ,  Inc    79110S  petition    to   maper.    record.  ASLD    lacks 
..iriadiclion    tn    orant    peti  tion.  Certi  f  icate    Of    BVC    end- 

TRDHBRIDOE"O.F      caroiU  PoUer  t  Light  co.     tflDWBRiDQE,  O.F.     shau, 

Pittmar,    Potts    b  TrowbridsB.       79/lS/H.       4pp. 
Q.     Inapoetion   reports.     IE  Dulletini   t.  correspondence 

7913060106  Forwards    IE   Info    Notica  79-1BA,     "Attempted    Domage    to   Neu 
Fual    AasHrablies. "   No    specific    action    or   response   requlreH. 
Q'REILLV.  J.P  Roglon   2,     Atlanta.    Of-fie*    of    the   Dlrnctor. 

79/ll-/0'9.       2PP- 

7912030433  Act    receipt    of    IE   In^p    Rept5    SO-4  00/79  -20,  30-4O1/79-20, 
90-40a-/79-19    t   30-^03/79-19    en    79Q924-Z6-  Mo    pi-oprietarw 

ZIMKERMAM.a.n.        Corolina    Pnuer    fc   Light    CO.        79/11/13.         lp. 

— 791205063A   Forwards    IE    Insp   Hcpta    SO-400/79-30, 50-4O1 /79-20, 
30-402/79-19   &   90-103/79-19    on   79Q9S4-26.  No    r,oncom[il  innce 

HU31PHV.C.E.  Regions.    Atlanta,    Rene  tor  Construction  t 

Englnoorlng   Support   Branch.       79/11/09.       Hp. 

— 79120SO&3B    IE   Inap   Repts   50-400/79-20,30-401/79-20,30-102/79-19'  ti 
50-403/79-19  en  79O924-26.  Ma  JOT    aroas    inipec ted: stoal 
structures   t>    aupporta,  weld  ing    proceilura    spsea  ti  WBloing   raatl 

ECatffiMD3,H  neoion   2,    Atlanta,    Office    of    the   Director. 

HERDT.A.R.  Reoion   2.    Atlanta,    Reac tor  Construction  (. 

Enslratrlng   Support   Drnnch.       79/11/07.       tff. 

791S1001AO  Foru*rdi    IE    Info    Notice    79-28,     "Overloading    of   Structural 
Elewmts    Hue    to   Pipe    Support  Loads,  "   No   response   required. 
O'REILLY,  J.  P.  Region  S,    Atlanta,    Offie*    of   the    Director. 

lp. 


791Z110B10  Forwards    IE    Info    Nofcici   79-29.     "Lo»*    of   Non«af it\|-R«  1  atid 
ReactuT-    Coolant  Sg s    m*tTumentatiiin  During    Operation."   Ho 
ipvclflc    aeticm  or    rnsponie   requirad. 

O'REILLV,  J.P.  Region  2,     Atlont*.    Office    oC    thfl    Director. 

79/11/14.       Sip. 


79131701^2  aupplentnt.   reaponse    to    IE  Bui  Ittln   T>~^-     "Ditf    Dr-ft  Pu.p 
Deficl.ncipa  .-    Initial    re.ponae   prnviHad    79091O.  In.p. 
will    be    performed   at   vendor    f«ll  Ug    prior    to    .  hJP»in». 
MCDUFFIE.  H.  ft.        Carolina    Pouier    b   Light    Co.        79/11/21.        lp. 

79121701^1   Boppl.»nt.    re,po«Be    to    IE   ^ll.tin   79-M,     "Pot.ntial 
Failure    of   Emergancy    Diesel   Generator   Field   Eitltir 
Tran.fomBT.  "    Confifms    that   21-h    load    test   will    b*    performed  . 
ao   part  of    pr.oporational    testing 
MCDIJFFIE.H.  A.        Carolina    Pouier    (. 


Co.        79/11/21. 


lp. 


7913060609  Forwards    IE  Circular    79-24,     "Proper    Installation  t,  Calibr  of 
Core    Spray    Pipe    Break    Detection  Ettuipment    on   BURs.       No 
raBponso  roquirod. 

O'REILUV.  J.P.  Region    2,     Atlanta 

79/11/86.       lp. 


Offico    of    the    Director. 


7912110L23  Forwards    IE  Circular    79-23,     "Motor   Starters   fc  Contactors 
Failed    to   Operate.  "   No    reaponao   required. 

D^REILLY,  J  P  Region  2.     Atlanta.    Office    of    the   Director, 

79/11/26,       lp. 

7912110306  Ack    receipt    of    IE    Insp   Rnpta    90-400/79-22,30-101/79-32, 
30-402/79-21    t   30-403/79-21    on   791022-29.  No   proprietary 

HOHeip.  W.       Carolina   Foiuei'    t  Liflht   Co.       79/11/26.       lp. 

~  7912110331    Forwards    IE    Inap   fiepts    SO-100/79-22,  90-101/79-22, 
30-103/79-21    <•    30-103/79-21    on   791023-23.  No   noncompliance 

MURPHY.C.E.  Region   a,    Atlanta,    Reactor   Construction  t 

Enolrearinn    Support   Dranch.       79/11/19-       Epp-    ' 

—7912110334    IE    Inup   Ropts    30-400/79-22,50-401/79-22,50-408/79-21   * 
30-403/79-21    on  791032-25.  No   noncompl  ianc.   noted.  Major 
arcai    inspected:  lakos-  dams    fc   canals.  QA/QC    control*   fc 
work    activities   ti   atrueiural    concrete    tiual  ity    rocoril*, 
LWWHAN,  J.  J.  R'Bion    3,    Atlanta,    Office    of    the   "^.etor. 

CDNLOM.T.E.  Region  2,    Atlanta,    Reactor   Construction  (• 

Engineering    Support   Branch.       79/11/14.       4pp. 

7912190370  Forwards    IE  Bulletin  77-27,     "LoBB    of   Non-Clas.    IE 
Instrumentation   t  Control    Pouier   Sy  s   Du.   During   Operation. 

*P"":";Ua"A«.nt.,    Office    of    the   Director. 


79/11/30.        lp. 

7912310309  Foruiarfls    IE    Info    Notice   79-30,     "Rsportino    of  Defect*    i< 
Moncompllanees,  10CFR21."   No    octlon   rojuired.  _.„„.„ 

Oj'REILLY.O.P.  RHgion   S,    Atlanta,    Office   of    the   Director. 

79/1B/06.        BpP- 

7913200006   Forward*    IE  Bulletin   79-80,     "Po*«lbl»   Malfunction   of  Namcn 
Model    EA180  Limit  Suiitchea    at   Elevated    Temps."    Action 

Q-RElLLvi  J.  P.  Region  3,    Atlanta,    Office    of    the    Director, 

79/12/07.       2pp. 

79123(10370  Forwards    IE   Info    Notice    79-31,     "Use    of    Incnrroct  Anplifl«d 
Response    Spectra."   No   written   response   required. 
D'REILLY,  J.P.  Region   S,    Atlanta,    Office    of    the   Director. 

79/13/13.       2pp. 

7912290119   Foruard*    IE  Circular  79-23,     "ShocV    Arrester   Strut   Assenlls 
Interference.  "   No  written   response    required. 
O'REILLY,  J.P.  Region   B,    Atlanta,    Office   of    the   Director. 

79/13/20,       4pp. 

a.     RtporUbU    occurrences.     t-ERsJ,   related    C°^'*P!!;^! 

7912310091    PHO-I!-79-013:mBeting    conducted    by    11    electricians   w/lo(»l 
TVA   atatlan    r»    utgt    Inability    to   control    tool    thoft.  Locked 
fcoiBi   hrolmn   into  at  site  h   tools  romoved.  ,,..,,.  „*   H.. 

BRADLEY,  R.  D,  ,    HCFAHLAND,  C.  fi.  Reflion2,    Atlanta,    Office  of    tilt 

BirBttor,      79/10/34.       lp. 

79130fiOi67  PNO-IT-79-19:on   791029,  util    Informed    Region   2   that 
reinforcement    steal    uere    omitted    during    placement*    of  Clan 
I   ccmcrete   In  Unit   1   containment   shield   wall   *•  unit  v 
reactor   Hu.iliarg    bid?    <hear   u*ll,  Investiaation   P»n;lnu' 
BRADLEY.R,  D.  ,    DHVANT,  J.  C.  Region   a,    Atlanta,    Office   of  the 

Dirnetor.       79/10/30.       lp. 

79121U05B6  Notifle*  NRC   that   final   vept  re   deficiencies   in  proeuriMn 
fabrication   fc    Imp    of    engineered    plates    for    concrete. 
cmfaedmint   &    .upport   of    s-af  ety-ralated    load,   will    be 
comnleted    on   791231.  Dtlaus    caused    bij    entenilve   reuorli. 
CHIAHO"N.J        Carolina    POUOT   ft  Light   Co.       79/11/02.      2pF. 
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791B13Q44B   Interim   deficiency   rept   re   omission   of  rebar    in   reactor 
auxiliary    &  1  tfg.  Corrective   action   will    bo   completed   by 
BQ03Q1. 
CWIAN0I.N.O.       Carolina   Power   &  Light   Co.       79/15/03.      Bpp. 

—  7912S30452   Ack   receipt   of   NRC   791030   Itr   re   placement   of   concrete 
omitting    r»bar.  Caused   by    human   error.  Repairs   on   affected 
ualli  will    commence   after   NRC   approval    of   corrective   action. 
•JONESiJ.A.       Carolina   Power   &  Light   Co.       79/11/01.      App. 

--7912130461    Provide!   supplemental    info    to   791101    Itr   re   corrective 
actions    following   omission   of   rebar   at    two    location*. 
Requests    authoriiatian   to   resume   placement   of   concrete   & 
approval    of   proposed   corrective   action. 

A.      Carolina  Pouar   t  Light   Co.       79/11/OZ.       2pp. 


—  791213047H   Notifies   that   pull    test   on    test   bar*   will   be   conducted 
791217   r»    engineering    evaluation   &   repair*   for  reactor 
auiUliari;   bldg   &   containment   bldg.  Requests   approval   of 
proposed    repairs. 
JOKES,J.  A,       Carolina   Pouiar   fc  Light  Co.       79/11/14.      3pp. 

7912380389   Interim   deficiency   rept   re   defective   Seismic   Class    I   hanger 
ttddl.  Final    rept   mill    be   forwarded   on   600130. 
CHIAkOI-N.  J,       Carolina   Potuer   &  Light   Co.       79/12/19.      2pp. 


DOCKET    50-402  BHEARON  HARRIS  NUCLEAR   POWER   PLANT.    UNIT  3 

A.    Application/construction   stag*   documents   h   correspondence 

79JB110264  Discusses   NRC   plans    bo   use   generic    analysis   to    develop   early 
verification   program   to   resolve   ATMS   issue   for   PHRs   d  DWHa. 
Buccen   of    program  depends   on   industry   response. Supports 
formation   af   owners   groups   to   provide   necessary    Info. 
DEHTDN.H.R,       Office   of   Nuclear  Reactor  Regulation.       79/10/17.      3pp. 


7913310149   Opposition    to    intcrvenor    Conservation    Council    fo   NC   ft   LJafce 
Environ.  Inc   7r?1105   petition    to   reopen   record.  ASLH    lack* 
jurisdiction   to   grant   petition.  Certificate    of   SVL   end. 
TRQWBRIDQEjfl.  F.       Carolina    Power    6    Light    Co.        TRDUHRIDuE.  0.  F. 
Pittman,     Potts    i   Traujbr  idge.        79/12/14.        4pp. 


Sha 


Q.     Inspection   reports,     IE  Bulletins 


correspondence 


7912060106    Foriiiarda    IE    Info   Notice    79-12A,     "Attempted    Damage    to    MBIU 
Fuel   Assemblies."   No   specific    action   or   response  required, 
O'REILLV.  J.P.  Region    2,     Atlanta.     Office    of    the    Dimeter, 

79/11/09.        3pp. 

7912030633   Ack    receipt    o*    IE    Insp    Repts    5O-4QO/79-2O,  30-401/79-2O, 
BO-402/79-19  &   SO-403/79-19   on   790924-36.  No   proprietary 
info. 
ZIMMERMAN.  S.  R.        Carolina    Power    &    Light    Co.        79/11/iS.        lp. 

—  7912050636  Forwards  IE  Insp  Repts  30-4  OO/79-2O,  50-401/79-20, 
90-402/79-19  b  50-4O3/79-19  on  790724-26.  No  noncompliance 
nntxl. 

MURPHVt  <C.  E.  Region   Si     Atlanta,    Reactor    Construction   S. 

Engineering    Support   Branch.       79/H/O9.       Hp. 

--7912030638    IE    Insp   Repts   50-10O/79-20,  30-401/79-80,  30-403/79-19  fc 
3Q-  403/79-19   on  790924-26.  Ma  jor   areas    i  nspec  t«d:  a  teel 
structures   &   supports,  weld  ing    p-roceiFur*    specs  b  us  Id  Ing  mat  I 
control, 

ECaNOMO9,N.  Region  2,    Atlanta,    OPPiie    of    the  Director. 

HERDTrA.  R.  Region  2,    Atlanta,    Reactor  Construction  t 

EnginoBTing    Support   Branch.       79/11/07.       t*pf- 

7912100160  ForuardE    IE   Info  Notice   79-23,     "Ovorl  oading   of  Structural 
Elements   D-ue    to  Pipe   Support   Loads.  "   Ma   response  required. 
O'REILLY.  J.  P,  Region  2,    Atlanta.    Office   of    the   Director. 

79/11/li.        lp. 


7912130392  Forwards   facility   schedule    info,  updated    to   791130   for  PUR 
const   b  activities. 
HCDUFFIEitl.  A.       Carolina   Pouiar   t<  Light   Co.       79/1B/03.       13pp. 

7912L3O416  Natlfiei    that   utll   ulll   provide    design   baaas   for   amergency 
ivc    wattr    Intake   channel    in   FSAR. 
«CDyFFIE,M.  A.       Carolina  Power   tt  Light   Co.       79/  13/O6.       lp. 

7?iaaSO34t  Advlvei    of  FEAR   submittal    by   B00i01,ai   reported    in   «ncl 
7B1221    Itr.  aubtnittal    echaduled    to   support   June   1983  DL 
iiiuance   for  Unit   1.  Request*   priority    for   NRC   OL  reviou. 
MCTMJFFIE.M.  A.      Carolina   Pouer   fc  Light   Co.       79/13/19.       lp. 

—  791S2B0955   Responds   to   NRC   781107   Itr   asking    utll    to    identify   alt 
applications   b  requests    for   revleu   to   be   submitted   to   NRC 
prior  to  B11231.U111  submit  OL  application  in  June   1980. 
Including   FSAR. 
rtCDUFFIE.M.  A.      Carolina   Pauier   fc  Light  Co.      7B/12/21.       2pp. 

791S27O34H  Faruardi   info  re  Harris-Harna  tt  segment  of  offiite 
traniminlon   line,  identifying  major  environ  features 
caniidered    in   selecting   route   for   300   W   line. 
MCDLPFFIE.M..  A.       Carolina   Power   h  Light   Co.       79/12/21.       9pp. 


medicali    emergency   b   fire   protection   plans 


7912040471   Forward*    info   r>   upgraded    emergency   plans   to   plants   undar 
can  it  tt  at.   reviaw,  Applicants   required    to   male   certain 
•eergencu,    arrangements   ui/state   it   local    organliations   I* 
vubnib   (mflt-UBncg   plan*   par   Rag   Outdo    t.  101. 
VA5SALLO.D.  B.         Division   of   Project  Kanagament.      79/11/21.       6pp. 


79121JOS40   ForuardK    IE    Info  No  tic*   79-29,     "Loss    of   Monsafety-RelateiJ 
.Reactor   Coolant   Sy  s    Instrumentation   During   Oj)  c-ration.  "  No 
specific    action   gr   re-sponse   required. 

O'REILLY.  J. P.  Regions,    Atlanta.    OFflce   op    the   Director. 

79/11/16.       2pp. 
1 

7912170142   Supplements   response    to    IE  Bulletin   79-19,     "Deep  Draft   Pump 
Deficiencies. "    Initial    response   provided    790910. Imps 
will   be    performed    at   vendor   facility   prior    to    shipplns- 
MCDUFFIE,  H,  A.        Carolina   Power    &    Light    Co.        79/11/21.        lp. 

79-12170161    Supplements    response    to    IE  Bulletin   79-23,    "Potential 
Failure    of  Emergency   Diesel   Oenorator   Field   Exciter 
Tranifoivnar.  "    Confirms    that   24-h    load    test   ulll   be   performed 
as   part    of   praoperat ional    testing    program, 
MCDUFFIE,  M.  A.        Carolina   Pouar    *    Light    Co.        79/11/21.        lp. 

7-912060605   Forwards    IE   Circular   79-24,    "Proper    Installation  fc  Cal  ibr    op 
Core  Sprau   Pipe  Dredk    Detoctjon   Equipment   on   BURs.  "   Na 
rnapons*    required. 

O'REILLY,  J. P.  Region  2,    Atlanta,    Office   oP   thn   Dir«clor. 

79/11/26.       lp. 

7712110123  Forwards    IE   Circular   79-E3,    "Motor   Starters   fc  Contactors 
Failed    to   Operate."   Ha  response   required. 

O'HEILLY,  j,  p.  Region  B,    Atlanta,    Office   at    th«   Director. 

79/11/26.       lp. 

7912110306   Ack    receipt    of   IE   Insp   Repta    50-400/79-22,50-401/79-23, 
30-402/79-21    &    90-4O3/79-21    on    791022-29.  No    proprietary 
info. 
HOME.P.H.       Carolina   Pouer   tt   Light   Co.       79/11/26.       lp. 


,    Adjudtcatory   correspondence 


7912110043  Foriuarda   comments   on   NUREO-0311.  Draft  OEIB  reflecta 
conscious   tt  deliberate  NRC   policy    to   jeopardlie   public 
health   !<   safety   !<   thwart   objectives   of   NEPA. 

KEPFQRD.  C.       Environmental    Coalition   on   Nuclear  Poutir.       79/10/24. 
22pp. 

7912120324  Support!   Conservation   Council    of   NC   petition   to   halt 
fad  Itty    const. 
EDDUEMAN,H.       Kudiu  Alliance.       79/11/07.       lp. 

7912170153  Response   In   opposition   to   intervonora   791109  petition 
requesting   reopening  of  record  to  consider  adequacy   of 
evacuation   plans,  Intervehors   may    Initiate   Commission   action 
If   rtadu.    to   bear   burden   of   proof  ,  Certificate   of  Svc   end. 
BARTH>C.A.       Hearing   Branch   3.      79/1  a/,11.       4pp. 


— 7913110331  FnnuarJs  IE  Inftp  Repts  50-400/79-22,30-401/79-22, 
50-403/79-31  li  30-4O3/79-HI  on  791022-HS.  Na  nonccmpliance 
noted. 

MURPHY,  C.  E.  Region  2,    Atlanta,    Reactor   Construction  fc 

Enoineerinp.   Support   Branch.       79/11/13.       2pp. 

—7913110334   IE   Insp   flept.   30-4OO/79-22,  30-401/79-22.  50-402/79-21 
30-403/79-21   on   79loa2-a5.Ha   noneomp  1  iancit   noted.  Major 
areas    inspected;  lakes,  dams    li   canals,  OA/OC   controls  b 
uorV   activities   !<   structural    concrete   quality   records. 
LENAHAN.J.  J.  Reoion  2,    Atlanta,    Office   of   the   Director, 

CONLON'T.E.  Region  2,    Atlanta,    Reactor   Construction  & 

Engineering   Support   Branch.     .79/11/14.       4pp. 

7912190376  Forwards  IE  Bulletin  79-37,  "Loss  of  Non-Class  IE 
Instrumentation  «.  Control  Pouiar  BIJS  Dus  During  Operation." 
No.urltten  response  required. 

O'REILLVh-J.P.  Rejlon  2i    Atlanta,    Office   of    the  Director. 

79/11/30.       lp. 


230 


DOCKETED  ITEMS 


79lk'310aB5   Forujaids     IF     lota    Notice    79-3O,      "Reporting    of    Defects    t, 
Noncompiiantes.  10CI-R21     "    No    action    required. 

O'REILLV,  J    P  Hegion    S.     Atlanta.     Office    of     the    Director. 

79/12/0&.        5pn 

7912200006   Forwards     IE    Bulletin    79-2B,      "PosgiblE    Malfunction   of    Namco 
Modal     EA360   Limit    sSui  i  ted  BE    .at    Elevated    Temps.  "    Action 
recu  ired 

O'REILLV.J    f  Rugion    2,     Atls 

79/12/07.        2pp. 


Office     of    the    Dir 


:tor. 


79123BQ370  Forward?  IE  Info  Notice  79-31,  "U*e  of  loe  orret  t  Amp  1  i  f  I  ed 
Response  Spectra  "  No  written  response  required. 
O'REILLY,  J-.  P.     Region  2.  Atlanta,  Office  of  the  Director. 
79/12/13.   2pp. 

79122B0119  Forwards  IE  Circular  79-25.  "Shock  Arrestnr  Strut  Assembly 
Interference.  "  No  written  response  required. 

D'BEILLV,  J.  P.      Region  S.  Atlanta,  Office  nF  the  Director. 
79/L3/2Q.    4pp. 

S   Reportable  occurrences,  LERs  E.  related  correspondence 

7912210051  PND.-Il-79-O13:mEOting  conducted  by  II  electricians  w/lucal 
TVA  station  re  mg  t  inability  to  control  tool  theFt,  Locled 
boiua  broken  into  at  site  !<  tools  removed.  „,,„,„„ 

BRADLEY,  R.D      Region  2.  Atlanta,  Office  oF  the  Director,  79/1O/24. 

IP 

79.12Q6Q669   PNO-I  1-79-019:  on    791029.  ulil    informed   Region    3   that 
reinforcement    stc-el     omitted    during    placements    of   Clais     I 
concrete     in    Unit     1    containment    shield    wall    t.    Unit    3    reactor 
au>illary    bldg    shear    wall.  1  nves  tigat  1  on    pending. 

BRADLEY.R.D.  Hegion    3,     Atlanta.     Office    of    tji  e    Director.        79/10/30. 

IP- 

79121305B6  Notifies   NRC    that    Final    rept    re    deficiencies    in   procurement, 
fabrication  !t    insp    of    engineered    plates    for    concrete 
embedment    ft    support    of    saf  ety-r  elatod     loads    will     be 
completed    on     791231.  Delay  5    caused    by     eitenisive    rework. 

.  J.        Carolina    Pousr    &    Light    Cd.        79/  1  1  /O2.        3pp. 


7912130'1'IB  Interim  deficiency  re-p  t  re  omission  of  rebar  tn  reactur 
auxiliary  b  Idg  .  Corret  tive  action  mill  be  completed  by 
U00301. 
CrUANOl.N.  J    Carolina  Power  (.  Light  Co.   77/12/05.    app. 

—7913130432  Act  receipt  of  NRC  791030  Itr  re  placement  of  concrete 
omlttinj  rfibar.  Caused  1iy  human  errni-.  Repairs  on  affected 
ualls  luill  commence  after  NRC  approval  of  corrective  action. 
JONES,  J,  A.   Carolina  Poiaer  *.  Light  Co.   79/11/01.   App. 

--7912130461  Provides  supplemental  info  to  791101  I  Ir  r-e  corrective 
actions  follouing  omission  of  rebar  at  tiuo  locations. 
Ren.ues.ts  au  thnri  latlon  to  resume  placement  of  concrete  i 
approval  of  proposed  torretliva  action. 
JONES.J.A.   Carolina  Pouier  ?<  Light  Co.   79/11/02.   3pp. 

—  7913130472  Notifies  that  pu3  1  test  on  teat  bars  ui  1  1  bo  conducted 
791217  re  etig  Sneering  evaluation  d  rspaire  for  reactor 
auillliary  bldg  tc  containment  b  1  do.  Requests  approval  of 
proposed  repairs 
JDNEB,  J.  t>    Carolina  Power  &  Light  Co.   79/11/H.   2pp, 

771B3SO529  Intfri™  deficiency  rept  re  defective  Seiimic  Clasi  I  hanger 
ualdi.  Final  rapt  ui  11  be  Forwarded  on  600130. 
CH1ANOI.N.  J.   Carolina  Power  It  Light  Co.   7=J/12/l'J.   3pp. 


DOCKET    50-103    SHEARQN   HAHR1S   NUCLEAR    POWER   PLANT,     UNIT    4 

ft     Application/construction    stage    documents   &    c orrenponderCB 


7910390916   Advises    of    FSAR    submittal    bij    BOOiOl.as    reported     in    end 
7B123L    Itr    Submittal    scheduled     to    support    June    19B3    DL 
Issuance    for    Unit    1.  [Inquests    priority    For    NRC   GL   review. 
MCDUFFIEiM.  ft.        Carolina   Pouior    t>   Light    Co.        77/12/19.        lp. 

—  7913280555   Respond*    to    NRC    7BI107    Itr    ashing    util     to    identify    all 
applications    d   requests    for    review    to    bo    aubmittetl    to-    NRC 
prior    to  SllSai.Will    submit   OL  application    in  June    19BO. 
including    FBAR. 

A.        Carolina    Power    J.    Light    Co.        7B/12/21.        3pp. 


791227Q342   Foruiards    info    re    Harr  i  s-Harnett    segment    of    offalte 
transmission    1  ine,  ident  i  f  y  ing    major    environ    features 
consldured    in    selecting    route    for    BOO    NV    line. 
MCDUFF1E.M.  A.        Carolina   Power    t.   Light    Co.        79/12/21.        7pp. 

F.     Security,     medical,     emergency    it    fire    protection    plans 

7912010471    Forwards    info   re    upgraded    emergency    plans    to   plant*   under 
const    &  DL  r  evieu.  Appl  icants    required    to   make    certain 
emergency    arranqements   m/atnte   (.    local    organi  lations   tt 
submit    emergency    plan*    per    Flng    Ouidn    1.  1O1. 
VAB9ALLO,  D.  0.         Division    of   Project    Management.       79/11/21.       6pp. 

5.     Ad  judicatory    correspondence 

7913110013   Forwards    comments    on   NUREO-0311.  Draft   QEJB   reflecta 
conscious  i.    delibei-ate   NRC    policy    to    jeopardize    public 
health   (.    safety    (.   thwart   objectives    of   NEPA. 

KEPFOFID.C.      Environmental    Cualition    on   Nuclear   Power.       79/10/S4. 
33pp. 

791212023'!   Supports   Conservation   Council    of   NC   petition   to    halt 
facility    const. 
EDDLEMAN.  W.       Kudiu   Alliance.       79/11/07.       lp. 

7912170193   Respon-se    in   opposition    to    intervenors   7911O5  pttltion 
requesting   reopening    of   record    to   consider   adequacy    of 
evacuation   p  lans.  Intervenors   may    initiate   Commission   action 
if   ready    to    hear   burden   of    proof  .  Certi  fi  cate    of   Bvc    end, 
DARTH.C.A.       Hearing    Branch    3.       79/12/11.       flpp. 

79123!01rt9   Opposition    to    intervenor  Conservation   Council    fo  NC  i  Uati 
Environ.  Inc    791105   petition    to    reopen    record.  ASLD    l»cki 
jurisdiction    to    grant    pot  Ition.  Cert  i  ficate    of    Bvi    end. 
TRDWBR1DQE.G.  F,        Carolina    Pouier    t.    Light    Co.        79/13/M.        4pp. 

0.     Inspection    repart-s,    IE   Bulletins   tt   cDrrespondence 

7913060106  Fnruiards    IE    Info    Notice  79-13A.     "Attempted    Damage    to    Niu 
Fuel    Assemblies."    No   specific    action    or    response   required. 
O'REILLY,  J.  P.  Region   2,    Atlanta,    Office    of    tKe    Director. 

79/11/09.       3pp. 

79120SOA33   Acfc   receipt   of    IE    Insp   flepts    SO-100/79-2Q,  90-101/79-20, 
SO-1O2/79-19   fc    30-403/79-19    on    79O921-3A.  Ho    proprietary 
infD. 
ZIMMERMAN.  S.  R.       Carolina   Pouier   tc  Light    Co.       79/11/15.       tp. 

—  7913050i36  Forwards  IE  Insp  Repts  50-400/79-30,30-401/79-30, 

50-403/79-19  t-  SO-4O3/79-19  on  79092fl-36.  No  noncompl  I  ane< 

noted, 

MURPHVpC.E,  Region    2r     Atlanta,     Reactor    Construct  i  on    Ir 

Enoineering   Support    Branch.       79/11/07.       2p. 

—  791203063B    IE    Insp    Repts    90-100/79-20.  30-401/79-2O,  SO-402/79-19   t, 

30-103/79-19    on    790934-26.  Ma  jor   areas    Inspec  ted  :  atoel 

structures   tt    supports,  molding    procedure    spec*   b  welding   matl 

control, 

ECONOMOS.H.  Reolon  2.    Atlanta,    Office    of    the   Director. 

79/11/07.       6pp. 


7912110364   Dlicusses.   NRC    plans    to    usa   generic    analyse*    to    develop    early 
verification   program    to   resolve   ATH3    issue    for  PURs    l<   DKRs. 
Success    of    program  depends    on    industry    response.  Supports 
formation    of   owners    groups    ta    provide   necessary    info. 
DENTON.H.R.        Office    of    Nuclear    Reactor    RagulatlDn.        79/10/17,        3pp. 

79I212039B   Faruards    facility    schedulo    inf o, updatad    to    79II30    tor    PHR 
const  &   activities. 
HCDUFFIE^M.  A.       Carol  Irva   Poiuer    !<   Light   Co.       7WE3/03,       13pp. 

7913120*16  Motifiea    that    util    mill    provide    design   bases    for   emergency 
svc    water    intala    channel    in   FBAR. 
MCDUFF1E.M.  A.       Carolina  Poiuer    !<  Light   Co.       79/13/06.       lp. 


79iai0016Q   Forwards    IE    Info   Notice   79-30,     "Overloading    oF   Structural 
Elements    Due    to   Pipe    Support   Loads."    No   response    roquirai), 
O'REILLV.  J.  P.  Region  2,     Atlanta,    Office   of    th*   Director. 

79/11/16.        lp. 

7913110540  Forwards    IE    Info   Notice   79-B9,     "Lots    of   Nontaf ety-RelaUii 
Reactor  Coolant  SIJB    Instrumentation   During   Operation."    No 
specific    action   or    response   required. 

D'REILUY,  J.  P.  Region  2,    Atlanta,    Office    of    the   Director. 

79/11/16.       2pp. 

7912170142  Supplements    response    to    IE   Bulletin  79-18*     "Deep    Draft  Pu 
Deficiencies,"    Initial    response    provided   790910.  Insps 
will    be    performed    at   vendor    facility    prior    to    (hipping, 
MCDUFFIE.M.  A.       Carolina   Power   d  Light   Co.       79/11/21.       lp. 
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7912170161    Supplements    response    to    IE   Bulletin   79-23.     "Potential 
Failure    nf    Emergencyu    Diesel    Generator    Field    Eiciter 
Tran*  former.  "    Confirms    that   24-h    load    test   uiill    he    performed 
at    part    of    preaperational    testing    program. 
HCDUFFIE.M.  A.        Carolina    Power    Si   Light    Co.        79/11/21.         lp. 

7912060605    Forwards     IE   Circular    79-34,     "Proper    Installation    !•   Calibi 
Core    Spray   Pipe   Break    Detection  Equipment    on   HWRs.  "    No 
r  tip  on?  a    required. 

•0'REIL.LY,  J.  P.  Raglan    3.     Atlanta,     Office    of    the    Director. 

79/11/26.       IP 


7912110132  Forwards    IE  Circular    79-23,     "Motor   Starters    &  Contactors 
Failed     to    Operate."    No    response    required 
D'REILLV,  J.  P.  Region    2,     Atlanta 

79/11/26.         lp. 


Office    of    the    Director. 


--7912130452    Ac  k     receipt     of    UtiC    7-V1O30     Ltr    re    placement    of    concrete 
omitting    retar    CauaPU    bij    human    orrur    Repair?     on    affected 
walls    mill    commence    after    NHC    approval    nf    corrective    action. 
JONES.  J.  A         Carolina    Power    a    Light    Ca          79/11/01.        App 

--79121304M    Provides    supplemental     info    to    79UO1     1  tr    re     corrective 
actions     following    omission    of    rubar    at    tun     locations. 
RHijuests    authariratinn    to    resume    placement    af    concrete    & 
approve]     of    proposed     corrective    action. 
JONES,  J   A.        Carolina    Power    !<   "Light    Co.        77/11/02-        2pn 

— 7912130472    Notifies     chat    pull     test     on    test    bars    mill    bo    conducted 
791217    re    engineering,    evaluation    *.    repairs    For    reactor 
auxiliary    bldg    I,    containment    bldg    Requests    approval     of 
proposed    repairs. 
JONES,  J.  A.        Carolina    Power    &    Light    Co.        79/11/14.        *>P  P 


7912I1O30C>  Ac*    receipt    of    IE    Insp   Repts    30-400/79-22,  SO-4Q1/79-22, 
30-4Q2/79-21    b    50-403/79-31    on    791022-25.  No    proprietary 

Info. 

HOHE.P.M,       Carolina   Power   i  Light:  Co.       79/11/26.        lp. 


7913300529    Interim  deficiency    rept    re    defective    Seismic    Class    I    banner 
uiolda    Final    rept   will     tie    forwarded     on    900130. 
CHIANOI.M.  J         Carolina    Power    &    Light    Co.        79/12/19.        2pp. 


-79121  10-321  Foruards  IE  Insp  Repts  50-400/79-22,90-401/79-22, 
SQ-4Q2/79-21  &  50-403/79-31  on  791022-25. No  noncomp liance 
DDt>d. 

MURFHV.C.E.  Region   3,    Atlanta,    Reactor   Construction   t. 

Engineering    Support    Branch.       79/11/15.       3pp. 

-7912110334    IE     Insp    Repts    50-4OQ/79-22,  50-401/79-22.  90-402/79-21    1< 
50-4O3/79-2-1    on   791022-25.  No   noncomp  1  lance    noted.  Major 
trial    Inspected:  lakes,  dams   &   canalsiGA/GC    controls   ti 
ttrorfc    activities    (-   structural    concrete    quality    records. 
LEHAHAM,  J,  J,  Region   2,     Atlanta.     Office    of    the    Director. 

79/11/14.       4pp. 


Forward*  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  fc  Control  Poiuer  Sys  Bus  During  Operation." 
HD  uritton  retponsa  required. 

O'fiEIU-Y,  J.P.  Region   2,    Atlantar    Office   of    the   Diractor. 

79/1  1/30.        lp. 


DOCKET    50-404   NORTH   ANNA    POWER    STATION,     UNIT    3 

A.     Application/construction    stage    documents    !,    c orrospand one* 

7912110264    Discusses    NRC    plans     to    use    qcnorii    analyses    to    develop     earlij 
verification   program    en    resolve    ftTWS    isnuo    for    PWRs    (•   BWRs. 
Success    of    program    depends    nn     industry    response. Supports 
formation    of    owners    groups    to    provide    necessary    inFo. 
DENTON.H.R.        Office    of    Nuclear    Reactor    Regulation.        79/1O/17.        3pp. 

F.     Security,     medical,     emergency    It    fire    protection    plans 

7912010471    Forwards    info    re   upgraded    emergency    plans    to    planta    under 
const   !.    OL    revi  eiu.  App  1  icants    required     to    mate    certain 
emoroencij    arrangements    w/statc    !e     local     organ!  iflti  on*    d 
submit    emergency    plans    per    Reg    Guide    1.101. 
VA85ALLC1,  D.  Q.  Division    of   Truject    Management.        79/11/21,        6pp. 


7-J1231O2B3  Foruards    IE    Info   Notice   79-30.     "Reporting    of   Defects   t, 
Hontompliances,  10CFR21.  "    No   action   required. 
D'REIULV,  J.  P.  Region   3,    Atlanta,    Office    of    the    Director. 

79/12/06.        5pp. 

791220OQ06  Forwards    IE   Bulletin   79-38,     "Possible   Malfunction    of  Namco 
Huit«l    EA1SO   Limit   Switches    at   Elevated    Temps."    Action 


. 

0-TEILLV,  J,  P. 
79/12/O7.        2pp. 


Region   2,    Atlanta,    Office    of    the    Director. 


7912280370  Foruardi    IE    Info   Notice   79-31i     "Use    of    Incorract   Amplified 
ReiponsB   Bpsctro.  "    No  yritten   response    required. 
O'BEILLY,  J,  P.  Region   2,    Atlanta,    Office    OF    the    Director. 

77/12/13.       Sp-p. 

7912280119  Forwards    IE  Circular   79-S8,     "Shock    Arrestor   Strut   Assembly 
Int»r  PPPBHCB.  "   No   written    response   required. 
D'REtLLY,  d.  P.  Region   2i    Atlanta.    Office    of    the   Director. 

77/12/2O,        4pp. 

H.     Ftiporfcable    occurrences,    LERs    t,   relatad    correspondence 

7-71221OO-31    PNO-II-79-013:meeting    conducted    by    11    electricians   ui/local 
TVA    station   ra   rngt    inability    to    control    tool    theft.  Locked 
boici    brnk«r>    Into   at    site   &   tools   removed. 
BBADLEV.R.  D.  Region   2.     Atlanta,     Office    of    the    Director.        79/1O/24. 


79l2OaO&6<;  PW1-H-79-019:  on   791039,  util    informed   Region  2    that 
rfflnPareemtnt    steel    omitted    during    placements    of   Class    I 
concreta    in    Unit    1    containment    thiflld    wall    &  Unit   2   reactor 
juiiliary    bldg    thear   wall.  Investigation   pending. 

8RADLEY.R.  D.  Region   2,    Atlanta.    Office    of    the    Director.       79/1O/3O. 

Jp. 

79l2130aSf>  Notifies    NRC    that    final    rept   re    deficiencies    in   procuramont, 
fabrication  fc    insp    of    engineereil    plates    for    concrete 
•embedmant    h   support   of    safety-related    loads    mill    be 
com.ptet*0    on   791231.  Delays    caused    by    eitensive   rework. 
CH1AN9I.N.  J.       Carolina   Power   i<  Light   Co.       79/11/02.       2pp. 

791B13044S    Intorim   deficiency    rept    re    omission    of   rebar    In   reactor 
AUiillary    bldg.  Correct  ive    action  will    b«    completed    by 
600301. 
CH1AMOI.N.  J.       Carolina  Power   i.  Light   Co.       79/12/05.       2pp. 


Q,      Inspection   reports,     IE   Bulletins    J.   correspondence 

7912060651  Forwards  IE  Insp  Rppts  90-33'?/79-4  1,  SO-lOfl/ 79-07  S. 
30-405/79-O7  on  79O91H-21  No  none omp 1 i anco  not«d. 

MURPHY,  C.  E,  Flegian    3,    Atlanta,     Reactor    Construe  ti  on   *    Eno  i  neer  i  ilg 

Support    Drdnch.        7'?/lO/22.        Ppp. 

—79130604,57     IE     Insp    Repts    SO-339/79-4 1 .  50-1O4/79-07    £    9Q-405/79-Q7    an 
790918-21.  No    nontamp 1 innce    noted. Major    areas    inspected; 
nonconf ormancn   re    concrete    operations   &    activities    re 
extended     canst    dclaij- 

MCFARLAND,  C.  R.  Begion    2,     Atlanta,     Office     of    tins    Director. 

DRYANT,d.C.  Region  ?-*    Atlanta.     Reactor    Conotructi  on   Ki 

Engineering    Support    Branch         79/10/17,        5pp. 

7912100201    Forwards     IE     Jnfo    Notice     79-23,     "Over  1 oad ing    of    Structural 
Elements    Dua     to   Pipe    Support    Loads.  "    Mn    response    renulred. 
O'REILLY.  J.  P.  Region   2,    Atlanta.    Office    of    the    Director, 

79/1 1/li-         lp, 

7912110587   Forwards    IE    Infn   Notice    79-29,     "Loss    of   Nonas FetyHslaled 
Reactor    Coolant   Sys    Instrumontst i on    During    Operation."    No 
specific    action   or    nasponse    required. 

O'REILLV.  J.  P  Region    2,     Atlanta,     Office     of     the    Director. 

79/11/lt.        2pp. 

7912O70007   forwards    IE    Circular    79-21,      "Propor     Installation    b   Calibr    of 
Core   Spray    Pipo    QrGsh     Detection    Eo,uiprnent    on    RURe.  "    No 
response    requirei). 

O'REILLY.  J.P.  Region   2,     Atlanta.     Office    of     the    Director. 

79/11/36.        lp. 

7*?12H01fl(.   Forwards    IE   Circular    79-23,     "Motor  Starters    t,    Contactors 
Failed    to    Operate.  "    No    response    required. 

O'HEILLY,  J.  P.  Region    2,     Atlanta,     Uffico    of     thn    Director. 

79/11/36.         lp. 

7912I9049S  Forwards  IG  Bulletin  79-27,  "Losa  of  Non-Oas*  IE 
Instrumentation  &  Control  Pouier  6ys  Bus  DuriTig  Operation.  " 
No  written  response  requirod. 

O'llEILLV,  J.  P  Region   2,     Atlanta,    Office    of    the    Director. 

79/11/30,        lp, 

7912310330   Forwards    IE    Info   Notice   71-30.     "Reportinfl    of    Defects    li 
Noncomp  nance's,  10CFR21 ."   Mo    actton    required, 
O'REILLY,  J.  P.  Region  2.     Atlanta,    Office    op    tht    Director. 

79/12/OA.       5pp, 
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7713^00-070   Forwards     IE   Bulletin    79-3H,     "Possible   Malfunction   of    Naitco 
Model    EA1DO   Limit    Switches    at    Elevated    leapt. "    Action 
required. 

O  TIE  ILLY,  OP.  Region   a,     Atlanta,     Office    of    the    Director. 

77/12/07.        3pp. 

771231Q25S   Fleaponda    to     IE    [iulletin    79-O3,  (lev  is  ion   2.     "Pipe   Support 
Da  SB    Plato    Designs   Using   Concrete    Eipjnsinn   Anchor   Bolts," 
Ha    pipe    supportii     for    Seismic    Category     1    sys    attach  ad    to 
concrete    block    ualls    u/anthar    baits    at    facilities. 
BRCJWN.S,  C.        Virginia   Electric    &   Foyer    Co.        79/I2/O7.        3pp. 

77132BQ441   Forwards,    IE    Info  Notice    79-31,     "Use    of    Incorrect  Amplifies 
Response  Spectra.  ™   No   written  response    required. 
d'REILLV.J.P.  Region   2,     Atlanta,     Office    af    the    Director. 

79/12/13.        3pp. 

7712200161   Forwards    IE  Circular   79-25,     "Shock    Arrestor  Strut  Asseably 
Interference"   NQ   written   roaponso   required. 

U'REILLV.J   P.  Region   a.     Atlanta,     Office    of    th*    Biro*  tor. 

79/12/30.        1pp. 

8.     Reportalile   oc  current  05.    LEHs   t    related    correspondence 

771H20Q01&  PNn-lI-77-QlO:  on  771015, uti 1    announced   that   study   has 
(teen    couroisioned    tn    iletermina    feasibility    of    converting 
facilities    to    coal    fired    units. due    la    uncer tainty    of   UB 
cnmmi tment    to  nuclear    power. 

PHYANTiJ.  C..     MUHPHV.C.  E.  Region    3.     Atlanta,     Office    of    the 

Director.       77/IO/15.       lp. 

7712aiO3HO  Advisee    that   uork    on    outstanding    items   reported   under 
lOCFftSQ.  S5(n»    6    10CFR21    havu   been    suspended, pending 
completion    of    feasibility    -study    resulting    fro*  uncertainties 
re   nuclear    plants. Lists   status    of    outstanding    It ens, 
HRtllUfiB.  C.        Virginia   Electric    &   Power    Co.        77/10/30.        2pp. 

7912010349  Supplements   700811)   final    deficiency    rept    re   pimp    suction  & 
unstable    flon.  Pump    suet ton  onds   acceptable. 
UROWM.S.C.        Virginia   Electric    &   Power    Co.        77/11/29.        3pp. 

7718200307   Gunpl     to    7BOaiB    final    deficiency    rapt   re    adverse   vartei 
action   at    rocirculatl>on   spray   puap    suction  &  unstable    flow 
Into    first    stage    impe 1 ler.  Men   flat   plate  nod    uill    be 
provided    on   rec i rculflt i on    spray    pumps/cans. 
DRCnUt,  B.  G.       Virginia   Electric   €.  Power    Co        79/11/2?.       2pp. 

77132&0541     Interim    deficiency    rept    concerning    significant    breakdown    in 
QC   program   re    v«r IFication    af   calibr   >nf  Forney    eonpression 
testing   nachino.  Attempting    to   talibr   Forney    coapression 
testiny  machine    in  range    of   O   to   25.  OOO   Ib-s. 
UHOUN.S.C.        Virginia    Electric    &   Power    Co.        79/13/30.        3pp. 


BUCKET  so-ios  MOUTH  ANNA  POHEK  STATION.    UNIT  4 

\.     App  1  lea  tlon/conatruc  6  ton   -stage    dacunonts  K   correGpanilince 

711211021,4  l)iscu35B3   NflC    plans    to    use    generic    analyse*    to    develop    early 
verification   proftraai    to    resolve    ATMS    issue    for   PWfis   Si   HUHs. 
Gucciras   of    projram   ricpands    on    industry    rosponao.  Supports 
Parmntion    of   Duners    groups    to   provide    necessary    info. 
DENTON,  H.Ii.        QfflcL-    cf    Nuclear    Reactur    Regulation.        79/10/17.        3pp. 

f.     Security'     medical,    emergency  &    fire   protection   plans 

79EQO4O471   Forwards    info    re  upgraded    eaBrgencg    plans    to   plants    under 
const   t>  (X.    revleu.  Apnl  icants    required    to  make   certain 
emergency    arrangements    u/etate   &    local    nrganiiat  ions  b 
submit    einBrnenciJ    plans    per   Iteg    Cuido    I.  101. 
VASSALUO.B.  B.  Division    of    Project   Hanageuent.        79/11/H1.        App- 

C.     Art  j  ud  i  cat  or  y   c-o  r  respond  one  a 


7911300063  Forwards    util    771O23   Itr   K.  eJisck   re   NRC  791O01    order 
imposing    civiJ    ponalties.  M/o    encl. 

STELLDiV.       Uffite    of    Inspection  *r  EnforcBMsnt,    Office   of   the 
Director.       77/11/07.       lp. 


G.     Inspection   reports.     IE  Bulletins    b 


— 7912Ofi0657    IE    Insp    Repts    50-339/79-41.50-101/79-07    &   HO-403/79-07   on 
79O?lB~ai.No    noncorapl  lance    noted.  Major    araas    inapDCtad: 
nonconformance   re   concrete   operations   &  activities  re 
extended    canst   delay. 

MCFARLrtKD.  C.  H.  Region    S,     Atlanta,     Office    of    the   Director. 

BRVANT.J.C.  Region   3,    Atlanta,    Reactor  Construction  *t 

Engineering   Support   Branch.       79/1O/19.       5pp. 

79121OQ2Q1    Forwards    IE    Info   Notice   79-HBi     "Overloading    of   Structural 
Elements    Due    to   Pipe    Support   Loads.  "    No    response    rvquirad. 
O'REILLY.  J.  P.  Region   Si    Atlanta,    Office   of    the  Director. 

79/11/16.       lp. 

79121 1O5B7   Foruards    IE    Info    Notice   79-29,     "Losi    Of   NarH«P»tiJ-R*lat(d 
Reactor   Coolant   Sys    Instrumentation   During    Operation. "    No 
specific    action   or  response   required. 

O'REILLYd  J.  P.  Region    2,     Atlanta.     Office    of    the    Director. 

79/J1/16-       2pp. 

771130D140   Fovuards    IE   Bulletin   77-36,     "Boron    Loss    From   BHR    Control 
Blades,"    No   response   required. 

O'REILLY,  J.  P.  Region  B-    Atlanta,    Office    of    the   Dirictor. 

79/lt/aO.       2pp. 

7712Q7O007  Forwards    IE  Circular  79-24,     "Prop«r    Installation   (c  Calibr  of 
Cora    Spray  Pipa  Break    Detection  Equipment   on  BHRs.  "  No 
response   renuiT-ed. 

D'REtLLV.J  f.  Region   2,    Atlanta,    Office   of    the   Director. 

79/11/26.        lp. 

771S11D106  Foruards    IE  Circular  79-23,     "Motor  Starter*   b  Contactors 
Failed  to  Operate."  Ha   response   required. 

O'HEILLY, J.P.  Region   S,    Atlanta,    Office    of    the   Director, 

79/11/26.        lp. 

7712WO493  Foruiards  IE  Dulletin  79-27,  "Loss  of  Non-Class  IE 
InstruBintation  Jc  Control  Power  Sys  Bus  During  Operation.  " 
No  written  response  requirod. 

Q'REILLY,  J.P.  Region  2,    Atlanta,    Office   of    the   Director. 

79/11/30.        lp. 

7712310330  Forwards    IE    Info  Notice  79-30.     "Reporting    of   Defects  & 
Nanconpliances,  10CFR21.  "   No  action   required. 
O'REILLY,  J- P.  Region   2,    Atlanta,    Office   of    tho   Direntcr. 

79/12/06.       3pp. 

7712200070   Forwards    IE    Bulletin   79-2 B,     "Possible   Malfunction    of   N»ca 
Kariel  EA1BO  Limit  Switches   at  Elevated  Temps."   Action 
required. 

O'REILLY,  J.  P.  Region   2,    Atlanta,    Office   of    the   Director. 

79/12/07.       2pp. 

7912310235   Re a ponds    to    IE   Bulletin    79-02, Revision    2,     "Pipe    Support 
Base   Plate  Designs  Using    Concrete   Eipanslon  Anchor    Bolts.  " 
No    pip*    supports    far   Seismic   Category    1    "WB   attached    to 
concrete   bluet    ualls   u/anchor   bolts   at    facilities. 
BROWN, S.  C       Virginia   Electric   &  Power   Co.       79/12/07.       3pp. 

7913280441    Forwards    IE    Info  Notice  79-31,     "Use   of    Incorrect   Amplified 
Response   Spectra."  No   uritton  response   required. 
O'REILLY,  J.P.  Region  Z,    Atlanta,    Office   of   the  Director. 

77/12/13,       Spp. 

7912260161    For  Hards    IE  Circular   77-23,     "Shock   Arrester   Hlrot  Aneubls 
Interference."   No  written  response   required. 
O'REILLY,  J.P.  Region  a,    Atlanta.    Office   of    the   Director. 

79/12/20.      4pp. 

S.    He  portable   occurrences,    LERs   &  related    correspondence 

791HaOQ01i  PHO-1 1-79-010:  on  771015.util    announced    that   nlud(|    hai 
been    coanisionEd    to   determine   feasibility    of   converting 
facilities   to  coal   fired    units. duo    to   uncertainty    of  US 
conaltaent   to  nuclear   power. 

DRYAMT.J.C.,    HUflPHY'C.E.  Region   2,    Atlanta,    Of  Fie*   of    the 

Director.       77/1O/13.        lp. 

7712210330  Advises    that  mark    an  outstanding    Items  reported    under 
10CFR30.  53le)   Si   1OCFR21    have   been   suspended,  pending 
completion   or   feasibility    study   resulting    from  uncertainties 
re  nuclear   plants.  Lists   status   of   outstanding    Item*. 
BROMN.B.  C.       Virginia  Electric   fc  Pouier  Co.      79/10/30.       Bpp. 


7912060^51    Forwards    IE    Insp   Repts   50-339/77-41, 50-«04/79-O7  b 
30-4O3/79-O7    on    79O91B-21.  No-   noncOBipllarice    noted. 

MUflPlfi1.  C.  E-  Region  2,    Atlanta.    Reactor  Construction   b  Eng.in»erinB 

Support  Branch.       77/1O/32.       3pp. 


7918O4O347  Supplements   780818  final    deficiency    rept  Tt   pump    auction 
unstable    flou.Punp    suction  nods   acceptable. 
BROHNiS.  C.       Virginia   Electric   Ic  Power  Co.      77/11/39.       Spp. 
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7912200337    Sup  pi     to    7BOG18    final    deficiency    rnpt    re    adverse    vortei 
action    at    r»c irculation    spray    pump    auction  &   unstable    flou 
into    first    stage    impel  lor.  Neui   flat    plate   mod    will    be 
provided    on   rnclrculation    spray    pumps/cans. 
BROWN,  S.  C.       Virginia   Electric    t-  Pouier   Co.       79/11/21.       3pp. 

7913390341    Interim   deficiency   rept    concerning    significant    breakdown    In 
QC    program   re-   verification   of    calibr    of   Forney    compression 
tilting    machine. Attempting    to    calibr   Forney    compression 
tubing    machine    in  range   of  O    to    33,000    Ibs. 
BHDWM,  G.  C.       Virginia   Electric    !<  Poiuer   Co.       79/12/20.       3pp. 


DOCKET    3Q-40A   rUSKEGEE    INST.     RESEARCH   REACTOR 

A,    application/construction    stage    documents    &   correspondence 

79IS.04O491    Notifies    of    typographical    error    on   Page   4   of   App   A. Tech 
Bjsocm   r*    safety    Units. Should    read    "reactor    power    level 
should    not    Biqeed    100  mi  1 1  iuiatls. 
DVBCZAK.  Z.M.       Tuskegeo    Inat.       79/11/19.       Ip. 

f.    Bt-curity,    medical,    emergency    &    fira    protection   plans 

7912120204    Forwards   draft   Reg    Oulde    5.  XX,     "Std    Format  fc  Content    for 
LI «»!!•••    Physical    Security   Plan    for   Protection    of  SNM  of 
Kodit-«it«    or   Lou  Strategic   Significance."    W/o    encl. 
REID.H.H.  Operating   Reactors   Branch   4    (Pro  791030).       79/OB/22. 

app- 


79121103fc3    Order    approving    inte 
Contentions    2A.2Q.Q.9,  19   !<   S3 
Acceptable    contentions,    listed 
BECHHDEFER.C.        Atomic    Safety 
&pp. 


•venor    Coulee    Region    Energy    Coalition 

*j    rejecting    Contention    t,. 

in   app 
md    Licensing    Board    Panel.       79/11/30. 


7912260038    Interrogatories    suOmitted     to     intervanor    Coulee   Region   Enerny 
Coalition.  Includes   questions   re    alleged    noncomp  1  ianc e   u/App 
I    of    Part    5O    concerning    LACDWR     nffgas     emissions    (<    affected 
employees.  Certificate     of    Svc    end. 
UtJODHEAD,  C.  P.        Hearing    Branch    3          79/12/11.        Bpp. 

P.     Operating    license    stage    documents    &  correspondence 

791210D1S9   Discusses   NFIC    791101    meeting    w/ropresBTitat  ives    of  NSSB 
vendors   &    fuel     suppliers    re    discussaon    of   rsapectlve 
portions    pf    ECC8    evaluation    models     dealing    u/fuel     cladding 
swelling    &    incidencs    of    rupturo.  Vendor    responses    entl. 
EISENHUT,  D.  0.  Division    oF    Oparating    Reactors.        79/11/09,        fcSpp. 

--79121003S5    Responds    to   NflC  791101    request   re   noncompliance   of 
WestinghnusE    ECCS    evaluation    model    undar    requirEinentts 
of    10CFR50  App   K.  Evaluation    of    three    fuel    rod    mod*  Is 
indicates   no    safety    problems    for    Ues  tinghouse    plants. 
ANDERSON,  T.  M.        Weatingdouse    Electric    Corp,        79/11/02.        4pp. 

—7912100330    Responds     to    NHC   791IO1     request   ra    DR.WL    cladding    swelling    8, 
rupture    data.  Rovl  BUI   of   analytical    models   fe    ta-sts    Indicates 
compliance   ui/10CFR50    App   H.  Al  I    QE    apecs    For    calculatfid    peak 
cladding    temp    remain    unchanged. 
DUCHHOLZ-n.  K,        General    Electric     Co.        79/12/07.        2pp. 


DOCKET  3O-4O7  UNIV.    OF  UTAH  RESEARCH  REACTOR 

F.    Security-    "iBdical,    emergency   It    fire    protection    plans 

79iaiE02O6   Forward!    draft   Reg    Quido    3. XX.     "Btd    Format   &  Content   for 
LlcaniBA   Physical   Security    Plan    for   Protection   of  SUM  of 
Hod  Bra  t»    or  Lou  Strategic    Significance."    U/o    encl. 
REID,  R.H.  Operating   Reactors   Branch    4    (Pre   791030).       79/08/23. 

2pp. 


DOCKET   3Q-409  LA  CR03SE  BOILING  WATER  REACTOR 

D.    MRC   Draft/Firal    Environmental    Statements,     suppls  tc   correapondEncu 

791ElBOa7Q   Forwards   addl    quaations   ra    updating    of   FEB   fop    LACBWR. 
Deadline    for    commBnts    is    791316.  Requests    response    if   unabl* 
to  comply    UJ/dtadl  inn. 
EALLARD.R.L,  Environmental    Projects    Branch    1.       79/11/16.       3pp. 

79I21S0563    Provides    technical    *i   editorial    commEllts    on  FES    (NUREO-0191  ). 
i  T,  A,       Dairyland    Poioer    CoopEpative.       79/IH/14.       19pp. 


791SIBO377    Forwards  responses    to    questions    containei!    in  NRC   791116    Itr 
rn   LACnMFtFEB, 
BTEELEj  T.  A.       Dairyland   Pouiar   Cooperative.       79/12/12.       13pp. 

—  79ia]BQSaS  NPDES  Permit   Wl-0003239-a    issued    to   Dairyland   Pouer 

Coi>p<rativ*. 

HRDEHM.T.A.       Environmental    Protection   Agency.       79/09/3B.       13pp. 

—  7912180590    "Husiel    Survey    of    Thief   Slough    at   Mile   670   on  MS  River    Nanr 

0«noa,UII.780921-S2.  " 

JDHNQTON^O,  L.       Dairijland   Pouiep   Cooperative^.       7B/09/22-       HOpp. 

F.    Sacurlty,    medical,     emeroency   t,   fire    protection    plans 

7912200022   Discusses   NRC   791109  meeting    ra    emergency    preparedness    team 
rtvieu    objectives.  Provides    guidance    for    improving    lic»nsee 
•  Mrjincy    prnparednes*   Si  assuring    capability    of    offsite 
ij*ncte*    to    bake   appropriate    emergency   actions. 
OHIHES,  B.  K.       Emergencu   Preparndness  Task   Force.       79/11/23.       30pp. 

79122OOOS7   Notiflei    that    evaluation    of    fire   protection   program  delayed 
until    util    provides   required    info.  NRC    is    preparing    order   to 
i  hut  down    facility    until'  liquefaction    i»«ue    is   resolvad. 
.  Plant   Systems   Branch.       79/11/29.       Ip. 


O.    Ad  jud  icatory    corr*spondBnce 

7912030113  Findings   of    fact   «.   conclusions    of    laui   on   A8LB    question  re 
n«ed    for    flant    for   nnit    three   yrs.  W/some    exceptions   t  modsi 
adoptm    findings   on    same    issue<  balanced    against  EIA. 
Certificate   at  Bvc    encl. 
HOODHEAD.C,  P.       Hearing   Branch   3.       79/11/05.       10pp. 


—79121004O7    Foruards    refiponse    to   NHC    791101    request    re   rod    burst    tost 
data. Concludes    that    data    properly    represented    by    Fuel    models 
used    in    vendor    evaluation   models    d    that   analyses    deraonstra te 
all    criteria,    of    10CFR5Q.  4t   satisfied. 

OWELEV,  0.  F.        Enon    Nuclenr    Co.,      Inc.      (suha.     of   Exon   Corp.   ». 
79/11/02.        5pp. 

— 7912100456   Forwards   addl    info    re    evaluation   of    impact    of  NRC   proponed 
rupture/blockage    niodol    usBd    in    vendor    avaluation   model. 
No    adverse    impact    from  neiu   rupture    burst    data    or    use   of  NHC 
rupture/blockage   model    on    licensing    calculation    results. 
QUSLEV,  8.  F.       Emon   Nuclear    Co.  ,      Inc.      (subs,     of    E*»on  Corp.  ). 
79/11/O4.        23pp. 

7912110D25    Forwards   updated    listt    o*    BEP    topics   nut    requiring    site 
review  due    to    ongoing    generic    licensing    activities    outside 
BEP    or   because    of    inapp  Jicaba  1  i  ty    to    facility. 
ZIEMANN.  D,  L.  Operating    RDactor*    Branch    2.        79/11/16.       8pp. 


7912130407    Forwards    Class    III    amond     fee     in   response 
re   proposed    radiological    effluent    Tech    Specs. 
LINKER, F.         Dairylanfl    Pouior    Coop-era  two.        79/11/21 


to   NRC   791101    Itr 
Ip. 


7912130419   Foruardfl   Class    III    amend     Pec    For   NHC   review  !-  approval   oF 
liconsB    amend    request. 
LINGER,  F.  H-        CiHe   Power   Co.        7W11/21.        2pp. 

79120&01BO  Summarv   of    791102  mooting    ui/util    re    liquefaction   potential 
at   plant    (SEP   Topic    II-1).  „,..,„*.        , 

WETMORE,  J.S.  Operating    Reactors    Branch    3.        79/11/26.        4pp. 

7912050493  AdviaeB    that    liconseo    conforms   u/prov i Bions    of   10CFRI90  by 
semiannual    cal eolation . Method    of    calculation   outlined    in 
offsite    d-ose    calculation  manual    uliicfi    was    submlttBd    in  Aug 
1979. Manual    uses  OASPAR   *.  t-AOTflP    computer    codes. 
LINDER.F.        Oalryland    Pnuier    Cooperative.        79/11/29.        Ip. 

7"?1210031B  Forwards    Drawings    51-50367i1    Revision   21 ,  1 1-30377S   Revision 
10  &  41-503B2Q  Revision  7,  in   reaponse    to  NRC    791O09    Itr   re 
SEP   Topic    111-10.  A    concernlna    thorroal    overload    protection. 
L1NDER.F.       Dalryland    Power    Cooperative.       79/11/29.       2pp. 

— 7912100321     "Wiring    Diagram:  Turb  ine    ttldg    MCC.  1A.  " 
»      Sargent   t.  Lundy,     Inc.       77/OS/2H.        Ip. 

— 7912100324    "Schematic    Control    Diagram;  Al  ternate   Core   Spray    b  Miac.  " 
»      Baroent   fc  Lundu,     Inc.       7B/O3/Oa.        Ip. 

— 7912100331    "Hiring   tiagram:MCA   DC    Valva   Si  Diesel    Pump    1A.  " 
«      Sargent   tc  Lundy.     Inc.       77/Oa/O5.        Ip. 

7712110H4O  Foruiards    draft   prellminaTy    rept.    "Proposed    Measure    to 
Mitigate    Potential    for  Liquefaction   at   LACBWH    Plant    Bita 
Near   OanoaiWl."    in   response    to   NRC    791102  request. 
L1MDEH.  F.       Dairyland    Power  Cooperative.       79/11/39,       2pp. 
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— 7912110246   Draft    preliminary     refit.     "Proposed    Measure    to    Mitigate 
Potential    for    Liquefaction    at    LACBWR    Plant    Sita    Near    Senna, 
Ml.  " 
«       Dames    t,   Moore.        79/11/29.         llpp. 


7912110255    Forwards     IE    Circular    79-23.     "Motor    Starter!    Sc   Contactor* 
Failed    to   Operate.   "    No    response    required. 

KEPPLER,  J.  0.  Region   3,     Chicago,    Office    of    the    Director.       79/11/26 

IP 


7912100242    Act    rsceipt    of    INRC    791003    Iti-    re    certification    !.   training 
nf    NF!C    staff    members     in    radiation    safety.  Will    accept 
certification    instead    of    util    radiation    safety    course. 
LINGER,  F.        Dairyland    Pauier    Cooperative.        79/12/04.         !p. 

77I211O230    Provides    justification    1.    des  crip  t  ionn    of    differences     fi-oin 
NRC    short-term    requirements     presented     in    MUF?EO-057B 
LINDEft.F.W         Duke    Pouer    Co.        79/13/06.        5pp. 

7912160189  Submits    descriptions   &    justifications    For    differences    from 
NRC    Lessoni    Learned    Tait    Force     short-term    requirements 
preientod     in   NUREQ-O573    Discusses    performance    testing     for 
relief   t,   'Safety    valves    I-   containment    isolation. 

Kt  F-        Dairyland    Poiuer    Cooperative.        79/12/Ofi.        3pp. 


79l21S02cS   Responds     to    fJFIC    791023     1  tr    re    containment    purging    k   verting 
during    normal     opflrat  ]  on.  Manufac  turer    Al  1  i  a-Chalrners 
can-firmed     that    valves    uauld    close    as    designed    under    pressure 
differential     conditions    ropj-esen  tativ*    of    accident. 
LINGER,  F.        Dairgland    Power    Cooperative.        79/12/O7.        2pp. 

7912200427   Requests     further    .inend    tn    OL    revising    schedule     for     inservicB 
tasting   of   high    pressure    core    spray    pump  s,  a  1  tarnate    core 
spray    pump    %    high    pressure    svc     mater    pump    F'umns    should    be 
inspected    during    cold    shutdown    not     during    operations. 
LINGER.  F.        D.iiry  land    Power    Cooperative.        79/13/07.        3pp. 

791214Q-H6   Responds     to    HfiC    791O1&    ]tr    ro    concerns    nf    C    MicfieUon,  rtCRS 
consultant.  Concerns    not    applicable     to    util    as    reactor    is 
DWB.nat   PWR.  Analyse  5     show    HPCS    capable    of    cooling    core    ur/o 
assistance    from   LPCS,  regard  los  s    of    reactor    mater    level. 
LIMDER.F.        Dfllru.!snif    Power-    Cooperative.         79/12/11.        13pp. 

791227Q39B   Submit*    c  Jar  i  f  ic  at  <  on    or     changes    ra    util    responses    to    short- 
term  recommends  ti  0115    of   ~IMI    Lessons    Learned    Task    Force, 
Includes    info    re    traniiEnt    ana  1  ijsi  s  ,  I  nado  n.uate    core    cooling 
ti    valva    testing. 
L1NDER,F.        Dairyland    Poujer    Coup  era  1  1  ve.         79/lS/^O.        3pp. 

0.      Inspection    reportH,      IE   Bulletins    Si    c  orrcopandencB 

7<?l305Q2aQ   iFormards    IE    Insp    Hupt    50-flO7/79-  I  9   on    79!001-O5.No 
nonrnmpliancc    noted 

HEISHMftN.fi.  F  Region    3,     Chicago.     Reactor    Dp  prat  i  aits    Nuclear 

Support    DiMnch.        7"?/lO/2a.        3pp. 


791211O423    Motifies     that   NflC     intends     to    routinely     forward     to 
appropriate    state    public    util    regulatory    groups    &    state    attg 
general    ofcs    copies    of    escalated    enforcement    correspondenc  e 
sent     bg    NRC    to    licensees. 

KEFPLEfi.J.O.  Region    3,     Chicago,     Office    of    the    Director.        79/11/SB 

IP- 

79131910219  Forwards  IE  Bulletin  79-27,  "Lass  of  Non-Class  IE 
Instrumentation  &  Control  Pouar  Sys  Dus  During  Operation.  " 
Hritten  response  required. 

KEPPLER,  J.  G.  Fleglpn   3.     Chicago,     Dffica    of    the    Director.       79/11/30 

IP- 

791221O171    Responds     to     IE    Bulletin    79-25,     "Failure    of   West  inobouSB   DF3 
Relays    In    Safety-Related    Bgs,  "    EJFD    relays    not    used    at 
fac  i  1  ity. 
LINDER,F.        Dairyland    Pouier    Cooperative.        79/11/30.        1|>. 

791211C092    Forwards     IE    Info    Notice    79-30,     "Reporting    of    Defects    !r 
Noncompl  lances,  10CFR21.  "    No    action    OP    response    required. 
KEPPLER,  J.  G.  Region    3.     Chicago,     Office    of    the    Director.        79/13/06 

If. 

7913300113   Forwards     IE    Dulletin    79-28,     "Possible    Malfunction    OF   Namto 
Model    EA1SO    Limit    Switches    at    Elevated    Temps."    fiction 
requ  irad 
«EPPLER,J.G.  Region    3,     Chicago,     Offlco    nf    thn    Director,        79/12/10 


R.     Periodic    operating    reports    &    related    correspondenc 


79121!O20t   Forwards    monthly    oporating    rept    for    Nov    1979. 
UNDER,  F.        Dairy  land    Pouinr    Coup  erat  i  ve.        79/13/06.         lp. 


—7912110309   Monthly    operating    rept    for    Nov    1979. 

GOODMAN,  L.  S         Dairu.  lanrt    Power    Cooperative.        79/1S/04, 


S.     Reportablc    occurrences,     LERs    t>    related    c  nrrospHndence 


9pp 


79iaiS006B   PNO-I1I-79-O2S:  on    791035,  easent  10  1    avca    mittor    gBno^ato^ 
tripped,  resulting     in    tripping    nf    Unit    3   reactor.  Caused    &u 
slamming    of    essential    sues    electrical    panel    door. 

CREED.  J  Region    3,     Chicago,     Office    of    th"    Director.        79/10/26. 

3pp. 


— 7912050P31     IE     Insp    Rept    50-4O9/7f-l9    07.    791001-05,  No    noncnmp  1  i  anct 
noted.  Mo  JQI-   areas    >nsp*c  ted.  niaint    «tc  ti  vi  ties- o-perat  i  onal 
activities,  Folluuiuo    actions    to     previous    noncosnolianc  e.  IE 
bulletins.  IE    circulars    t    ever.t    repts. 
R1QSWAV,  K.  R.  .     DOYDrD.C.  Re( 

Director          79/10/19.        3p  (I . 


ion    3,     Chicago*     QFFicc-    of    the 


7912130006   fleapands     to     It    Dullstin    79-02.      "fipe    Support    Hate   Plate 
Design;    U-s  i  ng    Concrete    Expansion    Anchor    uolto.   "    Unnch  etfuied 
colil    shutdown    permit';     insp     of    pipes    support    ttase    plates    in 
restricted     areas. 
L1NCER.F.        Dairijl^nd 


Cooperati 


71/IQ/H4. 


3pp. 


7912050133   Forwards    IE    Circular    79-52.      "Stroke    Timai     for    Pouer    Operated 
Relief    Valves.  "    No    rp^ponse    required. 
KEPPLER,  J.C.  Region    3.     Chicago.     Office    of    tho    Dirortor.        79/11/16 


7912100227   Forward  s     I(£    Info    Notice    79-30,     "Overloading    of    Structural 
Elements   flue    to   Pipe   Support    Loads.  "    No    rasponao    requireil. 
AEPPLEn.  J.  G.  Region    3,     Chicagc,     Office    nf     the    nirBttor,        79/11/14 

lp. 

7912U0574   Forward?     IE    Info    Notice    79-39,      "Loss     of    Nonaafetg-Re.lated 
Reactor   Coolant    E5y  5     Instrumentation    During    Operation.'1    Mo 
specific   action    or    response    required, 

KEI'PLER,  J.  G.  Region    3,     Chicago,     Office    of     the    Director         79/11/li 

lp. 

7912050372  Fovuards    IE   Bulletin    79-36,     "Boron   Loss   From  EWR  Control 
Blades."    Response    required. 

K€PPLEfW.  G.  Region   3.     Chicago,     Office    of    the   Director.       77/11/SO 

IP 

79iai00'129   Forwards    iE   Circular    79-24.     "Propor    Ir,B6a]  latlon    (.   Calibr    of 
Core  Spray    Pipe    Bread    Detection    Equipmenb    on   OWRs.  "    Mo 
written  responsiB    requlreJ 
KEPPLER,  J,  0,  Regton    3,     Chicago.     Office    op    the    Divector.       79/11/26. 


791204041Q    Foruards    LEI*    79-017/01T-0. 
LIWDEH.F.       Dairyland   Pousr    Cooperative 


Up.p. 


—7912040133  LER    79-O17/01T-0    on    791  109,  reac  tor    vessel    cooled    doun  at 
rate    eiceeding    Tech    Specs    during    reactor    scram,  Caused     by 
turbine    gover-nrir    problem    reaultinq     in    poiuer    to    Plom    b-cram, 
Turbine    qovernor    sy^    inspected   !.    flushed, 

.  S         Dairyland    Pouor    Cooperative.        79/11/27.         lp. 


79121702B7    Forwards    Special    Rept    79-03   re    sampling 
from    thermal     power    changes    greater    than    IS'/., 
l.INDER.F.  W.        Duke    Pouer    Co.        79/I2/O7.        2pp. 


analijsil    rosultin) 


—7912170209  Special    Rept   79-O3:  on   79092B  S<    1109,  reactor    thermal    poutr 
changed    by    more    than    1  9X.    nf    rated    thermal    pouer    uiilnin    J-h 
during    Qpflrational    Condition    1     or    3.  Caused    bij    scram    solenoid 
burnout.  Sampl  ing    t  analysis    data    encl. 
a      Duke    Pouer    Co.        79/12/O7         6pn 

791220U56B   Foruiarris    Special    fiept    79-03   re    reactor    scrama    on    790930  & 
1109. 
UNDER,  F.       Dairyland    Pouer   Cooperative.       79/12/07.       Spji, 

--79122Q0571    Special    fiept   79-O3.  reac  tor    scram   on    79092B,<Iue    to    scrana 
solenoid    burn    out,  caused    by    Failed    seal    in    upper    control    rod 
drive   mechanism.  Scram    on    7911O9,  due    to    restricted    freedom 
of    movement    of    tEirbino    governor    initial    pressure    reBulatnr. 
*      Dairyland   Pouer  Cooperative,       79/12/07.       4pp. 

7912280464  RQ  79-10:  on   791314,  manufacturer   notified    that    containment 
Isolation    dampers    require   repositioning    to    ensure    quick 
closure   at  tnai    containment   vessel    pressure.  Dampers 
repos  i  tloned  .  Containment    bldg    vented    continuously, 
LINDER.F.       Dfliruland   Power   Cooperative.       79/1H/1S.       Spp. 
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79122704S6   41«*pondt    to    NRC    770923    request    For    addl     info    re    lost,    at 
fiMilte    po«»r   or   710120.  Provides    details    of    seven    compl«t» 
cHsite    pouer    lonei. Facility    does    not    have    capability    of 
sustaining    power    durinu    partial    loss    of    off.it.    pourr. 
LINDE.R.F.  W.        DJiryland    Pomer    Cooperative.        79/12/21.        3pp. 

7»1B310497   Forward*    LER   79-019/01T-Q.  llnlni 

L1NDER.F,       Dairyland    Pouer   Cooperative.       79/12/26.       ^pp. 

— 7912310504  LER    79-019/01T-0:  on   791223, period ic    leakage   rate    teat    for 
tairnincu    airlock    did    not   meat    type   B    test    criteria 
ipitifi**    by    Tith   Specs. Caused    by    flattened   0  rlnj»   *   .haft 
packaging    in    shaft    seal.  Seal    replaced.  ,-„„,_.         „ 

CDODHAN,  L.  fi.       Dair«land    Punier    Cooperative.       79/12/26.       3pp. 


DOCKET  90-410  NINE  MILE  POINT  NUCLEAR   STATION^  UNIT  2 

A.     rtpplieatlon/canitructlon   itagi    document*   ft    correspondence 

791SIIOB64  Di«cu..»«    NRC    plani    to    uio    generic    analyses    to   develop    early 
verification    pronram    to  re«olve    ATMS   iisu«    for   PWfU   fc  DUR». 
Succen    ol    proflr««   dapend*    on    Industry    retpon.».  Support. 
foTHitlon   of    owner,   group,    to    provide   necessary    Inf";  _nn 

DENTONiH.R.       OPflct    of   Nuclear   Reactor   Regulation.       79/1O/17.       JPP- 

7913370324  Advise,    that   FBAH   k  OL   applUatlon   (Jill    be    .uhmltted    in   Jul 
1931,  baud    on   full    load    date    of   Mar    1984   &   commercial 
operation   -date    of    Get    19B4. 
HHQDErO.  K.       Niagara  Mohawk    Pouior   Corp.       79/12/17.       lp. 

F.     Seeuritiji    m»dlci.li     emergency   &    fire    protection   plani 

791K040471    Forward*    Info   re    upgraded    emergency    plans    to    plants    undor 
ean.t   ti  OL   revieu.  Applicant,   required    to   make    certain 
eA*rgancij    ftrranuBintnts   u/itate    (.   local    organiiation»   & 
»ubnlt    em.ra«ni:y    plan,    per   Reg    Outdo    1.101.  „„„.,„.          , 

VA96ALLOi  t>.  B.         Blvlsion   of   Projsct   Management.       79/11/2L.       6pp. 

Q.     Inipettlon  reports,     IE  Bulletins    (.  correspondonce 

791214OES2  Respond*    to    IE  Bulletin   79-23,     "Potential    Failure    nf 
E«»rg«ncv    Din*«l    Oenerator   Field   Exciter   Tranaf ormnr.  "   No 
common    connection*    between   control    power    transformer   t- 
a*ntrator   natural- 
HHODEpQ.K.       Nianarfl   Mohawk    Power   Corp.       79/11/01.       lp. 

7913E004'19  Foi-werd.    IE    Insp    Rept    90-410/79-07   on  791009-12.  No 
noocompl lanc«    nnt«fl.  ^it,t 

CARL6DM,R.T  Region    1,    Philadelphia,    Reactor  Construction   t, 

Engineering   Support   Branch.       79/11/03.       2pp. 

— 791H2Q0437    IE    Inmp    Rept   50-410/79-07   on   791009-13, No   noncomp 1 iance 
not*4.  Major    aroas    inspected:  Electrical    proeedurea   «• 
initpuction*,  downcomer    inttaliation  &   records. audits   fc 
OE   »*Paty    relief   valve    status. 

riCOAUSHY.R.  W.  Rnglon    1,    Philadelphia,    Raactor   Construction   fc 

Enttinewrino    Support   Branch.       CGHNE.A.C.,    FINHEL.A.E.  Renlon    I, 

Philadelphia,    Office    of    the    Director.       79/11/01.       9pp. 

7912050044  Forward.    IE   Circular   79-33.     "Stroke   Time*    for   Pouier   Operated 
Relief   Valvet.  "   No   response    rHquirnd.  . 

CRIER, B. H.  Region    1.    Philadelphia.    Office    of    the   Director. 

79/11/16.        lp. 

791HOB0271    Forward*    IE    Info  Notice   79-27,     "Steam  Generator    Tube 
Ruatuns    at    Two   PWR   Plants."   No   response   required. 
GFIIEH,B.H.  Region    1.    Philadelphia,    Office    of    the    Director, 

79/tl/li.       lp. 

7912100133  Faruards    IE  Info   Notice   79-2B.     "Overloading    of    Structural 

Elemsnts   Duo    to   Pipe  Support   LoadB. "    No   response    roquired 

CRIER.B.H.  Region  I,    Philadelphia,    Office    of    the    Director. 

79711/li.        lp. 

7?ia!l 0445   Forwards    IE   Info  Notice   79-29,     "Loss    of  Nonsaf ety-Rolated 
Reactor   Cuolant   Bys    Instrumentation  During   Operation.       No 
specific    action    or   response    required. 

QftlEH.B.H.  Raglon    1-    Philadelphia,    Office    of    the   Director. 

79/11/19.        lp. 

79(2030361    Forwards    IE  Bulletin   79-S6,     "Boron  Lass   From  BWH   Control 
Blade*.  "    No   response    required. 

cniERjB.H.  Region    1-    Philadelphia.    Office    of    the   Director. 

79/11/20.       lp. 


7912060580   Forwards    IE    Circular    79-24,     "Proper     Installation    i,    Calibr    of 
Core    Spray    Pipe    Break    Detection    Equipment    on    DWR&.  •     No 
response   required, 

ORIEfi.D.H.  Region    1.     Philadelphia.     Office    of     the    Director. 

79/11/26.         lp. 

7912110064   Forwards    IE    Circular    71-33,      "Motor    Starters.   &   Contactors 
Failed    to    Operate.  "   No    response!   required. 

QRIEH.B.H.  Reginn    1.     Philadelphia.    Office    of    the    Director. 

79/11/36,         lp. 

7912190041  Farwards  IE  Bulletin  79-27.  "Lous  of  Non-Class  IE 
Instrumentation  t  Control  Power  Sya  Bus  During  Operation.  " 
No  written  response  required. 

OR1ER,B.H.  Region    1,     Philadelphia.     Office     of     the    Director. 

77/11/30.         lp. 

7912310233   Forwards    IE    Info    Notice    79-30.      "Reporting    of   Dofects    t, 
Noncompliances.lOCFRSl    "   No   action    required 

OR1ER.B.H.  Region    1.     Philadelphia-     Offlco    of    the    Diractor. 

79/12/06.       4pp. 

79121907S6  Forwards    IE   Bulletin   79-28,     "Possible   Malfunction    of   Namco 
Model    EAIBO    Limit   Switches   at    Elevated    Tamps."    Written 
response   required. 

GRIER.D.H.  Region    1.     Pfilladalph  ia.     Office    of     the    Director. 

79/13/07.         lp. 

7913360212  Forwards    IE    Info   Notice    79-31,     "Use    of    Incorrect    Amplified 
Response  Spectra."   No    written    response    required. 
CRIER.B.H.  Region    1.    Phi  lad  ulph  la.    Office    of    tho    Director. 

79/13/13.        lp. 


DOCKET    50-112   BEAVER    VALLEY   POWER    STATION,     UNIT    E 

A     Application/construction    stage    documents    &    COT"*^ondf "" 

7913110264   Discussea    NRC    plans    to    UBB    generic     analyses    to    develop    early 
virrtf  icatinn    program    to    resolve    ATMS    issue     for    PURE    It   BWIts. 
Success    of    program   depends    on     Industry    response, Buppor ts 
formation    of    owners    groups    to    provide    nuressaru.    lnpo_ 
BENTON.H.  R.        Office    of    Nuclear    Reactor    Reg  ulat  i  qn.        79/1O/17.        dpp. 

7913350473    Confirms    info    requested    during    79121O    tele  on.  Present 
schedule    for    fuel    loading    is    B31331    fc    FSAH    wilL    be    submittod 
bij   Jul    1931. 
WDOLEVER,  E.  J,        Duquesne   Light    Co,         79/JE/2O.         lp 

F.     Security,     medical.     emergency    t.    fire    protect ion^p lans 

791S04O471    Forwards    info    re   upgraded    emoi-genry    plans    to    plants    unoer 
const   (<  OL   review.  App)  icants   required    to   make    certain 
oraerijoncu.    arranfiEments    D/state    t,    local     c-rgjiniiations    (. 

submit    emergency    plans    por   Reg    Guide    t.   101.  

VASSALLO,  D.  D.  Division    of    Project    Management.        79/11/^1.        &PP- 

0.     Inspection   reports-     IE   Bulletins    !•    corrosjiondenco 

7912170102    Updates    790028    response    to    IE    Bulletin    79-17,     "Pipe    Cracls 
in  Stagnant   Borated    Water   Sijs    at    PWFI    Plants."    Insp    of    welds 
luill     not    be    completed    within    required     ID-Aim    poriod    due     to 
difficulty    in    removing    concrete    slabs. 
WERLING.J.A.        ffuquesne    Light    CD.        79/1O/S-9.        1'pp. 

7912050029    Foriuarils    IE    Circular    79-32.     "Stroke   Times    for    Ptiu-cr    Operated 
Relief  Valves.  "    No    response    required. 

fiRlER.B.H.  Region    1.    Ph i ladp Iph ia,     Office    of    the  Director. 

79/11/16.        lp. 

79120S0241    Forwards    IE    Info  Notice    71-37,     "Steam  Generator    Tube 
fluptures     at    Two    PWft   Plants.  "    Ho    response    required. 
ealEH,B.lf.  Region    1,    Philadelnhio,     Office    of    the   Diractor. 

79/1  1/16.        lp. 

7912100117    Forwards    IE  Info  Notice    79-R8.     "Overload! ng    of   Structural 

Elements    Due1 to  Pipe  Bupport    Leads."    No   response   required, 

QFIIER.B.H.  Region  1,    Philadelphia.     Office    nf   the   Director. 

79/11/16.        lp. 

7912110405   Forwards    IE    Info  Notice    79-29,     "Loss    of   Nonsaf ety-Related 
Reactor   Coolant  Sys    Instrumentation  During    Operation."    No 
specific    action   or    response   required. 

GRIER.B.H.  Region    I.     Philadelphia.     Office    of   the  Director. 

79/11/19.        lp. 
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7912090333   Forwards     IE  Bulletin    79-2i,     "Dnran    Lnis    From   BUR    Control 

Blades."    No    response  required. 

GREER.G.H  Region  1,     Philadelphia,     Offite    of     the    Director. 

79/11/2O.        Ip. 

7912060570   Forwards     IE   Circular    79-24,     "Proper    Installation    b    C-alibr    of 
Core   Spray    Pipe    Break    Detection    Equipment    on    QURa.  "    Ho 
response    requ  ired. 

GRlEft.n.H.  Region    1.     Philadelphia,     Office    of    the    Director. 

79/ll/ai.        Ip. 

7913110014   Forwards     IE    Circular    79-33,     "Mntnr    Starters    &   Contactors 
Failed    to  Operate.  "    No   response    required. 

GRIEH.B.H  Region    I.     Philadelphia,     Office    of    the    Director. 

79/11/26.        Ip. 

7912190022  Forwards  IE  Bulletin  79-27,  "Lois,  of  Non-Class  IE 
Instrumentation  EC  Control  Power  Sys  ISua  During  Operation." 
Ho  written  response  required. 

OSIER.  B.  R  Reg  ion    I,    Philadelphia,    Office    of    the    Director. 

79/11/30.       Ip. 

7912310311    Forwards    IE    Info    Notice   79-30,     "Reporting    of    Defects    i 
Nimccmpl  lances,  10CFRH1.  "    Ho    action    roquired. 

QRIEfl.B.H.  Region    1,    Philadelphia.     Office   of    the    Director. 

79/13/06.       Ip. 

791219074-4   Forwards    IE   Bulletin  79-28,     "Passible    Malfunction    of    Named 
Model   EAIBO  Limit   Suite hfii   at   Elevated    Tump a.  "    Written 
reipona*    raqui  red. 

GRIER.B.H.  Region    1.     Philadelphia,     Office    of    the    D  tree  tar. 

79/12/07.        Ip. 

7912390193   Forwards    IE    Info    Notice    79-31.     "Use   of    Incorrect    Amplified 
Response    Spectra."    No   written   response   required. 
DRIER,  B.  H  Region    1,     Philadelphia,     PffUe    of    the    Director. 

79/12/13.        Ip. 

5.    Repartable    occurrences-    LERs   &    related    correspondence 

7912140042   Ac k    receipt    of   791009    L tr    forwarding    final    deficiency    rept 
ra    safety-related    piping. 

CARLSON,  R.T.  Region    1<    Philadelphia,    Reactor   Construction   & 

Enginoerlnif   Support    Branch.       79/10/J7.       Ip. 

7912310306   Ac k    receipt    of   791019    Itr    forwarding   Final    Significant 
Deficiency    Rept    7B-O3   re    reactor    cantai nment    liner    overlay 
pad    Fillet   ueld    crack. 

CARLSON.R.T.  Region    1.     Chi  lad  elph  la,     Reactor    Construction    J. 

Engineering    Support    Branch.       79/11/15.       Ip, 

7912110340    Forward!    Final    Deficiency    Rept    79-0)3   re    crane    uia  1 1 
reinforcing    bars    omitted    from   concrete    placement. 
HDDLEVER,  E.  J,        Duquesne   Light    Co.        79/12/O5.        3pp. 

—7912110353  Final    Deficiency    Rept    79-03  re    steel    reinforcing    bars 
missing    from    concrete   uia  1 1 .  Concrete    bars    mill    be   removed    t> 
rebuilt.  Procedures    developed    &    revised    to    Implement    Insp. 
K      Duquesne   Light   CD.       79/ES/03.       3pp. 


DOCKET   30-413   CATrtWQA   NUCLEAR    STATION.-     UNIT    1 

A,     Appl  ication/construet 1  an    stage    documents   &    correspondence 

7712110011    Forwards    NRC    position    on    status.   &  applic  ab  tl  1  tg    to    ponding 
GL  applications    af    results    of   TMI    follouup    ac  tloni.  Out  1  ine« 
addl    short-term    actions    to    be    taten. 
VAGHALUQ.  P.  n.          D-ivision    of    Project   Management.       79V09/S7.       41pp. 

F.    Security    medical,     emergency   !,    fire    protection   plans 

7913040471    Forwards    info    re   upgraded    emergency    plans    to    plant*    undlr 
const  l<  OL  review.  App  1  icants    required    tp    make    certain 
emergency   arrangements   w/»tate  1    local    organ! tatlons   & 
submit    emergency    plant    per   Reg   Guide    1.101. 
VABSALLOi  D.  B.          Division   of    Projact  Manajem«nt.       79/11/31.       App. 

I,    Financial    information 


7912270377   Foruiarils    duplicate    tnnUt    of    util    79O331    Duarnnt»»    Of 
pstrospective   premiums,  in   response    to  KRC   791210  roq.UHBt. 
HHITLEYiH.D.       Duk»  Power  Co.       79/12/2O.        Ip. 


Q.     Inspection   reports.     IE   Bulletins   t,   correspondence 

7913O40130   Responds    to    IE    Bulletins    7B-13.  78-1SA   l<    7B-1BB    r>   uild   «iU 
documentation.  Info    pertinant    to   Catauba    Unit    1    reactor 
vessel    Included    in  RDM    rept   which    was    Bubmitted    791039. 
MestinghouiH    transmittal    Itr    end, 
PARKEfMJ.Q.        Duke    PouiHr    Co.        79/11/07.        Ip. 

— 7912040138   Forwards    rept    "Meld    Matl    Documentation    of    Eltvvn   fl»«ttot 
Pressura   Vessels   Fabricated    by    RDM   for   Uestinghouiii "    in 
response    to    IE  Bulletin    76-12,  Complete   records    search  made 
&    no    atypical    ueld   motl    found. 

ANDEH6DN.  T.  M.       Uestinghouse   Electric    Corp.,    PHR  Suntanii    Dlv. 
79/1O/29.        Ip. 

7912Ot01Ba  Forwards    IE    Info    Notice    79-1 EA,     "Attempted    Oanagt   to  Nfu 
Fuel   Assemblies."   No   specific    action   or   response    required, 
O'REILLY,  J.  P.  Region   2<    Atlanta.    Office    of    tht»  Dli-ettor. 

79/11/O9.       2pp. 

7912100169  Forwards    IE   Info    Notice   79-2B,     "Overloadlno    of    Btrueturil 
Elemints  Due    to  Pipe   Support   Loads."    Ma    response    raq.uir»d. 
O'REILLV,  J.  P.  Region  3.    Atlanta,    Office    of    tha   Dlractnp. 

79./11/16.       Ip. 

79121 105A5  Foruards    IE   Info    Notice   79-89.     "LoBfl    of    Noriiaf tti(-R»Uti t 
Reactor  Coolant  By 5    Instrumentation   During    Operation."    No 
specific   action   or   response   rBqulrad. 

O'FEILLY,  J.  P,  Region   B,    Atlanta,    Office    of    the  Diroctor. 

79/11/16.       2pp, 

7912Of>OoO7  Foruardi    IE  Circular    79-24,     "Proper    Installation    t  Cilibr  eF 
Cnre  Spraij    PIpo   Dreali    Detection   Equipment   on   BMRB.  "    No 
response   required. 

O'REILLY,  J.  P.  Region   3,    Atlanta,    Office    of    the   Dimctor. 

79/11/26.       Ip. 

7712110131  ForiuardB    IE  Circular    79-12,     "Motor    Starters    S.  Contactorl 
Failed    bo   Operate."    No    response   required. 

O'REILLY,  J.  P.  Region   2.    Atlanta,    Office    of    the   Director. 

79/11/26.       Ip. 

7912190392  Forwards  IE!  Bulletin  79-H7,  "Loss  of  Man-Class  IE 
Instrumental  an  &  Control  Power  Gys  Bus  During  Operation." 
No  written  ro-iponse  required. 

O'REILLY.  J.  P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/11/30.       Ip. 

7912100161   rtck    receipt    of    IE   Insp    Repts    30-413/79-19  b   5O-414/79-1? 
an    791009-12.  No   proprietary    Info. 
PARKER. M.Q.       DuVe  Pouar   Co.       79/12/09,       In, 

—7912180166  Forwards    IE    Insp   flepts    30-413/79-19   b    50-414/79-19  on 
791009-1E.  Mo   noncompliancH   noted. 

MURPHY,  C.  E.  Region   S,    Atlanta,    Reactor  Construction    ^ 

Engineering   Support  Bi-anch.      79/11/09.      2pp. 

79121Q0174    IE    Insp   repta    30-413/79-19  ti   SO-414/79-19  on  791009-ia.Ho 
nancomplianca    noted.  Major    areas    inspected:  safety-related 
4 160- vn  It    suiitchgeari  AOO-volt    load    ctr   tt  600  ma  tor   control 
ctr   installation  t>  quality   rocorda. 

WALTERS,  O.K.  Region    2,     Atlanta,    Office   of    the    Director, 

CdNLQN.  T.  E.  Region    2,     Atlanta,    Reactor   Construction    h  Engln«>r1nj 

Support   Branch.       79/11/08.       4pp. 

7712310393  Foruiarda    IE    Info    Notice    79-30,     "Raportino   of   Defect*  & 

Noncompllances,  10CFR21.  "    No   action  required. 

O'REILLY.  J.P.  Region   Z,    Atlanta,    Office    of    thi  Director. 

79/12/06.       Spp. 

7912300026  Forwards    IE  Bulletin  79-20,     "Pntiible  Malfunction  of  Nanc-o 
Model   EAlflO  Limit  Suitches    at   Elevated    Temps."   Action 
required. 

O'REILLY,  J.  P.  Region   2r    Atlanta,    Office    of    tha   Dirtetnr, 

79/12/07.       3pp. 

7912280377  Forufards    IE   Info   Notice   79-31,     "Use    of    Incorrect    AnpllflU 
He»pon»e  apectra.  "   No  uirittin  response   required. 
O'REILLY.  J,  P.  [         Region   Z,    Atlanta,    Office    af    tha   Director. 
79/12/13.       2pp. 

7912280129  Forwards    IE  Circular   79-25,     "Shock   Arrtttor    Strut  Atttobl) 
Interf erence.  "   No  written    response   required. 
O'REILLY.  J.  P.  Region   2r    Atlanta,    Office    of    tha   Direct  or. 

79/1S/KO.        4pp. 


— 791H37QSB5  Reque-t Is    approved    guarantee    of   payment   of    deferred    pr«i«viiimB 
for   1979. 
3ALTIMAN,J.  Antitrust   t<    Indemnity   Croup.       79/12/1O.       Ip. 
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a.    Kiportabl*    occurrences,    LERs    fc   related    correspondence 

•r*l21SQ5Ba  Forward*    final    deficiency    rept    re    deficient  weld    in    steam 
generator    Lower    lateral    support   d   oversiie    drawing    of 
riactar    -bldg. 
PARXEfl.H.O.       Duke  Power  Co.       79/13/13.       lp. 

,— 3913100393   Final    deficiency   rept   re   deficient    uield    in    itram   generator 
lower    lateral    tupport.  In  Jons    I979,pinhole    discovered    in 
wild    preparation   area.  Heinsp    s homed    three   addl    rejectable 
lndIea.tioni.Part   returned    far   repair. 
«      Duke;    POUBT    Co.        79/12/13.        Spp. 

7<9l23104a<?   Forwards   Significant   Deficiency   Rept    IE-79-OB-SDD-413/414   re 
unqualified   main   steam   power    operatad    relief   valves. 
PARKER.  H.  O.       Dole  Fouler  Co.       79/1H/2&.       lp. 

,-7918310493  Significant   Deficiency    Rept    IE-79-OB-SDD-413/414.  Main    »tnaro 
pouer    operated   relief  valves    not    qualified    for    aipected 
•nvirnn    resulting    from   feeduater    or    steam   Una    break.  Valves 
ulll    be    qualified, 
•e      Duke    Pou»r    Co.       79/1B/E6.       lp. 


DOCKET    30-414   CATAUBA  NUCLEAR   STATION.    UNIT  E 

/t.     Application/construction    ntage   document!    b  correspondence 

741S1IOD11    Foruirds  NRG   position    on    status    t<  applicability    to    pending 
DL  applications   of  remits    of   TMI    follouup    actions.  Outline* 
tddl    short-term  actions    to   be    taken. 
VABBALLO,  D.  B.          Division   of  Project   Management.       79/09/27.       41pp. 

791211OZA4  Dlscuntes  NflC    plans    to   use    generic   analys**    to    develop    early 
verification    program   to   resolve  ATMS    Issue   for   PHRs   b  HWRs. 
Biiccex    of   program  depends    on    industry    response.  Supports 
lorftatlon    of    (miners   groups    to    provide    neceiserij    info. 
DEHTONjH.  R.       Office   of   Nuclear   Reactor  Regulation.       79/1O/17.       3pp. 


7912110545   Forwards    IE    Info   Notice    79-29.      "Losa    of    Nonsa*ety-Re  lated 
Reactor   Coolant    Sys    Instrumentation   During  Operation.  "    No 
specific    action    or  response  required. 

Q'REILLY,  J.  P.  Region    3,     Atlanta,     Office    of    the    Director. 

79/11/16.        Bpp. 

7912060607   Forwards    IE   Circular    79-2fl.     "Proper    Installation    &    C-alibr   of 
Core    Spray    Pipe    Braal    Detection   Equipment   on    BURs.  "   No 
rasponae  required. 

Q'FIEILLV,  J.  P.  Resinn    2.     Atlanta,     Office    of    the   Dirac  tor. 

79/11/26.         lp. 

7912110134  Foruard9    IE  Circular   79-1S.     "Motor   Starters   !<  Contactors 
Failed    to    Operate.  "    No    rBSponse   roquired. 

O'REILLY,  J.  P.  Region    2,     Atlanta.     Office    of    the    Director. 

79/11/26.         lp. 

7912190393  Forwards  IE  Bulletin  79-37.  "Loss  of  Non-Class  IE 
Instrumentation  d  Control  Power  Sys  BUB  During  Operation.  " 
Mo  written  response  r«q.iiirBd. 

O'REILLY,  J.  P.  Region   2,    Atlanta,     Office   of   the  Director. 

79/11/30.        lp. 

7912180161    Acli   receipt    of    IE    Insp    Repts    50-413/79-19  !.  30-414/79-19 
on   791009-lS.No    proprietary     info. 
PARKER,  U.  Cl.       Du*e  Pouier    Co.       79/13/O5.        iff. 

~79iai801(.6  Formards    IE    Insp    Repts    30-413/79-19  tt  30-414/79-19  on 
791009-12. No   noncDfflpliance  notad. 

MURPHY,  C.  E.  Region   2,     Atlanta,     Reactor    Construction    fc 

Enaineertng   Support    Branch.       79/11/OS.       2pp. 

791B1B0174    IE    Insp   roptu    30-413/79-19    t,   50-114/79-19  on  791009-12.  No 
noncompUanca   notad-Major  areas    inso-ntted:  safaty-velated 
1160-volt    nuiitchgaar,  iOO-volt    load    irtr   t,   6OO  motnr    control 
ctr    installation  t.   quality   records. 

WALTERB.D.  K.,  Region   2,    Atlanta.     Offica   nf    the   Director. 

CONLON.T.  E.  Region    H,    AElantaj     Reactor  Construction   8.   Enginearing 

Support  Branch-       79/11XOB.       4pn. 


7911270467  Forward*    "Dl*cussions    of   TMI   Lessons   Learned    Short-Term 
Requirements"    providing    addl    clarifications   of  NRC 
riq.ul<L«<nenti    for   pending   OL  applicant*. 
VABBALLOr  D.  B.         Divi*ion   of   Project  Management.       79/11/09.       2pp. 

F.     Security^     medical,    emergency   &   fire   protection   plans 

791204.0471    Forward*    info   r»    upgraded    emergency    plans    to   plants    under 
conit   fc   OL  revleui.  Applicants   required    to  make    certain 
emergency    arrangement*   ui/state   &   local    organiiatlon*   It 
subalt    frn«r  gtncij   plans    per   Reg   Guide    1.101. 
VABSALLdi  D.  B.         Division   of   Project  Management.       79/11/21.       6pp. 


1.     Financial    Information 


7912870377   Forward*    duplicate    copies    of    util    790321    guarantee    of 
ratr-ospactlvi    pramiumsi  in   responia    to   NRC   791210   request. 
HHJTLEY.  H.  D,       Duke   Pouir   Co.       79/12/SO.       lp. 

— 791227O3B9  Rxtuasts   approved    guarantee    of    payment   of    def»rr»d    premium* 
for    1779. 
BALTZKAN.J.  Antitrust   t,   Indemnity   Oroup.       79/1B/10.        fp. 

0,     Intp«ction    raportsi    IE  Bulletlni   b   correspondence 

7912040130  Responds    to    IE  Bulletin*   7B-12.7B-12A  8c  7B-I2B  re   ueld   m»tl 
dociidnentatlon.  Info   pertinent    to  Catauba  Unit    1   reactor 
vr«sel    Included    In   RDM  rapt   uhich    u*i    submitted   791029. 
Htitlnghouii    branamittal    Itr    «ncl. 
PARKER.  W.  D.       Dukt  Power  Co.       79/11/07.       lp. 

1 — 7?lSOaOiaa   Forwards   rept    "Weld   Matl   Documentation    of   Eleven   Reactor 
Prtsujra   Vaivals  Fabricated   by  ROM  for  We*tinghouse,  "    in 
raipatit*    to    IE  Bulletin  7H-1S.  Complete   records    search   *iad< 
t  no  atypical  uald  natl   found. 

ANuCRBONiT.  M-      Mestlnghoui*  Electric    Corp..    PUR  System*   Dlv. 
79/10/29.       lp. 

7912060128    Foruiardt    IE    Info   Notice   79-12A,     "Attempted   Damage    to  Neui 
Full   A«*«mbHBi."  No   specific   action   or  r«ipont«  raqulred. 
O'HEILLYr  J,P.  Raglon   2.    Atlanta,    Office   of    the   Director. 

2pp. 


7912310293  Forwards    IE    Info  Notice   79-30.     "Reporting    of   Defects   !< 
Nnncompliances,  10CFR21.  "  No    action    required. 
O'REILLY- J.  P.  Region   2,    Atlanta,     Office   of    the  Director. 

79/12/06.        Spp. 

7912200026   Forwards    IE    Bulletin    79-20,     "Possible   Malfunction    of  Namco 
Model   EA1SO  Limit  Switches   at    Elevated    Temps."   Action 
required. 

O'REILLY,  J.  P.  Raoinn    2,    Atlanta,     Office   of   the   Director. 

79/12/07.        2pp. 

79122B0377   Forwards    IE    Info  Notice    79-31,     "Use   of    Incorrect   Amplified 
Response    Spectra."   No   written    response    required. 
O'REILLYi  J.  P.  Region    2,    Atlanta,     Office   nf   the  Director. 

79/12/13.       2pp. 

79122B0129   Forwards    IE  Circular    79-S3.     "Shoe!    Arrestor  Strut   Assembly 
Interference. "    No  written  response   required. 
O'REILLY, J.  P.  Region  2,    Atlanta.    Office    of    the  Director. 

79/12/20.        4pp. 

S.     Reportable   occurrences,    LERs    &   rolntoi)    correspondence 

7912180599    Forwards    final    deficiency    rept    re    deficient  ueld    in  iteam 
generator    lowar    lateral    support   81    ovaniie    drauiina   of 
reactor    bldg. 
PARKER,  W,  O.       Duke  Power  Co.       79/12/13.       lp. 

— 7912180593   Final    deficiency   rept    i-a   deficient   uield    in    stoam   generator 
louier    lateral    support. In   June    J979,pinhole   discovered    In 
Ul*ld   preparation   area.Reinsp    shouiBd    threa    addl    rejectafcle 
indicattons.  Part   returneil    for   repair. 

*  DuVi    Pouier   Co.        79/12/13.        Spp. 

79I23104B7   Forwards  Significant    Deficinncy   Repfc    IE-79-OS-BDD-t 13/414  re 
unqualified   main    steam    power    opurated    relief  valves. 
PARKER,U.O.       Duke  Fouior  Co.       79/12/26.       lp. 

—79123104.73    Significant    Deficiency    Rept    IE-79-OS-BDD-413/414..H»in   st»Brt 
pauier    operated   rnllof  valves    not    o.u»lifiBd    for   elpectfl* 
environ  re»ulting   from  foeduiatar   or    steam   Una  brenk. Valves 
mill    be    qualified. 

*  Duka    Power  Co.       79/12/26.        lp, 


??l2iQ0169    Forwards    IE    Info   Notten  79-2B,     "Overloading    of    Structural 
Eleoienfci    Du»    in  Pipe  Support   Loads.  "   No  response   required. 
O'HEILLV,  J.  P.  Region  2,    Atlanta,    Office   of    the   Director. 

lp. 
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DOCKET    90-416   GRAND    GULF    NUCLEAR    STATION,     UNIT    1 

A.      Appl  lea  lion/tons  truct  i  un    staje   documents    t<    col-re's  pond  once 

7912110011    FdTuards    NHC    position    an    icatua    ?-   app  1  icabi  1  Ity    to    pending 
OL   applications    of    results    of    TMI     follouup    actions.  Dutl  ines 
addl    short-term   actions    to    be    taken, 
VASSALLO,  D.  0.          Division    of    Project    Management.        79/09/27.        41pp. 


Dis-cussas    NRC    plans    to   use    generic    analyse*    to    develop    early 
verification    program    to    resolve   ATMS    Is  SUB    far    PHFlu    &   BWFis. 
Success    of   program   depends    an    industry    response.  Supports 
formation   of    OUTIETS    groups    to    provide    necessary     info 

-OFFica    off    Nuclaar    Reactor    Regulation.        79/1O/17.        3pp. 


K      Utility    Final    Safety   Analysis    Report    <FSAR)    b   amends 


771S060497    Forwards    Amend    34    to    FSAR, submitted    as    amend    to   OL 
appl icatlon.  Alan    forwards    three    oversiie    drawings. 
Affidavit    end. 
STAMPLEV,  N.  L.       Mississippi    Pouer    &    Light    Co.        77/11/30.        3pp. 

— 7912060500   Amend    34    to    FSAF1,  BubmittBd    as    amend    to   OL   application 
*      Mississippi    Power    t.   Light    Co.        79/11/30.        900pp. 

7913310401    Format-flu   Amend    35    to    FSAR,  consti  tuting    Amend    33    to 
application    for  CL. 
SrAHPLEY.N.  L.       Mississippi    Poiuer    E.   Light   Co.       79/12/29.       3pp, 


7912110251    Notification    of    B00103   meeting    u/util ,  ANL.  INEL   t    Savannah 
River  Lab    in   Port   Gibson, MS    to    Familiariie   natl    lab    FSAR 
reviewers  iii/fac  i  1  i  ty. 
HOUGHTON.T.  C.  Light    Hater    Realtors    Branch    a.        79/11/27.        3pp. 

79J2I3O127    Summary    of    791116   mooting   ui/util    !.    GE    in    HethBEda.MD    re 
discussion   of    connector   requirements    For    power    generation 
control    complei. 
HDUGHTCIN.T.  C  Li0ht   Hater    Reactors    Branch   3.        79/11/29.        3pp. 

7913100130   Notification    of    791212   meeting    (.    site    visit    u/Sta te    of   MS 
representatives    co   -discuss   NPBES  J,  plant    transmission    line 
impacts    on    biota. 
COTA.P.C.  Environmental    Projects    Branch    I.        79/11/30.        2pp. 

7912100310   Forwards    initial    questions    re    F6AR    in   response    to    791113 
d  iscussion.  Reque  sts   NJiC   assistance    in   obtaining    answers   to 
all    questions. 
TAVLDH.T.M.        E.  I.du    Pant    lie    Nemours    &   Co.,     Inc.        79/11/30.        9pp. 

7913130059  Extends    invitation    to   attend    791O13   site   visit   re    environ 
review  of  OL  application. 

HEQAN.U.  H.  Assistant    Director    for   Environmental    Projects, 

79/13/03.        3pp. 


— 791H310flOa  Amend   35    to   F5AR   consisting    of    reuponBBs    to   second  ro^irnl 
questions   &  miscellaneous   refinements    oF    design    info. 
»     MiBBiBsippi   Pouer    5<  Light   Co.       79/12/28.       iOpp. 

Q,     Inspection   reports-     IE   Bulletins   &   corroBpondnnce 

7912030386  Foruiards    IE    Insp    RoptB    30-416/79-24  t,   30-417/79-24   an 
79092t-3Q.  No    nnncomp  1  iance    noted. 

MURPHY.C.E.  Region    2.    Atlanta.     Reactor   Construction  !.  Engint*rlm 

Support  Branch.       79/10/33.       2pp. 

—7912050394    IE    Insp   Repts    30-416/79-24   fc   30-417/79-24  on   7909?c-2fl,  H» 
noneomplianco   noted.  Major   areas    inspected!:  QC    program,  conit 
progressiIE  bulletin    Fallouup    d    licensee    follouup    of 
licensee    identified    items. 

BRYANT,  J.  C.  Region   2.    Atlanta,    fin  act  or-   Construction  b 

Engineering   Support   Dranch.       RAUSCH.  d.  K.  Region  2,    Atljula, 

OFFice    nf    the   Director.       79/10/23.       4pp. 

79120505A3  Forwards    IE   Insp   fiepts    90-416/79-22  &   50-417/79-2H  Bn 
790923-28.  No    noncomp  1  ianca    noted. 

MURPHYiC.E.  Region   3,    Atlanta,     Reactor   Construction   k  Enjln*trln| 

Support  Dranch.      79/10/34.      2pp. 


791321O4L6   Forwards     Facility    site    maps    t   requests     inFn    re    endangered 
plant   &  animal    species    In   area, 

3ALLARO,R.L.  Division    of    Site    Safety    tt   Envi  ranmental    Analysis. 

79/12/17,        Opp. 

C.     Utilltij    Environmental    Report    (ER),     amends    !t   correipondence 

7912030193   Foruards    Amend    2    to    anviran    repb, 

STAMPLGV.  N.  L,       Mississippi    Pouer    tt  Light  Cn.       79/11/30.       3pp. 


—7912050596    IE   Insp   Rupts    50-416/79-23  Ji   50-417/79-22  on  790°3S-Ea.Ha 
noncompl iance   noted.  Major    areas    inspected: instrumentation 
uork.uorlt    activities    ii   quality    records. 

CONLDN,  T.  E.  Region   H.    Atlantai    Reactor   Construction  & 

Engineering   Support    Branch.       QIBBDNB.T,  D.  Region  S,    Atl«nti. 

DFfleo    of    the    Director,        79/10/23.        4pp. 

7913Q506I6   ForiuardB    IE    Inap    Rflpts    30-416/79-23   ti    SO-417/79-33   on 
790933-23.  No    noncumpllance   noted. 

MUflPHV.C,  E.  Region   3<    Atlanta.    Reactor    Construction  ti  Enefn*irlnj 

Support    Branch.        79/10/34.        2pp. 


—  7913030194  Amend    2   to    environ   rapt. 

BTAMPLEYiN,  L.       Mississippi    Power    &   Light    CD,        79/11/30,        39pp. 

79121OO339  Forwards    affidavit    of    svc    Por    distribution    of  Amnmd    2   tc. 
Final    Environ   rept    in   re-spouse    to    780627   requeat. 
OALE.L.F.      Mississippi    Pauor   t.  Light   Co.       79/13/04.       2pp. 


— 791S030618   IE   Insp   flepts    40-416/79-33   S.  50-417/79-23  on   790933-30.1^0 
noncomp t lance   noted.  Major   areas    Inspected: safety-related 
pipe   welding   t.    insp    activities   Si    safety    relief   valve 
radlographic    film   review. 

MERDT,  A.  n.  Region   3,    Atlantai     Reactor  Construction    b 

Enjineaving    Support   Branch.       VAN  DDOHN.P.K.  Region  2.    AlUnti. 

Office   of    the   Director.       79/10/23.       Spp. 


F.     Securitiji    medical,     emergency    !i    Firo   protection   plans 

791304O471    Forwards    into   r&   upgraded    emergencij    plans    to    plants    under 
const   b  OL  revieu.  Ap-plit  ants   required1    to  make    cartdln 
emergenci;   arrangements   in/stale    S<   local    organi  lations    & 
submit   emergency    plana    per  Reg    Guide    1.  101. 
VASSALLO,  D.B.  Division    OF    Project   Manac-ament.        79/lt/21.        6pp. 

7912210064    Summary    of    79li3Q   meeting    ui/uti  H    &   Dechtel     in   Dathesda.MD 
re    current  NRC    position    on   Fire    protection   criteria. 
HPUOHTOW,  T.  C.  Light   Hater   Reactors   Branch    S.       79/12/03.       4pp. 


79130500B3   Forwards    IE    Insp    Repts    50-416/79-23   tc    SO-417/79-33   On 
791003-03.  No    noncomp liance    noted. 

MURPHY,  C.  E.  Region   2,    Atlanta,     Reactor   Construction   te  EnginMrlrf 

Support   Branch.       79/10/35.       Bpp. 

— 7912050089    IE   Inap   Repts    SO-4U/79-33  !.   30-417/79-23  on   791003-05.  No 
noncompl iance   noted.  Major   areas    inspected: pipe    support 
plate   designs    using    concrete    expansion   anchor   holtB 
(IE  Bulletin  79-02). 

VALLISH,  E.  J.  Region   2.    Atlanta.    Office    of    the   Director. 

HERDT.A.  R.  Raglan    Z,    Atlanta,    Reactor   Construction    L 

Engineering    Support   Brunch.       79/10/35.       3pp. 


0.     Adjudicator^    correspondence 

79IB130361    Requests    that   DDJ  bp    aakeil    to   reconsider  PBcomraendat  i  ons    to, 
ahou   cause    for   compliance   u/license   conditionsjin   light   of 
n«u    tnFo.  Forwards    seltloncnt   aoreement    betuican    intervenor» 
&    other   supporting    documentation. 
CONNER,  T.  B.       Conner.    Moore   J.   Corbet.       79/l^/lO.       190pp. 

H.     Oenaral    corrospandence 


7913060134  Forlu»rds    IE    InFo   Notice   79-12A,     "Attempted   Dimigi    to  Ntw 
Fuel   Assemblies."   No    specific    action   or   response   required. 
O'REILLY,  J.P.  Region    2,    Atlanta,    Office    of    the   Director, 

79/11/O9.       Spp. 

79121001FJ3  Forwards    IE    Info  Notice   79-3B.     "Overloading   of  Btructuril 
Elamenbi  Due    to  Pipe   Support  Loads. "   No    response   required. 
OT1EILLY,  J.P.  Region   2,    Atlanta.    Dffica   oF    the   Director. 

79/11/16.       lp. 


7?12190S33  Forwards   affidavit   of    svc    for    distribution    of   Amend    34   per 
NRC    7B06S7  Itr. 
DALE.L.F.      Misslssipfii    Poster   t  Light  Co.       7'9/i2/10.       Hpp, 


7712110546  Foruarils    IE   Info   Notice   79-29,     "Lois    of  Noniaf ety-ffelsitd 
Reactor   Coolant   8ijs    Instrumentation   During    Operation."   No 
specific    action    or   response    required. 

O'REILLY.  J.  P.  Region   2.    Atlanta,     Office    of    th»   Director. 

79/11/16.       2pp. 
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79ia06QilB   F-oruiardi    IE   Circular    79-24,     "Proper     Installation  .&   Cfllibr    of 
Cart   Spray    Pipe   Break    Detection   Equipment    on   BHRs.  "    No 
rt&ponie   required. 

O'BEILLY,  J,  P.  Region   3.     Atlanta,    Office    of    the    Director. 

79/1  1/26.        lp. 


7912190703    Final     deficiency    rept     re    use    of     inadequately    supported 
terminal     strip     in     junction    &OIES     on    electrical    penetration 
assemblies    for    containment    bldg.      "Procedure    to  lirace    CFtlSl- 
Terroinal    Blocks    For    Electrical     Penetration, "    issued. 
DALE.L.F.        Mississippi    Power    t,    Ligttt    Co.        79/12/O3.        2pp. 


7912110133  Forwards    IE  Circular    79-23,     "Motor    Starters    &   Cnnbactors 
Failed;    to   Operate.  "    No    response   requirnd. 

O'REILLY.  J.  P.  Region   2,     Atlanta,    Office   of    the    Director, 

79/11/26.        lp. 


DOCKET    30-117   CflAND   GULF    NUCLEAR    STATION,     UNIT    3 

A.     Application/construction   stage   tfc-cuments   it  eorresp  ondence 


7913060239  Forwards    IE    Imp    Rept    50-416/79-27    on   791003-01. No 
n on compliant  t   noted. 

O'REtLLV.  J,  P.  Region   3,    Atlanta,    Office    of    the    Director. 

79/1 1/2B.        3pp. 


7913110011    Forwards    NRC    position    on     status    I.   applicability    to    pending 
OL  applications    of    results    of    Trtl    Followup   ac  tions.  Outl  ines 
addl    short-term   actions    to    bo     tafce-n. 
VAaSALLO.D,  D.  Division    at   Project    Management.        79/O9/27.        41pp. 


—  79112040260    IE    Insp    Rapt    30-416/79-27    on    791003-04.  No    none  omp  1  1  ant  e 
noted.  Major   areas    inspected:  Insp    program   for    facility 
during    freoperational    &    startup    testing. 

WAQMER.  A,  0,  Region   2,    Atlanta,    Office    of    the    Director. 

KELLOOO.P.J.  Region   2,    Atlanta,    Reactor   Operations   Nuclear 

Supjnrt   Branch.       79/11/21.       3pp, 

7?l2l9O4g7  Forwards  IE  Bulletin  79-37.  "Loss  of  Non-Class  IE 
Ins  trunentat  ion  li  Control  Power  Sy*  Bus  During  Operation," 
Hritte-n  reiporue  required. 

D'PEICLV,  J.P,  Region   2,    Atlanta,    Office   of    the   Director. 

79/11/30.        lp. 

79I231O30&  Forwards    IE    Info  Notice   79-30,     "Reporting    a  f   Defects   t. 
Moncompllancei,  10CFRE1.  "   No   action   required. 
D'fiEItLV,  J.P.  Region   2.    Atlanta,    Office   of    the   Director. 

79V  12/06.        Spp. 

7912SQO049  Forwards    IE  Bulletin   79-28,     "Passible  Malfunction    of   Namco 
Model    EA1BO   Limit   Switches    at    Elevated    Temps."   Action 


O'REILLYi  J.  P. 
79/13/07.       2pp. 


Region    2,     Atlanta,     Office    of    the    Director, 


79122B0416  Forwards    IE    Info  Notice    79-31.     "Uau    of    Incorrect   Amplified 
ftavnonie   Spectra."   No   written    response    required. 
G'RETLLV.  J.P.  Region   2.    Atlanta,    Office    of    the   Director. 

79/12/13.       2pp. 

791H2BQ144   Forward*    IE   Circular   79-23,     "Shock    Arrester    Btrut    Assembly 
Int»l"f  e-rene  e.  "   No  written    response    required. 
O'REILLY,  J.P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/12/20.        4pp. 

S.     Rep  or  tab  IB    occurrences,    LERs    &   related    correspondence 


7912110264    Discusses    NRG    plans     to    use    gonoric    analyses     to    develop    earl!) 
verification  program   to   resolve   ATWS    Issue    for  PlJRs    ti   BHRs. 
Success    of    program   depends    on    industry    re  sponse.  Supports 
formation    of    Dinners    groups    to     provide    necessary    Info. 
DENTDN.H.  B.       Office    of    Nuclear    Reactor    Regulation.       79/10/17.       3pp, 

7912110251    Notification    of  600103   meeting   u/ut i 1,  ANL,  1NEL   t  Savannah 
Fiiver  Lab    in  Port  Gibson, MS    to    Familiariie  natl    lab    FBrtR 
reviewers    w/f  ac  i  1  i  tij. 
HOUOHTON.T.C.  Light  Hater   Reactors   Branch   2.       79/11/29,       3pp. 

7912130127   Summary    of    791116  meeting    w/uti  1    t<  OE   in   Dethcada.HO   ro 
discussion    of    connector   requ  ir  eme-nts    for    pnuer   gereraticn 
control    compl  e«. 
HDUGHTON,  T.  C.  H-tght  Hater    Reactors    Branch   2.       79/11/29.       9np. 

791H10013O  Notification    of  791212   meeting   a    site   visit   ui/Btate    of  MS 
representative];    to    discuss   MPDEE    fc    plant    transmission    line 
Impacts    an    biota. 
CQTA.P.C.  Environmental    Projects    Branch    1.       79/11/30.      2pp. 

791210031O  Forwards    initial    qu-cstions    ro    FBftR    in   response    to  771115 
discussion.  Requests   NRC  assistance    in   obtaining   ansuer-a    to 
all    ques t 1 ons. 
TAYLOR,  T.  M.       £.  I.  du   Pont   do    Naraoura   It   Co.,     Inc.       79/11/30.       9pp. 

7912130059    Extends    Invitation    to    attend    791013   site    visit    re    environ 
review  of    OL   application. 

HEQAN-H.  H.  Assistant  Director    for    Environmental    Projects. 

79/12/03.        3pp. 

7912210416   Forwards    Facility    site    maps    &   requests    inFo   re    endangered 
plant   St   animal    species    in   area. 

DALLARD.R.  L.  Division    of    Site    Safety    fc    Environmental     Analyalu. 

79/12/17.       Qpp. 


7913130524    Interim   deficiency    rept   re    failure   of  Type   L2   auxiliary 
julteh    assemblu    in   4.  li   W   twltctigear.  Switch    asecmbly 
r«turntd    to    aquipmant    »uppl  lev,  Gould   Electric    9ya,  for 
ana  ly!  1 1,  Rf  solution    expected    by    Q002SB. 
DALE,  L.  F.       Mllliislppl    Power    ft  Light  Co.       79/11/01.        lp. 


C.     Utility    Environmental    Report    (ERJ.     amends   ti   correspondence 

7912030193    Forwards   Amend  2    to    environ,    rep  t. 

BTAMPLEY,  N,  L.        Mississippi    Power    &    Light    Co.        79/1I/3O.        3pp. 


7912130520  Forwards   Final    Deficiency    Rept    79-03. 

DALE.L..F.       r1i»*is*lppi    Power    !<  Light  Co,       79/11/02. 


—  79120301-94  Amund   a   to    environ   rapt. 

STAMPLEY.N.  L.        Mississippi    Power    EC   Light   Co.       79/11/30. 


39pp. 


--79J213033Z  Final    Deficiency    Rapt   79-OB   re    failure    of    solid-stain    trip 
davievi    in    lou  voltage   power    circuit    breaker. Caused    bg 
deftctiv*    isiimbly    of    printed    circuit   boards    supplied    bij 
DDU  Id-Broion  Bovorl    Sultchgear   Dlv. 
*      Hiflftistlppi    Pouer   t<  Light   Co.       79/11/02.       5PF>. 

79iSlBO<094  Confirms   verbal    rept    re   noncompliance    to    specs    for   nuclear 
valv*i. Cauved   by    error    In   computlr   program, developed    by 
lubeon tract  or, Al 1    reported    frequencies   will    bn   re-analuied. 
NieHAl)9,P.  H.      William  Pouell   Co.       79/11/13,       2pp. 

79I219O&03  First    interim   deFiclencg    rept   ra   Rotamount   Model    310  master 
&    9l*vv    trip    units. Result*    of    investigation   mill    be 
submitted    tu    B00131. 
OAtE.L.F.       Mississippi    Power   tt  Light   Co.       78/11/20.       lp. 

7913190-oH    Interim  deficiency   rapt  re   cracked   control   device   assemblies 
on    4.16    kV    iwitchgear,  6.  9    IV   suitchgear  &  430  volt   load 
ctn.Ooutd-ITE  conducting    life    testing    of    devices.  Final    rept 
Mill    be    submitted    by    800125. 
DALE.L.F.       MU»i«*ippt    Pouiir   &  Light  Co.       79/11/30.        lp. 

7913i90&33    Interim  deficiency    rept   re    improper    draulng-s    supplied    by    OE, 
All    ttrmtnatlon    cabinet   panels    being   rtviewed    against 
•  •-•hipped    draulngi.  Finding*   ulll    be   submitted    by    900115, 
DALE,  U.F.       Hiilltxippl   Power   &   Light  Co.       79/11/30.       lp. 


7912100339    Forwards    affidavit    of    BVE     foe    distribution    of    Amend    S    to 
final    environ    rept    in    response    to    73O&27   request, 
DALE.L.F.       Mississippi    Power   &   Light    Co.       79/13/04.       2pp. 

F.     Security,    medical,     emergency    &    fire    protection    plans 

7912040471    Forwards    info   re    upgraded    emergency   plans    to    plants    under 
const   &    OL  review.  Apj 1  icon ts    requirad    to   roaka   certain 
emergency    arrangements    u/ state    t<    local    organiiat ions    & 
submit   -emergencij    plans    per    Reg    Guide    1.101. 
VABSALLD,  D.D.          Division  of   Project   Management.       79/11/21.      6pp. 

791321QOB4    Summary    of   79113O  meeting    uj/utils   t  Bechtel    in  Bethesda,  MD 
ro    current  NBC   position   on    fire    protection   criteria. 
HDUQHTON.  T.  C.  Light  Hater    Reactors    Branch  2.       79/12/05.       4pp. 


0.     Ad judi eatery    correspondence 


7712120361    Requests    that  DOJ  be    asked    to   reconsider   recommendations    to 
show  couae    far   compliance    u/ license    cond itions,  i n    light   of 
neu    inf  o.  Foruiards    settlement    agreement    between   intapvenors 
!i  other    supporting    documentation. 
CONNER,  r.  B.       Connor.     Moore    &   Corbor.       79/1S/10.        150pp, 
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H.     General    c  Drr«spondence 

7913190555    Forwards    affidavit    of    svr    for    distribution    of    Amend    31    pi 
NRC    780627    Itr. 
DALE.L.F         Mississippi    Power    &    Light    Co.        79/12/1O,        3pp. 

K.     Utility   FinaJ    Safety    Analysis   Deport    I  FSAIi )    &  amends 

7912040497  Foruiarifa   Amend    34    to  FSAH,  submi  tied    as   amend    to   OL 
apf  1  icat  i-on.  Also    foruards    three    oversite    drawings. 
Affidavit    end. 
STAKPLEY.  N.  L.       Mississippi    PQUIET    J<  Light   Co,       79/11/30.       3pp. 

— 7912060500   Amend    34    to    FSAR. Eubmi ttud    as    amind    to   OL  application. 
ft      Mississippi    Power   J.  Light   Co.       79/11/30.       500pp. 


Forwards    IE    Info  Notice   79-29.     "Loss    of  Nonsaf ety-Relatid 
Realtor    Coolant    By  a     Instrumentation   During    Operation.  "    Ma 
specific   action    or   response   required. 

Q'REILLV,  J,  P.  Region    3,     Atlanta.     Office    of    the   Director. 

79/11/16.        2pp. 

79ia06D61B  Forwards    IE  Circular  79-24.     "Proper    Installation    Si  Call&r 
Core   Spray    Pipe    Break    Detection   Equipment    on  BHRs.  "   Ha 
response   required. 

D'FIEILLV,  J.  P.  Region   2.     Atlanta.     Office    of    the    Director. 

79/11/S6.         Ip. 

7912110193  Forwards    IE  Circular   79-23.     "Motor   Starters    b  Contactors 
Failed    to   Oparate.  "    No   response   required. 

O'REILLY,  J.P.  Region  2.    Atlanta.    Office    of    the   Director. 

77/11/36.         Ip. 


7913310501    Forwards    Amend    35    to    FSAfl.  constituting    Amend    33    to 
application    for   OL. 
STAMPLEY.N.  L.       Mississippi    Power    t  Ligtit   Co.       79/12/20.       3pp. 

— 7912310400  Amend   35   to    FSAR    consisting    of    responses    to    second    round 
questions    !*   rot-seel  laneoua    r»f  inement*    nf    design     infa. 
*      Mississippi    Pauer    £•  Light   Co.       79/13/2B.       fiOpp. 

Q.     Inspection   reports.     IE   Bulletins   It    correspondence 

7912030386  Forwards    IE   Imp    Repts    50-416/79-24  &    30-117/79-24   on 
77092A-2B.  No    noncomji  liance   noted. 

MURPHY,  C.  E.  Region  3.    Atlanta,    Reactor  Construction   b   Engineering 

Support    Branch.       79/10/23.       2pp. 


7912190459  Foruiarda  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  It  Control  Pouer  8ys  Dus  During  Operation." 
No  written  response  required. 

O'REILLY, J.P,  Region  3,    Atlanta,    Office   of    the  Director. 

79/11/30.       Ip, 

7912310306  Forwards    IE    Info   Notice   79-30,     "Reporting    of    Defects  t< 
NoncompIiancBSi  1OCFR21.  "   No  action   required. 
O'REILLY,  J.  P.  Region  2,    Atlanta,    Office   of    thi   Director. 

79/12/OA.        3pp.. 

7913200049  Foruartfa    IE  Bulletin   79-2B,     "Possible   Malfunction   of  H«»co 
Model    EAlao  Limit    Switches    at  Elevated    Temps."    Action 
required. 

0-flEILLY.J.  P.  Reoion   S,    Atlanta,    office    of   the   Director. 

79/1 H/O7.        Hp  p. 


— 7912030-394    IE    Insp    Rapt*    50-4IA/79-24    b    59-417/79-2-1    on   790926-38.  No 
nonconpliance  noted.  Major   areas    inspcc t&d: QC    program, const 
programs.  IE    bulletin    follouiup    &    licensee    follouup   of 
licensee    Identified    items. 

BRYANT.  J.  C.  Rejlon    2,    Atlanta,     Reactor  Construction    (c 

Engineering    Support   Branch.       RAUSCH,  J.  K.  Region  S,    Atlanta. 

Office    of    the    Dine  tor.        79/1O/23.        4pp. 

7912080562  Forwards    IE    Insp   ftepts    50-416/79-23  S.   SO-4I7/79-BS    on 
790925-2H.  No   noncomp  1  tance    noted. 

MURPHY.C.E.  Rngion,  2,    Atlanta.    Reactor   Construction  t.   Engineering 

Support   Branch.        79/1O/24.        Spp. 


79122B0416  Forward*    IE    Info  Notice   79-31,     "Use   of    Incoi-ract 
Response   Spectra.  "    No  written   response  required. 
O'REILLY,  J.  P.  Region   2,    Atlanta.    Office    of    th«   Director. 

79/13/13.       2pp. 


7913200H4   Foruards    IE  Circular   79-23,     "Shock   Arrester    B*ru*  Aistxblv 
Interference.  "    No   written   response   required. 
O'HEILLY.  J.  P.  Region  2,    Atlanta,    Office    of    the   Director. 

79/12/20.        4pp. 

9.    ReportabU    occurrences,    LERs   t>  related    correspondence 


— 79t2050S'Ji    IE    Imp    Rcpts    BO-4IA/79-3B    (j   5O-41.7/79-22   on    79G92S-EB.  Hn 
nnncorapl iance   noted. Major    areas    inspected: instrumentation 
uorkiuork    activities    d   qualitij    records. 

CONLON-T.  E.  Region   2,     Atlanta,    Reactor    Construction  fc 

Engineering   Support    Branch,       GIBHQNS.T.D.  n*gion   2,    Atlanta^ 

Office    of    the    Director.        79/10/23.        4pp. 


7912130324    Interim    deficiency   rept   re   failure    of   Tape  LH  a 
switch   assemhlu    in   4.16   kV   sultetigear.  Sulteh   *o»«mblg 
returns  if    to    equipment   supplier,  Oould    Electric   By*,  for 
analysis;.  Resolution    expected    by   000338, 
BALE.L.F.       Jllsaissippi   Pou/er   (.  Light  Co.      79/11/01.       Ip. 


79ia0506li  FDrcuards    IE    InKp   Repts    30-416/79-23   J.   SO-417/79-23    nn 
790923-28.  No  noncompl  iance   noted. 

MURPHY.C.E.  fleoion    3.     Atlanta,    Reactor   Construction    &  Engineering 

Support   Branch.       79/10/24.       ?pp, 

— 7912050616    IE   Insp    Repts    40-416/79-33  *.    50-417/79-33  on   790925-SB.No 
noncompjlance   noted. Major   areas    inspec  ted:  *afetij-r»latBd 
pin*    yelding   !i    insp    activities   &    safety    relief   valve 
radioarapMc    film  review. 

HERDTjA.R.  Rggion    2.     Atlanta,     Reactor    Construction    tt 

Enoineerino    Support   Branch.       VAN   DOORN,  P.  K,  Region   S.    Atlanta. 

Office   of    the   Director.       79/10/23.       8pp. 

79120500B3  Forwards    IE   Insp    Hepti    50-41 fa/79-23  t   50-417/79-33   on 
791003-05.  Ho   noncomp  1  lance   noted. 

MURPHY.C.E.  Region   S,     Atlanta.    Reactor   Conit ruction   t,  EngJneerinn 

Support    Branch.       79/10/S5.       Bpp. 

—7912050099   IE    Insp   fie-pti    50-4U/79-25  &   80-417/79-35  on   791003-05.No 
nancompl ianc a   noted. Major   artaa    inspected: pica    support 
plate    designs   using    concrete    erpanfilon  anchor    baits 
(IE  Bulletin   79-02). 

VALLIBH.E.  J,  Region    2,     Atlanta.     Office    of    the    Director. 

HERDTjA.R.  Region   2i    Atlanta.    Reactor  Construe*! on  b 

Engineering   Support    Branch.       79/10/23.       3pp. 

79120&0196   Foriuarrfs    IE    Info    Notice    79-1SA,     "Attompted    Damage    to  New 
Fuel    Aiiembllei.  "  No    specific    action    or   raiponse    requlrtd. 
O'REILLY,  J.P.  Region   2,    Atlanta.    DFfice    of    the   Director. 

79^11/09.       2pp. 


7912130523  Forwards   Final    Deficiency   Rept   79-OB. 

DAl_EiL,F.       Mississippi    Power  &  Light   Co.       79/11/08.       Ip. 

--7912130533   Final    Deficiency   Rept  79-08  re    failure   of    lolid-itftt*  itl» 
devices-    in    lou  voltage    pauitr   circuit   breaker.  Caused    by 

defective    assembly    of    printed    circuit   boards    supplied    by 

Gould-Brown   Boverl    Switchgaar   Dlv. 

*      Hissis»ippi    Power  fc  Light  Co.       79/11/03.       SPP. 

79121B0054   Confirms    verbal   rapt   r»   noncomplUnce    to    specs    for  nucl-ier 
valves.  Caused    by    error    in   computer   program, developed    by 
subcontractor.  All    reported    frequencies  will    be   re-aniluxed. 
NIEHAUB.F.W.       William  Powell   Co.       79/11/12.       Bpp. 

7912190603   First    interim  deficiency   rept   re   Roeemount  Model    310  waitiT 
b  slave    trip    units.  Remits   of    investigation  will    tae 

submitted    by    BOO 131. 

DALE.L.F.       Mississippi   Power  &  Light  Co.      78/11/29.       Ip, 

791B19O611    Interim  deficiency   r«pt  re   cracked    control    device    •sienvll** 
on   4.16    kV   sLJitehgEar,i.9   kV   switchoear  (.  4BO  volt    load 
ctrs.  Ooul«J~ITE   conducting    life    testing    of   devices.  Final    rept 
will    bl    submitted    by    Q001B3. 
OALE.L.F-       Mississippi   Power   fc  Light   Co.      79/11/30.       ip. 

79IZ190&33  Interim  d»ficiency  rept  re   improper  draMingi   luppllad  b||  BE- 
AU   termination   cabinet   panels    being    reviewed   against 
««-shipped    drawings. Findings  will    be    submitted    by   BOOltS. 
DALE.L.F.      MisBi»«lppi  Power  d  Light  Co.      79/11/30.      Ip. 


79121001B5  Foruiarils    IE    Info  Notice    79-SB,     "Dverloading   of    Structural 
Elements   Due   to    Pipe   Support    Loads."   No    response    required. 
O'REILLY. J.P.  Region  2.    Atlanta,    Office   of    the    Director. 

79/11/li.       Ip. 


79121907Q2  Final    deficiency   rept  re   use   of    Inadequately    supported   lonj 
terminal    atrip    in    junction   boxes   on   electrical    penetration 
dscemliUe*    for    containment   bldg.     "Procedure   to   Brace  CR191- 
Tarnlnal    Blocks    for  Electrical    Penetration,  "    Usued. 
DALE.L.F.       Misslseippi   Power  &  Light  Co.       79/12/03.      Sff. 
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DOCKET    5O-423   MILLSTONE   NUCLEAR   POWER   STATION,     UNIT   3 

A.    Applied t i on/com true t ion   stage   documents   &  correspondence 

7912110264   Discusses  MRC   plans    tn   UCB   generic   analyse*    to    develop    early 
vit-ll icatian  program   to  resolve   ATW8    Issue    far  PHRa    b  IlWRs. 
Succeia    of    program  depends    on    industry    response.  Bop port  a 
f-nr»«tion    of  autneri   groups    to   provide   necessary    Info. 
UENTDH.  H.R,       Office    of   Nuclaar    Reactor   Regulation.        79/10/17.       3pp. 

7913110227  Riipond*   to    IE  Bulletin  79-14   re    seismic   analysis    for 
laf aty-ralatad    piping    sys.  Requested    Insp    cannot   be    carried 
out    as    piping   erection  not   complete   on  any    safety-related 
iiji. 

CCUN9IL,  M.  0.  ,    FEE.W.F.       Northeast   Nuclear  Energy   Co.     (suba.     of 
Northeast  Utilities).       79/11/06.       3pp. 

791B3103BO  Cite*    Inadequate  rate   relief   &   reduced   cash    requirement*   ai 
reason    for   not   amending    const   completion   dates    from    19B*    to 
1984. 
COUN3IL.  H.  0,      Northeast  Utilities.       79/12/19.       Ip. 


7913110060   Forwards     IE    Circular    79-23.     "Motor    Starters    Si   Contactori 
Failed    to   Operate,"   No   response  required. 

CRIER, B.  H.  Region    1>    Philadelphia-     Office   of    the    Director. 

79/11/26.         Ip. 

7712190039  Forwards  IE  Bullotin  79-27.  "Loss  of  Non-Clans  IE 
Instrumentation  1<  Cnntrnl  Poutfr  Bys  Gui  During  Operation.  " 
Written  response  reiuirad. 

GRIER.D.H.  Region     1.     Philadelphia,     Office   of    the    Director. 

79/11/30.         Ip. 

7913310326  Forwards    IE    Info   Notice   79-30.     "Reporting    of   Defects  t< 
None ompl lane  as j 10CFR21.  "  No  action    required. 

ORIER.B.H.  Region     1.     Philadelphia.     Office    at    the    Director. 

79/12/06.        4pp. 

7913190754   Forwards    IE   Bulletin    79-33,     "Possible    Malfunction   of  Namco 
Modal   EA1HO  Limit  Switch 65    at    Elevate*    Tampa."    Mr  it  tun 
response    required. 

CRIER,  B.  H.  Ragion    1>    Philadelphia.     Office   of    the   Director. 

79/12/07.        Ip. 


nedical,    emergency   &   fire   protection   plans 


7V12O4Q471    Forwards    info  re   upgraded    emergency    plans   to   plants   under 
contt    ti  DL   review.  Applicants   required    to  make   certain 
•fjatrgtncu,   arrangements   a/state   &    local    organtiatlons    Si 
lubntt    asergency    plans    per  Reg    fluids    1.  101. 
VABBALL.O.  D.  B.         Division   of   Project  Management.       79/11/21.       6pp. 


O.    Inspection   reports.     IE  Bulletins   &  correipondence 


79I22OO321    Forwards    IE   Insp   Rept   30-423/79-08  on  790924-36.  No 
nanroap  tianca  noted. 

CARLSON.  R.  T.  Region    1.    Philadelphia.    Reactor   Construction  ti 

Engineering  Support  Branch.      79/1O/3A.      3pp.  , 


79122B0207   Forwards    IE    Info  Notice    79-31.     "Use   nf    Incorrect  Ampli  fiad 
Response    Spectra."    No   urltten    response    required. 
CRIER,  B.  H.  Fug  ion    1,    Philadelphia,     Office   of    the   Director. 

79/12/13.        Ip. 


DOCKET  30-434  ALVIN  H.     VOOTLE  NUCLEAR  PLANT,    UNIT    1 

A.     Applicati on/eonttructlon   stage  documents   tt  correspondence 

7912110264   Discusses   NHC    plane    to   use    generic    analyses    to    develop    early 
verification   program   to  resolve  ATMS    issue    far   J'MRs    h  OUR*. 
Success    af    program   depends    an    industry    response.  Supports 
formation    of    owners    groups    to    provide    necessary    inf-o, 
DENTON.H.  n.       Office    of   Nuclear   Reactor    Regulation.       79/10/17.       3pp. 


7Y1SBOO5S6    IE  Insp   Rept   50-423/79-09  on   790924-26.  No    noncompliance 
notdJ.  Major  areas    inspsctad:  progress   on    installation 
erection   t  welding    on   primary    containment    steel    structures. 
lupeortfl  &  penetration*. 

TRIPPiL.  E,  Region    1.    Philadelphia.    Reactor  Construction  & 

Engineering  Support  Branch.       BANDERS.  H.  F.  Region   1. 

Blphl*.    Office   of    the  Director.       79/1O/23.       3pp, 


791C14O297   Responds    to   IE  Bulletin   79-24.     -Frozen  Lines."    Applicant   has 
r«vliuad    frvaie   protection   daiign   criteria   Si  considers   then 
adequate. 

COJNBIL,  W,  O-      Northeast  Nuclear   Energy   Co.     Ultbe.     of   Northeast 
Utllitlenl.      79/10/29.      3pp. 

79ISHOOE2  Ratpand*   to  IE  Bulletin  79-23  re  potential   failure  of 
energencg:    dieiel    generator.  Investigation    indicates    that 
type    of    failure   described    cannot   occur   at    facility. 
COUNSlLi  H.  0.      Northeast  Nuclear  Energy    Co.     (subs,     of   Northa^st 
UUlltlatt.      79/10/30.       Ip. 

791S03OO39-  Forwards    IE  Circular  79-22,     "Stroke   Tinea    for  Power  Operated 
Relief    Vailvai.  "   No  response   required. 

CRIER.B.H.  Region    1.    Philadelphia,    Office   of   the   Diroctor. 

79/11/14.        Ip. 


Forwards   IE    Info  Notice   79-27.     "Steam  OeneraitDr  Tube 
Rupture*    at  Two  PHR   PLants.  "    No   response   required. 
CSIEFt.B,  H.  Region   lr    Philadelphia,    Office   of   the  Director. 

79/11/16-        Ip. 

7912100131    Forward*    IE   Info  Notice  79-38,     •Overloading    of   Structural 
Elin«nt«    Due   to  Pipe   Support  Loads."   No   response   requlrad. 

.  H,  Region   1,    Philadelphia.    Off  lea   of    the   Director. 

tp. 


7912110422   Forwards    IE   Info  Notice   79-29.     "Lo»   of   Noniafe>ty~Related 
Reactor   Coolant  Sys    Instrumentation  During   Operation.  "   No 
specific    action   or  rDsponse   required, 

CHIEFS  B,  H.          Region   1.    Philadelphia,    Office  of  the  Dlrectar. 
79/11/19,       Ip. 

?912OSOa53    Forwards   IE  Bulletin  79-26,    "Boron  Loss   From  BUR   Control 
Blada*.  *    No   response  required. 

GRIER.B.H,  Region    1.    Philadelphia,    Offlc*   of   the  Director. 

79/1  I/SO.        Ip. 

771204037*?  Forwards    IE  Circular  79-24.     -Proper    Installation  fa  Calibr   of 
Caret   Bpr*V   Pip*  Break   Detection   Equipment   on  BHRs.  "  No 
r  up  or**    required. 

WUEH,  B.H.  Region    1.    Philadelphia,.  Office   of   th«  Director. 

7T/H/BA.       Ip. 


791S040445    Informs  NRC    of   tuo  developments  which    may    relate    to   varioui 
requestv   Be   communlcattoni    from  Oeorglans  Against   Nuclear 
Energy.  Currant    territorial    generation    expansion    plan    for 
meating    load    forecast    end. 
EHREN8PEROER.  W.      Oeorala  Pouir   Co.       79/11/37.       13pp. 

79132OQQ9O  Foruards   review  of  foundation    const  ti    water    control 
measures.  Addl     info   necessary    for   revl«ui  of    foundation 
aaf  aty. 
RUHENSTElNj  L.  S.  Light  Uiter  Reactan  Branch    4.       79/1  a/06.       7pp. 

—  791350^096  Forwards   trip   rept    re    insp    of   eroded    foundations.  Id»ntifiot 

&    lilts    area«  affected   by   erosion.  Attendance    list   d  rept  an 
erosion    problem*    encl. 

THOMPSON.  0.  a.         Division    af    Bite    Safety   ti  Environmental    Analyst*. 
79/12/O&.        9pp. 

7913140236   Forward*  motarolagtcal    daba,  Includ  ing    joint    frea.uenc<|    lab  lea 
•for    intermittent   period*   between    1972-1979,  summary    of 
accident    X/Q  value*    Si    two   plots  of    X/Q    values. 
EHHENSPERQER,  W.      Oeorgla  Power   Co.       79/12/07.       Ip. 

—  7912H03B2   Joint   frequency    tables    of   wind    speed    b   direction   for   temp 

difference   for    intermittent    periods    between    1972-1979. 
lumnarij    of   accident    X/0  value*    b   tuo    plots   of    X/O  value*. 
«      Oeorgia  Power   Co.       79/13/Q7.        IBpp. 

79  1S2  10006  Forwards    safety    Evaluation  of    erosion    problem*    at    Facility 
fc  roqueit    for    aridl    info.  R»pans>    rnquestad   within    seven 


RUHENSTElNj  L.  S. 


Light  Mater  Reactor*  Qranch    4.       79/13/10. 


—  791SS100D9   Safety    evaluation    of   site    eroclon  problsms,  R«(ueats   addl 

info. 

«      Office   of   Nuclear   Reactor   Regulation.       77/12/10,      &pp. 

7912SB04B5  Requests  NRC    approval    of    Die    af  ASHE  Section    III    Code   C*se 
N-248,     "M»tlf    Certification."    Ll*t    af    all    sys    irslno.   matU 
In   coda   case  ulll    fee    incorporated    Into  FSAR. 
EWIENBPEROER.U.      Oeorgia  Power   Co.       77/12/18.       Ip. 

B.     Utility   Preliminary    8»f»tg  Anal>yftia    Report,    amends 

791221034O  Forwards   Buppl   7   to  -PSftR,  submlttBd   *•    auppl    to    application 
for  CP  tc  OL. 
EHRENSPEFIOER.M.      Oaargla  Power   Co.       79/12/10.        Ip. 

—  7913310344   Sup  pi   7   to    PBAR. 

EHREN8PEF10ER,  M.       Ooorgia   Power    Co.       79/1H/06.       l»pp. 
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F,     Security     medical,     emerg 


fire    protection    plans 


7912040171    Forwards     info    re    upgraded     emergency    plans     to    plants    under 
const    &    QL    rflviau.  Appl  Jcants    required     to    ma  Ice    certain 
cmargencij    arrangements    L'/state   Si    local    organ!  lations   & 
•submit    emergency    p  1  ana    per   Reg    Quldo    1.101. 
VASBALLO,  D.  B.  Division    of    Project    Management.        79V11/21.        4pp. 


0.     Ad  jud  i  cator  ij    corr  eapond  enc 


7913270419   Requests    opportunity     be    given    to    eiarntne    ti    comment    on    any 
•addl    Info   re    Georgians   Ag.ilnst   Nuclear   Energy    petition. 
Inquires   whether    info    in    U£  EhresperneT    791J27    Itr    is    teini) 
considered    In  relation    to    docket. 
FLACKjQ,       Mysr.     Bairman.     Strcup    fa  Flack,       7<9/12/lB.       lp. 

Q.     Inspection    reports,     IE    Bulletins    tc   correspond ence 

7*913060148  Forwards    !E   Info   Notice    79-12A,     "Attempted    Damage    to  Neiii 
Fuel    Assemblies."    Ha    specific     action    DT    response    required. 
D'RElLLVi  J.  P.  Rug  ion    3.     Atlanta.     Office    of    the    Director, 

79/11/09.        2pp. 

7912I001G4  Forwards    IE    Info  .Notice    7?~20J     "Overloading    of   Structural 
Elements   Due    to   Pipe   Support   Load-B.  "    No    response    rnq,uir*d. 
O'REILLY,  J. P.  Region    3,     Atlanta,     Office    of    the    Director. 

79/11/14.        lp. 

7912110562  Forwards    IE    Info   Notice   79-29,     "Loss    of   Nonsaf ety-Re lalad 
reactor    Coolant   Sys    Instrumentation    During    Operation,"   Ha 
sp-ocific    action    or    response    required. 

O'REILtY.  J.P-  Region    2,     Atlanta,     Office    of    the    Director* 

79/11/16.        2pp.. 

7912060A17   Forwards     IE   Circular    79-24.     "Proper     Installation   a,   Calibi-    of 
Core  Spray   Pipe    Break    Detection   Equipment    on   DWRs. "    No 
response   required. 

O'REILLY,  J,  P.  Region    3,     Atlanta,     Office    of    the    Director. 

79/ll/2o.         lp. 

7912110149  Forwards    IE  Circular    79-B3,     "Mgtor   Starters    t,  Cotitoctor* 
Failed    to   Operate."    No   response   required. 

O'REILLY.  J.P.  Reoion  2.     Atlanta,    Office   nf    the   Director. 

79/U/2i.        lp. 


DOCKET    50-423   ALUIN    H.     VQGTLE   NUCLEAR   PLANT,     UNIT   2 

A.    Application/construction    stage    documents   fc   correipondence 

7112110264   Discusses   NF1C    plans    to    use    generic    analyses    to    dvvo-lc-p    tirl) 
verification    program    to    resolve    AT  US    in  BUB    for    PWRs    d   BWRi. 
Success    of    program  depends    on    industry    response.  Support! 
formation    of    ouners    groups    to    pvovido    necessary    info. 
DENTGW.H.R.        Office    o*    Nuclear    Reactor    Hogulation.        79/10/17.        3pp, 

7912040443    Informs   NF1C    nf    tun   deve  lopmunts   which    may    relate    to   varlnui 
requests   &    communications    from  Georgians   Against   Nuclear 
Energy.  Current    territorial    generation    eipantion    plan    far 
meeting    Inad    forecast    and. 
EHRENSPERGEH,  U.       Georgia   Power   Co.       79/11/27.       15pp. 

7912300090  Forwards    review   of    foundation    const   b  mater   control 
measures.  rtSrfl    info   necessary    for   review   of    foundation 
safety. 
HUBEMSTE1N,  L.  a.  Light    Water   Reactors    Branch    4.       79/ia/Oi.       7pp. 

—  7912300096  Forwards    trip    rept    re    insp    of    eroded    foundation).  IdintlMn 
t    Hot  a   areas   affected    by    erosion.  Attendance    lilt   t>  rapt    on 
erosion    problems   end. 

THOMPSON,  Q.  O,         Division    of   Slta   Safety   tt  Environmental   Analytli, 
79/13/Oi.        9pp. 


Forward  s    metsrol  ogical    data,  inc  lud  ing    joint    frBqutncu   tJblli 
for    intermittent    periods    bHtuean    1972-1979,  summary    of 
accident    X/G  values   &    tiuo   plots    of    X/Q  values. 
EHRENSPERGER,  W.       Georgia    Pauier   Co.       79/12/07.       lp. 

—  791H140382   Jnint    frequency    tables    of   uind    speed    ti   direction    for   tnj 
difference    for    intermittent   psriods    betiuaen    1972-1979, 
summary    of   accident    X/Q  values   ti   two    plots    of    X/Q  values. 
»      Oeorjla  Pouier   Co.       79/12/07.       Iflpp. 


7913210006  Forujards    safety    evaluation   of    erosion   problims   »t    fA 
fc  requfist    For    add  1    inf  o.  Response    rnnuested    within    seven 
days. 
HUBENBTEINi  L.  3.  Light   Mater   Reactors   Branch    4.       79/1B/10. 


3pp. 


—  7913210009   Safety    evaluation   of    site    oroiion    prob  lama.  Raqueiti   add  I 
info. 
•      Office    of    Nuclear    Reactor   Regulation.       77/12/10.       bop. 


7912170149  Forwards  IE  HuHatili  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  t.  Control  Power  Sijs  Bus  During  Operation." 
No  written  response  required. 

O'REILLY,  J.P.  Rogion    S,     Atlanta,    (Jffica   of    the   Director. 

79/11/30.        If. 

7913310301    Forwards    IE    Info   Notice   7?-30,     "Reporting    of   Defects    «. 
Hnncomp 1  lane eii  10CFS31- "    No    action    required. 

O'REILLY,  J.P.  Region    3.     Atlanta,     Office    of    the    Director. 

79/12/Oi.        3pp. 

7913200039  Forwards    IE   Bulletin    79-2B,     "Possible    Malfunction    of    Ma me a 
Model    EA180  Limit  Su£tchet   at    Elevated    Tamps,"    Action 
r  squired. 

O'REILLY,  J.P,  Region    3,     Atlanta,    Office    of    the   Dlroctor. 

79/12/O7.        2pp. 

79iasaOfl04  Forwards    IE    Info-  Notico   79-31.     "Use    of    Incorrect   Amplified 
Response   Spectra,11    No  written    response   required. 
O'REILLY.  J.P.  P-enlon  2,    Atlanta,    Offiee    of    the   Director. 

79/12/13.       Sff. 

7912380141    Forwards    IE  Circular    79-25,     "Shock    Arrester    Strut    Assembly 
Intecf arente.  "    No   writt*ri   reaponse    requireil. 
O'REILLY. J.P.  Region  2,     Atlanta,    Office    of    the   Director. 

79/12/20.        4pp. 

8.    Aapor table   occurrences,    LER?    J.  related    correspondence 

7913200471    PNO-I 1-79-033: on   791115,utll    &    Inspector   at    site  reported 
surface    run   off   duo    to   haavu,    Tain-damaged    eieavation    fc 
backfill    slopes    around    power   -block    area. 

HUNTiD.,    CftNTftELL.R.  S.  Region  E,    Atlanta,    Office    of    the   Director. 

79/11/15.       lp. 

7912170301    Interim  deficiency    r«pt   re    ieya ttrlnj]    ti   erosion   of   backfill. 
RiEponsos    to   NRG   mnf  Irma  t  ion    of   action   &    conFlr-matlo-n    of 
concurrftnCB   pravide    current    status    of    evaluation.  Full ouiup 
ript  will    be    provided   by    900115. 
DUTTDN,  B,       Georgia   Pouior    Co.       79/12/10.       2pp. 


79123B0485  Rsa.ueEta   NHC    approval    of   use    of   AS  ME  Section    III   Code   Cast 
N-242,    "Mat la    Certification.  "   List   of    all    sys    using   matl* 
in   code    cai.e   uilll    be    incorporated    into   FSAR. 
EHRENBPEROEn,  W,       Georgia   Power   Co.       79/lS/tB.       lp. 

B.    Utillti)   Preliminary    Safety   Analysis   fleport,    amends 

7912310340  Faruards    Suppl    7    to   PSAR, subml tted    as    suppl    to   application 
for   CP   fc  OL. 
EHRENBPEROER.W.        Oeorgia   Pouier    Co.        79/12/10.        lp. 


—7915210344   Suppl    7   to   PSAR. 

EHRENSPERGER.U.       Georgia    Power   Co.       77/12/06. 


15pp. 


F.  Security,  medical,  emergency  &  fire  protection  plans 

7912040471  Forwards  info  re  upgraded  emergency  plan*  to  plants  under 
canst  5i  01.  review.  Applicants  required  to  make  certain 
emergency  arrangements  in/state  h  local  organization*  t 
submit  amergencu  plans  per  Reg  Guide  1.  101. 
VABBALLQ,  D.  C.    Division  of  Project  Management.   79/11/21.   ipp. 

G.  Adjudicatary  correspond sncn 

79123704 IB  Requests    opportunity    be    given    to   examine   &  comment  on  *ng 
addl    info   re   Georgians   Against   Nuclear   Energy    petition. 
Inquire*   whether    info    in   HE  Ehrasperger   791137    Itr    is   being 
convldered    in    relation    to    docket. 
FLACK.O.       Myer.    Bjjuroan,     Stroup   k  FlacH.       79/13/1B.       lp. 

Q.     Inspection   reports,     IE   Bulletins   h   correspondence 

791206O14B  Foruiarda    IE    Info   Notica   79-12A,     "Attempted   Daman*    to  N|U 
Fuel    Assemblies."   No    specific    action    or   response   required. 
O'REILLY,  J.  P.  Region    Z,     Atlanta,    Office   of    the   Director. 

79/11/09.       2pp. 
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79121O01B4   Forwards    IE    Info   Notice   79-38.     "Overloading    of   Structural 
Eleminti    DUB    tn   Pipe   Support  Loads."    No    response   required. 
O'REILLY,  J.  P.  Region    a.     Atlanta,     Office    of    the   Director. 

79/11/1A.       tp. 

7912110963    Forwards    IE    Info    Notice    79-27,     "Lass    of    Nonsa  f  ety-Fiolatad 
Rue  tor    Coolant   Sya    Instrumentation    During    Operation."    No 
tpaciflc    action    or   response    required. 

O'HEILLY,  J.  P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/11/14.       3pp. 


— 79132O0096   Forwards     trip     rep t    ro     insp    of    eroded     f  ounda  tlnns.  I  donti  f  to? 
!i    lists    areas    affected    by     eros  i  on.  Attendance    list    Si    rapt    on 
Erosion   problems    e>ncl, 

THOMPSON,  O.  0.          division    of   Bite    Safety    &   Environmental    Analysis. 
79/12/Qi.        9pp. 


DOCKET    3Q-433    UC-SANTA.    BARBARA    HESEARCH   REACTOR 

F.     Security  i     mod  leal,     emorgencij    &    fire    protection    plans 


7912060A17   Forward  i    IE  Circular   79-24,     "Propel-    Inntallation    &  Calibr    of 
Core  Spray   Pipe   Break    Detection   Equipment   on   OWRs.  "   No 
r»*j>oiHB    required. 

C'REILLY,  J.  P.  Region   3,    Atlanta,     Office    of    the   Director. 

77/11/24.       lp. 


7913120206    Forwards   draft    Reg     Guide    3.  XX,     "Btd    Format    b    Content    for 
Licensee    Physical   Security    Plan    for    Protection    of    BNM   of 
Moderate    or    Lou    Strategic    9i  gni  f  i  cane  e,  "    U/o    end. 

REID.R,  W,  Operating    Reactors    Branch    4     (Pre    791030J,        79/OB/22. 

2pp. 


7912110149   Fortiflrds    IE  Circular   79-23.     "Motor    Starters   tt   Contactors 
Filled    to    Operate."    No    response    required. 

O'REILLY,  J.  P.  Rogion   2,    Atlanta,    Office    of    the    Director. 

77/11/26.        lp. 


DOCKET  BTN-50-437  FLOAT1NQ   NUCLEAR    PLANT 

f\.    Application/construction   stage    -documents    fc  correspondence 


791?19/044<?  Forwards  IE  Bulletin  79-37,  "Loss  of  Non-Class  IE 
Instrumentation  &  Control  Pouier  SUE  Bus  During  Operation.  " 
Ho  written  response  required. 

O'REILLY.  J.  P.  Roglan   2,    Atlanta,    Office    of    the    Director. 

79/11/30.       lp. 


791211Q2164    Discusses    Nf!C   plan?    to    use    generic   analyses    to    develop    early 
verification    program    to    resolve    ATMS    issue    for    PWRs    tt    BUR  3. 
Buccesi    pf    program    dapendi    oil    industry    re  spouse.  Supports 
formation   of    owners    groups    to    provide    necessary    Info, 
DENTQM,  H.  R.        Office     Of   Nuclear    Reactor   Regulation.        79/10/17.        3pp. 


7912310301    Forwards    IE    Info  Notice    79-30.     "Reporting    of    Dnf-octs   fc 
NnncompliancBs,  10CFR21.  "    No   action    required. 
O'REILLY.  J.  P.  Rogion   2,    Atlanta,     Office    of    the    Director. 

79/12/06.       Bpp. 


7912070004   Requests   distribution    of    enc  1   memorandum    to   board 
notification    svc    lists. 

VARQA.  B.  A.  Assistant   Director    far    Light  Water    Reactors.      79/11/OB, 

3pp. 


791E2OQ039   Forwards    IE   Bulletin  79-2B,     "Possible   Malfunction    of  Namco 
Model   EA1BO  Limit   Switches    at  Elevated    Temps."    Action 
required. 

O'flEILLY,  J.  P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/13/07.       3pp. 

7712290404   Forward  I    IE    Info    Notice    79-31.     "use    of    Incorrect    Amplified 
Bltpona*   Spectra."   No  written   response    required. 
O'REILLY.  J.  P.  Region   2.    Atlanta,    Office    of    the    Director. 

77/12/13.       2pp. 

7712280141    Forwards    IE  Circular  79-23,     "Shock    Arrestar   Strut   Assembly 
Interference.  "   No   written   rBiponse   required. 
0'HEILLY.  J.  P.  Region    R,    Atlanta,    Office    of    the   Director. 

79/13/30.        4pp. 

9      R*^ortobl«    occurrences,    LCfla   tt  related    corresponrtenca 

791&B00471   FNO-II-79-03a:  on    791115, util    &    inspector   at   site    rep or tad 
lurface   run    off    due    to    heavy   rain*-damaoed    excavation   b 
b*ckflll    ilopes   around    power    hlocV    area. 

HUNT.D.,    CA.NTRELL.R.5.  Region   S,    Atlanta,    Office    of    the   Director. 

79/11/13.        lp. 


O.     Inspection    report's,     IE  Oulletin-a    i>   correspondence 

77121QOlaa   Formarda    IE    Info  Notice    79-88,     "Overloading    of   Structural 
Elomenta    Duo    to   Pipe    Support    Loads.11    No   response    required. 
O'REILLY,  J.  P.  Rogion   2,    Atlanta,     Office   of    th.a    Director, 

77/11/16.       tp. 

7912110590   Forwards    IE    Info  Notice    79-29,     "Loss    of    Nonsa* oty-Related 
Reactor    Coolant    Sg-s     Instrumentation    During    Operation."    No 
specific    action    or    response    required. 

O'REILLY.  J.  P.  Region    2.     Atlanta,     Office    of    the    Diroctor. 

79/11/16.        3pp. 

7912070013   Foroinrds    IE  Circular   79-34,     "Proper    Installation  &  Calibr 
Core  Spray   Pipe   Brook    Detection   Equipment    on    BMRs. "    No 
reaponso    required. 

O'HEILLV,  J.  P.  Reginn   3.     Atlanta,     Office    nf    the    Director. 

77/11/26.        lp. 

7912110192   Forwards    IE   Circular   79-23,     "Motor  Btartars   b  Contactors 
Failed    to  Oporatu,  "    No   re-spunsc?    required, 

O'REILLY.  J.  P.  Region   S,    Atlanta,     Office   o?    tho    Director. 

77/11/26.       lp. 


7-31217O301    Interim  deficiency    ropt   re    deuatcring    t>    erosion   of    backfill. 
Rispflnies    to   NRG   confirmation    of   action   EC  confirmation,  of 
concurrence    provide    current    status    of    evaluation.  Follouup 
r*pi   will    be-    provided    by    800113, 
BUTTON,  D.       Georgia   Pouier   Co.       79/13/10.       2pp. 


791219050O  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  li  Control  Power  Bus  Dus  During  Operation.  " 
No  written  response  required, 

O'HEILLY,  J.  P.  Region   3,    Atlanta,     Office   of    the    Director, 

79/11/3O.       lp. 


DOCKET    50-486   ALVIN  H.    v^OOTLE  NUCLEAR    PLANT,    UNIT  3 

A.     Application/construction    stage    documents  &   correspondence 


7912310992  Forward 3    IE    Info  Notice    79-30,     "Reporting    of    Defects    !. 
Noncomp  lianceB,  1OCFRE1.  "    No    action    required. 
O'REILLY,  J.  P.  Region   2,    Atlanta,     Office   of    the    Director, 

79/ta/O6.        4pp. 


7918300090  Forwards   r«vlew   of    foundation    conat   d  water    control 
caasurvi.  Addl    Info   necessary    for   revlcui    of    foundation 
tif  «ty. 
RUBENSTEIN.L.  S.  Light   Mater   Renctom   Dranch   4.       79/13/06.       7pp. 

— 7912200096  Forward*    trip    rept   re    insp    of   eroded    foundations.  Idientifli 
~ — -.    &   lilti    *reau   affected    by    erosion.  Attendance    list    ti  rept   on 

cris-lan   problems   end. 

THOMPSON' O.  0.         Division    of   Site   Safety   &  Environmental    Analysis. 

79V12/04,.       9pp. 


7912200079   Forwards    IE   Dullotin   79-HB,     "Possible   Malfunction   of   Namco 
Model   EAISO   Limit  Suiitchin    at   Elevated   Temps."    Action 
required. 

O'FIEILLY,  J.  P.  Region  3,    Atlanta,     Office   of    the    Director. 

79/1S/07.        la. 

79122B04SO   Foruiarda    ie    Info  Notice    79-31,     "Use    of    Incorrupt  Amplified 
Response    Spectra."    No  written    response   required. 
O'BEILLY,  J.  P.  Region  3,    Atlanta,     Office   of    the    Director. 

79/13/13.        3pp. 


DOCKET    50-437   ALVIN  W.    VQOTLE  NUCLEAR   PLANT,    UNIT   4 

A.     App 1 iotlon/conitruction    stage    document!   &   correspondence 


79122B01A4   Forwards    1£   Circular   7<?-25>     "Shod    Arreebor  BtTut   Aisembli; 
Interf efnnce. "   No  written  response    required. 
O'flEILLV,  J.P.  Region  2,    Atlanta,     Office   of    the   Director. 

79/12/20.       4pp. 


791S2GD090  Forward*  review   of    foundation    conit   t   water    control 
nt'iuret.  Addl    info  ne.cattarij    for   review   of    foundation 
safety, 
RUBEN9TEIN.L.S.  Light  Water  Rtaetortt  Branch   4.      79/12/06,      7pp. 
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T.    Hearing    transcript! 


i-antitrust  matters 


Inspection   reports,     IE  Bulletins   (.   correspondence 


7912030031   Transcript    of   Sub cammi ttoe    an   Floating    Nuclear    Plant   791117 
meeting    in   Los    ftnge  1  es,  CA.  Pp.  1-221.  Presentation.    "Thermal 
Evaluation   of   FNP   Core   Ladle    During    Postulated   Core   Melt." 
bij    UT   Pratt    &    RD    SassGr    encl. 

»      ACRS   -   Advisory   Committee    on    Reactor    Safeguards,        79/11/17. 
310pp. 


U.    Congress ional/EiecutivE    Cor re  5 par-dene  e 


7912210164  Responds    to    7909041    Itr    re    B    Peters   710301,  rarest    for    info 
concerning    mfg    of    floating    nuclear    plants    by    DPS.  NRC    has    not 
made    final    decision    re    granting    nf   mfg    license    to   OPS. 
Forwards  FES  !i    safety    evaluation.  W/o    encl. 

GQSSICK,  L.  V.       Office    of    the    Elective*   Director    for   Operations. 
77/10/1S.        1pp. 

—7912210173   Forwards    3    Peters     Itr    re    NRC    decision    to    issue    license    for 
const   of    floating    nuclear    plants.  Requests   comment. 
PflVDR.D.        Senate.        79/09/06.        tp. 


DOCKET    50-43B   BELLEFONTE   NUCLEAR    PLANT.     UNIT     1 

A.    Application/construction    stage   documents    V  correspondence 


7912200617   Forwards    IE    Inup    fiepts    50-430/79-24   h    30-439/79-24    on 
79101O-18.  No   noncompl ianca   noted. 

MURPHVjC.E.  Region   2,    Atlantai    Reactor   Construction  &  Engineering 

Support   Branch.        79/11/O3.        2pp. 

— -7912200421    IE   Insp   Reptu    3O-430/79-24  fc   50-439/79-24  on  791010-13.  No 
noncompliance    noted,  Major    areas    inspected: Instal la t ion   & 
quality    records   for    safety-related    electrical    cables   ti 
suitchgear. 

CONLON,  T.  E.  Region  2.    Atlanta,    Office    of    the   Director. 

79/10/31.       3pp. 

7912060163  Forwards    IE    Info   Notice   79-12A,     "Attempted    Damage    to  Ntu 
Fuel   Assemblies.  "   No    specific    action   or   response    required. 
O'REILLY,  J.  P.  Region   2,    Atlanta,    Dffica    of    the    Director. 

79/11/09.       3pp. 

7912310270  Forwards    IE    Insp   Repts    50-130/79-23  E.   50-439/79-23    on 
791016-19  (.   notice    of   violation. 

MURPHY,  C.E.  Res  ion  2.    Atlanta,    Reactor   Construction  *:  Enp  Inuring 

Support  Branch.      79/11/13.      2pp. 

—7912310276  Notice  of   violation    from    inap    on   791O16-19. 

*          Region  2,    Atlanta,    Office    of    the   Director.       79/1 1/D9.       Ip. 


7712110011   Forwards    NKC    position    on    status  i    applicability,    to   ponding 
DL  applications    of  results    of  TrtI    folloiuup    actions.  Out  1  ines 
addl    short-term  actions    to    tie    taken. 
VASSALLO,  D,  B.         Division   of   Projact  Jlanagemsnt.       79/09/B7.      41pp. 

7712110264  Discus  lea   NRG    plans    to    use    generic    analyses    to   develop    early 
verification  program   to   resolve   ATMS    issue    tar  PWla   Sr   BUR*. 
Eucceiss   of   program  depends    an    industry    response.  Supports 
formation  of   owners    group*    to  provide   necessary    info. 
DENtON.H.R.       Office    of   Nuclear   Reactor   Regulation.       79/1O/I7.       3pp. 

7912130521   Fnriuarda    updated    proprietary    else  triea  1 ,  instrumentation   & 
control   drawing  s.  Af  f  idavit    one  1.  Drawings  withheld    (ref 
10CFR2.  7901. 
HILLS.  L,  ft       Tennessee   Valley    Authority.       79/11/30.       0pp, 

771S050071   Responds    to   MRC   791023    Itr   re    design   adequacy    of   BltU  nu>cl>ar 
tteam   supplij   sus    utilliing    c-nce-through    steam   g«neratnrs. 
Based    on  rev-ley    of   overcaollng    event    consequents,  cont  ludes 
continued    conit     Juatif  i  ed.  CPa    should    not   be    changed. 
HILLS,  L.H,       Tennessee   Valley    Authority.       79/12/03.       lOOpp. 

7912130023  Notlfi cation    of   B001IO  meotlng   u/utll    to   discuss   reporting 
level    of   utll   OA   (t  manager    tt  QA  review   of   documents. 
SPRAUL.J.  0.  Qualitv  AasirrancB    Branch.       79/12/OS.        Ip. 

7912S60309  R«nuB9t»    info    re    nenslti vitij-to-f Hteduntar   transients    fat 
foruiardeiJ   to  TMI-1    Board. 

VOLLNERi  R.  H.         As&ictant   Director    for   SijitemBtU    Evaluation  Program 
(Pre    791030).        79/12/O3.        3pp. 

—79122^0315  Responds    to    request    re    design  adaquacti    at  BE.U  NB9B   utilizing 
once— through-s team   generators    (Ballefonte   Nuclear   Plant). 
Response   requeited    by   791B03.  Nee essaru.   BIJI   mods   convidvred 
at    part   oF   poSt-TMl-2   effort. 
DENTQN,  H.  R.      Office    of   Nuclear   Raactar  Roaolation.       79/10/2S.       4pp. 

— 7912260346    "Primary    Ey s   Perturbations    Induced    by   Once-Through    St»am 
Oenerator*.  "   Feedwater    transient    iummary    *nel. 
*      Office    of   Nuclear    Reactor   Regulation.       77/10/25.       8pp. 

791SSG0495  Prapaiel    change    to    761O09   fu»l    surveillance   program  For 
Hark    C    fuel    assembly    design. One    precharacterl ted    fuel 
isBvmhlu,   ulll   be    in  Region    Irtuio    In  Region   2  tc  three    in 
Rtgion    3. 
HILLS, L.H.       Tennessee   Valley    Authority.       79/1Z/17.       2pp. 

C.    Utility  Envlrotimsnlal    Report    IER)i    amends   &   corres-pondviici 

7912190773  Forward*    updated    distribution    ll«t    for   snvlron   rant   luppls  & 
amends    for    facility. 
DUNCAN.H.  Environmental   Projects   Branch   Z.       79/12X06.       3pp. 

F.    Security,    medical*    emergency,    (,   fire    protection   plans 

791B040471  Forward*    info    r»   upgraded    emergencg    plant    to   plant*   under 
const  (<  Oi,  rtviBiu.  Applicants    renuired.    to   m»kt    certain 
•mergency   arrangaments   u/state   &    local   organiiatlons    b 
submit   •mitt'usncy    plant    par  R«g    Quids    1.101. 
VAB8ALLO,  D,  B.         Division   at   Projict  Hanagament.       79/11/21,      6pp. 


— 7912310aB7    IE   Imp   Repts    SO-43B/79-25  tc   30-439/79-25  on   791O16-19. 
NonEompliance    noted:  failure    to    Follow   pipe    »toraj*   procidur* 
r«q.ulrem»nti   tt   u*«    of    unauthorized    tape   on   gas    purge    drum. 
ECDNOMDS,  N.  Region   S.    Atlanta,    Office    of    the   Dirictor, 

HERDTiA.  fi.  Region   3,    Atlanta.    Reactor   Construction   & 

Engineering   Support   Branch.       79/11/09.       Spp. 

7912070499  Forwards    IE    Info  Notice   79-27,     "Steam  Generator   Tube 
Ruptures   at   Two    PUR  Plants.  " 

O'REILLY,  J.P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/11/16.       14pp. 

7912)00192  Forwards    IE    Info  Notice   79-28,     "Overloading    of   Structural 
Elements   Due    to    Pipe   Support   Loads. "   No   response   required. 
O'HEILLV,  J.P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/11/le..       Ip. 

7912110975  Forwards    IE    Info  Notice   79-29,     "Loss   of   Nonsaf ety-R»l»lli) 
Rsactor  Coolant    Bgi    Instrumentation   During    Operation. "   No 
specific   action    or  response    required. 

O'REILLY,  J.P.  Region    2,    Atlanta,    Office    of    tha   Director. 

79/11/16.       2pe. 

79 12040420  Foruard*    IE  Circular   79-24,     "Proper    Installation   b   Calltr  of 
Core  Bpray   Pipe    Great    Detection  Equipment    on   DUfis. "   No 
response   required. 

O'REILLY,  J.P.  .         Region   2,    Atlanta,    Office    of   th»  Director. 
79/11/86.       Ip. 

7912110197  Forwards    IE  Circular  79-23,     "Motor   Btartiri   6  Contactor* 
Failed    to   Operate."   No    response   required. 

O'REILLY,  J.P.  Region   2,    Atlanta,    Office    of    tha   Director. 

79/11/26.       Ip. 

7912200003  Supplements   790514    initial    rnsponse    to    IE  Bulletin    77-03  re 
ueld    defects    In    pipe    spools.  W/o    encl. 
MILLS,  L.M.       Tennessee  Valley    Authority.       79/11/29,       Ip. 

7712190478  Forward*  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  &  Control  Pouar  By 3  Bus  During  Operation.  " 
No  written  response  required. 

O'REILLY,  J.P.  Region   2,    Atlanta,    Office    of   the   Director. 

79/11/30.       Ip. 

7718310316  Foruard*    IE    Info   Notice    79-30,     "Reporting    of   Dtfieti  t, 
Nnncampliance's,  10CFR21.  "    No   action   required. 
u'HEILLY, J,p.  Region   2,    Atlanta,    Office   of   the   Director. 

79/12/06.       6pp. 

7912200060  Forwards    IE  Bulletin  7<?-2B,     "Possible   Malfunction   ff  NatiCO 
Model   EA1SO  Limit  Switches  at  Elevated   Tempi."  Action 
required. 

O'REILLY,  J.P.  Reoion   2,    Atlanta,    Office    of    th«   Director. 

79/13/07.       3pp. 

79122B0426  Forwards   IE   Info  Notie»  79-31,    "Us«   of   Incorrect  Amplified 
Response   Spectra."   No   uritten  response   required, 
O'REILLY,  J.P.  Region   2,    Atlanta,    Offict   of   the   Director. 

79/12/13.        3pp. 
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791Z3BOIOO  Forwards    IE  Circular   79-25,     "Shoe*    Arrestor   Strut   Assembly 
Intirtennce. "    Ho   written   response    required. 


O'REILLY.,  J.  P. 
79/1B/20.       4pp. 


Region  a,    Atlanta,    Office   of    tho   Director. 


8.     Riportabl*   occurrences,    LERs   b   related    correspondence 


Q.      Inspection    raports..      IE   Bulletins    &    carr eipondence 

7913200617    Forwards     IE     Inap    Rcpts    5O-43B,/79~24   t>    BO-439/79-24    on 
791010-1S.  No    noncompliance  noted, 

MURPHY.  C.  E.  Region  2,    Atlanta.    Reactor   Construction    6  Engineering 

Support    Branch.        79/1 1/05.       5pp. 


7912Q90JB17  Forward*    second    Interim   deficiency    njpt   re   mater    found    in 
rack    anchor    tendon    head    protective    grease    cam. 
HILL3,  L.  M.       Tennessee   Valley   Authority.       79/11^23.       lp. 

—7V13Q3Q3S3  Fnrurards    second    interim   deficiency    rept   re   water    found    in 
rock   anchor   tendon   head    protective   grease    cant. Mo   eroilon   of 
tendon    components    detected. Second    rept    should    be    submitted 
b||    B00321. 
MILLB.L.  M.       Tennessee   Vail  By    Authority.       79/11/23.       lp. 

791B3B0337  Fourth     interim  deficiency    rept   re    tensile   anchor   capacitioi 
identified    lower    than   design    al  louiables.  No    further   progress 
on   noneonf ormancB  reported. Next  written  rept  will   be 
lubntttad    by.   BOO 303. 
MtLLBrL.H.      Tennessee  Valley   Authority.      79/12/17.      lp. 


— 7912200621    IE    Insp    Repts    50-43B/79-24    t,    30-439/79-34    on    791010-12.  No 
noncompllance    noted.  Major   areas    Inspec ted:  instal lation   & 
quality    records    for    safety-related    electrical    cables   & 
suittchgear. 

CONLGN,  T.  E.  Region   2.     Atlanta,     Office    of    the   Director. 

79/10/31.        Spp. 

7912060163  Forwards    IE    Info  Notice   79-12A.     "Attempted   Damage   to  New 
Fuel    Assemblies."    No     specific    action-    or    response    required. 
O'REILLY,  J.P.  Region   2,     Atlanta.     Office    of    the    Director. 

79/11/09.        3pp. 

7912310370  Forwards    IE    Insp   fiepts    30-433/79-35  &  50-439/79-25  on 
791016-19   d  notice    of    violation. 

MURPHY, C.  E.  Region.  2,    Atlanta,     Reactor   Construction    &  Engineering 

Support   Branch.      79/11/13.      2pp. 


DOCKET    50-439    BELLEFONTE  NUCLEAR  PLANT,    UNIT  2 

A,     Appllcati-Dn/coiifttructlon   stage    documents   &  carreapondenca 

79IS11OO11   Foruard*  NRC    position    on    status   b   applicabilltu    to   pending 
OL  jpjillcatlonB    of   result*    of   TMI    Pollawup    actions.  Outline* 
addl    ihort-tirm    actions    to    be    taken. 
VAB8ALLO,  D,  H.          Divifion    of   Project  Management.       79/09/27.       41pp. 

79151 10Sa4  BltcuBies   NRC   plans    to    u*e    generic    analijiei    to    devtlop   early 
Vitrification    program   to   r«*olve   ATWS    i»«ue    for    PHRa   t,  DWR*. 
SUCCB-II   or    program  depends    on    Industry    responaa.  Supports 
fqrm»tLon   of    ouiner*    groups    to    provide    necessary    Info. 
DEMTDN,H.R.       Offlca    of   Nuclear   Reactor   flegulation.       79/10/17.       3pp. 


— 7912310276  Notice    of    violation    from    inap    on  791016-19. 

»          Region   2,    Atlanta,    Office    of    the    Director.       79/1L/O9.       lp. 

— 7912310237    IE    Insp    Repts    SO-438/79-B5   5.    50-439/79-25   on    791016-19. 
Noneomp 1 iance   noted: failure    to    follow   pipe   storage   procedure 
requirements   &   use    of  unauthorised    tape    on   gas   purgs    drums. 
ECONOMOS.N.  Region  2,    Atlanta.    Office    of   the   Director. 

HERDT.  A.  R.  Region  2,    Atlanta.    Reactor  Construction   5. 

Engineering    Support    Branch.       79/1 1/O9.       8pp. 

7912070499    Forwards    IE    Info  Notice   79-27,     "Steam  Generator   Tube 
Ruptures    at   Two   PWft   Plants." 

O'REILLY,  J.P,  Region   3,     Atlanta,     Office    of    the   Director. 

79/11/16.        14pp. 


791BI3G321    FDrw«rds    updated    proprlotarg    electrical, instrumentation 
control    draulngi.  Affidavit   «ncl. Drayinga  withheld    (ref 
1OCFRH.  790). 
HILLS,  L,t1,      Tenn*i9B(  Valleu  Authorltu.      79/11/30.      Spp. 


7912100192    Forwards    IE    Info  Notice    79-28,     "Overloading    of    Structural 
Elements    Due    to   Pipe   Support  Loads."    No    response    required. 
O'REILLY,  J.  P.  Hogion   2,     Atlanta.     Office    of    the   Director. 

79/11/16.         lp. 


7912030071    Respond*    to  NRC   791029   Itr   re    design   adequacy    of   B&U  nuclear 
•teen    supplg    igs    utiUilng    once-through    »tenm  generators. 
fl-Bied    en  revliui    of   overcooling    avint    connequenosi  concludes 
ccritlnuid    comb    justified.  CPs    should   not    be    changed. 
MILLS.L.  H,       Tennessee   Vatleu   Authority.       79/13/03,       100pp. 


7912110573   Forwards    IE    Info  Notics    79-29.     "Loss   of   Nonsaf e ta-Related 
Reactor    Coolant   By  s    Instrumentation   During   Operation."   Mo 
specific    action   or    response   roqutrsd, 

D'REILLV.  J.P.  Region  2.    Atlanta,    OfPUe   of    tho  Director. 

79/11/li.       2pp, 


79tSISODS3  Notification   of   B00110  meeting    u/utll    to    discuss   reporting 
l«v*l    of    utll    QA  l<  managar    d  QA  revieui   of   document*. 
BPflflW-<J.  0.  Duality  Assurance  Branch.      79/1H/03.      lp, 

791236030?  Requests   Info  re   sens! tlvity-to-feflduiatsr   transients  ha 
farkiaTtied    to   TMI-1   Board, 

VtX.LHGRift.  H-        Aasiitant  Director  for  Bustematic   Evaluation  Program 
CPr*   791030).       79/12/09.       Spp. 

— 79I3SAO319  R*ipond»   to  request  r*   design  adequacy   of  BUI  NS3S  utlliilng 
onc«-throu|]3i-Bl*«m  generators    (Bellefonte   Nuclear   Plant). 
HBspoiis*   renuoBted    by    791203.  Necessary    sys  mods    considered 
at   part   of  poBt-TNI-B  effort. 
DENTDN.H.R.       Office, of  Nuclear   Reactor  Regulation.       79/10/25.       4pp. 


7912060620    Forwards    IE   Circular    79-H1,     "Proper    Installation   I  Calibr    of 
Care   Spray    Pipe  Dread    Detection    Equipman-t    on  HURs,  "   No 
response    required. 

O'REILLYj  J.P.  Region  2,    Atlanta,    OFPicu    of    the  Director. 

79/11/2A.        lp. 

7912110157    Foruiarda    IE   Circular    79-33,     "Motor   Starters   &  Contactors 
Failed    to    Operate."    No    response    mquirod. 

O'REILUYj  J.P,  Region  2,    Atlanta,    OPFlce    of   the  Director, 

79/11/26.        lp. 

7912200003    Supplements    790514    initial    response    to    IE  Bulletin  79-03    ra 
UBld    defects    in   pipe    spools.  W/o    encl. 
«ILL8,L.M.        TenneBBea    Vallou    AuthoritV.        79/11/29.        lp. 


— 791B360346    "Primary   Bys   Perturbations    Induced    by    Once-Through   8team 
Qenirat urn.  "    Fsaduiater    transient    lumtnnry    encl. 
•      Of  Men   of   Nuclear   Reactor   Regulation.       79/10/25.       Spp. 

7912230499   Propo*8S    change    to   761003   fuel    surveillance   program   for 
Mark   C    furl    assembly    design, Ons    precharactirlied    fuel 
aiiembly    ulll    b*    in   Region    I,  tun    In   Region   S  tt    three    In 
Ftiglon  3. 
MILLS.L.H.       Tenneisee  Valley   Authority.       79/12/19.       2pp. 

C.    Utility  Enviro-natental  Report    (ER),    amandi  (•  carrtspandence 

7913190773  Forward*    updated    distribution    list    for    environ  rept    auppls 
•*tnd*    for    Facility. 
DUHCAM^M.  Environm»nt«l   Projects  Branch   S,      79/12/OA.      Spp, 


791219047B  Forward*  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  &  Control  Power  SIJB  PUB  During  Operation." 
No  written  response  raqulred. 

O'REILLV.  J,  P.  nagion  2.    Atlanta,    Office    of   the  Director. 

79/11/30.        ID. 

7712310316  Forurards    IE    Info  Hoticc    79-30,     "Hoporting    of  Defects  ti 
Noncorapli-ances,  10CFR2I.  "   No  action   required. 
O'REILLVi  J.P.  Region  2,    Atlanta,    Office   of   the  Director. 

79/12/Oft.        6pj). 

7912200060   Forwards    IE   Bulletin   79-28,     "Possible  Malfunction   of  Mamcn 
Hod  Hi   EA160  Limit    Switches  at   Elevated    Temps.  "   Action 
required. 

O'REILLV.  J.P.  Regior  2,    Atlanta,    Office   of   the  Dlrictor. 

79/12/07.        Spp. 


F.    Stcuritijj    mod  leal,    emergancu  tt  fire  protection   plans 

79ia0404>71   Forward*    info   re    upgraded    emergency    plan*    to   plants   under 
const   tt  DL   review.  Applicants   required    to  make   certain 
ioergency   arrangements   w/state  &  local   organliatlonn  b 
iwbMlt   *n*rgBncy    plant  per  Reg   Ouida   1. 101. 
VABSALLO, C,  B.         Division   of  Project  Management.      79/11/21.      6pp. 


79122Q0426  Forwards    IE    Info  Notice    79-31,     "Use   of    Incorrect   Amplified 
Response    Spectra."    No   written   response    required. 
O'HEILLV.J.  P.  Region  2,    Atlanta,    Office   of   the  Director. 

79/12/13.       3pp. 
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7^13380150   Fqr-uards    IE   Circular    79-23.     "Shoe*    Arrestnr   Strut   Asaembly 
Interference.  "   Ho   written    response    required. 
D'REILLV,  J.'P.  Region   2.     Atlanta,    Office    of    the   Director. 

77/12/20,       4pp. 

B.     Raportible    occurrences,     LERs    £•    related    corre  sponile-nce 

7912070149  PNQ-I1-79-021 : on    791031,  cool  ing    touer   crane   collapsed.  Caused 
bij    £>0   mph   uind.  Damage    to    touer    minor   t,    no    Impact    on    const 
schedule. 

HftlGHT.R.  W.  ,     CANTRELL,  F.S.  Region   2,     Atlanta.     Office    of    the 

Director         79/11/01.         Ip. 

7712O50S17   Forwards    second    interim    deficiency    rept    r»    uater    found    in 
rock    anchor    tendon   head    protective   grease    cans. 
MILLS, L.H.       Tennessee   Valley    Authoritu.        79/11/23,         Ip. 


--7912Q5Q052    IE    Insp    Hepts    50-440/79-09   &    30-441/79-09    an    771003-03,  Ho 
noncaropl  iance   noted.  Major    areas    inspected:  inttal  lation   It 
records    for  Class    IE    sultchgear, 
HUSHESiJ.  Region   3,    Chicago,    Office    of    the   Director.       HAYEB,  D.  U. 

Region   3.    Chicago,    Reactor   Operations   Nuclear    Support   Branch. 
79/1O/1B.       4pp. 

7912040323   Forwards   response    to    IE   Bulletins    79-11   t  79-14. Revi i ion    I. 
Suppl    t    &  2   re    safety-related    piping    ays.  Licensee    has   not 
completed    installation   of    seismic    Category    1    piping    ays. 
Analysis    of   present    activities    end. 
DAVIDBQNjD.fi.        Cleveland    Electric     Illuminating    CD.        79/1O/36.        6pp. 

7912IB022B    Forwards    IE    Insp    Repts    50-440/79-08    8.    50-441/79-00   or. 
79Q923-2i,  No   noncompl  iance    natod. 

KEPPLER.  0.  Q.  Region   3,    Chicago,    Office    of    the    Diraetor. 

2pp. 


— 7912050522   Forwards    second    interim   deficiency    repl    re    water    found    in 
rock    anchor    tendon    head     protective    grease    cans.Na    erosion    of 
tendon  components    detec ted.  Second   ropt    should    be    submitted 
by   800321. 
MILLS, L.M.        Tennessee    Valley    Authority.        79/11/23,         Ip. 

79I22B0557   Fourth    intsrin    deficiency    rept     re    tensile    anchor   capacitiei 
Identified    lower   than   design    al Ionian les.  No    further    progrsss 
on    nonconformance    reported. Ne *t    written    rept    mill    be 
submitted   by    B00303. 
HILLS.  L.  H.      Tennessee   Valley   Authority.       79/12/17.       Ip. 


--7913100234    IE   Insp   Ropts    50-110/79-OB  &    50-441/79-00    on   7909S9-36,  Wo 
nopicainpl  lance   noted. Major    areas    inspected  :  revi  ou   of 
anonymous   allegation    that    tuia  US   Testing    Co    technicians 
performed    uarfc    for   which    they    mere    not    qualified. 
PHILLIP.  0.  A.  .    NnnELIUS.C.  E.  Hflgion    3,    Chicago,     Officoof    the 

DlrnetDi".      WILLIAMB.C.  Region   3.     Chicago,    Reactor   Construction 

t,  Engineering    Support   Branch.       79/11/03.       23pp. 

791SQ50U4  Forwards    IE  Circular   79-22,     "Stroke    Time*    for   Power   Qp*nt»J 
Relief   Valves,  "    No  response    roqoiroil. 

KEPPLER.0.0.  Region   3,    Chicago,    Office    of    the    DIrnctnr.       79/11/1A. 

"P. 


DOCKET   50-440   PERRY   NUCLEAR    POWER    PLfiMT,    UNIT    1 

A.    Application/construction    stage   dncuments   8c   ccrresp  ondence 


7912100231    Forwards    IE    Info  Notica   79-23,     "Overloading    of   9tructur«l 
Elements    Due    to   Pipe   Support   Loads."    No    respunae    required. 
KEPPLER.J.  0.  Region  3,    Chicago,    Office    of    tho    Director.       79/11/14, 


7912110264  Discusses   MRC    plans    to   use   generic    analgsei   to  develop    early 
verification    program    to    resolve    ATWS    issue    for    PHRs    t,   EWHs. 
Success    of    program   depondii    on    industry    response.  Supp  orts 
formation  of    ouners   groups    to    provide   necessary    info. 
DEtJTQN.H.  R.       OfFica    of    Nuclear    Reactor   Regulation.        79/10/17.        3pp. 


7912110569  Forwards    IE   Info  Notice   79-29,     "Losa    of   Nonsaf  «to-ft«  latid 
Reactor   Coolant   Ggs    Instrumontation   During    Operation.  "   No 
specific    action    or   response    required. 
KEPPLER.J.O.  Region  3,    Chicago,    Office    at    tho    Director.       79/ll/ld. 


F.    Gecuritij.    meilital,    emorgencij    d   Fire   protection    plans 


7912040471   Forwards    info   re    upgraded    emergency    plans    to   plants   utldev 
const  t,  OL  review.  Appl  Icants    required    Co   make    certain 
emergency    arrangements    u/state    It    local    crgani  latinns    6 
submit   emergency   plans    per    Reg    Guide    1.101. 
VASSALLO,  D.  B.          Division    of   Project   Management.        79/11/21.       6pp. 


H.     Antitrust 


bpond  ence 


7912050361    Forwards    IE  Bulletin  79-26,     "Boron   Loss    From  BUR   Control 
Blades.  "   Ma  response   required. 

HEPPLER.  J.  0.  Regions,    ChUago,    Office    of    the    Director.       79/11/20. 

IP, 

79131004H4  Forwards    IE  Circular   79-24,     "Proper    Installation.   (,  Callbr    at 
Core   Spray    Pipe   Break    Detection  Equipment    on    HWRs.  "   No 
uritten   responsa    required. 
KEPPLER.J.  0.  Reginn    3,     Chicago.     Office    of    the    Divactor.        79/11/36. 


791205009S  Consalidated    ansuar    in    opposition    to   Cleveland  Elsctric 
Illuminating   Co, Toledo   Edison   &   Ohio  Ed  lion    petitions    for 
ALA3-E&0  rovieu  Petitioners   failed    to   seek    Commission   review 
on    issue   of  monopoly    ei  isfcenre.  Certi  Pica  te    of    Svc    end. 
LEESY,  R.P.       Antitrust    Di vision.        77/11/31.        32pp. 


79121102^4   Foruiarda    IE  Circular   79-23,     "Mntor   Starters    &  Cpntactort 
Failed    to   Operate."    No   response    required. 
KEPPLER,  J.  0.  Region    3,     Chicago,     Office    of    the    Director.        79/11/36. 


7Ti3ia034fl    Informs    of   address   change   as    of    791201. 
HJELHFELT,  0.  C.       Hjelmfelt,  D.  C.        79/11/36.        3pj. 


79iait(W5i   Orders    eitension    until    EQOI15    for    Conmlasion    to    review 
AL/IB-3fiO. 

CHILH.a.J.      Office   of    the    Secretary   of    tfce.   Commission.       79/12/07. 
Ip. 

Q.     Inspection   reports,      IE    Bulletin;   !<   Carres-pond  ence 

79120SOaoii   Foruardt    IE    Insp    Rcpta    50-440/79-07   b    30-441/79-07   on 
79O910-13  b  notice   of   violation. 

FICRELLI.G.  Region   3,     Chicago,    Reactor    Construct  ion  fr  Enginearing 

Support    Branch.       79/10/O4.        2pp. 

— 7912050QOS  (Jntics    of    violafcidn    from    insp    nn    790710-12. 

•»  Region   3.     Chicago,     Office   of    the    Director         79/10/03,        Ip. 


791211C-399  Notifies    that   NRC    intends    to   routinely    forward    to 
aapropriate   state    public    util    regulatory    group 3   &    state   attg 
general    ofts   copies    of    escalated    enforceraant    rorraspondnnce 
mnt    by    NRC    to    licensees. 

KEPPLER,  J.  0.  Region   3-     Chicago.     Office    of    the    Oil-actor.        79/ll/afl. 

ip. 

7912060073  Act    receipt    of   79110B    Itr    informing    NRC    of    steps    takffn    tl> 
correct    violations   noted      in    I(£    Insp    Repta    90-440/79-07  & 
30-441/79-07. 

FIGRELLI,  0.  Region  3,    Chicago,    HnacLor   Construction   it   Eiig  lnn*rlng 

Support    Branch.       79/11/30        Ip. 

— 7913040084    Raaponds    to   NRC    791004    Itr   ro   vtolatJono    noted    in    IE    Insp 
Ropts    BO-440/79-O7   fi    SO-441/79-O7,  Corrective    actiot>B; 
contracts   for    installation    of   NMSS    equipment   uithdraun    frnn 
Newport   Neuis    Industrial    Corp. 
DAVIDSQM.D.R.       Cleveland   Eloctric    Illuminating    Co.       79/il/Ofl.       Sff, 


—7913050011    IE    Insp    Repts    SO-fl40/71!-07   !.    30-441/79-O7    on   790910-12. 
IJo-ncompl iance  noted;  fat  lure    to-  verify    hold   points   during 
installation  of  reactor    vessel. 

ERB.C.M.  Region    3,    Chicago,    Office    of    the   Director. 

DANIELSQM.D.  H.  Region   3,    Chicago,    Reactor   Construction   81 

Engineering  Support    Qranch.       79/10/03.       5pp. 

791S03Q043  Forwards    IE    Insp   JJepts    50-440/79-09  S;   50-141/79-09  on 
791(102-05,  Wo   noncompl  iance    noted. 

FIGRELLI, G.  Region   3.    Chicago,    Reactor    Construction  &  Eng  inearina 

Support  Branch.      79/10/19.       2pp, 


7912190213  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  t<  Control  Power  Sya  Bus  During  Operation." 
No  written  respanoo  required. 

KEPPLER,  J.  G.  flegian   3,    Chicago.    Office    of    the   Director.       79/11/30. 

Ip. 

79121400'7<1   Forwards    IE    Info  Notice    79-30,     "Reporting    of    Defects    EC 
Nancompliancesi  1OCFRS1.  "    No    action    or   response   required. 
KEPPLEH,  J.  0.  Region   3,    Chicago,    OFfict    of    the   Dir«ctoi-.       77/12/04. 

Ip. 
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791S200103  Forwards    IE  Bulletin   79-aa.     "Possible  Malfunction   of   Namco 
Hc-d.l    6A1BO   Limit   Switches    at   Elevated    Temps,  "   Action 
•nqulrrd. 
KEPPLEfl.  J.  0.  Region    3.     Chicago.     Offico    of    the    Director,        79/13/10. 


9.    R»part*bl*    occurrences.    LERs    d  related    corrHspondencB 


Inspactioii    reportai      IE    Bolletins    t. 


7912050006    Foruiarils    IE    Inap   Repts    50-4flO/7'?-07   «,    SO-lfll/79-07   on 
79O910-12    »    notice    of    violatinn.    ' 

FIORELLIiG.  Raglan   3,    Chicago,    Reactor    Construclion  t.   Engineering 

Support   Branch.        79/10/04.        3pp, 


7912210039   PNO-ILI-79-13:  on    791011.  1  icenaeo    notified    NRC    that    attg 
pTovldtit   necus    media   w/nogativo    Info   re    plant    regulatory 
performance.  Info    obtained    from    IE    Insp    rapt. 

KOMHLIH,  J,  E.  .     WILLIAMS,  C.  C.  ,     FIOflELLI.Q.  Region    3,     Chicago.     Office 

of    ttii    Director.       79/10/11.       Ip. 

791S30D007  PNQ-II  1-79-015:  on   791011,  const    worker    died   as    result   of 
touching    cratl*    in    contact    u/higti    voltage    overhead    line.  No 
further    IE  action    anticipated. 

KCNKLIN,  J.E.  .     WILLIAMS.  C.  C,  ,    FlnHELl.1,0.  Region   3-     Chicago,    Office 

il    th*    Dinctor.       79/10/12.       Ip. 

73131BOOB7  PNB-I1I-79-03:  on   79IllS,site    security    cfc    received 
telephonic    bomb    threat    from   unidentified    mala.  Plant 
evacuatid.  Search    conducted    w/negative   results. 

DONAHUE.  J.  F.  ,    KIND.J.A.  Raglon   3,    Chicago,    Office    of    the    Director. 

79/11/16.        Ip. 

7912050519    Interim   deficiency    rept    re    cracks    &    tear*    In    4.  li    fcV 
luilchgaai-   pane  la,  Based    on    satisfactory    evaluation   of 
prop-Dial  1,  insp    fr    repair    program  will    bo    implemented.  FinaS 
rcpt   will    be    submitted    by    B00413. 
DAVIDSON.  D.  R.       Cleveland    Electric    Illuminating    Co.       79/11/23.       app. 

7913140360   Acfc    receipt    of   791031    interim  deficiency    rept   ra   RoctLestos 
Co   c*bl«. 

FIOHELLI.O.  Region   3,    Chicago,    Reactor    Construction  fc  Engineering 

Support  Branch.      79/11/27.      Ip. 

7913210123  Act    receipt    of   791109    final    rept   ra    eccentric    jackets    on 
Clati    IE   mall    power   ti   control    cab  IB.  Review  will    bo 
completed    during    future    Inap. 

FlDFtELU.O.  Raoion   3,    Chicago,    Office    of    the    Director.       79/13/Oi. 

IP. 

79131403&4   Forwards    final    deficiency    ropt   re   OA   program    breakdown. 
DAVIDSON,  D,  R.       Cleveland   Electric    Illuminating    Co.       79/13/07.       Ip. 

—  7912140371    Final    deficiency    ropt   ve    breaVdouin    of    B&N  Constructors    Inc 
QA  proBTflm  regarding    control    over    subcontractors.  Deficient 
parti   replaced.  Periodic    audits   t,    surveillance    parPormed 
during   various    stages    of    fabrication. 
*      Cleveland   Electric    Illuminating    Co.       V9/1S/07.       3pp. 


—  791305000B   Notice    of    violation    From    insp    on    790910-12. 

»  Region   3,     Chicago,     Office    of    the    Diractor,        79/10/Q2.        Ip. 

—7913050011     IE    Inap    flepti    50-440/79-07   !.    3O-fl41/79-07    on   790910-13. 
Noniomplijince    noted:  failure    ta   verify    hold    points   during 
installation    of  reactor   vassal. 

ERB.C.M.  Region    3,     Chicago,     Office    of     the    Director. 

DANIELSON..  D.  H.  Region   3.     Chicago,    Reattor   Construction   t 

Engineering    Support    Brnnch.        79/1O/O2.        5pp. 

7912090043   Forwards    IE    Insp   Rapts    50-14  0/79-09  t,   50-441/79-09  on 
791003-05.  No    noncomplianco    noted. 

FIQRELLI.G.  Region    3.    Chicago,    Reactor    Construction  &   Engttieqrlng 

Bupport   Branch.       79/10/19.       2pp. 

—7912090053     IE    Insp   Depta    50-41O/  79-09   (.    50-441/79-09    on   791002-O9.  Nu 
noncomplidricQ    notad.  Major    aroas    inspected  ;  Instal  lation  !. 
records    for   Class    IE   sui  tchgaar. 
HUOHEB.  J.  Ragion    3,     Chicago,     Office    of     tho    Director.        HAYEB,  D.  H. 

Region   3.     Chicago,     Reactor   Operations    Nuclear  Support   Branch. 
79/10/18.       4pp. 

7912040223    Forwards    response    to     IE   Dullntins    79-11   1   79-14,  fievis  inn    1. 
Suppl    1    !i    2    re    safety-related    piping    sys.  Lie  enaee    has    not 
completed    installation    of   seismic    Category    1    piping   sya. 
Analysis    of    presant    activities    encl, 
DAVIDBONi  U.  R.        Cleveland    Electric     Illuminating!    Co.        79/IO/26.        ipp. 

79121B023D   Forwards    IE    Inap    Repta     50-140/79-OB    (<    30-441/79-06    on 
7909a5-2fr.  No   noncomplianco   noted. 

KEPPLER,J.  G.  Region    3,    Chicago,     Office    of    tho   Director.       79/11/06. 

2pp. 

—  791S1G0334    IE    Insp    Repta    50-44O/79-OB   (.    50-fl-ll  /79-OB    on   790925-84.  No 

noncomp  1  lance    noted.  Major    areas     Inapec  tud:  revieui   of 

anoinynous    allegation    that    tuio    US   lusting    Co    technicians 

performed    Liork    For    which    they     mere    not    qualified. 

PHILLIP,  Q.  A.  .     NQHELIUS.C.  E.  Region    3.     Chicago,     Office    of    the 

Director.       WILLIAMS.  C.  Region  3,    Chicagoi     Reactor  Construction 

h   Engineering    Support    Branch.        79/11/05.        S.lpp, 

7913050114   Forwards    IE  Circular    79-22,     "Stroke    Tinea    for   Power   Operated 
Roliaf    Valveo.  "    No    rosponse    required 
KEPPLER,  J.  0.  Region    3.    thlca^o,     Office    of    tho   Direttor.       79/11/16. 


DOCKET    50-441    PERRY    NUCLEAR    POHER    PLANT,     UNIT   3 

A.    Application/construction    stage    documents    b   correspond enc o 

79121 I02£fl   DlHCUases   NRC    plane    to    USD    generic    analyses    to   develop    early 
verlf  [cation    program   to   resolve    ATMS    liaue    for    PWHs   fc    IJURs. 
BJCOSI    D*   orogrom   depends    on    industry   response.  Supports 
fnrai»tlon    of    omners    groups    to   provide    nBcessanj    info. 
DEIJTOM,  H,  R.       Office    of    Nuclear   Reactor   Regulation.       79/10/17.       3pp. 

F.     Bicurity.    mtdical,     emergency    &    fire    protection    plana 


Foruarda    info   re    upgraded    emergency    plant    to    plants    onder 
canit    ti   OL  reviow.  Applicants    required    to   raaku    certain 
eaerftincu.    arrangements    w/state   &    local    organiiations   & 
I'ubnlt    »morg&ncig    plans    per  Rog   Guide    1.101. 
YASSALLO,  IKD.  Division    of    Project    Management.        79/11/B1.        6pp. 

M     Antitrust   correspondence 


7912105231    Foruards    IE    Info  Notice    79-20,     "Overl  oadi  ng    of  Structural 
Elements    Duo    to    Pipe    Support    Loads.  "    No    rr-spnniB    requirod. 
KEPPLER.J.O.  Region    3,    Chicago,     Office    of    the   Director.       79/11/16. 

Ip. 

7912I10H69    Foruai-ds    IE    Info   Nutico    79-29.     "Lass    uf   NonsaPetij-Belsted 
Raactor    Coolant    Bija     Ina  trumontfl  t  ion    During    Operation."    No 
specific    action    or    response    required. 

KEPPLER.J.O.  Region    3,     Chicago,     OFfica    of    tho    Director.        79/11/16. 

Ip. 

7912050361    Forwards    IE    Bulletin    79-26,     "Boron    Loas    From   BUR    Control 
Blades."   No    rB&pnnse   required. 

KEPPLER.J.  0.  Region    3,     Chicago.     Office    of    the    Director,        79/11/5O, 

Ip. 

7912100424    Fortnards    IE   Circular    79-34,     "Proper  Installation    8.   Calibv    of 

Core    Spra-ij    Pipe    Break    Ualectian    Equipment    on  BWHa.  "    Hn 
written   response   required. 

KEPPLGR.  J.Q.  Reginti    3,     Chicano,     OfPlca    of  tho    DirBctnr.        79/H/G4. 


791ZO3WJB  Consolidatod    answer    in    opposition    to   Cleveland    Electric 
Illuminating    Co.  Toledo   Ed  it.  on   ti  Ohio  Edison    petitions    For 
ALA9-3AO   review,  Petitioners    failed    to    seat    CofflTiisslon    revieui 
an    luu*    at   monopoly    eiistence.  Certificate    of   SVG    encl. 
LESSY,  R.  P.       Antitrust   Division,       79/11/31.       33pp. 


7912110344   Forwards    IE   Circular    79-33.     "Motor    Starters    ti   Contactors 
Failed    to    Operate,  "   (Jo    response    roquirod. 

K€PPLER.J.  O.  Reflion    3,     Chicago,     Office    of    the    Director.        79/11/26. 

Ip. 


7?I21GO344    Informs    of   address    change    as    of   791201. 
HJELMFELT,  D.  C.       Hjelmfalti  0,  c.       79/11/26.       3pp. 

7912I1033&  Order*    eitension   until    S00113   for   Commission    to   review 
CHILR,  B.  J.       Office    of    the   Secretary    of   the   Commission.       79/1S/O7. 


77IS110399  Notifl&B    that   NF1C   intends    to    routinely    forward    to 
appropriate    state   public    ufci 1    regulatory    groups    fe   atalo   atfcy 
general    ofcs    copies    of    escalated    anforcement    correspondence 
sanl    by    NRC     to    licensee];, 

KEPPLER.J.O,  Region    3,    Chicago.     Office    of    the    Director.       79/11/20. 

Ip. 
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791306Q073   Ack    receipt    Df    791103    Itr     informing    NRC    of    steps    taken    to 
correct   violations    noted       in     IE    Imp    Repts    3Q-440/79-O7    & 
30-441/79-07. 

FIDRELLI.Q.  Region   3.     Chicago,     Reactor    Construction    b   Eng  Ineerinn 

Support   Branch.        77/11/30.         If. 


7913280307  Advises   of  recently   amended   NRC   reo,ulations    implementing 
eiisting   authority    to  require   onsite   ofc    ipace   &    immediate 
facility   access. PR   notice    dtd   790B16  end. 

STEULOi  V.       Office    of    Inspection   &  Enforcement.    Office   of   th« 
Director.       79/11/KB.       3pp. 


— 7912O40QB4   Responds    to   NHC    791QQ4    Itr    re    violations    noted    In    IE    Insp 
Repts    5Q-44O/79-G7   (.    50-14  1  /79-O7.  Cor rectiva    actions: 
contracts    for    installation    of   NMBS   equipment   withdrawn   from 
Newport    Neuis    Industrial    Corp-. 
DAVIDSON,  D.  ft       Cleveland    Electric    II  luminating    Co.       79/11/09.       Sop. 

7913190313  Forwards  IE  Gullatin  79-27,  "Loaa  of  Hon-Claae  IE 
Instrumentation  d  Control  Pouer  Si]  s  Dus  During  Operation." 
Ho  written  response  required. 

KEPPLER.J.  G.  Region   3,     Chicago,     Gfficu    of     the    Director.        79/11/30. 

Ip. 

7912140074   Forwards    IE    Info    Notice    79-30;     "Reporting    of    Defects    t, 
Noncomp  llancas.  10CFR21.  "    No   action    or    response   required. 
KEPPLER.  J.  0.  Region  3.     Chicago.     Office    at    the  Director.       79/12/06. 

IP- 

7912200103   Forwards    IE   Bulletin    79-33,     "Poasi&ln    Malfunction    of    Narcco 
Model   EA180  Limit  Quitches   at    Elevated   Temps,  "    Action 
requlrod, 

KEPPLER.J.  0.  Region   3.     Chicago,     Office    of    the    Director.        79/13/1O. 

IP- 

B.     Reportable  occurrences,    LEIts    It   related    correspondence 

7912310055  f>ND-III~7v-l3:on    791O1 1,  1  i  c  ensue    notified   NRC    that   attu 
provided   news    meflia  Hi/negative    info    re   plant    regulatory 
performance.  1  nfn   obtained    Front    IE    insp    rapt. 

KGNKUINi  J.  E.  ,     WILLIAMS, C.  C.  ,     F1DRELLI,0.  Region    3,     Chicago.     Office 

of   the  Director.      79/10/11.        Ip. 

7912200007  PNO-1 1 1-79-019:  on   791O11.  const  warier    died    as   result    of 
touching   crane    in  contact    u/high   voltage    ovar-head    line.  No 
further    IE   action   anticipated. 

KDNHLIN,  J.  E.  ,     UILLJAH3,  C.  C.  ,     FIORELLT.G.  Uujion    3,     Chicago,     Office 

of   the   Director.      79/10/12.        Ip. 


7912210330  Advices   that   current    schedule    calls    far  June    19BO    lubnttttl 
of   FBAR. 
SHEPHERD.  A.  M.        Public    Service   Co.     of   New   Hampshire.       79/13/13.       Ip. 

F.    Security,    medical,    emergency    b    fire    protection   plant 

7912040471   Forwards    info   re    upgraded    emergency    plan*    to  plants   undir 
const  b   DL   review. Applicants   required    to  make   certain 

•     emergency   arrangements   ui/state  &    local    organization)  lc 
submit   emergency   plans    per   Reg   Guide    1. 101. 
vASBAU-O.D.  B.         Division    of   Project  Management.       79/11/21.       6pp. 

0.    Ad judicatory   correspondence 


7912110043  Forwards    comments    on  NUHEG-0511.  Draft   OEIB  reflects 
conscious   tt  deliberate   NRC   policy    to    jeopardize    public 
hnalth  fc  safetu   b   thuiart    objectives    of  NEPA. 

KEPFDF1D,  C.       Environnental    Coalition   on  Nuclear   Power.      79/10/34, 
B2pp. 

791S04O4B1   Memorandum   in    support   of  Sea coast  Anti-Pollution  League 
7903O2  request    for   order   to    shou  cause   re   suspension   or 
revocation    of    faclltly    CPs. Certificate    of  Bvc    end. 
BURT.L.      Massachusetts.    State   of.       79/H/li.       26pp. 

791211047?  Memorandum   in    support   of  Beacoast  Anti-Pollution  Lvigui 
79O302  request    for   order    to   shou   cause   uhu,   CP   should   not   be 
suspended    or  revoked.  Concurs  u/NH  790302  position  re 
emergency   planning    concerns. Certificate   of  Svc    encl. 
BURT.L,       Massachusetts,    State   of.       79/11/16.       24pp. 

7912110460  Forwards   Pages   52  (<  23   of  Gtate   of   MA  791116  aiaorjndun  In 

support   of  Seacaast  Anti-Pollution  League  7903O2  nquett   for 
order   to   shoai  cause. 

BURT,L.        Kassachusetts,     State    of.  79/11/27.        Gpp. 


79I21B0027  PN9--1 1 1-79-03:  on    791113,  site    security    ofc    received 
telephonic    (jamb    threat    from    unidentified    male. Plant 
evacuated.  Search    conducted    u/negative    results. 

DENAHUE,  J.  F.  .     HIND.  J.  A.  Region    3,     Chicago.     Office    of    the    Director. 

79/11/16.        Ip. 


7912360372  Response    in    opposition   to   New  England   Coalition   on   Nuclrar 
Pollution  790926   supplemental   neoio    leaking   Coaininion  review 
of   ALAB-422  re    seismic    design.  Alleged   reasons    for    reviau 
raise   Factual   matters   conclusively    established    by   ABLBs. 
BEISiE.  J.  .    GRAINEV.  M.  M.       Hearing   Branch   3.       79/1S/11.       10pp. 


7912030519  Interim  deficiancij    rept    re    cracks   &   tears    in   4.  16    kV 
switch  gear    panels. Dased   on    satiafactory    evaluat  ton   cf 
proposals'  Inap    f<  repair   program  ulll    be    implemented.  Final 
rept  mill    be   -submitted   by    BOD415, 
DAVIDSON.  D.  B.       Cleveland  El  eclr  i  c    Illuminating    Co.       79/11/23.       2ap. 


— 7913260379  Affidavit    evaluating   June    1979  SeiBBOlogical  SociBttf  of 
America   Bulletin   69. HUREB/CH-0363  re    seismiclty    conpartaon 
of   three  regions   op   Eastern  US  b   seismologicnl 
investigations   of  NHUI  England   reactors.  Bibliography   encl. 
MCMULLEN.n.  B.  ,    REITER,  L,       Qeosciences   Branch.       79/13/03.       17p>p. 


7912I403BO  Ack   raceipt   ot  791031     interim   lie f ielenctf   r«pt  re  Rockbestos 
Co  cable. 

FIQRELLI.O.  Roginn  3.    Chicagor    Reacto-r  Construction   fc  Engineering 

Support  Branch.      79/11/27.       Ip. 


7912360345  Grants    extension    until   800123   for  Coamission   to   decide 
whether    to  review  ALAB-422  t>  rt LAB -561. 
CHILK.a.  J.       Office   of    the   Secretary    of   the  Commission. 


7912210132  Act   receipt  of  791109    final    rept    ro   eccentric    Jacfcnta    on 
Class    IE  small    pouer  d  control    cable.  Review  ulll    be 
completed    during    Future    insp. 
FIQHELLI.C,  Region  3.    Chicago.     Office   of    tho   Director.       79^  12/06. 


7913  HD361!  Foruards   final    deficiency    rejit    re    QA  program   breakdown. 
DAVIDSON,  D.  R.        Cl  eveland   El  ectr  i  c    Illuminating    Co.        79/13/O7.         Ip. 

—  7912140371   Filial   deficiency    rapt    re    breakdown   nf    B8.M  Constructors    Inc 
OA  program   regarding   control    over    subcontractors.  Deficient 
parti  replaced,  Periodic    audits    &   surveillance    performed 
during   various   stages   of    fabrication. 
»     Cleveland   Electric    Illuminating    Co.       79/32/37,       5pp. 


H.    Oennral    correspondence 

7912060367  Requests    copies    of  NRC   790923,0717  h  092 S    Itrs   to  PSC  of  Ml 
d  lit  11   responses   dtd   790427.  062H.  OB06.  OBi  13,  IS.  20,  0906,  13. 
37.101O  &   16.  Requested    info  needed    in   support   of   util 
request    for   rate  relief. 
CAHF1ELD.R.  J.       Neu  Hampshire,    State   of.      79/11/27.       Ip. 

0.     Inspection   reports.     IE  Bulletins  li  correspondanca 

7912120313  Responds    to    IE  Bulletin  79-23. No   connection  eil*t*    between 
transformer    power   windings   &   generator  neutral. 
DEVINCEMTIB,  J.       Public    Service  Co.     of  New  Hampshire.      79/10/19,      if- 


DOCKET    50-443   SEABRDDK   NUCLEAR    STATION.     UNIT    1 

A.     Application/construction    stage    documents    d   correspondence 

7913140231  Re(ponn5   to  IE  Bulletin   79-24,    "Fraism  Lines. -  Detail* 
freete  protection  msaiurei. 
DEVINCENTIB,  J.        Public   Service    Co.     of    Mem   Hampshire..        79/1O/HS.        2pp. 

7912070004  Requests  distribution    af    and    memorandum   to    board 
notification    svc    lists. 

VABOA,fl.A.  Assistant  Director    for   Light    Hater   Renctors.       79/li/OB. 

3pp. 


7912090062  Ack  receipt   of  791004  Itr   informing  NRC  of  stepi   taken  to 
correct   violations   noted    in    IE   Insp   Repts   50-443/79-06  & 

30-414/79-06. 

CARLSON,  RpT.  Region   1.    Philadelphia,    Reactor  Construction  & 

Engineering   Support   Branch.      79/JO/32.       Ip. 

— 7912050070  Responds    to   NRC  79082B   Itr  re  violation*  noted    In    IE  Int 
Repti    50-443/79-06  fe   SO-444/79-O6. Corrective   actions: log-In 
t,   badge   control    program   begun    in  warehouse*   t  Inap 
Procedure    X-9  revised. 

DEvINCENTIS,  J.       Public   Service   Co.     of  New  Hampshire.      79/1O/04. 
3pp. 
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-79ia03O07K   Forward*    IE    Imp    Repts    3O-443/79-04   &    SQ-444/79-06    on 
790321-29  b  notice   of   violation. 

CARL6QN,  R.  T.  Region    1,    Philadelphia,    Reactor   Construction   !< 

Engineering   Support   Branch.       79/OB/BB.       2pp. 


79131204B6  Forwards    final   dePiciancy    rept    on    discrepancy    In    drawings   re 
dtiign  calculation    concrete   PB inf orcement   requirements    for 
control    &    dlHBBl    generator    blrigs. 
DEVINCENTIS,  J.       Public   Service    CD.     of   Mew  Hampshire.       79/12/OA.       Ip. 


7912080075  Nutlet   of   violation    From    imp    on   790521-25. 

»  R«olon   1.    Philadelphia,    Office   of   the   Director.       79/08/39. 


--79I203007B   IE   Into   Repts    50-443/79-06  &  50-444/79-06    on   790521-25. 
No-ncoap  1  lance  noted:  failure    to    follow  molding    &  document 
control    procedure!   &    to    control    access    to  warehouses. 
MATTIA.J..    vARELA.A.  Region    1,    Philadelphia.    Office    of    the 

Director.       MCOAUOHYiR.  Region    1.    Philadelphia.     Reactor 

Construction  ti  Engineering   Support   Branch.       79/00/29.        13pp. 

7912030QSB  Forwards    IE  Circular   79-BZ,     "Stroke   Times    for   Potier  Operated 
ftillef   Valves."   Ho   response   required. 

GRIEFNB.H.  Region    1,    Ph  iladalphla.    Office    of    the   Director. 

79/11/16.       Ip. 

7917030302  Forwards    IE   Info  Notice   79-27.     "Steam  Generator  Tube 
Huptu-ras   at  Two   PHR  Plants.  "   No   response   required. 
OSIEfifB.  H.  Region    1.    Philadelphia,    Office    of    the   Director. 

79/11/16.       Ip. 

7912100IBO  Forwards    IE    Info  Notice   79-3B.     "Overloading    of    Structural 
Eliuents  Due   to  Pipe   Support   Loads.  "   No   response   required. 
GAIERiB.H.  Region    1,    Philadelphia,    Office   of    the   Director. 

Ip. 


7912I1O470  Forwirds    IE   Info   Notice   79-29,     "Lou    of  Nonsafetu-Related 
Reictor  Coolant  fig*    Instrumentation   During    Operation,  "   No 
ipecllic   action   or  rasponse   required. 

ORIER.B.M.  Region    1.    Philadelphia.    Office   of    the   Director. 

79/11/19,        Ip. 


— 791212Q4B7  Final    deficiency  rapt    en   discrepancy    in    drawings    re    rfeeign 
calculation    concrete    relnf orcement    requirement*    for    control 
Ii   diesol    generator    bldgs.  Reinforcement    deficiencies    in 
process    <of   being    fullg    corrected    to   Agree    u/cal  culatiom. 
«      Public    Service    Co.     of    Ne<J    Hampshire.        79/12/O3.        SSpp. 

7912140363    Interim  deficiency   rept    re   potential    failure    in    engineered 
safety    features   actuation   sys. Prnb lem    identified    by 
manufacturer. Hestinghouse.  Inf o    on    problem   resolution   mill    he 
provided    b<j   BOO330. 
DEvINCENTIB,  J.       Public    Service    Co.     of   Hey  Hampshire.       79/12/06        4pp. 


DOCKET   50-444   SEABROOK   NUCLEAR    STATION,     UNIT    2 

A.     Application/construction   stage   documents   h   correspondent • 

791S110264   Diicussei   NRC    plans    to   u*a   generic    analyses    to   duvet op    early 
verification   program    to  resolvo  AT  WE    issue    for   PHRs   (r  HWRl, 
Bucceis    of    program   depends    on    industry    resp onse.  Supports 
formation    of   ouner*    groups    to    provide    necessary    info. 
DENTON.H.  R.       Office    of   Nuckear    ficactpr    Regulation.       79/10/17.       3pp. 


7912140231    flvsponds    to    IE  Bulletin   79-24.     "Frozen   Lines."   Details 
freeie   prattctlan  measures. 
DEVINCEMTIB,  J.       Public    Service    Co.     of   New  Hampshire.       79/10/25. 


2pp. 


77 I 207000 4   Requests   d ifttribut ton    of    ancl    memorandum    to    board 
notification   svc    lists. 

VAROA.B.A.  Assistant  Director    For   Light   Water   Reactors.       79/11/OB. 

3pp. 


7912090327  Foruardi    IE  Bulletin   79-26,     "Boron  Lota   From  BUR  Control 
Blades.*1  No   response   required. 

ORIEfl.B,  H-  Region    lr    Phlladelphiai    Office    of    the   Director. 

77/U/20.        Ip. 

7912060976  Foruards    IE  Circular   79-24,     "Proper    Installation   &  Calibr   of 
Core  Spray    Pipe  Break    Detection   Equipment    on   HWRs.  "   No 
raijtanms  r*qulred. 

GftlER.B.H.  Region    1<    Philadelphia,    Office   of    the   Director. 

79/11/26.        Ip. 

79121 100B3  Forwards    IE  Circular  79-23,     "Motor   BtarUrs    &  Contactors 
Failed    to   Operate."   No   response    requlrad. 

CRIER, B.H.  Rgglon    1,    Philadelphia,    Office   of    the   Director. 

79/11/26.        Ip. 

7912190097  Foruards    IE  Bulletin  79-27-     "Loss    of  Non-Class    IE 

Instrueiantation  d  Control    Pokier   Sgt   Dus    During   Operation,  " 
No  written   reiponsa   required. 

CRIER,  B.  H.  Region    i,    Ph i ladalph i*.    Offico    of    the   Director. 

79/11/30.        Ip. 

791S31O24B  Forwards    IE   Info  Notice   79-3O,     "Reporting    o*   DBfect«   fc 
iDncoMpllancss,  10CFR21.  "   No   action   required. 

6RIER.I&.H.  Region    1,    Philadelphia,    Office    of    the   Diractor. 

79/1B/O6.       1pp. 


79132B0307   Advises   of    racently    amended    NRC   regulations    Implementing, 
ailctlna    authority    to    require    nnsite    ofc    spjca   fr    immidiat* 
facility    access. PR   notice   dtd    790S16   encl. 

STELLOiV.       Office   of    Inspection  &    Enforcement,     OFFlcl    of    the 
Director.      79/11/SB.      3pp. 

7912310330  Advises    that    currant    ached  Die    calls    For    June    193O    submittal 
of  FSAR. 
BHEPHEHD,  A.  M,       Public    Sorvlee    Co,     of   N«ui  Hampshire.       77/12/13.        Ip, 

F,     Security'    medical,     emergencij    b   fire   protection   plans 

7912040471    Forwards    Info    re   upgraded    emergency    plans    to    plants  under 
const  tt  OL   review.  App  1  tcants    required    to   make    certain 
emergency    arrangements   u/itate    It    local    organizations    & 
submit   emergency    plans    per   Reg    Guide    1.  1Q1. 
VA89ALLO,  D. n.        Division  of  PrQjeet  Management.      79/11/21.      fipp. 


0.     Ad  judlcaitorij    correspondence 


7912110043   Foruards    comments    on    NUREO-OSI 1. Draft   GEIS   reflects 
conscious    t<  delibtrata    NRC    policy    to    jeapar^Jie    public 
health   !<    safety   b   thuart   objectives    at    NEPA. 

KEPFDRDrC.       Environmental   Coalition,  on    Nuclear   Power.       79/10/24. 
22pp. 


79131907*6  Foruerds    IE  Bulletin   79-28,     "Possible  Malfunction    of  Namto 
Mcdil    EA180  -Limit  Switches   at   Elevated    Temps."   Written 
response   required. 

OniERiB.H.  Region    1,    Philadelphia,    Office   of    the    Director. 

79/12/07.       Ip. 

79122B0242  Forward*   IE   Info   Notice   79-31,     "Use   of    Incorrect  Amplified 
Ruponse   Bpectra,  "   No   written   response    required. 
uHIEH.B.H.  Region    1,    PhlUdelphla,    Office   of    the   Director. 

79/12/13.        Ip. 


7912Q404Q1    Memorandum    in    support    of    aeacoast    Anti-Pollution    League- 
770302  request    for    order    to   shay   cause    re    suspension    or 
revocation    of    faciltly    CPs.  Certificate    of   Sve    end. 
BURT.L.       Massachusetts.    State    of.       79/11/16. 


7913110477   Memorandum    In    support    of    Bcacoast   Anti-Pollution    League 
790302  request    for    order    to    sftou   cause    uhy    CP    should    not    he 
•  uspended    or   revalod.  Concuri    u/NH    790302   position   ra 
emergency    planning    concerns.  Certif  1  cate    of    Svc    encl. 
BURT.L.       Massachusetts.    State    of.       79/11/16.       24pp. 


8.    Rep  art  able   occurrences,    LERi  t  related   correspandence 

79-12130464  Forward*   interim  deficiency  rept  re  ma   of   Invalid   seismic 
ajiflifis-d   response    (pectra.  Final   r*pt  will    be    submitted    by 

eooitn.  • 

D£vIMCE«TI8,  J.      Public    S»rvic»   Co.     of   New  Hampshire.       79/12/04.       If, 


Interim  deficiency   rept  re   use  of   Invalid   seismic   amplified 
response    spectra    In   design    of    safety-related  'components. 
Contractor   Is  redesigning   containment  annular   steel   fr»ffl»- 
Contr*ctor   791106    Itr  re    deficiency    enclv          "i;  • 

••      Public   Service   Co.     of   New  Hampshire.       79/1H/06.       9pp. 


7913U046O  Foruards   P*g*s  S3  b   23  of    Stats    of   MA  791116  memorandum   In 
support    of    Seacoast   Anti-Pollution    League   79O505   requtst    for 
order    to    show   came. 
BURT.L.       Massachusetts,    State    of.       79/11/27.       3pp, 

7912260372  Response   in   opposition  to   New  En gland   Coalition   an  Nuclear 
Pollution   790926  supplemental    memo    seeking    Commission    reviaui 
of  ALAB-422  re    seismic    design.  Alleged    reasons    for    review 
raise    factual    matters    conclusively    established    by   ASLBs. 
REI9,E.J.,     ORAINEV-M.  W.      Hearing    Branch    3.       79/12/11.       10pp. 
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—  7919260375    Affidavit    evaluating    June     1979   S«i  smologlca  1    Society    of 
America    Bulletin   hi.  NUHEO/CR-Q563   re    seisrlc.lta    comparison 
at    three    regions    of    Eastern  US    t,    se  i  sinolog  i  cal 
Investigations    of    NEW   England    reactors.  H  16  1  i  ooraphy    end. 

.  B,  ,     HEITER.  L.        Qaoic  ienc  es    Branch.        79/1H/O3.        17pp. 


791236O365  Grants    extension   until    BO0125    for   Commission    to   declda 
whether    tn    review   ALAD-433    t.    ALAB-561, 

CHILK.S,  J.        Office    of     the    Secretary    of    the    Commission.        79/13/11. 
IP- 

H.     General    correspondence 

7912060367   Requests    copies    of    NRC    79QSS3.Q717    b   0929    Itrs    to    PBC    of   NH 
t-   util    responses    did    7904H7,  0623,  OB06,  OS-  13,  15,  20.  0706,  IS, 
27,1010!.    16.  Requests*    info    needed    in    support    of    util 
request    for   rato   relief. 
CAMFIELD.  R.  J.       MBU  Hampshire,     State    of.       79/11/27.       lp. 

0.     Inspection   reports.     IE   Bulletins   &    correspondence' 

79121S05I3  Responds    to    IE   Bulletin    79-23.  No    connaction  eiists   botUBBn 
transformer    power   windings    t<   generator    neutral. 
DEV  I  NCENT  I  S,  J.       Public   Service.    Cn.     of    Neui  HampahirB.       79/10/19.       lp. 

7912050062  Atk    receipt    of   791004    1  tr    informing    NRC    of   itsna    taken    to 
COTTSCS   violations   noted    in    IE    Insp   Reptt    SQ-443/79-Q6   t 
90-444/79-06, 

CARLSON.  Fl.  T.  Region    1,    Philadelphia,    fioactor    Conltruclion   Sc 

Engineering    Support    Branch.       79/1O/22.       Jp. 

—  7912050Q7O  Responds    tn   NRC  .790B2B    Itr    re   violations  noted    in    IE    Insp 

Rtpts    SQ-443/79-06   fc   30-444/79-06.  Corree  tive  actions:  log-in 

b   badge    control    program   begun    in   uarehousn   fc    Insp 

Procedure    X-9    revised. 

DEVINCENTIS,  J.        Public    Service   Cn,     of    NBW   Hampshire.        79/10/04. 

5pp. 

—7912050073  Forwards    IE    Insp   Repti    50-443/79-06   b    30-444/79-06   on 
79-Q521-25  !<  notice    af    violation. 

CAHUSCNi  R.  T.  Region     1,     Philadelphia,     Reactor   Construction    t 

EnglnaBrlng   Support    Branch.       79/08/2H.       2pp. 

—  7912030075  Notice    of    violation    from    Insp    on  790931-23. 

*  RBDion    1.     Philadelphia,     OPFiee   of    the   Director.       79/03/39, 

2pp. 

—7912050078    IE    Insp    Repts    50-443/79-On   Sc    50-444/77-06    on   79O531-23. 
Honcompl  tancB    noted:  fa  i  lure    to    follow  welding    &   document 
control    procedures    It   to    control    access    to  warehouses. 
MATTIA,  J.  ,    VAUELft,  A.  Region    1.    Phi  ladfflphlfl.     Offic*   of   the 

Director.        MCQAUGHY,  FI.  Region     1,     Philadelphia,     Rnactor 

Construction   t,   Engineering    Support    Dranch.       79/08/39.       J2pp. 

7912030059   Foruarda    IE  Circular    79-32,     "Btrolre   Times    for   Power  Op  era  tail 
Relief   Valves."1   No    response    reijulrod. 

QHIEH,D.H-  Ftegian    1<     Philadelphia,    Office    of    the   Director. 

79/11/1A.        lp, 

7913050302   Foruiarila    IE    Info    Notice   79-27.     "Bteam   Offnerator   Tube 
Rupture*    at  Tun   PWfl   Plant*.  "    Mo  response    requlroil. 
ORIER,  B.H.  Region    t,     Phlladolph  ia.     Office    of    the   Director. 


79121O0150   Forwards    IE    Info  Hofctce   79-28,     "DvBrloadlno    of   Structural 
Element!    Due    to  Pip»  Support   Loads,  "   No    rEsponie   rBoulred. 
CRIER,  B.H  Region    1>    Ph  i  ladalph  is.    Office   of    ths  Director. 

77711/1A.       lp. 

79121  1047C-  Foriuai-ds    IE   Info   Notice   79-29,     "LoSB    of   NoniaPetu-RelatBd 
Reactor    Coolant   Bys    Ins  t  rumen  tat  ion    During   Operation."   No 
specific    action    or    response    rettuired. 

CHI  ER.  B.H.  Region    t.     Philadelphia,     Office   of    the  Director, 

79/11/19.        Jp. 

79120503B7  Forufarits  ...16   Bulletin   79-26,     "Boron  Lflis    From  BUR   Control 
Blades."    No    TB>sponie    required. 

GRIER.B.H.  Region    I>     Phi  UiJelph  ia,    Office   of    the  Director. 

79/11/20.       lp. 

7912O6Q396  Fortfards    IE  Circular    79-24,     "Proper    Installation   fc  Calibr   of 
Core   Hpr»(j   Pipe   Break    Detection  Equipment    on   BMBs.  "  Ma 
rB»pansB    required. 

ORIER,  B.H.  Region    1.     Philadelphia,    Office   of    tht  Director, 

79/11/26,        lp. 


79iailOOE33   Foriuards    IE   Circular    79-23,     "Motor    Starters    81   Contactor! 
Failed    to    Dperato.  "   Nn   reaponsB    requlrad, 

GRIER.B.H.  Region    1,     Phi  lad  olph  la,    Office    of    the    Director, 

79/11/26.         lp. 

7913190087  Forwards  IE  Bulletin  79-27,  "Loas  of  Nan-Cla»s  IE 
Initvuraontatlon  t.  Control  Power  Bya  Bus  During  Operation.  " 
No  lurittBn  response  requirad. 

GRl^R.D.H.  Region    1.    Philadelphia.    Dffico    Df   th«    Director, 

79/11/30.        lp. 

79123t024B   Foruarda    IE    Info  Notice   79-30,     "Reporting    of    Def-acti  I 
NoncompliancaB.  10CFR21.  "    No    action   requirad. 

QRIEFl.D.H.  Region    1,    Ph  i  ladolph  la,    Office    of   the    Diroetor, 

79/12/Oi,        flpg. 

7912190766  Forwards    IE  Bulletin   79-29,     "Possible   Malfunction   of  Hum 
Model   EA1BO  Limit  Buitches   at   Elovated   Tempa,  "   Hritt«n 
reaponse    required. 

OHIERiB.  H.  Region    IP     Philadelphia,    Offlca    of    the    Director. 

79/12/07.        lp. 

7912260242   Forwards    IE    Info  Notice   79-31,     "Use    of    Incorrect  AnpUMil 
Response    Spectra. "    No   written   response   required. 
GRIEF), B.H.  Region    1,    Philadelphia,    Office    of   the    Director. 

79/12/13,        lp. 

S.    Reportable    occurrences,    LEfls   &   related    correspondence 

7912120464   Forwards    interim  deficiency    rept   r*    U*B   of    Invalid    uLiiic 
amplified    response    ipec  tra.  Final    rept   will    be    submitted    bu, 
B00601. 
DEVINCENTIB,  J.       Public    Service   Co.     of   New  Hampshire.,       79/12/04,      ]p. 

— 79121204&&    Interim   deficiency    rept   re    use    of    invalid    lelfmle    l«plirtil 
reiponae    apectra    In    design   of    aaf ety-relateif    components. 
Contractor    la    redesigning    containment    annular    steel    frani. 
Contractor    791106    Itr    re    deficiency    end. 

*  Public    Service   Co,     of   Neui   Hampshire,       79/1B/OA.       9pp. 

79121204B6   Forwards    final    deficUncu    rept    on    discrepancy    In    driuln»i  f* 
design    calculation    concrete    reinforcement   requirement!   for 
control    b   diasel    generator   bldga, 
DEVINCENTIB,  J.       Public    Service    Co.     of   New  Hampshire.       79/ia/Oo.      If. 

— 79121204B9   Final    deficiency    rept    on    discrepancy    in    fraulnpt  n  i*iEt» 
calculation   concrete    reinforcement   requirements    for    control 
ti  diesel    generator    b Idgs.  Reinforceman t    def  iclenc  let    In 
(trocess    of    being    fully    corrected    to   agree    w/cilculatloni. 

*  Public   Service   Co.     of   Neu   Hampshire.       79/19/09,       BSpp. 

7912140363    Interim   deficiency   rept   re    potential    failure    in    enjlniirrf 

safety    features    actuation    ays.  Problem    identified    bg 

manufacturer. Uo» tinghooaa. Info    on    problim  resolution  will    bt 

provided   d  y   B00930. 

DEVINCENTIS,  J.       Public    Service   Co.     of   NOD  Hampshire.       79/13/04,      4». 


OBCKET  S-0-449  COMftNCHE  PEAK  BTEAM   ELECTRIC   STA,  .UNIT    1 

A.    Application/construction   stigo    document!   d    correipondencr 

7912060893  Forwards   rept    "Omission    of   Shear   Tie   ReinforcluB   Btnl- 
Anpro<    Elevation  993   to   997, Unit    2   -  Reactor   Containment 
uldg,  " 
GARV.R.J.       Teiaa  Utilities  Oenoratlnp  Co.      79/09/17.      lp. 

— 7912060602    "Omission    of   Shear    Tie   Reinforcing   Steal.  Approt    BUvillcn, 
993   to    *?97.Unit   3  -  Reactor   Containment   Dldg.  " 
*     Teias    Utilities    fieneratlng    Co.       79/09/17.      HSfp. 

7912110011    Forward*  NRC    position    on    statu«    b   applicability    to   pinllni 
OL  appllCAtlnna    of    results    of   TMI    follouiup    action*.  Outl  in»i 
addl    ahort-term  actions    to    be    taken. 
VABBALLO.  D.  B.         Division   of   Project   Management.      79/O9/37.       4l(p, 

79131102-64  Discussea    NRC    plans    to    uie    generic   anal«»«»    to    devibft/  (I'll 
verification    program    to    resolve   AT  US   issue    for   PUR*   &  BUfti. 
Quccesa    of    program   depends    on    industry   response, Supporti 
formation    af    owners    groups    to    provide   neceesary    info. 
BENTONiH,  R.       Office    of   Nuclear  Reactor  Regulation.       79/10/17.      3fi. 

7912130177   Ach    receipt    of    copy    of   7B1236   application   rBqirvatlng   iMrl 
to   CPPR-126  t  CPPR-127   reflecting    addt    ounership    Interetti 
In   plants.  Clasa    I    d    III    fees   required. 
DIGQS.  R.M.       Office   of   Administration.       79/12/03.       lp. 
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Forward i   payment   re   NRC   7913O3   request    for   addl    fee    for 
mend    to   CPs, 
OASV.R.J.       T««as   Utilities    Generating    Co.       79/12/10.       lp. 

f      Security.,    oifdicalj     emergency   &    fire    protection    plans 

7912040471    Forwards    info   re    upgraded    emergency    plans    to   plants    under 
conit    It  OL  review.  Applicants    required    to   make    certain 
••srgincu    arrangements   u/itate    b    local    organiiations    & 
lubnlt   tnergtincy   plans    per   Reg   Ouide    1.101. 
V  ASS  ALL  0,  D.  E.         Division   of   Project   Management.       79/11/31.       6pp. 

Q.     Adjudicator^    correspondence 

791ZCV5O2Q3  Request    to   add   Contention    IX    stating    that    applicants   have 
rot    determined    full    effect    of   radioactive   releases    on 
pu-bl  It.  Content  ion   based    on  J  Beyea   t>  f  Von   Hippol    rept, 
Certificate   of    Svc    end. 
FDUKEiR.L.       Cltiiens    for   Fair   Utility    Regulation.       79/10/30.       3pp. 

791217OQB8  Response    In   opposition    to   Cltiiens    for   Fair   Utll    Regulation 

791030  *S<1 1    contention  re    effect    of   radioactivo   releases 
beyond    delusion   boundary.  Contention   untimely    &   challenges 
HRC    regulations. H/Certif icate    of   9vc. 

REVNOCDS.hl.  S.  ,    LIBERMAN,  D.       Texas   Utilities    Generating    Co. 
BEVHOLDS,M,B.       Douglass   &  Barham.       79/11/19.       7pp. 

7713130O30  Response    to    lnterv«nor    Citiiens    for  Fair   Utll   Regulation 

791031  rtqunt    to   add    contention,  Rul Ing    should    be    deferred 
until    stipulations    on   all    contentions    fi led. Certl f icate    at 
Bvc    incl. 

CHANDLER,  L,  J.       Hearing    Branch    1.       79/11 /SO.       3pp. 


H,     General    correspondence 


Responds    to   791030  request    for    info. General    practice    is   not 
to    add    int*rv*nori    to    distribution    list,  but    eiceptlon  made 
In    this    case.  Imp   repti    dealing    u/intervenor   allegation* 
enil.W/o    end. 
CHANDLEfl,L.  J.       Hearing    Branch    1.       79/12/14.       3pp. 


I,     Financial    information 


7912190227   Foruiarita    af 

manager    &    associate    genera 

Drown iv i  1 1  e<  TX. 

JA8LON.fl. A.        Spiegel    &    McD 


its    of    RE    Rnundtrue   I.    LR   fiauil  1  k,  general 
al    manager    nF    Public    Utils    Hoard. 


79131GO4I3   Forward i  Annual   Financial    Repts,  197Q   for    TX   Utlls   Co,  TX 
Electric    Bvc    Co  1  TX  Power   b  Light   Co.  W/accountant«, ' 
opinion   verifying   accuracy    of  TX  Utils   Oenerntlng   Co   & 
afflllatei'    financial    statement*. 
OARV.R.-J.       Temi  Utilltlei   Generating    Co.       79/12/04.       9pp. 

— 79121C0417  Annual   Financial    Rept    1978. 

•      Teias  Utilities   generating    Co.       78/13/31.       30pp. 


— 791S1S0121    Annual   Financial    Rept    197B. 

•      Texas  Electric    Service    Co.       7B/12/31.       30pp. 


--7912I80425  Annual  Financial   Rapt   1978. 

e      Tnai    Power   b  Light   Co.       7S/12/31.       30pp. 


UtititM    Final    Safety   Analusl*   floport    (FSAR)    *.  amends 


7913140244   Forward i   Amend   S   of   F5AR. 

OAHY..R.J.       Texas  UtlH.tU*   Generating    Co.       79/11/30.       2pp. 


— 7-313140371    Amend   B   to   F8AR    for   Conanche   Peah    Steam  Electric    Station. 
*      T»ut   UtiHtiBi  Generating   Co.      79/11/30.      iOOpp. 


79J2E9034B   For war di   affidavit    of    svc    of   F9AR   Amend    B. 
BCHMIDT<H.C.       Teia«   UtiHtits   Oeneratlng    Co.       79/12/12. 


H      Antitrust   correspondence 


3pp. 


--7912190265   Affidavit    bij     general    manag&i-    of    Public    Utils    Board    of    City 
of    Drounavill o.  flck     that    790502    responses    to    Houston   Lighting 
!.  Power    first    set    of    interrogator-lea   &    79062&    supplemental 
responses    to    same    discovery    have    been    reviewed. 
RDUNDTREE,  Fl.  E.        Teias,     Btate    of,         79/09/14.        3pp. 

~79121'50a9a    Affidavit    6y    associate    general    manager    of    Public    Utils 
Doarfli  BTOLJIISVI  lie,  TX.  Ac  k    that    79OSOa    responses,    to    Houston 
Lighting    ti   Pnuer    Fir-st    set    of     interrogatories    &   79Q636 
supplemental    responses    tn    same    tfisccjverij    have    been    received. 
QAHLIK.L,  R,        Teiat.,     State    of.        79/09/11.        2pp. 

— 791219031'9  Corrected   &    supplemental    answers   by    Public   Utils    Board    af 
Cltu    of    Brnumavillei  TX     in    response    to    Houston    Liohting    E< 
Power    first    sot   of    interrogator i eo   !i    first  request    for 
production   of    documents.  Contains    info   re    sale    of    power. 
•      Tenas,     State   of.       79/11/O7.       fipp. 

7912190341    Confirms   79110i   conversation   re    intentions    not    to    call 
J   BmlthiCajun  Cooperat  i  vo,  as   ultiieas    at    hearing.  Deposition 
of  J   Smith    mill    not    be    taken.  Reserves    right    to    depose   J 
Smith    at    future-    date, 
BALDWIN.  J.  M.        Bafcer    &    Hotts.        79/11/07.        5pp. 

7911300277   Dlscoverg    rcpt    for   Sept   *.   Out    1979.  Parti  ci  pated    in   FS 
Buchanan,  JD   Nicholas   £•    0  Taylor    depos  i  t  Ions.  Di  d    not    initiate 
dlscoverg    requests.  Cer  t  i  flcate    of    BVE    encl. 

BURCHETTE.  H.  H,       Teias-Louislana   Electric    Cooperative,  Inc.       79/11/00. 
4pp. 

7912140303  Advises    that    during    Oct    1979,  South   TX    Electi-ii   Cooperative 
it  Medina  Electric   Cooperative    neither    Initiated    nor    received 
any    discovery    requests . Certi ficate    of   Bvc    encl. 
JOHN.D.F.       Akin,    Sump.     Hauor    R.   Feld.       79/11/OB.       4pp. 

7912030092   Pofcition    for    directed    certification  &    rewieu  of  ASLB   791005 
order    denying   motion*    for    summary    detiaion, Urges    collateral 
estoppel    af   Central    &   'South    Ueet   Corp    re    issues,    previously 
decided    in    district    court    tr ial.  Cert  if icate   of    Svc    encl. 
DARNETT,  E.  W.  ,    QOUKNIQHT,  J.  A.       Houston   Lighting    8.    Pouer   Co, 
EARNETT.E.W.        Baker    t.    Dotts.        79/il/O?.        HHpp. 

791E03C-6B3    Third     set    of     ( nterrnga  tor  ies    6    request     For    prdduction    of 
documents    directed    to    TX   Utils    Generating    Co.et    al. Addresses 
purchase   tt    sale    a(    off-peak    Interrup  tlble    energy    &    transfer 
&    eichange    of    electric    energ  y.  Certif  i  cate    of   Bvc    encl. 
STAHL.D.       Central    Power    I.  Light    Co.       BTAHL,  D.       laham.    Lincoln  b 
ffeale.       79/I1/O9,       Spp, 

791S06O009  Ack    receipt    of    791107    Itr    advising    of    Houston  Lighting   k 
Power    assertion    of  uort    product    privilege    re   Qerber    script*. 
MRC   will    file  motion    to   compel    discovery 
LE8BY.R.P.        Antitrust    Division.        79/U/O9.        lp. 

7912100300  First    set   of    interrogatories    &   request    for    production   of 
document*,  directed    to    City  Public    Svc    Doard    c-P   San   Antonio. 
Addresses    coal-fired    economy    energy    purchase   l>    gala   t, 
electric    energy,    transfer   t  eiehange.  W/Certif Icate    of    Svc, 
BTAHL.D.        Contral    Pouer-    !,   Light    Co.        79/ 1 1 /09.        7pp. 

7912100)307   Discovery    rept    for   Qc  t    1971?.  Took    deposltinn    of  HL   Petersonj 
EC  Hummel, RL  HancockrCT  Herring    (.   R    Heyler   t.  TL   Hatcliar  t.  M 
Tanner    in    conjunction    ui/NRC.  Par  tic  Ipoted    in  Houston   Lighting 
b   Poiuer   &   TX  UtiU    joint   dep.osi  t  ions.  W/Certif  icate    of    Bvc. 
CVPHEFIT.  S.  B.  ,    PARAMETER,  F.  H.  ,     DOPSOVIC.  D.  A.       Justi  co,  Dept.  of. 
79/11/09.       7pp. 

7912190140  Notifies    that    J  Oam&rell    of   Ca  j  un  -  El  ectric    Fouler    Cooperative 
ha*   been    designated    potential    uitncss    In    DQJ  proceedings, 
Requests    notification    af   Qambrelli    deposition   re achedul ing. 
LUQUE.N,       Justice, Dept.  of.       79/11/O7.        lp. 


791130OO2I  -Identifies    document!    not   produced    in   Southwestern  Electric 
PauHir   Co    document   production.  Documents   necessary    for    review. 
Production   date   mill    be    *et    at   Hart  leg    deposition, 

ti   of  9vc   >ncl. 

.       Louensteln.  Neuman,  Rais,  Aielrad   fc  Toll.       79/11/01.       3pp. 


791206O247   Dlscoyiry   rept    for   Get    1979.  Produced    addl    documents    to  DDJ 
follouinp    RL  HancncluHL  Peterson   d  E  Hummel    791009  It   ID 
dtpasl  tlon*.  Did    not    initiate    discovery    request!.  Certif  icate 
af   Bvc    end. 
BALDUOH.R.C.       Austin,     TX.       79/11/09.       4pp. 


791S110S70   Advises   af    postponement   of    H  Woodtan    de-position   until    later 
date, due    to   Houston   Lighting    &    Power   failure   to    make 
Hoodaon  uording    papers    available    for    tnsp. 
OLUME,  M.  B.       Antitrust    Division.       79/11/19.       lp. 


7912130094   Notice    of  appearance 
Certificate    of    Svc    encl. 
HODSBON,  A.  P.       Antitrust   Division. 


f   AP    Hndgdun    on    behalf    of   KRC, 
79/11/20.        4pp. 
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79I3I30037    Request    for    e.pansion    of    ASLH    79O3S3    protective    order    ta 
Include    documents    produced     oy    Central    &   South    Unit    Corp    & 
Central    t.    South    West    Svrs.rnc.to    include    confidential 
documents     to    amend    order     to    bind    TX    UtiJ     companies 

STAHL,  D.        Central    (,    Southwe3t    Carp.        STAHL.  D.        CBntral    6   Southuest 
Service*,      Inc.        STAHL.  D.        Central    Pouter    L    Light   Co         77/11/21,        7pp. 

7913130^83   Notifies    Df    AE   Autry    791311     deposition    in    Corpus    Christi.TX, 
MS   Barchelt    791112    deposition     in    Ah  j  ]  ene,  TX,  RH   Hardy    771313 
deposition     in    Abilene. TX    t    SB    Philips    771217    deposition    In 
Dallas,  TX.  Certificate    of    Svc    and 

"79 'tl "!&'"'?'        BrDWIItviu*'T)(-        HCDIAHmn,R.  C.        8»l.B.l     B,   HcDiarmid. 


.™        SubP°onas  AM  Smith    to   appear    in   Beaumont,  TX   on   BOWS? 
MILLEK.M,  E.      Atomic    Safetg    and   Licensing    Board   Panel.       79/la/M. 

»~7912ia0263  Subpoenas   A  SprauiU    to    appear    in   Beaomo.it,  TX   on   900134 
HILLER.M.  E.       Ataraic    Safety   and    Licensing    Board   Pan*!.       79/18/03! 


ubpoanafi    w  Atlin*    to   appear    in  Beaumont,  TX   on  BOOI33 
M.  E.      Atomic    Safetg    and   Licensing    Board   Panel.       79/1J/03. 


7713130236  Tfiird    sei.   at    interrogatories   t   requtnts    for    production  of 
documents    directed    to    Houston   Lighting    b  Pouer   6  TX    Utila 
Generating   Co.  Inc  1  udes    questions    an   poiuBp    flow  between 
utils.  Supporting    documentation    i    Certificate    of   Svc     end 
LESSY.R.P..     CHANAN1A.F.  D.  ,     BLUME,  M.  B.        Antitrust    Divinion         79/11/36 


7912130328   Wotica    of    appearance    of    S    Wellino    on    behalf    of   Central    b 
Sntitn    Msit    Corp,  Central    Power    !.    Light    Co.PSC    of    CK. 
Sou  t  hue  s  tern   Elactrie    Power   Co    &   Kest   TX    Ubtlt    Co 
UE-LLINO.S.        Isham,     Lincoln    «,    Baale,        79/11/36.        ipp. 

7912130043    Third     tupp  1  emonta  1     rosponse     to    second     let    of    intarrooatorl.s 
&   requeits    For    pruductlon    at    documents    Fi-tfrn  applicant 
Certificate    a*    Svc    end 
CYPHERT.S.a.  ,     PARHENTER.  F.  H         Ousiic  B,  Dep  t.  of  .        79/11/27.        9pp. 


""P"""   "1  McCuistion    to   appear    in  Houiton,  TK  on  CMltt. 
M.E.       Atomic    Safety    and    Licensing    Board   Panel.       79/18/03- 


H      UbpS!"aS   T   stanl!*sh    *"   -PP""1    1"  Houston.  TX   on  800117. 
M.E.       Atomic    Safetg    and    Licensino   Hoard   Panel.       79/1C/03, 


—791S1B0297  Subpoenas   J  Oreenuade    to   appear    In  Houiton.TX   on  B00114. 
MILLER.M.E.       Atonic    Safety    and    Licensing    Board   Panel.       79/13/03. 

~~79i?,liB2i!0£  3ubP°8naa  N  Leo    *D   appear    in  Beaumont,  TX    on  800133. 

MILLEfl.M.  E.      Atomic   Safetg   and   Licensing    Board   Panel.       79/1H/OJ 


•P"'"""    *"    D.H«.TX. 

,  J.  A.       Centra]    tf  Southueat    Corp.       CARNEY.  J.  A.       Central    Poiatv   t, 
Light    Co.        CARNEy.J.A.        PutUc    Serviet    Co.      of    Ok  1  ah£lffla.        79/1  1?27 


,   "otil:B    of   DD    H"l"«    7912IB   depD,ltic,n    in   Dallas.  TX. 

rJ.  A.        Central    (,   Southuie^t    Corp.        CARNEV.O.A,        Central    Po 

.    CARMEV'J-*.       P-bJlc    Service   Co.     of    Oklahoma. 

I  p, 


, 
1  p, 


»  . 

entral    f, 

CflRKEV'  J- 


position    in   tallM.TX. 
Corp          CARNEY,  J.  A.        Central    Power 
Service   Co.     of   Oklahoma. 


7919I3037H   Notice    of    MD    Bpenc*    791S19    deposition    in    DalU.,TX 
•Cdi-ti  f  Icate    nF   Bvc    entl. 

CARNEY,  J^A.       Central    6  Sauthuesl   Corp,       CAFWEY,  J.  A.       Central    Pouer 
4pp  •*'        PUbliC    SeI"Vi£B    C°-     °F   0"-""" 


n  ^ub'l"naB   MW  Milb.rg    to   appear    in  Houston,  TK   Cft  B00207, 

MILLER,  H.  E.       Atomic    Safety   and    Licensing   Board   Pan»l,      79/1B/03. 


,n  ^P"?118*    TR   Locke    to   appear    in   MUhita  F*11«.TX   on  800103. 

MILLER,  M.E.      Atomic   Safety    and   Licensing    Board   Panel.       7T/1B/03 


u  P"1";   EA   Turtl6r    *«   Appear    in  Houston,  TX   on  HOI3I. 

M.  E.      Atomic   Safetg    and   Licensing    Board   Panel. 


lp. 


^ubP"nai   nj  E«i-h*pt    to    appear    in   Houston-TX   on  BOOHS. 
E.       Atomic    Safetg    and   Licensing    Board   Panel.       79/1B/03, 


H      ubPDBnas   JE  Monahan    to   appear    in  Waco,  TX    on  S00104. 
n.t.       Atomic    Safety   and    Licensing    Board   Panel.       79/18/03. 


7912H01B4    Matifioa    that    documents    discusaed     in    771  1O7     Itr   ulll     be 
^2.,..  S        3t    !a'"   firm5    for    NflC    '"sp.C^rtificats    of   Bvc   and 
FLYNN.P.O.        LouenstBin.Neuman,R*i«,Ai»lrad    S,   To  1  1  .        79/11JS7,        4pp. 


H*qU!1*.!Ilr    'sauance   of    sufipdenas    t,   for    mod    of  ASLB   790724 
order.  (Jrder    ahould    be    modified    tn    relfect    outstanSing 
discovery   matters    t,   briefing    scheifulB.  Cert  i  Ficate    of   Bvc   b 
list    of   deponents    enc  I 
CYPH£RT,g.R.,     PARMENTEft.F.  II         Jus  t  iCB,  Oepl.  ,f  .        79/11/27.        IBpp. 


p""?    *!    r°?Pel    n°J  fc  NHC   r"Pon'i"    So  Houston  Lighting    fc 

PouJBr    first    set    of    xntcrrogatoi-fes    t,   raqjests    For    production 

of   documant,.  DOJ   77I01O   responses    t,  NHC    701BO1    an.^era    uero 

incomplete.  W/Cert  i  f  i  cate    of    Bvc. 

FLYNN.P.O.        Houston    Lighting    (,    Pou»r    Co.        79/11/30.        32pp. 

7912170138  Notifies    that   DDJ   does   not    intend    to    call    JL  John,   as 
ui  tness  . 
LUQUE.N         Justice.DBpit.  of.        79/13/03.         I  p. 


~~7'*j!i?,t?£n62  ^L)t>P°Enas    HL   Manning    t->   appear    in   DalIa,,TX    on  BOOI6B. 
.M.  E.       Atomic   Safety    and   Licensing    Board   Panel.       79/18/03. 


—7912190372  Subpoenas    OC   De   La   Qaoa    to  appear    in   Dall.a.TX    on  000101. 
.M.  E.       Atomic   Safotg    and   Licensing    Board   Panel.       79/19/03 


lp. 


lp. 


lp. 


,  |llltf1"na«   s   BBat'<'    *»   appear    in   Dallas,  TX    on   BOQ10S. 
M.  E.       Atomic   Safety   and   Licensing    Board   Panel-       79/13/03. 


?u!'Pnena''    EL  Watson    to   appear    tn   Dallas,  TX   on  600110. 
n,  E.       Atomic   Safety    and   Licensing    Board   Panel.       79/18/01 


Poena^   *>£  BQnUurant    to  appear    in  Beaumont,  TX   on  BMtM. 
Atomic    Safety    and   Licensing   Board   Panel.       79/18/03. 


p^nas   En    Barnes    to    appear    in    Houston,  TX    on  B002O3. 
Atomic    Safety    and    Licensing    Board    Panel.       79/15/03.       lp. 


,M.™  P0""135    F   Tailor    to    appear    In    Houstnn.TX    on  300206. 

MILLER,  M.E.        Atonic    Safety    and    Licensing    Board    Panel.        79/12/03. 


uo°fnas    *   Knoules     ta    appear    in    Houston,  TX    on    BOO20Q. 
M.E.       Atomic    SaFetg    ani)    Licensing    BoariJ    Panel.       79/12/03 


'1"riaB    ow   QP"a    t"    ^PP«ar    in  Houston,  TX    on  BOO13O. 
Atomic    Safety    and   Licensing    Board   Panel.       79/12/03. 


lp. 


lp. 


lp. 


-   *ut>P°en™   JS  Farrington    to   appear    in   D-ll«s,TX    on   790111. 
n.E.       Atomic    Safety    and    Liceniing    Board   Panel.       79/12/03. 


P?:naf  R   Cord"   *°   apPear    ln   0*n«,TX    on    BOOI07. 
Atomic    Safety    and   Licensing    Board    Panel.       79/1B/03. 


7912110499  Reapanse   by    Public   Utils    Board    of   City    of  Brownsville,  TX  in 
support   of    DDJ  motion    for   mod    of  ASLD  790724   order 
requesting    addl    discovery    period.  E»t«n«ion  will    allow 
thorough   preparation,   for    hearlno.  Certificate    of   Svc    end 
PDIHIER.M.  R.       Teias,     State    of.       79/13/05.       6pp. 

7912190110  ll.Bjj.jti   ut  U    provide,   documents    subpoenaed   t,  PrDdu;.d  it 
AE  Maylor  791O11    deposition. 
DLUME.M.  H.       Antitrust   Division.       79/12/05.       lp. 
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7912190133  Monthly    status    rept    for   Nov    1779.  Parties    arrived    at    terme 
protective   oritar.Faur    scheduled    depositions    delayed.  Draft    of 
order   tncl. 

.R.       Bpiigel    t,  McDlarmid.       79/12/03.       Hpp. 


7913*70034  Status   rept    for   Nov    1979.  Bouth    TX   Else  trie    Cooperative.  Inc 
fc  Kid  in*   Electric    Cooperative.  Inc    neither    initiated    nor 
rfcitvrd    di»coveru    requests. 

•JOHN,  D.  F.       Bouth   Te*as   Electric    Cooperative,     Inc.       JPHN.  D.  F. 
Metropolitan   Edilon  Co.       JOHN,  D.  F.       Akin,    flump-    Hauer    &  Feld. 
79/I7/03.    •  4pp. 

79  1  22606.39  Discoverg    rept    for   Nav    1979.  No   discovery    request!    initiated 
•or   received.  Certificate   of   Bvc    encl. 
BAUHMHrfl.  C.        Austin,     TX.        79/12/Oi.        9pp. 

7912260397  Response    in    support    of    DDJ  motion    for   mod    of   ASLB   790724 
.order    by    extending    discovery    b   hearing    schedule.  Delay    needed 
to  Jiiiljuilata    evidence   i   to   narrow   i  svues.  Cert  If  icate   of 
Svt    incl. 

HELLlNff.B.       Central    t,  Southumit   Corp.       WELLINO,  B.       Isham,     Lincoln  t, 
Btmlt.       79/18/07.       10pp. 

79122A036O  Mem  D  rind  urn    in    support    of   DDJ  motion    requesting    mad    of   ASLB 
790724    order.  Proposed    addl    time    for    completion    of   discovery. 
continuation   of  depositions  &  Final   prehearlng   conference 
niided    to  perform  -studios.  Certificate    of    Bve    encl. 

RITTa.F.  H.  ,     BICHETTE,  U.  H.       Teiai-Louisiana    Electric   Cooperative,  Inc. 
Hma.F.  H,      Northcutt  Elg.      79/1S/07.      App. 


7912310137   Motion     For    intension    until     H002Q 1     tu    File    supplemental 
response    to    Houston   Lighting    &    POUBT     first    aet    of 
interrogator  ias-  Involvement    IT>    depos  i  tions    requires 
allocation    nf    addl    time .  W/Certl  F i ca te    of    Svc. 

CVPHERT.S.  B.  .     PARMENTER.  F.  H.  ,     LUQUE,  N.        Jus  t  i  ce,  »ep  t ,  OF.        79/12/14. 
9pp. 

7913310189  Opposition    to    util    791109   request    for    directed    certification 
&   review  of    ASLD    order . I F   certification    directed,  cal  lateral 
estoppel    effort    should    not   be   given    to    fact    issues 
delineated    bij    util    in    another   case. 

PQiniER.M.R.        urounsvil  lB,TX.        POIHIER.  M.  ft.         Bpienel    ttttDlarmid 
79/12/14.         IBpp. 

7912H60044   Anouar    concurring   u/DDJ    791130   motion    for    mod    oF   ASLD    79O7S4 
order    bit   oitendlng    currant   hearing    &    discovery    sehedulB. 
Facilitg    luill    be    readg     Far    Fuel-loading    between    Avg    &   Nov 
19H1. Cartlficata    oF   Bvc     and. 
LESBY.  R.  P.  ,     ChiWANIA,  F.  D.       Antitrust    Di  vis  ion.        79/12/17.       Spp, 

7912260361   Opposition   to    util   79113O   rn<[UBst    tn    compel    Further 
dlscoverg.  Util    has   not    requBsted    further    diacove-rg    from  Nf!C. 
NRG   ullling    to  uork  u/u t i  1    to    arrive    at    mutually    agroea&U 
discoverg    ichedulB.  Cert  i  ficate    of    Bvc    end. 
LE8SY-R,  P.  ,     CHANANIA.  F.  D.        Antitrust    Division.         79/13/17,        ipp. 

7913280649   Formarda    documonta    From    files    of    A    Gcrbar    per    requast,  U/o 
encl.  Certl  Ficate    of  Svc    encl. 
FLYMN.P.G,       LoiuenBtoin.NBiuman.Flei-s,  Aielrad    tt   Toll.       79/13/17.       5pp. 


79J3270123  Dl«covHr«    rept    for   Nov    1979.  Fifteen   dnpoiltlons    taken.  Third 
lup-p  liaantal   reipansa   to   util    second    aat    of    InterrogatoriBs 
fllied.  &OJ   filed   791130  request    for  mod    of   790724  ASLB    ordar. 
CYPHEHTi  S.  H.        -Ju»tle«i  Dept.  of.        79/12/07.        Spp. 

79)2970104   Discoverg    itatui   rept    for   Nov   1979    for   Central    !c   Bouthuiest 
Carp.  Thirteen    depo*itions    taken. 
CMNEYj-J.  A.       1  1  ham,    Lincoln   t>  Deale.       79/12/tO.       9pp. 

79-12360337    Reipnnie   to   DDJ  791130  motion    for   mod    of   ASLD   79073*   order 
4y   titendlng    hearing    schedule   b    for   ancillary    relief.  If 
aodlfltdi  itngl«    ditcoverg    termination    date   should   be 
adnptid1.  Cartif  Icate;    of   Svc    encl. 
SLIM,  R.  L.       Houston   Lighting    &  Power   Co.       BLUM-R.L.       DaUr    fc  BottB. 


7919270103   Hod   of   790323  protective    order,  vxpanding    categories    of 
dctuaint*   caeiildired    confidential    tt   expanding    protactad    area 
to   Include   docunints   produced    bg    Central    ti  South   Heat  Corp 
It  Central    V  Bouth  Uest   BVCB,  Inc. 

HILUEfi.H.  E.       Atomic    Safaty    and    Licensing    Board    Panel.       79/13/11. 
2pp. 

791233Q67D   Motlfiu   of   correct    avc    list    for  Central    &  South    Heat  Corp. 
STAHL.D.M.       I  slum,    Lincoln  &  DBB!B,       79/12/11.       lp. 

7712=BOi27    Sjpport*   util    791005  raquest    for    directed    certification   of 
ASLS   791DD9   order  rt   motions    based    upon    decision   of  US 
Dlitrlct    Court.  Order    should    be   reviewed    due    to   holding    that 
rii    judicnta    inapplicable    to   antitrust   proceedings. 

XNOTTB.  J.  B.       Taxai    Utilitiei    generating   Co.       KNOTTS  ,  J.  D.  ,     AHEAF1N.C.D. 
Debevolie   It  Llberman.       79/12/12.       37pp. 

7913330629    Notice    of  app«ar«nta    In   proceeding.  Certificate    of   Svc    encl. 

AHEARN.C.D.       T«ias  Utilities   Oantr'tlng   Co.       AHEARN.C.  D.       Dallas 

Pouer  1   Light  Co,  AHEATlN.C.  D.       TBIBI   Electric   Service   Co.       79/13/12. 
4pp. 

791S3£OOB1    Brtaf    In  qppofition    to   applicant   791107  request    that   ASLAG 
<*rtlfM  ABL9  791003  order   denglng   applicant  motion  for 
lUBffirg    d  i  t  position,  No    Irreparable   harm.  injury    to   public 
interist    or    unusual    delay    present    to    justify    certification. 
CHANANIAiF.  D.  .    HODQDDN.  A.       Antitrust   Division.       79/18/14.       31pp. 

—  79  122  tOO  99  Special    prihearlng    conference    order   directing    parties    to 
commune*    discovery    It   trial    preparation    Immediatelg   fc    to 
canplete    discovery    by   79010B.  Certificate   of   Svc    oncl. 
MILLER,  H.  E.       Atonic   Safety   and   Licensing   Hoard   Panal.       7B/07/13. 
Ujp. 

7919270137   Ordor   eitending    time    to   8002B9   for    completin   of   discflverg. 
to  a0033B   for   completion   of    expert    discovery.  to   B0042B   for 
filing   witness    lit  bi.  Schaduli*   prehearing    conference    far 
B00309  tt    evidantlarv    hearing    for   800314. 

MILLER,  h.  E.      Atnmic  Safety   and  Licensing   Board  Panel.      79/12/14. 
A  pp. 


7912310001   Supplementary    response    to    first    act    op    interrogatories, 
Discusses   flroaa   where    util   I<  Public    Util    Board    oF 
QrownsvilU,  TX   compote.  Affidavl  t    of   JLJ  HI  laon,  support!  no 
documentation   5-   Certificate   of   Svc    and. 
WILSON.  J.  U.       Broiunavillej  TX.       77/13/19.       A2pp. 

79133101A1   Opposition    to    applicant    79121B   motion    for   protective   order. 
Order    filed    inadvertently.  (.  conflicts   in/previous  lv   agreed    to 
terms.  Intervenor    milling    tn  consider    modifying    agreement. 
POIRIER,M.H.        DroumsviUD.TX.        PQIRIEH.M.R.        Spiagal    (.    McDiarmid. 
79/12/19.        4pp. 

0.     Inspection    reports,     IE   DulUtins    t<    carrpanondenc  e 

7912140340   Responds    tn    IE    Bulletin    79-14    re    seismic    analysis    For 
saf  atg-rela  ted    piping    sys.  Requas-ts    waiver    on    130-day 
reporting    requirements    due    to    onsoing    c-onst. 
GARY.R.J.        Teias    Utilities   OsnaratinK    Co.        79/1O/35.        lp. 

791H1OO26S   Forwards    IE    Info    Notice    79-3Q,      "Overloading    of    Structural 
Element  B   Due    to  Pipe   Support   Loads.  "    No    rosponso    requirod, 
SEYFRIT.K.V-  Region    fl,     Dallas,     OFflce    of    the    Director.      79/11/16. 


7912110537   Foruard*     IE    Info    Notice    79-29.     "Loss    of    Nonsa  Petg-Ro-lflted 
Rcat  tar   Coolant   Eys    Instrumentation    During    Dporation.  "   No 
specific   action   or  response  required. 

BEVFniT.K.V.  Region    4,     Dallas,     Office    of     tfca    Director.        79/11/li. 

lp. 

79121102B9  Foruiards    IE  Circular    79-33,     "Motor    Starters  t.   Contactors 
Failed    to  Operate,  "  Ho    response    required. 

BEVFRITiK.V,  Region    4,     Dallas,     Office    oF    the    Director.       79/11/36. 

IP. 

7913110491   Notifies    that   NflC    intend*    to    routinely    foruaril    to 
appropriate    state    public    utlt    regulatory    groups    &    state   att\| 
general    ofca    copies   af    escalated    enforcement    c  nrrespondento 
sent   bgj   NRC    to    licensees. 

BEYFRITjK.  V.  Region   4,     Dallas.     Office    of    the    Director.      79/11/S6. 

IP- 

7912190056  Foriuards    IE  Circular    79-34,     "Proper    Ins,tal  lation  b  Calibr    of 
Cora   Spray   Pipe   Droak    Detection  Equipment    on    DUfls.  "   No 
written  response    required. 

BeYFRIT.K.V.  Region   4,     Dallas.     Office    of    the    Director.       79/11/26, 

lp. 

79IH190173  Foruard3  IE  Bulletin  79-27,  "Loss  oF  Non-Class  IE 
Instrumentation  b  Control  Pouer  Sys  Bus  During  Operation." 
Ha  written  rospange  required. 

BEYFRIT.K.v.  Region  4,     Dallas,    Office    o-f    the    Director.      79/11/30 

lp. 

79iS3£0247  Forwards    IE   Infn    Notice    79-  3D,     "Reporting   of  DeFects   t, 
Noncompliances,  10CFRS1.  "    Mo   action    required.  - 

SEYFRIT.K.  V.  Region   4j     Dflllas,     OFfica    of    the    Diraetor       79/12/06 

4pp. 
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79123QO222   Far-wards    IE    Bulletin    79-2Q,     "Possible    Malfunction    of    Namco 
Model    EA130   Limit    Switches    at    Elevated    Tempo. "    Action 
requ  irad. 

SEYFRIT.H.  V.  Region    4.,     Dallas.     Office    of    the    Director.        79/12/07. 

IP 

79122B0592    Forwards    IE     Info    Notice    79-31.      "Use    of    Incorrect   Amplified 
Response   Spectra."    Wo  written   response  requireii. 

SEVFfJIT,  K.  V.  Region    4,     Dallas,     Office    of    the    Director,        79/12/13, 

IP 


I .     Financial     information 


7912160412   Forwards    Annual    Financial    Hepts. 197B    for    TX   Utils   Co.TK 
Electric    Svc    Co    &   TX    Power    !<   Light    Co.  U/ac  c  ountants  ' 
opinion    verifying   accuracy    of   TX   Ut  i  1  s    Generating    Co   !• 
affiliates'    financial    statements. 
GARV.R.O.        Teias   Utilities    Generating    Co.        79/12/04,        9pp. 


— 79121B04I7    Annual    Financial    flept    1970. 

»      Teias    Utilities   Generating    Co.       70/13/31.       30pp. 


DDCKET    50~44£>   COMftNCHE    PEAK    STEAM    ELECTRIC    STA.  .UNIT    3 

A.     App  1  icat  i  on/construe  t 1  on    stage    documents    &    c  o-rrespondence 

79]2QiO9913   Foruiards    rept    "Omission    of    Shear    Tie    Reinforcing    Steal. 
Approi    Elevation   "793    to    997, Unit    2    -    Reactor    Containment 
Bids.  ll 
QARV.R.J.        Teias    Utilities    QEner.it  ing    Co.        79/09/17.         lp. 


--79121B0121    Annual    Financial    Ftept     197B. 

B      Teias    Electric    Service    Co.        70/19/31.        30pp, 


--7912180425    Annual    Financial    Rept     1978. 

«      Teias    Power    !.   Light    Cn.        78/13/31.        30pp. 


K.     Utility    Final    Safety    Analysis    Report     (FSAR)    &   amends 


—  7912QfiOiOa    "Omission,    of    Shear    Tie    Reinforcing    Steel.  Approi    Elevation 
993    to   997,  Unit    2    -  Reactor   Containment  Dldg,  " 
B      Teias    Utilities    Generating    Co.        79/09/17.        2Bpp. 

7912030040   Forwards     supplemental    ropt    re    inadvertent    omission    oF    shear 
tie    reinforcing     st-ecl     from    32nd     lift    of    e-iterior    uia  1  1    nf 
reactor   containment    bltig 

J.        Teias   Utilities    Generating    Co.        79/Q7/3O.        25pp. 


79J2110011    Forwards    WRC    position    on    status    !,    applicability    to    ponding 
OL    applications,    of    results    of    TMI    folloiu'up    ac  fcions,  Out  1  ines 
addl    short-term   actions    to    be    taken. 
VASSALLO,  D.  D,  Division    oP   Project    Management.        79/09/37.        41pp. 

7912HO264   Discusses    NSC    plans    to    use    generic    analyse*    to   develop    early 
verification    program    to    resolve    ATWS    issue    for   PWRs    (.    BURs. 
Success    of   program   depends    on    industry    r  espons  s.  Supp  orts 
formation    of    ouinera    groups     to    provide    necessary     info. 
DEN'TON.  H   R         Office    of    Nuclear    Reactor    Regulation.        79/1O/17.        3pp. 

7912130177   rtcli    ra-ceipt   of    copy    of    7B1S2&   application   requesting    amend 
to    CPPn-136   !.    CPPR-127    reflecting    addl    ownership     interests 
In    plants.  Class    I    &    III     fees    required. 

.rt.        Office    of   Adml  nifl  trat  i  on         79/12/O3.        lp, 


79(2190429   Forwards    payment    re    NRC    791203    request    for    addl    fee    For 
amend    to   CPs. 
GARY,  R.  0.        Te«JS   Utilitie*    G'ennratino    Co.        79/13/10.         lp. 


7913140264   Forwards    Amend    Q    of    FSAR. 

QAHY.R.J.        Teias    Utilities    Genorating    Cg.        79/11/30.        Bpp, 


— 7913140271    Amend   B    to    FSAH    for    ComanchB    Poak    Steam  Electric   Station. 
•»      Teiaa    Utilities    Qeneratlno    Co.        79/11/30,        AOOpp. 


7912190548   Foruarils    affidavit    of    svc    of    FSAFI    Amonri    0. 

SCHMIDTjH   C.        Toias    Utilities    Generating    Co.        79/12/12.        3pp. 


H.    Antitrust    correspondonct 


79120AOa'17    Discovery    pept     for    Oct     1979,  Produced    addl    dncumentn    to   DUJ 
fallowing   RL  Hancock, HL    Peterson    &  G  fiummel    791009  !<    1O 
dep oslt i one. Did    not    initiate    discovery    requests, Certif Icata 
of    Svc    end. 
DAS-OUOHjR.  C.        Austin,     TX.        79/11/05.        flpp. 

7913190227  Foruiarda   affidavits    of    RE   RoundtruB    t<   LR   Gaul  i  t,  neneral 
manager    ti  associate   general    manager    of   Public    Utils   Hoard, 
Brounsvllle,  TX. 
JfiBLON.R.A,       Spiegel    t.  (icDiarmid.       79/11/07,        lp. 

— 7912190263    Affidavit    t>u    general    manager    of    Public    Uttls    Qaard    of  City 
of   Broiunavil  IB.  Act    that    790502   responses    to   Houston  Lighting 
Sv   Pouer    first    set    of     interrogatories    !*   790A26    supplBmeutal 
responses    to    same   discovery    have    been    reviewed. 
ROUNDTREEiR.  E.        Ta.as,     State    of.        79/O9/14.        2pp. 


F.     Ee'cority,     medical, 


rgenty    t.    fire    protection   plans 


79IS040fl71    Forwards    info    re-    upgraded    omergpncy    plant    to   plants    under 
const    (<   OL   revi  eu.  Appl  itants    required    to    make    certain 
emergency    arrangements    ui/state   &    local    organi  lationi  !i 
submit    emergency    plans    per    flig    Guide    1,101. 
VASSALLO,  D.  3.  Division    oF   Projact    Managemant.        79/11/31.        App. 


0.     Adjudicator^     correspond enco 


79IEOS0203  Request    to    add   Contention    IX    sta-ting    that    applicants    have 
not   determined    Full    effect    of   radioactive  releases    on 
pub  lit.  Content  1  on    -based    on    J    Deijao    ti   F   Von    Hippel    r«pt- 
Certif i-caite   of    Svc    »ncl. 
FDUKE.R.L.       Citiieni    for    Fair    Utilltj    Regulation.       79/10/30.       3pp. 

79121700BB  Response    in    opposition    to    CitiienB    for   Fair    Util   Regulation 
7910^0  addl    contention   re    effect    of   radioactive   releases 
beyond    exclusion   t-oundary.  Contanti  on    untimely    1>   challenges 
NRC   regulations.  M/Ce<rti  ficate    of    Svc, 

REYNOLDS.  W.  5.  ,     LIBERMAN-  D.       Tetas    Utilities    Denigrating    Co. 
HEYNDLDS,  N.  S.        Dou-glass    k   Qarham.        79/11/15.        7pp. 

791S13003O   Responae    to    intpi-venor    Citiiens     for    Fair    Utll    Regulation 
791031    request    to   a  lid   conten  t  ion.  Ro  I  ing    should    be   deferred 
until    stipulations    an  all    contentions    f  1 1  ed.  Certificate   of 
Svc    end. 
CHANDLER, L,  J.       Hearing    Branch    1.       79/11/20.       3pp. 


— 7912190298   Affidavit    by    associate    general    manager    of   Public   Utill 
Board..  Hrouinsville,  TX.  Ac*     that    790903   responses     to   Houston 
Lighting    t*  Pnuier    first    set    of    interrogatories   t  790626 
supplemental    responses    to    same    discovery    have    been  racalved. 
GAVJLIK.L.  R.        Teias,     State    of.        79/O9/14.        3pp. 

— 7913190319   Corrected    i.    supplemental    anstiierti    by   Public  Utils   Board  «l 
City    of   Brounavi 1 Ic,  TX    in   response    to   Houston  Lighting    & 
Pouier    first    set    of    i  n  teryogator  i  es    &    first  retiuest    for 
production   of    documents.  Conta  ins    info   re    sale    of   pouer. 
»      Teias.    State    of,       79/11/07,       6pp. 

7912190241    Confirms    791106   conversation   re    intimtionB    not    to  call 
J  Bmithj Cajun   Cuoporat i VB, as   uitness    at    hear  Ing. Deposl tlon 
of   -J  Smith    will    not   be    takHn.  Reserves    right    to    depose   J 
Bmi  th   a  t    future    data. 
BALDWIN,  J,  H.        Baker    f.    Qotts,        79/11/07.        3pp. 

79131 4020H  Advises    that    during   Oct    1979,3outh    TX   Electric   Coop»p*tlvi 
tt  Medina   EJectric   Cooperative   neither    initiated    nor   rue  lived 
any    discovery    requests.  Certif icato    of   Svc    end. 
JOHN,  D.  F.       Akin.    Gump,     Hauor   &  Feld.       79/11 /OB,       4pp. 

7912050093  Petition    for    directad    corti  f  icatlon   It  review   of   ABLD   7?1MS 
ardor   denying    motions    far    summaru    dec iaion. Urges    collateral 
estoppel    of   Central    &   South    Went   Corp    re    issues    previously 
decided    in    district   court    trial. Certif icate    of   Sve    end. 
BARNETTiE.  W.  i     DnUKNIGHT,  J.  A.       Houston   Lighting    &  Pousr    Co. 
DARNETT.,  E.  H.       Baker   b   BottB.       79/11/09.       22pp. 


H.     General    correspondence 


7913200632  Responds    t?   791030  request    For    info. Genera  1    practice    is   not 
to    add    intervonors    tQ   distribution    list. but   eicsjition   made 
in    this    case.  Insp    repts    dealing-   iii/ intervenor  allegations 
encl.  H/o   encl. 
CHANDLER,  L.  J.       Hearing    Branch    1.       79/12/14.       2pp. 


7912050633  Third    set   of    interrogatories   It   roquest    for   production  of 
documents   directed    to   TX   Utils   generating   Co,  at    al.  Address** 
purchase   b    sale    of   off-peak    Intarruptlbl*   envrgu    ti    transfer 
d  exchange    of    electric    energy. Certif icata    of   Bvc    end. 
8TAHL,D,       Central    Pouer    &   Light    Co,       BTAHL,  D.       luham,    Lincoln  l< 
BBBle.        79/11/09,        Bpp. 


DOCKETED  ITEMS 


255 


7?ia040O09   Act    receipt    of    791  1O7    Itr    advising    of    Houston    Lighting    tt 
Pcuar    assertion   of   uiorfc    product    privilege    ro   Qerber    scripts. 
NBC  lulll    file   motion    to    compel    discovery. 
LE63V,  R.  P.        Antitrust    Division.        77/11/O9.        Ip. 

79L21Q03QQ  Pint    sat   of    interrogator  1  es   !<   rnquast    tor    production    of 
documents,  d  iracted    to   City    Public    Svc    Board    of   San   Antonio, 
Addreifvc   coil-fired    economy    energy    purchase   &   sale   b 
•  J«ctrlc    energy    transfer   t    enehangB.  W/Certi  ficate    of   Svc. 
9TAHL,  D.       Central    Poiuer   I.  Light   Co,       77/11/09.       7pp. 

791EI003O7  Discovery    rapt    for   t)ct    1977.  Took    deposition    of   HL  Peterson, 
EC  Rurejnsl,  F1L  Hancock,  CT  Herring    t.   R   Heyler   b  TL  Hatchor   &  M 
Tannir    In   conjunction  m/NRC.  Participated    In   Houston   Lighting 
k  Pauer    k  TX   Utlls    joint    depos  1  1  i  ons.  W/Certi  ficate    at    Svc. 
CYPHERT,S.  B.  ,    PARAMETER,  F.  H,  ,     DQP8QV1C.  D.  A.       Just  ice.  Dap  t.  of. 
77/11/09.       7pp. 


Motifie»    that   J  QambrBll    of    Cajun   Electric    Power   Cooperative 
ti.ii.   been  designated    potential    witness    in   DDJ   proceedings. 
Rifl.u«*(:ii   notification   of   Qambrells    deposition   rescheduling. 
LUQUEiN.       Juiticn.Dept.  of.       77/11/09.       Ip. 


791217006B   Request    for    Issuance    of    subpoenas    t,    For    morf    of   ASLB    77O724 
order,  Order    should    be    modified     to    rolfect    outstanding 
discovery    matters   t,    briefing    sc  hedu  1  e.  Certificate   of    Svc   & 
list    of   deponent!    enc  1  . 
CVPHERT.S.  D:  ,     PAHMENTER,  F.  H.        Jus  t  i  c  o,  Dep  t.  of.        77/11/29.         19pp. 

79iai2QS47    Motion    to    tornpel    DOJ   &    NRC    reaponsei    to    Houston   Lighting    & 
POWBT    first    set    of    interrogatories    fa   requests    for   production 
of    document!.  DOJ   79101O    responses    &    NUC    7B1201    answers    warn 
lncomplete.il/Cartificate   of    Svc. 
FLYNN.P.O.        Houston    Lighting    R    POUIET    Co.        79/11/30.        3Hpp 

791217013B   Notifies    t^at    DQJ    does    not     intend    to    coll    JL   Johns    as 
uiitnass. 
LUQUE.  N.        Just  icf,  Dep  fc.  of.        79/13/03.         Ip. 

79121BO3Q3    Subpoenas    EB    Barnes     to    appear     In   Houston,  TX    on   BQO205. 

MILLER.  M.  E.       Atomic    Safety    and    Licensing    noard   Panel.       79/12/03.       Ip. 


—  79121B03Q9   Subpoenas    F   Taylor    to   appear    in  Houston,  TX    on 

MILLERiM.E.       Atomic    Safety   and  l-icecising    Board   Panel.      79/12/03. 


7-91X110270  Adviic*    -of    postponement    of  H  Uoodson   depoiition    until    later 
iflt»«du»    to  Houston  Lighting   &   Pouer    failure    to   make 
Head-tan    work  ins    paper*   available    for    insp. 
ELUHE,  M.  B.       Antitrust   Diviiion.       77/11/19.       Ip. 


—7913180231    Subpoenas   O  Knouiles    to    appear    in  Houston,  TX   on   800203. 
MILLER,  M.  E,       Atomic    Safety   and   Licensing    Hoard   Panel.      77/12/03. 
Ip. 


79131300^4  Notice   of    appearance    of    AP  Hodgdon    on   behalf    of   NSC. 
Certificate    of    Svc    end. 
HODODDNr  A,  P.       Antitrust   Division.       79/11/SO.       4pp, 


— 79131S024O   Subpoenas    QW  Qprca    to  appear    in   Houston,  TX    on  B00130. 

MILLER, M.E.        Atomic    Safety    and    Licensing    Board    Panel.       77/12/03. 
Ip. 


7912130057  Ftoqutst    for   atpansion    of   ASLD   790323   protective    order    to 
include    doeiMinti    produced    by    Central    b   South    Uest   Corp    & 
Cintral    b  South   Meat   Bvci,  Inc.  to    Include    confidential 
documiTiti   to    imend    order    to   bind    TX   Util    companie*. 
BTAHLiD.       C«ntral    b  Bouthuiest    Corp.       BTAHU.  D.       Central    &   Bouthuait 
BirvUit,     Inc.        BTAHL.  D.        Central    Pou»r    t.   Light   Co.        79/11/21.        7pp. 

7912130433  Motlflei    of  A£  Autry    791211    deposition    in   Corpus   Christ  i.  TX, 
H3  Borchalt   77111H   d»po»ition    In   Abilene,  TXi  RM  Hardy    791213 
dtpe-tition    In   Abllane.TX   b   SB  Phlllpi   791217   deposition    in 
D*ll*t,  TX.  Certificate    of   Svc    end. 

HCDIARKIDiFt.C.       Brownsville.  TX.       MCDIARMlDi  R.  C-       Spiegel    ti  HcDiarmid. 
Tf/llfSh.       7pp. 

7912-13023&  Third    i»t   of    interrogator  1  IB   &   requeits    for    production   of 
docvntnti    dlrictad    to  Houston   Lighting   b   Payer  b  TX   Utlli 
fiinifiiting   Co.  Include!    questions    on   pouier    flou  betuean 
uti  ll.  Supporting    documentation   b  Certificate    of   Svc    encl. 

.P.r    CHANANI  A,  F.  D.  .    HLUrie.M.B.       Antitrust    Dtvi«ion.       79/11/26. 


7912130329  Notice   of   appaarance    of   S  Welling    on   behalf    of   Central    & 
South   U*it   Corp,  Central   Pouer   Si  Light   Co,  PSC    of   OK, 
8oiJtnu«*t*rn   Electric    Pouer   Co    h  Mest   TX   Utlli   CD. 
HELLIN-0,  B,       Ilhami    Lincoln   t.  Deala.       77/ll/2a,       6pp. 


— -7913180252   Subpoenas   AM  Smith    to  appear    in   Beaumont.  TX   on    800122. 
MILLER,  M.  E.        Atomic    Safety    and    Licensing    Board    Panel.       77/13/O3, 
Ip. 

— 7912180262  Subpoenas  ft  Sprawls  to  appear  in  Beaumont.,  TX  on  600134. 
MILLER,  M.  E.  Atomic  Safety  and  Licensing  Board  Panel.  79/13/O3, 
Ip. 

-- 7«MH)B0272    Subpoenas    M   AtUna     to    appear     in    Beaumont,  TX    on    000132. 
MILLER,  M.  C.        Atomic    Safety    and    Licensing    Board    Panel.       79/12/03. 
IP- 

— 79121BQ2B1    Subpoenas   RM   McCulstion    to   appear    In  Houston, TX    on   BQ0129. 
MILLER,  M.  E.        Atomic    Safety    and    Licensing    Board    Panel.       77/12/O3. 
Ip, 

— 79121B03S9  Subpoenas  T  Standish  to  appear  in  Houston, TX  on  B00117, 
MILLER.  M.  E.  Atomic.  Safety  and  Licensing  Board  Panel.  77/13/O3. 
Ip. 

— 7913180297    Subpoenas    J   Greeniuade    to    appear    in   Houston, TX   an  S 0011 6, 
MILLER,  M,  E.        Atomic    Safety    and    Licensing    Board    Panel.       79/12/03. 
Ip. 


7T1B1B0043  Third    lUppUmintal    response    to    second    set   of    interrogatories 
b  r*<iua*ti    for   production    of    document*    From  applicant. 
Certificate    of   Svc    encl. 
CYPHEHT-9,  B.  ,    PARMENTER.F.  H.       Justice,  Dep  t.  of.       79/11/37.       9pp. 

7912130337  Notico   of   TL  Austin   791317   deposition    In  Dallas.  TX. 

CMNEYi  J.  A.       Cantral  .tc  Southioeit   Corp.       CAHNEYi  J.  A.       Central    Pouer   b 
Light   Co,       CADNEV.J.A.       Public    Service   Co.     of   Oklahoma.       77/11/37. 
1*. 

—7912130361   NoUcs    of   BB  Hulsey    77131B   deposition    in   Dallas,  TX. 

CARNEV,  J.  A,       Central    b  Southuiest   Corp.       CARNEY,  J.  A.       Central   Power 
*  Light  Co.      CARNEY,  J.  A.      Publ  ic  '  Service  Co.    of  Oklahoma. 
79/11/27.        Ip. 


Notice,    of   PO  Brittain   79121H   deposition    in    Dallas,  TX. 
CARNEY,  J,  A.       Cintral    &  Southueit   Corp.       CARNEY,  J.  A.       Central    Pouier 
b  Ltjht  Cfl.       CARNeY.O.A.       Public    Service   Co.     of   DVlahoma. 
79/11/27.       Ip. 

—  791213037B  Notic«    of   MD  Spencc   791219   deposition    in   Dallas,  TX. 
Certificate    of   6ve    encl. 

CARNEY,J.A,       Central    h  Bauthureit   Carp.       CARNEY,  J.  A.       Central    Pouer 
It  Light  Co.      CARNEY,  J.  A.      Public   Service  Co.    of  Oklahoma. 
79/11/27.       4pp. 

7913140184  No-tlfiii    that   documents    dlscuited    in  791107    Ibr   will    be 
availflblt  at    lau    firms    for   NRC    insp.  Certificate    of  Svc    and. 
FLYNN<P.Q.       Lauen*tein<NeuniBn<IUti>A>elrad    t,  Toll.       79/11/27.       6pp. 


— 7912IBQ3Qe>    Subpoenas    N  Lee    to    appear    in    Beaumont,  TX    on  900125. 

MILLER,  M.  E.       Atomic    Safety    and    Licensing    Board    Panel.      77/13/03. 
Ip, 

— 79121B0311  Subpoenas  MW  Milberg  to  appear  in  Houston,  TX  on  800207. 
MILLER,  M.  E.  Atomic  Safety  and  Licensing  Board  Panel.  79/12/03. 
Ip. 

— 7912180330    Subpoenas    TR    Locke     to    appear    in    Wichita   Falls, TX    on   Q00103. 
MILLER-M,  E.        Atomic    Bafetu    and    Licensing    Board    Panel.       79/12/03, 
Ip. 

--7'91318Q3a9    Subpoenas    EA   Turner    to    appear    in  Houston, TX   on    B00131, 
MILLER,  M.  E.       Atomic    Safety    and    Licensing   Board   Panel.      79/1S/D3. 
Ip. 

— 79131S034O  Subpoenas  RJ  Earhart  to  appear  in  Houston,  TX  on  BOO115. 
MILLER,  M.  E.  Atomic  Safety  and  Licensing  Board  Panel.  79/13/03. 
Ip. 

— 79121B0349    Subpoenas    JE  Monahan    to    appear    in  Waco.TX   on  BOO  104. 

MILLER.  M,E,       Atomic    Safety    and    Licensing   Board   Panel.      79/12/03. 
Ip. 

--7912180360    Subpoenas    HL   Manning    to   appear    in  Dallas,  TX   on   flOOlOB. 
MILLER.  M.  E.       Atomic    Safety    and    Licensing    Board   Panel.      79/12/O3. 
Ip. 

— 791E1B0372    Subpoenas   DC   De  La    Oasa    to   appear    in  Dallas, TX    on  S00109. 
MILLER. M.E.       Atomic    Safety    and   Licensing   Board   Pane),      79/12/03. 
Ip. 
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—  79121BQ3Q1    Subpoenas    5    Dsard     to    appear    In    Dallas.  TX    on    B0010B, 

MILLER.  M.  E.       Atonic    Safety    and   Licensing   Dnari)   Panol.       79/12/O3. 


—  79121903-95  Subpoenas    EL    Uatson    to   appear    in    Dallas.  TX   on  B0011O. 

MILLER,  H.  E.        Atomic    Safety    and    Licenaing    Board    Panel,        79/12/03. 


—  7912160^04  Subpoenas    JE  Banflurant    to   appear    in    Beaumont.  TX   an   B00123. 
KILLER,  M.  E.       Atomic    Safety   and    Licensing    Board    Panel.       79/12/03, 


7913280627    Supports    util    791005    request    for    directed    cert  if  Icatlon    at 
ASLE    771005    order   re   motions    based    upon    decision    of   US 
District   Court,  Order    should    be   reviewed    due    to    holding    that 
res    judicata    Inapplicable    to   antitrust    proceedings. 

KNOTTS.J.D.        Teias    Utilities    Qnnerating    Co.        KNDTTS,  J.  B.  ,     AHEArtW.C   D 
DsbBVOise   &  Liberman.       79/13/13.       37pp. 

.79122B0629  Notice   of   appearance    in    proceeding.  Certificate   flf   Svc    and 
AHEAHN.C.D.       Teias   Utilities   Generating    CD.       AHEARN,  C.  D.       Dallas 
Power    &   Light    Co.        AHEARN,  C.  D.        Teias    Electric    Service   Co.        T>/iSfl3 


-7912180414   Subpoenas    JS   Farrlngton    to    appear    in    Dallas, TX    on    790111, 
MILLER.  M,  E-       Atomic    Safety   an*   Licensing    Board   Panel.       79/J2/03, 
lp. 

-7912130423  Subpoenas    R  Corder    to-   appear    in    Dallas, TX    on   600109. 
MILLEFLM.  E.       Atomic    Safety   and    Licensing    Board   Panel,       79/12/O3. 


7912110459   Response    bij    Public    Utils    Board    of    City    of    Brownsville.  TX    in 
support   of    DOJ  motion    for   jno-d    of    ABLE   790724   order 
requesting    addl    discovery    period. Eitension   uil]    allow 
thorough    preparation    for    hearing , Certi ficattt    of    Svc    end. 
PQlRIERhM.  R.        Teiaa,     State    of.        79/13/05,        iap. 

791219-QltO  Bequests    util    provide    documents    subpoenaed   6   produced   at 
AE   Naijior    791011     deposition 
BLUME.M.Q.       Antitrust    Division        79/12/05.        lp. 


7912260081    Brief    in    opposition    to    applicant   791109  request    that 
certify   ASLB   791005   order    denying    applicant   motion    for 
summary   d  i  spasi  tlon.  No    irreparable    harm,  Injury    to   public 
interest    or    unusual    delay    present    to    justify    certification 
CHANANIA.  P.  D.  ,     HODODDN,  A.        Antitrust    Division.        79/12/14.        31pp. 

7912270137   Order    eitending     time    to    B00227    for    completin    of    discovery, 
to   80033B    for    completion    of    expert    discovery,  to    BQ0423   for 
filing   witness    lists.  Schedules    prehearing    conference   For 
GOOSOS  fc   evidentiaru    hearing    for    000314. 

MILLER,  M,  E,        Atomic    Safety    and    Licensing    Board    Panel.        79/12/11. 
6pp. 

7912310137  Motion    for   oitension    until    800201    to    Pile   supplemental 
response    to   Houston  Lighting    fc  Power    first    set   of 
interrogator iea , Involvement    in    depositions    requires 
allocation   of  addl    time.  W/Certif  icate   of  Svc. 

CYPHERT.B.  B.  .     PARMENTER,  F.  H.  .     LUQUE,  N.        Justice,  Dopt.  Of.        79/13/M 
Bpp. 


791219013B  Monthly    status    rent    for   Wov    1977.  Parties    arrived   at    terma    at 
protective    order.  Four    scheduled    depositions    delag  ed.  Draft   of 
order    end. 
POIFUEH.M.R.        Spiegel    t,   McDiarmld.        79/12/05.        Bpp. 

7912270CB4   Status   rept    for    Nov    IfT?.  South    TX   Electric    Coop  erat'l  ve.  Inc 
d  Medina  Electric    Cooperative,  Inc    neither    initiated    nor 
roceivsd    discovery    requests. 

JDHH.D.F,  South  Teras  Electric  Cooperative.  Inc.  JDHN.  D.  F. 
Hstpopol  itan  Edison  Co,  JDHNi  D.  F.  M  in,  Ounoi  Hauer  &  Fold 
79/12/05.  4(10, 

7913380639  Discovery    rept    for   Nov    1979.  No    discovery    requests    initiated 
or    received. Certificate   of   Sue    end. 
DALQUCHiR.C,        Austin.     TX.        79/12/06.        Spp. 

79122i0297   Response    in    support    of    DOJ  notion    for   mod    of   ASLQ   790-724 
order    by    ertentfing    discovery    &    hearing    sc  h  edu  le.  Delay    needed 
to    assimilate    evidence    b    to    narrow    is  sues. Certi Picate    of 
Svc    encl. 

HELLING,  B.        Central    f.   Southuast    Corp.        WELLING,  S,        Isham.     Lincoln   b 
Deala         79/12/07          lOpp 


791331O1B9  OppoBition   to   util    791109   request    for    directed    certification 
8.  review   of    ABLB   order,  IF    corti f  ication   direetodi  col latora  1 
estoppel    effect    should    not    he    given    to    fact    issues 
delineated    by   util    in   another    case. 

POIRIER.M.R.       arouinsvilla.TX,       POIfUER.  M,  R,       Spiegel    t,   McDiarmld, 
79/iS/H,        IBpp. 

7912260044   Ansuier    concurring   iu/DOJ  791130  motion    for  mod    of  ASLB   79073* 
order   fiy    eitending    current    hearing    h   discovary    schedule. 
Facility    uil)    be   ready    far    Fuel-loading    between   Aug   t,  Nov 
1931, Certificate    of   Svc    encl. 
LESSY.R.P.  ,     CHANANIA,  F.  D.        Antitrust    Division.        79/12/17.        9pp. 

79122&0361    Opposition    to    util     791130    request    to    compel    further 
discovery.  Ut i 1    has   not   requested    further    discovery    from  NRC, 
NRC   uillini)    to   mark   ui/utll    to    arrive    at   mutually    agreeable 
discjverg    schedule.  Corti  ficato    of   Svc    encl. 
LESSY.R.F-.,    CHANANIA.F.D.       Antitrust   Division.       79/1H/17.       6pp. 

7913330649  Foruards    documents    from   files    of   A  Oerber    per    ranuest.  W/D 
ancl. Certificate    of   Svc    encl. 
FLYNN.P.&.        LniJBniitein.NiMuman.RoiB,  Aiolrad    fcToll.        77^13/17.         Spp. 


791S3i0360    MemoTandum    in    su.pport    of    DOJ   motion    requesting    mod    of    ABLD 
790733    order.  Prnpoa-ed    addl    time    for    completion    oF    discovery, 
continuation    of    depositions   t*  final    prehearing    conference 
needed    t-o    perform    6  tudisa.  Cert  i  f  1  cate    of   Bvc    encl, 

RITTB.F.H..     BUBCHETTE,  W.  H.       Tolas-Louisiana   Electric    Cooperative.  Inc 
RITTS.f.H.        Northcutt    Ely.        79/13/07.        ipp 

7912370123  Discovery   ropt   for    Nov    1979.Fifteen   depositions    taken.  Third 
supplemental    response    to   util    second    sat  of    interrogatories 
filnd,  DDJ   FilBd    791130  request    for  mod    of    790724  ASLD    order. 
CYPHEHT.S.  D.       Jujtiie,  Dept.  nF.       79/12/07.       3PP. 


7912310001    Supplementary    response    to    first    set   of    intBrrogatori-es. 
Discusses    areas    uihero    util    (.  Public    Util    Hoard    of 
urotunBville.TX   compote.  Affidavl  t    of   JW  Wi  laon.  supporting 
documentation  Sc   Certificate    of   Svc    encl. 
WILSON,  J.  W.       Bromnsville,  TX.       79/12/19.       i2pp. 

7913310161    Opposition    to   applicant    791218  motion    for   protective    order. 
Order    filed    inadvertently    &    conflicts   ui/previously    agreed   to 
terms. Intervenor   willing    to    consider   modifying    agreement. 
PDlBIERiM.R.       Brownsville,  TX.       POIRIGR,  M.  R.       Spiegel    (.  Me  Dial-mid, 
79/13/19,       4pp. 


7912270104   DiacovBrif   status    ropt    for  Nov    1979   for  Central    t-  Southwest 
Corp.  Thirteen    depositions    taken, 
CARNEV.J.iV       iBham,    Lincoln    tBeala.       77/12/10.       3pp. 

7912260357  Response    to  DOJ  791130  motion    for   mn-d   of  ASLD    790724   order 
by    oitending    hearina    scheduli    &    for  ancillavg    ralisf.lf 
modified.  single   discovery    torraination    date    should    bo 
adapted.  Certificate   of    Svc    one!, 

BLUM.n.L,        Houston    Lighting    *   Poiuer   Co.        BLUM,  R,  L.        Bakop   &   Bolts 
79/13/11.       9pp. 

79133701O3  Hod    of   790333    protective    order,  expand  ing    categorlai   of 
documents    considered    confidential    i   expanding    protoeted    area 
to    include   document!   produced    by   Central    d  South    Mast   Corp 
&  Cantr»l    (,  South   Most.  Svcs,  Inc  . 

MILLEfi.M.E.       Atomic    Safety    and    Licensing    Hoard    Panel.       79/1H/11 
2pp. 


*1''68   Df  correct   sve   list   for  Central  &  South   Uest  Corp. 
liham.    Lincoln  &  flealo.       79/12/11.       lp. 


Q.     Inspection   reports,     IE  DullBtlns    d   correspondence 

7912140340  Responds    to    IE  Bulletin   79-11  re    seismic    analysis    for 
safety-related    piping    syi.  Requests    uaiver   on    130-da« 
reporting    ri?quiremonts    due    to   ongning    const. 
CAHViR.J.       Te*as   Utilitiea    Generating   Co.       79/10/33.       lp. 

7912100368  Forwards    IE    Info    Notice   79-2B.     "Overloading    off  Structural 
Elementl  Due    to   Pipe   Support    Loads."    No    response   required, 
EEVFRIT.K.v.  Region   4.     Dallas,    Office   of    the   Director.       79/1  j/U. 

IP. 

7912110537  Forwards    IE   Info    Notice    79-29.     "Loss    of   NonaaPetn-RelateJ 
Reactor  Coolant    Sys    Instrumentation  During    Operation. "    No 
specific    action    or  response   required. 

BEYFRIT.K.  V.  Region   4,     Dalian,    Office    of    tha   Director.       79/11/14. 

lp. 

7912110383  Forward*    IE  Circular   77-93,1  "Motor   Starters   tt  Contactor* 
Failed    to   Opnrate.  "   No   response   required. 
BEVFR1T.K.  V.  Region   4,     Dalla*.    Office    of    the   Director. 
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79I21IQ491   Notifies    that   NF1C    intends    to  routinely    Forward    to 
Appropriate    stata    public    util    regulatory    groups    i   state   atfcy 
giniral    ofcs    copies    of    escalated    enforcemBnt   lorrBBpondoncB 
unt    by    NHC    to    licensees. 
BEYFRITiK.V.  Region    4i     Dallas,     Office    of    tha    Director.        79/11/36. 


79131900S4.  Forward*    IE  Circular   79-8*.     "Proper    Installation   t,  Calior   of 
Con   Spray   Pipe    Break    Detection  Equipment    on  BURs.  "   No 
written  response    required. 

EEVFRIT.K.  V.  Region   4.    Dallas,    Office    of    the    Director,       79/11/26. 

tp. 


DOCKET    50-452   GREENWOOD   ENERGY   CENTER.     UNIT    2 

A.     Application/construction    stage    documents    f«    correspondence 

7912110244    Discusses    NRC    flam    to    use    generic    analyses    to    develop    early 
verification    prog  ran   to    resolve    ATMS    Issue    For   PHFis  &  DUHs, 
Success    of    program   depends    an    industry    response.  Support 3 
formation    of    nutier*   groups    to    provide    necessary    info 
DENTON.H.  R.        Office    of    Nuclear    Reactor    Reg  illation,        77/1O/17.        3pp. 

C.     Utility    Environmental     Report     (Eft),     amends    It   correspond  enco 


791B19O193  For«»rds    IE   Bulletin   79-27.     "Loss    of   Non-Class    IE 
In^truwsntatic-n    d    Control    Power   ays   Bus    During   Operation." 
No   urltten   i-esponss   required. 
BEYFRIT.K.V.  Region   4,    Dallas,    Office    of    the    Director.       79/11/30. 


Notifies    that    review   of   Hupp  1    5    to    environ  rept    in 
tusp  ended.  due   to   licensed   indication   that    licensing  effort 
has    ceased1. 
DALLARD,  R.  L.  Environmental    Projects   Branch    1.      79/11/1&,       IP 


791231O3&7  Forwards    IE   Info   Notice   79-30,     "Reporting    of   Defect*   b 
hVmconpllanca*,  10CFR21.  "   Na    action   required. 

BEYFRET.K.V.  Region    4,    Dallas,    Office   of    th«    Director.       79/12/06. 

4pp. 

7912200222  Forward*    1C  Bulletin   79-22,     "Possible   Malfunction    of   Naroco 
Model    EftlBO  Limit    Bultchei   at   Elevated    Temps."    Action 
required. 

BEYFHIT.K.V.  Region   4,    Dallas,    Office    of    the   Director.       79/13/07. 

'    IP- 

7912280572  Forwards    IE   Info  Notice   79-31,     "Uoe    of    Incorrect   Amplified 
Response  Spectra."    No   urltten   response    requlrad. 
BEYFrtlT.K.V.  H»glon   A,    Dallas.    Office    of    the    Dlrtctor.       77/12/13. 

IP- 


DOCKET  flTN-3D-4*7  OEB9AR-23B 

A.     Applt cation/cons tructlon    stage   dacumanta   &   correspondence 

7912130493  Forward!    Revision   3   pages    to   G£   rapt   22A4363,     "Interim 
Containment  Loads    Hept   -  Mark    III    Containment.  »    Proprietary 
v»r«lon  withheld    (ref    )OCFna.790). 
•BHEHUOOD,  0, 0,       Qnnaral    Electric    Co.       79/11/30.       2pp. 

— 7912130300  Roviiion  3   pages    to   23A4363,     "Int»rtm  Containment  Loads 
.Kept    -  Hork    III    ContalTim*nt,  "    nonproprlatary    version. 
neUTEfl,  F. ,     STrtNCAVAOE.  P.  P.  ,     IANNI.P.U.       Oeneral   Electric    Co. 
22A4365.       79/11/31.       173pp. 


DOCKET    30-44B   DOUGLAS  POINT  NUCLEAR   STATION.    UH1T    1 

A.     Application/construction    stage    documents   h   corrBSpondvnce 


Forward*    detailed    comments    by    CW  Dillups    on    aquatic    sections 
of    draft  ORNL    testimony    re    altornatlve    site   analysis.  Aquatic 
Bt*B*>«*nt    fjll*    to    support   conclusion    that   no   alternative 
•Ites    ara   bitter    than   Douglas    dito. 
LEAR,  0.  Environmnntal   epaclaliat*  Branch.      79/12/03-      7pp. 


H      Antitrust   co-rrBspandencM 


7912270103  Hod    of    790323  protective    order,  eipondlog    eatBgorin*   of 
docucents   conKidervd    confidential    &   •ipanillna    protettact   araa 
to    Include   documents   produced    by   Central    b   South   (Jest   Corp 
(c  Central  It   South    Hist   gvcs.  Inc. 

MILLEfl.H,  E.       Atonic   Befirty    and    LlcBnslng   Daard   Pan*l.       77/12/11. 
Spp- 


DOCKET    50-W?   DQUOLAta  POINT  NUCLEAR  STATION,     UNIT   2 

A,     Applicatlon/cnnstruttlon    stage    documents    ti   corraspondence 

79121SD630  Foruards    detailed    comments   by    CW  Billupe    on   aquatic    soctlnns 
qf    draft  OH  ML    tsitlmonij   re    alt  Hi-native    <lta   analysis.  Aquatic 
afieiinent    faili    to    support    conclusion    that   no  olturnative 
tltis   ara  better   than  Douglas   alts. 
LEAR.O,  Environmental    Spaclaltsts    Bronch.       79/12/09.       7pp. 

.     Antltruot   corraspondBncB 


7911300021    IrieittiflBs   document*    not    produced    In  Southwestern   Electric 
Powir    Co   document    production.  Documents    nBceoarij    Par   ravtau. 
Production    date    will    be    sat    at   Hartley    d«po«ition. 
Certificate   of  Bvc   end. 
OREEN,  D.  0.       LouiBnitBln.NBUmanjReU.Axelrad    b  Toll.       77/11/01.       9pp. 


8.     Reportable   occurrence  ».    LEfis    &   related    correspondence 

7912280058    Ack   receipt    of  77112O    interim   rept    re  raceway    hanger    support 
1  imi  tat  1  ons,  Final   rapt    mill    bo    reviewed    upon    receipt. 

FIORELLIiQ.  Region    3,    Chicago,     Reactor   Construction    &  Engineering 

Support  Branch.       79/12/12.       lp. 


DOCKET    50-453  GREENWOOD   ENERGY  CENTER,    UNIT    3 

A.     Application/construction   stage    dacumants    !<   c  orrespondencB 

7712110264    Discussa*   NflC    plans    to    use    generic    analyses   to    develop    early 
verification   program    to  resolve   ATMS    IBEUB    for  PURs  b  DWHa. 
Success    of   prc-gram   depends    on    industry    response.  Supports 
formation    of    owner*   group*    ta    pravide    necessary    info. 
DENTON.H.  R.       Office   of    Nuclear    Reactor   Regulation.      79/1Q/17.      3pp. 

C.     Utility    Environmental    Report    -(ER)i    amends   d   correspondence 

7912180269    Notifies    that    review   of    Stippl    5   to    environ   rept    is 
ausp ended , due    to    licensee    indication    that    licensing   effort 
has    ceased. 
DALLARD.R.L.  Environmental    Projects   Branch    1.      79/11/16.       lp. 

S.     RaportahLe   occurrences.,    LERa    t   rolatad    correspondence 

77122B0039    Ack    receipt    of  791120    interim   rept    re   raceuay    hanijer   support 
1  iml tatl ons.  Final    rept    ulll    be    ravicuiBd    upon    rsceipt, 

FIORELLI.O.  Region    3,    Chicago,     Reactor    Construction    &   Engineering 

Support  Branch.       79/12/12.       lp. 


DOCKET    30-434   BYRON   STATION,     UNIT    1 

A.     Application/construction   stage    documents    t<   correspondence 

7912M0011    Forwards  NftC    position    on    status   h   applitabilitg    to  pending 
OL  applications   of    results    of    TMI    fol  touup    actions,  Outl  ines 
addl    short-term  actions   tn    ho    taken. 
VASBALLO.D.  D.          Division  of   Project   Manog  ement.      77/07/27.       41pp, 

7719110264    Discusses   NRC    plant    to    USB    generic    analgsea    to    develop    uarlij 
verification    program    ta  resolve   ATMS    Isiira    for   PURs   It  DURs. 
Success    of    pragram   depends    on    industry    response.  Supports 
formation    of    aumers   groups    to    provide    necessary    Info, 
DEMTON.H.R.       OPfice   of    Nuclear    Reactor  Regulation        79/10/17.       3pp. 

7912110433   Notification    of  791216  meeting    u/uti  1,  INEL  &  Sargent   &  Lundij 
in  Byron    Btatloni  IL  re    orientation    of   NRC    personnel    Si   IMEL 
review  personnel   relative   to    Facility    structure. 
MOQN.C.W.  Light  Water  Rsactors    Branch    4-       77/12/04.       2pp. 

— 7712110447  Notification  of    791819   rotating    u/util,  INEL  fc  Sargent   4  Lundy 
In   Chicago- IL  re    selection    of    atructurftl    drauilngs   for    NRC 
audit*    b    independent    analyses. 
KODN.C.U.  Light    Water   Reactors    Branch    4.      79/13/04.        lp. 

— 79121104^3   Notification  of   791S19   meeting    ui/util,  INEL  It   Sargent    d  Lundy 
in   Draiduiood    Station,  IL  re    orientattcn   of   NRC  personnel    i 
INEL  review   personnel   relative    to    Facility    structures. 
MOON.C.U.  Light    Hater   Reactors   Branch    4.       79/12/O4.        lp. 

—7912110475   Notification   qf   79122Q  osating    ui/utll,  ANL,  Ufrttinghouse   8,. 
Sargent   &  Lundy    in    Argonne,  IL  re    identification   for   util    of 
ginaral    Info    omission    in   Chaptsr    7   of  FSASi  concerning 
Instrumentation  fe  control. 
MOON,C.  W.  Light    Water   Reactors    Branch    4.      77/12/O4.       2pp. 
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DOCKETED  ITEMS 


791231Q34B   Forwards    revised    pases     to    CE-I-A,     "Comm   Ed    OA    Program    for 
Nuclear   Dene-rating    Stations."   Revision    11. 
JANECEK.  B.  F.        Coromonuioa  1  th    Edison    Co.        79/12/30.         IP 

— 791231.035?   Revised    pages    to    CE-1-/I,     "Comm  Ed    Ort  Program   for    Nuclear 
Generating    Stations,  "    Revision     11. 
*       Cammoniueal  th    Edison   CD.        CE-l-A.        79/11/31.         16pp. 


F.     Security, 


jdiial,     emergency    &    fire    protection   plans 


79130-40471    Forwardi     info    re    upgraded    emergent!!    plan!    to    plants    until 
const   &  OL    revieui.  Appl  leant*    required    to   make    certain 
emergency    arrang  ements    ua/stata   It    local    organ  1 1  ations   & 
submit    emergency    plans    par    Reg    Guide    1.   1O1. 
VAE6ALLQ,D.  B.          Division   of    Project   Management.       79/11/21.       opp. 


791S11O557    Forwards    IE    Info    Notice    79-29,     "Loan    of    Nonsaf  ety-Re  Ut  td 
Reactor    Coolant    Sys    Instrumentation    During    Operation.  "    No 
specific    action    or    response    required. 

*  J,  0.  Region   3,    Chicago.     Office    of    the   Director.       79/11/16. 


7912030341    Forwards    IE   Bulletin   79-36,     "Boron   Loss   From  BUFI  Control 
Blades."    No   response   required. 
KEPPLER,  J,  Q.  Region   3.    Chicago.     Office   of    the    Director.       79/11/20. 


7912100417   Forwards    IE  Circular   79-34,     "Proper  Installation  &  Calibr    of 

Core   Spray    Pipe   Break    Detection  Equipment    on  BWRs.  "   No 
mrittsn    response    required. 

KEPPLER,  J.  0.  Region   3.    Chicago,     Office    of  the    Director.       7W11/S&- 


7912040289  Forwards   Revision    1    to    physical    security    a lans. Ravi s i on 
withheld    <ref    1OCFR2.  7?0t. 
PEOPLES,  D.  L.        Cujnmonuieal  tn    Edison    CD.        79/11/36.         lp. 


7912140187  Forwards    IE  Circular   79-33,     "Motor    Starters   fc  Contatton 
Failed    to    Operate."    Na    uritten    reaponse    required. 
KEPPLER,  J.  a.          'Region   3,    Chicago,     Office   of    the   Director.       79/11/26. 


Adjudicator^    correspond ence 


791HOA0545  Submits    updated    info  as    follouup    to   791111    progress    rept 
on   continuing    negotiations    between   app 1 1 canti I ntcrvenors   & 
MRC.  Statements    on   position    furnishod    to    Inter  Penors,  NRC  6 
applicant    responses    tu    contentions   uill    be    filed    by    800209. 
KflFWAW,  M.       Hearing    Branch    S        79/11/37.       3pp. 

79122t>O3ci3  Statement    of    c  onion  t:  ions,  App  1  i  cant    should    re-evaluato    iase 
Impacts   of    projected    routine    releases    of    radioactive   rootl* 
to   determine   cumulative    af f ec ts. Appl icant    incapable    of 
operating   within    NRC   reoulat ions. Carl  if i cate    of   Eve    end, 
MAHLER.  J.        DeKalb    Area    Aliianca     for    Responsible   Epftrgy.       MAHLER,  J, 
Slnnissippl    Alliance    for    the    Environment    I8AFE).       79/12/10.        15pp. 


H.     Oenoral    correspondence 


7912110399  Notifies    that   NRC    intends    to    routinely    forward    to 
appropriate    state   public    utll    regulatory    group*   &   *tati  atty 
general    ofee    copies    of    escalated    enforcement    correspondence 
sent    by    NRC    to-    licensees. 

BEPPLER,  J,  O.  Region    3,     Chicago.     Office    of    the    Director.        79/11/2B. 

lp. 

7913190207  Foruiardo  IE  Bulletin  79-S7,  "Loss  of  Non-Clasa  IE 
Inatrumontation  ti  Control  Power  9yn  HUB  During  Operation." 
No  written  response  required. 

KEPPLER,  J.  0.  Region  3,    Chicago.     Office   of    the   Director.       79/11/30. 

lp. 

7912140036   Forwards    IE    Info  Notice   79-30.     "Reporting    of   Deficit!   L 
Noncomplianees,  1QCFR31.  "    No    action    or   rosponat   required, 
KEPPLER.  J.  0.  Region    3,     Chicago,     Office   nf    the   Director.       79/13/0*.. 


7912380609  Discuss**    791  JO 4    title    change    of   manager    of   nuclear 
operation*    to  vice    pres i dent. Organ! lati on    structure    not 
altered. No    revision  uill    be    made    to   QA  program   topical    rept 
CE-l-A   until    organiiat Ion    strueturn    la    delineated. 
JANECEK.R.F.       Commonwealth   Ellison   Co.       79/12/19.        lp. 

Q,     Inspection    reports,     IE  Bulletin*   !i   correspondence 

7913050533  Forwards    IE    Inap   R«pts    50-454/79-1-1    !.  50-455/79-14    on 
790911-29  A    notice    of   violation. 

FIDRELLI.O.  Region    3,     Chicago,     Reactor    Construction   b   EnginiarinE 

Support    Branch,       79/10/23.       2pp. 


-7912030543   Malice    of   violation    from    insp.    on    79091 1-2B. 

*  Region    3,     Chicago.     Office    of    the    Director          79/1O/33. 


2pp. 


7912200006   Forward*    IE   Bulletin  79-20.     "Possible   Malfunction    of    N«nc» 
Model   EA1SO  Limit   Buitchac   at  Elevated   Tempi.  "    Action 
raquirecL 

KEPPLER.  J.  0.  Region   3,    Chicago,     Office    of    the    Director.       79/I2/10. 

lp. 


DOCKET    SO-4EV3    BVRON   STATION,     UNIT   2 

A.    App licati on/c onstruct Ion    stag"    documents   &   correipondince 

7913110011    Forwards  NttC    poiition   an    atatus   b   applicability    to  findi 
OL  applications   of  results    of  THI    follouiup    *c  tions.  Outlinix 
add]    short-term  actions    to    be    taken. 
vASSALLO.  D.  B,          Division    of   Project  Mtnagement.       79/09/37,       -41pp. 


— 79120505S4    IE    Insp    Repts    50-45fl/7?-lfl  !r   50-455/79-14    on  790911-30. 
Noncomp 1 iance    noted:  i nadequato    procedures    t   failure    to 
follow  procedures   re    qualification   of    personnel    &    inadequate 
document    control. 

WILLIAMS,  C.  C,  .     SUERMANN.  J.  F.  ,     MAXWELL,  Q.  F  Region    3,     Chicago, 

Office    of    the    Director.        79/10/33.        33pp. 

7913200377   Fnruards    IE    Insp    Repts    90-454/79-1A   li  50-455/79-14   on 
791023-25   fc  notice    of    violation. 

FIORELLIiG.  Region   3,     Chicago,    Reactor  Construction  ti  Engineering 

Support   Branch.       79/11/07.       2pp. 

— 79122Q05B3   Notice-    of   violation    from    inap    on    791023-29. 

*  Region   3,     Chicago,     Office    of    the    Director.       79/11/06,       lp. 

— 7712200589    TE    ln»p   ReptB    50-4S4/79-16  t,   3Q-4SS/7-?-16   on   791053-25. 
Noncomp 1 i ance    noted; Inadequate    procedure   re    observation   of 
welding   activities   In  Unit    1. 

LEE,  E.  W.  ,     DfiNIELSON,  D.  H.  Region  3.     Chicago.     Office   of    the 

Director.       79/1 1/06,       6pp. 

791B05O106  Forwards    IE  Circular  79-23,     "StroM    Times    for   Pouer    Operated 
Relief  Valves."    No   rcsponie    r-equired. 
KEPPLER.  J.  O.  Region    3,     Chieaoo,    Office   of    tha    Director.       79/11/16. 


7712110264   Discusses  NRC    plans    to   UBB   genaric    analycai    to  Jev^lop    early 
verification   program   to   resolve   ATWS    isiue    for   PWRl   t  BWR«. 
Succ-ess   of   program  depends   on   Industry   response.  Supports 
formation    of    ouners    groups    to    provide   neceisary    info. 
DENTQN.H.R.       Office    of   Nuclear   Reactor   Regulation.       79/10/17.       Jpp, 

7912110435   Notification   of    79121B  meeting   u/utlli  JNEL  t.  9«r(*flt   li   Lundv 
in   Byron   Statlani  IL  re    orientation    of   NRC   personnel    Si   1NEL 
review  perBonnel    relative    to    facility    structure. 
MOON.C.  W.  Light   Hater   Reactors    Branch   4.       79/12/04.      2pp, 

—  7912110447   Notification   of   791S19  meeting   u/utll>INEL  t,  Bargtnt   l>  Lvn 

tn   ChlcagoiIL   re    (election   of    structural    drauings    for  NRC 

audits    It    independent    analyses. 

MOON.C.  M.  Light   Mater    Reactor!    Branch    4.       79/12/04.       \f, 

—  7912110479   Notification   of   791220  meeting   u/uti  1,  ftNL,  Weitlnghouet    k 

Sargent  &  Lundy   in  ArgonnoiIL  re    Idantlf  Ication   for  utll   of 
general    info   omission    in   Chapter    7   of  FBAR.  concerning 
instrumentation  &  control. 
KOON.C.M.  Light   Mater   Reactors    Branch    4.       79/12/04.       3pp. 


791231034B  Forwards  revised  pages  to  CE-l-ft, 
Nuclear  Oenerating  Stations."  Revision  11. 
JANECEK,  R.  F.  Commoniueal  th  Edison  CD.  79/la/BQ. 


Comm  Ed   QA  Prooram   for 
lp. 


7912100213  Forward*    IE    Info   Notice   79-aB,     "Overloading    of   Structural 
Elsmants   Due   to    Pipe   Support    Loads.  "   No    response   required. 
KEPPLEH.J.  0.  Region    3,     Chicago,    Office    of    tha   Director.       79/11 /I i. 


— 7? 123 10357   Revised    pages    to   CE-i-A.     "Comm  Ed    QA  Program   fur   Nuclear 
Generating   Stations.  "    Revision    11. 
«      Commonwealth   Edison   Co.       CE-l-A.       79/11/21.       l&pp. 


DOCKETED  ITEMS 
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6pp. 

curity    plans.  Revisi on 
Ip, 


F.     Security,     medical,     emergency    !<    f  ire^protec  ti  on^p  Inns 

79180.10471    Foruiards    info  re    upgraded    emergency    plans    to    plants    undi 
const    b   OL  r.vieu.  Applicants    required    to   make    certain 
.Btrutncy    arrangements   ui/state    tt    local    organi  iations    t< 
fubnlt    »BiirDency    plans    par   Reg    Quide    1.101. 
VA3BALLO.D.  0,         Division    of    Project   Management. 


791S04O2B5  Forwards   Revision    1    tn    physical 
ulthheld    (raf    10CFR2.790). 
PEOPLES.,  D.  L.       Commonwealth    Edison   Co. 


8,    Ad j ud i catory    corrospandEnce 

7?I2060349  Submits    updated,    info    as    follouup    to   791111    progress    rapt 
on    continuing    neaotlationt    between   applicant,  intervanors    i, 
NRC.  Statement*   on   position    furnished    to    interfenors.  NHC   & 
app] leant  T. spon.es    to   contentions   mill    be    filed    by    S002O9. 
HAHHAN,  M       Hearing   Branch    2.       79/11/27.       Epp. 

7'7ia:?iQa&3  Statement    of    contentions.  App  lieant    should    re-evoluate   dosi 
Inpacti    of    projected    routine    releases    of   radioactive   matls 
ta   <lft.rnin*    cumulative    eff  ects.  Appl  leant    incapable    of 
operating   uithin  NRC    regulat  ions.  Certi  f  icate    of   Svc    •"tl. 
HAHLSR.J.       DeKalb   Araa   Alliance    for   Responsible    Energy.       MAHLER,  J. 
Blnniitippi    Alliance    for    the   Environment    (SAFE).       79/12/10.       15pp. 

H.     Oin»r«l    correspondence 

791S2BO&O9  Ditcuisei   791204    title    change    of   manager   of   nuclear 
operation*    to  vice   president. Organiiation    structure   not 
altered, No   revision   mill    be   mads    to   OA   program   topical    rept 
CE-l-A    until    organiiatian    structure    is    delineated. 
JANECEK.R.F.       Commonweal  th   Edison   Co.       79/12/19.       Ip. 


Q 


Inspection  reports,     IE  Bulletins   lc   correspondence 


7^12030936   Forwards    IE    Insp   Repts    50-434/79-14  (.   50-133/7-7-14    on 

790911-23   ti  notice   of   violation.  „„,„„ 

FICRELLI.O.  Region  3,    Chicago,    Reactor   Construction    &  Engineering 

Support    Branch.       79/10/29.       2pp. 

—  7912050342  Notice   of  violation    from    insp    on    79091  1-2B  • 

*  Rtflon  3.    Chicago,    Offica   of    the   Director.       79/1O/H3.       app. 

—7912050534    IE   ln«p   Repts    30-434/79-14   S.    50-459/79-14    on    79Q911-3B. 
Nonconpliaiice   noted:  itiadeauata   procedures    d   failure    to 
follou  proceifures    re   qualification   of    personnel    &    inadequate 

WILLIAMS."!:.  !"°SUERMANN,J.  F.  ,    MAXWELL,  0.  F.  Regions,    Chicano. 

Office    of    the   Director.       79/10/23.       23pp. 

7912200377   Foru.rds    IE    Insp    Repts    30-434/79-16   (.    SO-433/79-lt   on 

791O23-23  |<   notice    of   violation.  „*..,.,  Bnnin..,.ini) 

FlDHELLt,!).  Rafllon   3,    Chicago,    Reactor   Construction   !t  Engineering 

Support  Branch.      79/11/07.      2pp. 

—  791S2005B2  Notice   of   violation    from   Insp    on   791023-23. 

*  RenUn  3,    Chicago,    Office    of    the    Director.       79/11/06.       Ip. 

—  7-9laB003B9    IE   Insp   Repts    80-494/79-16  fc   SO-435/79-16   on   791023-29. 

Moncumplinnc.    noted:  inadequate    procedurH    re   obsarvation   of 
wielding    activities    in   Unit    1.  .,  .    .. 

LEE.E.  U.  ,     DAN1ELBON,  D.  H.  Region   3-    Chicago,    Office    of    the. 

Director.       79/11/Ofi.       60  p. 

791205010A  Foruardi    IE  Circular   79-22,     "Stroke   Time,    for    Paw.r  Dperatefl 
Rtliif   Vjlve,s.  "    No   response    requirnd.  70/1  wii 

KEPPLE-R.J.  0.  Region   3,    Chicaoo,    Office    of   the   Director.       79/11/16. 

IP- 

791=100213  Forwards    IE    Info   Notice   79-HB-     "Overloading    of  Structural 
E1»«<ntt    Dui    to   Pipe  Support   Loads."   No    response   i;«1ui;;"°-       ,„,,,,,, 
KEPFLER.J.O.  Region   3,    Chicago,    Office   of   the  Director.       79/11/1*. 


791HII0557  Forwards    IE   Info   Notice  79-89.     "Lpss    of  NonsaFetu-Related 
Rector    Coolant   au*    Initrum«nt«tlon  During    Operation.       No 
•pacific    action    or   responie   required.  -,0.111/1* 

KEPPLER.J.O.  Region   3,    Chicaoo,    Office    of   the   Director.       79/11/ia. 


7913000344  FDTiuard«    IE  Bulletin   79-S<b 
Blade*,"   No   ratponii   required, 
KEPPLER.J.O, 
Ip. 


Boron   Lose   From   BHR   Control 

onii   require,  -,a,,,/-,n 

Region  3,    Chie-go,    Office    of    the   Director.       79/11/BO. 


7912100417   Forwards    IE    Circular    79-24,      "Propsr    Installation    lc    C.libr    of 
Core    Spray    Pipe     Break    Detection    Equipment    on    BWHB.        no 
written   re*pon3B    required. 

KEPPLER.J.  O  Region    3.     Chicago.     OPfie.    of    the    D, rector. 

IP. 

79121401B7   ForuardE    IE    Circular    79-23,      "Motor    Starters    !,   CoTitactors 
Failed    to    Operate."    No    written   resnonae    required.  70/11 /Hi 

REPPLER.J.O  Region    3.     Chicago,     Office    of    the    DirecttiT.        79/11/56. 

IP. 


7912110393   Notifies    that    NRC    intends     to    routinely    forward     to 
appropriate,    state    public    util    rogulatom    groups   i,  state    atty 
ganeral    ofca    copies    nf    escalated    enforcement   correspondence 
tent    bij    NRC    to     licensees. 
KEPPLER.J.  G.  Region    3.    Chicago,     Office    of    the   Director. 

IP- 

7912190207   Forwards    IE   Bulletin    79-27.     "Loss     of    Non-Class     IE 
Instrumentation    t.  Control   Power    S«a    Bus    During    Operation. 
No  written    response   TBQ.uired. 
H£PPLER,J.  Q.  Region    3,    Chicago.     Office    of   the  Diroctor. 

IP- 


79/11/30. 


7912140056   Faruard*    IE    Info  Notice   79-30.     "Reporting    of    DofecU  fc 
Nonco^liances,  10CFR21.  "   No    action    ", "ipon..   "*«*"*• 
KEPPLER.J.  0.  Region    3.    Chicago.     Office    of    thB   Director. 

IP- 

79122000B6   Forwards    IE   Bulletin    79-2B,     "Po5Slble   Malfunction    of  Namco 
Model    EA1BO  Limit  Buitchas   at    Elevated    Tamps.       Action 

HEPPLERM-0.  Region   3,    Chicago,     Office    of    the   Director.       79/12/10. 

Ip. 


DOCKET    5Q-4Si   BRAIDWODD    BTATlONi^lJNI  T 
A"~Appllcation/constructiDn   stagD^dacu 


7912110011    Towards  MRC    position    «n    statua  ?.    app  1  ical,  i  llty    bo  Pending 
OL  applications   of    results    of   TM!    follo-up    actions.  Out  1  inEE 
addl    short-term  actions    to    be    taken.  -.o/na/y?        41nn 

VAS3ALLQ,  D.  D.  .       Division  of   Projact   Manajement.      79/09/27.       41pp. 

7912110264    Discusses    NRC    plans    to    use    9eneric   analyses    to    develop    early 
verifUation   prosram    to   revive    ATMS    t»<i.    for  PWfts    !<    BMP."- 
Success    of    program   depends    on    industry    response.  Support* 
Formation    of    owners    Brt.ups    to    provide    necossarv    lnfD'      ..„, 


DENTON.K,  R. 


own  ..„,„        .,„ 

Off  lea   of    Nuclear    Reactor    Relation.       79/10/17.       3pp. 


7912110435   Notification    of  791218  ...ting    u./utll.WEL  I.   Sargent   t.  Lundg 
In  Huron,   Station,  IL    re    orientation    of    NRC    personnel    t,    INEL 
revi.u  parBonnol    relative    to    fatility    structure^ 
MDQN.C.W.  Light   Hater   Reactors    Branch    4.       79/18/04.       2pp. 

-7912110447   Notification  of   791219   n»1  :i  ng    u,/uti  1.  INEL   fc  Sargent   t.  Lundy 
in  Chicago,  IL  re    selection    of    structural    drauings    For   NSC 


audits    b    independent    analyses. 

MOON.C.  H  Light    Water  Rcacto-ra    Branch   4. 


,-,,,„,,,* 
79/lrf/ut. 


-79121104A3   Notification   of    791319   meeting    ti/utll.  IWEL  t,   Barnent  t.  Lundy 
n  Braiduood    Statio,,,  IL  re    orientation    of   NRC  personnel    t, 
INEL  nvlnu    personnel    relative    to    f  ac  i  1  Itg    •  tructures, 
MDON.C.  H.  Linht    Hater   Roactor*    Branch    4.      79/12/04.        Ip. 

-7912110473  Notification   of    79123O   meeting    w/ujj  I.  ANL,  Westinshouse  (, 
Baroent    b  Lundy    in   Argonne,  IL   re    idanli  f  ication    For    utll    of 
general     info,  omission    in   Chapter    7   of    FBrtR,  concerning 
instrwmantation   &   control,  -ru/m/n*        3nn 

MOON.C.W.  Light    Water   Reactors   Branch    1.      79/12/04.       2pp. 

791231034B    Forwards    ravised    pages    to   CE-l-A,     "Comm    Ed   QA  Program    for 
Nuclear    Qenerating   Stations,"    Revision    11- 
JANECEK.R.F.       Commonu*«Hh    Edison   Co.       79/12/20.        Ip. 

—791H310399  R.  vised    pages    to   CE-l-A,     "Com*  Ed    OA   Program  for  Nuclear 
Operating    Stations.  "   Revision    11.          „„,..._.          ,, 
*     Commonwealth   Edison  Co.       CE-l-A.       79/11/21.        16pp. 

F.     Security,,    medical,     emergency    t    fire    protection    pianc 

7912040471    Foruiaro*    info   re    upgraded    emBrgency    plan*    to    plants   under 
const  fc   OL  rrvi«ui.  Applicants    required    to   make   certain 
emergency    arrangements   u/state  fc    local    oTganiiatlons    R 
submit    smergencii   plans   per  Reg    fluids    1.1OI.  ,0/li/a,        t,aa 

VAB8ALLO.  0.  B-         Division   of    Project   Management.       79/ll/ai.      "PP- 
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7913040393  Forwards    Revision    1    to    physical     security    p  laris.  Revi*  Inn 
withheld    (ref    10CFfi2.  79O). 
PEOPLES,  D.  L.       Commonwealth   Edison   Co.        79/11/3&.        lp. 

G.     Adjudicatoru   correspondence 

7912030539   Advises    of    790912   const    suspension    following    issuance    of    IL 
Commerce   Commission   790912   rate   order    affirmed    on    701013. 
Date   of    resumption    of    const   still    undetermined.  A5LB    uill    be 
informed  of  future    changes. 
HUHPHY.P.H.       Isham,     Lincnln   !.   BealB,       79/10/24.        3pp. 

H.     General    correspond  ence 


79122000B6   Forwards    IE    Bulletin    79-2B,     "Possible    Malfunction    at    NaacD 
Model    EA1BO   Limit    Switches    at    Elevated    TempB. "    Action 
required. 

KEPPLEH,  J.O.  Region   3,    Chicago,     Office    of    tho    Director.       79/13/IO. 

lp. 

U.    Consressional/EiBcutive   Correspondence 

7712270043   Responds    to   790B29    Itr    re    0    Topolalii    790B39   concern    ttbout 
canst   of   nuclear   plant    ovar    shaft    mines   (.   underground   mater. 
Deep  mine   shafta   have   been    sealed    &   slurru    trench    deiignad 
to   prevent   uater    seepage    out   of    cooling    lake, 

OOSSICK.L.V.       Office   of    the   Eiocutive   Director    for  Operation*. 
79/10/17.        2pp. 


7912300403   DUcu».,   791SO4   title    change    of   mai,aaer    of    nuclear 
operations   to  vice    prasldent.  Organiiat  t  on   structure    not 
altered.  No  revision  uill    be  made   to  flA   program   topical   rapt 
.A««UU2  I     Or3anl'atton  structure   is    delineated. 
JA«£C£K,R.F.       Commnnuealth   Edison   Co.        79/13/19.        lp. 


EDulle'ln*  t,  correspondence 


ruards    IE    Insp   Repts    50-496/79-12    t<   50-457/79-12    an 
notice   of    violation. 
FIORELLI.O.  Region  3,    Chicago.    Reactor  Construction  i  Engineering 

Support    Branch.       79/1O/24.       3pp 

-7912040043  Notice   o*  violation   from  intp    on  790925-23. 

neglon  3.    Chicajo,    Office   of   the    Director.       79/10/33.        lp. 

-7912060063   IE   Insp    Repts   50-436/79-12   t,    50-457/79-12    on   7909B9-2B. 
Noncoop    iance  noted;  failure   to  have  proce^res    for    control 
"..".",","  2ted  Activities  during   eitended    shutdown. 

Region  3,    Chicago, 


.  -E..    WILLIAMS,  C.C. 

ce   of  the  Director.      79/10/33,    ,7pp. 

^Drwald.s    IE  Circular  79-22,    "Stroke  Time,    for  Pouer   Operate 

P"'      o1"   :B1P°n"  "quired. 
.e.  Region   3.    Chicago,    Office   of    the   Director.       79/11/16. 


MM!?  S"rT'2.le    lTlfo  Nntl"  79-2fl-     "Overloading    of  Structural 

°  nii<B  EuP!""-t  Loads."  Ha   respoi.se    required. 
.  Regllor  3,    Chicago,    Office    of   -the   Director.       79/ll/li. 


DOCKET   50-497   BRAIDHOQD   STATION,     UNIT   S 

A.     Application/construction   stage   documents   h   corre»pond»nc» 

7912110011   Forwards  HOC   position    on    status   !•   app  licab  llity    to 
OL  applications   of   results   of   TMI    follnuup    actions.  Outlines 
addl    short-term  actions    to   bo    taken. 
VAB9ALLO,  D.  B.         Division   of  Project   Managomont.       79/09/87. 


79121102&4  Discusses  NRC   plans    to   une    generic    analijui    to  d»v*lop    nr 
verification   program   to   rssolvn   ATMS    issue    for   PURs  6  DHn*. 
Success,   of    program  depends   on    industry    response.  Supports 
formation   of   owners   groups    to   provide   necessary    info. 
PENTONiH.R.      Office   of  Nuclear   Reactor   Regulation.       79/10/17,       3pp. 

7912H0447  Notification   of    791219  maeting    u/utll    INEL  t  Bargint  fc  1^un 
in   Chicago.  IL  re   selection   of    structural    dramingB    for  NRC 
audits   b   independent  analyses. 
rlDQN.C.  M.  Light  Water   Reactors    Branch    4.       79/13/04.       lp. 

—7712110463  Notification    of   791319   muBting    u/util.IKEL  h  Surgint    «. 

In  Braiduood   Btatinm  IL  re   orientation   of   NRC    personnel   h 
-   INEL  review  personnel    relative    to    facility    structurei. 
MOON,  C.  U.  Light   Hater   Reactors    Branch    4.       79/12/04.       lp. 

—  79>13110479  Notification   of   791330   meeting    u/util,  ANL.  Uwtlnohaul* 
Sargent   &  Lundg    in  Argonne,  IL   re    Identification   for  utll    oP 
general    Info   omission    in  Chapter    7    of   F9AR,  cnncernlnu 
instrumentation  b  control. 
MnQN,  C.  H.  Light   Uater   Reactors   Branch    4.       79/12/04.       ttff- 


KEPPLER,  J.  0. 
IP- 


Sya    Initrumantatlon   During   Operation.  "   No 

or    response  required. 

"Bffion  3,    Chicago,    Office    of    the   Director.       79/11/16. 


Bli«       F°ru"a*    «  Bi-Uetin  79-26,    "Boron  Los*  Fro*  DHfi   Control 

Blades.      Nu  response   required 

KEPPLER,  d.O.  Region   3,     Chieog0,    Office    of    the   Director.        79/11/2O. 


791231034&  Foruards   revised    pages    to    CE-l-A.     "Comm  Ed   QA  Proa ran    'or 
Nuclear  Generating   atationa, "   ftavlilon    11. 
JAWECEK.R.F.      Commonweal  th   Edison    Co.       79/12/30,       lp. 

— 791231O359  Revised    pagea    to   CE-l-Ai     "Comm  Ed   QA  Program  for  Nutl»*r 
Oenerating   Stations,"    Revision    11. 
«      Commonuiealth   Ediaon   Co.       CE-l-A.       79/11/31.       I6pp. 

F.     Svcuritij,    medical,    emergency   tt   fire   protection    plans 


KEFPLER.  J.  0. 


IE  Ci"ul"  "-24.    "Proper   Installation  *  Calibr   of 

ytr:d.ietl011  Equipment  on  BlJHft'"  *** 

jion  3,    ChicaDo,    Office    of    the    Director.       79/11/H6. 


7912040471   Forwards    info   re    upgradod    amergnncy    plan*    to  plinti    un-d*r 
co-n*t  tc  OL  review.  Appl  ieanti   required    to  male    certain 
emergency    arrangements   tu/state   t    local    organisations   b 
xubnit    aisargency    plans    per  Reg    Ouide    1.  101. 
VASBALLO,  D.  B.         Division   of  Project   Management.       79/11/H1.       6pp- 


KPPPJFO     io 
lp 


KEPPLEn.J.O. 


KEPPLER.J.O. 


n 

R"iUn   3< 


en    response    required. 

*"9".     Office    of    th.    Oir.ctor.        79/11/26, 


.  »  "i.n.,      »r«ar        o 

.!.SUblle    Util    "Bul.t.rg    groups    t,   state  .ttv 
ii"n:;a:'e*1JI*t-   en""-"m'"lt   «Tr«PM«.Be. 

RBgi0n   3,    Chicaao,    Office    of    the    Director.       79/11/2B. 


•«»   D«nn.  Operation." 


ta"B^e»d"^-  -«-"«.,  f  >.r.ct.  , 

KEPPLER.J.O.  Reoinn'-s  H°  "tl0"  "r  reipon»a  required. 

lp.  "Bgion    3,    Chicago,    Office    of    the   Direetor.      79/12/06. 


7712-O40SaS  Foriuards  Revision    1    to   physical    security    plans. R*vl«lon 
uithheld    (ref    10CFR2.  790). 
PEOPLES, D.  L.       Conmonuealth   Edison    Co.       79/11/86.       lp. 


0.    Ad judicatory   correspondence 


7912030339  Advises   of  790912   const    tuspenalan    following    issuance   -of    tL. 
Commerce  Commission  790912  rate    order  affirmed    on  791012. 
Date   of   raaunption   of    con*t   still    undetermined.  ASLD  uilll   b-» 
informed   of    future   changes. 
MUHPHV.P.M.       Iiham,    Lincoln  i.  Deals.       79/10/24.       3pp. 


H.    General   corrospandence 


791H230ii05  Discusses   791204   title    change    of    managar   of  nuclear 
operations    to  vice   president.  Organisation    structure   not 
altered. No   revision  will    be  made    to  QA  program   topical   rapt 
CE-l-A   until    organization    structure    li    delineated. 

F.      Conunanuiealth    Edison   Co.       79/12/19.       lp. 
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•9.     Inspection  report*!     IE  Bulletins   fc  correspondence 

791EO&QO43  Forwards    IE   Inap    Repts    5O-456/79-12  I.  50-457/79-13  on 
7TO9B3-28  t,  notice   of  violation. 

F1QRELL1.P.  Region  3,    Chicago*    Reactor   Construct  Inn    &  Engineering 

Support   Branch.       79/10/34.       2pp. 

—  7912060048  Notice   of   violation    from   insp    on  7909H5-afl. 

*          flejion   3.    Chicago,    affic*   of   the    Director.       79/1O/23.       Ip. 

—  7913060043   IE    Intp  flepts   50-454/79-12   S.   50-457/79-12   on   790925-28. 

Naneonpl  l«nc*   notid:  failure    to   have    procedures    for    control 
at    laf-tty-rnlated    activities    during    extended    ohutdoun- 
BCHHElBINZiE.  R.  ,    JONES,  C.E.,    WILLIAMS,  C.  C.  Region  3,    Chicago, 

Office    nf   the  Director.       77/10/23.       7pp. 

7912G9010&  Forwards    IE  Circular  79-22,     "Stroke   Times    far  Pauar  Operate  il 
Relief    Valves*  "   No  response   required. 
KEPPLEft.0.0.  Region  3'    Chlcagoi    Office   of    the   Director.       79/11/14. 


7913100213   Forwards    IE   Info  Notice  79-28'     "Overloading    oF    Structural 
EJenents    Duo    to  Pipe   Support  Loads.  "   No   response   required. 
KEPPLERiJ.fi.  Region  3.    Chicago,    Office    of   the   Director.       79/11/1A. 


79iaUO557  Forwards    IE   Info  Notice   79-29,     "LosB   of   Nonsaf  ety-Related 
Reactor   Canlant   Bus    Instrumentation   During    Operation."   No 
specific    action  or  response   required. 

KEPPLER.J.  0.  Region  3,    Chicago.    Office    of    the  Director.       79/11/16, 

IP- 

7912O50344  Forwards    IE  Bulletin  79-26,     "Boron  Loss  From  BMR  Control 
Bit-it*,"   No  response   required. 

KEFPLEft,  J.  0.  Region  3.    Chicago,    Office   of   the   Director.       79/11/2O. 

IP- 

79IB1O0417  Foruards    IE  Circular   79-24,     "Proper    Installation   t  Calibr   of 
Cere   SpT*«   Pipe  Break   Detection   Equipment    on  HURs.  "    No 
urltten   riiponse  required. 

KEFPLER.  J.  O.  Region   3,    Chicago.    Office    of    the   Director.       79/11/26. 

tp- 

79JSI4Q1B7   Forwards    IE  Circular   79-S3,     "Motor   Starters   t>   Contactors 
Failed    to    Operate."  No   written  response   required. 
KEPPLERjJ.  0.  Region  3i    Chicago,    Office    of    the    Director.       79/11/34. 


791SI10395  Notifies    that  NflC    intends    to   routinely    forward    to 
appropriate   state    public    utll    regulatory    groups    fc   state  attu 
general    ofci    copies    of    escalated    enforcement   correspondence 
tint    bg    NRC    to   licensees. 

KEPPLER,  J.O.  Region  3,    Chicago,    Offtcn    of    the  Director.       79/11/33. 

Ip. 

79I2190Z07  Forwards  IE  Bulletin  79-B7,  "Lois  of  Non-Cl*»»  IE 
tnstrunintatlon  li  Control  Power  Bys  Bus  During  Operation.  " 
No  Mrftten  response  required. 

KEPPLEH.J.Q.  Region   3,    Chicago,    Office   of   the   Director.       79/11/30). 

"P. 

7912I40O36  Forward*    IE   Info   Notice   79-30,     "Reporting    of  Defects  lc 
Nnncoflipllances,  10CFR21.  "    No   action   or   response   required. 
KEPPLER.J.  0,  Region  3,    Chicago,    Office    of    the   Director.       79/1S/06. 


7918200066  Forwards    IE  Bulletin  79-28,     "Possible   Malfunction    of  Nanco 
Had*l   EA1GD  Limit  Switches   at  Elevated  Tamps."   Action 
required. 

KEPPLEH,  J.O.  Region  3,    Chicago,    Office   of   tho   Director.       79/12/iO. 

Ip. 


0,    Congress lona I/Executive   Correspondence 


DOCKET    90-433   filVEfi    BEND   STATION.     UNIT    1 

A.     Application/construction   stage    documents  (.   correspondence 

7912110264    Discusses    NRG    plans    to    US.B    generic    analyses    to    develop    early 
verification   program    to    resolve    flTWS    issue    for    PWHH    t.   BUSs. 
Success   of    program   depend*   an    industry    response.  Supports 
formation    of    nuiners    groups   to    provide    necessary    info. 
DENTON.H.R.        Office    of    Nuclear    Reactor    Regulation.        79/1O/17.       3pp. 

791205O3S3   Forwards    " Al ternat iven    Studied     to   Minimlie     Impact    on   Port 
Hudson  Battlefield    Natl    Historic    Landmark."    Two    ovcrsiie 
aerial   photomosalcs   &    tuio  mylar    averlajs  of    battlefield    end 
tt   available    in    Central     Files    only. 
WEIOAND.J.G.       Gulf   States  Utilities   Co.       79/11/30.       3pp, 

— 7912Q503i&B    "Alternatives   Studied    to   Hinimiie    Impact    on  Port  Hudson 
Battlefield    Historic    Natl    Landnarl,"    One   overaiie    map    enc 1 
ti  available    In  Central    Files    only. 
*      Gulf    States  Utilities    Co.       79/11/3O,      31pp. 

7912210335   Advises    of   plans   to    Butmit    DL   applications    for    docketing 
on  B01301,  in  response    to   NHC   request. 
WEICAND.  J.  8.        Qulf    States   Utilities    Co.        79/12/12.         Ip. 

F.     Security,     nodical,    emergency    &    fir*    protection    plans 

791H040fl71    Forwards    info    re  upgraded    emergency    plan*    to   plants   under 
const   &  OL   review  Applicants    required    to  make    certain 
emergency    arrangements    u/state    &    local    organi lati ons  & 
submit   emergency   plans    per   Reg    Guide    1.101, 
VAB9ALLO.  D.  B.         Division   of  Project    Management.       79/11/21.       fipe- 

Q.     Inspection   reports,     IE  Bulletins    &    correspondence 

7912070137   Forwards    suppl    updating    790911    response    to    IE   Bulletin   79-15 
"Deep   Draft  Pump   Def ic  1  enc ies.  "   Response    to    Inquiries  4-i 
not    applicable. 
WEIOAND.  J.  O.       Oulf   States  Utilities   Co.       79/1O/33.       2pn. 

791204.0531    Rosponds   to    IE  Bulletin    79-23.  Emergency    iliesEl    generators 
are    designed   &   suppliod    for   operation  w/flooding    primary 
neutral.  Tasting    program  will    be   outlined    in   FSAR. 
UEIGAND.J.G.       Oulf    States  Utilities    Co.       79/10/26.       2pp. 

79121O0257   Fnruards    IE    Info  Notice   79-2B,     "Overloading   of   Structural 
Elements    Due    to  Pipe    Support   Loads. "    No   response    required, 
SEVFfUT.K.V.  Reoion    4,     Dallas.     Office    of    the    Director.        79/11/14- 

Ip. 

7912110526   Foruards    IE    Info  Notice    79-29.     "Loss    of   Nonsafety-RelatBd 
Deactor  Coolant   Sgs    Instrumentation  During    Operation."    No 
specific    action  or   response  required. 

BEVFRIT.K.V.  Hogian    4.    Dallas.     Office   of    the   Director.       79/11/16. 

Ip. 

791211027B   Forwards    IE   Circular    79-23,     "Motor   Starters  t.  Contactors 
Failed   to    Operate,  "    No   response   required. 

BEVFRIT.K.V.  Region   4,    Dallas,     Office   of    the   Director.       79/11/34. 

Ip. 

791211047H   Notifies    that   NFiC    intends    to    routinely    foruard    to 
appropriate   state    public    util    regulatory    groups    &   -state   atty 
general    ofcs    copies    of    escalated    enforcement    correspondence 
sent   by   URC    to    licensees. 

BEVFHIT.K,  V.  Region   4,    Dallas,     Off  Us   of    the  Director.       79/11/Sb. 

Ip. 

7912190040  Foriuarda    IE  Circular   79-24,     "Proper    Installation   &  Calibr    of 
Core:  Bprag    Pipe   Break    Detection   Equipment   on   BWRs.  "   No 
written   response   required. 
SEVFR1T.K.  V.  Region   4,    Dallas,     Office  of    tha  Director.       79/ll/2t. 

Ip. 


7912270043  Responds   to  790829    Itr  re  0  Topolski    790825  cone urn  about 
const    of  nuclear   plant   over    (haft  nines   ft   underground   water. 
Deep    nine   shafts   have   been   sealed   &   slurru    trench    dnsigned 
to    prevent  water    seepage'  out   of   cooling    lake. 

OOBBICK.UV.       Office   of    the   Executive   Director    for  Operations. 
79/JO/17.       8pp. 


7912190174    Foruards    IE   Bulletin   77-37,     "Loss    of   Non-Class    IE 
Instrumentation  b  Control   Paiuer   Bys    Bus  During    Operation.  " 
Ha  written  response    required. 
BEVFRIT.K.V.  Region    4,    Dallas,     Office  oP    the   Director.       79/11/30. 


7912310260   Forwards    IE    Info  Notice    79-3O,    "Reporting    of   Defects  ft 
Nancoj»plianc*6>  10CFR21.  "   No   action   required. 
BEVFRIT-K.  V.  Region    4,    Dallas,     Office  of    the  Director.       79/12/Ofc. 

4pp. 
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7912200210    Forwards     IE    Bulletin    79-3B,     "Possible    Malfunction    DP    Nanco 
Model    EA1BO   Limit    Switches    at    Elevated    Tempi. "    Action 
required. 
SEYFfilT.K.  V  Rogion    4,      Dallas,     Office    of    the    Director.         79/12/07. 


7913170010    Fnriuards    IE    Circular    79-34.     "Proper    Installation    t.   Cabtbr   el 
Corn  Spray   Pipe    QrH-ak    Detection   Equipment    on   BURs.  "   No 
uiTltten   response    required. 

SEVFRJT.  K.  V.  Region    4,     Dallas,    Office    of    the    Director. 

lp. 


7912SBOS8S   Forwards     IE    Info   Notice    79-31,     "Use    of    Incorrect    Amplified 
Response   Spectra."    No    written    response    required. 

BEVFRIT.K.V.  Region    4,     Da-lias.     Office    of     ths    .Director.        79/13/13. 

lp, 

S.     Reportablc    occurrences,     LERs    S.    related    correspondence 

7912060993   PNO-IV-79-O12i  on    791QQ5    SS.W    identified     i  rregularit  i  ea    in 
concrete    ma  1 1     testa    conducted     bij    Southwestern   Lab  B.  Saf  Bty- 
relatetf    can  crate    placement    halted     until    Pittsburgh    Testing 
Labs    completes    cample    testing. 

DBERO,  C.  R.  .     CRDSSMAN.H.  Region    4,    Dallas,    OFFice    of   the    Director, 

79/11/06.       2pp. 


DOCKET   50-959    RIVER    GENE)    STATION.     UNIT    3 

A.    Application/construction    stage    documents    E<    carrBaji  ondencs 

7913110364  Discusses    NHC    plane    ta    uso    generic    analyses    to   develop    early 
verification    program    to    resolve    ATMS    Issue    for   PHftB    t.   HUHs. 
Success    oF    program    depends    on    industry    response.  Supports 
format  ion    of    owners    groups    to    provide    necessary    infp. 
DENTCN,  H,  H,        OFFice    of    Nuclear    Roactpr    Regulation.        79/10/17.        3pp. 

7912Q503S3   Forwards    "Alternative;    Studied    ta   Minimize    Impact    on    Part 
Hudson    Battlefield    Natl    Historic    Landmort."    Two   overs.iie 
aerial    ph otomnsaics    fc   tuo    mylar    overlays    of   battlefield   encl 
t<   available     in    Central    Files    -only. 
HEIGAND.J.Q.        Gulf    States    Utilities    Co.        79/11/30.        2pp. 


7912190174  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  t  Control  Poiuer  Sys  Bus  During  Operation." 
No  written  response  required. 

SEYFRIT,K.  V.  Region   4.    Dallas,    Office    of    the    Director.       79/11/30 

IP 

7913310360  ForuiaTds    IE    Info   Notice   79-30,     "Reporting   of  Defects  I. 
Noncorapl  1  anc  es>  10CFR21.  "    No    action   required, 

SEYFRIT,  K.  V.  Rogion    4.     Dallas,     DFfics    of    the    Director.        77/13/On. 

4pp. 

7°1S500210  Forward  a    IE.  Bulletin  79-29,     "Possible   Malfunction    of  Hints 
Model    EA180  Limit   Suitches   at   Elevated   Tampa.  "    Action 
required. 

SEVFRIT.k.V.  Region   4,    Dallas,    Office    of    the    Director.       79/13/01 

lp. 

7913290362  Forwards    IE    Info  Notice   79-31,     "Use    of    Incorrect    ArnpltfiH 
Reiponie   Spectra."    Na   written   response   required. 

.  V.  Region    4,     Dallas,    Office    of    the    Director.       79/13/13 


8.     Reportable   occurrencea,     LERs   t  related    correspondence 

79130fi039B  PND-1V-77-O13:  on   791003.  8!cW    identified    irrsgulorlt  Itl  In 
concrete   matt    tests    conducted    by   Southwestern   Lati.Bafety- 
related   concrete    placement    halted    until    Pittsburgh   Testing 
Labs    completes    sample    testing. 

QBERO.C.R.,     CRQBBMAN,  W,  Region    4.     Dallas,     Office   of    the    Dint  tor, 

79/11/06.        2pp. 


— 7912050349    "Alternatives   Studied    to    Minimiie    Impact    on  Port  Hudson 
Battlefield    Historic    Natl    Landmark."    One    ov-arsti*   nap   *ncl 
&  available    in   Centra]    Files    only. 
»      Gulf    States   Utilities    Co.       79/11/30.       31pp. 


DOCKET    50-440   WPP6S    NUCLEAR    PROJECT,     UNIT    1 

A.     Application/construction    stage    documents   &   correspondence 


7912210336   Advises    of    plans    to    submit  OL   applications    for   docketing 
an  BOlSOl.in   response    ta  HRC   request. 
HEIOAND.  J.  G.        GulF    States    Utilities    Co.        79/13/13.         lp. 

F.    Security,    medical,     emergency   &    Fire    protection    plans 

7912040471    Foruiai-ds     Info    re    upgraded    emergency    plant    to    plants    undei- 
const  6  OL    review. Applicants    required    to   make    certain 
emergency    arrangements    ui/state   fc    local    org-anl  isti  ans    !t 
submit    emergencij    plans    per    Reg    Guide     1     tOl 
VASSALLO.D.  D.  Division    of    Project    Management.        79/11/21.        ipp. 


7913110364  Discusses    NRC    plans    to   use    generic    analyse*   ta    devil  op   iirt| 
verification    program   to   resolve   ATMS    issue    for   PURa  It  BURs. 
Succni   of    prograin   depends   on    industry    response.  Support* 
formation    of    owners    groups    to   provide    necessary    Info. 
DENTQM.H.R.       Office    of   Nuclear   Reactor   Regulation.      79/IO/I7,      3f>p. 

7912060476  For wards    responses    to  NRC   791 023   1 tr   requesting    InFa   ft 
sensitivity   of    primary    coolant    ays    behavior    to    F>*duat»r 
transients   ti    status    of   various    sys.  Includes    recannnenditLoni 
Far  plant    changes. 

HENBERGERjD.  L.       Washington   Public    Poyer    Supply   System. 
500pp. 


•Q.     Inspection    reports,     IE   Bulletins    &   correspondent e 

7712070137  Forwards    aupp 1    updating    790911    response    to    IE  Bulletin   79-19 
"Deep   Draft    Pump    Deficiencies."    Response    to    Inquiries    4-i 
not   applicabla. 
UEIOflNO.J.O.       OulF   States  Utilities   Co.       79/10/32,       Spp. 

7912060551    Responds    to    IE    Bulletin    79-23. Emers oncg    diesel    generators 
are    designed    lr   supplied    For    operation  w/Flooding    prlmsrg 
neutral.  Test  ing    program    will     be    outlined     in   F9AR, 
UEIOAND.  J.  0.       Gulf    atates   Utilities   Co.       79/10/36,       Spp. 

7912100357  Forwards    IE    Info  Notice    79-3B.     "DvuT 1 oad ing    of   Structural 
•Elements    Due    to   Pipe   Support    Loads."   No    response   required. 
SEVFRIT.K.V.  ««ginn   4,    Dallas,     OFIPica    of    the   Director.       79/11/16. 


79iaiaot2fi  Notifies    oP   plans    to   submit    HNP-1/4  FSAR    for  acceptinci 
reviBU  by    QOO530   &   WNP-3/3  FSAR    by    BlOoSO. 
HENBEROER.D.  L.       Washington  Public    Power    Supply    System.       79/12/1?, 


7713260366  Forwards    XN-NF-103,     "Mater   Content    of   Solid  M«tl    by 
Electrolysis,  "    re    testing    moisture    of    lou-hydrognn 
e  lectrodes, 

RENEEROER.  D.  L.       Washington  Public   Power   Supply    System.       79/1J/SO. 
2pp. 

—•7912290571    "Water  Content    of   Solid   Matl    by    El  ectrolysin  "   FUvlilo 
to  Procedure    P692B1    for    testing   moisture    of    lou-hudraflen 
electrodes. 

«     Eoon  Nuclear    Co.,     Inc.     (subs,     of   E»ion  Corp.).      JCN-NF-10J. 
79/01/1O.       13pp. 


7913110536  Forwards    IE   Infn   Notice   79-29,     "Logs    of   Nnnsafotu-Related 
Reactor    Coolant   Sys    Instrumentation   During    Operation.  "   No 
•  pacific   action    nr    response   requii-B-d. 
SEVFHIT.K.  V.  ReBion   4,     Dallas,    QFFIc*    of    the   Dlvector.       79/11/16, 


7912110370  Forwards    IE  Circular    79-23.     "Motor   Starters    It  Contactors 
Failed    to   Operate."    No   response    required. 
EEYFRIT.K.  V,  Region   4.     Dallas,     OFFice    of    the    Director.       79/11/26. 


F.    Security,    madicsl,     emergency   &   fire    protection   plant 

791H040471   Foriuarda    info   re    upgraded    emergency    plans    to   plant  i    und»r 
const  *  DL  review.  Applicants   required    to   make    certain 
emergency    arrangements   u/ttate   b   local    organizations  tt 
submit    emergency    plans    per   Reg   Guide    1.101. 

,  D.  B.          Division    of   Project   Hanagement.       79/11/21.       App. 


Q.     Inspection  reports,     IE   Bulletins    tt   correspondence 


79J21E0473   Notifies    that   NRC    intends    to   routinely    forward    to 
appropriate    state    public    util    regulatory    groups    tc   stats  atty 
general    ofcs    copies    of    escalated    etif orcement   correspondence 
sent   by    MRC    to    licensees, 
SEYFRITrK.  V.  Res  Ian   4,    Dallas,    Office    of    the    Director.       79/11/26. 


7912100205  Forwards    IE    Info   Notice  79-3B.     "Overloading   of    Structural 
Elements   Duo    to    Pipa   Support  Loads."   No   response    required. 
ENOELKEN-R.  H.  Raoion    3,    Ban  Francisco,    Offlcn    of    th«    Dir«clor. 

79/11/16.       lp. 
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7912-1JO922   Forwards     IE    Info    Notice    79-29.     "Loss    of    Nonsaf  ety-Related 
Reactor   Coolant   Sgs    Instrumentation   During    Operation.  "    No 
(pacific    action   or    response    required. 
ENOELKEN.  H.  H.  Region    5,     8an    Francisco,     Office    of    the    Director. 


Inspection   reports,     IE  Bulletir 


7912070031    Forwards    IE  Circular   79-34,     "Proper    Installation   &  Callhr    of 
Core    Spraij    Pipe   Break    Detection   Equipment    on   BHRs.  "   No 
response   required 
ENGELKEN,  R.H.  Region    5,     Ban    Francisco,     Office    of    the    Director. 

79/11/26-       lp. 

79131  1Q274  Forwards    IE  Circular    79-23,     "Motor   Starters   &  Contactors 
Failed    to    Operate."   No   response    required. 
EfJOELKEN,  R.  H.  Region    5,    Ban   Francisco,    Office    of    the   Director. 


7912110500  Notifies    that   NRC    intends    to   routinely    forward    to 
appropriate    state    public    util    regulatory    oroups   &   state    atty 
general    ofcs   copies   of    escalated    enforcement    correspondence 
sent    by   NflC   to    licensees. 

EMOELK6N,  R.H.  Region    5,    'San   Francisco,     Office    of    the    Director. 

79/ll/HA.        lp. 

791S19O161  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  &  Control  Power  Sys  Bus  During  Operation," 
Wo  written  response  required. 

ENQELKEN.R.H.  Region   5,    San   Francisco,    Office    of    the   Director. 

79/11/30.        lp. 

791331O279   Forwards    IE    Info  Notice    79-30,     "Reporting    of   Defects   fc 
Honcompliances,  10CFH21.  "    No   action   required. 

ENQELKEN.  R.  H.  Region    5.    San   Francisco,    Office    of    the   Director. 

7-9/12/06,        4pp. 


791S2600B7    Forwards     IE    Insp    Rept    50-461/79-09   on   790934-30   (,    1004-06. 
No    noncomp  1  lance    noted.  , 

FIORELL1,C.  Rejjion   3,    Chicago,    Reactor  Construction   4  Engineering 

Support   Branch.       7«7/ll/09.       2pp. 

—  79I22i0091    IE    Insp    Rapt   SO-4il/79-09   on   790924-29  (.   1004-Qo.  No 
noncompliance   note.it:  Ma  jor    areas    inspected:  fol  louup    on    items 
at    ixoncompllance,  ruvieiii  of    ABME    cor  ti  f  ication  t  reactor 
VBisel    lift    installation    Implementing    procedures. 

BNOP.R-C.!     WE8COTT,H.  H.  ,     VANDEL.T.E.  Region    3,     ChlcajO,    OFFice 

of    the    Director.       79/11/OB.       7pp. 

79120S012B  Forwards    IE   Circular    79-23,     "Stroke  Times    for  Power  Operated 
Relief   Valves."   No    response    required.  ,.,,.*. 

KEFPLER,  J.  G.  Region   3,     Chicago,     Office    of    t«e   Director.       79/11/1". 

Lp. 

7912100233  Forwards    IE    Info  Notice    79-26,     "Overloading    of   Structural 
Element!    Due    to  Pipe   Support    Loads.  "   .No   response  required.         „,.,.., 
KEPPLER.  J.  0.  Region   3,     Chicago.     Office    of    the   Director.       79/11/1". 

lp. 

79121105B1    Forwards    IE    Info  Motito    79-21!.     "Loss   of  Nonsaf  *ty-RB  lated 
Reactor    Coolant  9ys    Initrumenta  t  i  on   During   Operation,"  No 
specific    action   or    response    required.  nl,,nt. 

KEFPLER.J.G.          Region  3,    Chicaoo,    Office  of   the  Director.      79/u/io. 

IP- 

7912050394   Forwards    IE  Bulletin  79-3A-     "Enron  Loss   From   BUR  Control 
Blade*.  "    No   response   required.  ,,,,i/-jn 

KEPPLEH.  J.  0.  Region  3,    Chicago,    Offite   of    the  Director.      79/1  !/•<"• 


791S200252   Forwards    IE  Bulletin    79-28.     "Possible   Malfunction   Df  Name  o 
rtadeJ    EA1BO  Limit   Switches    at   Elevated    Temps."   Action 
requ  ired. 

ENSELKEN,  R.  H.  Region    5,    San  Francisco,     Office    of    the  Director. 

77/12/07.       lp. 

79i22BO426   Forwards    IE    Info  Notice    79-31,     "Use    of    Incorrect   Amplified 
Hes-pons*   Spectra."   No   written   response   required. 

ENQELKEW.  8,  H.  Region    S,    San   Francisco,    Office    of    the   Director. 

79/1H/13.        lp, 

a,     Rrportable   occurrences,    LERs   !i   related    correspondence 

7913196745  PNO-V-79-4:  on   79060&,  NRC   received    eight   allegations    re 
fault<|    const   of    util    sacrificial    shield    wall.  Three   were 
substantiated    by    URC:  concrete   voids    in   mall    &  visually, 
rejflctable  &    improperly    located    melds    in    structure. 
DIBHOPrT.H-,    DODDS.R.T.  Region   5.     San   Franc  iscoi  ,  Office   of    the 

Director.       79/10/12.       3pp. 


DOCKET     3-0-461    CLINTON   POUER    STATION,     UNIT    1 

A      application/construction    stage    documents    &   correspondence 

791211O3M  Discusses   NRC    plans    to   use    generic    analyses    to   develop    early 
verification   program   to   resolve    ATWB    issue    for  PWRa   ti  uHRs. 
Bucceis    of   program   depends    on    industry    response. Supports 
formation   of   owners    groups    to    provide   necessary    info. 
DEHTOH,  H.  R,      Office    of   Nuclear   Reactor   Regulation.       79/10/17.       3pp. 

791206.0652  Notification    of    791204-03  meeting    ui/util    In   Clinton,  IL   to 
assess    dontt   status. 
EUCKLEViD.C.  Light   Water   Reactors    Branch    1.       79/11/26.       4pp. 


79131O0435  Forwards    IE   Circular  79-24,     "Proper  Installation  lc  Calibr    of 

Core   Bpray   Pipe   Break    Detection    Equipment   on  BWRs.  "   No 
yritten    response   required.  ,,,.,/ 

KEPPLER.J.O.  Raolnn  3.    Chicago,    Office   of  the  Dtvecto-r.      7fni'-">- 

lp. 

791E110262  Forwards    IE   Circular  79-33,     "Motor   Starters   *-   Contactor* 
Failed    to  Operate,  "   Ha   response    re^uireil.  ,,,,-,>. 

KEPPLER,J.  0.  Region   3,     Chicago,     Office    of  the   Director.       79/M/.W. 

IP- 


7912110430  Notifies    that  NRC    intends    to  routinely    forward    to 
appropriate    state    public    util    ruaulatovu.    groups   It  state    atty 
general    of  c  a   copies    oF    escalated    enforcement   correspondence 
sent    by    NRC     to    licensees.  - 

KEPPLER.J.O.  Regions.    Chicago,     Office   of   the  Director, 


7912190E24  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
InatrumBnta  tion  V  Control  Poufrr  By  a  Dus  During  Operation." 
No  written  response  required. 

KEPPLER.J.O.  Region  3,    Chicago,     Office   of   the  Director- 

lp. 


79/11/30. 


7912140037  Forwards    IE    Info   Notice   79-30,     "Reporting    of   Defects 
Moncompliances,  IOCFR21,  "    No    action    or    response   required. 
K.EPPLEH,  J,  0,  Region  3-i    Chicago.     Office   of   the   Director. 

lp. 


79122001H3  Forwards    IE  Bulletin   79-2B.     "Possible  Malfunction  of  Namco 
Model    EA1BO   Limit    Switches    at    Elevated    Temps."   Action 

HEPPLER.J.Q.  Region   3.     Chlcaoo,     Office    of    the   Director.       79/12/10. 

lp. 


791207O2d6  Supplements   response    to   FOIA   request   for   documents   r« 
facilittea  &  Reed   Rept. Forwards    documents    listed    in   App   A. 
CARR.J.  C.  Division    of   Rules   and   Records.       79/11/24.       3pp. 

791E030493  Requests   approval    for    use    of   A8ME  Code   Case   N-240   to   exempt 
certain   piping    from  hydrostatic    testing. 
HULLERiQ.E.       Illinois   Power  Co.       79/11/30.       2pp; 

F.     Becuritui    medical,    'emergency    d    fire    protection   plant 

79IBO40fl71    Forwards    info    re    upgraded    emergency    plans    to    plants    under 
ton  it  &  OL  ravisuj,  Appl  icapts   required    to   make   cirtain 
en»rg»ney    arrangementa   w/state   fc    local    organiiatio.ni   fc 
lubmit    emergency    plans    per   Reg    Guide    l.  1Q1. 
VABSALLO.  t),  B.         Division   of   Project   Management.       79/11/21.       opp. 

791BXMQ27B  Foruardi    physical    security    plans   !t   tafeggards   contingency 
plan.  Plan*  withheld    (ref    10CFR2.  790). 
KQCH'L.O.       Illinois  Power   Co.       79/13/01.       lp.  • 


S.    R*portablH    occurrences,    LERs   &    related    correspondence 

791SQ3QH03  PNS-1 1 1-77-001:  on   791 103,  te lephona   bomb    threat   received. 
First    shift    evacuated   fc   search    conducted. No   device    found 
E<    second    shift  commenced   work. 

DONAHUEi  J.F.      Offica   of    Inspection   &   Enforcement,    Office   of    the 
Director,       HINDrJ.A.  Region    3,     Chicago,    SaPenuards   Branch. 

79/11/06.        lp. 


DOCKET    30-462  CLINTON  POWER   STATION,     UNIT  2 

A.     Application/construction    stage    documents   h  corresponds  nee 

790BO7O3IO  Forwards    NUREO/CR-O6AO,     "Enhancement   of  Onslte   Emergency 
Diesel    Generator   ReliaHl  1  to.  "    Request*   comments.  M/o   en.cl. 
VABSALCQ,  D.  B.  Aa»lstant.  Director    for  Light  Mater  Reactor*. 

79-/04/18.       3pp. 
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verification    program    to   resolve    ATHS    issue    for    PWRs    t,   QWRs 
Success    of    program   depends    on    industry    response    Supports 
formation    of    ounera    groups    to    provide    necessaru    info 
DENTCN.H.R.       Office    of    Nuclear    Reactor    Regulation.        79/1O/17.        3pp. 

7912070264,   Supplements    response    to   FOIA   request    for    documents    re 
facilities  !,  Reed  Rppt.  Forwards   documents    listed    in  App    A 
CftRR.J.C.  Division    of   Rules    and    Records.        79/11/36.        3pp. 

79120504B3   Requests    approval    for    use    of   ABME   Code    Case   N-240    to    exempt 
certain   piping    from  hydrostatic    testing 
WULLER.G.E.        Illinois    Pouor   Co.        79/11/30.        2pp. 

F^  Security,    medical,    emergency  t    fire   protection   plans 

7912040471   Foruards    info   re   upgraded    emergency    plans    to   plants   under 
const   (.   DL    review.  Applicants    required    to   make    certain 
emergency    arrangements    m/state   k    local    organ!  rations    t, 
submit   emergency   plans   per   Reg   Guide    1    101 
VA5SALLO.D.  H.          Division   of   Project    Management.        79/11/ai.        6pp. 

79120*0273  Forwards   physical    security    plans  ft   safeguards   contingency 
plan. Plans   withheld    (ref    10CFR3   7901. 
KOCK.L.J.       Illinois  Power  Co.      79/12/01.       ip, 

Q.     Inspection   reports.     IE  Bulletins   !<  correspondence 


* 

Ho   response    required 

Region    3,     Chicago.     Office    of    the    Director.       79/11/16. 


Renel 
Relief   Valves 

KEFPLER,J.  G. 


79I210QS33   Forward*    IE    Info   Notice    79-2B,     "Overloading    of   Structural 

KEPLER   JO*  «'Pr   *"¥"?    L0ad5'"    N°    |-""«n"    "quired 

KEPPLER.J.G.  RBg,  on    3,     Chicago.     Office   Of    the    Director.       79/11/16. 


No 


"  Sa'""d'  IE  °""et,n  79-26.  """ron  Loss  From  tWR  Control 
Blades."  No  response  required. 

KEPPLER.J.G.    Region  3,  Chicago,  Office  of  the  Director.   79/11/20. 


«r"IS  'Vr0  NDUCe  7<f"29'  "Losa  Df  «°n 
Reactor  Coolant  5ys  Instrumentation  During  Operation 
specific  action  or  response  required 
KEPPLER.J.  B.     RBBion  3,  Chicago,  Office  of  the  Director.   79/11/16. 


DOCKET    50-463   FULTON   GENERATING   STATION,     UNIT    1 
™?P!liCa*lDn''l0nStr''t:ti'"1    sta9E    ^"cumentB   *,   correHpondunca 

7912110264   Discusses   NRC    plans    to    use    generic    analogs    to    devalop    .arlij 
verification   program    to    resolve   ATWS    isiup    for   PWRa   t,   BMRs 
Success   of    program   depends    on    industru   response.  Supports 
rormatton    of   owners    groups    to   provido   necessary    info. 
DENTON.H.R.        Office    of    Nuclear    Reactor    Regulation.        79/1O/17.        3pp. 


-fl66  ALLENB  CREEK  NUCLEAR  STATION,  UNIT  1 
-l-™HCa.ti'""'CO'"Vtrl":tit"'  Btasa  dotu""«ntB  t  correspondence 

—  -***Vk.       _        «^.       _„_„,.  --  ,  --  ^^M  --  —_„  —  ---  -,^__,  ---  ,  —  «fc  --  -»,«*  --  ^m,—  ,  ____  ,»__ 

79112B01S3  Discusses   mods    to   NRC    position   re    status   t,  «pplic,blHtu   of 
TMI-2  accident   review  t,  NURES-0578    to    PacilitUa    under 
const.  ForuardB   addl    info    to    be    considered    In   development    of 
final    plant    design  t   procedures 
VrtBSALLO.D.B.         Division    of   Project   Manaoement.       79/10/10.       App. 


.1'"11"  NBC  plans  to  UBO  3*<»>m  analua03  to  develop  early 
verification  program  to  resolve  ATW9  issue  for  PWfis  t>  DWRa 
Success  of  program  depends  on  Industry  response.  Supports 
«™™'ii.<"1  °f  oynet'B  flroups  to  provide  necessary  info. 
DENTON,H.R.   Office  of  Nuclear  Reactor  Regulation.   79/10/17.   3pp. 


FRDELICH.R.W. 


,.         fiito  lnap  of  propa"d  har9-  i"din 

Environmental  Projects  Branch  1.   79/11/06.   6pp. 


79123101SB  Forwards    "Containment   Structures   Design   Rept,  Revl«lon   S" 
incorporating   QE   load    definition    info   t,  documenting    d..lnn 
chanoe   to    containment    dome. 
TURNER.E.A.       Houston   Lighting   !<  Pouer   Co.       79/12/HO.       Ip. 

—7912210194    "Containment   Structures    Design  Rept.  Revision  2    " 

*     Ebaseo   Services,     Inc.     (,ub«.     of  Enserch    Corp.  ).       79/13/31 


_-"iin'lnalg   SafBty    ftnalu9is    Report,    amends 

7912210209  ForMards  Amend    54    to   PSAR. 

TURNER,  E.  A.       Houston  Liohting    &  Power   Co.       79/12/30.       Ip. 

--  7913210211    Amend    34   to   PBAR. 

TURNER.E.A.       Houston   Lighting   &  Poiuer  Co.       79/1B/11.       200pp. 


corerau^^^  V^T  ^^  "Pr°par  '"^'"ation  fc  CaHbr  of 

Lore  Spray  P|pB  Break  Detection  Equipment  on  BWHs.  "  No 

written  response  required 

KEPPLER.J.G.     Regipn  3,  Chicago.  Office  of  tho  Director.   79/11/26. 


?S  IV1"01"  7t>-^-  """tor  Starter,  fc  Contactor, 
te,   No  response  required 
Region  3.  Chicago,  Office  of  the  Director.   79/11/36. 


Fae      ton 
hailed   to  Op 

KEPPLEH.J.  0. 


-L_?!!UritHl_™edica1'    emors°n(:u   ««   fire   protection  plan* 

?9MRC7?n^  Koti;i"»;n    °f   "120"  "-"ting    u/util,    in   D0th.Bd-,MD  re 
Indicated  ^  emergency    preparedness.  Rao*   change 

MOON.C.H.  Light  Water   Reactors    Branch   4.       79/11/16.       llpp. 

0.    Adjudicator^    corre»pondence 


7913110430   Notifies    that   NRC    intend,    to    routinely    forward    to 
appropriate    state   public    util    regulatory    groups  t.   state  atty 

senTb,    mJV"??"1    °f    Bqtfllflted    •nrorc.m.nt   correspondence 
sent   by  NRC   to    licensees. 

KEPPLER.J.G.  Region  3,    Chicago,    Office   of   the  Director.       79/11/EB. 


Operation. 


nt™  :r«rd;  'E  ^^^  79-2?,  -Lo3 

No  ,,ry?fn  at'Dn  *  C"ntrDl  Pouer  S«9  Uua  O 
No  uritten  response  required. 

KEPPUER.J  0.    ftegion  3,  Chicago.  Office  of  tnt.  Director.   79/11/30. 


791HMOOB7  Forward,  IE  Info  NDtiCD  79-30,  "Reporting  of  Defects  t, 

KAPLER  ja«"S'  T?2'  "  N°  aCUOn  "  ""P"""  "quire?       * 
KEPPLER.J.O.     Region  3.  Chicago,  OffiCB  of  the  Director.   79/12/06. 


r  ^^^  IT**'  "P°**^*  M-lfunctl™  of  Namco 
required         Switches  at  Elevated  Temps."  Action 

KEPPLER.J.G.    Begion  3,  Chicago,  Office  of  the  Director.   79/IS/io. 


rM"p-'    »nt0"Va?0r   TX   PIRfl   flfth    "*    of    int.rT-og.torl... 
e>as   Public    Interest  Research   Group.       79/11/02        10pp. 

7912140218  Discusses   NRC    Itr    rs    possible   Jan    1979   discussion 
^/representatives    from  Louenstelni  Neuiman.Rels,  Aielrad 
S.  Toll.  Confirms    that   dticussion    could    have    taken   place 
during   Feb    1979  rate   proceeding. 
6COTr,J.       Texas    Public    Interest  Research   Croup.       79/11/06.       3pp. 

7912100333  ne.pons.    to   TX   PIRO   third    ..t    of    Interrooatorl  e>.  TX  D.pt   of 
M25m\*  PUb!!?   T"n«?«*»»«n    h.zardous  mfltls   ;Mi>i.tian< 
limited    to   certain   ferries    t,  to   Dautoum  &  L«  Porte    tunnel. 
Uirtlflcate    of   Bvc    ericl 
LOHERRE,  R,  H.       Te>as.    State    of.       79/11/07.       6pp. 


no™,?0"'*   !?P    diaints'"'1    af    i-frvanor  TX   PIflB  dUB    to   MpMttd 

noncompllance   re    dUcoveru    request..  Jntervinor    did   not 

reBUbmlt  answers    to   applicant    first   t   second    »t    of 

Interrogatories.  Certificate    of  Sve    encl, 

COPELAWD.  J  0        Houston  Liohttng   «,  Pouer   Co.       COPELAND,  J.  0.       Bat.r  j, 

ontti.       7Y/11/09.        19pp. 

—79121401B8  Response    to    third    set    of    Interrogatories.  Submit*    info  ve 
•ale   of   conservation   retrofits,  sale    of   eletrlclty    bu 
applicant,  passive    solar    technlouo   l<   cast    of   passive 
retrofit.  Certificate    of   Bvc    encl. 
JOHNSONiC.       Te«as  Public    Interest   Research   Group.       79/09/07.       6pp. 
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7912140S23  Motion    to   dismiss    intervenors    BA  McCorlle   it  C  Hinderstein 
from   proceeding.  Intervenors    failed    to   comply   u/ABLB   790827  & 
1MB   orders    requesting    complete   answers    to   applicant 
interrogatories.  Certificate   of  Bvc    encl. 

COPELAND,  J.  0.  .     NEWMAN,  J.  R.        Houiton   Lighting    &   Power    Co. 
COPELAND.  J.  Q.       Baker   b  Botts.       79/11/09.       lip. 

7912120006  Answers    to   util    third    set    of    interrogatories  re  Contention 
9,10,14  ft  17,  Certificate    of  Svc    end. 
MCCORKLE,  Q.  A.       Affiliation  Unknown.       79/11/13.       4pp. 


7913170035   Response    in   opposition    to   Houston   Lighting    A   Power   791131 
motion  &  answer    to   TX  PIRG  reply    re  notion   for    intorvenor 
dismissal.  Clarifies   position   on  Dohertij   responses    to   util 
interrogatories.  Eicerpt   of  TX   PIRG  answers   end. 
BCOTT.  J.      Te<as   Public    Interest   Research    Croup.       71/11/36.      Qpp. 

791317004&   Response    to    fifth    set    of    interrogatories.  Answers 
Interrogatories    1-31.  Certi  f  icate   oF  Svc   encl. 

COPELAND,  J.  C.       Housten   Lighting   fc   Pouer   Co.       COPELAND,  J.  0.       Dafcer   S 
Botts.       79/11/Hi.        20pp. 


7912170246  Responie    to   JF  Doherty    siith    set   of    interrogatories.  Inc ludes 
info    on    inboard    *ys    leakage,  closure   of    isolation  valves    In 
containment    purge    sys   &  PSAR    Drawing    1.  3-B. Af f Idavi t   d 
Certificate    of   Bvc    encl. 

COPELAND,  J.  C.  .    NEWMAN,  J.  R.       Houston  Lighting   Ic  Power   Co. 
COPELAND,  J.  0.        Baker    It   Botts.        79/11/13-        7pp. 

7912100471    Response    in   opposition   to   R  Aleiander   791018  petition   to 
intervene.  Petition   untimely   w/o    good    cause   established. 
Petitioner    failed    to    establish    interest  8.   to    submit 
litigable    contentions.  Certificate    of  Svc    end. 
NEHMAN.d.R..     COPELAND,  J.  G.        Houston   Lighting    &   Power    Co.        NEWMAN- J.  R. 

Lauie.n«tBin>M*um*n,RBl«.Ax*lrad  &  Toll.      79/11/14.      9pp. 

7912120478  Seeks    denial    of    util    791109  request    for    dismissal    of 
intervenor   TX  PIRO. No   violations   of  rules    or   orders 
identified.  Speculation  re   motive*    cannot    be    basis    for   denial 
of    due   process   rights.  Certificate   of  Sve    anal. 
BCOTT,  J.       Texas   Public    Interest   Reiearch   Group.       79/11/14.       16pp. 

7912140193  Clarifies   Jan  &  Feb    1979  telcans   w/RM  Laio   of   ASLB  re    delay 
in    Issuance   of  ASLB   order    reflecting    results   of  Nov   197B 
preheating    conference. 
NEWMAN.J.R.      Louensttln.Newman,Relt,Axelrad   b  Toll.       79/11/14.       2pp. 

7912190104  Clarifies    exchange    of    correspondence   among    Scott,  ASLB   &   law 
firm   from  Jan    1979   through    present. Two    telcans   w/RM  Laio    in 
Jan   &  Feb    1979   did    not    deal    ui/tubstancu    of   matter    currently 
before  ASLB   &  are   not  within   NRC   ex    parte   rule. 
NEHMANrJ.R.       Lowensteim  Newman.  R>i ».  Axelrad   &  Toll.       79/11/14.       2pp. 

7913060078  Order    granting    parties   49   days    from  791022, to   complete 
discovery   re    previously   admitted    contentions. Grants    130  days 
'from    same    date   re    stipulated    contentions.  M  Warner   ti 
Individuals    permitted    to   make    limited    appearance   may    appeal. 
HDLFE,  S.  d.       Atomic   Safety    and    Licensing    Board   Panel.       79/11/19. 
10pp. 

7912060212  Order   notifying    JH  Kamrai    of   ASLB   790824   order   denying 
790620   petition    to    intervene.  Order    in    question   not    served   on 
petitioner.  May    be   appealed   uilthln    10   days    of   present    svc. 
WOLFE,  B.J.       Atomic    Safety    and    Licensing    Board    Panel.       79/11/19.       lp. 

— 7912060330  Order   denying    JH  Kamras   790524   petition    to    intervene, 
Petition   untimely.  Contention    speculative, Certificate   of  Svc 
encl. 

WOLFE, B.J.       Atomic   Safety    and   Licensing    Board   Panel.       79/06/20. 
5pp. 

791219^192  Forwards   all    documents   requested    in  791030   Itr   except    list 
of   research    info    Itrs.  Requeits    that    documents   relevant    to 
proceeding    issue*    be    identif led. W/o    end. 
80HINK1,S.  M.       Hearing    Branch    3.       79/11/19.       lp. 

7912060223  Order   denying  Tt   Aleiander   791018  petition    to    intervene. 
Limited   appearance  may    be  made. Order  may    bo   appealed    to 
ABLAB   within    10  days    from   svc. 

HOLFE,  S.  J.       Atomic   Safety    and   Licensing   Appeal    Panel.       79/11/20. 
2PP. 

791B05019B  Requests   neu   updated    copies   oF    environ  rept  t<  PSAR. 

HOLFE, B.J.       Atomic   Safety    and    Licensing    Board   Panel.       79/11/21.       lp. 


7912050132   Discusses    request    from   PA   Polasek-Rharies    to    intervene.  Since 
no  requirements    fulfilled    to    intervene,  1 tr   being    treated  as 
request    to  make    limited  appearance   statement.  NRC    has    no 
objection    to  making    nF   such    statement. 
SQHIKKI.S.H.      Hearing   Branch   3.      79/11/37-      2pp. 

79 IS 190073  Notifies   that  applicant  believes   ASLD    should    treat  undated 
Itr   from  PA  Polaseh-Rhadas   as   request    to  make    limited 
appearance   statement.  Document    is  untimely    for   petition   to 
intervene,  gives   no   contentions  (t  fails    interest  requirement. 
NEWMAN,  J.R,       Louensteln,NHViman.Reis,Aielrad    &   Tall.        79/11/2B.        Spp, 

7913100479  Response    in  opposition   to  applicant  791109  notion   to   dismiss 
BA  HcCorkle  &  C  Hinderstein  as   parties   for  failure    to 
respond    to    interrogatories,  l/ntimeliness   of  HtCorUe    filing 
has   not   prejudiced    applicant.  Supports  Hitiderstaln   dismissal. 
BOHINKIiS.  M.       Hearing    Branch    3.       79/11/29.        lp. 

— 79121004Q2  Response   in  opposition   to  applicant   7911O9  motion  requesting 
dismissal    of   TX  PIRO.  Although   atty-cliont  privilege  wrongly 
InvokediTX  PtftO   should    be   given  opportunity   to    provide  basis 
for   contention  re   eiperts.  U/Certificata    of  Bvc, 
BOHINK1.S.  M.      Hearing   Branch  3.      79/11/29.      6pp. 

791 SI 80337  Notice   of   appeal    of  SJ  Uolfe  791119  order  denying    full   party 
status    in   plan  CP  proceedings. Requests   oitention    to    file 
detailed   brief. 
MUELLER,  E.F.      Affiliation  Unknown.      79/11/29.      2pp. 

7912100357  Requests    clarification   of  ABLD  791119   order   re  stipulated   t, 
ulthdraun  contentions   by  JF  Doherly.  Differences    betuavn 
order   d   transcript   refs  re   number  of  withdrawn   contentions 
should    be   defined. 
HQGDHEAD.C.P.      Hearing   Branch   3.      79/11/3O,      2pp. 

7913140005  Response    to    intervenor  JF  Doherty    seventh   request    far 
documents.  Submits    list  of  available  t,  unavailable   dncunents. 
Certificate   of  Svc    end. 

CQPELAND,  J.  0.      Houston  Lighting   fc  Pomer  Co.      C  OPEL  AND,  J.  0.      Baker  It 
Ontti.       77/11/30.       9pp. 

79151GOOB4   Requests    order    to    compel    NRC    to    answer   790525,0606,0717   1< 
0731    interrogatories. 
DOHERTY,  J.  F.      Affiliation  Unknown.      79/12/03.       lp. 

7912110053  Order   granting   eitension  until   791213    for  EE  Miller    to   file 
supplemental    brief   re   ASLD   791119   order    treating    Miller 
790710  petition   as  request   to  make   limited   appearance 
statement, rather    than   as    petition   to    intervene. 

DlBHOPiC.  J.      Atomic   Safety   and  Licensing    Appeal    Panel.      79/12/03. 
2pp. 

7912170001  Requests    ottonsion  until   QOO127    for  discovery  re  Contentions 
3  &  5-9.  NRC  has   not  responded    to   Intervenor   interrogatories. 

Ei tuna  ion  uould   cause   no   delay    in    licensing   process    due   to 
licensing   moratorium.  Certificate  of  Svc   ancl. 
DOHERTY-  J.  F.      Affiliation  Unknown.      79/12/03.       2pp. 

7912170002  Contention  45  re  need    for  addl    lateral    support   in  reactor 
core. Contention   untimely   due    to   delayed   availability    of 
NUBEO/CR-101B.  Certificate   of   Bvc    end. 

DOHERTV- J.  F.      Affiliation  Unknown.      79/12/03.      2pp. 


7912130056  Requests    to   reply    to    Intervenor   TX  PIRO  791114  response    to 
applicant   791109  motion   to   dismiss    intervenor    from 
proceeding.  Seeks    opportunity    to   address   neu  contradictory 
factual    assertions. 

COPELAND,  J.  0.       Houston  Lighting    &  Pouer   Co.       COPELAND,  J.  0.       Baker  (. 
Bntts.       79/11/21.       2pp.       ' 

—7912120067  Reply   to   tntirvenor  TX  PIRS  791114  brief  re  applicant  791109 
motion    to    diinln    Intervenor.  Intervenor   disregarded   NRC 
790712  order  re   identification  of  ultnais   to  anew*? 
interrogatories. Certificate    of  Svc    encl. 

COPELAND,  J.  0.       Houston   Lighting    b  Power   Co.       COPELAND.  J.  0.       Baker   h 
Botts.       79/11/21.       3pp. 

7912140033  Forward*    corrected   Page   2   of    applicant  791121   reply    to   TX 
PIRO  brief   in  response   to   licensee  motion   to  dlsmlii. 
COPELAND,  J.  0.       Houston  Lighting    b  Power   Co.       79/11/2&.      2pp. 


7912310135  Response   to   applicant  nation   to    dismiss.  Intervenor  ha* 
responded    to  all    interrogatories.  Certificate  of    Bvc    encl, 
HCCORKLE, B. A.      Affiliation  Unknown.      79/12/03.      2pp. 

79121E03B1   Order   granting  30  addl    days    for    applicant    to  complete 
discovery   on  TX  PIRO  contentions.  Applicant  1>  TX   PIRO  shall 
confer    informally    to  communicate   problems. 
HOLFE,  9.  J.      Atomic   Safety   and   Licensing   Board  Panel.       77/12/04.      Spp. 

7912120333  Order   deferring   ruling    on  applicant  791109  motion  to   diicuss 
intervenor*  BA  McCorkle  &  C  Hinderetein.  Diricts    intervenorf 
to  answer  certain   q_u««tions   by  791317.  ASLB  will    rule    upon 
applicant  motion  after  791317. 
WOLFE,S.J.      Atomic  Safety   and   Licensing   Board  Panel.      79/1S/04.      Spp. 
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791H14000B   Rejponso    to    intervi 
interrogatories   Answers    Inti 
Certificate   of   Svc    encl. 
CQFELAND,  J.  G.       Hnuston   Lighting 
flotts.       79/12/04.        10pp. 


nor   JF  Doherty    seventh    sot   uf 
rrogatories    7-1     through    7-9. 


CQPELAND.  J.  O. 


7913SB0631    Notice    af   appeal    of    ASLB   791119    order    denying    SA   Doggett 
79Q717    petition    to    intervene    Alleges    defects     in   FR   790iia 
supplemental    notice    of    intervention    procedures. 

DDGGETT.S.IV       Aff 1 1 iat ion    Unknown.        DOOQETT,  S.  A.        Doggett,     S,  A, 
79/13/01.        3pp. 

791231016B  Requests   extension    for    filing   notices    of    appeals   & 
supporting    briefs    for   DD  Weaver, PL  Streilen   &   K  Otto. 
Certificate   of   Svc    end. 

DOGETT,  5.  A.       Affiliation   Unknown.        DuGETT.  9.  A.        Doggett,     S.  A. 
79/12/04.        4pp. 

—7912310170   Notice    of  appeal    of   PL  Streilen   ASLS  791119   order    ruling 
that   PL   Streilen   770617    Itr    be    treated    as    request    to   niaka 
limited    appearance   statement   rather    than   as    request   to 
intervene.  Al  leges    denial     of    due    process    b    fair    notice. 

COGGETT.S.  A-       Affiliation   Unknnun,        DDOGETT,  a.  A.       Dogaott.     S.  rt. 

79/13/04.        Ip. 

— 7912310178   Notice    of   appeal    of   K  Otto    to  A5LB    791119   order  ruling    that 
K  Otto  7907 LB  fc  0913    Itrs   be    treated   as   requests   to  make 
limited    appearance    statement    rather    than   as    request    to 
intervene.  Asserts    denial    of   due    process  J<  notice. 
DDGuerr.S.  A.      Affiliation  Unknown.       uQQOETT,  3.  A.       Doggett,    S.  A. 
79/13/04,        Ip. 

— 7912310163  Notice    of   appeal    fo  DD  Heaver,  based    on   denial    at    due    process 
&   fair   notice,  of    ASLB    791119   order    ruling    DD    Weaver   790717 
Itr   be   treated   as    request    to   make    limited    appearance 
statement    rather    tfian  as    request   to    intervene. 

DCGQETT.S.A.      Aff  i  1  i  at  ion  Unknown.       DQQGETT.  B.  A.       Doggett,    5.  A. 
79/12/04.        2pp. 


791214008!    Errata    to    vanpansa    to    NRC    second    sat    of    interrogator IBB. 
PagQ     1> Request     l.Line     13    should    read    "five    Ib"    rather    than 
"five    tons.  " 
JOHNSON,  C,        Teias    Public     Interest    Research    Group.        79/12/07.        Ip. 

7912270033  Notifies    that    environ    rapt   b  PSAR    have    bean    forwarded   under 
separate    cover, in   response    to    791121    request. 
DIDDLE,  C.  T.       Bakor  (<   Botts.       79/13/07.       Ip. 

7913170165  Opposes    intervanor   JF    Dnherty    791203   request    that  ASLB 
compel    add!    responses    by    NRG    to    intervonor    discovery 
rnq.gaati.NRC   responded    to   all    outstanding    interrogatories    an 
791206.  Certificate   oF   Bvc    encl. 
SOHINKIi  S.  M,        Hesrinn.    Branch    3.        79/12/10.        3pp. 

791317Q173  Discusses   reaction    to    intervenor   791B03  motion    to   compel 
discovery. NRC    has   responded    beyond    legal    ob 1 igation. Motion 
violates    understanding    between    parties.  Requests    listing    of 
neui   between    eighth    set    of    interrogatories   b   contentions. 
BuHINKI.B,  M.        Hearing    Branch    3.        79/12/10.        2pp. 

7912360236  Response    in    opposition    to    intervenes    JF  Doharty   791303 
motion   requesting    ettonolon    of    discovery    period    until 
BOQ'127.  Intarvenor    failed    to    demonstrate   good    cause. 
Certificate    of   Svc    encl. 

NEHHAN.  J.  R.  ,    CCPELAND,  J.  0.       Houston   Lighting    h  Power   Co.       NEtJMAN.J.R. 
Uouienstolni  Neumani  Reisi  Anelrad    d  Toll.       79/12/11.       6pp. 

791219O502   Ac k    receipt    of    ninth    flat   of    lntHrrooatori*«,  Addendum 
identifying    relation    to    contentions    requested. Tin*    will    be 
computed    from  date    of   receipt. 
60HINKI.  S.M.        Hearing    Branch    3.        79/12/14.        Ip. 

771219OS23   Ac*   receipt    of    intervnnor    oi«thi seventh    d   elohth    requ«st» 
far    production    of    doc umonts. Wi 1 1    be   available    for    infp 
fc  copying    In   NRC   PDR,  Betheada,  Wd,  oicept    for   Reed   vept. 
SQHINKIiS.  M.       Hearing    flrancli   3.       79/12/14.       2pp. 


7912140091   Siith    set    uf    interrogator!  es.  Requests    info   re   pouter    plant 
const    to   determine    flow   much    power    conservation    ui.ll 
obviate    facility 
JOHNSON, C.        Te.a3    Publtc    Interest   Research    Oroiip,        79/12/05.        2pp. 

7913110179   Ack    receipt    of    NHC   791150   response    to    applicant    request    for 
dismissal    of    intervenor    TX    PIHQ.No   objection    to    srantina 
eibension    to   TX   PIRG. Intervenor   McCnrtle    Should    ha 
dismissed,  due   to   failure    to  answer    interrogator  lea. 
NEWMAN, J.R.       Loiuenstein.Neu'man.rieis,  Aielred    tToll.        79/13/OS.        3pp. 

79121B0170   Requests    that    util    be    compelled    to    respond    to    Interrogatory 
1O   of    intervenor   fifth    set    of    interrogator! DS.  Answer   needed 
to    determine   correct    position    re   Contention    7.  Ccrtif 1 cato    of 
Svc    end, 

SCOTT,  J.M.,     JOHNSON,  C.       Teias    PufllU    Interest    Research    Qroup. 
79/13/05.       6pp. 


7913260366   ReaponOB    in    opposition    to   JF  Dohertu.    791203  motion 
requesting    extension    of    discovery    until    B001S7. Intervenor 
alleged    justifications    re    need    far    follouiup    interrogatories 
unavailing   ii  y/o  raerl  t.  W/Certi  ficate    of   Svc. 
80H1J4KI.S.  H.        Hearing    Branch    3.        79/12/17.        3pp. 

79122BOfiS5   Oriler    denylno   PA  PolaHok-Hhodes   791114    untimely    petition    to 
Interveno. Requost   mag    be    trnatnd    as    petition    to   make    limited 
appearance    statement.  PA  Polasefc-Rhode*   may    appeal    within    10 
days. 
WOLFE,  S.  J.       Atomic    Safety    and   Licensing    Board    Panel.       79/12/19.      2pp, 

7912200662  Ordiira    eitension   until    B00127    for   J  Dohertu,    to   »»rv§ 
Inter rogntoriBa    on  NRC.  IntorrogatorioB   mitut    be    generated 
from    NRC   791B06  responsss    to    four    sets    of    Interrogatories 
re  Dohorty   ContDntions    3  &   5-9. 
UQLFE.S.J.       Atomic    Safety    and   Licensing    Board    Panel.       79/12/19.       3pp. 


7913170307   Rusponae    to    first    set    of    interrogatories.  Submits    info    i-e 
ATWS, recirculation    pump.role    of    costs     in    safatg    div   & 
evaluation   of   BURs.  Prof   qualifications    fo  CH  MonnrUL  Brooks 
t,   AC  Thadani   encl 
HDHINKI.S.M.       Hsarins    Branch    3,        79/12/06.        34pp. 

— 791B170309   Response    to    second    set    of    interrogator  ies.  Bubrnl  ts    info   re 
combust  ib  IB   gas   control    ays.  rad  iolyt  ic    gens-ratio-n   of 
hydrogen   S   breaks    in   ECCS.  Prof    qual  if  icatio-nn    of   JA    Kudriek 
MB   Fields    encl. 
SOHlNKI.g.M.       Hearing    Branch    3.        79/13/06.        9pp. 


79123BO&6B   Order    granting    extension    until    SO 01 04   for    R  Aleiander   to 
file    supplemental    brief    in    support   of    appeal. 

BIBHOP.C.J.       Atomic   Safety    and    Licensing    Appnol    Panel.       79/12/1Q. 
•2pp. 

7915310139   Response    in    opposition    to   JF  Flaherty    Contention  45  re  need 
for    addl    lateral    support    in    reactor    care. Intervenor   mieread 
NUREG/CR-1QIB   bij    relying    an    analysis   &  recommendations 
relating    solely    to   PWRs.  Certl  f  I  catB   of   Svc    encl. 
SDHINKI.B.  M.       Hearing    Branch    3.       79/12/20.       4pp. 


-7912170212   Response    to   790717    set    of    interrogator  ies.  Bunml  ts     info    re 
publication   of    insp    results, void    collapse    during 
overpressure   trans  lent,  rod    control    i    info    sys   ti    location  o.f 
dryuell    containment   breakers. 
SDHINM.S   M.       Hearing    Branch   3.        79/12/06,        6pp. 

-7912170315  Response    to    fifth    sel    of    intorroga  tor  iflfl.  Sufiml ts    info   TO 
coot/benefit   of   const   crossing   at  Allans   Creak   &   USD   of   high 
flui    signal   rather    than   high    pressure.-   signal    for    Initiating 
reactor    scram. 
SQKINKI.S   M.       Hearing    Branch    3.       79/12/O6.        3pp. 

-7912170221   Response    tn   sirth    set   of    interrogatories,  Submits    Info   re 
witness    for   effect    of   pool    auiell    on   safety    f  pa  turns,  safety 
design  of    suppression  pool   t.   computer   codos    far   predicting 
containment  pressure. 
SDHIWKI.a.  H       Hearing    Branch   3.      79/12/06.       7pp. 

-7912170235  Response    to    seventh   sot    of    interrogator  Ies.  Answers 
Interrogatories    1-3  t,  S.  flW  Fronlich   l<  CH  Wood    affidavit*  « 
Certificate  of  Svc    end. 
SOHINKI.S.  M.       Hearing    Branch    3.       79/13/06.        Bpp. 


DOCKET    30-167    ALLENS   CREEK    NUCLEAR    GTATION,     UNIT   2 
O.     Ad  jud  icatory    correspondence 


7912190104   Clarifies   Bichnrge    of    correspondence   among    Qcotti  ABL8  Si   lau 
firm    from   Jan    1979    through    present.  Tina    telcons    u/RK  (.BIO    In 
Jan   &  Feb    1979    did    not    deal    u/eubitance    of   patter    currently 
before  A9LG    tt   are    not    ulthin   NRC   OK    partt   rule. 
NEWMAN)  J,  R.       Lawenstein.Neiuman.Reia.  A»olr>ad    b   Toll.       79/11/14.       2pp. 


DOCKET    SO-471    PILGRIM   .NUCLEAR    POWER    STATION,     UNIT   S 

A.     Application/construction    stage    documents   &   correspondence 

79112Q0133  Dincusses   mods    to   NRC    position   re    status  &  applicability    of 
TMI-2   accidont    reviow   i  NUREO-C57B   to    facilities   under 
const, Forwards    addl    info    to    be    considered    In    development   of 
final    plant    design  &   procedures. 
VAS9ALLO,  D.  B.          Division    of    Project   Management.       79/10/10.       4pp. 
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7913110264    Discusses    NRC    plans    ta    use    generic     analyses     to    dovolop    early 
verification    program    to    reselve    ATW3    issue     Pol-    PWRs    i,    HWRs. 
SuccflSS    of   program    depends    on    industry    i-esponso.  Supports 
formation    of    pumers    groups     to    pi-ovido    necessary    infa- 
DENTDNrH.R.        Of*  lea    of    Nuclear    Reactor    Regulation.        79/1O/17.        Jpp. 

791207CQ04    Requests    distribution    of    and    memorandum    to    board 

VAROA."*.  Assistant    Director    For   Light    Water   Reactors.       79/11/08. 

3pp. 

7912200156  Forwards    info    needed    to   complete    revieu)  of    breakwater. 
Including    design    basin    For    changing    configuration. 
QIVIN8.W.  S.  Hydrology   Meteorology    Branch.       7*7/12/04.       3pp. 

7712H7O144   Foruinrds    util    response,  ui/o   attachments,  to  7910B6   notice    of 
violation   &   of    proposed    imposition    of    civil    penalties. in 
response    to   State    of   MA  791126   request.  Attachments   uithheld 

Crof     IQCFfia.  790).  H/o    and.  

8TELL.O,  V.       Office    of    Inspection   S>  Enforcement.     Office   of   tno 
Director.       79/13/07.       lp. 

F.     Security,    medical,     emergency    &    fire    protection   plans 

7912070469  Notification    of    791204   meeting    u/otils    in   ttethnsda.MD  re 
NFtC    info   requirements    for    emergency    preparedness.  Room  change 

MDOMrC.H.  Light   Water   Reactors    Branch    4.       79/11/16.       1  Ipp- 

0.     A,d  jud  icatory    correspondence 

7912Q7O142  Foruards    proposed    Findings    of    fact   fc   conclusions    of    law    in 
form    of   partial    initial    decision. 
BUFJT,  L.       MassachusEtts,     State    of.       79/1 1/O5.        lp. 


Q.      Inspection    reports,      IE    Bulletins    !<    correspondence 

791226006S    Responds     to    790913   request    for    addl     info    needed    to    comploto 
revieu.    o  F    util    response    to    IE   Bulletin    70-10   ro   Bersen~ 
Patterson    hydraulic     shack    suppressor    accumulator    spring 
coils    Safety-related    hydraulic    snubbors    Inspected     in    1979. 
ANDDONI*lt,G.  C         Boston    EQison    Co.        79/10/3?        2pp. 


DQCKET   STM-50-177    ATLANTIC    GENERATING   STATION.     UNIT    1 

A      Application/construction    stage    documents    &   correspondence 

7912100023    Discusses     issuance    of   Amend    17    to   Licens*    DPR-64.  which 
authorilod    operation    at    100X    pouer.Ha.    allowable    fee    already 

paid    by     util. No    addl     fee    required.  

MILLED' U.  0.  License    Fee   Management    Branch         7-9/11/13         lp. 

—7912100043   Forwards    assessment    nf    revieu   costs    for    CP    !t   01    actions,  to 
aid    in    fee   determ  inat  ion.  U/o   encl.  ,,„,„„        , 

BERKOW.H.N.        Office    of   Nuclear    Reactor    Regulation.        79/1O/3O.        lp. 


DOCKET    BTN-50-17B    ATLANTIC   GENERATING   STATION,     UNIT    S 

A.     Application/constructinn   stage    dDCuments   k  correspondence 

7912100022    Dlocuasos     issuance    of   Amend    17    to   License    DPR-61,  uhich 
authoriied    operation    at    100V.    pniaer.  Ma.    allowable    fee    already 
paid    bij     util. No    addl     Fee    required. 
MILLER, W.O,  License    Fee    Management    Branch.        79/11/13.        lp. 

— 791210OOA3  Forwards    assessment    of   revieu   costs    for   CP    I-  OL  actions,  to 
Hi4    in    foe    determination.  H/o    encl. 

N.        Office    oF    Nuclear    Reactor    Regulation.        79/10/30,        lp. 


—7912070146  Forwards   proposed    findings    oF    fact    &   conclusions    of    law   In 
form  of    partial    initial    decision.  Cert  if icatu   of   Svc    encl. 
BURT.L.       Massachusetts.    State    of.       79/11/05.       3pp. 

— 7913070132   Proposed    finding*    of    fact   b    conclusions   of    lau    in    form    of 
partial    initial    dec  is  Ion. App 1 icants    Financially    unqualified 
&    technically    incommpetent.  Environ    roviau   inadequate.  Site 

suitability    will     be    decided    after    hearings.  

DUJ1T.L..     WRIGHT,  F.S.,     MEVEH,  M.        Massachusetts.     State    of.        79/11/O3. 
136pp. 

— 791S070136  Proposed    findings    oF    fact   &    conclusions   of    laui    corresponding 
to    applicants'    request    for   LWA.  Need    for    facility   not 
•  s  tablisliod    under   principles    oF    substitution    theory. 
«      Massachusetts,    State. of.       79/11/03.       22pp, 

791H110276  Discusses    applicant    771101    transmittal    of   four    documents    on 
revolving    credit   agreement. 1 f    introduced    as    evidence.  Btato 
of    MA  reserves   right    to   croso-eiamine   rebuttal    testimony. 
BURT.L.       Massachusetts,     Btate    of,       79/11/O8.       lp. 

77121B0453    Informs    of   minor    change    in    schedule    For    requests    for 
find'lngs   of    Fact   8.  conclusions    of    lau.  Posslb  i  1  ity    exists    of 
stlp-ulatton   between  NRC,  intervenor   MA  Wildlife   Federation    & 
app  1  leant. 
HERRMANN.  H.        Herrmann.  H.        79/11/12.        Spp. 

7912110124  Proposed    findings   of    fact   fc   conclusions    of    lau   in   form  oF 
partial    Initial    dec i Bion.  Adopts   applicants'   Finding    6H5  subj 
to    further    findings   an    theft    tt    sabotage. Concurs   u/ 
applicant's   proposed    order. Certi ficate    of    9vc    oncl. 
SMITH,  Q.  H.       Hearing    Branch    2.       79/11/2O.        144pp. 

7912190154   Notifies    that   791119  meeting    u/MA  Wildlife    Federation   fa   NSC 
will    t-e   rescheduled    either   791183    or    Piling    date    For   HA 
Wildlife   Federation    pleadings   moved    to    79113Q. 
STQDDLEV.  D.  O.        Boston    Edison    Co.        79/11/20.        lp. 

7912100337  Notice    of   withdrawal    from   proceeding, ePF ective  791130. SH 
Leuiia    should    be    added    to    eve    1  ists.  Certificate    oF   Svc    encl. 
SMITH,  B.  H.       Hearing   Branch   2.       79/11/29.       3pp. 

79121203SB  Objects    to  A3LB    7B0714    order    in    lieu    of    requests    for 
findings    of    fact   &  conclusions    of    lau.  App 1 ieation   of   App    1 
ta    proceeding    violates    procedural    &    substantivo   rights. 
Certificate   of  Svc    encl. 
HERRMANN. H.       Massachusetts   Wildlife   Federation,       79/11/30.       app. 

7912210100  Reply    in    opposition    to    intorvenor  State    oP   MA  791103 
proposed    findings    of    fact    &    conclusions    oF    lau.  Number    of 
conceptual    legal    &   factual    errors    prevade    certain    Findings 
on    applicant    financial    qualifications    t,   other    issuas. 
UEWALD.  0,  H.  .    STDODLEY,  D.  G.       Boston  Edison   Co.       LEWALD.  0.  H.       Hopes    fc 
Bray.      79/13/05.      93pp. 


DUCKET   ST,M-50-fl92    WOLF   CREEK   GENERATINQ   STATION 

A.     Application/construction    stage    documents    I.    carr"P°™^En" 

791211O264  Discusses    NRC    plans    to   use    gtincric    analyses,    to   devolnp.   early 
verification    program    to   resolve    ATMS    issue    for   PWRs    S.    DURs. 
Success     of    program    depends    on    Industry    response.  Supports 
formation   of    qumers    groups    to   provide   necessary    infn. 
DENTON.H.H.        Office    of    Nuclear    flaactor   Regulation.        79/1O/I/.        3pp. 

7912270280   Advises     that    application    for    IJL    mill    be     tendered    on    790131. 
per    791211    tele  on. 
KQESTEH.  G.  L.        Kansas   Gas    t<   Electric    Ho.        79/12/11.        lp 

7913280139  Foruarda  updated  "QA  Programs  for  Design  &  Const.  " 
PETRICK.N.A.  Standardised  Nuclear  Unit  Pnnjor  Plant  System. 
79/12/20.  2pp. 

— 79122HQ436   Updated     "OA   Prograins    for    Design   b   Const.  " 

»      atandardiiDd    Nut  1  oar   Unit    Po^er   Plant    Systern.        7-9/12/20.        -22.1pp. 

F.     Security,    medical,     cmuraoncy   t,    Fire    protection    ^lans 

7912060562   Discusses.     Investigation    of    use    oF    ALB1     duraspray 
firooroofing   matl    No   damage    caused    by    dui-aspray    mat  I. 
Tests    t,    analy  =  es    of    duraspray    fc   pntentifll    alternate    natl 
uill    continue.  ,_ , .  ,         ^ 

KOE3TER.O.L.        Kansas    ftas    !,   Electric    Co.       79/09/11.        2pp. 

7912040471    Forwards     info    ro    upgraded    emergency    plans    to    plants    under 
const    &    OL    ravsew.  Applicants   required    tn    make    certain 
eraargoncy   arrangements   u/stote    !.   local    ornani  lationn    h 
submit    Bmorgency    plans    per  Rag    Guide    1,101.  _„,,.,„,        ,„„ 

VASSALLO.D.  H.  Division    of    Project    Management.        79/11/^1-       &PP. 

79122Q0469   Respands    to   NRC    79101Q    roquest    for    addl     inFu    re    BNUPPS    Fire 
protection    sys.  total  led    responses   to    roquusts  uill    be 
included    in   FSA1J    revision.  Clarification   of    sys    de«cr  tption 
yill     show   design     in    compliance    w/NRC    requirements, 
PETRICKiN.A.       BtandarSlied   Nuclear   Unit   Pouier  Plant   Byatom. 
79/12/20.        lp. 

G.     Ad  jud  icatory     correspond  ence 

7912110393   Petition     to    intervene    by    Public    Svc   Commission    nF   HD. 
Proposad   amend    adding    «S  Electric   Power   Cooperative    as   to- 
nuiner    of    177.    interest    will    create   conflict   of    jurisdiction 
on  rate   base.  Affidavit  ti  Certificate    of   Svc    encl. 
PHILLIPB.P.W.  .     HEARNE.T.J.        Missouri,     State    of.        79/10/33.       6pp. 


DOCKETED  ITEMS 


7912110O43  Forward*    connents    on   NUREG-031  1.  Draft   GEIB   reflects 

health    6   safety   &    thwart    objectives    of    NEPA. 

HEPFDflD.C.       Environmental    Coalition   on   Nuclear   Pouer.        79/10/24. 

22pp. 

7713050321   Response    to   PSC   of   MO   791023   request    to    intervene   as 
representative  of   state.  Since  no  request   for   hearing    filed 
na   hearing  appropriate.  Certificate   of  Svc    end. 

SILBERft,  J.E.       Kansas   Gas   fc   Electric    Co,        SILBEHO,  J.  E.       Bhau,     Pittman, 
Potts   *   TroubridBB.       79/11/07.        5pp. 

7912100475  Answer   to  MO  Public  Svc   Commission  791023  petition   for 
intervention.  Ambiquity    of    petition    re   whether    filed    par 
•interested   states"    regulation    or    "intervenor"    status    should 
be   clarified.  Certificate  of  Svc   encl. 
LEWIS,  S.H        Hearing    Branch    3        79/11/13.       3pp. 

7912050692  Order   establishing   ASLB    to    preside    in   proceeding    ref 
Cnaalssion   order   published    an   79O924    in   FR    re   proposed    anend 
to   CP.  Appoints   H   Grossman   as    chairman.  RF   Cole   b   GD   Bright   as 
Deflbers-. 
LAZQ.R.H.       Atonic   Safety   and   Licensing    Hoard   Panel.       77/11/14.       2pp. 

7912100355  Order   directing    petitioner   HD   Public    8vc.  Commission    to 
file  statenent  of  agreement   re   cessation   of   proceedings.  to 
aaend    petition   tn    intervene   or   submit  memorandum   In  support 
oF    current   petition. 

GROSSMAN,  H.       Atomic    Safety    and    Licensing    Board   Panel.       79/11/31. 
3pp. 

7913370071  Responds   to  790011    Itr   requesting   revocation  of  CP.  Request 
denied.  Sup  pi    to   be    issued    by   BOO131.  List    of    other 
petitioners  encl. 

STELLO.V.       Office    of    Inspection   &   Enforcement,    Office   of    the 
Director        79/11/27.       3pp. 

7912100336  Order  granting  addl    time   for  Commission   to  determine  uhether 
to  review  Director  of    IE  710712  decision   denying   petitions 
to    suspend    or   revoke   CP-  Time    eitended    until    2O   days   after 
issuance   of   director's    supplemental    decision. 
CHILK.S.J.       Office    of    the   Secretary    of    the   Comnission.       79/11  /SB, 


7912170OS3  Request   by   PSC   of   HO   far    eitension   until    791951    to   respond 
to   ASU&  791J23   order   re   CP    amend.  Order   uas    received    on 
791203.  Notice   of  appearance  of   TJ  He  a  me  an  behalf  of  PSC   of 
HO,  affidavit   of    TJ   Hearne   &   Certificate    of   Svc    encl. 
PHILLIPS.  P.  H   ,    lEAHNe.T.J.       Missouri.    State   of.       79/12/03.        3pp. 


IE  Bulletins  &   correspondence 


7913190197   Responds    to    IE   Bulletin   79-03   follouup   rept.  Data   developed 
on   generic   basis  &  considered  applicable   to  all  SNUPPS 
units.  Fabrication  t  installation  of  Youngstaun  pipe  spools 
uill   proceed  w/all  niatl   analysed   prior   to  use. 
PETRICK.H  A       Standardiied  Nuclear  Unit  Power  Plant  System, 
79/1O/O5.       3pp. 

— 791319O31Q    "Rept   on    Investigation   of   Maid    Imperfections    in   ABME   8A-312 
Double   Uelded   Austenitic   Stainless   Steel    Pipe    for   Compliance 
bf/HRC   IE  Bulletin   79-03." 
CAHN.A.L..    STANLEY.C.,    KOEPKE,  W.        Dechtel   Corp.       79/OB/09.        115pp. 


79121003ft!  Forwards  IE  Infn  Notice  79-2B.  "Overloading  of  Structural 
Elements  Due  tn  Pipe  Support  Loads."  No  response  required. 
SEVFHIT,  K,  V.     Region  A.  Dallas.  Office  of  the  Director.   79/11/16. 

Ip. 

7912110533  Forwards  IE  Info  Notice  79-29,  "Loss  of  Noniaf  ety-Related 
Reactor  Coolant  Bus  Instrumentation  During  Operation.  "  No 
specific  action  or  response  required. 
SEYFRIT.  K.  V.     Rogion  4,  Dallas,  Office  of  the  Director.   79/11/16. 

IP- 

7913110281    Forwards    IE   Circular    79-23,     -Motor    Starters    h   Contactor* 
Failed    to   Operate.  "   Mo  response   required. 
SEYFRIT.K.  V.  Region    4.     Dallas,     Office    of    the    Director.        79/11/26. 


79121104BO  Notifies  that  NRC  intends  to  routinely  forward  to 
appropriate  state  public  util  regulatory  groups  fc  state  atty 
general  ofcs  copies  of  escalated  enforcement  correspondence 
sent  by  NRC  to  licensees. 

SEYFRIT.H.  V.     Region  4,  Dallas,  Offlco  of  tho  Director.   79/ll/2fi. 
lp. 

7912190050  Forwards  IE  Circular  79-24.  "Proper  Installation  &  Calibr  of 
Corn  Spray  Pipe  Breal  Detection  Equipment  on  BURfl.  "  No 
written  response  required. 
SEYFRIT.K.  V.     Region  4,  Dallas.  Office  of  th«  Director.   79/11/36. 


7912190180  Forwards  IE  Bulletin  79-37.  "Loss  of  Non-Class  IE 
Instrumentation  &  Control  Power  Sy>  Bus  During  Operation.  " 
No  written  response  required. 
EEYFfilT,  K,  V.     Region  4,  Dallas.  Office  of  the  Director.   77/11/3X3. 


7912310364  Forwards    IE   Info  Notice  79-30,     "Reporting    of  Defect*  d 
Noncorapliances,  10CFR21.  "    No   action   required. 
BEVFRIT.K.  V.  Region    4,     Dallas,     Office    of    the   Director.        79/12/OA. 

4pp. 

7912200315  Forwards  IE  Bulletin  79-28,  "Possible  Malfunction  of  Naaco 
Model  EA1SO  Limit  Switches  at  Elevated  Temps.  "  Action 
required. 
SEYFRIT.K.  V.     Region  4,  Dallas.  Office  of  th«  Director.   79/1H/O7. 


79122B058&  Forwards    IE  Info  Notice  79-31,     "UBB   of    Incorrect  Anplitiad 
Response  Spectra."   No   written   response   required. 

SEYHIIT.K.  V.  Region   4,    Dallas,    Office   of   tho  Dime  tor.       79/12/13. 

lp. 

B.    Reportable   occurrences.    LERs   &  related    correspondence 

7918070140  Confirms   790B24  notification   to    Include  Clams    II   d  III 
as*c«blies    in    investigation   of   potential    deficiencies   in 
piping   assemblies    furnished    by   Qulf  &  Western  Energy 
Products  Croup. 
KOE8TER.C.  L.      Kansas  Oas   &  Electric   Co.       79/09/11.       lp. 

7913070174  Forwards    final    deficiency  r»pt   re   concrete  void    in  reactor 
bldg. 
KOE6TER.O.L.       Kansas  Oas  It  Electric   Co.      79/07/25.       lp. 


7912O40S56  Responds  to   IE  Bulletin  79-23  re  potential    failure   of 
eaergency  diesel   generator    field   eiciter   transformer.  Problem 
not  applicable   to  SNUPPB  diesel   generators. 
P£TRICK,N.A.      Standardiisd   Nuclear  Unit   Power  Plant  System. 
79/10/36.       lp. 

7912050463  Forwards    IE   Insp   Rept    5O-4H2/79-17   on   790917-30   b   notice   of 
violation. 

SetDLE,  U.  C.  Region   4,     Dallas,    Reactor   Construction   tt   Engineering 

Support   Branch.       79/IO/S9.       2pp. 

—7912050468  Notice  of  violation   froa   insp   on  790917-20. 

•          Region  4.    Dallas.    Office  of   the  Director.      79/10/24.       lp. 

—7912050473   IE  Insp  Rept  50-192/79-17  on  790917-20.  NonconpHance   noted: 
failure  to  follow  procedures   re  reviewing   qualifications   of 
blasting   specialist   prior   to  commencement   of  blasting    for 
UHS  discharge  structure   foundation. 

GROSSMAN,  H.  A. ,    ODERO.C.R.  Region   4.     Dallas,     Office   of   the 

Director.      79/10/24.      5pp. 

79IH180175  BubBits  neneric  response  to    IE  Bulletin  79-14,    "fieisnic 
Analysis  for  As-Built  Safety-Related   Piping   Bys,  "  Seismic 
analysis   input   info  conforms  to  actual   as-built 
configuration  of  safety-related    sys. 

FETRICK.N.  A,      Standard!  ted  Nuclear  Unit  Pouer  Plant  Bysten. 
79/1 1/O1.      71pp. 


— 7912070175  Final    deficiency   rept  ra  781213  cancrnta   void    beneath 
equipment   batch   reactor   bldg.  Void   repaired    on  79O709  by 
placing   grant   between  new  concrete  1  llnar. 
»      Kansas   Oaa   ft   Electric    Co.        79/09/28.        4pp. 

7912200429  PNS-IV-79-004:  on  791OOB,  Daniel    Intl    Corp    mitchboard 
operator  rocelved    bomb    threat   call    that   boab  was    in  nvatn 
bldg.Dldg    search    conducted   ft  no    bomb    found.  Call    traced    to 
pay   phone    in  LeRoi/,  KB. 

DBERO,  C.,    SEIDLE.U.  Region  4.    Dallas.    Office   of   th*  Director. 

79/10/09.       2pp. 

7913200448  PNS-IV-79-005:  on  791O1 1, Daniel    Intl   Corp   «witchboard 
operator  received    bomb    threat    call   re   boob    in    turbine   bldg. 
Search   revealed  no   bo«b. 

OBERO.C.  ,    GROSSMAN, W,  Region   4,    Dallas,    Office   of   the  Director. 

79/10/lt.       lp. 

7912120142  Ack  receipt   of  79092B   Itr   forwarding    tnt«i-i*  deficiency  r«pt 
rv  qualification  uf   control    ays. 

CARLSON- R.T.  Region    1,    Philadelphia.    Reactor  Construction  fc 

Enalnearing   Support  Branch.       79/1O/15.       lp. 

—7912130146  Forwards    ItiUri*  deficiency  rept  r"   qualification  of  control 
»ys,  Suppltnental   rept    in  appro*    three  month i. 
PETHICKiN.  A.       Standardized   Nuclear  Unit  Power  Plant  S«*t»n. 
79/10/13.       Ip. 
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79122OO434  PNS-lV-79-OOfc: on   791016. Daniel    Intl    Corp   switchboard 
operator   recelvad   booh    threat    call   re   bonb    in  control   bldg. 
Evacuation  h  search    of   bldg    conducted.  No   bomb    found. 
CBERQ.C.  >    CRDSBMAN.H.  Region   4.    Dallas.    Office  of   the  Director. 

79V1Q/14.       If. 

7912300080  PNS-IV-79-OO7: on  791O19.bonb    throat  received   by   Daniel    Intl 
Corp    froa  onsite   extension    140.  No   bonb    found    in   search   of 
auiiliaru   bidp,. 

TAPIA.J.l..    CRDSSMAN.U.  Region  4,    Dallas,    Office   of   the  Director. 

79/1O/19.'     Zff. 

7912200091   PNS-IV-79-OOB:  on  791023, Daniel    Intl   Corp   personnel    trailer 
received    bonb   threat.  Search   conducted  &  no   boab    found. 
BTEUART.R.,    CROBSHAN,  M.  Raglan  4.    Dallas,    Office    of   the  Director. 

79/10/23.       lp. 


77122B0469  Responds  to  NRC  791019  request  for  addl  Info  re  SHUPPS  firt 
protection  sys. Detailed  responses  to  requests  will  be 
included  in  F8AR  revision. Clarification  of  sys  description 
will  show  design  in  compliance  w/NRC  requirements. 
PETR1CK.N.A,   Standardiiad  Nuclear  Unit  Pouar  Plant  Systea. 
79/1H/20.   lp. 

0.  Adjudicatary  correspondence 

79121B0306  Responds  to  791128  inquiry  re  tuo  kinds  of  licensing 
proceedings  described  in  Atomic  Energy  Act.  Clarifies 
difference  between  DL  Si  CP  proceedings. 
MOODHEAD,  C,  P.   Hearing  Branch  3.   79/13/03.   lp. 

H,  General  correspondence 


7913200003  PNS-IV-79-OO9:  on  791O25, Daniel    Intl   Corp   telephone 
t-ultchboard    operator  received   boah    threat- Search   conducted   It 
no  boab    found. 

OBEBO,  C.  i    CROSSMANiH.  Region   4.    Dallas,    Office  of   the  Director. 

79/10/33,      2pp. 

7912210037  PNB-IV-79-01 1 : on  791029, third    boat    throat  via  telcon  wa* 
rnceJvad    at   1:3O  PM  on  79102S.  Pipe   fabricatnn   ihop  received 
call    fron  onsitB   extent ion. Shop    evacuated.  Saarch   completed. 
Ho  bo  inn   found. 

DBEHOtC.i    GROSSMAN,  M.  ROB  ion  4,    Dnlloi.    Office  of   the  Director. 

79/10/23.       lp. 

T9122&O090  PN8-IV-79-010;  on  771023, Daniel    Intl   Corp   operator  received 
•ocand    bonb    threat, Call    cane    Iron   extension   uithin   hlrig. 
Starch   conducted   w/negative   results.  Facility   under   eonst. 
DBEBO.C. .    CROSSHANiW.  Region  4.    Dal  la*,    Office  of   the  Director. 

79/1O/83,      2pp. 

7912200360  PW8-IV-79-O13:  on  791114, Daniel    Intl   Corp    switchboard 
operator   received   bonb    threat   call    from   ilta   ••tension. 
Control   bldg    evacuated  &  search    conducted.  No   bomb    found. 
DBERO.C.  ,    CROBBHAN.U.  Region   4.    Dallas,    Office   of   tha  Director. 

79/11/14.       lp. 


7912180535  Notifies    of   appointment   nf  JF  MeLaughlln  to  position  of 
Assistant    to  Vice  President, Nuclear. 
BHYANrJ.  K.      Union  Electric   Co.      79/13/11.       lp. 

Q.     Inspection  reports,     IE  Bulletins  &  correspondence 

7912190197   Responds    to    IE   Bulletin   79-03   follouup   rept.Data    developed 
on  ganertc   basis  b  considered   applicable   to  all   SNUPPS 
units.  Fabrication  fc   installation  of  Youngstovn  pipe  spools 
uill   proceed   u/all   matl   analijiud    prior   to  use, 
PETR1CK-N.A.      Standardiied   Nuclear  Unit  Power  Plant  BY s ten, 
79/1 0/OS.      3pp. 

— 7913190310   "Rept   on   Inveitigation  of  Held    leipirfeetions   in  ABtC  BA-313 
Double  Melded  Austinitic   Stainless  Steel   Pipe  for  Compliance 
y/NRC   IE-Bulletin  79-03." 
CAHN.A,  L. ,    STANLEV.C.,    KOEPKE,  M.      Bechtel   Corp.      79/O8/09.      HSpp. 

7912DoD596  Responds   to   IE  Bulletin  79-23  re   potential    failure   of 
taergtncy   diesel   generator   field    eiciter  transfornar. Problea 
not  applicable   to  3NUPPB  diet*!    generators. 
PerHICK.N.A.      Standarditad   Nuclear  Unit  Poyer  Plant  BysteB. 
79/10/36,       lp. 


79131BO119  PMO-IV-79-lS:on  791117. Daniol    Intl    QC    lab    technician 
accldantally  hit  b«  concreta   true*   during   concrete 
placenent.  Technician   taken  to  honp  fc  rBturnnd    to   site   onl« 
to   suffer   froa   internal    blooding- Readmitted    to  hosp. 
08ERO.C.R.,    CROBSMAN.  M.  A.  Region   4,    Dallas,    Office  of  the 

Director.      79/11/19.       lp. 

79I212O39S  Notifies   of   corrective   action   for   potential    deficiency  re 
•ngineered    aafaty    features  actuation   sy«.  Te*t  sequence   to 
detect   failure  mill    OB   incorporated    Into   appropriate 
procBdurei. 

PETRICK,  N.  A.      Standard!**"!   Nuclear  Unit  Power  Plant  B«Bt«a. 
79/12/06.       lp. 

7913280393  Divcuaies   potential    def icUncg,  per   7911 1A  telcon   to  NRC. 
Haitinghou**  ravleu  reveal*   that   dropped   rnd    lafetu   analysi* 
dBflclancit  stai|   «*f«et   *our   ad 41  loop   plants.  Further    info 
uill  -be  provided  bv  FBAR  raviaian. 

PETBICK.N.A.      Standard  lied  Nuclear  Unit  Power  Plant  S«»t»«, 
77/12/14.      2pp. 


DOCKET  BTN-SO-4B3  CALLOHAY  PLAMT,    UNIT   1 


A.     Application/construction   «tage   docunent*  fc  corresponeanCB 

79iailO2«v4  Dl*cuaeee  MIC  elan*   to   use   generic   analyses    to   develop   early 
verification   prograa  to  resolve  ATW3   l*sue   for  PUR*  tc  BMR«. 
Succeii   of   program  depends   on   industry   response.  Supports 
tor  station  of  owners   groups   to  provide  necessary    info. 
DENTON.H.  R-      Office   of  Nuclear  Reactor  Regulation.      79/10/17.      3pp. 

7913260429  Forward*  updated  "OA  Program*  for  Design  It  Const.  " 
PETRICK. N. A,  Standardize*  Nuclear  Unit  Power  Plant  Byetsn. 
79/1  a/2O.  8pp. 

— 7713380434  Updated    "OA  frograeis    far   Dealgn   fc  Const.  " 

*     Standard i led  Nuclear  Unit  Power  Plant  S««te«.       79/12/20.       223ep, 


7912180173   Bubaits    generic    response    to   IE   Bulletin  79-14,     "Beisnlc 
Analysis   for  As-Built   Safety-Related  Piping  flys.  "  Beisalc 
analysis    input   Info   conforns    to   actual    as-built 
configuration  of   eafaty-related    sys. 

PETRICK, N.  A.      Btandardimd   Nuclear  Unit  Power  Plant  Systea. 
79/11/01.       71pp. 

791221O02B  Forwards    IE   Insp   Hept   30-4B3/79-11    on  79101A-18.  No 
nonconpllano  noted. 

FIOHEU-1,0.  Region  3,    Chicago,    Reactor  Construction  *  Engineenne 

Support  Branch.      77/11/07,      2pp. 

— 7712210033  IE  Insp  Rept  50-493/79-11   on  791016-10.  No  noncompliance 
noted.  Major  areas    inspected:  activities  re  concrete 
placement  tt  site. 

HANSEN,M.A..    KNOP.R.C.  Region  3,    Chicago,    Office   of  the 

Director.      79/11/07.      3pp. 

791HOM134  Forwards    IE  Circular  79-22,    "Stroke  Tiaes   for  Powar  Operated 
Relief  Valves."  No  response  required. 

KEPPLER.  J.  0.  Region  3,    Chicago,    Office   of  the  Director.      77/11/14. 

lp. 

7913100248  Forwards   IE  Info  Notice  79-3B,    "Overloading   of  Structural 
Elements  Due   to  Pipe  Support  Loads. "  No  response  required. 
KEPPLER.J.O.  Region  3,    Chicago,    Office  of   the  Director.      79/11/14- 

lp. 

7912110372  Foruarde    IE   Info  Notice  77-29,    "Loss  of  Nonsafety-Relatea 
Reactor  Coolant  Sys    Instrumentation  During   Operation."  No 
specific   action  or  response  required.  .„,..,., 

KEPPLER,  J.  O.  Region  3.    Chicago.    Office  of  the  Director.      79/11/14. 

lp. 

7918030413  Forward*    IE  Bulletin  79-86,    "Boron  Loss  Froa  BHH  Control 
Blades."   No  response  required.  -„,.,,„_ 

KEPPLER, J.O.  Region  3,    Chicago,    Office  of   the  Director.      79/11/SO. 


F.    Security,    aidical,    energancy  fc  fire  protection  plans 

7912040471   Forwards    info  re   upgraded   BBarienty   plane   to  plant*   under 
eonst  fc  OL  review, Applicants  required    to  suite  certain 
•ofrganeg  arranieaents  w/state  V  local   organisations  fc 
•  uhMlt  eaergencj  plans  par  RM  Pulde  1,  101,  ' , 

VABBALLO,  D.  B.         Division   of   Project  JtonageaiBnt.      79/11/21.      4pn. 


7912100446  Forwards  IE  Circular  79-24,  "PropBt  Installation 
Core  Spray  Pipe  Break  Detection  Equipment  on  BHH*."  No 
written  response  required. 
KEPPLER.J.O.     Region  3,  Chicago,  Office  of  the  Blrector. 


„„„.,„, 
79/11/34. 


7913140242  Forwards   IE  Circular  79-23,    "Motor  Starter*  *  Contactors 
Failed   to  Operate."   No  written  response  required.  ______ 

KEPPLER,  J.  0.  Region  3,    Chicago,    Office   nf  the  Director.      79/11/24. 

tp. 
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7912110444    Notifies    that    NRC    intends    to    routinely    Foriuard    to 
appropriate    state    public    util    regulatory    groups   t,    state    atty 
Bcneral    nfcs   copies   of    escalated    enforcement    correspondence 

sent    by    NRC    to    licensees.  -JO/H/PR 

KEPPLER.J.G.  Region    3,     Chicago,     Office    oF    the    Director.        79/11/28. 

Ip. 

791219024*.   Foruards    IE   Bulletin   79-27,     "Loss    of   Non-Class    IE 
Instrumentation   I<  Control   Pouer  Sys   Dua   During  Operation. 

i    response   require    .^  OFfiee    of    the    Director.        79/11/3O. 


.  ,„.,„,„, 

Office    DF    the    Director.        79/12/06. 


79ISPB0421?   Forwards    updated    "GA    Programs    for    Deaign    &    Const. " 
PETRICK.N A         StandardUed    Nuclear    Unit    Pou.r    Plant    System. 


7913110101    Forwards    IE    InFo   Notice   79-30.     "Reporting    OF    Defects    !. 
Nuncompliances,  IQCFR21.  "    No    action    or    response    required. 
KEPPLER.J.Q.  Region   3,     Chicago 


7913200143   Faruards    IE    Bulletin   79-29,     "Possible   Malfunction    of   Namto 
Model    EAIBO   Limit   Switches    at   Elevated    Tomps.  "    Action 

«EPPLER?0.  Q.  Region  3,    Chicago.    OFfice   oF    the   Director.       79/12/IO. 

Ip. 

5      Fleportable    occurrences,     LERs    &   related^correapondBncB 

7912120142   Ack    receipt    OF    790920    Itr    Formarding    interim   deficiency,    rept 
re    qualification    of   control    sys.  „        .         ..,         • 

CAPLSDN.R.T.  Region    1,    Philadelphia,    Reactor  Construction  & 

Engineering   Support   Branch.       79/10/15.       Ip. 

—7912130146  Foruiavds    Interim   deficiency   rept   re   qualification   of    control 
aus.  Supplemental    rept    in  approi    three  months, 
PETRKK.N.A.       Standardiied    Nuclear  Unit  Power   Plant  System. 
79/10/15.        Ip. 

79IB1B037B   PND-II  1-79-016:  on   791O12,  Oechtol    Power    Corp   received    inquiry 
from  ADC  Television   re   embeds   used    in  const   of    facility. 
Prevoua    investigation   of   studs    to    concrete  weld    problems 
ccmcludad    embed    are   sound   h   meet    design  t,   load   requirements. 
HANSEN.W.A..    KNOP.R.C.,    FIORELLI.C.  Regions,    Chicago,    Office   of 

the   Director.       79/10/15.       Ip. 

7-713070033  PNO-I  11-79-33:  on  771  101.  employment   discrimination   claimed    by 
U   Smart    because    of    allegations    made    re    quality    of   const    on 
previous    job.  Referred    bo  Dept   of  Labor. 

KNOP.H.C    ,     FIOREU-I.G.  Region   3-     Chicago.     Office    of    the    Director. 

79X11/02.        Ip 

79L21BD331    FNS-I1  1  -79-O02:  on    791  115.  telephonic    bomt.    throat    receivod    by 
operator   oF  Daniel    Const  Co.  Call   was    traced    to   pay   phona. 
Licensee   conducting    search    of    facility    I,  surrounding   area. 
CREED.  J.  R.  Region    3,     Chicago,     Office    of    the    Director.        79/11/15. 


7912120395  Notifies    of    corrective   action    for   potential    deficiency,   re 
engineered    safety    Features    actuation   sys.  Test    sequence    to 
detect    failure   uill    he    incorporated    into  appropriate 

PETRICK.N.  A.       Standardiied    Nuclear  Unit  Power  Plant   System. 
79/12/O4.        Ip. 

7912390593   Discusaea    potential    def  ic  iency,  per    791116    telcon    to   NRC. 
Uestinghouse   review  reveals    that   dropped   rod    safoty    analysis 
deficiency   may    aFfect    Four    addl     loop    p  Unts.  Further    info 
uill    be    provided    by   FSAR  revision. 

PETR1CK-.N.  A.       Standardiifld    Nuclear   Unit  Pooler  Plant   System. 
79/12/H.      2pp. 


DOCKET   STN-50-484    TYfiONE   ENERGY   PARK,     UNIT^l 
Q.     AJjudicatory    corroapondence 

7912110043  Forwards   comments    on  NUDES-051 1.  Draft  GEIS  reflscts 
conscious   t.   deliaerate   NRC    policy    to    joopardlie   nubile 
hoalth    i<  safety    t>   thuart  objectives    of  NEPA. 
KEPFORD.C.      Environmental   Coalition   on  Nuclear   Pouer. 
S2pp. 


DOCKET  STN-50-4S3   STERLING  POWER   PROJECT  NUCLEAR^UMIT^I 

A      Application/construction  stage    document*   E.  correspondence 

____  —  «— -__^_ ~+,~~  —  . ,__  —  -  —  -, — ._—  -       -—  —  -  —  — 

7913!1Q364  DiscusseB   NRC   plans    to   use   generic   analyses   to   develop    early 
verification  program    to  resolve  ATHB    Issuo    for   PWRa  fc  BHHs. 
Success   of   prnnram  depends    on    industry   response.  Supports 

formation   of   Dinners    aroups    to   provide   noceasar«    in'o. 

DENTON,H.R.      Office    of  Nuclear   Reactor   Regulation.      79/10/17.       3np. 


79/12/20.   2pp. 

— 79122BQ436  Updated  "QA  Programs  for  Design  tt  Const.  " 

.   Standardiied  Nuclear  Unit  Power  Plant  System.   79/12/20.   225pp. 

F.  Security,  medical,  emergency  E.  Fire  protection  Pla^= 

7912010471  Forwards  info  re  upgraded  emergency  plans  to  plants  under 
const  !<  OL  review.  Applicants  required  to  make  certain 
emergency  arrangements  w/state  fc  local  organl  lationa  t. 
submit  emergency  plans  per  Reg  Guide  1.101.       ,„,.,,.,,    .,.. 
VASBALLO.D.B.    Division  oF  Project  Management.   79/11/21.   App. 

7912380469  Responds  to  NRC  79101B  request  for  add!  info  re  SNUPPS  fir- 
protection  sys. Detailed  responses  to  requests  will  bo 
included  in  FBAR  revis ion. Clarif ication  of  sys  description 
will  shoui  design  in  compliance  u/NRC  requirements 
PETRICK.N.  A.   Standardiied  Nuclear  Unit  Pouor  Plant  Bustem. 
79/12/20.   Ip. 

V  • 
0,  Adjudicatory  correspondence 

7913110043  Forwards  comment*  on  NUREO-OS11. Draft  OE1S  reflect* 
conscious  h  deliberate  NRC  policy  to  jeopardiie  public 
health  t-  safety  t  thwart  objectives  of  NEPA.  ™/.n/0A 

KEPFORD.C.   Environmental  Coalition  on  Nuclear  Power.   79/10/24. 
22pp. 

a.  Inspection  reports,  IE  Bulletins  t.  correspondence 

7912190197  Responds  to  IE  Bulletin  79-03  follouup  rept  D.ta  developed 
on  generic  basis  t<  considered  applicable  to  all  SNUPPB 
units.  Fabrication  &  installation  of  Youngstown  pips  spools 
will  proceed  w/oll  matl  analyiad  prior  to  um. 
PETRICK.N.A.   Standardiied  Nuclear  Unit  Pouer  Plant  Sgatem. 
79/10/05.   3pp. 

—7912190210  "Rept  on  Investioation  of  Weld  Impurf .ctions  in  ASHE  9A-31E 
Double  Welded  Austeni tic ^Stainless  Steel  Pipe  for  Compliance 

Dechtel  Corp.   79/00/09.   115pp. 


7912060396   Respond*    to    IE   Bulletin    79-23   ro    potential    fflllur.    of 
emergency    diesel    generator    Field    exciter    transformer.  Problum 
not   applicable    to  SNUPPB   diaflel    generators. 

PETRICK.N.A.       Standard!  led    Nuclear   Unit   Powsr   Plant   System. 
79/10/26.       Ip. 

7912100175  Submits    generic    response    to    IE  Bulletin  79-H,     -'Seismic 
Analysis    for   As-Built   Safety-Related   Piping    Sya.       Seismic 
analysis    input    info   conforms    to    actual    as-built 
configuration    of    safety-related    sus.  „,,.«». 

PETRICK.N.A.       Btandardiied    Nuclear   Unit  Powwr   Plant  System. 
79/lli'Ol.       71pp. 

7912050064   Forward*    IE  Circular   79-22-     "Stroke   Times    for   Power  Oper«t»d 
Relief   valvBG.  "    No  response    rociuired.     ____ 

GRIER.B.H.  fiagion    1.    Philadelphia,    Office    of    th.   Director. 

79/11/li.        Ip. 

7912030306   Forwards    IE    Info    Notice    79-H7.     "Steam   Generator    Tube 
Ruptures   at   Two   PWH   Plants.  "    No   response  required. 
ORIER.B.H.  Region    1,    Philadelphia,    Office   of    the   Director. 

79/11/16.        Ip. 

7912100152  Forwards    IE   Info   Notice  79-2Q,     "Overloading    of   Structural 
Element.   Due    to   Pips  Support  Loads.  "    No  "*Pon"J'*|l"*r:;i,l,. 
GRIER.D.H.  Region    1,    Philadelphia,    Office    of   tho   Director. 

79/11/16.       Ip. 

791H11047S  Forwards    IE   Info   Notice   79-29-     "Los*    of   Nonsaf  .ty-R«l»t»d 
Reactor  Coolant   By*    Instrumentation  Durina   Operation.       No 
specific    action    or   response   required. 

ORIER.B.H.  Region    1,     Philadelphia.    Office    of    the   Director. 

79/11/19.       Ip. 

7912050332  Foruards    IE  Bulletin   79-26,     "Boron   Los*   From  BWR   Control 
Blade*.  "   No   response   required.  ....„,         .. 

GRIER,D.H.  Region    1,    Phi  ladolph  la.    Office   of    the   Director. 

79/11/20.       Ip. 

79120A0597  Forwards    IE  Circular   79-34,     "Proper    Installation   ».  Callbr    of 
Cor*  Bprau   Pipe   Break    Detection   Equipment    on   BUS*.       No 

^'ReBion    1.    Philadelphia,    Office    of    th.    Dir.ctor. 


79/11/26.        Ip. 
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79131100B7  Forwards  IE  Circular  79-03,  "Motor  Startups  t  Contactors 
Failed  to  Operate,"  No  response  required, 

DRIER,  B.  H.     Region  1,  Ph  i  ladolph  la,  Office  of  the  Director. 
79/11/26.   Ip. 

7912190089  Forwards  IE  Bullitin  79-27,  "Lous  of  Non-Class  IE 
Instrumentation  tt  Control  POUJBT  Sya  DUB  During  Operation.  " 
No  written  response  required. 

ORIER.B.H.     Region  1.  Philadelphia,  Office  of  the  Director. 
79/11/30:   Ip. 

7919310292  Forwards  IE  Info  Notice  79-30.  "Reporting  of  Defects  t. 
Noncompliances.  10CFI121.  "  No  action  required. 

DRIER.  D.H.     Region  1.  Philadelphia,  Office  of  tha  Director. 
79/12/06.   4pp, 

7912190767  Forwards  IE  Bulletin  79-2B,  "Possible  Malfunction  of  Namco 
Model  EA190  Liolt  Switches  at  Elevated  Temps. "  Written 
response  required. 

ORIER.B.H.     Region  1,  Philadelphia,  Office  of  the  Director. 
79/12/07.   Ip. 

79122B024i  Forwards  IE  Info  Notice  79-31.  "Use  of  Incorrect  Amplified 
Response  Spectra. "  No  written  response  required. 
ORIER.B.H,     Region  1.  Philadelphia,  Office  of  the  Director. 
79/12/13.   Ip. 

8,  Reportable  occurrences,  LERs  It  related  correspondence 

7912120142  Aefc  receipt  of  790928  Itr  forwarding  Interim  deficiency  rept 
re  qualification  of  control  sys. 

CARLSON.R.T.      Region  1.  Philadolphia.  Reactor  Construction  I* 
Engineirlnp.  Support  Branch.   79/10/1S.   Ip. 


0.  Adjudicatory  carrijapnndencB 

7912180206  Responds  to  7911HB  inquiry  re  tuin  Hinds  of  licensing 
procaedinga  described  in  Atomic  Enargg  Act.  Clari  f  ies 
difference  between  DL  !•  CP  proceedings. 
KOODHEAD,  C,  P.   Hearing  Drouth  3.   79/13/05.   If. 


H.  General  correspondence 


— 791B1ZQ146  Forwards  Interim  deficiency  rept  re  qualification  of  control 
sys.  Supplemental  rept  in  approi  three  months. 
PETRICK.N.A.   Standardiied  Nuclear  Unit  Power  Plant  System. 
79/10/15.   Ip. 

7912120393  Notifies  of  corrective  action  for  potential  deficiency  re 
engineered  safety  features  actuation  sys.  Test  sequence  to 
detect  failure  will  be  incorporated  Into  appropriate 
procedure. 

PETRICK.N.A.   Standardlied  Nuclear  Unit  Power  Plant  System. 
79/1H/06.    Ip. 

79122B0993  Discusses  potential  def U lency.  per  791116  telcon  to  NHC. 
Wtstinghouse  review  reveals  that  dropped  rod  safety  analysis 
deficiency  may  affect  four  addl  loop  plants. Further  Info 
will  be  provided  by  F8AFI  revision. 

PETRICK.N. A.   Standardized  Nuclear  Unit  Poiuer  Plant  System. 
79/12/14.   2pp. 


DOCKET  BTN-SQ-4B6  CALLOWAY  PLANT,  UNIT  B 

A.  Application/construction  stage  documents  d  correspondence 

7912110264  Discusses  NRC  plans  to  use  generic  analyses  to  develop  early 
verification  progran  to  resolve  ATWB  issue  for  PHRs  fc  nWRi. 
Success  of  program  depends  on  Industry  response. Supports 
formation  of  owners  groups  to  provide  neeasBary  info. 
DENTON.H.R.   Office  of  Nuclear  Reactor  denulation.   79/10/17.   3pp, 

79122B0429  Foruiards  updated  "OA  Programs  for  Design  h  Const." 
PETRICK.N.  A.  Standardized  Nuclear  Unit  Power  Plant  System. 
79/12/20.  2pp. 

— 791H2B0436  Updated  "QA  Programs  for  Design  t  Const. " 

»  Btandardiied  Nuclear  Unit  Power  Plant  System.   79/la/SO.   22Spp. 

F.  Security,  medical,  emergency  b  fire  protection  plans 

7912040471  Forwards  Info  re  upgraded  emergency  plans  to  plants  under 
const  t>  DL  review.  Applicants  required  to  make  certain 
emergency  arrangements  u/state  h  local  organiiations  ti 
*ubnit  emergency  plans  per  Reg  Oulde  1. 101. 
VflaaALLO,  D,  B.    Division  of  Project  Management.   79/11/21.   App. 

79122B0469  Responds  to  NRC  791018  request  for  addl  info  re  SWJPPS  fire 
protection  sys. Ditailed  responies  to  requests  will  be 
included  In  FSAR  rivliion. Clarification  of  sus  description 
will  shou  design  In  compliance  w/NRC  requlrementa. 
PETfiICK,  H,  A.   Standardiied  Nuclear  Unit  Power  Plant  Sustem. 
79/12/20.   Ip. 


79121B0535  Notifiea  of  appointment  of  JF  McLaughlin  to  position  of 
Aanistant  tn  Vice  PreBlilant,  NJC  lear. 
QRVAN.J.H.   Unipn  Electric  Co.   79/13/11.   Ip. 

0,  Inspection  reports,  IE  Bulletins  &  carresponilence 

7913190197  Responds  to  IE  Bulletin  79-03^0110^0?  rapt.  Data  developed 
nn  generic  basis  !.  considered  applicable  to  all  SNUPPS 
units.  Fabrication  !.  installation  of  Youngstoun  pips  spoola 
will  procaod  ui/all  matl  analyiod  prior  to  USD. 
PETRICK.N.  A.   Standardised  Nuclear  Unit  Power  Plant  BijatBm. 
79/10/05.   3pp. 

—  7912190210  "Rapt  on  Investigation  of  Weld  Imperf  ectionn  iti  A9ME  SA-3ia 
Double  Welded  Austenitic  Stainless  Steel  Pipe  far  Compliance 
u/NHC  IE  Bulletin  79-03." 
CAHN.A.  L,   Bechtol  Corp.   7WQ9/09.   119pp. 

7913060336  Rssponds  to  IE  Bulletin  79-23  re  potential  failure  of 
Emergency  dlBssl  gerieratar  fisld  aiciter  transformer.  Problem 
not  applicable  to  SNUPPB  diosel  sencratora. 
PETRICK.N.A.   Standardiied  Nuclear  Unit  Power  Plant  System. 
79/10/26.   Ip. 

7912180173  Submits  generic  response  to  IE  Bulletin  79-14.  "Seismic 
Analysis  for  As-Built  Safety-Related  Piping  8ys.  "  Seismic 
analylla  input  info  conforms  tn  actual  aa-built 
configuration  of  safety-related  sys. 

PETRICK.N.  A.   Btandordlieil  Nuclear  Unit  Power  Plant  System. 
79/11/01.   71pp. 

79120S0154  Forwards.  IE  Circular  79-32,  "StroXo  Timoa  for  Power  Operated 
Relief  Valves."  No  response  required.  „„,..,., 

KEPPLEH.J.O.     Region  3,  Chicago,  Office  of  the  Director.   79/11/16. 


7912100318  Forwards  IE  Info  Notice  79-ES,  "Overloading  of  Structural 
Elements  Due  to  Pipe  Support  Loads."  No  response  required. 
KEPPLEH.  J.  0.     Region  3,  Chicago,  Office  of  tha  Director.   79/11/16, 
lp. 

7913110392  Forwards  IE  Info  Notice  79-29,  "Laao  of  Nonsaf  ety-Re  lated 
Reactor  Coolant  Sys  Instrumentation  During  Operation.  "  No 
specific  action  or  roflponse  required.  -,„,,,,,,. 

KEPPLER.J  O     Hagion  3.  Chicago,  Office  of  tho  Director.   79/11/16. 
lp. 

7912050413  Forwards  IE  Bulletin  79-26,  "Boron  Loss  From  BUR  Control 
Blades."  No  response  required. 
KEPPLER.J.Q.     Region  3,  Chicago,  Office  of  the  Director.   79/11/2U. 

lp. 

7913100446  Forwards  IE  Circular  79-24,  "Proper  Installation  !•  Calibr  of 
Cora  Spray  Pipe  Break  Detection  Equipment  on  DWRs.  "  No 
written  response  required,  -,„,,,,.,.. 

KEPPLER,  J.  G.     Region  3,  Chicago,  Office  of  the  Director.   79/11/26. 
lp. 

7912110843  Forwards  IE  Circular  79-23.  "Motor  Starters  6  Contactors 
Failed  to  Operate."  No  written  response  required.  ™,,,yoi. 

KEPPLER.J.O,     fiagion  3,  Chicago,  Office  of  the  Director.   79/11/86. 
lp. 

7913H0444  Notifies  that  NRC  intends  to  routin«l»  forward  to 
appropriate  state  public  util  regulatory  groups  k  state  atty 
general  oft*  copies  of  escalated  enforcement  corrnapondenee 
sent  by  NRC  to  licensees.  -«,,.,  ,nD 

KEPPLEfi,  J.0.     Region  3,  Chicago,  Office  of  thfl  Director.   79/11/3B. 

lp. 

7912190246  Forwards  IE  Bulletin  79-27,  "Uo»s  of  Non-Class  IE 
Instrumentation  S.  Control  Power  Bys  Bus  During  Operation. 
No  written  response  required.  -,r,,.,,^^ 

KEPPLER.d.O.     Regions,  Chicaso,  Office,  of  the  Director.   79/11/30. 


7913140104  Forwards  IE  Info  Notice  79-30,  "Reporting  of  Defects  (c 
Noncompliances.  10CFR21.  "  No  action  or  response  required.     _..,_.., 
KEPPLER.J.  0.     Region  3,  Chicago.  Office  of  the  Director.   79/13/06, 
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791220014B   Farwrdi    IE   Bulletin   79-28.     "Possible   Malfunction   of   Namco 
Kodel    EA1SO   Limit   Switches   at   Elevated    Teops.       Action 

0.  RMlon   3.    Chicago,     Office    of    tb.   Director.       79/18/10. 


lp. 
6.    Reportable   MeurrencB.s.J-EfisJ.  related^cDrrospondent* 

7912120142  Ack   receipt   of    79092B    Itr    forwarding    interim   deficiency    rept 
re  Qualification  of  control    sua. 

CARLSON.R.T.  Rogion    I,    Philadelphia.    Reactor  Construction  t. 

Engineering   Support  Branch.      77/10/15.       lp. 

-79121201-16  Forwards    Interim  deficiency   rept  rH  qualification   of   control 
SUB.  Supplemental    r«pt    in  approi    throe  months. 
PETRICK.N.A.       St.ndardiittf  Nuclear  Unit  Power  Plant  flijste™. 
79/10/15.        lp. 

79121B0331   PNS-III-79-002:on   791115.  telephonic    bomb    threat   recelvad    bu 
operator  of   Daniel    Const  Co.  Call   Ma*   traced    to   pay   phone. 
License,  conducting   search   of    facility.   *  surrounding   MM. 
CREED.J.R.  Re9ion  3.    Chicago.    Office   of   tb*  Director.      79/11/13. 

lp. 

7712120395  Notifies    of   corrective   action    for   potential    deficiency   ro 
engineered    safety    features  actuation  lys.  Teat  sequent!,  to 
detect    failure   will   be    Incorporated    into  appropriate 

Standardiied   Nuclear  Unit  Power  Plant  Bysten. 


79/12/06.        lp. 

79123B0393  Discusses   potential    deficiency,  per  791116  t.lcon   to  NRC. 
Msstlnghouse  review  reveals    that  dropped   rod   safety   analysis 
daflcienctj  mat,   affect   four  addl    loop   plants.  Further    info 
mill    be    provided    bu   FBAR   revi.ion. 

PFrraiCK.N.A.      Standardised  Nuclear  Unit  Power  Plant  Sij»te«. 
79/12/14.       Bpp. 


DOCKET  BTN-SQ-48B   PERKINS   NUCLEAR   BTATION^JJNIT^l 

A.    Application/construction   stage   documents   lc_^2IrB!i!~"" 

7911HB0153  Discuses  nods   to  NRC   position  re  statu*  S.  applicabi  litu   of 
TMI-8  accident    review  E,  NUREQ-057B   to    facilities  und*r 
const.  Forward*    addl    info   to   be   considered    in  dnv.lopR.mt   of 
final    plant   design  «<  procedures.  ,0,,n/in        4nr. 

VASBALLO,  D.  B.         Division  of   Project  Management.      79/10/10,       4pp. 

791211026*  Di.cmsas  NfiC   plan,    to  us.  B-neric   analyses   to   develop    earlu 
verification   prosram   to  re.olve  A1H3   issue  .for  PHR*  «.  BMi. 
Success  of   program  depends   on   Industry   response  Supports 
formation  of    owner,  groups    to   provide  "«"""    lnf%o/ln,1,        aaB 
DENTON.H.R.      Office  of  Nuclear  Reactor  Regulation.      79/10/17.      Jpp- 

7912070004  Requests    distribution  of    end   memorandum   to  board 

"0"    ".ii.Unt   Director    for   Light   Mater   Reactors.        79/1  WOB. 


3PP. 

7913270494  Estioates  subaittal   data   for  FSAfl    for  CheroUe    1   a* 
Jan   1984. 
DAIL.L.  C.       Du*o   Powar   Co.       79/12/20.        lp. 

F.    Security,    medical,    emergencu  fc  fire   P^n^|=**^J_^^ 

7912070469  Notification  of  791204  meeting  u/util*   In  Bethesrfa.KD  re 
NHC   info  rBHtiireiBBnts   for   emaroencu.   preparidnass.  Roon  change 

HDON^C.H.'  Light  Hater  Reactar«  Branch  4.      79/11/16.       llpp. 

0.    Adjudtcatoru    correspondence 

79121B03II  Forwards  NRC  Dept   of  Natural  Resource*  fc  Co*aunity 
Devtlopmint  77113B   Itr   clarifijins    1*T  rsferenced    In  NRC 
alternative    <it»    testimony   re  condens«r   coolino. 
REIB.E.J.      Hearing  Branch  3.      79/1S/O9.       lp. 

—7913180217  ClarifiM  791019   Itr  statins   vitus   on  condenser   coolins 
typai.Can  HBtablish   official  position  onl«   in  eont»«t  of 
permit  application  I<  review  process.  State   «ployee  advice 
as  no   legal    »tatus  under  KG   lau.  ,n,..,™        , 

ORIOS.N.  8.       North  Carolina,    State   of.      79/11/BB.       lp. 


I.    Financial    information 

7912370377  Forwards    duplicate    copies    of    "til    790331    ouarant.a    of 
retrospective   prBmium.,  in    response    to   NRC  791B1O  request. 
WHITLEViH.  D.       DoVe   Pouer    Co.       79/12/20.       lp. 

—7912370009  RBquoBts   approved    guarantee    of   payment    of    deferred    premium. 
SALTZMANi  J.  Antitrust    Ic    Indemnitg    Oroup.        79/1S/1O.        lp. 

0.     In.pection   reports,     IE  Bulletins   t,   correspondence 

7913060119  Forward.    IE   Info   Notice  79-12*.,     "Attempt.d    Damage    to   New 
Fiial  Aisemblles.  »  No   specific  action   or  re«pon<«  requifid. 
O'REILLY.  J.  P.  Region  2,    Atlanta,    Office   of    the   Dir.ctor. 

79/11/09.       2pp. 

791H100146  Forward.    IE    Info  Notice   79-HB,     "Ov.rloadinfl    of   Structural 
•Elonents   Due   to   Pipe  Support   Loads."    No   respons.   required. 
D'REILLY,  J.  P.  Region  2.    Atlanta,    Dffic.   of    the   Dir.ctor. 


7912110331   Forwards    IE   Info  Notice   79-29.     "Loss    of   Non.af.ty-R.l.t.d 
Reactor  Coolant   B««    Instrumentation  During   Operation,       No 
specific   action    or   response   required.  n,,,,*-- 

O'REILLY.J.P.  R«gion   S,    Atlanta.  '  Of  f  ice    of   the   Director. 

79/11/16.       2pp. 

7913060607  Forward.    IE  Circular   79-24,     "Proper    Installation   l<  Calibr   of 
Core   8pra«   Pipe   Break   Detection   Equipment   on  BHRs.       No 

^Region   2,    Atlanta,    Office   of    th.   Director. 


79/11/26.       lp. 

7913110140  Forwards    IE  Circular  79-33,     "Motor  fitart.ri   I.  Contactor* 
Failed   to  Operate.  "   No   response   reo.ulr.d.  „,„.,..„„ 

O'REILLY,  J.  P.          Reaion  2,    Atlanta.    Of  fit.   of   the  Dir.etor. 
79/11/26.       lp. 

7912190397  Forwards    IE  Bulletin  79-27,     "Loss   of  Non-Clam.    IE 
Instrunentation  fc  Control   Power   Su.    Due   During   Op.ration. 
No  uritton  response  required. 

O'HEILLY.J.P.  Region   2,    Atlanta,    Offic.   of   th.   Dir.ctor. 

79/11/30.        lp. 

7913310290  Forwards    IE    Info   Notice  79-30,     "Reporting    of  D«f.ct«   i, 
NoncompHancBi.lOCFRai."   No   action   T-.quir.d.  _.„„.„„ 

O'REILLV.J.P.  Region   2.    Atlanta,    Office   of    th.   Director. 

79/13/06.        Spp. 

7912200010  Forwards    IE  Bulletin  79-2B.     "Possible   Malfunction   of   Namco 
Model  EA1BO  Limit  Switches   at   Elevated    Tempt."    Action 


.  J.  P. 
79/12/07.      2pp. 


Region   2,    Atlanta,    Office   of    th.   Dir.ctor. 


7912280391   Forward*    IE   Info  Notice   79-31,     "U..   of    Incorr.et   Aaplifi.d 
Resnons.  Spectra."  No   written   re.ponse   r.quir.d. 
O'REILLY.J  P.  Region   2,    Atlanta.    Offic.    of    th.   Dir.ctor. 

79/12/13.       2pp. 

7912280134  Forwards    IE  Circular  79-28-     "Bhocfc   Arrditor   Strut   Aisen>blU 
Interference."   No  writtan   response    required. 
O  'RE1LLY,  J.  P.  R»flion   2,    Atlanta,    Office    of    the   Director. 

79/12/20.      4pp. 


DOCKET  BTN-SO-4B9  PERKINS  NUCLEAR   STATION,    UN'T_3 

A.    Application/construction    stage    documents   t>  corretpondenc. 

79112B0153  Diseus.es  mods   to  NfiC  position  r.   itatu.  1,  applieabllitu  at 
THI-3  aceidant  revi.ui  (•  NUREO-037B   to    facilities    under 
const. Forwards  addl    Info    to    be    considered    in    dev.lopn.nt    of 
final   plant   design  fc  procedures.  ,0*m/trt       ABB 

VABSALLn.D.B.         Division   of  Proj.ct   Management.       79/10/1O.       4pp. 

7912110264  Discus...  NRC    .!.„•    to    us,   fl""^/"'^".*^;1"1011    "rl 
verification   program  to   r»»olv«  ATWS    is.ue.for  PMRs   tc  BHRs. 
Slice.**  of  program  depends   on  industry  risponse.  Supports 
formation   of    own.r.    group,    to   provid.  nece..ar«    Jn*%_ ....,_        -.„ 
DENTON,H,R.       Office   of   Nuclnar  R.aetor  Regulation.       79/1O/1/.       J»p. 

7912E7049i  Estimat.s   *ubmittal   date   for  F8AR  foi-  Cherok..   1   a* 

Jan   17B4i 

DAILiUC.      Dulia  Power  Co.      79/12/HO.      lp. 
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F.  Security,  medical,  emergoncy  ti  fire  protection  planl 

7913070469  Notification  of  791S04  meeting  w/utlls  In  uethesda.KD  re 
MHC  info  requirements  for  omergoncy  prooaredne«s.  Room  change 
indicated. 
HOON.C.H.      Light  Hater  Reactors  Branch  4.   79/11/16.   llpp. 

0.  Adjudicator^  correspondence 


DOCKET  STN-30-490  PERKINS  NUCLEAR  STATION,  UNIT  3 

A.  Application/construct  ion  *tage  documents  &  correspondence 

79112B0133  Discusses  mods  to  NFIC  position  ro  itatui  b  applicability  of 
THI-a  accident  revllui  b  NUREG-Q37B  to  facilities  under 
const.  Forwards  addl  info  to  be  considered  in  development  of 
final  plant  design  li  procedures. 
VAB9ALLO,  D.  B.    Division  of  Project  ManaoHfli  en  t.   79/10/10.   4pp. 


7913190211  Forwards  NHC  Dept  of  Natural  Resource*  t  Community 
Development  791128  Itr  clarifying  Itr  referenced  in  KHC 
alternative  site  te*timon«  re  condenser  cooling. 
REIB.E.J.   Hearing:  Branch  3.   79/13/03.   lp. 

— 79ial80217  Clarifl"*  791019  Itr  stating  views  on  condenier  eoolinn 
types.  Can  esteblith  official  position  only  in  conte»t  of 
permit  application  &  review  process. State  employee  advice 
at  no  legal  *tatu*  under  NC  liu. 
ORieO.N.B.   North  Carolina.  State  of.   79/11/28.   lp. 


7912110264  Discusses  NRC  plans  to  use  generic  analyses  to  develop  early 
verification  program  to  resolve  ATMS  issua  for  PHRa  Ic  EWHs. 
Success  of  program  depends  on  industry  response.  Supports 
formation  of  owners  groupi  to  provide  necsssary  info. 
DENTON,  H,  R.   Office  of  Nuclear  Reactor  Regulation.   79/10/17.   3pp. 

7912070004  Requests  distribution  of  enc 1  memorandum  to  board 
notification  lists. 

VAROA.S.A.     Assistant  Director  for  Light  Water  Reactors.   79/11/08. 
3pp. 


I,  Financial  Information 

7918870377  Forwards  duplicate  copies  of  util  790321  guarantee  of 
retrospective  premium*,  In  retponie  to  NRC  791210  request. 
HHITLEY.H.  D.   Duke  Power  Co.   79/12/20.   lp. 


7912270496  Estimate*  submlttal  data  far  FHAR  far  Cherokee  1  •* 
Jan  1984. 
DAIL.L.  C.   Dull*  Power  Co.   79/13/20.   lp. 


F.  Security,  medical,  emergency  I  fire  protection  plans 


"7913270398  Requests  approved  nuarantee  of  payment  of  deferred  premiums 
for  1979. 
BALTIKAN,  J.     Antitrust  It  Indemnity  Croup.   79/12/10.   lp. 

Q.  Inip*ctlon  reports,  IE  Bulletin*  fc  correiponilancB 

(  -       —  ™ 

791206011*7  Forward*  IE  Info  Notice  79-12Ai  "Attempted  Damage  to  New 
Fuel  As*emblies.  "  No  specific  action  or  ret  pome  required. 
0'REIU.Y,  J.  P.     Region  3,  Atlanta.  Office  of  the  Director. 
79/11/09.   Bpp. 

7912100166  Forwards  IE  Info  Notice  79-28.  "Overloading  of  Structural 
Element!  Dun  to  Pipe  Support  Load*."  No  response  requlrad, 
D  'RE  ILLY,  J.  P.     Region  2,  Atlanta.  Office  of  the  Director. 
77/11/16.   lp. 

7912110831  Forward*  IE  Info  Notice  79-29.  "Loei  of  Nonsaf  etu-RBlat«d 
Reactor  Coolant  8ys  Instrumentation  During  Operation.  "  No 
specific  action  or  r««ponse  required, 

0'REIU.Y,  J.P.     Region  2,  Atlanta,  Offlea  of  the  Director. 
79/11/16.   2pp. 

79120iOiO7  Forwards  IE  Circular  79-24.  "Proper  Installation  *  Calibr  of 
Cora  Spray  Pipe  Break  Detection  Equipment  on  HHH».  "  No 
raiponia  requirad. 

O'REILLY,  J.P.    Region  2,  Atlanta.  Office  of  the  Director. 
79/11/26.   lp. 

791911O140  Forwards  IE  Circular  79-23,  "Motor  Starters  &  Contactors. 
Failed  to  Operate.  "  No  raspon»i  required. 

O'REILLY,  J.  P.     Region  2.  Atlanta.  Office  of  the  Director. 
79/11/86.   lp. 

7912190397  Forwarda  IE  Bulletin  79-27.  'Loss  of  Non-Cl««e  IE 
Instrumentation  h  control  Power  Bu»  Bui  During  Operation." 
No  written  response  required. 

D'REIU-Y,  J.P.     Raolon  2.  Atlanta.  Office  of  the  Director. 
79/11/30.   lp. 

7912310290  Forward*  IE  Info  Notice  79-30,  "Reporting  of  Defects  b 
Noncoetpllancas,  10CFRB1.  "  No  action  required. 
O'REILLY,  J.P.    Region  2,  Atlanta.  Office  of  the  Director. 
79/12/06.   Spp. 

7912200010  Forwardt  IE  Bulletin  79-28,  "Potilble  Malfunction  o*  Namco 
Model  EA1BO  Limit  Switch**  at  Elevated  Teapi.  "  Action 

O'REILLYij.P.    Region  2,  Atlanta,  Office  of  the  Director. 
79/12/07.   2pp. 


7912380391  Forward*  IE  Info  Notice  79-31,  "U*e  of  Incorrect 
Reeponee  Spectra."  No  written  response  required, 
D'HEILLY,  J.  P.    Region  2,  Atlanta,  Office  of  the  Director. 
79/12/13,   Bpp. 


7913280124.  Forward*  IE  Circular  77-33,  "Shock  Arrestor  Strut  Ai»«*bl« 
Interference,-  No  written  response  required. 
O'REILLY,  J.P.     Region  2,  Atlanta,  Office  of  the  Director. 
79/12/30.   4pp. 


7712070469  Notification  of  791204  meeting  w/utlls  in  Betheida.HD  re 
NHC  Info  requirements  for  emergency  preparedness.  Room  change 
indicated. 
MDON,C.U.     Light  Water  Reactors  Branch  4.   79/11/16.   llpp. 

0.  Adjudlcatory  carreipondence 

7912100811  Forwards  NRC  Dept  of  Natural  R»»oui-ces  t  Community 
Developnent  791138  Itr  clarifying  Itr  referenced  in  NHC 
alternative  lite  testimony  re  condenser  cooling, 
flEIB.E.  J.   Hearing  Branch  3.   77/18/09.   lp. 

—  7912180B17  Clarifies  791019  Itr  stating  vl»us  on  condenser  cooling 
types,  Can  establish  official  position  only  in  contait  of 
permit  application  t<  review  process.  State  enployee  advice 
as  no  legal  status  under  NC  Uui, 
ORIOCiN.  6.   North  Carolina,  State  of.   79/11/S8.   lp. 


I.  Financial  Information 


7918270377  Foruardt  duplicate  copies  of  util  770321  guarantee  of 
retrospective  premiums, In  response  to  NRC  771210  request, 
WHITLEY.H.D.   Duke  Power  Co.   77/12/HO.   lp. 

— 7912870588  Request*  approved  guarantee  of  paymint  of  deferred  prenluai 
For  1979. 
SALTZKAN.J.     Antitrust  S.  Indemnity  Oroup.   79/13/10.   lp. 

Q.  Inspection  r»ports,  IE  Bulletins  b  correspondence 

791H060119  Foruarils  IE  Info  Notice  77-13A,  "Attempted  Danage  to  Niu 
Fuel  Aisemblies. "  No  specific  action  or  ruaponse  required. 
O'REILLY,  J.P.     Region  3,  Atlanta,  Office  of  the  Director. 
79/11/09.   2pp. 

7912100166  Forwards  IE  Info  Notice  79-29,  "Overloading  of  Structural 
El»m*nts  Due  to  Pipe  Support  Loads."  No  ro«pons»  required, 
O'REILLY, J.P.     Rejion  3,  Atlanta,  Office*  of  the  Director. 
77/11/16.   lp. 

79IS110S51  Forwards  IE  Info  Notice  77-29,  "Lo**  of  Nonsafet«-Related 

Reactor  Coolant  Sus  Instrumentation  During  Operation."  No 
specific  action  or  responsi  required. 

O'REILLY, J.P.    Region  a,  Atlanta,  Dffica  of  the  Director. 
79/11/16.   Bpp. 

7713060607  Forwards  IE  Circular  79-34,  "Proper  Installation  *  Calibr  of 
Core  Spray  Pipe  Break  Detection  Equipment  on  BUR*."  No 
reiponee  required. 

O'REILLY, J.P.     Region  2,  Atlanta,  Office  of  the  Director. 
79/11/26.   lp. 

7912110140  Forward*  IE  Circular  79-23,  "Motor  Starter*  *  Contactors 
Failed  to  Operate.  "  No  response  required.  • 
O'REILLY, J.P.     Region  2,  Atlanta,  Office?  of  the  Director. 
77/11/26.   lp. 
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7713I9O397   Forwards    IE   Bulletin   7<?~27,     "Loss    of    Non-Class    IE 
Instrumentation   t,  Control    Pouiar    Gijs    Bus   During    Operation. 
No  written   response  reo.ulreil. 

D'REILLV.J.P.  Region   2,     Atlanta,     Office    of    the    Director. 

79/11/30.        lp. 

7712310390   Foj-uards    IE    Info    Notice   79-30.     "Refer I  inn    of   Defects    & 
Noncompliancei,  10CFH21.  "   Mo   action   required. 
O'REILLY,  J.P.  Region  2,    Atlanta,    Office   of    the   Director. 

79/13/06.        5pp. 

791E200010  Foru.rds    IE  Bulletin    79-BB,     "Possible  Malfunction   of   Namco 
Modal   EA1BD  Limit  Switches   at   Elevated   Tamps."   Action 

Q'REILLvl  J  P.  RBaion   2,     Atlanta,     Office    of    thB    Director. 

79/12/07.       apn. 

7912290391    ForuaHs    IE    Info   Notice   7?-31,     "Use    of    Incorrect  Amplified 
Response   Spectra."  No   written    response    requlreil- 
O'REILLY.  J.P.  RBglon   2'    Atlanta,    Office    of   thff   Director. 

79/12/13.       2pp. 

7912280131  Forward*    IE  Circular    79-23.     "Shock    Arr*stor    Strut   Assemblv 
Interfirence.  -  No   written   resppniB   required. 

O'REILLV.J.P.  Raglon    2-     Atlanta,     Office    of    the    Director. 

79/12/30.      4pp. 


DOCKET  STN-50-491   CHEROKEE  NUCLEAR   STATION.    "N']M 

fl.     Application/construction    stage    documants    fc  correspondence 

79tailOZnA  Discusies  NRC   plans    to    uia    generic   analyses    to    develop    earlg 
verification   program   to  resolve    ATWS    is*v*    for    PWRs    t.  BHR». 
Succs»i   of  program  depends    on    industry    response.  Supports 

formation   of   ouin&rs   oroups    to   provide    nuce'ssarg    info- 

DENT0N,H.R.       Office    of    Nuclear    Reactor    Regulation.        79/10/17.        3j>p. 

791E270496  Estimates  subiniUsl    date  for  FBfltt    for    Cherokee    I    as 
Jin    1904. 
DAIL-L.C.      Dule  POUST    Co.       79/12/20.       lp. 

F.     B*turity>    medical,    cmorgcncig   b    fire    protection   plans 

791SQ40471   forwards    info  re    uogradad    oners^ncij    plant    to  jlanta    under 
conit   tc  DL  revieu.  Applicanti   rettuired    to    mak*    certain 
Bnirooncg   arranj ements  u/stat*   fc   local    flrflani zatl on*  b 
submit  Bmergercif   pUns   per    Reg    Guide    1.  101. 
VAS3ALLD,  C.  B.         Dlviiion    of   Projact   Management.       79/11/31.       6pp. 


7912110551    Forumrds    IE    Info    Notice    79-39,    "Losi    of   Nc.n«af«ty-R«lateil 
Realtor   Coolant   Bys    I  nmtrumentati  on   Durinfl   Qparafcion.       No 
ipecifit    action    or  response    required. 

D'REILLY,  J.P.  Region   2,     Atlanta,    Office    of    the   Director. 

79/I1/1A.        3pp. 

7-MSQ.60t.07   Forwards    IE    Circular   7-?-24,     "Proper    Installation  t,  Calibr    of 
Core   Sprau,    Pipe    Dreak    Detaction   Equipment   on  BUfiB.  "  No 
response    requires. 

O'REILLY,  J.  P.  Region    3,     Atlanta,    Office   of    the   Director. 

79/11/2A.       lp. 

7912110140  Forwards    IE    Circular   79-33,     "Motor   Bt*rteri   fc  CDntaiton 
Failed    to   Operate."    Mo    response   rBq.uirBd. 

O'REILLY,  J.P.  Region    2,     Atlanta,    Office    of    the   Director. 

79/I1/2A.        lp. 

7912130089  Ac k    receipt    of    IE    Insp    Rapts    30-491/79-19-50-493/79-19   b 
30-493/79-19   on    791OS3-a6.  No    proprietary    info. 
DA.IL.L.C.        Duk*    Pouier    Co.        79/11/29,        lp. 

—7913130073    Forwards    IE    In*p    Repts    50-491/79-19,  90-49S/79-19  t, 
SO-493/79-19    on  791023-S&.  No    noncompliance  noted. 
MUF1PHV,C.E.  Region   2,    Atlanta,    Reactor  Con»tructlon  tr 

Engineorlng   Support    Branch-       79/11/19.       2pp. 

—7912130100    IE    imp   RBpto    SO-471/79-19, 30-492/79-19  fc  0°-*"/79-19   on 
79JO23-26.No    noneomp  1  lance   notsd. Major   area*    lnipaetid:flA 
program    implementation   *   reb-ar    fc   containment    plate 
placement.  , 

BRVAHT.J.C-  Raflion  3,    Atlanta,    Rsactor  Conitruction  *. 

ETislneBTlni    Support    Branch.       RAUSCH.J.K.  Rigion  a.    Atlanta, 

Office    ttf   the    Director.       79/11/14.       4pp. 

7913190397  Forwards    IE   Bulletin    79-37,     "Loi«   of  Han-Clatv    IE 
Instrumentation   &  Control    Power  figs   Bus   During    Operation. 
Ho  written   response    roa.uired. 

O'REILLV.  J.  P.  Res'0"   2-     Atl«nt«j    Office   of    thi  Director, 

79/11/30.        lp. 

7912210135   Ack    receipt    of   79111&    Itr    informing   NHC   of   itip*    taken   to 
correct   vlolafcinns    noted    in    IE    Imp    Rept«    30-47I/79-1B, 
aO-492/77-lB  i.   SO-493/79-tB.  ,„.„!„. 

MURPHY.C.E.  Region   2,     Atlanta,    Reactor  Conifcructlon  fc  Engineerinj, 

Support    Branch.       79/12/0&.       lp- 

—7912210143  R««pond»    to   NRC   791O31    Itr  re  violationi   notid    in    IE   Inaj 
Riptfl    30-4 9 1/7 9-1  a.  8D-49S/79-IH   t.   50-493/79-1 B.  Corrective 
jctionitconat    procedure   CK.P-B   revised    re   electrode    *tubi. 
Pe.r»onnel    Involved    have    been    Instructed. 
DAIL.L.C.        Dula   Pouer    Co.        79/11/16.        lp. 


0.     Ad  judicature    correspondence 

79tatl0043  Foruiapdi   comments   on   NUREC-051 1.  Draf t   OE.IB  raflectl 
conscious  «.  delioerata   NRC   policy    to    jaopardite    public 
Halth   tt'  safety   t<   tliuart    objectives   of   NEPA.  ,„,.„,_, 

KEPFaHDiC.      Environmental    Coalition   on   Nuclear   Power,       79/10/21. 
32pp. 

7912060043  Requests   correction    of  record    to    lubitituta    ftP  HiUon, 
Acsiitant  Attij  0«n»ral.SC   Dept   of  Health   i.   Environ  Controlr 
For  Roberaon. 
HILSDN.R.P.       South   Carolina,    State    of.       79/H/1A.       lp. 


1.    Financial    information 


7912270577  Foruardi   duplicate    copies    of    uti  1    790321    guarantee   of 
retrospective   prfmium*,in  response    to   NRC  791210  raque»t. 
UHITLEY,  H.  D.       Duke  Pouer   Co.       79/1S/2O.        lp. 

—  79122705B5  Jl»q.uests   approved    guarantee    of    paumertt   of    deferretf    prenium* 
Antitrust   h   Indemnity    Group.       79/12/10.       lp. 


0.     Inspection   reports,     IE  Bulletins   fc  correspond  itice 

79120A0119  Forwards    IE    Info   Notice   79-lBAi     "Att«mpttil    Danafle    to    New 
Fuel    Aisemblles.  "   No    ipecific   action    or   responie  renuired. 
O'neiLLY.J.P.  Reglun  2.    Atlanta,    Office    of    the   Director. 

79/11/09.       2pp. 

791H100166  Fc-ruard»    IE    Info  Notice  79-2B,     "Overloading    of    Structural 
Elentnts   DIPB   to   Pipe   Support  Loads:  "    No  i-esponse   rvqulrid, 
O'REIULViJ.P.  Region  S,    Atlanta,    Oftict   of    the  Director. 

79/11/16.        lp. 


—  79122101SS  Foruarai    IE    tn*p    Repts    30-491/79-19,30-492/79-18  fc 

30-493/79-10    on  791009-12  &   notice   of   violation. 
MURPHY.C.E.  R»gion   2,    Atlanta,    Reactor  Construction  t 

Engineering   Support   Branch.       79/1O/31.       2pp, 

—  7912210161    Notice    of  violation   from    Imp   on  791O09-IS. 

«  Region  3,    Chicago.     Office   of    the   Director,      79/10/31.       lp. 

--791221017S    IE    Insp    RejitB    90-491/79-18,30-492/79-18  fc  30-493/79-10   on 
791009-18.  NoncompllancB    noted:  foi  lure    to   document   welding 
surveillance    t  ueldlno    electrode   stubs   found    In   unmarked 

VAH  DDORMJP.K.  Region  2,     Atlanta,    Office    of   the  Director. 

HERDT,  A.R.  Region   a,    Atlanta.,    Reactor  Construction  t 

Enflineerino    Support    Branch.       79/10/31.       4pp. 

791S31G290   Forward*    IE    Into   Notice   79-30,     "Reporting    of   Defects   t 
Nonco!»pltancu«.  10CFR21.  "    No    action   required. 
O'HEILLV,  J.  P.  Heoion    2,    Atlanta,    Office   of    the  Director. 

79/13/06,       5pp. 


7912200010  Forwards   IE  Bulletin  79-2B,    "Possible  Malfunction  of  NIMCO 
Model   EA1BO  Limit    Switches,  at   Elevated    Temps."    Action 

O'REILLY',  J.P,  Region   2,    Atlanta, 

79/13/07.       2pp. 


Office   of    the  Director. 


7912390391    Foruaros    IE   Info   Notice  79-31,     "Use    of    Incorrect  Anpllfle* 
Fteiponte    Bpectr*.  "   No   written,  response  required. 
O'REILLY,  J.P,  Reoion    2. 

79/12/13.       2pp. 


, 
Atlanta,    Office  of    tht   Director. 


79isaaoi2*  Foruards    IE  circular  79-23,    "Bhock  Arrester  strut 

Interference.  "    Mo   written  response   required. 

D'REILLY.J.P.  Reoion  2-    Atlanta,    Off  lee.  of  the  Director. 

79/12/SO.       4pp. 
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DOCKET   BTN-90-472    CHEROKEE   NUCLEAR    STATION,     UNIT   2 

A.     Application/construction    stage    documents    &   correspondence 

7912110264  Discusses  NRC   plans    to    u«fl    generic   analyse*    to    develop    early 
verification    program   to   niolve    ATU9    Issue    for  PHRs    «<  QHRs. 
Success    of   program  depends    on    industry    response.  Supports 
formation    of    auner«    graupi    bo   provide   nacessaru    info. 
DENTON.H.  R.       Office   of  NucUar   Reactor   Regulation.       79/10/17.       3pp. 

791227O49&  Estimates   submittal    dat*   for  FEAR    for  Cherokee    1    a» 
Jan    17B4. 
DAIL.L-C.       Duke    Power   Co.       77/12/SO.        lp. 

F.     Security-    medical,    emergency   b    fire    protection    p  lam 

7912040471   Forwards    info  re    upgradid    emergency    plan*    to   plant*   under 
conit  t<  DL  review.  Applicant*   r»q.uir«d    to  make    certain 
amergencu,    arrangements   u/state   &   local    organiiatlons    l< 
*ubnit   emergency    plant    per   Reg    Quide    1.  .101. 
VABBALLO.  D.  B.          Division    of   Project   Management.       79/11/21.       6pp. 

0.     Adjudicator^    correspondence 


--791ZI30100    IE    Insp    Rept*    30-471/77-19,  50-472/79-19   t,   5O-493/79-19    on 
791023-26. No  noncompl  iano    noted.  Major  areas    inspected:  O.A 
program    implementation  b  rebar   Ic   tontainment    plate 
placement. 

BRYANT,  J,C.  negion   Z,     Atlanta,     Reactor   Construction   li 

Engineering    Support   Branch.      RAUSCH.J.K.  Reg  1  on  2.    Atlanta, 

Office   of    the   Director.       79/11/14.       4pp. 

7913190377  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Cl«s»  IE 
Instrumentation  &  Control  Power  SUE  Bus  During  Operation.  " 
No  written  response  required. 

O'REILLY,  J.P.  Region  2,    Atlanta,    Office    of   the    Director. 

79/11/30.       lp. 

7912210133  Act    receipt   of  791116   Itr    Informing   NRC    of    stops    taken    to 
corrnct  violation*  noted    In    IE   Imp  Repti   50-491/79-1B, 
30-492/79-18  b   50-493/79-1B. 

MUflPHY.C.E.  Region  S,    Atlanta,     Reactor   Construction   b  Enolno»rlng 

Support  Branch.       79/12/06.       lp. 

--7912210143  Respond!    to  NRC  791031    Itr  re  violation*    notod    in    IE    Inap 
fi»pt«   SO-491/79-1B,  50-492/79-1B   h  SO-493/79-1B.  Corrective 
actions:  const   procedure  CKP-B  revised   re    electroda   ituba. 
Parionnel    Involved   have   bean    tnibructad. 
Dftli.iL.  C.      Dukn  Pouier   Co.      79/11/1&.       lp. 


7912110043  Forward*  .cownents    on  NLJREQ-0311.  Draft   QEI8   reflects 
corn  clous   &  deliberate   NRC    policy    to    jeopardize   public 
health    tt   safety    Si   thwart    objective*    of   NEPA. 
KEPFORDiC.       Environmental    Coalition    on   Nuclear  Power.      77/10/24. 


-7912B101S2  Forwards    IE   Insp    Flepts    90-4V1/79-1B,  50-492/79-1B  fc 
BO-493/77-1S  on  791007-12  &  notice    of  violation. 
MURPHY.C.E.  Riglon  a,    Atlanta,    Reactor  Construction  U 

Engln»erlna   Support  Branch.      77/10/31.      2jn. 


791&060D49  Rvquatts    correction    of    record    to    lubstlfcute    RP   Wi 
Aaalstant  Atty  Oeneral,SC  Dept  of  Health   Ic  Environ  Control' 
for  Robersdn. 
MIUBDN.R.  P.       South   Cnrolln*,    8t»t«   of.       77/11/16.       lp. 


I.     Financial    Information 


7912210161    Notice   of  violation   from   imp    en   791009-12, 

»  Region   3,    Chicago,    Office    op   the  Director.       77/10/31. 


lp. 


79-12570977  Forward*   duplicate   eoptm    of    util    770321    guarantea    of 
ratroepectlve   prsmlunni  in  retponse    to  NRC  791210   request. 
MHITLEY,  H.  D,       Duke  Pouer   Co.       79/19/20.        lp. 

— 791S2709B9  Requests   approvtd    guarantne    of    payment    of    deferred    premiums 
for   1979. 
SALTIMAN.  J.  Antitrust  fc   Indemnity  Group.      77/12/10.      lp. 

0.     Inspection   report*,     IE  Bulletins   &   correspondence 

7912060117  Forward i    IE    Info   Notice   79- 12 A.     "Attempted    Damage    to  Neu 
Fuel    Assemblies."   No    specific   action    or    revponse    required, 
O'REILLY, J.P.  Region   2,    Atlanta,    Office    of    the    Director. 

79/11/09.       2pp. 

791S100166  Forward*   IE   Info  Notlca  79-2B,     "Overload  Ing   of   Structural 
Element!   Due    to   Pipe    Support  Loads. "    No    response    required. 
O'REILLY,  J.P.          Region  Z,    Atlanta,    Office   af   tba   Director, 
79/11/16.      lp. 

7912110931   Forwards    IE    Info   Notice  79-S9.     "Loti    of    Naniafety-Related 
Riactor  Coolant    Bus    Instrumentation   During    Operation."  No 
specific  action   or  response  required. 

O'REILLY,  J.P.  Region '2,    Atlanta,    Office    of    the    Director. 

79/11/16.       Hpp. 

79iS06Q607  Forwards   IE  Circular  79-24,    "Propnr   In»tallatlon  tc  Calibr   of 
Core  Qpray   Pipe    Break   Dittqtlon    Equlpmant   on  BMRi. "   No 
reiponse   rnuir*d. 

O'REILLY,  J.P.  Rtglon  2,    Atlanta,    Off  leu    of    the    Dlr*etor. 

79/11/aA.      lp. 

791  SI  10140  Forward i   IE  Circular  79-23,    "Motor  Starter!   li  Contactors 
Fail ad    to   Operate,  "   No   reiponn    required. 

O'DEILLY,  J.  p.  Region   2.    Atlanta,    Office    af   the    Director. 

79/11/26,       lp. 

79121300BB  Ack    receipt    of  .IE   Imp    ReptB   30-491/79-19, 00-492/79-19   & 
90-493/77-19   on    791033-26. No   proprietary    Info, 
DAILiL.C.      Duke   Pouer-  Co.      77/11/S7.       lp. 

— 7912lao093  Forwards    IE    Inep   Hepts   90-49i/79-17,  SO-492/79-19  It 
90-493/79-19  e-n  791023-26.  No  nonconiplt*nca  noted. 
HURPHYiC.E.  Region  2,    Atlanta,    Reactor   Construction  & 

Engineering  Qtrpport  Branch.      77/11/19.      2pp. 


--771221Q172    IE   In«p   Repti    SO-491/79-1B,  SO-472/79-1B   b  3O-493/79-1B   on 
791O09-12,  NoncompHsnts  noted:  Failure    to   document   welding 
surveillance  S<  welding    electrode    itubt   found    in    unmsrlctd 
trash   can, 

VAN   DOOfiN,P.K.  Region  2,    Atlanta,    Office   of    tho  Director. 

HERDT,A.  R.  Region  S,    Atlanta,    fttactor   Construction  t> 

Engineering   Support  Branch.      77/10/31.      4pp. 

7712310290  Forward*    IE   Info  Notice  77-30,    "Retorting    of  Defects   & 
Noncojnpllances,  1DCFH21.  "   No   action    required. 
0'REIU.Y,  J.P.  Region  2,    Atlanta,    Office  of   the    Director. 

79/13/06,        9pp. 

7912200010  Forwards    IE  Bullntln  79-?a,     "Po*«i»le   Malfunction   of   Nnmco 
Model    EA180  Limit  Switches   at  Elevated   Temps."   Action 
re-quired. 

O'REILLY,  J.P.  Region  2,    Atlanta,    Office   of   the    Director. 

79/12/07.       2pp. 

79122B0391  Forwards  IE  Info  Notice  79-31,    "U»e  of   Incorrect  Amplified 
Re-sponse  Spectra.  "   No  written  response   required. 
O'REILLY,  J.P.  Region  2,    Atlanta,    Office   of   the    Director. 

79/12/13.       2pp. 

79122B0154  Forwards    IE  Circular  79-2:5,     "Shock    Aires  tor  Strut  Assembly 
Intnrf  «rence.  "   No  written  response    required. 

O'REILLY,  J.P.  Region   2,    Atlanta,     Office    of    the    Director. 

77/1H/20.       4pp. 


DOCKET  STN-30-493  CHEROKEE  NUCLEAR    STATION,    UNIT   3 

A.     Application/construction   stage   document!   &   correspondence 

7712110264  Discussed  NRC   plans    to   use  generic    anoJg»*s   to    devulop    early 
verification   program  to   resolve  ATMS    issue    for   PWRs   &  DMRs. 
Succais   of    program  depends   on    industry   response.  Supports 
formation    of   owners   groups    to   provide   necessary    Info. 
DENTOH,  H.  R.      Office   of  Nuclear   Riattar  Regulation.       79/10/17.       3|>p. 

7712270496  Estimates    submittal    date    for  FSAR    for   Charakev    1   as 
Jan   1984. 
DAIL.L.C.       Duke  Power  Co.       79/12/2O.       lp. 

F.    Security    medical,    emergency  b  fire   protection  plans 

7912040471  Forwards   info  re  upgraded   emergency  plans   to  plants  under 
conmt    &  OL   review. Applicants   required    to  make   certain 
emergency   arrangements  w/it'te  &    local   organiiatians  & 
submit   emergency   plant  per  Reg  Quids    1.101. 
VA88ALLO,D.B.         Division   of   Project  Management.       79/11/21.       6pp. 


DOCKETED  ITEMS 


Ad  jirdlcatory   correspondence 


L2110O43  Forwards   comments   on  NUftEO-OSll.  Draft   QEIS   reflects 

conscious    !•    deliberate   IIRC    polity    to    jaopardiiB    public 

health   &   aafetq    Si   thwart   objectives   of   NEPA. 

KEPFQUD.  C.      Environmental    Coalition   on   Nuclear   Power.       79/1O/24. 


— 7913210192  ForuardB    IE    Insp   Ropts    30-491/79-1S,  50-492/79-18  fc 
BO-493/79-1B    an    7910O7-12   !>  notice    Of   violation. 
MURPHY.  C.  E.  Region  3,    Atlanta.    Reactor  Construction  Ic 

Engineering    Support  Branch.      79/10/31.      2pp. 

— 7713210161    Notice   of    violation   from   insp   on  791007-12. 

»  Region   3.    Chicago,    Office   of   the  Director.       79/1O/31.       lp. 


'12040045  .Request*   correction   at   record   to    substitute  HP  Mllson, 
Assistant   Atty    ffeneral.SC   Dept   of   Health   &  Environ  Control, 
for   RabBm-on- 
MILBOH,  R.P.       South    Carolina.     State    of.        77/11/16.         lp. 


Financ  ial    Information 


'1227OS77    Forwards    duplicate    copies    of    util    790321    guarantee    of 
retrospective  premiums,,  In   raspons-Q    to   NRC   79121O  request. 
HHITLEY.H.  0.       Dute   Potter   Co.        7WI2/3Q.        lp. 

79J227O565  Request*   approved   guarantee   of    paynint   of   daferrod    premium 
•for    1979. 
8ALTZMAH.J.  Antitrust   (<    Ind&mnitu.    Croup.       79/13/10.        lp. 


Inspection  reports.     IE  Bulletins   &   correspondence 


—  7913310172    IE    Insp    Rapti    5O-491/79-1B.  SO-49S/79-1B  b   SO-493/79-1B  on 
791OO9-1B.  NoncaiBpliance   noted;  failure   to  document  welding 
•surveillance   t  wilding    electrode   stubs  found    in   unmarked 
traih    can. 

VAN  DOOFIN.P.K.  «egion  2,    Atlanta,    Office   of   the  Director. 

KERDT,  A.  ft.  Region   2.    Atlanta.    Reactor  Construction  fc 

Engineering   Support   Branch.      79/1O/31.      4pp. 

79I231O29Q  Forwards   IE    Info   Notice  79-30.    "Reporting   of   Defects  l< 
NancoapllanceK>  10CFR21.  "    No   action  required. 
QJREILLY.  J.  P.  Region    2.    Atlanta,    Office  of   the  Director. 

77/12/O&.       5pp, 

791K200Q1O  Forward*    IE  Bulletin  79-28.    "Po»*ible  Malfunction   of  Nanco 
Model    EA1BO  Llnit   Sultches   at  Elevated  Tiopa.  H  Action 


O'REILLV,  J.  P. 
79/1H/07.       2pp. 


Hegion    2r    Atlanta.    Office   of    the  Director. 


l!20iO119  Forwards   IE    Info  Notice   79-12A.     "Attempted   Da««9B   to   Nuu 
Fuel   AsseAlillva.  "   Ha    specific   action    or   r«>poni«   E-Eq.uirad. 
OTEILLV,  J.P.  Region  3.    Atlanta,    Office    of    the   Dtroclor. 

79/11/09.       3pp. 


7912280391   Forwards    IE    Info   Notice  79-31.    'Use  of    Incorrect  Amplified 
Ro»pon«t  apectra-,  "  No  written  response  required. 
O'REILLY. J.P.  Rngion   3-    Atlanta.    Office   of    the  Director. 

79/ia/ia.     app. 


'i21001&&  Forward*   IE   Info  Notice    79-SQi     "Overloading    at   Btructural 
Elenint*   Dua   to    Pipe   Support   Loads.  "   No   responie   req,nlreii. 
Q'REILLY.  J.P.  Region  2.    Atlanta,    Office    of    tin   Director. 

79/11/li.    .  lp. 


79122G0124  Foruards   IE  Circular  79-25.    "BfincK  Arrvitor  Strut  A**tablv 
Int*rfarinc>.  "   No   written   r«*pon*B   required. 
DJREILLY, J-P.  Region    S,    Atlanta.    Office   of   the  Director. 

79V12/20,       4|»p. 


1211O531   Forward*   IE    Info   Notice    79-29.     "Lois    op  Noniafatv-Relatad 
Raactor  Coolant   Dys   Initruoa-ntati  on   During    Operation.  "  No 
•pecific    action   or  ronpons*   required. 

O'REILLV.J.  P.  Region  2.    Atlanta,    Office    of    the  Director. 

79/11/li.       2pp. 

1206O6O7  Forward*   IE  Circular  79-2".     "Proper   Installation    b  Callbr    of 

Core   Spray    Pipe    Break    Detection  Equipment   on  DURa.  "    Ho 

r»Bpon»o   T squired. 

O'REILLV,  J.  P.  Regions.    Atlanta.    Office    of    thu  Director. 

77/11/24,       lp. 

1311OMO  Foruardi   IE  Circular   79-23,     "Motor  Startan    b  Contactor* 
Failed    to   Operate.  ™  No   respnnee  requlr-ad. 

O'REILLV.  J.  P.  Haalotv  2.    Atlanta,    Office    of    the   Director. 

79/11/26.       tp. 


DOCKET  50-496   MQNTAQUE  NUCLEAR  PDHER   STATION,    UNIT   1 


A.    Application/cctistrirctian    -itage   dacunenta  &  correspondence 

7911200133  Discusses  nod*    ta    NRC  position  re  status  h  applicabilltu  of 
THI-2  accident   ravliw  b  NUHEO-037B  to   facilttio*   under 
const.  Forwards   addl    Info   to   be  considered    in  davelopaant   of 
final   plant    distan  t>   procedures. 
VABBALLO,  D.  B.          DivKlon   Df   Project  Hanagenent.       79/10/1O.      4»p. 

79131102^4  Discufl&as  NRC    plans    to   use   generic   analyses   to  davalop   earlg 
verification   program   tp    rasolve   ATR9   issue  for  PHR*  t  BWs. 
BUCCBH   of   prayr**   depend*    an   Industry   response. .Support* 
fornatlon  of   ounar-s   groups   to  provide  n*c**saru   Info. 
DENTON.H.R.       Office    of    Nuclear  Reactor  Regulation.      79/1O/17.      3ff. 


131300GB  Ack   receipt    of   IE   Insp   Repts    50-491/79 -19,  50-492/79-19  fc 
30-493/79-19  on  791033-26.  NB  propi-letary   info. 
DAIL.L.  C.       Oule  Power    Co.       79/11/29.       lp, 

7918130093   Forwards   IE    Insp   Jtnpt*    50-471/79-19-50-492/79-19  t 
50-493/77-19  on  791033-26. No   nonconp liance   noted. 
miHFUV.C.E,  Raaian   B.    Atlanta.    Reactor  Construction   & 

Engineering   Support   E ranch.       79/11/19.       2pp. 

7912130100    IE  Insp    Repts   SO-491/79-19, 30-492/79-19  i    30-493/79-19   on 
791023-34.  Ho  r  dncuaip  1  iance   not«il.  Major  araaa    lnipected:OA 
progran   inplBaintatlon  &  rebar    L   containment    plate 
plac«i»nt. 

BRYAHT.  J.  C.  Region  3,    Atlanta.    Anactor  Coti»truc  tion   tt 

Engineering   Support   Branch.       RAUSCH.J.  K.  Regitm   B,    Atlanta, 

Office   of    the  Director.       77/11/16.       4pp. 


DOCKET   50-477  MONTAGUE  NUCLEAR  PDHER   STATION,    UNIT  2 


A.    Application/construction    stage   docunent*  &  correspondence 

79112BO133  Discusses  aatt   to    NRC  position  re   vtntu*  fc  applicabllltu   of 
TMI-2  accident   revi««  tt  NUREO-037a   to   facilities  under 
con-it. Forwards    addl    info   to  fa>   considered    in   d«v»lop»»nt  of 
final    plant    dBsign   fc   procndnris. 
VABSftLLO. D.  B.          Division   of  Project  Min»g»«tnt.      79/10/10.      4pp. 

791211036,4  Discusses  NRC    plan*    to   use   generic   analyse*   to  develop   «*rly 
verification   pTogria   to   rasolve  ATMS   tviue    for  PURs  *  BUR*. 
Success    of    prograa  dapenda    on   Industry  responif.  Support* 
fornatlon  of  ounars   groups   to  provide  n*ci«i«rit   info. 
DEMTOM,  H.R.       Office    of   Nuclair  Reactor  Reoul«tlon.      79/10/17.      3pp. 


12190397  Forward*  IE  Bulletin  79-27,  "Lous  of  Non-Cla,**  IE 
Instrumentation  &  Control  p-nuar  Sijs  Bus  During  Oparatlon.  " 
No  written  raaponse  reqitfred. 

O'REILLY.  J.  P.  (leg Ion   2.    Atlanta,    Office    of    the   Director. 

79/11/30.       IB. 


1   791116  Itr   lnfor«iTig  NHC   of   iteps   takvn  to 
S   In    IE   Imp   Repts    3O-*91/79-lS, 
•IS. 

•;•.    Reactor    Canstruction   fc   Englneoring 


DOCKET  8TM-50-478   SOUTH  TEXAS  PROJECT.    UNIT  1 

A.    Application/construction. staga   docunsnts  &  correspondence 

79ia0603iO  Confirms   79OB31    te-lcnti  r«  79D62&  Itr   concerning   790622 
stop   uort    order    on   placement   of   tafetg-related    concrete. Util 
ulll   r*suniB   placenent   of   concrete   in  reactor  contalnunt 
bldg   extfrlor   shell    walls. 
TURNER.  E.  A.       Houston  Lighting  t  Power  CD.      79/OB/31.      3(1  p.  . 


tr   re  violations  noted    In   IE  Into 

80-493/79-18.  Corrective 
i**d    re    electrode    stubs, 
ructid, 
16.        lp. 


791  a  11CW It  Forward*   NRC   position   on   status  t  applicability    to  pending 
OL  application*    at   result*    of.THI   follouup  action*.  DutllnN* 
addl    ihort-tBrei   action*   to   be  taken. 
VABSALLO, D.  B.          Divialon   of  Project  Menage»ent.      79/09/27.       41pp. 


DOCKETED  ITEMS 


277 


79121I02A4  Di»cu»*n»  NRC  plan,  to  USD  generic  analytic  to  dtvtlop  early 
varlflcatlon  proar'an  to  resolve  ATHB  l*su>  for  PUR*  1  BUHs. 
BuccatB  of  prograa  doponds  an  Industry  response.  Support* 
formation  of  ounars  groups  to  provide  necessary  info. 
DENTON'K.R.   Off  tea  of  Nuclear  Reactor  Regulation.   79/1O/17.   3pp. 


7912280664  Responds  to  FQIA  request  For  docuaints  generated  as  remit 
of  investigation  of  South  TIC  projact  by  FBI.  Ranuest 
foruardid  to  FBI  for  response. 
CARR.J.C.     Division  of  Rules  and  Records.   79/12/17.   lp. 


7918070361  Forward*  Amand  6  to  application  far  OL. 
TURNER, E.A.   Houston  Lighting  li  Power  CD.   79/12/03. 


3pp. 


-7913070370  Aaend  6  to  application   for  OL, describing    business 
organization   of  applicants.  BEC  Fora*   8-16  ft    10-K.  financial 
Info  fc  Annual   Financial   Rapt    197D  ancl. 
TURNER.  E.  A.      Houston  Lighting  t  Power  Co.      79/1H/03.      273pp. 


M.    Antitrust   correspondence 

791206QOBG  Discovery   rept   for  Oct  1979.  Cor  roc  ted   &  signed  City   Public 
Svc  Board    depositloni   takan   by   WJJ  <V  NRC.  Produced   addl 
documents   requested   bg   DOJ  during   JB  Ponton  deposition. 
Certificate   of  Bvc    encl. 
WILBON.H.R.      Matthews,    Naulin,    Hacfarlane  b  Barrttt.      79/11/05.      4pp. 


-7913070379  Annual  Financial    Rapt   1978. 
•     Houston    Industrial,  Inc.       7B/12/31. 


39pp. 


7912IBO4BS  Forward «  request    for  addl    info  re    initial    tasting    to 
conaleta  review  of  FBAR. 
PARRiD.  D.  Light  Hater  Reactor*   Branch   3.       79/12/07.       17np. 

7913270369  Inform  TX  Historical  Caaaiissinn  that  neither  historical  nor 
pr eh la tar leal   reaain*  wara   found   at   proposed   barge   off- 
loading   facility   stt»    In  Braiarla  County, TX. Results   of 
archaeological    survey    performed    by   Danes   ti  Moore. 
MCWIIREiU.F.       Houston  Lighting   ft  Power   Co.       79/1B/17.      3pp. 

F-Bacurlty,    osdical,    enargancy  t,  fire  protaction  plans 

7912040471  Forwards   info  r»   upgraded    emergency   plans    to  plants   under 
cnntt  «  OL  rovlen.Ajr'icanti   ree.ulrad    to  a*ki   certain 
•aargtncu   arranaa«Htr.      w/ttato  Ic   local    organiiatlans  1> 
submit  anirgancv   p'  ir  Rag  guide    I.  101. 

VABBALLO.  D.  B.         D'  of  Projact  Hanaaenent.      79/11/21.       App. 

7913310009  Notification  •,       lee   change   for  BOO 109  aeating  u/util    In 
8athaid*iHD  to   discuss  raview  of   sacuritu   plan. 
LICITFAiE.  A.  Light  Water  Reactors  Branch  3.      79/12/10.      3pp. 

6.    Ad judlcatory ' corretpondance 


7912060247  Discovery   rept   for  Oct    197?.  Produced    addl    ilocu«nts   to  DOJ 
following   RL  Hancock, HL  Peterson  &  E  Rumaal   791O09  t   10 
dBpositlons.Dld   not   initiate   diicoveru   nqutits.  Certificate 
of   Bvc   ancl. 
BALOUOH.fi.  C.      Austin,    TX.      79/11/03.      4pp. 

7912190227  Forward*  affidavits   of  RE  Roundtrai  h  LR  fiaulik,  general 
oanager  li  associate  general   manager  of  Public    UtHs  Board, 
Broynivllle,  TX. 
JABLON.R.A.      Spiegel  (.  McDiarmid.      79/11/07.      lp. 

7912190269  Affidavit  by   general  nanagtr  of  Public  Utils  Board   of  Citu 
of  Brouniville.Ack    that   790302  respona.!   to  Houston  Lighting 
I  Pow*r    first   set  of    Interrog*tori«t  t  7906H6,   lupplemantal 
reiponsds   to   san*   discovery    have   bean  revleurd 
ROUNDTREE,  R.  E.       !•«»*,    Stata    of.       79/09/14.        2pp. 

--7912I9029B  Affidavit  by  aasoclatt   general  nanaggr  of  Public  Util* 
Board, BromivllIe.TX.Acfc    that  790SOH  raiponsis    to  Houston 
Lighting  *  Poyar   flnt   set   of   interrogatories    t.  790626 
suppltnental   responses   to   same  discovery    have    been  received 
OAM.IK.L.  R.      Teias,    State   of.      79/09/14.      3pp. 

—7912190319  Corrected  fc  aupplenental   aniwirs   by   Public  Util.  Board   of 
Cttu   of  Brownsville, TX   In  resporne   to  Houston  Lighting  Ic 
Pouar   first   set  of    interrogatories  fc  first  request   for 
production   of  docuaents.  Contains    info  re   sail    of   pauer 
»     Taias,    State  of.      79/11/07.      6pp. 


7912090442  First   set  of    interrogatories   ft  raquest*   for   production   of 
document*   directed   to   intervenor  Cltliens    for  Equitable 
Utils. Re^uettt   Identification  of   documents  &  info  »upporting 
allaged   "fioid   canst  error. "  Certificate  of  Sve   nncl. 
8CHHARI.M.O.  ,    MEMMAN.J.R.       Houston  Lighting   ft  Pouar   Co.      aCHMABI.M.D. 
flo«Br  fc  Bolti.       79/11/03.      30pp. 

7912090611   IntnrrogatoriBi  It  raquists   for  production  of  documents 
di recto*   to  Cltlt'ns   for  Equitable  Util*.  Quastionn 're 
allBdged   ffllalf icatlon   of   canst  records    bu    util    enploueea. 
Certificate   of  Svc   encl. 
KCWJRflEN,  H.  J.      Haarini  Branch   1.      79/11/09.      14pp. 

—7912030619   Interrogatories   ft  requests    for  production   of   documrnts 
directed   to  Citliens  Concerned   About  Nuclaar  Power.  Includes 
quvitiani  r»  alleged  falsification  of  const  record*  bu  util 
eaploveem. 
MCflWREN.H.  J.       Hearing   Branch    1.       79/11/03.       10pp. 

79121304*7  First   get   of    interrogator!**  1>  request   for    Insp  Ic  production 
of  documents.  Requests   info  r»  basis  for  Section  2.6  of  FSARi 


peak  wind   justs  used  .for  design  ft  eoncrnte  Bunding 
raquli-BMnte.Certlficato   of   Bvc    encl. 

BIKHOHN.P.      Citiiens   for  Equitable  Utllitia*.      BUCHORN.P. 
Concarnad  About  Nuclear  Power,    Inc.       79/11/09.       10pp. 


Cl titans 


mBJ70394  ForkMfdi  addl   requ.it t   far   production   of   docuaenti  r>   Ban 
Antdnio  Exprass   N.ws  79U11    article  reporting    that  rasults 
of  FBI   Inquiry  war*  turnad   ov«r  to  MRC. 
SINKIN.L.A.      Citixvne  Concerned  About  NucUar  Power,     Inc.       79/11/1B. 

•—791JH70399  naa.uest  for   production   of   document*.  Bounds  all   FBI 
dDcuownti  r*   invastlgatlnn  of  facllltu. Cirtif ic«ta  of  five 
ancl. 

HINKIN,L.  A.       Cltliens  Concerned   About  Nuclear  Power.    Inc. 
79/11/19.      2a», 

791S190061  Foriurd*  util  79113O  Itr   to  NRC  I.  nncl. 
SCHHARZ.N.  0.      Baker  ft  Botts.      79/11/20.      3pp. 

7912180087  Requ««t«  copu  of  dacu«ent<  transmitted   to  CitL.ns  Concerned 
About  Nuclear  Power  per  L  Sinkin  79tll2  FOIA  Hequett  79-493, 
r*  FBI   investigation. 
NCOURREN,  H.  J.      Hearing  Branch   1.      79/ta/(l.      lp. 


7912190241   ConMras  791106  conversation  re   Intrntioni  not  to  call 
J  Smith, Cajun  Coop«ratlve.as   ultneis  at  hearing. Dipositlnn 
of  J  Baith   uill   not   b«   taken. Reserves  rinht   to    danosa  J 
Smith   at   Future   data, 
BALDWIN,  J.  M.      Baker  t  Botta.      79/11/07.      5pp. 

7912140202  Advlsei    that   during  Ocl   1979.  South  TX   Electric  Cooperative 
*  Medina  Electric   Cooperative  neither   initiated   ror  received 
any   discovery   requests.  Certificate   of  Svc   uncl. 
JOHN-D.F.      Akin,    Bump,    Hauer  &  Feld.      79/11/Ofl.       4pp. 

7912090092  Petition   for  directed    certification  tr  review  of  A8LB  791005 
order  denying  notions    for   summary   decision.  Urnes   collateral 
estoppel   of  Central   Ic  South  Mist  Corp   re    ieiuta   previously 
decided    in   district   court   trial.  Certificate  of   avc   end 
BAHNETT.  E.  W. ,    BOUKNIOHT,  J.  A.      Houston  Lighting    tr  Power  Co. 
BARNETT.E.W.      Baker   t>  Hotts.      79/11/09.      35pp. 

79120906B3  Third    set  of    interrogatories  t,  requait    for  production  of 
(Jocumnt*   directed   to  TX  Utils  Generating  Co,  at  al.  Addreitas 
purchaso  ft  sale   of   off-peak    Interruptibla   en>rgu   ft  transfer 
I  eichang*   of   electric   onargy.  Certificate  of  Svc    encl. 
STAHL.D.      Ctntral   Power  t,  Light  Co.      STAHL.D.       Ishan,    Lincoln  li 
Beale.      79/11/09.      0pp. 

7912040009  Ack  receipt  of  791107    Itr  advising   of  Houston  Lighting  ft 
Power  assertion   of  work   product  privilege  re  Oerbar   scripts 
NHC  will    file  notion   to   compel    dlicovoru. 
LEBBV.R.P.      Antitrust  Division.      79/11/09.       lp. 

7918100300  First  «at  of    Interrogatories  t.  request    for   production  of 
docuagnts.dlracteri  to  City  Public  Svc  Board  of  Ban  Antonio. 
Addressa*  coal-fired   aconoay   energy   purchase  h  iale   Ir 
electric   energy    transfar  ft  aichange.  M/Certlf icate   of  Bvc. 
BTAHL.D.      Central    Payer  ft  Light  Co.      79/11/09.      7pp. 

791Z100307  Discovery   rept   for  Del    1979.  Took   deposition  of  HU  Peterson, 
EC  Rumel.RL  Hancoet.CT  Herring   t,  R  Heyler  ft  TU  Hatcher  Ir  M 
Tanner    in  conjunction  u/NRC.Participated    In  Houston  Lighting 
Ir  Power  ft  TX  Utils  joint  depositions'/Certificate  of  Svc. 
CVPHERT,  B.  B. ,    PARAMETER,  F.  H.  ,    DOPSOVIC,  D.  A.      Ju»t  ic«,D.et.  of. 
79/11/09.      7pp. 

7912190140  Notifies   that  J  Oaobrall   of  Cajun  EUetrle  Powsr  Coc-peilativa 
has  bean  dislgnatod  potential  witness  in  DOJ  p roc «a dings. 
Requests  notification   of  Oaabrells   deposition  rescheduling. 
LUOUE.N.      Justice,  Dept.  of.      79/11/09.       lp. 


278 


DOCKETED  ITEMS 


79121Q0332  Notice    of    ap-pearanco    in    proc  o-ed  i  ng  . 
LUC1UE.  M        Juitice.  Dept.  of.        79/11/13.        4pp 


Cer  tif  ii:  ate    of    Svc     end. 


7912110270  Advises    of    postponement    of    H    Woodson    de-position 
date,  due   to  Houston  Lighting    &  Pouer    failure    to   male 
Mood-son   uorVing    papers  available    for    ins  p. 
BLUME,  M.  D.       Antitrust    Division.        79/11/19.         Ip. 


ntil     lator 


79121300.91  Notice  of  ap«e 
Certificate  of  Svc  end 
HQDQDaH,A.P.  Antitrust  Division 


ante    of    AP    Hodgdon    on    behalf 
'/U/SO.        1pp. 


7912060040  Application    for   subpoenas    for    deposition    of    J  Oanbrsll    & 
keapor    of   records    of    Cajun   Electric    Power    Cooperative, 
Testimony   mill    include    transmission    planning    6    fuel    supply. 
Drafts     of    subpoenas    Ei   Cert  if  teat  &    of    Svc     encl. 

F(WIMKLtN,H.  J.        Houston   Lighting    t,    Pnuer    Co.        FRA.NKL  IN,  W.  J.        Baker 
Butt*.        79/ll/ai.       20pp. 


7912270032  Response    to  Central    Pouier   d  Light    first    set    of 
ifiterroBfltortes    d  request    for    production   of    documents. 
Includes    data    sheets    re    coal— fired    economy    energy    sale. 
Certificate   of   Bvc    encl. 
PDSTON.J.U.        Ban    Antonio.     TX.        77/11/27.        41pp. 

791S120S49  Motion    to    compel    DOJ  !,   NRC   responses    to   Hou*ton   Lighting    b 
Power    first   set    of    interrogatories   &   requests    far    production 
of   documents.  DOJ  79'IQIO  responses   &  MIC   7B1201    answers   lucre 
incomp  lete.  W/Cer  ti  f  icate    of   Svc. 
FLVNN.  P.O.       Houston   Lighting    &  Power   Co.       79/11/30.       32pp. 

791217013(9  Notifies    that    DOJ  does    not    Intend    to   call    JL  Johns   as 
witness, 
LUQUE.N.        Just  Ice,  Dept.  of.        79/13/03.        lp. 

79121BQ202  Subpoenas    ED    Darnel    to    appear    in  HomtomTX    on   B00203. 

MILLEFI.M.E.       Atomic    Safotu    and    Licensing    Board    Panel.       79/13/03.       Ip. 


7913130037  Request    for    eipanslon  of    ABLB    790323   protective    order    bo 
include    documents   produced   bg  Central    !•   South    Ueg.lt   Corp    81 
Central    tt   South   Wast    Evcs.Inc.to     Include    confidential 
documents   to   amend   order    to    bind    TX   Util    companies. 

STAHL.  D.       Cantral    b    Southuast   Corp.        STAHL,  D.        Central    &    Soutnuoal 
Services,     Inc.       STAHL.  D,       Cantral    Potier    fc   Light    Co.        79/11/21,        7pp. 

79I313Q4B3  Notifies   of   AE  Autry   791211    deposition    in   Corpus    Cnristi.TX. 
MS  Borchelt  791113   deposition    in    Abl  1  ene,  TX,  HW  Hardy    791213 
deposition    in   Abilene. TX  t.  SB  Philips    79IS17   depc-sition    in 
Dallas,  TX.  Certificate    of   Svc    end. 

MCDIAF1MID,  R.C.      Brownsvi  1  Is,  TX.       MCDIAFIMID,  R.  C.       Spiegel    it  McDiarrnid. 
79/11/24.       7pp. 

791  a  1302  3&  Third   set   op    interrogator  ieg    t>   reqireste    Par    production    of 
documents   directed    to   Houston  Lighting    b  Pouier   ft   TX   Utila 
Generating   Co.  Includes   questions    on    pouier    flow    between 
utlls.  Support  ing    rfocumentati  on  Ci    Certificate    of    Svc    encl. 
LESBY.R.P.,    CHANANIA.  F.  D.  ,     OLUME.  K.  B.         Antitrust    Division.        79/11/26. 
23pp. 

7912130320  Notice  of   appearance   of   B    Welling    on    behalf    oP   Central    & 
South    Ho- at    Corp,  Contral    Power   L   Light    Co,PSf,     of    OK, 
Southuiastern   Electric    Pouer   Co   &    West    TX    Utila    Co. 
WELLING,  S.        I  sham,    Lincoln   &    Qoale.        79/11/26.        Apo. 


—7913180209  Subpoenas  F   Taylor    to   appear    in   Houston*  TX    on  800206. 

MILLER,  M.  E.       Atomic    Safety    and   Licensing    Board   Panel.  79/18/03. 
IP- 

—  7912180231    Subpoenas   Q   Knoulas    to    appear    in   Houstom  TX    on   000300. 

MILLER,  M.  E.       Atomic    Bafetg    and   Licensing    Board   Panel.  79/12/03. 
IP 

--79iaiBOaiO  Bubpoenas   OH  Oprea    to   appear    in  Houston,  TX    on  800130. 

MILLER,  M.  E.       Atomic    Safety    and    Licensing    Board   Pan*l.  79/12/03. 


79131HOSS2  Subpoenas  AM  Smith    to   appear    In   Beaumont,  TX    on   B001HB. 
MILLER,  M.  E.       Atomic    Safety,    and    Licensing   Board    Panel.       79/1S/03. 
lp. 

7912180262  Subpoena!  A  Sprauli  to  appear  in  Beaumont.  TX  on  BOOlSfl, 
MILLER,  HE.  Atomic  Safotu.  and  Licensing  Board  Panel.  79/12/03, 
lp. 

79121BD273   Subpoenas    U    Atkina    to    appear    in    Beaumont,  TX    on    000122, 
MILLER,  M.  E.        Atomic    Eafetu    and    Licensing    Board    Panel.        79/12/03. 
lp. 


7913120043  Third    supplemental   response    to    second    set   of    interrogatories 
Ei  request)   for   production  ot    documents    frnra    applicant, 
Certificate   of  Sue    encl. 
CVPHERT.S.  H.  .     PAFiMEMTER.F   H.        Jus  t  i  ce.  Dept.  OF.        79/11/27.        9pp. 

7912130337  Notice   nf  Ti.   Austin   791217    deposition    in    Dallas,  TX. 

CARNEV.  J.  A.      Central    it  Southwest   Corp.       CARNEY,  J.  A.       Central   Power    (• 
Light    Co.       CARNEV,  J.  ft.        Public    Service    Co.      of    Oklahoma.        79/11/27. 
IP. 

--  7913130361    Notice   of    BE  Hulsey   79131B   deposition    in   Dallas,  TX. 

CARNEY,  J.  A.       Central    !.  Snuthwes  t    Corp.       CARNEY.  J.  A.       Cantre.1    .Pouiar 
It   Light   CD         CARNEV.  J.  A.       Public    Service    Co.      of    Oklahoma. 
77/11/27.        [p. 

~79131303i6  Notice  of    PG  Drittain    791H1B    daposifcion    In    naHj,5,TX. 

CAFINEV.J.fi.      Central   t<  SouthuiBBt    Cnrp,       CARMcV.J.A.       Central    Pouier 
&   Light   Co.       CARNEV,  J.  A.       Public    Service    Co.      of    Oklahoma. 
79/11/27,        lp. 


79121BQ2B1   Subpoena!   RH  McCulstian    to   appear    in  Houston.  TX    on   G001S7. 
MILLER.  M.  E.       Atomic    Safety    and"   Licensing    Board   Panel.       79/12/03. 
lp. 

7912160209  Subpoenas  T  Standish  to  appear  in  Houston,  TX  on  B00117. 
MILLER,  M.  E.  Atomic  Saratu  and  Licensing  Board  Panel.  79/12/03. 
lp. 

79121SD297  Subpoena*  J   Qreenuade-    to  appear    in   Houston,  TX    on  Q0011&. 
MILLER,  M.  E.       Atomic    Safety    and    Licensing   Board    Panel.       79/12/OQ. 
lp. 

79121B03Q6  Subpoenas  N   Lee    to    appear    in   Reaumont.  TX   on   000129. 
MILLER,  M.  E.       Atomic    Safety    and    Licensing    Board    Panel.       79/1H/03. 
lp. 

7912180311  Subpoena  a  KM  Mil  berg  to  appear  In  KouttonrTX  on  300207. 
MILLER,  M.  E,  Atomic  Safety  and  Licensing  Board  Panel.  79/12/03. 


—7912130370  Notice  of    MD  Spence  791219   d-ap.  nai  t  i  on    In   Dallas^TX. 
Certificate    of    Svc     encl. 

CARNGV.J.fl.       Central    t.   Southwest    Corp.        CARNEV,  J.  A.         Central    Pouier 
t.   Light  Co.      CARNEV.  J  A.      Public    Service   Co.     of    Oklahoma. 
79/11/27.       -Jpp. 

79121401B4  Notifies   that    documsnts    discussed    in    791107    Jtr   will    be 
Available   at    lam    firiiiu    for   NRC    insp.  Curt  i  f  icate    of    Svc     ancl, 
FLYNM.P.O.      LouBnatein.Ncwman.Reis,  Aiolrad    &    Toll.       79/11/27.       App. 

79121700&3  Request    for    issunncs  of    cubpaonas    fc    for   rooiT    of    ASLB  790754 
order.  Hrder   should   be    modiFied    to    pel  Foe  t    oototanding 
diacDwery   mattHrs   8,   briefing    cert  ffdu  1  c.  Certifi  cote    of    Svt     6, 
list    oF    deponents   encl, 
CVPHEUT,  B.  B.  ,     PARMENT£R.  F.  H.        Juattce,  Dept.  of.        79/11  /St.         ISpp, 

791227004B  Foruards   Citij    of  Ban  Antonio.  TX   rnsponoes    to   Central    Power  t, 
Light    Intevroijatories    tt  request    for    production    of    documentH. 
WILSON,  W.R.  ,    WILSON.  H-B.      Mattheus,     ffoulin,    Hacforlane    &    Barrett. 
79/11/29,      lp. 


791213Q320  Subpoenas   TR  Locke-    to   appaflr    in  Wichita   FnllsiTX   on  Q001O3, 
MILLER,  H.  E.       Atomic    Safety    and    Licensinfl   Board   Panel.       79/12/03. 
IP- 

7913100339  Subpoenas   EA  Turner    to  appear    in  Houston,  TX   on  800131. 
MILLER,  M,  E.       Atomic   Safety    and    Licensing    Bnard   Panel.       7<?/12/03. 
lp. 

7912190340  Subpoenas  FiJ  Earhart  to  appear  in  Hou»ton,TX  on  BOOHS. 
H1LLEB.M.  E,  Atomic  Eafetij  and  Licensing  Board  panel.  79/13/03. 
IP- 

79131B0349  Bubpoenas   JE  Monahan    to   appear   ir.  llaco,  TX   on  BOO  10*. 
HILLEn,M.E.       Atomic    Safety    and    Licensing    Board   Panel.       79/12/03. 
tp. 

79121B03iO  Buupoenas  HL  Kanninfl    to   appear    in  Dallas,  TX    on   BOO  109. 
MILLER,  H,E.       Atomic   Bafntg    and    Licensing    Hoard   Panel.       79/12/O3. 
lp. 


79121Q0373  auhpoenan   DC   Da   La   Sasa    to   appear    in   Delias,  TX   on  800107. 
MILLER, H.E.       Atomic   Safety    and    Licensing    Board    Panel.       79/18/03. 
lp. 
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—  7912100301    Subpoenas   B  Bear's    to   appear    In   Dallas,  TX   on  B001QB. 

MILLER.  M.  E.       Atomic    Safety   and    Licensing    Board    Panol,       79/13/03. 


—  7912150395  Subpoenas   EL  Watson    to   appear    in    Dallas.  TX    on   800110, 

MILLER,  M.E.       Atomic    Safety    and    Licensing    Board   Panil.       79/13/Q3. 
Ip. 

—  7912100404  Bubpotnai   JE  Bondurant    to   appnar    in   Beaumont,  TX   on   SOO123. 

MILLER.  M.E.       Atomic    Safety   and    Licensing   Board    Panel.       79/12/03. 
lp. 

—  7912180414  Subpoenas   JB  Farringtan    to    appear    In   Dallas,  TX    nn   79O111. 

MILLER,  M.E        Atomic    Safety    and    Licensing    Hoard   Panel.       79/12/O3, 
lp. 

—  7=712180423  Subpoenas   R    Corder    to    appear    in    Dallas,  TX    on  B00109, 

MILLER.  M.E.       Atomic    Safety    and    Licensing   Board   Panel.       7*7/la/03. 
lp. 


7913260397   Response    to    DOJ   791130   motion    for   mod    uf   A5LB   790724   order 
by    (intending    hearing    schedule    b   for  ancillary   rtlicf.lt 
modified, single    discovery    termination   date   should    ba 
adopted;.  Certificate    of   Svc    encl. 

BLUM.R.L.       Houston   Lighting    it   Pomer   Co.        uLUM.fi.L.       Baker   &   Botts. 
79/ia/ll.       9pp. 

79122B0670  Notifies   of    correct    svc    list    for  Central    &  Sautli  West  Corp. 
8TAHL.D.M,       Iiham,     Lincoln  l<  Beale.       79/13/11.       lp. 

791231OS14   Advises    that   applicant    possesses    addl    documents    responsive 
to   790707  subpoena    addressed    to  A  Gorber.  Documents  will    be 
ready    for  DOJ   insp    at   mutually   convenient    time. 
FLYNNiP.O.        Louensteln,  Newman.  Rels,  Aielrad    &   Toll,        79/12/11.        lp. 

— 791231QS19   Aflvises    that    applicant    possesses   adill    documents    respotisiva 
to    790709    autjpaana    addressed    to   A   Qerbor. Documents   ui  1 1    be 
ready    for   NRC    Insp    at   mutually    convenient   tlrnn. Certificate 
of   Svc    encl. 
FLYNN.P.G.       LouiBnstetn.NBLiman.RBla,  A«elrad  &  Toll.       79/13/lt.       5pp. 


79122B011B  Discovery   ript   by    City   Public    Svc    Board    of   San  Antonio.  TX 
far  Nov   1979.  Received    tt  responded    to   Central    Pouier   &  Light 
first    !•*    of    Interrogatories   &   request    For   production    of 
document*.  Certificate    of  Svc    encl. 

WILSON.H.R.       T*I*B.    State    of.       HILSON.W.R.       Mattheuis,     Moulin. 
ri*cf*rlene   fc  flarrntt.       79/12/03.       4pp. 


7912330627  Supports    util    791003   request    for   directed   csrtif Ication    of 
ABLB   791009  order   re    motions    based   upon  decision   of  US 
District  Court,  Or  dor    should   be   reviewed   due   to   holding    that 
r«s    judlcata    inapplicable    to  antitrust  proceedings. 

KNDTTgjJ.B.       Texas    Utilities   Generating   Co.      KNOTTS.J.D..    AHEARN.  C,  D. 
Debevolse  &    Llberman.       79/12/12.      37pp. 


7912130313  Application    for    Issuance    of    subpoenas    to   Bardoll. Braven»c   I< 
pgcordki>p«r.CollBoe  St»t ion. TX,  Wt  11    teitify    an   bulk 
•  lictric    pouir   tupply,  transmistion   planning    fc   other   relatsd 
Itiun.  Drafts    of   Bubpo»n4*    I<  Certificate    of    Svc    encl. 
FRANKLIN.  H.  J.       Houtton    Liflhting   ti   POWBT   Co.       FRANKLIN.  W.  J.       Baker  d 
Botts.       *      Lauenitetn.NeuiinaniReis.  AieLrad    b   Toll.       79/13/04.       27pp. 

7912110439  fluponie    by   Public    Utila    Board    of   City   af  Brouinavtl  U,  TX    In 
support  of  DOJ  motion   for   mod    of  A9LB   790724   order 
requesting   addl    discovery    period.  E«tentlon   will    alloui 
thorough    preparation    for   hearing.  Certificate    of  Bvc    encl. 
POIRIERrH.  R.       Teia*.    State    of.       79/1S/09.       6pp. 

7912170110  R»q.uosts    util    provide    documents    3ubpoana<td   b   produced   jt 
AE  Maul  or    791011    dlpoiltion, 
BLUME.M.B.       Antitrust   Division.       79/12/03.       lp. 


7912380629  Notice    of    appearance    In   preceding.  Certificate   of  Bvc   encl. 
AH6AHN.C.D,       Texas   Utilities  Generating  Co.      AHEflRN.C.D.       Dallas 
Poui*r   &   Light  Co.       AHEARN,  C.D.      Tinas  Electric   Service  Co.      79/15/12. 
4pp. 

79IS3600B1   Briof    in    opposition   to  applicant  791109  request    that  ABLAB 
cartifu   ABLB    79JO05  order   dEnDlnfl   applicant  motion   for 
summari)    dispositi  on.  No    irreparable  harm,  injury    to   public 
Interest  or   unusual    delay    present    to    justify   certification. 
CHAMANJA.F.D.  ,    HODQDQN.  A,      Antitrust   Division.       79/12/14.      31pp. 

— 791&a6t)09B  Special    prehsaring    cunferHncB   order   directing    parties    tn 
commance   discovery    A    trial    preparation    immediatnlg   t>   to 
complete   discovery    by    79010B,  Certificate   of  Svc    encl. 
MILLER, H.E.        Atomic    Safety    and    Liconsing    Hoard    Panel.        73/07/13. 
llpp. 


791219013B  Monthly    status   rept    for  Nov    1779. Parties   arrived    «t    terms    of 
protective   order. Four    scheduled    depositions    drlayad. Draft   of 
order   and. 
POIHIER.M.  n.       Bplegtl    &  McDiarmld.       79/12/05.       Spp. 

791227QOB4  9t»ii;s    rspt    for   Nov    1979.  South   TX   Electric   Cooperative.  Inc 
1   Medina  Electric    Cooperative, Inc    nvither    initiated   nor 
received    dlscovory    requvttti. 

JOMN.D.  F.       South   T«<a»    Electric   Cooperative,     Inc.       JDHN.D,  F. 
Matropolitnn   Ediion   Co.       JOHN.  D.  F.       Akin.     Ountp.    Hauer   t  Fold. 
79/12/03.       4pp. 

7913280&39  Diicovaru    repl    for   Nov   1979.No   discovery    rsqu»ats    initiated 
or    received. Certificate   oF   Svc    end. 
BALOUOH.R.C.        Austin.     TX.        79/12/O4.        Spp. 

771SB60897  Response    in   support    of   DQJ  motion    for  mod    of    ABLB  790754 
order    by    extending    discovery   b    hearing    schedule,  Delay    naoilsd 
to    iifllmilatB    evidence    !.    to    narroiii    issues.  Certificate    of 
Svc    encl. 

WELLIN0.9.       Central   Ic  Sauthuest  Corp,       WELL  I  NO,  B.       Iiham,    Lincoln   6 
D««U.       79/12/07.       10pp. 

7915360360  Hemorinduni   in    support    of    DGJ  motion   requesting   mod    of  ABLB 
79O7B4   order.  Proposed    addl    time    for   completion   of    discovery, 
continuation   of    deposition*   &   final    prohearing    conference 
naidftd    to    perform   atudies.  Certificate   af  Svc    encl. 

RITTS.F.H.  ,    OURCHETTE.  M.  H.       Texas-Louisiana   Electric   Cooperative.  Inc. 
RITT8.F.  H.       Northcutt    Ely.       79/1H/07.       fipp. 

77I2H70101   Notifies    of   postponemnnt    of   JT  Wendara    deposition. 
STAHL.D.  M.       I  sham,    Lincoln   t.  Beale.       79/12/07.       lp. 


7912270137  Order    sltBnding    time    tD   B00327  for  completln   of    discovery, 
to  0003EB   for    completion   of   eiport   discovery,  tn   BO 04 28  far 
filing    witness    lists.  Schndulos   prehearing    conferonca    for 
Q009O5   ti   DviJantiary    h&aring    for  S00514. 

MILLER, M.E.       Atomic   Safety   and  Licensing   Board   Panol.      79/15/14. 
fipp. 

79l32aO&C30  Application    for    issuance   of   subpoenas   calling    for   deposition 
of  JR    Milford.S   Phelp*.P  Mayers, HJ  Marsh, RA  Varbrough, 
OR  HarrisamR    Sagrest.tt  Wright. FJ  Meysr.A  Higginbotham  t< 
JM  Ammnni.H/twelve    drafts   of   aubpoenas   (.  CertificatH  of   avn. 
FRANK.LIN,H.       Houston   Lighting    &  Pouier  Co.       FRANXLIN.W.       Baker  fc 
Botts.       »     Lfnuenstein.Moutman.Reis,  Axelrad  fc  Toll.       79/12/14.      90pp. 

791B31O137  Motion    for   eitension    until   900201    to   file   supplemental 
response    to  Houston  Lighting   &  Power   first   set   at 
Interropatoriea,  Ir,valvemi?nt    In   depositions   requires 
allocation   of    addl    time.  U/Cartificate   of  Svc. 

CYPHERT.S.B.  .     PARHENTER.  F.  H.  ,     LUQUE,  N.        Justice,  Dept.  of.        79/12/14, 
Bpp. 

7<7123iaitT7  QpposltUn    to   util    791109  request    for   directed    certification 
!(  revlou  of  rtELD   order.  If   certification  directed,  collotBral 
estoppel    effect    should   not   be    given   to   fact   Issues 
dBllneateil   by    util    in   another    case. 

PDIRIEIJhM.R.        BroiunsvillB.TX.        POIRIER,  M.  R.       Splagel    fc   HcDiarmld. 
79/13/14.        IHpp, 

7'?iaafiO<H4   Answer    concurring    w/DOJ   79U3O  motion    For   moil    of    A9LH   79O724 
order    by    eitendlng    current   hearing   b  discovery   schedule. 
Facility   will    lie   raadij    for    fuel-loading   between  Aug  !<  Nov 
19at.Cortlficate   of   Sve    encl. 
LES8Y.H.P.,    CHANANIA,  F.  D.      Antitrust   Division.       79/13/17.       Spp. 


7712270123  Discovery    rept    for   Nov    (979.  Fifteen    depositions    t»k«n. Third 
supplecntntal    response    to   gtil    aicand    t»k   at    InturroaatoriBs 
filed. DOJ   filed    791130   request    fur   mod    of   79O724  ASLD    ord>r. 
CYPHERTi9.  B.       Justice.  Dspt.  at.       79/IH/O7.       3pp. 

791SS70104  DIacover«   ttatui   rept    for  Nov   1979  for  Central  &  SnutliiuaBt 
Corp. Thirteen  depositions   taken. 
CARNEViJ.A.      I*h«m,    Lincoln  I.  Bealt.      79/12/10.      3pp. 


7912360361   Opposition    tn    util    771130  request    to  compel    furthar 
diacovory.  Util    has    not  requested    further   discovery    from  NHC. 
NRC  willing    to  uor  k    ui/util    to    arrive   at  mutuallij    agrouable 
discovery    scheduln.  Certificate   of  Svc    encl. 
LEBBV4B.P..    CHflNANIA,  F,  D.      Antitrust  Division.      79/12/17.       6pp. 

7912380449  Forwards    documents    fron-  filos   nf  A  Ofrbar   par   request.  M/D 
encl.  Certificate  u f    Svc    encl, 
FLYNN,P.  0.      Louenstein.N'BUinian.neis,  Aielrad  !.  Toll.      79/18/17.      5pp. 


DOCKETED  ITEMS 


7912310001  Supplementary    response    to    first    sEt   of    interrogatories. 
Discusses   areas   where    utll    b   Public    Utll    Board    of 
Brownsville,  TX   compete.  Affidavit    iif  JW  Wi  laon,  supporting 
documentation  fc  Certificate   of  Svc    end. 
UILBON.J.  W.       Browns  villu.TX.       79/12/19.        62pp. 

7912310161   Opposition   to   applicant  791218  motion    for   protectivB   order. 
Order   filed    inadvertently   t,  conflicts   u/previausly   agreed    19 
tarms.  Intervenor  willing    to   consider   modifying   agreement. 
PDIH1ER.M.R.       Brounsville.TX.        POIRIER,  M.  H.       Spiegel    «.   HcDiarmli!. 
79/13/19.       4pp. 


U,     Congressiotial/Eiecutive  Correspondence 

7912120053  Responds    to   790924    Itr   re   L  Sinkin  raquest    for    .stabl  ishm.nt 
of    local   PDR    in  Ban  Antonio,  TX.  Arrangements    made    to    forward 
copies   of  NRC    insp    ropts    to  San   Antonio  Public    Library 
OOS81CK.L.V.       Office   of    the  E«ecUtive   Director    for  Ops-rations. 
79/10/18.        lp. 

—7912120066  Forwards  LA   Binkin   790601    request    that  NRC   establish   PDS    in 
San  Antonio.  TX.  Requests   comments. 
GONZALEZ.H.B.       House    of  Rep.       79/09/24.       lp. 


Q.     Inspection  reports.     IE  Bulletins   &  correspondence 

7912060555  Responds   to    IE  Bulletin  79-33.  Emergency    diisel   generators 
differ   from  type   liable    to   reported    failure. 
DPREA.O.H.      Houston  Lighting  fc  Power   Co.       79/10/SB.       lp. 

79123B0323   Forwards    IE    Insp   Rapt.    30-498/79-17   i   30-499/79-17   on 
791024-26.  Mo   noncomp  1  lance   noted. 

SEIDLE.H.C.  Hog  ion  4.    Dallas,    Reactor  Construction  fc  Engineering 

Support  Branch.      79/11/14.      2pp. 

—7913200329    IE    Insp    Repts    50-49B/79-17   b   30-499/79-17   on   791034-26.  No 
noneompllance  noted.  Major  areas    inspected:  licensee   responses 
to   previously    Identified    insp    findings   &  review  of   reported 
10CFH30.  aS(e)    items.  .      „    ,  , 

HUBACEK.H.O.,    PHILLIPS.  H.  S.  .    GROSSMAN,  H.  A.  Region  1,    Dallas, 

Office   of    the   Director.       79/11/13.        4pp. 

7912100330  Forwards    IE    Info  Notice  79-2B,    "Overloading   of  Structural 
Elements  Due    to  Pipe    Support  Loads."  No   response   required. 
SEYFRITiK.V.  fiegion   4.    Dallas-    Office    of   the  Director.       77/11/16. 


7912110530  Fnnwards  IE  Info  Notice  79-39,  "Loss  of  Nonsafetu-Related 
Reactor  Coolant  Sys  Ins  t  rumen  tat  ion  During  Operation."  No 
specific  action  or  response  required.  -._,.,,., 

SEYFRIT.K.V.     Region  4,  Dallas,  Office  of  the  Director.   79/11/16. 
lp. 

7912110279  Forwards  IE  Circular  79-23,  "Motor  Starters  &  Contactors 
Failed  to  Operate."  No  response  required. 
SEYFRIT.K.V.     Region  4i  Dallas,  Office  of  the  Director.   79/11/26. 

»P 

7913110476  Notifies    that  NSC    intends   to  routinely    forward    to 
appropriate   state  public   util    regulatory    groups  tt   state  attu 
general    ofcs  copies    of   escalated    enforcement   correspondence 
sent  by  NflC    to   licensees.  ,„,..,„. 

BEVFR1T.K.V.  Region  4,    Dallas,    Office   of   the  Director.      79/11/26. 

lp. 

79131900*3  Forwards    IE   Circular  79-24,    "Proper    Installation  &  Callbr  of 
Core  Spray   Pipe  Break    Detection  Equipment   on   BURB.  "   No 
written  response  required.  -,„,.,,„, 

SEVFRIT.K.V.  Region   4,     Dallas,     Office    of    the   Director.       79/11/26. 


7912190177  Forwards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  t.  Control  Power  Sys  Bus  Durino  Operation." 
No  written  response  required.  „„,..,„„ 

SEYFniT.K.V.     Reeinn  4,  Dallas,  Office  of  the  Director.   79/11/30. 
lp. 

7912310361  Forwards  IE  Info  Notice  79-30,  "Reporting  of  Defects  & 
Noncompliances,  10CFK21.  "  No  action  required. 

SEYFRIT.K  V     Region  4.  Dallas,  Office  of  the  Director.   79/1B/O6. 
4pp. 

7913200212  Forwards  IE  Bulletin  79-23.  "Possible  Malfunction  of  Namco 
Model  EA1SO  Limit  Switches  at  Elevated  Temps."  Action 

SHYFRIT.  K.  V.    Region  1.  Dallas.  Office  of  the  Director.   79/12/07, 
lp. 

f  Incorrect  Amplified 

d. 

i  Director.   79/12/13. 


—  79121B0071  Requests  establishment  of  PDH  in  San  Antonio,  TX. 
SINKIN.L.A.  Citiiens  Concerned  About  Nuclear  Pou*r.  Inc. 
79/OB/01.  lp. 


DOCKET  STN-SQ-499  SOUTH  TEXAS  PROJECT,    "NrrjJ 

A!"  Application/construction    stage   documents  ^_«^^°^'^^ 

7912060360  Confirms   790B31    teUoti    re   79042B   Itr   eoncernino    790623 
stop  uork    ordar   on   placement   of    saf .tu~r»lat«d    cancrtt>.UtU 
ulll   resume    placement    of    concrete    in   reactor    containment 
bldg  aitarlor   shell  ualla.  ,„,„«,«,        n__ 

TURNER.E.A.       Houston  Lightino   h  Power   Co.       79/08/31.       3pp. 

7912110011    Forwards   NflC    position   on    status   &  appliKanilitd    to   Banding 
OU  applications   of   results    of   TMI    fnllowup    actions. Outlines 
addl    short-term  actions   to   be    takan.  ,~,M,™        .!.„ 

VASBALLO,  D.  B.         Division   of   Projact  Man«fl««ant.       79/09/27.       41pp. 

7912110264  Discusses   NRC   plans    to    u»a    gtnerlc    analui»«   to    develop    wrly 
verification  program   to   resolve   ATMS    Issue    for   PWRs   fc  HWRs. 
Success   of    program  depends    on    Industry    r»span«».  Supports 
formation   of   owners   groups   to   provid*  needifBru    tnfo-      ..„.,_        „„„ 
DENTON.H.  R.       Office    of   Nuclaar  Heactor  Regulation.       79/1O/17.       3pp. 


7912070361   Forwards   Amend    6  to   application    for  OL. 
TURNER.E.A.       Houston   Lighting   t   Poyer  Co.       79/ia/OS. 


3pp. 


—7912070370  Amend  i  to  application  for  DL,  describing  buBlnnsa  fc 
organiiation  of  app  1  icants.  BEG  Forms  8-16  Sc  10-K,  financial 
info  li  Annual  Financial  R«pt  197B  oncl.     „„„„.„   „,. 
TURNER,  E.  A.   Houston  Liohting  fc  Power  Co.   .79/13/09.   273pp. 


—7912070373  Annual  Financial  Rapt  1978. 
»  Houston  Industries,  Inc.   78/12/31. 


39pp. 


79121BQ469  Forwards   request   for    addl    Info   re    initial    testing    to 

complete   review  of   FBAR.  -.„,._,„-,        ,-,„„ 

PARR,  0.  D.  Light   Wator   Reactors   Branch   3.       79/12/07.       17pp. 

791227034,9  Informs  TX  Historical   Commission  that  nalthtr   historical   nor 
prehistnrlcal    remains   were    found    at   proposed    bara«    off- 
loading   facility    situ    in   Braiorln   County, TX.  Rasults    of 
archaeological    survey    performed    by    Dames   It  Moore. 
MCOUIRE.W.F.       Houston   Lighting    fc  Power  Co.       79/12/17.       3pp. 

F.    Security,    medical,     emergency    fc   fir«  protection   plans 

7912040471    Forwards    info   re   upgraded    emergency    plans    to   plants   under 
const  &  OL  review,  Applicants   required    to  make    cirtain 
emtraencu    arrangements   in/state   &   local    oroanliations   ti 

submit   flmergencu    plans    par   Rag   fluids    1.101.  ,.,,„.         , 

VABSALLO,  D.  B.         Division   of  Project  Hanagament.       79/11/31.       app. 

79123100B9  Notification   of   time    chonB«   for  B001O9  meeting   w/util    in 
Bethasda.nD   to   discuss   review  of    security    plan. 
LICITRA.E.  A.  Light   Hater  Rnactors  Branch   3.       79/12/10.       app. 

0.    Adjudlcatoru    correspondence 

7912050442  First   set    of    interrogatories  &  requests    for    production   of 
documents    directed    to    intarvenor   Citiiens    for  EqutUbla 
Utils  Requests   Identification  of   documents  h  Info   supporting 
alleged    "field    const    error."   Certificate   of   Bvc    enel.  _-UL14BV  M  n 

BCHMARZ,  h.  D.  .    NEWMAN,  J.  R.       Houston  Lighting   ».  Pow.r  Co.       BCHHARIr  M.  D. 
Baker   fa  Botts.       79/11/03.       30pp. 


791B030oll   Interrogator!*1*  fc  requasti  for  production  of   documents 
POT-ted  directed    to  Citiiens    for  Equitable   Utlls.  Ou.«tl<,n»   r» 

alledged    falsification   of   const   records   b«    utll    employees. 

Certificate  of  Svc   encl. 
,  HCBUHREN,  H.  J.      Hearing   Branch    1.       79/11/03.       Mpp. 


DOCKETED  ITEMS 


— 79 120 3O41 3   Int*rrog*torioi   &  requests   far   production   of  document* 
directed   to  Citizen*  Concerned   About  Nuclear  Power.  Includes 
question*  Tt  alleged   falsification  of   can*t  records   bg   util 
employees. 
KCQURREN.  H.  J.       Hearing  Branch    1.       79/11/O5.       10pp. 


791I3O0277  Discovery   rept   For  Bept  &  Get   1979.  Participated   in  FS 
Buchanan, JD  Nicholas  (t  O  Taylor   depadtlani.Did  not   initiate 
discovery  requests.  Certificate  of  Svc    and. 

BURCHETTE,  U.  H.      Tolas-Louisiana  Electric   Cooperative,  Inc.      79/11 /OB. 
4pp. 


79iai304A7  Pint   lit   nf    interrogatories  If  request   for   imp   L  production 
of   docunwnts.  Requests   info  re   basis   for  Section  a.  &  of  FBAR. 
poat  wind   guste   used    for   deeign  l>  concrete  bonding 
requirements.  Certificate   of  Svc   ancl. 

BUCHOHN".P.      Citizen*   for  Equitable  Utilltle*.      BUCHOHN.P.      Citlii.ni 
Concerned  About  Nuclaar  Power.     Inc.      79/11/09.       10pp. 

7912090092  Petition   for   direct  ad    certification  fc  review  of  ABLB  791003 
order   denying  notioni   for   iunaarn   decision.  Urge*   collateral 
estoppel    of  Central   fc  South  Wait  Corp   re    issues   previously 
dacidad    In  district  court   trial.  Certificate   of  Svc    incl. 
BMNETT>E.U.      Houston  Lighting   It  Power   Ca.       BOWNIBHT.  J.  A. 
LMMn*tain>Neuaan.Reii.AieIrad   b  Toll.       79/11/07.      22pp. 

7912170394  Forwards  *ddl  requait  for  production  of  docuaent*  re  San 
Antonio  Eiprets  News  791111    article  reporting    that  result* 
of  FBI   Inquiry  ""re  turned.  ovar  to  NHC. 
BINKINiL.A.       Cftltan*  Concerned   About  Nuclaar  Power.    Inc.      79/11/12. 


—  -79iai7O333  Request  for  production  of  document  »,  Dioand*   all  FBI 
documents  re    investigation   of   facility.  Certificate   of  Bvc 
•ncl. 

BINKIN.L.A.      Citixani  Concerned   About  Nuclaar  Powar.    Inc. 
79/11/12.      2pp. 

791219OO&1   Forwards.   util   791120   Itr    to  NRC  fc  ancl. 
BCHUARZ.H.D.      Bator  Ir  Bottg.      79/11/28.       3pp. 

79121800B7  Requests   copy    of   document*   tranioittdd    to  Citizens  Concerned 
About  Nuclaar  Potter   par  L  Blnkln  79U1H  FQIA  Reo.ua  it  79-493. 
re  FBI    Investigation. 
HCOURREN.  H.  J.      Hear  ins  Branch    1.      79/13/11.       lp. 

79133SO&44  Responds  to  FDIA  raquait    for  documanti   generated  a«  result 
of  lnv««tlgotion  of  South  TX  project  BV  FBI.Rao.uaat 
foruarriad   to  FBI   far  r§»fon»o, 
CARRiJ.C.  Divl«lon  of  Rules  and   Recardn.      79/12/17.       lp. 

II    Antltruat   correapondence 


7912140203  Advile>    that  during   Dct   1979.  South  TX  Electric   Cooperative 
li  Medina  Electric  Coop«r>tive  neither    initiated  nor  recaivid 
any   diicovery  req,ueiti.  Certificate  of  Svc   «ncl. 
JDHN.D.  F.       Akin.     Ouap.    Hauer   b   Fald.       79/11 /OB.       4pp. 

7912050683  Third    »t   of    interrogatories  ft  raqueit   for  production  of 
docuoents  dlricted   to  TX  Util*  Generating   Co, et  al.Addra*B*» 
purchaiB  fc  sate   of   off-peak    intarruptlble   enargu  It  tranifer 
Ii   eichang*   of   electric    energy.  Cartificatn   of    Bvc    ancl. 
BTAM..D.      Central  Pouar  &  Light  Co.      79/11/09.      Bpn. 

7912O60009  Ack   receipt  of  771107   Itr  advising   of  Houston  Lighting  1 
Peuer  assertion  of  uork   product  privilege  re  Dirbar  icrlpli. 
MIC  uill    file  motion  to  canpal    discavarv- 
LE8SY.R.  P.      Antitrust  Division.      79/11/09.      lp. 

7912IOO3OO  Fir*t   sat   of   in  t  err  oj  a  tor  IB  a  tr  requnit  fpr  production  of 
dncunentsi directed    to  City  Public   Bvc   Board  of  Ban  Antonio. 
Addresses  coal-fired   etonaau,   energy  purchase  &  sale  fc 
electric    energg    transfer  t  BichangB. W/Certificate   of  Svc. 
8TAHL.D.      Cantral  Power  6  Light  Co.      79/11/O9.      7pp. 

791B10O307  Disc  over  ij  rept   for  Oct   1979.  Took    deposition*   of  HL  Peterson, 
EC  Ruoaal.RL  Hancock. CT  Herring   fc  R  Heulvr,    &  TL  Hatcher  &  H 
Tanner   in  conjunction  w/NHC.  Participated   in  Houston  Lighting 
t.  Pnwir   K  TX  Utlls    joint  deposition.. W/Cortiflcate  of  Bvc. 
CYPtEHT.S.  B.      Ju»tlce,D*pt,  of.      79/11/09.      7pp. 

791219O14O  Natlrlea   that  J  Oanbrell   of  Cajun  Electric  Potter  Cooperative 
hai   bean   designated   potential   witness    In  DOJ  procaedingx. 
Re^uasts   notiflcatian  of  Oaobrells  dapciition  rescheduling. 
LUQUe.N.      dustice.Dept.of.      79/11/09.       lp. 

791K10O332  Notice   of  appearance   in  proceeding.  Certificate  of  Bvc   end. 
LUOUE.N.      Justice.  Dept.  of.      79/11/13.      4pp. 

7912110270  Advises   of  postponement  of  H  Maodson  depatition  until    later 
dateidUB   to  Houston  Lighting   &  Pnuer  failure   to  make 
Uoodian  working   papari  available   for   insp. 
BLUrE.n.  D.      Antitrust  Division.      79/11/19.       lp. 


79120&OOBB  Diacovern   rnpt   for  Oct   1979.  Corrected   *  signed  City  Public 
Svc  Board   depositions   taken   by   DOJ  li  KfrC.  Produced   adal 
documents  requested   ay   DOJ  during  JB  Paston   deposition. 
CertiFlcdta  of  Bvc   ancl. 
UILBOM.U.R.      Matthews,    Noxlin.    Hacfarlan*  1>  Barrett.      79/11/05.       4pp. 

7912O&O247  Discovarg   rapt   for  Oct    1979.  Produced  addl    document*   to  DOJ 
following  RL  Hancock, HL  Poterion  li  E  Ruomal  7910O9  fc   10 
deposition*.  Did   not   initiate   discovery   requests. Certificate 
of  Svc  «nel. 
BALOUOH.R.C.      Austin.    TX.      79/11/03.      4pp. 

7912190287  Forwards   affidavits   of  RE  Roundtree  I.  LR  Oaullk. general 
ownager  t  a««oci«ta   general   oananar   ef  Public   Utila  Board, 
BroMitvllla.TX. 
JABLOM.R.A.      Bplagal   I,  McDlarmid.      79/11/O7.       lp. 

—7912170249  Affidavit  by   general   Manager   of  Public  Util*  Board   of  Cit« 
nf  flrownivills.Ael  that  790502  ra«pon*R»  to  Houston  Lighting 
li  Power   flrnt   eat  of   Jnterroaatoriei   d  79O&9&  •irpplanental 
raspnniei    to   eaaa   discovery:   have   been  ravlewed. 
BQUHDTBEE,  R,  E.      T»ia*,    State   of.       79/O9/14.      B(tp. 

—791219029S  Affidavit  b«   aeiociate  general   aana»»r  of  Public  Utlls 
Board. Brownsville, TX,  Act    that  79O9O2  raeponaas   to  Houtton 
Llghtlni  If  Power   first  set  of    interropaturiBs  h  79O&2& 
•uaolaaantal  reiponsee   to   sue  dlacav*r«   b*v«  been  received. 
QAUUK,L,  R.      Teia*,    Btata   of.       79/09/14.      2np. 

—7912190319  Corrected  ti  supplemental   antwar*   by  Public   Utils  Board   op 
City   of  Brownsville, TK   in  re  up  on  no   to  Houston  Llaatlng  t< 
Power  firet  eat  of  interrogatories  fc  first  na.ueit  far 
production  of  docuownte.  Contains  info  r»  tala  of  pa«i0r. 
a     T«**t/  Stata  of.      79/11/O7.      6»p. 

7912190241   Confirm  791106  conversation  re   intention*  n*fc   to   cell 
J  Botth.Cajun  CnoperatlVB.as  ultnaca  at  haarlnj.  Deposition 
of  J  Baiith  Mill  not   ba   taken.  Reserves  rJght   to  depose  J        ' 
Saltb  at   future   date. 
BALDUIN.J.H.      Baker  l>  Botts.     -79/11/07.       9pp.  '   '' 


7912130094  Notice   of  appiarance   of  AP  Hodgdan  an  bthalf  of  HRC. 
Cartlficate  of  Bvc    encl. 
HOOuDON,  A.  P.      Antitrust  Division.      79/1 1/2O,      4pp. 

7912O40O4O  Application   for  subpoenas   Far  depaiition   of  J  flaakrell  I. 
laeper  of   records  of  Cajun  Electric  Power  Cooperativa. 
TaitiBiing  will    include  transnission  planning  &  fuel   supply. 
Drafts  nf  subpoenas  &  Certificate   of  Bvc   end. 

FRANKLIN.  M.  J.      Houston  Lighting   t,  Power  Co.      FRANKLIN,  W.  J.      Baker  & 
Butts.       79/11/21.       20pp. 

7912130097  Request   for  eipansion   of  A6LB  790333  protective  order   to 
include  documents   produced   by  Central  Ic  South  M*st  Corp  fc 
Central  fc  South  Ueit  Bvci.Inc.to   include  confidential 
dacuannts   to  anand    order   tn  bind  TX  Util   conpaniei. 

STAHL.D.       Central   fc   Soutti-mt   Corp.       SrAHL.D.       Heat   Teias   Utilities 
Ca.      STAHL.D.       Ishaa,    Lincoln  b  Beale.      79/11/21.      7pp. 

79I213O4B3  Notlfiet   of  AE  Autry  791211   deposition  in  Corpus  Christ!, TX, 
HS  Borthnlt  791112  deposition   in  Ahil*na,TX<RH  Hardg  791213 
deposition   In  Ahilone.TX  t  SB  Philips  791217  deposition  in 
DalIa*.TX. Certificate  of  Svc   encl. 
HCDIARMID, R.  C.      Brownsville.TX.      79/11/26.      7pp. 

791213033&  Third   set   of  interrogatories  it  request*  for  production  of 
ddciment*  directed    to  Houston  Lighting  I.  Power  tt  TX  Util* 
Oenerating  Co.  Include*  questions   on  power   flow  between 
utile.  Supporting   rfocu»«ntatlan  li  Certificate  of  Bvc   encl. 
LEBSYiR.P.      Antitrust  Division.      KQtH9DON,A.  P.      Conaission.      79/11/26. 
23pe, 

7912130338  Notice   of  appearance  of  S  Helling,  on  sihalf  pf  Central   t 
South  Wast  Cnrp, Cantral  Power  t  Light  Co,PBC  of  OK. 
Soutbwemtern  Electric  Power  Co  6  Heit  TX  Utils  Co. 
HELLINS.B.       Iih«M,    Lincoln  1>  Iteale.      79/11/26.      6pp. 

7912120043  Third   supplemental   response  to  .second   set  of   interrogatories 
t  request*   far  production  of   documents   from  applicant 
Certificate   of  Bvc   ancl. 
CYPHEBT,  B.  B.      Justice,  Dept.  of.      79/11/37.      9pp. 
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7912130337    Notice    of    TL   Austin    791317   deposition    in    Dallas. TX. 
CARNEY.  J.  A.        Central    ti    Southwest    Carp,        CARNEY,  J.  A.        West    Texas 
Utilities    Co.        CAflNEY,  ,1.  A.         I  5  ham,     Lincoln   &    Qeale.        79/11/27.        lp. 


Subpoenas    N   Lee    to   appear    in    Beaumont. TX    on   BOO  12 3. 
MILLER.M.  E.        Atomic    Safety    and    Licensing    Board    Panel.        79/12/O3. 
IP. 


-7912130361    Notice   of    BD   HuLscy    79131B   deposition    in   Dallas.  TX. 

CARNEY,  J.  A.        Central    8.   Southwest    Corp.        CARNEY*  J.  A.       Went    Tanas 
Utilities    Co.        CARNEY.d.A          Isham.     Lincoln    I.   DcalD.       79/11/27.        lp. 


— 79121B0311    Subpoenas    MW   Milberg    to    appear    in  Houston, TX   on  800207. 
MILLER,  M.  E.        Atomic    Safety    and    Licensinn    Board    Panel.        79/13/Q3. 


-79121303ii   Notice    of    PG   Brittain    791218    deposition    In   Dallas, TX. 
CARNEY.  J.  A.       Central    &  Southwest    Corp.       CARNEY,  J.  A.      West    Teias 
Utilities    Co.        CARNEY.  J.  A.         Isnam,     Lincoln    f.   Ueale.       79/11/27.         lp. 


— 791218032O   Subpoenas    TR    Locke    to   appear    in   Wichita    Falls. TX   on   8O01O3. 
MILLER.M.  E.       Atomic    Safety    and    Licensing    Board   Panel.       79/13/O3. 
lp. 


7912130373   Notice    of    MD   Spente    791219    deposition     in    Dallas.  TX. 
Certificate    of    Svc    encl. 

CA!iNEY,J.A.        Central    fc   Southuiest    Corp.        CARNEY,  J.  A.       Went    Teiaa 
Utilities    Co.        CARNEV.O.rt.         Isham.     Lincoln    t.   Heale.       79/11/27. 


7913140194    Notifies    that    documents    discussed     in    791107    Itr    mill    be 
available    at    lau    firms    foe   MDC    insp.  Certificate   of   Svc    and. 
FLYNN.P.G,        Louenstein,  Newman.  Reis,  A*elra[i    t,    Toll.        79/11/37.        6pp. 

7912170046    Request    For     issuance    of    subpoenas    &    for    mod    of   ABLQ    790724 
order.  Order    should    b  f    modified    to    reflect    outstanding 
discovery,    matters   &   briefing    scbedu  le.  Certificate    of   Svc    & 
list   of   deponents    encl, 
CYPHERT.S.  B.        Justice.  Dept.  of,        79/11/39.         13pp. 

79(2270048   Forwards    City    of    Bar    Antonio.  TX    responses    to   Central    Pouer   b 
Light    interrogatories    &   request    for    production   of    document*. 
WILSON.  W.  R.  .     WILSON,  W.  R.        Matthews,     Houl  In.     Macforlane   fc   Darretl. 
79/11/39.         lp. 


—7913180329   Subpoenas    EA   Turner    to   appear    in   Houston.  TX   on  000131. 
MILLER.M.  E.        Atomic    Safety    and    Licensing    Board    Panel.        79/1S/O3. 


—7913180340   Subpoenas    RJ   Earhart    to    appear    in  Houston, TX   on   BOO  11 9, 
MILLER.M.  E.       Atomic    Safety    and    Licensing    Board   Panel.       79/12/03. 


--79131BQ349   Subpoenas    JE   Mnnahan    to   appear    in   Haco.TX    on   B00104. 

MILLER. M.E.       Atomic    Safety   and    Licensing    Board    Panel.       79/18/03, 
IP- 

— 79121B0360    Subpoenas    HL    Manning    bo    appear    in    Dallas,  TX    on   B001OB. 
MILLER,  M.  E,       Atomic   Safety   and   Licensing    Board   Panel.       79/12/03. 
tp. 

—7913180372   Subpoenas    DC    Do   La   Oasa    to   appear    in    Dallas.  TX   on  300109- 
MILLER.H.  E.       Atomic    Safety    and   Licensing    Board   Panel.       79/12/03. 


7912270033  Response    to    Central    Pouor    &  Light    first    set   of 
interrogatories    &   request    For    production    of    documents. 
Includes    data    sheets    re    coal-fired    uconomy    energy    sale. 
Certificate    gf    Bve    end. 
P03TON.J.B.       San    Antonio.    TX.       79/11/39.       41pp. 

7912120249   Motion    to    compel    DQJ   I.    NRC    responses    to    Houston    Lighting    !. 
Pouer   first    set    of    i  nterr  oratories    &   requests    for    production 
of    document  s.  DOJ   7B1OIO    re&ponses    ti   NRC    781201    answers    uere 
Incomolate,  M/Car  tif  icate      of    Svc. 
FLVUN,  P.O.        Houston   Lighting    t,    Pauier    Co.        79/11/30.        32pp. 

7912170138   Notifies    that    DDJ   does    nnt    intend    to    call    JL   Johns    as 
uil  tness. 
LUQUE,  N.        Justice.  Dspt.  of.        79/12/03,         lp. 

7<7iaiBOEoa  Subpoenas   EB    Games    tc    appear,  in  Houston,  TX   on  900203. 

MILLER,  M.  E.        Atomic    Safety    and    Licensing     Guard    Panel.       79/12/03.        lp. 

—  79131B0209   Subpoenas    F   Taylor    to   appear    in   Houston,  TX   on   BOQSQ6. 
MILLER.  H.  E.       Atomic    Safety    and    Licensing    Board    panel.       79/15/03. 


79121B0231    Subpoenas    0  Knouilcs    to   appear    In   Houston,  TX   on   BOO  20  B. 
MILLER.M,  E.       Atomic    Safety    and    Licensing    Board    Panel.       79/1E/03. 


— 79121803Q1    Subpoenas    8  Beard    to   appear    In   Dallas, TX   on   B0010B, 

MILLER.M.  E.       Atomic    Safety   and    Licensing    Board   Panel.       79/18/03. 
lp. 

— 79131B0395   Subpoena*    EL   Watson    to   appear    in   Dallas,  TX    on  B00110. 
MILLER.M.  E,       Atomic   Safefcu    and   Licencing    Board   Panel.       79/13/03. 
lp. 

— 79121B0404   Subpoenas    JE    Qondurant    to   appear    in   Beaumont,  TX   on  8001123, 
MILLER,  M.  E.       Atomic    Safety    and   Licensing    Board    Panel.       79/12/O3. 
lp. 

— 79121B0414    Subpoenas    JS  Farrington    to  appear    In   Dalian  TX   on   79O11I. 
MILLER.M.  E.       Atomic    Safety    and   Licensing    Board    Panel.       79/12/03. 
lp, 

— 7913160133   Subpoenas    R   Corder    to   appear    in   Dallas, TX    on   B00109. 

MILLER,  M.E.       Atomic    Safety   and    Licensing    Board    Panel.       79/12/03. 
lp- 

79132S011Q  Discovery    vept    by   City    Public    Svc    Board    of   San  Antonio,  TX 
for  Nov    1979.  Received   i   responded    to   Central    Power   &  Light 
first    let   of    Interrogatories   t/  request    for    production   of 
documents.  Certificate   of   Svc    encl. 

UILSGNiM.R,       Teias,     State   op.       WILSON,  W.R,       Mattheus,    Nauilin. 
Macfarlane    b  Barrett.       79/12/03.       4pp. 


79121S0240    Subpoenas    014   Dprua    to    appear    in    Houston.  TX    on    Q00130. 
MILLER.M.  E.       Atomic    Safety    and    Licensing    Board    Panel.       77/13/03. 


79121B0252   Subpoenas    AM  Smith    to   app»ar    in   Beaumont.  TX  on   B0;0122. 
MILLER,  M.  E.       Atomic    Safety    and    Licensing    Board    Panel,       79/13/03. 
lp. 

7912180262  Subpoenas  A  Sprauiis  to  appear  in  Beaumont,  TX  on  800124. 
MILLEH.M.  E.  Atomic  Safety  and  Licensing  BnaH  Panel.  79/13/03. 
lp. 


7912130313  Application    for    Issuance    of   subpoenas    to   Bardell.  Bravenoc    <• 
TicordlieepBr, College    Statl  on,  TX.  Mi  1 1    testify    on   bulk 
electric    pouter    supply,  transmission    planning    t,   other   related 
issues.  Drafts    of    subpoenas   h  Certificate    of   Svc    end. 
FHANKL1N.W.  J.       Houston    Lighting   fc  Power   Co.       FRANKLIN.  W.  J,       Bak«r    fc 
Botti-       «      Louenstein,  Neuiman,  Rail.  Aielrad    b  Toll.       79/13/04.       27pp. 

7912110499  Response    by    Public    Ublls   Board    of   City    Brounsvtll a.  TX    in 
support    of    DQJ  motion    for   mod    of  ASLB   790724   order 
requesting    addl    discovery   period. Extension   uill    allow 
thorough    preparation    for    hearing.  Certificate   of  Svc    >ncl. 
POIRIER.M.  R.        T»as,     State    of.        79/13/05.        6pp. 


79121BQ272  Subpoenas   U   Atkins    to    appear    in   Beaumont,  TX   on   SO01S2, 
MILLER, M.E.       Atomic   Safety    and    Licensing    Board    Panel.       79/13/03. 


7913190110  Raq,uests    utll    provide    documents    subpoenaed    ><   produced    of 
AE  Hauler   791011    deposition. 
GLUME,  M.  B.       Antitrust   Division.       79/12/05.       lp. 


-7912180-231    Subpoenas   KM  Mediation    to    appear    in   Houston.  TX    on   BOO139. 
MILLER.M,  E.       Atomic    Safety    and    Licensing    Board    Panel.       79/12/03. 
lp. 

7912160269  Subpoenas   T   Stand  i  sh    to   appear    in  Houston,  TX   an  600117, 
MILLER,  M.E.       Atomic   Safety    and    Licenaing    Board    Panel.       79/13/03. 


Subpoenas   J   Oreenuiade    to   appeal*    in  Ifouston,  TX    on    B0011&. 
E.       Atomic    Safety    and    Licensing    Board    Panel.       79/13/O3. 


791219013B  Monthly    status    repfc    For  Nov   1979. Parties    arrived    at   term*    ot 
protective    order. Four    scheduled    depositions    delayed.  Draft    of 
order    encl. 
POIRIER.M.  R.       Spiegel    d  McDiarmld.       79/12/03.       Bpp. 

79122700B4  Status   rept    for   Hov    1979.  South   TX   Electric    Cooperative.  Inc 
&  Medina   Electric    Cooperative, Inc    neither    initiated    nor 
received    discovery    requests. 
JQHNjD.  F.       South   Texas    Electric    Cooperative,     Inc.       79/12/09.       4pp. 
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79122B0639  Discovery   rept    for   NDV    1979,  No    dli 
or  racelved.  Certificate    of   Bvc    encl. 
BALOUOH.fi.  C.       Austin,     TX.       79/12/06.       5pp. 


nvery    request*    initiated 


7912260297  Re»pon»B    In   support    of   DOJ  motion    far  mod    of  ASLB   790724 
order   by    utending    discovery    &  hearing    schedule. Delay    needed 
to   anlntlatl   evidence   &    to   narrow    is  sue*. Certi f icate   of 
five   end. 
HELLINQ.B.       Central   t<   Southueit   Carp.       79/19/07.       10pp. 

7912860360  Memorandum    in   support    of   DOJ  nation   requesting    mod    of  ASLB 
7907B4   order. Propn*ed    add!    tin*    for    completion    of    di»coveryi 
continuation   of    deposition*^    final    preheorlng    conference 
needed    to   perform  studies, Certlf Jcate    of    Svc    encl. 

RITTB.F.H.       T*iaH-Lou**iana   Electric    Cooperative,  Inc.      BURCHETTEj  M  H. 
Northcutt  El«.      79/12/07.      6pp. 

7912270101    Notifies   of   postponement   of    JT  Menders   deposition. 
STAHL.D.M,       Iiham,    Lincoln   &  Beale.       79/12/O7.       lp. 

7912270123  Discovery   rept    for   NDV    1979.  Fiftaen   depoiltlons    taken. Third 
lupplemental   re«ponse    to    util    second    set    of    interrogatories 
filed.  DDJ   flltd    791130  raqumt    for   mod    of   790724  ASLB   order 
CYPHERT.  B,  B.       Justice,  Dipt.  of.       79/12/07.       3pp. 

7912270104  Dlicovery    itatua   rept   for  Nov    1979    for   Cintral   l>  Bouthue*t 
Corp.  Th Irteen   depoiltlons    taken. 
CARNEY.  J.  A.       I*ham,    Lincoln   tr   Beal«.       79/13/10.       Bpp. 

7912360397  Rttponi*    to   DOJ   791130  motion    for   mod    of   ASLB  790724  order 
by    extending    hearing    schedule    &   For   ancillary   relief.  If 
Modified,  tingle    discoverg    termination    dat*   »hould    be 
adopted,  Certificate   op   Svc    end. 
BLUH.R.L.       Houston  Lighting   fc   Power  CD.       79/12/11.       9pp. 

7912270103  Hod    of   790323   protective   order, expanding    categoric*    of 
docu«ents   conildered    confident!*!    It   expanding    protected   area 
to    Include    document!   produced    by    Central    &  South   Heit  Corp 
It  Central    fc  South    West   Bvcsi  Inc. 

MILLER,  M-E.       Atonic   Safety   and   Licensing    Board   Panel.       79/12/11. 
2pp. 


7912310169  Opposition    to    util    7911O9  request    for    dirocted    certification 
(•   rovieu  of    ASLD   order.  If   certification    directed,  collateral 
estoppel    Bffoct   should    not   be   given    to    Fact    issues 
delineated    bij    utl]    in    another   case. 
P01HIER.H.H,        nrouJnsville.TX.        79/12/14.         IBpp. 


An^uior    concurring    u/DOJ   791130    motion    for    mod    of   ASLH    79072-1 
order    bu   extending   current   hearing  d   discovery    schedule. 
Fatiliti;  will    be   ready    for   fuel-loading    between  Aug    It  Nnv 
1981.  Certlf  icafca    of    Bvc    encl, 
LEBSYrR.P,       Antitrust    Division.       79/12/17.       5pp. 

7<7122frO3cil   Opposition   to    util    791130  rHquest    to   compel    further 
diicoverg.  Util    has   not    requested    further    aificovery    Prom  NBC. 
NRC    milling    to   work   ui/util    to   arrive   at   mutually   agreeable 
discovery    sch  Bdule.  Cer  ttf  icate    of   Svc    encl. 
LEBSY.n.P,        Antitruit    Division.       79/12/17.        6pp. 


79(2380649  Foruards   documents    from   filet 
enc  1.  Certificate   of  Bvc    encl. 
FLYNNr  P.  C.       Ltnuenstoin,  Neuiinan.  lie  is,  Axelrad 


f   A  Berber    per   request. W/o 
Toll.       79/12/17.       5pp. 


7912270137  Order    eitending    time   to  800239    for    completion   of   discovery, 
to    BOD323  for    completion   of    expert   discoverg, tn   B004SE  for 
filing    biitriBss    lists.  Bchedulea   prehenring    conference    for 
B003OS  fc  evidentiary    hearing    for  B00514. 

rllLLERjM.E.       Atomic   Safety   and   Licensing    Board   Panel.       79/ia/H. 
6pp. 

791231O001   Bupplementarij    response    to   firit    set  of    intErroaatories, 
Discusses  areas   uhere   vtil   &  Public  Util    Hoard    of 
Brnunfiville,  TX    compete.  Affidavit  of  JW  Wilton-  supporting 
documentation    b  Certificate   of  Svc    encl. 
WILSQH.J.W,       Drounsville.TX.       79/12/19.       62pp, 

7912310161   Oppoiition    to   applicant  77121B  motion    for   protective    order. 
Order    filed    inadvertently   (<  conflicts  u/praviomly   agreetf    to 
tirmi.  Intervenor   willing    to   cnniider  modifying   -agreement. 
PQIRIER.M.  R.        BrouinwUU.TX.       79/13/19.       4pp. 

Q.     Inspection   reportsi     IE   Bulletins  b  correspandence 


7912280470  Notifies    of   correct    avc    list    for   Cantral    h  South   W«*t  Corp. 
BTAHLiD.H.       Ilham,    Lincoln   ti  Be*l«.       79/12/11.       lp. 

7913310514  Advises    that    applicant    possesses   addl    documinti   respc-nsive 
to  79070?   lubpoan*   addressed    to   A  Oarber.  Documents   ulll    be 
raadu    for   DDJ    Imp   at   mutuallg    cc-nvenlenb    time. 
FLVNN.P.O.       LQUiRnstiin.Neuiman.ReUi  Axotrad   It  Toll.      79/12/11.       lp. 

— 7913310519  Advises    that   applicant   posniset    eddl    documents   responsive 
to  790709   *ubpo«na   addressed    tc-  A  Oerbar.  Documents   uill    ba 
rtidv    for   NRC    in*p    at   mutually    convenient    tlm». Cartif Icate 
of   Bvc    end. 
FLYNNiP.O,       LauinttliniNiuJmaniRols.Axelrad    Ic  Toll.      79/12/11.       Bpp. 

7912260627  Support*    util    79100  Rio,UB*t    For    directed    certification   of 
ABLS  791003  ordar   r»  motions  based   upon   daeltlon   of  US 
District   Court,  Ordir    should    be   revleued    due    to   result    that 
ret    judiceta    inapplicable    to   antitrust   prociedlngs. 
HNOTTSiJ.B.       Texn   Utilitim   Qeniratlng   Co.       79/12/12.      37pp. 

79122B0629  Notice    of   appearance    in    proceeding.  Certificate   of  Svc    encl. 
AHEARN.C.D.       Texas   Utilities   Generating    Co.       AHEARN,  C.  D.       T**a«  Pouer 
t  Light  Co.       AHEARNiC.'D.       Dob^voin   h   Llberm«h.       79/13/12,       4pp. 

79132&OOB1    Brlif    in    opposition    to   applicant    791109  request    that   A  SLAB 
certify   ABLB  791005.  order   denying   applicant  motion   for 
summary    disposition. No    irreparable   harmi Injury    to   public 
interest   or   unusual    dalau    present    to    justlfu    certification. 
CHANANIA.F.D.       Antitrust   Division,       79/12/14.       31pp. 

—79122600BS  Bp*ci*l   prv^earing   conference   order  ttireetino   parties   to 
cofflmince   diicoveru   S>    trial    preparation    Immediately   It   to 
complete   discoverv    by   79010B.  Certif icata    of  Bvc    «ncl. 
MILLERiM.  E.       Atomic   Safety    «nd   Licensing   Board    Pan*!.       78/07/13. 
llpp. 

79122BO&3D  Application   for    issuance    of    subpoanas   calling    for   deposition 
of  WB   Milford.S  Phelps.P   Meyer*, HJ  Marsh,  RA  Yarbrouoh, 
OR  Harrl*on,R  SigrestiD  WrlghtiFJ  Mayer. A  Hlgginbatham  b 
JM  Anmon*.  M/tuilva   drafts    of    *ubpmnas    ti  Certificate   of  Sve. 
FRANKLIN.M.      Houston  Lighting   &  Punier    Co.       FflANKLIN.U.      Baiter   * 
Botti.       e      LolUdn*t»in,Newman.R*l«,A«elrad    Ic  Toll.       79/12/14.       90pp. 

7912310137  Motion    for   e<tension   until   B00201    to    file    »upplem*ntal 
rtiponit   to  Houiton  Lighting   (t  Power   first  set  of 
interrogatories  Involvement    In    depositions   requires 
Allocation   of   eddl    tim«.  MXCertlf icate    of  Bvc. 
CYPHERT.B.B.       dusfcice.  Dept.  of.       79/12/14.       Bpp. 


7912060355  Responds   to    IE   Bulletin  79-33.  Emergency    dlesel    generators 
differ    from   type    liable    to  reported    failure. 
OPREA.O.H.        Houston   Lighting    (.   Power    Co.        79/1O/3S.         lp. 

77123BO322   ForiuardB    IE    Insp    Repts    5O-49B/79-17   t<   50-499/79-17    on 
791024^-26.  Mo    noncompllance   noted. 

SEIDLE,  W.  C.  Region   4,    Dallas,    Reactor   Construction    tt  Eng  ineiring 

Support    Branch.        79/11/14.       2pp. 

— 7913280389    IE    Insp   Hepts    50-49B/79-17   b    SO-499/79-17    On    791024-34.  No 
noncomplianCB   noted).  Major   areas    inspected:  licensee   responses 
to    previously    identified    insp   findings    &  review  of   reported 
10CFR50.  asce)    (tama. 

HU0ACEK,  H.  O.  .    PHILLIPS,  H,  S.  ,    GROSSMAN,  M.  A.  Region   4,    Dallas, 

Office   of    the  Director.       79/11/13.      flpp. 

7912100BSB  Forwards    IE    Info  Notice  79-26,     "Overloading    of   Structural 
Elements  Due    to  Pipe   Support   Loads."  Nn    response  required. 
BEVFRIT.K.V.  Region   4.    Dallas,    Office    of    the   Director.       79/11/14. 

lp. 

7912110530   Forwards    IE    Info   Notice   79-29.     "Loss    ol   Nonsa  Fnty-Related 
Reactor    Coolant    Sys    Instrumentation   During    Operation."    No 
specific   action    or  response  required. 

SEYFRIT,  K,  V.  Region    4,    Dallas.    Office    of    the    Director.       79/11/14. 

lp, 

7912UOE79  Forwards    IE  Circular  -79-23.    "Motor    Starters   &  Contactor* 
Failed    to  Operate."   No    response   required. 

SEVFR  IT,  K.  V.  Region   4.    Dallas,    Office   at    the   Director.       79/11/06. 

lp. 

791211047&  Notifies    that   NRC    intends    to  routinely    forward    to 
appropriate    state  public    util    regulatory    groups   &   state   atty 
general    ofci    copies   oF    escalated   enforcement    correspondence 
lent    by    NRC    to    licensees, 

BEYFRIT.K.V.  Region   A,    Dallas.    Offica    of    the   Dlrnctor.       79/11/24. 

lp. 

7912190043  Foruiards    IE  Circular  79-24.    "Proper    Instillation  k   Coliir   of 

Core   Spray   Pipe   Break    Detection  Equipment    on   BUR*.  "    No 

written    reiponte  required. 

SEYFRIT.K.  V.  Region   4,    Dallas.    Offica    of    the   Director.       79/11/24. 

lp. 
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791=1.90177   Fdruarfls     IE    Bulletin    79-37.     "Loss    of    N«m-Cl««    IE 

l-natruiientatlon  &  Control   Power  By*  Bus   Durinp   Operation. 

ND  written  response   required.  -.n/i.cin 

SEYFRIT.K.v.  Region    4,     Dallas.     Office    of    the   Director.       79/11/30. 

IP- 

7912310361   PoT-at-di    IE    Info   Notice    79-3O,     -R-portlnB    of    Defects    & 
Nonco»pliancBs.l0CFR21.»    No    action   required.  70/13/01, 

SEVFHIT.K.V.  fiegion   4,    Djlla.,     Office    of    thit   Director.      79/12/06. 

4pp. 

7912200212  Foruards    IE   Bulletin  7«/-HB.     "Possible    Malfunction   of   Na«co 
Model  EA1BO  Limit  Switches    at   Elevated    Te*p.s.  "    Action 

BEVFRirV  V.  Region   4.    Dalla..     Office    of   the   Director.      77/12/07. 


7912280583  Foruards    IE    Info    Notice   79-31,     "Use    op    Incorrect  Anpliflad 
Response  Spectra."   No    written   -response   require*.  ™/ia/i3 

SEVFRIT.K.V.  Region  4,    Dallas,     Office    of   the  Director.      79/13/13- 

Ip. 

5.    Reportable   occurrence*.    LERs   *  related    correspondence 

7912060670  PNO-Iv-79-013:  on    7911O2.  Bro«n  fc  Hoot    QC    inspectors   reported 
intimidation  by    const   uorten    at   South   TX   pro  ject.  Region  4 

HUHACEK.W.  0.  .    CRDSGMAN.  W.  A.  Region   4,    Dallal.    Office    of    the 

Director.       79/11/06.       lp. 

U.    Congresslonal/Eiecu'tive    CorTBipondence 

7912120053  Responds    to   790924    Hr   re   L  Slnfctn   request   for  establishment 
of    local    PDR    in   San    Antonio.TK.  Arrangeaanta   nade    to   forward 
copies   of   NBC    Insp    rnpti    to   San   Antonio   Public  Library. 
DOSSICK.L.  V.       Office    of    the   EiBcutive   Director    for   Operations. 


--79121SOOW  Forwards    LA  Sink  In    79OB01    request    that  MJC    establish  PDR   in 
San  Antonio.  TX.  Requests    comments. 
GONZALEZ,  H.B.       House    of   Rflp.       79/09/34.        lp- 

—  7912120071  Requests  establ  1  shmant  of  PDR  in  Ban  Antonio,  TX. 
81NKIN.L.A.  Citizens  Concerned  About  Nuclear  Poner.  Inc. 
79/OB/01.  lp. 


DOCKET    30-B01    DAVlfi-HESSE    NUCLEAH^POWEfi 
A7~flppi"lcat  ion/construct  ion    stage   ^eun 


DOCKET  50-300   DAVIB-HESBE  NUCLEAR  _ 

A.    AppHcatlon/ctinstruetlon    stage^Qeu*ent« 


7911380153  Discusses  mods    to   HRC   position   TB   «tatu»   &  appltca 
TMI-2  accident   revieu  *.  NUREG-0570   to    facilities:    umler 
const.  Forwaras   aidl    info    to    be   considered    in    lUvelopnent   of 
final   plant    oeoijin  &    procedures. 
VASSflLLO.  D.  D.          Division   of   Project    Manaflo«iant. 


-,-/,n/in 
79/1O/10. 


7912110264   Dl*cu«9os   KHC    pUno    to    use    oenavlc    *nily  s>»    to  develop    early 
verification   proaran    to   i-»  solve    ATMS    is.u-  -for  PMRs  Ik  HMHs. 
Success  of   program  depends,    on    industry  Te'spOTi*e.Bupporti 
foraation   of   owners    groups    to   provide   necessary    info. 
DENTON.H.R.        Office    of    Nuclear    Reactor   fieoulation.        77/1O/17.        3pp. 


79112B0133   Di*cuss.s  mods    to    WC    position   re    status   I,   applicabi  llt«   of 
THI-2  accident   review  t>   NUREO-037B   to   f«llltt»    under 
const  ForiMTdi   addl    Info    to    be    consider.d    In   d»velop«ent    of 

d"i"Upro8ct   Man.flem.nt.       79/10/10.       4PP. 


7912110244  Discuses   NRC    plan,    to   u.e    generic   an •!««•    *•_$;*' lop    "* 
verification   program    to    resolve   ATMS    issue    for   PUfls   fc  BWRs. 
Success    of    prooram  depends    on    industry    response. Supports 
formation   of    owners    group,    to   provide   necessary    info-  .,_        . 

DENTQN.H.  R.       Office    of   Nuclear    Reactor   Regulation.       79/10/17.       3pp. 

0.     Adjudicator^    correspondence 

7912110043  Foruards   comments    on  NUREO-0311.  Draft   OEIB   reflects 
conaciou.  «.   deliberate   NRC    policy    to    jeopardise    public 
health  fc   safety   t.   thwart    objectives    of   HEP  A.  ™,<n/OA 

HEPFORD.C.      Environmental   Coalition  on  Nuclear  Power.      79/10/24. 
32pp. 

M.    Antitrust    correspondence 

7912050090  Consolidated    an.uer    in   opposition   to  Cleveland    Electric 
Illuainatina   CD,  Toledo   Edison  t.   Ohio  Edi.on   petitions    for 
ALAB-36Q  rovieu. Petitioner«    failed    to    leek   Commission   review 
on    issue    of  monopoly    e« Istence. Certificate   of   Bvc    end. 
LEBSY.R.  P.       Antitrust    Division.       79/11/21.       3Bpp. 

79121SQ344   Informs    of  address    change   as    of   791201. 
HJELMFELT,  D.  C.       Hjelmf  alt,  D.  C.       79/11/26.       3pp. 

791211033A  Orders    eitension   until    BQ0113   for  Commission    to  revieu 
CHILK.8.J.       Office    of    the   Secretary    of    the   Commission.       79/12/07. 

IP- 


DOCKET  STN-SO-S02  HAVEN  NUCLEAR   PLANT,    UNIT   1 

fiT  Application/construction    staoe    documents   (.   corrsspondenee 

7911200153  DiscuHsea   mod*    to    NRC    position  re    ttatua   fc  Applicability    of 
THI-2  accident   review   8.  NURE8-OB7a    to    fncilitia.   under 
con»t.  Forwards   addl    info    to   be    considered    in   development    of 
final   plant    design  t.  procedures.  .  ™,,n/,n        4nn 

VASSALLO,  D.B.         Division   of   Project   Management.       79/10/1Q.       4pp. 

7912110264  D-IICU.SBS  NRC    plans    to    u>e   generic    analyses    to    d.v.lop    early 
varlfication   program   to   rosolve   ATMS    Issue   for   PWfls   ti  DHR». 
SUCCBBK   of    program  depends    on    industry    response. Support* 
formation    of    owners    groups    to   provide   nece.sary    ln™'       ,_..,        „„„ 
DENTONiH.  R.       Office    of    Nuclear   Reactor  Regulation.       79/1O/1/.       JPP- 

I.    Financial    information 

7912040419  Forwards   monthly    repfc    of    expenditure.   l<   commitmanti    in 
connection   in/proposed    facility.  ,„,,.,-,«        ... 

BURBTEIN-B.       Wisconsin   Electric    Power   Co.       79/11/2,9.       app. 


0.    Adjudicatory    correspondence 

7912110043  Foru.ras  (ow-ents    on  NUHEO-OS11.  Draft  OEIIS  r-flecta 
conscious    i  dBllbei-atH   NRC   policy    to    jeopardlie    public 
health   fc  aafeti)    &   thwart    objective*    df  NEPA. 
KEPFORD.C.       Environmental    Coalition   nn  Nuclear  PIMMF. 
22pp. 

M.    Antitrust    correspondence 

7912030093  Con  10 li dated    answer    in    opposition   to   Clev»land   Electric 
Illimlnatirj    Co.  Toledo    Edison  *.  Ohio  £aiB«in    pntltiont    for 
ALAB-36Q  review-  Pe-tltioner*    failed    to    «enfc   Co»(»l  »"ion   revlaiii 
on  Issue   of  »onopolg   existence.  Certif Ic«t«   of  Svc   enel. 
LE8BV,R.P.       Antitrust   Division.       79/11/B1,       3Hpp. 

7912100344    InfDrns.    of   address    change   *»   of   791201. 
HJELMFELT.  D.  C.       Hjelmf  elti  D.  C.       79/11/2*.       3pP- 


DOCKET  BTN-SO-503  HAVEN   NUCLEAR   PLANT,    UNIT  2 
I.    Financial    Information 

7912O40419  Forward,   monthly    rept   of    expenditures   Si   eo««ltments    in 
connection  u/propo*ed    facility.  ™,..,™        . 

BUF9TE1N.8.       Wisconsin    Electric   Power  Co.       79/11/29.       3pp. 

DOCKET  9TN-30-5Q4  KDBHKONDNQ  NUCLEAR  PLANT,    UNIT   1 
I.    Financial   information 

7912040419  Forwards  monthly  >-«pt  of   expenditure*  h  comnitment*   in 
connection  w/propoaed    facility. 
DLfRBTEIN,  B.       Mlsconsin   Electric   Pouier   Co. 


7712110396  Orders    extension    until    BOOU5   for   CD««la»ion    to  revieu 
CHILK.S,  J.       Office    of    the    Secretary    pf   the   Cop«l««ion.       79/18/07, 
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DOCKET  8TN-90-309  KOBHKQNQNO  NUCLEAR  PLANT,  UNIT  2 
t.  Financial  Information 


791304041?  Forwards  monthly  rept  of  eipendltures  t  commitments  in 
connection  u/propoied  facility. 
BURBTEINiB.   Hl*con*ln  Electric  Power  Co.   77/11/27.   9pp. 


DOCKET  STN-30-906  KOSHKGNONB  NUCLEAR  PLANT.  UNIT  3 
I.  Financial  Information 


7? 120404 19  Forward*  monthly  rapt  of  expenditures  &  com*!  taunt*  In 
connection  w/p reposed  facility. 

,  B.   Uliconiln  Electric  Pouiar  Co.   77/11/2?;   9pp. 


—7912120903  IE  In»p  Rept  3O-HOB/77-07  on  791003-11. No  noncompl lance 
noted.  Major  areas  inspected: allegation  that  radiograph, 
purported  to  be  at  repaired  weld, wan  taken  of  different  weld 
than  original. 

KIRBCH,  D.  F.  ,  SHACKLETONr  0.  C.     Rug  ion  9,  San  Francisco,  Office  of 
the  Director.   DQDD8.R.  T.     Region  9,  San  Francisco,  Reactor 
Conitruction  &  Engineering  Support  Branch.   79/10/23.   6pp. 

7913100285  Forwards  IE  Info  Notice  79-28,  "Overloading  of  Structural 
Element*  Due  to  pipe  Support  Loads. "  No  response  required. 
ENOELKEN,  fl.  H.    Region  9,  Ban  Francisco,  Office  of  the  Director. 
79/11/li.   lp. 

7912110322  Forward*  IE  Info  Notice  79-29,  "Loss  nf  Non*af itu-Ralatid 
Reactor  Coolant  By*  Initruaentation  During  Operation."  No 
specific  action  or  response  required. 

ENQELKEN. R. H.     Raglan  3.  San  Francisco,  Office  of  the  Director. 
79/11/16.   lp. 


DOCKET  BTN-SO-307  KOBHKONONO  NUCLEAR  PLANT,  UNIT  4 
I.  Financial  Information 


7918040419  Forward  I  Monthly  rept  of  expenditure*  t,  commitment*  in 
connection  w/proposed  facility. 
BUH8TEIN.S.   Hlicantin  Electric  Power  Co.   77/11/29.   9pp. 


DOCKET  HTN-90-908  MPPBB  NUCLEAR  PROJECT.  UNIT  3 

A,  Application/construction  (tag*  document*  ti  correspondence 

7912110264  Dlicuists  NRC  plan*  to  use  generic  analyse*  to  develop  early 
verification  program  to  resolve  ATUB  issue  for  PMRs  b  DURs. 
BUCCBS*  of  progran  depends  on  Industry  responi*.  Support* 
formation  of  owner*  group*  to  provide  necesiary  info. 
DENTQN.H.R.   Office  of  Nuclear  Reactor  Regulation.   79/10/17.   3pp. 

7913100022  Diecunas  ls*uance  of  Amend  17  to  Llcans*  DPR-A4.which 
authorliad  operation  at  100X  power. Mai  allowable  fee  already 
paid  by  utll.No  addl  fie  required. 
MILLER,  H.O.      License  Fee  Management  Branch.   77/11/13.   lp. 

— 79121000&&  Provides  ACRB  prof  manpower  expenditure  estimates  for  CP  Ic 

QL  review*. 

FRALEY,  R.F.   ACRS  -  Advisory  Committee  on  Reactor  Safeguard*. 

78/11/01.   lp, 

— 7V1S1QOO77  Re nut its  info  ra  ACRB  prof  man-hrs  expanded  on  raview  of 
•ach  reactor.  Data  for  safety,  environ  l<  antitrust  hearing 
concern!  should  be  included. Associated  travel  should  not  be 
«hown. 
MILLER, W.O.      License  Fee  Managinent  Branch,   79/10/02.   lp. 


7912070031  Foruards  IE  Circular  79-24-  "Proper  Installation  &  Calibr  of 
Cora  Spray  Pipe  Break  Detection  Equipment  on  BHRs. "  No 
response  required. 

ENOELKEN,  R.  H.     flogion  9,  Ban  Francisco,  Office  of  the  Director. 
79/11/26.   Ip. 

7912110274  Forward*  IE  Circular  79-12.  "Motor  Starters  t<  Contractors 
Failed  to  Operate."  No  response  required. 

ENOELKEN.  R.  H.     Region  3,  San  Francisco.  Office  of  the  Director. 
79/11/26.   lp. 

7912110900  Notifies  that  NRG  intends  to  routinely  forward  to 
appropriate  state  public  utll  regulatory  groups  &  state  atty 
general  ofcs  cap  lei  of  mcalated  enforcement  correspondence 
sent  by  NHC  to  licensees. 

ENOELKENi  R.  H.     Region  S,  Ban  Francisco,  Office  of  the  Director. 
79/11/26.   ip. 

7912110*62  Ack  receipt  of  771031  Itr  informing  NRC  of  steps  taken  to 
correct  violations  noted  in  IE  Insp  Repts  90-SOB/79-07  & 
90-509/79-06. 

SPENCER. 0.9.     Region  5,  San  Francisco,  Reactor  Con*tructlon  «• 
Engineering  Support  Branch.   79/11/29.   lp. 

—7912110471  Responds  to  NRC  790828  Itr  re  violations  noted  In  IE  Insp 
Repts  90-300/79-07  Ic  30-309/79-06.  Corrective  ac  tlons:  prehaat 
sy<  modified  to  prevent  gas  preitiire  decreaics  &  preheat 
being  checked  by  ueldera  to  assure  compliance  u/Tich  Specs. 
RGNHEROER,  D.  L.   Washington  Public  Pouer  Supply  Sgstao.   79/10/31. 
3pp. 

-- -79121104B1  Forwards  IE  Imp  Repts  90-SOB/79-07  i  309/77-06  on  770837-30 
fc  notice  of  violation. 

SPENCER.  0.  8.     Region  9.  Ban  Francisco,  Reactor  Conitruction  d 
Engineering  Support  Branch.   77/DB/SB.   8pp. 


7918100626  Notifies  of  plans  to  submit  MNP-1/4  FBAR  fop  acceptance 
review  by  800930  h  HNP-3/9  FBAR  by  810630. 
RENBEROER.  D.  L.   Mashlngton  Public  Power  Supply  a\j«tam,   79/12/12. 


-7913110488  Notice  of  violation  from  imp  on  79QB27-30. 

*    Raglan  3,  Ban  Franciico,  Office  of  the  Director.   79/07/Si. 
2pp. 


791B2B09AA  Forward*  XN-NF-103,  "Water  Content  of  Solid  Mail  by 
Elactrolyiln  "  r*  testing  moisture  of  low-hydroflen 
electrode*. 

RENBEHOER,  D,  L.   Hafthlnoton  Public  Power  Supply  System.   79/12/20, 
Zap, 

—  7913280971  "Hater  Content  of  Solid  Mat!  by  Electrolysis,"  R«vi»ion  4 
to  Procedure  P69281  for  testing  moisture  of  loui-hydroo*n 
electrode*. 

.*  Ex  i  on  Nuclear  Co.  >  Inc.  (sub*,  of  Exxon  Corp.).   XN-NF-103, 
79/01/10.   13pp. 

F.  Security,  medical,  emergency  tt  flra  protection  plan* 

7912040471  Forward*  info  re  upgraded  emergency  plans  to  plant*  under 
eonit  *  DL  review.  Applicant*  required  to  make  certain 
•Mtrgeney  arrangements  ui/itat*  h  local  organlxation*  fc 
•ubnlt  *M*rgancv  plan*  per  Reg  Oulde  1.101. 
VABSALLQ,  p.  B.    Division  of  Projaet  Hsnagament.   79/11/21.   6pp. 

Q,  Intpectlon  report*.  IE  Bulletins  I  correspondence 

791S120902  Forward*  IE  Insp  Rapt  90-3QB/79-07  on  791003-U.  Mb 
noncoBipliancB  noted.  Statement  by  SO  Bos  and. 

ErWELKErl,  R,  H,    Region  9,  San  Francisco,  Office  of  the  Director. 
79/10/23.   4pp. 


—7912110493  IE  Imp  Reptl  90-90B/79-07  i.  90-909/79-D6  on  770B27-30. 
Noncompliance  noted:  failure  to  maintain  specified  preheat 
on  joint  being  welded  Ic  failure  to  Identify  reinforcing 
iteel  as  required  by  procedurei. 

KIRBCH.O.  F.  i  HAISTiD.  P.     Region  9,  San  Francisco,  Office  of  the 
Director.  DDDDB.  R.  T.     Region  9,  San  Francisco,  Reactor 
Construction  fa  Engineering  Support  Branch.   79/09/26.   10pp. 

7912190161  Forward*  IE  Bulletin  79-27,  "Los*  of  Non-Clan  IE 
Instrumentation  &  Control  Power  By*  Dus  During  Operation." 
No  written  reipanm  required. 

EFWELKEN,R.H.    Raglan  9.  San  Francisco,  Office  of  the  Director. 
79/11/30.   lp. 

7912310277  Foruardi  IE  Info  Notice  79-30,  "Reporting  of  Defect*  b 
Nancompl  lances,  10CFR21,  "  No  action  raqulrtd. 

ENOELKEN,  R.  H.     Raglan  3,  Ban  Francisco,  Office  of  the  Director. 
79/12/06.   4pp. 

7712300293  Forward*  IE  Bulletin  79-39,  "Pottible  Malfunction  of  Nanco 
Modal  EA1BO  Li  nit  Switches  at  Elevated  Temp*.  "  Action        ' 
requlrtd. 

ENOELKEN,  R.  H.     Region  9,  Ban  Francisco,  Office  of  the  Director. 
79/12/07.   lp. 

7912280626  Forward*  IE  Info  Notice  79-31,  "Us*  of  Incorrect  Amplified 
Ra*ponte  Bjtuctra.  "  No  wrlttan  raspome  required. 

ENOELKEN,  R.  H.    Region  9.  Ban  Francisco,  Offlca  of  the  Director. 
79/12/13.   lp. 
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PNo-.-oo.on 


79/11/26.    lp. 


79/10/05.   IP- 
7913130470  For.ard5  deficiency 


r,  nmiS5ion  .»  vertical  reinforcin, 


ENQELKEH.R.H. 
79/12/14.   lp. 


omiasion  of 


F 

on  5.  San  Franc  i 


DOCKET  STN-50-309  HPPSS  NUCLEAR 


^r-i-KBsv:  ^^HSSHr-S:'"" '"" 
x&X^3£^&»"Szr*>~- 

3pp. 

.,     t     «n  ann/-7(j_n7  t>  309/79-0&  on  790H27-30 
— 791S1104B1    Forwards    IE    Insp   Repta    30-30B/79-07   t.   wnuf  u 

K  "otic,    of  violation^   ^    ^  rrancJ.CD,    Rt.ctor   Construction  * 
ing*  Support   Branch.      79/OB/2B.      Bpp. 


Of   violatio^ 


79/09/2.. 


SSI'?.."  SHS 


oaid  by  util.No  addl  f«e  requlrad.  iD/iiyn   ID 

MILLER.M.D.     Lic.nsr  Fst  Management  Branch.   79/11/13.   lp- 

-7912100046  Provide  ACRS  prof  «npoi»r  .ipinJltur.  ••«!««*•>  f»r  CP  I. 

^ALEY!HWF:   ACRS  -  Advi.ory  C0mmm.r  on  Ri.etar  Baf.gu-rdi. 
78/11/01.   lp. 

-7912100079  R.4i».t«  info  r«  ACRS  prof  «B-h".  •"^"hl^ind"1'1'"'  "' 
each  reactor.  Data  for  safatg.  environ  I,  antitrust  h«l-Ug 
"n"flrna  5hOUld  be  included.  Associated  travel  «h0L,ld  not  be 

MILLER.M.D.     License  Fea  ItentgiMnt  Br4nch.   7B/10/02.   lp. 

7912180626  Notifie.  of  plan!  to  submit  HNP-1/4  FSAR  for  acceptance 
riviiu  by  B00330  b  HNP-3/3  FEAR  by  810630.  ™/ta/io 

RENBEH8ER.D.L.   Mashingtnn  Public  Pou.r  Supply  By.tem.   79/12/12. 

IP- 

F.    Security,    medical.    Bm«rgency   ti   Fir>   protection  plan* 

7912040471   Foruiarflj    Info  re  upjraded    eotrg.ncy   plans   to   plant*   undsr 
const  *  OL  revi««.  Applicants  required   to  <nike  certain 
enirgency   arrangement!  ui/»tate   t.   local    ornaniiatinni   Si 
submit   emerjtncy   plan*   per   Reg   Guide    1.101.  ,„„,,.,,        Ann 

VASSALLO,  D.  B.          DiviJion   of    Project   Mananemetlt.       79/11/21.       6pp. 


Q. 


Inspection  report!,  IE  Bulletin,  t,  correipondence 


79I21003B5  Forward*  IE  Info  Notice  79-28,  "Overloading  of  Structural 
El.»ent*  Due  to  Pipe  Support  Loads."  No  "ipon,,  "'5i"Bi-«t0r 
ENOELKEM.R.H.    Region  5.  fian  Francisco.  Office  of  the  Director, 
77/11/16.   lp. 

7912110532  Forwards  IE  Info  Notice  79-29,  "Lo*»  of  Nonl«f  ety-Related 
Reactor  Coolant  Sua  Initrumentalion  During  Operation.   No 
specific  action  or  response  required.     ____          „...,(.„„ 
ENOGLKEN.  fi.  H.    Region  3.  San  Franci«co.  Office  nf  the  Director. 
79/11/16.   lp. 

U  IE  Circular  79-24,  "Proper  InetalUtion  fc  Callbr  of 
Break  Detsction  Equipment  on  BHRs.  "  No 

'"  —  'in  S<  San  Francisco,  Office  of  tht  Director. 


Fr.nci.co, 


Director. 


79/11/30.   lp. 
7912310279  Foru-rd.  IE  Info  Notice  79-30-  "Reporting  of  Dif«U  I. 

Bssst'r-.-losS!i.v"£'{a;!Kn,«..  «  «.  ..«.- 

79/12/06.   4pp. 

7912300232  Foru.rd.  IE  Bullttln  79-28,  -P?Mlb»;  "•i'""ction  °'  N*JI 
Moiel  EAiao  Limit  Builtche.  et  Elevated  Temp..  »  Action 

ENOELKEN.R.H.     Region  9,  fen  Franci.co.  Dffic.  Of  «,•  Dfrtttor. 
79/12/07.   lp. 

7913260626  Forward.  IE  Info  Notice  79-31,  "U.e  of  Incorrect  A« 

BSBS.irs.^-MK.riVK.'BKK.rSJSi  -  «.  »- 

79/12/13.   lp. 

9.    ReportabU   occurrence.,    LER.   *J^'*!^  """£!!"*"" 

O-v-003;on   791003.  lion.ee    informed   NRG    th.t    in.p 


79/10/03.       lp. 

DOCKET   50-313  WPPBS  NUCLEAR   PR°JECT1^'^_1 
^"Application/construction   .tage    document,   fc   eorr>tPD^^" 

_  — -^— —  — . — ,—  —  —  —  — — "— ' !  —  «-,».  —  *-  —  —  —  -"-  —  — ««-,-*»-  —  —  ————«•" 

7912110264  Dl.co.se.  NRC  plan,  to  u.e  generic  »nalu|»e.  to  develop  i«rl« 
verification  program  to  r.solv-  ATWS  is.oe  for  PHfl.  I.  BUR.. 
Succe.a  of  program  depend,  on  indu«tr«  re.ponea.  Bopporte 
formation  of  owner.  oroup»  to  provide  nec«..ap<j  info. 
DENTON.H.  R.   Office  of  Nuclear  Reactor  denotation.   79/10/17.   3pp, 

7912060476  Forwards  re«pon«e.  to  NHC  791023  Itr  reque.tlnp,  info  r« 
sensitivity  of  primary  coolant  *y.  behavior  to  feeduatiip 
tran.ient.  h  stato«  of  varioua  «u*.  Include.  r»eow»en.(UtiQn* 

RlNHEROER,D,L?fltHa.hinBton  Public  Poui.r  Supply  By. tea.   79/12/03. 
200pp. 


ular   79-12,    "Motor   Starters   Ic  Contractor. 

>pon.e  required. 

.    San  Francl»co,    Office   of   the   Director. 
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F      Security,    medic*!,     emergency    h    fire   protection  plans 

7712040471   Forward*    info  re    upgraded    emerging   plan    to    plants    under 
con«t  tc  OL  review.  App  1  leant*    required    to  make    certain 
emeroency    arrangements   iii/state   &    local    organizations   ti 
lubmlt   emergency,    plant   per    Reg   Qulde    1.  101. 
VA88ALLQ.  D.  D,         Divlilon   of  Project   Management.       77/11/21.       ipp. 

0.     Ad  judicatoru    correspondence 

7712110043  Forward*   comment*    on   NUREO-051 1.  Draft   QEIB  reflect* 
consclou*  i  deliberate  NRC    policy    to    jeopardize   public 
hielth   i   »afety   b   thwart   objectives    of    NEPA. 

KEPFORD.C.      Environmental   Coalition    nn    Nuclear  Power.       79/10/34. 
22pp. 

0.     Inipection  riport»i     IE   Bulletin!   &  correspondence 

79121QQ2SS  Forward*    IE   Info   Notice  7 9 -SB,     "Overloading    of  Structural 
Element!   Due    to  Pip*   Support  Load*.  "   No    reiponse   required. 
ENOELKEN,  R.  H.  Raglan    Si     San   Franciico,    Office    of    th»  Director- 

77/11/16.       lp. 

7712110952  Forward*    IE   Info  Notice   79-29,     "Lou    of    Non*»f ety-H»lated 
Reactor  Coolant   Sije    In*trumentatlon   During    Operation."   No 
ipeclflc    actlitn   or   rvtpont*   required. 

ENQELKEN.R.H.  Region   9,    San  Franciico.    Office    of    the  Director. 

79/11/16.       lp. 

7712070031   Forward!    IE  Circular  79-21,     "Proper'  Instillation  A  Calibr    of 
Core  Bpray   Pipe   Break    Detection   Equipment   on  BWfia,  "   No 
re*poti»e  required. 

ENOELKEN,  R.  H.  Region    9,     San  Fr«ncl»coi    Office    of    thn   Director. 

79/11/26.       lp. 

7712110274  Forwards    IE  Circular   79-23,     "Motor  Starter*   fc   Cnntactora 
Failed    to  Operate."   No   response   required. 

ENOELKEN, R.H,          Region   3,    Ban  Francisco,    Office   of   the  Director. 
79/11/26,       lp. 

7912110900  Notifle*    that  NRC    intendi    to  routinely    forward    to 
appropriate   ttatt   public    utll    regulatory    groups   b   state   atty 
general    ofci    copies   of   eicalatad   enforcement   corre«pandenc« 
lent   bg   NRC   to    llcvn*»B«. 

ENBELKENiR.H.  Region    9,     San  Franciico,    Office    of    thi   Diractar. 

77/11/26.       lp. 

7912170161  Forward i  IE  Bulletin  79-27.  "Lou  of  Non-Class  IE 
Instrumentation  It  Control  Pouer  Bye,  Bui  During  Operation," 
No  written  ruponge  required. 

ENOELKEN,  R.  H,  Region    9.     9an  FrancUco,    Office    of    the  Director, 

77/11/30.       lp. 

7912310279  For war di    IE   Info   Motiqe  79-30,     "Reporting    of   Defect*   b 
Noncompl iancai,  lOCFfiai.  "  No  action  required, 

ENOELKEN<  R.  H,  Region    9,     Ban  Franciico,    Office    of    the   Director, 

77/12/06.       «pp. 

7<MS200SSa  Forward*    IE  Bulletin  79-2B,     "PoiiJble   Malfunction    of   Namco 
Model  EA190  Limit  Bultche*   at  Elevated  Temp*."  Action 
required. 

ENOELKEN.R.H.          Region   9,    Ban  Franc  Uco,    Of  fie  a   of   the  Director. 
77/12/07.       lp. 

7712860626  Forward i   IE  Info  Notice  79-31,    "U«e  of   Incorrect  amplified 
Responie   Spectra.  "    No  written   roipanie   riquirad. 

ENOELKEN,  R.  H.  Region   9,     San  Franciico,    Off  tee    of    the   Director. 

79/12/13,       lp. 


DOCKET  50-314  PEBBLE   BPRIUQ8   NUCLEAR    PLANT,    UNIT    1 

A.    Application/construction  ft t age   document*  l<  correipondence 

7911380193  Dltcu**et  modi   to   NRC  petition   re   «t*tuc  li  applicability   of 
TMI-2  accident   review  *,  NUREO-0379    to    facilltlai    under 
const.  Forward*  addl    info  to  ba   con*lder*td   In  development  of 
final   plant  deilgn  b  procedure*, 
VA9BALLO, D.  B.        Divltlon  of  Project  Management.      77/10/10.      4pp. 

7912110264  Dl*cu**e*    NRC   plan*    to    UIB   generic   analg*»s    bo    develop    aarlg 
verification   program  to   revolve    ATMS   iiaue    for  PUR*    t>  BUR*. 
Bucteii   of  program  depend*   on   Industry  retponci.  Support* 
•formation  of  owner*   group*   to  pravid*  necaiearu,   info. 
DENTONrH.R.      Office   of  Nuclear  Reactor  Regulation.      77/10/17.      3pp. 


7913070001    Requests     distribution    of    end    memorandum    to   board 
notification    BVC     lists.. 

VAflQA-E.A.  Assistant    Director    far  Light   Water    Reactors.      79/11/OB, 

3pp. 

D,     NRC    Draft/Final    Environmental    Statement!,     suppls   &  correspondence 

79120609&H    Forwards    NUREQ-75/02S.  draft   Suppl     1    to    FES   ru    re-evaluation 
of   alterriativa    const    s  ite-a.  No  t  ice   of   lasuancB  &  aval  labi  1  i  t(j 
also    eticl. 
DALLARD,  ft.  L.  Etiv  ir onracrita  1    Projects   Branch    1,       79/11/21,      2pp. 

— 7912060573   Notice     of     issuance    t.   availability    of    draft   Suppl    1    to   FES. 
BAU-ARD.  R.  L.  Envi  ronmanta  1    Projecti    Branch     1.       77/11/21.        Spp. 

7712170056    Forwards    DES    b   FH    notice    of   availability    nf   FES. W/o 
statamant. 
BALLARD.R,  L.  Environmental   Projects    "ranch    1-       79/11/31.      4pp. 


791205046-1    Offers    nt>    cnmrnonts    on    draft   EIS. 

.  U.       Agri  culture,  Dept.  of.      79/11/30.       lp. 


7912120328    Act    receipt    of    draft    Buppl    1    to   Final    EIS,  Hegreta    that 
raviDW  d    comment 5    on   £18   cannot   be  made    in    timely    manner 
pursuant    tn  Natl    Environ   Policy   Act   of    19i9. 

MALL,  L.  S,       Advlsorij    Council    an  HUtorU    Preservation,      7?/12/OA. 
2pp. 

791H37O354    Submits    no    comments    following   review  op   draft    suppl    tp  FES, 
NUTT.  6.  M.       Agrictilturfl,  Bept.  of.      77/12/31.        lp. 

F.     Security,    medical,     emergency    ti   fire  protection    plans 

7913070469  Notification    of   771204  meeting    ui/util»    in  Dethesiia,  MD   re 
MDC    info    requirements    for    emergency   preparadnet*.  Room  change 
Indicated. 

.  C.  H.  Light   Hater   Reactors   Branch   4.       79/11/16.       llpp. 


0.     Adjudicatory 


7712060130  Memorandum  ti    order    scheduling   791 211?  conference  at  Portland, 
OR.  Scftudu  1  ei,  State    of   Olt    proceeding    status    8.  open    item 
status,    re    alternative    sices    b   generic    intues  uill    be 
•d  1  ccuftsail.  No    limited    appearances  uill   be  permitted. 
BOMEfiS,E.  a.      Atomic    Hafiftu    and   Licensing   Board   Panel.       77/11/16. 
Sp.p. 


DOCKET    5Q-51S  PED-BLE    SPRINGS   NUCLEAR    PLANT,     UNIT   3 

A.     App  1  Icat i on/r onstruct  1  c-n    utage    documenti   ii   correspondence 

79112B0133   DtsciiBses    mods    to   NRC   position   re    status   d  applicability    of 
TrtI-2    accident    rovieul   &   NUREO-0370   to   Pacllltle*    under 
const.  Foriiurd »    addl    Info    to    ha   considered    in   development   of 
final    plant  design    b   procedures. 
VftSBALLO,  D.  B.          Division   at    Project  Management.       77/10/10.       4pp. 

79131102i4   Discusses    NFtC    plans    to   uie   generic    anal(j«e»  to   develop   early 
verification    program   to    rona-lvo   ATMS   Issue    for  PMRs  Ic  BWRs. 
Guccits    of    program    depends    on    Industry   response.  Supports 
formltian    of    dunsTB    groups    to    provide  necesiary    Info. 
DENTQU.H.  fi.      Office    of    Muclear  Reactor  Regulation.       79/10/17.      3pp. 

7913070004  Requests    distribution   of   end   mBmorindum   to  board 
notification  svc    lists. 

VAROA.S.A.  Assistant    Director   For  Light    Uat.r  Reactarl.       77/11/09. 

3pp. 

D.     NRC    Draft/Final    Environmental    Statementii     euppls   &  correspondence 

77120603&B  Foruarifs    NUREO-73/O23,  draft  Suppl     1    to  FE9  re   re-evaluation 
of  alternative    const    sites. Notice   of    Issuance  &   availability 
also    end. 
BALLAflD.R.  L.  Environmental   Project*    Branch    1.       77/11/31.      2pp. 

— 77120 6QS7S   Notice    of    lisuanco   b  availability   of   draft  Buppl    1   to  FES. 
BALLARD.  R.  L.  Environmental  Prajeeti  Branch   1.      79/11/21.      2pp. 

7912170034   Foruards    DES  &   FR    notice   of  availability    of  FES,  W/tt 
statement. 

.  L.  Environmental   Project*    Branch    1.       79/11/81.      4pp. 


771KOS04&4   Offers    no    comments    on   draft  EIB. 

CQTNERi  H.  L.      Agriculture,  Dejit.  of.       79/11/30.       lp. 
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79121Z032Q   Ac  I   receipt    oF    draft   Suppl     1    to    final   £IS.Regrets    that 
ravie-u  $  concents   an  EIS  cannot    be  Bade   In  timalu,   nanner 
pursuant  to  Hatl    Environ  Policy   Act    af    19A9. 

MALL.  L.  S.       Advisory   Council    an  Historic   Preservation.      79/12/06- 
2pp. 


-791212Q435  Proposed   rule    changei  for    "En»rs"nt«  Planning."    lOCfaW 
App    E.  Provides    interim   upgrade  of  NflC  regulations,  requiring 
applicant   emergency,    plans   to  be  approved   by  MIC.  Supporting 

(Tocunentation    encl. 

«-      CBBmlislDTi.        79/12/1O.        35pp. 


7912270354  Submits    no  comaents   following  reviau   of   draft  suppl    to  FEB. 
NUTT.B.U.       AgricuLtuTE.Dept.  or.        79/13/31.        Ip. 

F.    Security.    oedicaS.    emergency  &   fire    protection  plans 

7912070469  Hotif i cation    af  771204   meeting  w/util*    In  Bethesda.HD  re 
tftC    Info  requireaenta    far    mergenty    preparedneis.  Room  change 
Indicated. 
MOGN,  C.  H.  Light  Water  Beat  tors  Branch    4.       79/11/16.       llpp. 

0.    Ad  judiEBtoru.   corresponde'nce 


7912060130  Henorandum  b  order   scheduling  791219   conference  at   Portland. 
OR.3cnedulB3. State   of   OR  proceeding    status  &  open    it  en 
status  re   alternative   site*  &  generic    issues  Hitl   lie 
discussed. No   limited    appearances  will    be   permitted, 
BOHERS.E.S.      Atonic  Safety   and    Licensing    Board   Panel.      79/11/16. 


DOCKET  S1N-50-516  JAHESPDRT  NUCLEAR  STATION.    UNIT  I 


A.    Application/construction    atage   documents   ti  correspondBilCB 

79OBO7031O  Forward*  WREQ/Cfl-0660.     "Enhancement   af  Onstte  Eaergencu. 
Di«iel  Oanerat-or  Reliability.  "    Requests   connants.  H/o   end. 
VABSALLO,  D.  B-  Assistant   Director    far  Light   Hater   Reactors. 

79YM/1B.      3pp. 

79iail03&4  UlscusiBB  NflC  plxns   to    us*   generic   an»ly»et   to   dov*lap    earlg 
veriflcatinn  program   to  resolve   ATH3    issue   For  PWfU   b  BMIs. 
Bu-cceic    of  prograo  depends    on    industry   response.  Supports 
foTtutloti   of  owners   srnupi    to   provido  neceasarg    Info. 
DEHTON.rLR.       Office    of   Nuclear    Reactor  Ragulafclon.        79/10/17.        3pp. 

7912O70D04  Reituests  rii&trltiutlon    of   encl  aBooranilun    to  Board 
notification  svc    lifts. 
VI&R0A.8.A.  AnHt  ant  Director   for  Light  Uater  R«actor*.       79/11/06. 


F.    Ssturitg.    aedical.    c-aergency  fr  fire   protection  plans 


791&M0471  Faraarts   info  re    upgraded    eaergincy    plans   to  plants    under 
const  t  OL  revlvw.  Applicants   required   to  male    certain 
anergenEV   arrangements  u/itate    h   local    organ  iiations  b 
suBMlt  eaergencif   plans  per   Reg    Kulite    1.  101. 
VAS5ALLO.  D.  B.         Division   of  Project   Management.       79/11/21.       6pp. 


fl.    Adjudicatory    correspondence 


79131003-14  Fifth   status  rept.  per.  ASUAH   790iO7    indefinite   «»t«nsion  for 
NRC    to  respond    to  SuFfalt   County  notion    to   filo   supnlaa«nt'l 
brief.  Eiploring    posfibillty   af   stipulation  r«    3uffc.Il 
County  pending  motion.  Certificate   of  Bvc    end. 
BCMDEHICX.B.H.      Hearing   Branch    4.      79/11/09.       4pp. 

—7912100340  'Rules  of   Practice    for  Domestic  Licensing  Prnceedingi  - 
Modifies  Adjutficatorg   Procedures,'    lOCFRHi  *f  Fcctivn  7°11O9. 
Sjipends    IOCFB2,  764  until    further   natica.  SuiKplenentaru   info 
•  ncl. 
CHILK.S.  J.      Office    of   the  Bei  retard   of    the  Coeaivslan.      79/11/05. 


7912170227  Notice  by   NY  State  Board    on  ElottrU    Sena  ration  Siting   fc 
Environ.  Replies   to  utils'    application   for  reheat-in?   of  ASLD 
order  dismissing  application   for   certificate    of  environ 
compatibility  uill   be  accipted    if   filed    by  791SOG. 
MADISON'S.  B,      New  York'    State    of.       79/1  1/3O.       Ip. 

79121M*3t   Slith   status  rept.per   ASt,AB  79O&O7   grant    for   Indefinite 
extension   to  j-Espond    to  Suffolk    County  notion    to   file 
suppleMiital   brleF.Keaeny   CoBoinion  racoBmendations   being 
revLeued  &  evaluated.  Certificate  of   Svc    «ncl. 
BDRDENICK.  B.  M.      Haaring   Branch    4.       79/1B/1O.       4pp. 

—7912120443  Faruards  Revision   1    to   "Emer  a  tncij    Planing   Revlair  Ouidalin* 
1   -  Eavrgency   Planning    Acceptanca  Criteria    far  Licensed 
Nuclear  Power   Plantsi  "    to  be    used    to  rftview  OL  fc  near-t«r» 
OL  plants.  Bujiporttnj    docu»ent*iion  encl. 

MtLLEH.J.  R.         Aaslitant  Director   for  Reactor  Bafeguards.       79/09/07. 
BSpp. 


Q.     Inspection   reports^     IE  Bulletins  &  correspondence 

79120S003&   Forwards    IE   Circular   79-22.     "Stroke   Tines    for   Powsr   Op»T«»«» 
Relief   Valves.*   No-   response  required. 

QRlEfi.a.  H.  Region    1.    Philadelphia,    Offlca  of  the  Director. 

79/11/16.        Ip. 

7912030296  FarnardB    IE    Info    Notice  79-37.    "Steam  Oinaratar  Tub» 
Ruptures   at   Tua  PMR   Plants.  "   No  response  required. 
CRIER,  B.H.  Rogian    1,    Philadelphia.    Dffice>  of  the  Diractor. 

79/11/16.       Ip- 

7?iaiOQia4  Forwards    IE    Info   Natica  79-33.    "OvarloadtnB   »*  atruttwr*! 
Elenents  Dae    to  Pipe  Support   Loads."  No  response  retuirtd. 
ORIER.B.H.  Region    1.    Philadelphia.    Office  of   the  Director. 

Ip, 


791211Q413  Fot-uards    IE    Info    Notice  79-39.    "Lo»i   of  NonsnfetB-flel"*-' 
Reactor  Coolant   Sijs    Instruanntatlon  During  Operation.  •  Ho 
specific   action   or   response  required. 

&RIEH.  B.H.  Region    1.    Philadelphia.    Office  of  the  Dinetor. 

79/11/19,       Ip. 

7912030243  Foruards    IE   Bulletin  79-26.    "Boron  Lass  Fron  Bl«  Cantre  I 
Dladei.  *  No   response    required. 

CAIER.B.hL  Region    1.    Philadelphia.    Office  of  the  Dirictar. 

79/11/20.       Ip. 

79120A0574  Forwards    IE   Circular  79-24,     "Proper  Installation  !•  CaUVi-   ** 
Care   Bprau   Pipa  Break    Detection  Equipment  on  DURs.  "  No 
response   required. 

CRIER.  B.H.  Region    1.    Philadelphia.    Dffice  of   the  Director. 

79/11/26.       Ip. 

791211OO51   Forwards    IE  Circular  79-33,    "Motor  Starters  &  Contactors 
Failed    to  Operate.  "   Ho  response  required. 

ORIER.B.H.  Region    t»    Philadelphia.    Office   of  the  Dim  dor. 

79/11/26.       Ip. 

791219O031  Forwards  IE  Bulletin  79-27,  'Loss  of  Non-Class  IE 
Instrumantatian  &  Control  Pouer  Syi  Bus  During  Operation.  * 
Mo  written  response  raquirad. 

ORIER.B.H.  Region    1*    Philadelphia,    Office  af   the  Director. 

79/11/30.       Ip. 

791231OZ30  Forwards    IE   Info  Notice  77-30.    "Reporting   of  Deficts   ft 
Honcoapliancei.  1OCFH21.  "    No   action  required. 

CRIER,  a.  It.  Region    1.    Philadelphia,    Office  of  th»  Director. 

79/1S/O&.       4pp. 


791219O750  Forwards    IE  Bulletin  79-23,    'Passible  Malfunction   of 
Model    EA1BO  Limit   Buitches   at  Elevated  leaps.  •  Written 
response   required. 

ORIER.B.H.  Region    1>    Philadelphia.    Offico  of  the  Director. 

79/12/07.       Ip. 

791B2BO2OO  FoTniards    IE   Info   Notice  79-31.    *Uie  of  Incorrect  AegllflM 
Response  Bpoctra,'   Ko   written  response  required. 
CiJIER.B.H.  Region    1.    Philadelphia.    Office  of  th«  Diractar. 

79/1H/I3.       Ip. 


DOCKET   STN-5O-517    JAMEfiPOHT  MKLEAR  STATION.    UNIT  3 


A.    Application/construction   stige  dacunentk  &  correspondence 

79OBO7O310  Faruards   WJREO/CR-OA60,    "Enhanceaent  af  Onsite  En*ri*nc| 
Diesel    OenoTatar  Reliafcill  tu.  "  Requests   coaoent*.W/a   end. 
VASSALLO'D.B.  Asstatant  Director   for  Light  Uater  Reactors. 

79/M/IB.      3pp. 

79I211O264  DiicLieee  MIC   plans  to  use   generic   analyxei   to  gevel#p    tj»tf 
verification    prograM  to  roiolve  ATMS  issue  for  PKRs  b  BUR*. 
Success   of   program   dae«nds   an   industrg  reijonie.  Bupiortt 
formation  of    outnire    groups    to  provide  necesaarg    info. 
DENTONiHUR.       Office    of  Nuclear  Rvflctnr  R»gulatl»ri.      77/10/17.       D»j 

771S070C04  Requests    distribution  of  encl  •anorandua  to  board 
notification   svc    lists. 
VAR4A.B.A.  Assistant   Director  for  Light  Hater  Reactors.      TV/11  /m 

3pp. 
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F.    Security,    nodical,    emergency    h  fir*   protection  plane 

7912040471   Forwards   info  r«   upgraded    •norgancg    plans   to   plant*   under 
canst  fc  QL  ravlau.  Applicant*  required    to   atase   certain 
BMrgancy   arrangaaants.  w/*tate  &    local    organisations   t> 
subnlt   aaargancy    plans   par  Rag  fluid*    1.  1O1. 
VABBAULO,  D.  B.         Division    of  Projoct  ttanageaent.      79/11/21.       6pp. 

0.    Adjudicator^   correspondence 


DOCKET    BTN-30-31B  HARTSVILLE  NUCLEAR  PLANT.     UNIT    1 


A.    Application/construction   stage   dacunonti   d  correspondence 

77I211O264  Discusses   NRC   plans   to   ut*   ganeric  anal^tei   to   dive  lap   early 
verification   progran   to   resolvo  ATMS   latut  far  PW«s   &  BUR*. 
8ucca*s   of   progran   depends  on   Industry  respon*B.  Supports 
fat-nation   of   owners   groupi   to   provide   nicenarij   info. 
DEKTONiH.R.      Office   of   Nuclear  Rtactor  Regulation.      79/10/17.      3pp. 


79121OO344  Fifth    itatus    rapt, par  A8LAB  79OAO7    indefinite   atte.n*lon   for 
NRC  to  respond    to  Suffolk   County   notion   to   file   auapleaental 
brlaf. Exploring   possibility    of   stipulation  ra  Buffo Ik 
County   ponding  notion.  Cartlf  lcata>   at  Svc    and. 
BORDENICKi  B.  H-      Hearing   Branch  4.       79/11/09.       4pp.. 

7913170227  NotlcB   by  NY  Slat*  Board   on  Electric   Oanaratian   Biting    & 
Environ.  Replies   to   utlls'  application    for  rehearing   of  ABt-B 
ardor   dlsBlating   application   far   certificate   of  environ 
CMiatibllity  uill  tt  accepted   if  filed  by,  791203. 
MADISON.  B.R.      Ne«  York,    Stats    of.       79/11/20.       Ip. 

7912120431   Sixth    itatu*    met,  par  ASLAB  79OAO7  grant    far    indefinite 
Bitanslon  to  r»«pond   to  Huff oil  County   action   to   fila 
•upplwauntal   briaf ,  Keoeny   Commission  recoaaendatliini   feeing 
reviewed  It  evaluated.  Certificato    of  Sve    and. 
BDRDEHICK.  B.  M.      Haaring   Branch  4.       7W13/1O.       4pp. 

Q.    Inapactlan  repnrt»i    IE  Bullatln*  fc  comnponJonte 


7911140193  Anend  3   to   CPPR-15O.  CPPR-1S1,  CPPR-ISS  (.   CPPR-153  deleting 
raquirnaanti   for   ariidl   studies   to   Bitiaste  ti  ev*lu*ta   drift 
deposition   Inpaet   a*>aciatad   w/caallng   touor  oparatlon. 
VABSALUO,  D.  B.         Division  of   Project  Hanaganint,       79/10/33.      4pp. 

791214O232  Forwards   topographic   inapt,  clearing  b   loading   ipacs  t> 
findings  b  ottigative   actions  ri   tranmlislan   line   conit. 
Drtkwlngi  available   in   Cantral   Filei   only, 
MILLS.  L.M.      Tann«SBBp   Valley  Authority.      79/11/30.      21pp. 

7912130033  Notification   of  BOO11O  nveting  u/util    to  discuss  reporting 
laval    af  util   QA  &  aanager  &  OA  review  of  docuoacits. 
6PBAW..J.  0.  Qualitu   Asiuranca  Branch.      79/12/09.       Ip. 

791SKaO6O7  Forwards    "Contt  Effactv  Monitoring  Pronraa.  " 
EL-ASWIY,  M.  T.       Tonne »90 e  Valley  Authority.      77/13/17.       Ip. 

— 79132BO613   "Const  Effect*  Monitoring   Pragria.  • 

*     Tann«f««a  Vallsu   Authority.      77/12/19.      2pp. 


7912090036  For Bard*    IE  Circular   79-23,    -Stroke  Tine*    for  Powar  Op am tod 
Relief  Valvss.  "  Ho  raaponsa  required. 

ORIER.B.H.  Raglon   £.    Philadelphia.    Office   of  the  Director. 

79/11/16.       Ip. 

79I20M29A  For«»rd»    IE   Info  Notice   79-27,    -Btoan  Oen«r*tor  Tube 
Rupture*  at  Tuo  PUR  Plants.  "   No  response    r*a.uir»d. 
MIER.B.H.  Region   1,    Philadelphia,    Officrt   of  tho  Director. 

79/11/16.       Ip. 

791B1O0124  Foruaril*    IE  Info   Notice   79-28,    "Overloading   af  Structural 
Eleewnts  DUB   to  Pipe  Support  Loads."   Ho  rnaponit   raquired. 
(HIIER.B.H.  Region   1.    Philadelphia,    dffic*   of   th>  Director. 

79/11/16.       Ip. 

791211O413  Forwards    IE  info   Notice   79-29,    "Lost   of   Noninf etg-Relat ad 
Riactor  Coolant  BV»  Instrunantation  During  Operation,  "  No 
•pacific   action   or  r«»ponie  required. 

MIDt.B.H.          Hagion  1,    Philadelphia,    DPflc*  of  the  Director. 
79/11/19.      Ip. 

7912030243  Forward*  IE  Bulletin  79-a6,    -Boron  LORI  FTD«  BUR  Control 
EUdai.  "  No  response  rno.uired. 

MIEft^B.H.  Raglan   1,    Philadelphia.    Office   af   the  Director. 

79/11/20.       Ip. 


F.    Security,    Radical,     caBrgency   b  fire    pratactlan  plans 

7912O40471   Forwards   info   r*   upgraded   energnncy   plans   to  plant!   under 
const  &  OL  rnviBU,  Applicants  required   to  oatt  certain 
eaarflBncy  arrangements   w/state   ti   local   organiiatloni   fc 
subalt    inergtncij    plant-   per  Reg   Ouide   1.101. 
VASSALLO,  D.  B.         Division  of   Project  Manageaint.       79/11/21.      6pp. 

O.    Ad  judicature    correspDndjenca 

79i211OO43  Forwards    coanents  an  MUflEO-0511.  Draft  OEI8   reflect* 
conielnv*  t  dellbarat*  NRC  policy    to    jeopardli*   public 
health   d  safety   t   thwjirt   objective*   of  HEPA. 

KEPFDRD^C.      Envlrannantal   Coalition   on  Nuclear  Pouer.      79/10/24. 
23pp. 

O.    Inspection  nportsi     IE  Bulletins  &  corresponding 

7912030323  Forwards  IE  Insp  R*pt«  SO-31B/79-23,  SO-S19/79-83, 
30-320/79-23  tt  30-331/79-23  an  790725-20.  No  noncaapl  ianc* 
noted. 

MURPHY, C.E,  Rrfjion   3,    Atlanta.    Reactor  Construction  Ii  Engineering 

Support  Branch.      79/1O/23.      2pp. 


7912060574  For«ard«    IE  Circular  79-34,    "Propor    Invtallatinn  b  Callbr   of 
Cora  Bprag  Pipe  Break  Detection  Equlaaant  on  BUB  a.  -  No 
respon»  required. 

CRIEH.B.H.  Raglon   1,    PhiUdelpftia,    Office   of  th*  Director. 

79/11/36.       Ip. 

7912110031  Forward!   IE  Circular  79-23,    "Motor  Starter*  t>  Contactor! 
Failed   to  Operate.  "  No   rasponse  r*iquir*tf. 

CH1ER.B.  H.          Region  1.   PMladelphlB,    Office  of  the)  Dinctof. 
79/1 1/2A.      Ip. 

7912190031  Forward*    IE  Bulletin  79-37,    -Lois   at  Non-CIase   IE 
•  Instrumentation  Ii  Control   Power  fly«  Bus   During   Operation.  " 
No  written  responna  rio,uirad. 

ORIEHiB.H.  Raglan   1,    Philadelphia,    Office   at  th»  Dlractar. 

79/1 1/3O.       Ip. 


—7912030338   IE  Insp    Repts   50-31B/79-23.  50-319/77-23,  5O-S2O/79-23  t, 
3O-S21/77-B3  on   790923-2B.  No  nontnspliance  noted.  Ha jor 
•raas    impacted:  steel    structures  t  supports  L  welding  euitl 
control. 

BLAKE,  J.  J.  Region   a.    Atlanta.    Dffica   af   th*   Director. 

NERDT.A.  R.  nagion  2,    Atlanta,    Reactor  Con»truttian  b 

Cnglnaarlng  Support  Branch.      79/10/24.     4pp. 

79 13060163  Forward*    IE  InPo  Notice  79-12A.    "Attenptsd   DaMge   to   New 
Fuel   A*B«nblles.  •   No   specific   action   or  rasponav  required. 
O'REILLY.J.P.  Resion.  S,    Atlanta,    Dfflci  of   the  Director. 

79/11/0^.      3pp. 

7912070499  Forwards    IE  Info  Notlco  79-27,    "Stean  Oantr*tor   TUBK 
Ruptureia  at  Two  PUR   Plants.  ' 

Q'REILLV, J.P.  RvgioTi   3,    Atlanta,    Office  of   the  Oirtctor. 

77/11/16.      14pp. 


7912310220  Forward*   IE  Info  Notice  79-30,    "Reporting   of  Defects  t, 
None  Me  I  lane  ••.  1DCFR21.  "  No  action  required, 
MIEfl.B.a          Raglon  1.    Philadelphia.    Office  of  tha  Director. 
79/18/06.       4»B. 


7912IOO192  Forward*    IE  Info  Notice  79-2H.    -Overloading    of  Structural 
Eleeutnta  DUB    to  Pipit  Support   Loads."   No  response    required. 
0'HE1LLY,J.P.  na-giDn   2,    Atlanta.    Office  of  th*  DiT*ctiir. 

79/11/li.       Ip, 


7912190790  Forward*    IE  Bullatin  79-28.    •Po**ibla  Malfunction   of  Nanco 
Model  EA1BO  Lialt  Seltenes  at  Elavatad   Te»pi_ "  Written 
rBsponse,  rtqoire*. 

SRIER.B.H.  Region   t,    Phlladeilphia,    Office    of  the  Director. 

79/12/07.       Ip. 


7912110975  Forward*   IE  Info  Notice  79-S9,    -Lou  of  Nonsafaty-RelatBd 
Reactor  Coolant  Bg«    Initrunentatlon  During  Operation. "  No 
specific  action  or  rispania  required. 

O'REILLy.J.P.          Region  2,    Atlanta,   Office  of  th*  Director. 
79/11/16.      app. 


7912280200  Forward •    IE  Info   Motice  79-31,    "Usa   of   Incorrect 
flBBpons*  Spectra.  "  No  written  r*»pon«e  require*. 
«IER,I,a  Region   1.    Phil«d«lphfa.    Qfflca-of   the   Director 

T-,/12/13.       Ip. 
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t   tc  rirr,,la-  79-24,  "Proper  Installation  I.  Calibr  of 
79120fiOi20  Forwards  IE  Cjrcula.  7tf  •**'  „,„_/-_  BWRc  «  No 
Core  Spra«  Pipe  Break  Detection  Equipment  on  BHUC. 


F.  Security,  radical, 


r.spon-is  required^  Atlanta 
O'REIULY,  J  P.  RsgionS.  Atlanta 
79/Il/2i  IP- 


of  the  Director. 


79,2110157  ForU-rd.  IE  Circular  79-23,  "Motor  Starters  t.  Contactors 
F3iled  to  dp.r.t.."  Nc.  "•P«;;n;^ui; 
Q'P.EILLV,  J  P.     Region  2.  Atlanta,  ur 
77/11/24    Ip. 


„,  the  Director. 


rlo  written  rn 
Q'RElLI.¥i  J.  P. 
79/11/30.   Ip- 


"Region^r'Atlanta,  Office  of  the  Director. 


7912310316  Forwards  IE  Info  Notice  «;^  •Jj"01'"'"  °f  Dtf"*t 


79/12/Qfe.       6pp. 

7912200060  Foruard,   IE  Bulletin  79-SB.    "Possible  Malfunction   of   Namco 
Mod."   EA180  Li-nit   Switches    .t   Elevated    Temp,.  "   Action 

P.  Region  2.    Atlanta.    Office  of   the   Director, 


79/12/07.   3pp. 

79122BQ426  Forward,  IE  Info  Notice  79-31.  "Us.  of  Incorrect  Amplified 
fl.spon.e  Spectra.  "  No  written  response  required. 
O'REILLY.J.P.    Region  2.  Atlanta,  Office  of  the  Director. 
79/IE/13,   3pp. 

79122B0150  Forward,  IE  Circular  79-25,  "Shoe*  Arrrslor  Strut  Assembly 
Interference."  No  written  response  required. 

Q'REILLY.J.P.     Region  2,  Atlaata,  Office  of  the  Director. 
79/12/20.   4pp. 

S.  Reportable  occurrences,  LERs  I.  related  corrBSpontfence 

7912210039  PNO-J1-79-014.  on  791025.  Immediate  action  Itr  issued  to  TVA 
confirming  that  actions  assuring  design  of  reactor  vessel 
pedestals  not  eompromisat!  durino  e.  tensive  weld  repairs  mill 
be  computed  prior  to  placing  concrete  around  structure. 
CWITRELL.F.  S.  .  HERDT.A.fl.     Region  2.  Atlanta.  Office  of  the 
Director.   79/10/25.   Ip. 

791213QS81  Forwards  final  deficiency  rept  re  design  deficiency  of  T- 
head  section  of  Anchor/Darling  gale  valves. 
MILLS,  L.  M.   Tennessee  Valley  Authority.   79/11/13.   Ip. 

—  791213Q601  Final  deficiency  rept  r«  design  deficiency  of  T-h«3ii  lection 
of  Anchor/Darling  gate  valves.  Company  has  implemented 
results  of  evaluation  of  T-head  section  for  svc  condition, 
into  internal  design  ltd. 
*  Tennessee  Valley  Authority,   77/11/15.   2pp. 


DOCKET  STN-50-S19   HART5VILLE   NUCLEAR   PLANT,    UNIT   S 

A.    Application/construction  stage   documents  &  correspondence 

7913110264  Discusses  NRC   plans   to   USR   ganoric   analyses   to   develop   earl 
verification  program  to  resolve   ATHS   is*u>   for  PHRs  lc  BWRs, 
Success   of   program  depends   on   Industry   response.  Supports 
foraation  of   owners   groups   ta   provide  necessary   info. 
DENTDNrH.R.      Office   of   Nuclear   Reactor  Regulation.      79/10/17.      3pp. 

7912140232  Forwards   topographic  naps, clearing  t  seeding   specs   h 
findings  b  mitlgative  action!   re   CraniniiilDn   line   con*t. 
Drauingi  available   in  Central   Files   only. 
MILLS,  L.  M.      Tennessee  Valley   Authority.      79/11/30.      Blpp. 

7912130023  Notification  o*   B00110  meeting   u/utll   to   discuss   reportino 
level   of  utll   QA  t>  manager  t.  OA  review  of   document*. 
SPRAUL.J.O.  Quality   Assurance   Branch.      79/12/03.       Ip. 

79122B0607  Forwards   "Const  Effects  Monitoring   Program. " 
EL-AEHHY,  M.  T.      Tennessee  Valley   Authority.      79/12/19.       Ip. 


— 7912280613   "Const  Effects  Monitoring   Program.'1 
<     Tennessee  Valley   Authority.      79/12/19.      2pp. 


^^^ 
«/.t-t.    local    ,Ml.-ti.n.  ^ 


0.  Adjudicatnry  carroapondance 


P.-.,. 


22pp. 


Q.     Inspection   reports.     IE   Bull«tinm_*_corPMpond««« 

7912090323  Forwards    IE   Insp   Repta    90-519/79-23,  30-91<J/79-a3, 
S§-S20/79-23  T30-321/77-33   on   790933-23.  No   noncomp  1  lane, 

MUHPHY.C.E.  nepion   S,    Atlanta,    Reactor   Construction   fc  Englne.rlnn 

Support   Branch.       79/10/2S.       2pp- 

-7912090336   IE   Insp   Rept,   50-S1B/79-23,  SO-S19/79-23,  30-320/79-B3  t 
50-321/79-23   on   790929-28.  No   noncompl  iance:   not»d.  Hf  J" 
area*    injected:  steel    flbructures   fc   support,   fc  y.lding   matl 

J.  R-Blnn   2,    AtUnta.    Office   of   th.   Dirjetqp. 

Hi  R«9t-"   a-    Atlanta,    Reactor   Construction  «, 

Engineering   Support   Iiranch.       79/10/34.       4pp. 

7912060163  Forwards   IE   Info  Notlco   79-12A,     "Att.mpt.il   D.m.g*   to  Neu 
Fuel   Assemblies."  No   specific   action   or   "'P;11"   "ft^f  ?L 
O'REILLY.J.P.  Region   S,    Atlanta.    Qttlc*   of    thi   Director. 

79/11/09.      3pp. 

7912070499  Forwards   IE   Info  Notic.   79-37.    "Steam  Oen»r«tor   Tube 
Ruptures   at   Two   PWR   Plants." 
D'REILLY.  J.  P.  Region   2.    Atlanta,    Office   of    the   Director. 

79/11/16.       14pp. 

7912100192  Forwards  IE  Info  Notice  79-BB.    "Overloading   of  Structural 
Elements   Due   to   Pipe   Support   Loads."   No   response   r«q,uirtl). 
O'REILLY,  J.P.  Hegion   2.    Atlanta,    DPfica   of   the   Diritctor. 

79/11/16.       Ip. 

7912110379  Forwards    IE   Info   Notice   79-29,     "Los*   of   Non««fety-Relat«d 
Reactor  Coolant   By«    Instrumentation   Purina   Operation.       No 
spBclfic   action   or   response   required. 

O'REILLY.J.P.  Region   2,    Atlanta,    Office   of    th«   Director. 

79/11/16.        2pp. 

791HO&0630  Forwards   IE  Circular  79-B4.    "Proper    Installation   b  Callbr   of 
Core   Spray   Pipe   Break   Dotsction   Equipment   on   EWfis.  "   No 
response   required. 

O'REILLY.  J.P.  Reoion   2.    Atlanta,    Office   of   the   Director. 

79/11/24,.       Ip. 

7912110197  Forwards    IE  Circular  79-23,    "Motor   Starters   *.  Contattcir. 
Failed    to  Operate.  "   No   response   required. 

O'REILLY,  J.  P.  Region   2,    Atlanta,    Offics   of   the   Direetov. 

79/11/2A.       Ip. 

791219047S  Forwards  IE  Bulletin  79-27,  "Lois  of  Non-CUss  IE 
Instrumentation  (.  Control  Power  Bus  Bus  Durino  Operation.  " 
No  written  response  required. 

O'REILLY,  J.  P.          Region  2,    Atlanta,    Office  of   thf  Director. 
79/11/30.      Ip. 

7912310316  Forwards   IE   Info  Notice   79-30,    "Reportlna   of   D*f«ets   b 
Noncompltances,  IOCFR21.  "   No   action   required. 
O'REILLY.J.P.  Region   H,    Atlanta,    Office   of   the   Director. 

79/12/06.       6pp. 

7912300040  Forwards   IE  Bulletin  79-2B,    "Pontiblt  Malfunction  of  Nimco 
Model   EA1BO  Limit   Switches   at   EUvated   Temps."   Action 
required. 

O'REILLY.  J.  P.  Region  2,    Atlanta.    Office   of   the   Director. 

79/12/07.      3pp. 

79122B0426  Forward*    IE   Info   Notice   79-31i    "Use   of    Incorrect   Amplified 
Reiponie  Spectra,  "   No   utritten   response   required. 
O'REILLY,  J.P.  Reoion   a,    Atlanta.    Office   of   the   Director. 

79/12/13.      3pp. 
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7918S801SO  Forward*    IE  Circular   79-23,     "Shoe*   Arre»tor   Strut   Assembly 
Interf arence.  "   No   written    re»ponio   r snot red 
O'REILLY.  J.  P.  Raglan   a,     Atlanta,    Office    of    trig   Director. 

79/12/20.       4pp. 


7912100192   Forwards    IE    Info  Notice    79-28,     "Overloading    of   Structural 
Elemanta    Due    to   Pipe    Support   Loads."   Ho   response    required. 
O'REILLY,  J.  P,  Reg-ion   3.    Atlanta,    Office   of   the    Director. 

79/11/16.        Ip. 


a.    Reportable    occurrence*,    LERs   &  related    eorr»»pondence 

7912130SB1    Forward!    final    deficiency    npt   re    dailgn    deficiency    of  T- 
head    nctlan    of   Artchor/Darl  ing    gat*   valves. 
MILLS,  L.  M.       Tennessee   Vail  ay   Authority.       79/11/19.       Ip. 

— 7912130601    Final    deficiency    rapt   re    design   deficiency    of  T-hfad    section 
of   Anchor/Darling    gate   valve*. Company    has    implemented 
results    of   •valuation    of   T~head    section    for    ivc    condition, 
into    internal    d»«ign    ltd. 
*      Tennas»ea  Valley   Authority.       77/11/13.       2pp. 


DOCKET  BTN-9Q-S20  HARTSVILLE  NUCLEAR   PLANT,    UNIT  3 

A,    Application/construction    stage    documents    tt   correspondence 

7913110264  Discuiset   NRC    plan*    to    uia    generic    analyses   to   davelop    early 
verification   program   to    resolve   ATMS    I*IUB    for   PHR»    ti  DWR*. 
Succus    of   program    depends    on    industry    response.  Support! 
formation   of    owner*   groupi    to   provide   necessary    Info. 
DENTON.H.fl.      Dffica   of   Nuclear   Reactor    Regulation.       79/10/17.       3pp.. 

7912140232  Foruardi    topographic    maps, clearing   &    Hiding    ipeci  tc 
finding*   fc  mltigative   action*   ra    transmiislon    Una   conet. 
Drawing*   available    in  Central    Files   only, 
MILLfliL.  M.       Tennessee  ValUy    Authority.       79/11/30.       Btpp. 

7912130023  Notification   of   8O011O  mavting    w/uti  1    to    di*cu*i    reporting 
liv*I    of    utll    OA  b  manager    b  OA  review    of    document*, 
8PRAUUJ.O.  Quality    Assurance    Branch.       79/12/03.       Ip. 

791S2B0607  Forward*    "Con«t  Effact*   Monitoring    Program.  " 
EL-ASHRV,  M,  T.       Tennessee   Valley    Authority.       79/12/19.       Ip. 

— 79183B0613    "Con»t  Effects   Monitoring   Program, " 
»      Tenni**BB   Valley   Authority.       79/12/19.       Epp, 

F.    Btcurityi    madicalr    emsrgency   l<    fire    protection   plant 

«».._»..».*____*»*._  i»  _.,.„....  _._*__  ______ — ,__««»*«_«____.. — . — ,_  _^.M_M 

7912040471    Forward  I    Info   re    upgraded    imtrgtneu   plant    to  plant*   under 
conit   h  DL  ravlant.  Applicant*    ra^uirtd    to   make    certain 
•mirgancg    arrangam*nt*   u/itati    t>    local    organiiation*   Ic 
lubnlt   imirgincu   plan*  p«r   Rig   Quids   1.  101. 
VABBALLO.  D,  B,         Dtvlilon   of   Project  Management,       79/11/81.       ipp, 

0.    Adjudicatory   correipondanci 

7912110043  Forward*    eommanti    on   NUREO-031 1.  Draft  OEIB   raflnet* 
coniclou*   d   dallbaratf   NRC    policy    to    jeapardlia    public 
health   S.   nfety  &  thuirt   objective*   of  NEPA. 

KEPFQRD<C.       Envlronm«ntal    Coalition   on   Nuclear   Power.      79/10/24, 
93pp. 

Q.     Inspection  report*.     IE   Bulletin!   &  corrtipondanci 

791C0303B3  Forward*  IE  Imp  Rapt*  30-9 1B/79-B3, SO-S1 9/79-H3, 
SO-S20/79-23  Ic  SO-321/79-23  on  790923-2B.  Nn  noneomp  1  i»nei 
notid. 

MURPHViC.E.  Region  2,    Atlanta,     Riactor    Construction    t  Enflfnierlng 

Support  Branch.      79/1D/B3.      2pp. 

— 791205033B    IE   Intp    Repti    30-818/79-83,  30-319/79-23.  80-520/79-33  fc 
30-SB1/79-B3  on  7909KB-2B. No  noncomplinnca  noted.  H*jnr 
ar**i    Intpicted: iteel    itructura*   b   lupporti    t  wilding    matl 
control, 

BLAKEiJ.J,          Region  S,    Atlanta,    Office   of   the  Director. 
HEflDTiA,  R,  Region   3,     AtUnt»,    Reactor   Construction  Ic 

Engineering   Support  Branch.      79/10/24.      4pp. 

7912040163  Forward*    IE   Info'  Notice   79-13A,     "Attimptid    Dan»gi    to   Neu 
Fuel  A»»emblie«,  "  ^fo  tpeclflc   action  or   reaponte  raiiuired. 
D'REILLY,  J,P,  Raglon   2,     Atlanta,    Office    of    the   Dlractor, 

79/11/09.       3pp. 

79IS07Q499  Forward*   IE   Info  Notice  79-27,     "Steam  Oanerator .Tube 
Rupture*  at  Two  PUft  Plant*,  " 

O'REILLY,  J,  P.          Region  2,    Atlanta.    Office   of   the  Director. 
79/H/lo.       14pp. 


7912110379   Forwards     IE    Info   Notice    77-27,     "Loss    of    Mania  f  sty-Plata  t(fd 
Reactor   Coolant    By*    Instrumentat ion  During   Operation. "    No 
specific    action    or    response    required. 

D'REILLY.  J.  P.  Region   S,    Atlanta,    Office   of    the    Director. 

79/11/16.       3pp 

7913060620    Forwards     IE    Circular    79-34,     "Propor    Installation    &    Calibr    of 
Core   Bpray   Pipe    Break    Detection  Equipment   on  DWR^.  "    No 
reipon»e    riquired. 

O'REILLY- J.  P.  Reflion   S.     Atlanta,     Office    of    the    Director. 

79/11/36.        Ip, 

7913110157   Forwards    IE    Circular  79-33,     "Motor  Starters    &   Contactors 
Failed    to  Oporate,  "   No  reiponse   required. 

O'REILLY,  J, P.  Region  2,    Atlanta,    Office    of    thn   Director. 

79/11/2&.       Ip. 

7912190473  Forward e  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Initrunentatton  it  Control  Power  Sgs  Bu»  During  Operation.  " 
No  uritten  response  retired. 

O'REILLY,  J.P.  Region  B,    Atlanta,    Office   of   the    Director. 

79/11/30.       If. 

791Q31Q31&.  Foruiardi    IE    Info  Notice    7?-30i     "Reporting    of   Defacts    b 
Noncomp  1  iancei,  10CFRS1,  "    No   action  riqulreil. 
O'REILLY,  J.P.  Region  2,    Atlanta,    Office   af   the    Director, 

79/12/06.       6pp. 

79I2SQOQ6O  Foruardi    IE   Bulletin   79-26,     "Possible  Malfunction   of   Wamco 
Hodtl   EAiaO  Limit    Switches   at  Elevated   Tempo,"  Action 
required. 

D'REILLY,  J.P,  Region  2,    Atlanta,    Office   of   the    Director. 

79/12/07.       3pp. 

7912BS042A    Forwards    IE    Info  Notice    79-31,     "Use   of    Incorrect    Amp  1  If tod 
Response    Spectra."    No   urltte-n   response  required. 
O'REILLY,  J.P.  Region  S,    Atlanta,    Office   of   tha   Director. 

79/12/13.        3pp. 

79132B01SO    Forwards    IE  Circular   79-33.     "Shoe!   Arrestor    Strut    Aasflmhly 
Interference.  "    No    written   rBsponsa   raquirnl. 
O'REILLY,  J.P,  Region  2,    Atlanta,    Office   of   the   Dif»ctor. 

79/12/SO.        4pp. 

B.     Reportable   occurrences,    LEFfj   It  related    correspondence 

—————*-—_— —--«-^-^«-"-—_«— _ — , — — _n.^._.H_nH__« — _ ._ — _ 

791321O039    PNO-II-79-O14:  on  7910BS,  immed  iato   action    Itr    insued    to    TVA 
confirming    that    actions   assuring    design    of  reactor   vessel 
pedai tain   not    e omproini»fld    during    extinilv*  weld    repair*   ul  1 1 
be    completed    prior    to    placing    concrete  around    structure. 
CANTRELL.T.  9,  j    HERDf,  A,  R,  Region  2,    Atlanta,    Office    of    the 

Director.       79/1O/2S.        Ip. 

7912130SB1    Foruardi    final   dafieiencg   rept   re   design    deftcicncu    of    T- 
hiad    lection   of    Archor/Darling    gate  valves. 
lilLLS.L.n,      TenneKsee   Valley    Authority,       79/11/15.        Ip. 

— 7912130A01  Final    deficiency    ript   re   design  deficiency    °f   T-head    lection 
of  Anchor/Darling    gate   valves.  Corapanu    has    implemented 
resulta    of   evaluation  of  T-haad    section   for   svc    condition. 
Into    Internal    design   std. 
»     Tann«t*eB   Valley   Authority.       79/11/15.      Bjp. 


DOCKET  8TN-BO-Sai    HARTSVILLE  NUCLEAR  PLANT,    UNIT  4 

A.     Application/construction    stage   documents  tc  correspondence 

791S110S64    Dlscusieo  NRC   plans    to   us*   generic   amtym*    to    develop    early 
verification   program   to  resolve  ATMS   iicue    for  PWHi   &  BWR«. 
6uccii»    of   program    depends   on    Industry   response.  Birppart* 
formation   of  owners    groups    to    provide   necessary    info. 
DENTON,  H,  R.      Office    of  Nuclear  Reactor  Regulation.       79/10/17.       3pp. 

7713140232   Forwards    topographic    map*,  clear  Ing   fa  seeding    ipac*   l> 
findings   &  mltlgatlve  actions  re  transmission  line   const. 
Drawings    available    in   Central   Files   only, 
MILL9.L.M.      Ten-n>««ee    Valley    Authority.       79/11/30.       81pp. 

7913130023  Notification    of   BOO 110  meeting    u/utll    to    dlscuti    reporting 
level    of    utll    QA    h  manager   &  OA  revleu  of   document*. 
SPRAUL.  J,  O.  Oualitv  Asiurance    Branch.      79/12/OS.        Ip. 
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79122B0607   Fnrw.rds    'Const    Eff.tt.    Monitor  ing   *W»»± 
EL-ASHflV.  M.  T.       Tenne,...    Valla.,    Authority.       79/12/19 


lp. 


7912280130  Forwards    IE  Circular   79-23,     "Shock    Arre.tor   Strut   A...ablU 
tntm-farencB.  "   No   written  response   required. 

"":  Regl°"   2,    Atlanta,    Offic.    of    the    DirBctor. 


F.    S.curity,    o.dical, 


VASSALLO 


adrd  emergency  plans  to  plant*  under 


79/11/21.       ipp. 


0,    Adjudicator^   correspondence 

7912110043  Forward,    co»»Bnt,    on  NUREG-0911.  Draft  OEIB  r.flecU 
conscious  6  deliberate   NRC   policy    to    J"P"""'   Publtl 
health   fc  safety   fc    thwart    obj.ctive.    of  NEPA.  7o/io/24 

KEPFtWD.C.      Environnental   Coalition   on  Nuclear  Power.       79/lO/a*. 


0.     Inspection   rtports.     IE    Bulletin*   l^corrBSpondince 

7912050323  Fnruards    IE   Inap  Rept»   30-S1B/79-23,  80-319/79-23- 
50-320/79-23   (.   30-521/79-23   on   790925-28.  No   nonconpliance 

HURPHY.C.E.  R.gion  3.    Atlanta.    H.ac  tor  Construction  (.  Eng  ineerlng 

Support  Branch.      79/10/25.      2pp. 

—7913050339  IE  In*p   Rapts  80-518/79-23,50-519/79-33-50-330/79-23  t 
50-531/79-23  on   790925-39.  No  noncorapliancB   noted.  Major 
ariai   in»|iect«d:itetl    structures  S.  supports  t  melding  matl 

Region  2.    Atlanta.    Offica   of   thi   Director.      79/10/24. 


4pp. 

7912060163  Forward.    IE   Info  Notice  79-12A-    "Attempted   Damage   tD  Neui 
Fu»I  Ais»Hbll«*.  "   Wo  specific   action   or   rtiponii   required. 
D'HEILLY.J.P.  R«9lon   Z.    Atlanta,    Office   of   tht  Director. 

79/11/09.       3?p. 

7912070499   Forwards    IE   Info   Notice   79-27,     "Stsaa  Generator   Tub« 
Ruptur.i   at   Tun   PHS   Plants.  " 

O'REILLY.J.P.  Region   2.    Atlanta,    Offics   of   the  Director. 

79/11/16.        14p|>. 

7912100192  Foruardi.   IE   Info  Notice  79-2S,     "Overloading    of  Structural 
EI*BBnts   DUB    to   Pipe   Support   Loadi.  "    Ho   rasponsB    requlrBd. 
D'HEILLV,  J.  P.  fiagion   2,    Atlanta,    Office   of   the  Director. 

79/H/16.       lp. 

7912110575  Forward*    IE  Info  Notice  79-29.    "Loss   of  Nansaf  atg-Rtlated 
ft  factor  Coolant  Sgt  Instrumentation  During  Operation."   No 
ipecific  action  or   response   required. 

D'BEIU-V,  J.P.  Reoion  2,    Atlanta,    Office  of   the   Director. 

79/11/Ifi.       2pp. 

7912060620  Forwards    IE   Circular   79-24,     "Proper    Installation    ti   Calibr    of 
Core  Spray  Pipe  Break   Dotation  Equipment  on  BUR  a.  "   No 
responsB  requinif. 

O'REILLY,  J.P.  Region   2,     Atlanta,    Office    of    the   Director. 

79/11/26.       lp. 


79/12/30.        4pp. 
8.    Hepi.rtal.le   occorrBnc-s^  LERiJ.J-«Utod_cor^Mpoiid«ic. 

7912f303BI   Forwards    final    deficienc.,   rept   r«    desifln   deficiency    of  T~ 
head    section   of   Anchor/Darlinfl    gate   v«lv««. 
HILLS,L,M.       Tennessee   Valley   Authority.       79/11/13-       lp. 

—7912130601    Final    deficiency    rept    re   design    deficiency    of    T-head   i.ction 
of  Anchor/Darlino    gate   valves.  Company    hoi    implem.ntiid 
results   of    evaluation   of   T-he-d    section   for    svc    condition, 
into    internal    deaion   std. 
»      Tonnassee  Valleij   Authority.       79/11/1S.       2pp. 


DOCKET  BTN-30-522  9KAOIT  NUCLEAR   POWER  PROJECT,    UNIT    1 

„-_, .fc-^ — — — — .-..„—-•—..—————- .——-,-,— -—————---—— 

A.    Application/construction    stage   document*   fc    c m-ramp ^||^' 

7911280133  DUeuases    mods    to   NRC    position  re    status   t  applicability   off 
TMI--2  accident   review  &  NUREO-037B   to    facilities    undor 
const.  Forwards  addl    info   to  be   eonsidersd    in   ct»valopm»nt   of 
final    plant   design   &   procedures.  ,„,,«/,„        .   „ 

VABBALLQi  D.  D.         Division    of   Project  Management.       79/1Q/1O.       4pp. 

7912110264  Discusses   NRC    plans    to   uta   generic    analyso    to   davvlop   earlg 
verification  program  to  resolve  ATMS   i»»u»   for  PHRi  fc  BHRs. 
Buccass   of    proaram   depends    on    industry    re»pons«. Supports 
formation   of   oumera   group «    to    provide    nacnssary    info. 
DENTON,  H.  R.      Office   of   Nuclear   Reactor   Rasulation.       79/10/17.      3pp. 

79123100BO  Summary    of   79102i  meBtinfl   w/Dechtel,  UBOS  t   utll    In  Bsthold*. 
MO  rt  neui  US8S   data   which    could    revlso    .valuation    of    g«ologu 
fc   selimology   r«    high    angle    faults   not   previously    considered 

for  potential   high   energy   flinerators.  

PELTIER, I. A.  Light   Water   Reactors    Branch    1.       79/12/08,       4pp. 

7912270213  Forwards   Mobil   Oil   Corp    shot    point  map    for   Uhldbeij    Inland 
vicinity. Map    available    in  Central    Fll*i    only. 
MECCA.  J.E.       Puget    Bound    Power   fc  Light   Co.       79/1B/19.       Bpp. 

C.  Utility   Environmental   Report   <ER)>    amends   fc  corr«Bptmd«nca 

791220009B  Foruiardi    updated    distribution    list    for    tmvlron   rept   suppl*    It 
aminde    for   facility, 
DUNCAN,  H,  Environmental    Projects   Branch    8.       77/1B/07.       9pp, 

D.  HRC  Draft/Final    Environmental    Statements,     supple    t   correspondence 

7912310113  Advises    of    error    in  E1B   re    impact    on    demography, agriculture 
fa  industry   from   increase   in  moi*ture. Dumping   84  million 
gallons  of  uatir   per   day  mill   bring   cloudines*   t,  hours   or 
days   of   heavy    drill  IB. 
BRADY.E.      Affiliation  Unknown.      79/11/13.       lp. 

F.    Security,    medical,    emergency    h   fire    pro tact  ion   plans 


7912110157  Forwards    IE  Circular  79-23,     "Motor   Btarter*   &  Contactors 
Fail»d    to  Operate.  "  Ho  response  required. 

O'REILLY.J.P.  Region   S,     Atlanta,     Office   of   the   Director. 

79/11/26.       lp. 


7912070469  Notification   of   791204  meeting   u/utlls    in  Bathtsda.MD  re 
NRC   Info  requirements    for    amergancy    preparedness.  Room   change 
indicated. 
MOtWJ.C.W,  Light   Water  Reactor*  Branch    4.       79/11/16.       Upp. 


791219047B  Forwards  I€  Bulletin  79-27.  "Loss  of  Non-Class  IE 
Instrunantatian  h  Control  Power  Bys  Bus  During  Operation.  " 
No  written  rupotiie  required. 

O'REILLY.J.P.  Rejion   S.    Atlanta,    Office  of   tha  Director. 

79/11/30.      In. 


0,    Adjudlcatory   correspondance 

7912030007  Answer*   in  opposition  to   Intervenor  Bkagltonlant  Concerned 
About   Nuclear  Power  791017  motion    for    implementation 
of   Executive   Order    121  It.  FES  &   final    suppl    to    FEB  addreiaed 
environ    issues. Certificate    of   Svc    encl. 

THOM8EN.F.T. .    LITTLE, D.B.,    BAUBER,  M.  A.      Pug*t  Sound  Pouvr  l<  Light  CD. 
79/11/01.       Bpp. 


791B060101   Request    to    postpone   geologic    t>   seismic    avld*ntl«ry 
until    after  applicant   responds    to  USOS   outitandlng    concern!. 
RE  Jackson  affidavit   li  Certificate   of   8vc    encl. 
CLACK.  R,  L,      Hiaring   Branch    1.       79/tl/OB.       6pp. 


7913280426  Foruardi    IE  Info  Notice  79-31,     "Us*  of    Incorrect  Amplified 
Response  Spectra."  No  written  response  required. 
D'REILLY.J.P.  Region   2,    Atlanta,    Office   of  the  Director. 

79/12/13.      3pp. 


7913060115  Requests   extension  until  791109  for   Intevinor  Bkagitonlans 
Concerned  About  Nuclear  Power   to   file   proposed   findings  r* 
applicant  financial   qualifications. 
flENDLER.M.H.       Leed,    Robert   N.       79/11/03.        lp. 
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— 791 2040 133  Applies    for    subpoena    to    taka    deposition   of  Western 
Geophysical   ft   geology    t<  seismology    at    Western   HA  fc 
Fuget   Bound   region.  Proposed    deposae    it    In    possession   of 
Important   data.  Certlf  icate   of   Svc    encl. 
QENOLER.M.W.      Lori,    Robert  M-       79/U/OS.       3pp. 

7912200102   "Ruin    of  Practlea    far  Domestic    Licensing   Proceedings,  " 
10CFfl2  affective   rule.  Suspends   rule    of    practice   on    issuance 
of    licenses   after   adjudicatoru,    proceedings.  Forwarding    Itr  tc 
Certificate    of   Bvc    and. 

CHILK.B.  J.       Office   of    the    Secretary    of   tha  Commission.      79/11/03 
10pp. 


7912100473  Rmponso    in  opposition    to    Indian    Tribal    7911O3   supplemental 
petition    for    ALAH-532   S,    ALAB-539   review.  Petitioner    failed    to 
raise  goad   cause  rn  alleged   ASLB  misapplication    of   late 
Intervention   factor.  Certificate    of  Svc    and. 

LITTLE,  D.  B.        Puget    Bound    Poiuar   !<   Light   Co.        LITTLE,  D.  B,        Perkins, 
Cole,    Stone,    Ol sen  1.  Hi  11  tarns.       79/11/20.        12pp. 

7912030376  Response    in  opposition   to   Indian   Trial*    7BOA13   petition   to 
intervene.  St(«    for  Commi  ulon  review  re    prilcedura  I,  pal  icu   h 
factual    tisuaa    not  met.  Certificate   of  Svc    encl. 
BLACK, R.L.       Hnarlnj   Branch    I.      79/11/21.        14pp. 


7912070358  R**pon«e    in   opposition   to  Siagltonlans  Concerned   About 
Nuclear  Power   79111&  motion    to    direct    certification, stay 
proceeding*,   i<  review  ABLB    actions.  Detriment   to   public 
Interest   at    bail  I    for    Interlocutory    review  not   ettabllthed. 
THON8EN,  F.  T.  i    LITTLE,  D.  a.       Puget  Sound    Power    li  Light  Co. 
THOHSEN-F.T.       Perlint,     Cole,    Stone,    Olsen   (i  Williams.       79/11/QB 
19pp. 

-- -7913070472  Presents   applicant!'   petition   rs    util    evidence   on   geology 
It   seismology    scheduled    par   Black, L»ed   fc   Thonsen   agreement   on 
order  of  presentation   far  790717   teuton.  Applicant*' 
pratentatlon   muit   be    postponed.  Certificate    of   Bvc    «ncl. 
THOMBEN.  F.  T.       Parkins,    Cole,    Btone,     Olian   h  Williams.      79/06/H9 
6pp. 


7912030059   Order    granting    c.  tension  until    791217  for  Canaistion   to 

determine  whether   to  review  ALAB-S59. 

CHILK.S.J.       Office   of    the   Secretary   nf   tha   Comoitslan.       79/11/H4. 


7912060004   Submits    typographical    correction    to  NRC   791121    roipo-n*t    in 
apposition    to    Indian  Tribes    lupplemmtal    petition    for 
review.  Correcfcod   page   re    last  paragraph,  Line  3  end. 
BLACK,  R.L.       Hearing   Branch    1.      79/11/26.       5pp. 

7912030421    Request    for   extension   to  791231    to   file   proposed    findings    of 
fact   ti  cnnclu*ions    of    law.  Opposinj  attyi    have  no   objection 
HLACK.R.L.      Wearing   Branch    1.      79/H/2B.       3pp. 


791  El  10267  Ack  receipt  of  791018   Itr, Subpoena   forms   completed  1< 
returned    for    signature.  St«g Itoniani   Concerned   About  Nuclaar 
Powir   791029    Itr   demonstrated    relovance   of    tattlmonv    sought 
fro*   three    expert*   on   geology    fc   teltmologu. 
LEED,R.M.       Leed,    Robert   M.       79^11/08.       Ip. 


7912100132  Advises   that    Coalition    for  Safe    Power  po tit Ion    to  rvvieu 
A3LB  decltlon    is   aBemed1    denied,  due  to  Commission   negative 
•  rerclfe    of   discretion    to    tale   revieu.  Stjtei  Com»isiLan*n 
OiHnilg    b  Bradford    diisentins   vieui. 
CHILK.B.J.      Dffic*   at    the   Sucrelarv   of   the   Commliiion.       79/11^29. 


7912100344  Fifth    «t«tu»   rept, per    ABLAB  790607   Indefinite   eitentlon    for 
NRC    to  raipond    to   Suffolk    County   motion    to    file   supplemental 
brief. Exploring   patilbllitg   of   stipulation  r»  Suffolk 
County   pending  motion.  Certificate   of  Bvc   and, 
EDfiDENlCKiB.  H.       H»»rlng    Branch    4.       79/11/O9.       4pp. 

—791210034B   "Rules    of  Practice    for    Domestic   Licencing   Proctidingi  - 
Modlflee  Adjudicator^  Procedure!, "   1OCFRS, »f factlve  791109 
Suiptndt    10CFRS,  764   until    furthar   notice,  Supplemental-,,    info 
end. 

CHILK.B,  J.       Office   of    tha  Btcretary    of    tha   Commitsion.      79/11/03. 
10pp. 


791BH0407  Order    dtinjinj    Intervanor  fikagitonian.  Againtt  Nuclear   Power 
790927  request    for  A9LB    raconslderation  of   790913   or  den. 
D  Stenibij   790913  affidavit   Insufficient   r«    concentration    of 
eyelet   iisue. 
DEALE,V.B.      Atomic    Safety    and   Licensing   Board  Panel        79/11/30.       9pp. 

7912170020  Replij    in  opposition   to    Intervenor    Forel«us   on   Board/Ci tiie-ne 
for  Baft  Power    findings    of    fact   re  altni-rative   sltas   b 
pottulatid   accidents.  Certificate    of  Bvc    encl. 
THOMBEN.F.T.  -    LITTLE,  D.  B.       Puget  Sound  Pnu»r  fc  Light  Co. 
THQMBEN,  F,  T.       Parkins,    Cote*    Stone,    alien    bUllllans.       79/11/3O. 


7912140029  Pleading    re   applicant*'    financial    qualifications.  Total    cost 
of   project    eiciedt    applicants'    figures.  Certificate   of  Svc 
encl. 
LE£D,R.M.      Laed,    Hob«rt  M.       79/11/09.       12pp. 

7912170152  Retponia    in   opposition   to  Bkagltantani  Concerned   About 
Nuclear  Pnuntr   791017  !<  24    motions    to    diract   certification  fc 
itau   protaedtng.Btd*   not   met.  ABLAB   discrattonarv    Involviment 
not  warranted.  Certificate    of  Bvc    and. 
BLACK, R.L.      Htaring   Branch    1.       79/11/13,       tBpp. 

791B170216  Retponse    to  CA   Energy    Comtnlttf on   791024  motion   for 
rtcontlderatlon  of  ABLB  791003   order  ruling   on  icope   of 
contention!.  Urges   Inclusion   of   amgrgencu   planning   litues  It 
exclusion  of  offttte  matter*. 
LEWIS,  8,  H.      Hearing  Branch   2.      79/11/13.      7pp. 

—7912170236   "Modified   Adjud  leatorg   Procedures,  "    10CFB2.  764   suspension   I. 
statement   of   policy    on    conduct   of   ad judicatoru    proceedings. 
Constitutes   final' action   on  petition!  received   in 
proeeBdlnot.SJ  Chllk   791103  tuppl  t  Certificate  of  flvc   incl. 
»     Office  of   tin   Secratary   of   the  Communion.      79/11/09.      12pp. 

79120B016B  Drdar    extondlng    t»   791121    tlm»    to    respond    to    Intervenor 
Tribes    supplemental    petition    for  r*vinu. 

CHILKiS.J.       Offict    of   the   Secretary   of    the   Commlsilon.      79/11/20. 
Ip. 

7912060072  Memorandum  It  order   ALAB-S72   denying   Bkapitonlani  Concerned 
About  Nuclear  Power  motion   requesting   Interlocutory  reviiw 
by   directed  ctrtif Icatlon.  Intorvenor   complaints  re   exclusion 
of  radon   issue  It  ••isnologu   ltd   do  not  warrant   intarceision. 
BISHOP, C.J.       Atomic   SafHtu    and   Llcanilng   Appeal   Panel.      79/11/20. 
7pp. 

7912040190  Qrdar   denying  Oraanpaace  Foundation  of  Vancouver.  British 
Columbia,  790913  patltion  to   lnt«rv«ne.  No  good   cauit  shown. 
Contention  of   Improving   record   speculative, Proper   interest 
not  Ditabllshed. Petitioner   documentation  encl.  '  ... 

DEALE.V.  B.      Atonic   Bafaty   and  Licensing   Board  Panel.      79/11/20. 
Slpp. 


— 7912170041   Rep  li|  ,to  NHC    791003  proposed   findings    of    fact. Urges    Board    tc 
rtject  Recon>m»ndatian    3  contained    In  Finding   44<Fagvs   S7-2B. 
Condition   ro    environ   evaluation   prior 'to    commencement   of 
const   activities    Is  not  authorlied   by  HEP  A  b  NRC  rules 
THOMBENrF.T.  j     LITTLE,D.8.      Puget  Bound   P.DUBF  fc   Light  Co. 
THOMBEN, F.  T.       Perklnsj     Cole,    Stone,    Dlsan  I<  Ull  1  tans.       79/1I/3O, 
2pp. 

— 791217004B  Reply  .to  Slagttonians   Concerned   About   Nuclear  Pouar   791112 
proposed    findings   of    fact. FES  *.  FE3  final    suppl    addraised 
environ    impacts  &  whole    population   Issues    indiscriminately 
Certificate   of   Svc    encl. 

THOM8EN.  F.  T.  .     L1TTLE.D-S.      Puget  Sound   Power  fc   Light   Co. 
THOM8EN.F.T.       Perkins,     Coie,    Stone,    Olien  t  Hll  1  iami.       79/11/3O. 
100pp. 

7912260039  Replij    to  BkagitonUni   ConcnrnBiI   About  Nuclear    Pouer   7911O9 
proposed    f Indlngi  an   financial   qualification*.  Inttrvanor 
adopted    short-term  view   rather    than   long-term  consideration* 
r«    Inflation   rates  fc  market   ratios. Certificate  of    Bvc    end. 
THOMBEN,  F.  T.       Pujol  Sound    Power  t.  Light  Co.      THOMSEN,  F.  T.       P*r«lni. 
Colt,    Stone,    Olson  fc  Williams.      79/12/05,       4pp. 

7913310494  Forwards  draft    subpoena   for  Western  G»o|i]iyslcal    Co 
deposition, per   791109   Itr. Signature  requested, 
HENDLER.M.  W.       Lead,    Robert  M.       79/13/09.       2pp. 

7713140117  Respond*   to  791203  request   for   extension    until    791203   for 
filing   certain   replies    ft  request   for  eitviulan   until   791207 
time   to  reply    to    intervenor   Skagltanians   Against  Nuclear 
Power   finding*,   re   financial    qualification*. 
DEALE.V.  B.      Atomic   Safety    and  Licensing  Board  Panel.      77/12/06.       Ip. 

7912310903  Advise;    that  TF  Carr   has   been  replaced  by   KM  Ryan  as    counsul 
in  proceeding. Title   fc  address  remain  unchanged. 
RYAN,  K.  M.       Washington,    State   of.      79/12/06.       Ip. 

7912370090  Foruards  NRC   subpoena   form  addressed   to   officers    of  Haiiern 
Geophysical   Co,  tn  response    to  791203  requtBt. 

,  V.  B.       Atomic   Safety    and  Licensing  Board  Panel.       79/12/10.       3pp. 
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79.3270,06   Denies    inUrv.ncr   51.,  i^  cut^oe/i"'  '  ""    '""' 
791017   rBiu.it    that   ASLD     mpleo.nt    Executive   Order    lain. 
me    i>    independent    agency,  not    within   E.ecutive   D.pt. 

Intervenor   has    no    standing    under    order.  79/13/10         3pp. 

EE^LE.V   D         Atomic    Safety    and    Licensing    Board    Panel.        79/12/1O.        -<PP 

7912270054   Forwards    M   HatuUlv    r.pt.     "Ponible    Impact    of    Plann.d 
Nuclear   Pouer   Plant    on   Ekagtt    Indian   Population,'     in 
response    to    intervention    attempt    6g    Indian    Tribes. 
BLACK.  R.  L.       Hoaring    Branch    I.       79/12/14.        lp. 


-791227005i>   Foruards    "Possible    Impact 
Skagil    Indian  Population. " 
MOTULSKV,A.  0.       Washington.    Univ.     of 


]f  Planned   Nuclear  Power  Plant    on 
79/10/30.        lp. 


-7712370039   "Pos.ible    Inpact   of  Planned  Nuclear  Power   Plant    on  BVaait 
Q^'  Waging  ton,     Univ.     of.       79/10/30.        5pp. 


7912240369  Order  3ranting    e.  tension    until   B00118   for   Commission   to 
elect   whether    to   revieu   ALAE-999. 
CHILK.5.J.       Office    of    the    Secretary    of    the   CommUiion. 

IP- 

7912310207  Act   receipt   of   791207   Itr   requesting   permission    to   appeal 

ASLB   791120   decision  -,0/13/1-7         in 

DEALER.  B.        Atomic    Safety    and    Licensing    Board   Panel.       79/19/17.        lp 

H-     General    correspondence 

791217035B   Forwards    HUHEQ-OS3S.  NUREG-062S,  NUREG-097B,  SECY-79-3QQ   t 
SECV-79-362,  in   resjionie    to   791114   t.   20   requests    for 
document*.  Eiplains   NRC  policy    re   distribution  of   documents. 
Eiccutive    Order    119SB   may    be   requested    under   FOIA. 
BLACK.  «.L       Hearing   Branch    1.       79/12/10.      2pp. 

791227O5I2  Notifies   of   personnel    change    for  manager   of   nuclear 
licensing    t   safety.  M   Stimac    replaced    by    JE   Mecca. 
MECCA,  J.  E.        Puget    Sound   Power   (.   Light    Co.        79/12/2O.        lp. 


DOCKET   9TfJ-50-Sa3   SKAOIT   NUCLEAR   POWER   PROJECT,     UNIT   2 

A.     Application/construction    stage    documents    (.   correspondence 

79112B0153   Ducusses    mods    to   NRC    position   re    statui   61   applicability    of 
TMI-3  accident  review  a  NUHEG-057B   to    facilities   under 
const.  Forwards   addl    info    to   be    considered    in    development    of 
final   plant  design  &   procedures. 
VASSALLO.D.  B.         Division    of  Project  Management.      79/10/10.       4pp. 

79^110264  Discusses   NRG   plans    to   use   generic   analyses   to   develop    early 
verification   program   to    resolve    ATU9    issue    for   FHRs   i   DHRs. 
Success   of  program  depends   on    industry   response. Supports 
formation   of  ouiner-s  groups   to   provide   necessary    info. 
DEHTON.H.R.       Office    of   Nuclear    Reactor   Regulation,        79/10/17.        3pp. 


0.     Adjudicatory    correspondence 

7912030007   Ansuora    in    opposition    to    int.rvenor   Sk-gitonlnns    Concerned 
About   Nuclear    Pouer   791O17   motion   for    implementation 
of   EiGcutive   Order    12114. FEB  tt    final    suppl    to   FE3    addrossad 
environ    i  ssues.  Certificate    of    SvC    and.  .,,....,, 

THDMSEN.F.  T,  ,     LITTLE,  D.  B.  .     DAUBER- M.  A.        Pug«t    Sound    Poiuer    fc   LlDl>t    Co. 
79/11/01.       Qpp. 

79120i0101   Request    to    postpone    geologic    fc    »eismic    evidsntiaru    hearing" 
until    after    applicant    responds    to   USOS   outstanding    concerns. 
RE  Jackson    affidavit   J<  Certificate    of   Bvc    and. 
OLACK.R.L.       Hearing   Branch    1.       79/11/02.       6pp. 

7912060115  Requests    extension   until    791109   for    intevenor    SkagitonUns 
Concerned    About   Nuclear   Power    to    file    proposed    findinoa   r« 
applicant    financial    qualifications. 
QENDLER.M.  W,       Leed,    Robert    M.       79/11/05.       lp. 

-~79120t0133  Applies    for    ouhpoena    to    take    deposition    of   Western 
Geophysical    ro    geology    &    seismology    of   Western   WA  & 
Puget   Bound    region. Proposed    depoiBl    is    in    po»«es»lem   of 
important    data.  Certificate   of   3vc    enel. 
OENDLER,  M.  W.       Load.    Robert   M.       79/11/03.       3pp. 

7912200102   "Rules    of   Practice    for    Domestic   Licensing    Proceedings." 
10CFRS   effective   rul B. Suspends    rule    of    practice    on    issuance 
of    licenses    after   adjudicatory    proceedings.  Foruarding    Itr    t 
Certificate    of   Swc    encl.  -„,••*«= 

CHILK.S.J.       Office    of    the   Secretari)    of    the   Commission.       79/11/03. 
10pp. 

79I20703S5  Response    in    opposition    to   Skaoitonions   Concernad    About 
Nuclear  Pouer    791116  motion    to    direct   eorlif  ieatiom  «ta\| 
proceedings    fc  review   ABLB   actions. Detriment    to    public 
interest   as    basit    for    inter-locutorg    rsvieui   not    eitablithed. 
THOMSEN.  F.  T.  .     LITTLE,  D.  S.        Puget   Bound    Power    fc   Liflht   Co. 
THOM9EN.F.T.        Perkins,     Cole.     Stone,     Olien    (c   Williams,        79/11/00. 
15pp. 

—7913070472  Presents   applicants'    position  ro    util    tvidence    on   eeolosY 
t,   soismology    scheduled    per   Black. Leed    b  Thomsen   anroement    on 
order    of    presentation    for   790717    xeis ion.  App 1  leant*  ' 
presentation   must    be    postponed. Certificate   of   avc    •ncl. 
THOMBENiF.T.       Perkins,    CoiB,    Btoner    01«»n   fc  Williams.       79/Oi/29. 
6pp. 

7918110267  Ack    receipt    of   791018    Itr. Subpoena    forma    completed   & 
raturneB    for    signature. Bkagitonians   Concerned    About  Nuclear 
Pouier   791029    Itr   demanitrated    relevance   of    testimony    »ought 
from  three    oiperts   on   geology    &   seismology. 
LEED.R.M.       Loed,    HobertM.       79/11/00,       lp. 

7912100344  Fifth    status   rept. per   ASUAB  790607    indefinite    »<t*niion    for 
NRC   to    respond    to   Suffolk   County   motion    to    file   supplemental 
brief. Exploring    possibility    of    stipulation   re    Suffolk 
County    ponding    motion. Certificate   of   Svc    enel. 
BDHBENICK,  B.  rl.       Hearing    Branch    4.       79/11/09,       4pp. 


7912310QHO   Summary    of   791026   meeting    ui/Dechtel,  USGS   6   util    in   Bathesda. 
HI)  re  neui  USOS  data  which    could    revisa   evaluation   of   geology 
i    seiifnalagtj  re   high   angle    faults   not   previoualy    considered 
far   potential   high    energy    generators, 
PELTIER,  I.  A.  Light   Water   Reactors    Branch    1.       79/12/05.        4pp. 

7912370319   Forwards   Mobil    Oil    Corp    shot    point   map    for   Whidbay    Island 
vicinity. Map  available    in   Central    Files   only. 
MECCA, J.E.       Puget   Sound    Pouer    t-   Light   Co.        79/13/19.       2pp. 

C.     Utility  Environmental   Report    (ER),    amends  h  correspondence 

7912200093  Forwards    updated    distribution   list    for   environ  repl   suppls   tt 
amends    for    facility, 
nntio...  -  •--.-< --•    "-- Branch  3.      79/12/07.       3pp. 


uppls   b  correspondence 


]raphyj  agriculture 
lion 
urs   or 


— 791310034B    "Rules    of   Practice    for   Domestic   Licensing    Proceedings    - 
Modifies    Ail  jud  icatory    Procedures,"    10CFR2,  a*  f  ectiv*   791109. 
Suspends    10CFR2. 764    until    further   notice.  Supplementary    info 
enc  1. 

CHILK.8.  J.       Office    of    tho   Secretary    of    the   Commission.       79/11/O9, 
10pp. 

7912140023  Pleading    re   applicants'    financial    qualifications.  Total    coat 
of   project    eiceeds   applicants'    figures.  Certificate   of, Svc 
enc  1. 
LEED.R.M.       Losd,    Robert   M.       77/11/09.       12pp. 

7912170152  Response    in    opposition    to   fikagitoniant   Concerned    About 
Nuclear   Power   791017  &   24   motions    to    direct   certification   tt 
stay    proceeding. Stds    not   met.  A8LAB    diicretlonary    Involvement 
not  warranted.  Certificate    of   Svc    encl. 
BLACK.R.L.       Hearing    Branch    1.       79/11/13.       10pp. 

7912170216  Response    to   CA  Energy  Commtision   791O24   motion    for 

reconsideration    of  ABLB  791009  order   ruling    on    scope    of 

contentions.  Urges    inclusion    of  emergency    planning    isiuet   tt 
exclusion    of    offsite   matters. 

LEHIB.B.H.       Hearing    Branch   Z.  79/11/13:       7pp. 


— 7912170236   "Modified   Adjudicator^   Frocaduras, "    1OCFR2. 764   suspension 
statement    of    policy    on   conduct   of  adjudicator^    proceedings. 
Constitutes    final    action    on    petitions   received    in 
proceedings.  BJ  Chill    791109   suppl   &  Certificate   of   Svc    encl. 
«     Office    of    the   Secretary    of    the  Commission,       79/11/09.       ISpp, 
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7912090168  Order    eitendlng    to  791121    time    to   respond    to    Intervene 
Trlbn   supplemental    petition    far    review. 
CHILK.8.  J.       OffitB   of    the    Sacrotarij   of    the   Commission.       79/11/20. 


79130a0072  Memorandum  It    order  ALAB-S72   denying    Btagi  tonlans   Concerned 
About  Nuclsar  Power  motion   re-questing    interlocutory   review 
bg    directed   cert  If  icntlon.  Intervanor    complaints    re    exclusion 
of    radon    Issue  (.    lelsmologu.    ltd    da  not   warrant    Intercession. 
BI9HOP.C.J.       Atomic   Safstu   and    Licensing    Appeal    Panel.       79/11/20-. 
7pp. 

791S060130  Order   denying    Oreenpeac*    Foundation    of    Vancouver,  Bri  tish 
Colunbia,  790913  petition    to    Intervene.  No    gootf   cause    »houn. 
Contention   of    improving   record    spaculatlva.  Proper    intarett 
not   establlihsd.  Petitioner    documentat  ton    end. 

DEALE,  V.  B.      Atomic    Bafetu    and    Licensing   Board    Panel.       79/11/20. 
21pp- 

7912100473  Ruponie    in  opposition   to    Indian    Tribei    791103    supplemental 
petition   for   rtLAB-352    (c  ALAu-339    reviBiu.  Peti  tioner    failed    to 
raise  goat   cause    n  alleged  ASLH   misapplication   of    late 
Intervention    factor.  Certl  f  teat*   of   Bvc    enc  1. 

LITTLE.D.B.      Puoet    Bound    Pouer    1>  Light    Co.       LITTLE,  D.  S.       Parkins, 
Coii,    Stan*,    Olsen   t,  Mllliams.       77/11  /HO.       12pp. 


7912140117   Responds    to    7912O3    request    for   e» tension    until    791303    tar 
filing    certain   replies   &    request    for    eitenslon   until    791307 
time    to   reply    to    fntervunor   Skagitonians   Against  Nlrclear 
Pouier    findings    re    Financial    qualifications, 
DEALE. V.B.       Atomic    Safety    and    Lieoniing   Board  Panel.       79/12/06.       lp 

7912310803  Advises    that    TF  Carr    has   been  replaced    by   KM  Rgari  at    conns 
In   proceeding.  Title   &   address   remain    unchanged. 
RVAN,  K.  H.       Washington.     State    of.       79/lB/Oi.       lp. 

7912270090  Forwards    NRC    tubpoena    form  addretsed    to   officers    of  Wester 
QROphysical    Co,  in    re<ponme    to    771205    I-equoat. 
DEA1_ErV.  D.       Atomic    Safety    and   Licsnsing   Board  Panel.       79/13/10.       Hp 

7?1S27O10A   Dtnin    intervenor    akagi toni^na  Concernaif   About  Nuclear  Pow 
791O17  request    that   A8LQ    impiement  Executive  Order   J  2-114. 
NRC    in    ind*p«ndBnt    aoencyinat   uiithin    Eiecutiv*  Dept. 
Intsrvanoi-  hat   no    standing    under    ovdei*. 
DEftLE.V.  Bi.       Atomic    Safety,    and   Licensing  Board  Panel.       79/12/10.       3p 

7912270034   Forwards    AO  Motulsky    r«pt,    "PossibU   lolnacl    of  Planned 
Nuclear   Pouer    Plant    on   aitaglt    Indian   Population,"    in 
respon*e    to    interventlan   attempt    by    Indian    Tribes.. 
BUACK.R.L.       Hearing    Branch    1.       79/12/14.       lp. 


7'9l203Q37<b  fitiponi*    in   opposition   to    Indian    Tribes   7H0613  petition    to 
Intervene,  fltdi    for   Commission    reviaui  ra   procedurali  policy    lc 
factual   Issues  not  met,  Certif icat*   of   Svc    encl, 
BLACK, R.  L.       Hearing  Branch    1.       79/11/21.        14pp. 

791BOB0039  Order   granting    e*ten«iDn    until    79-11217    Pop    ComnUslon   to 
determine  uhather    to   r«vl*u  ALAB-B39, 

CHILKiB.J.      Offle«    of    the    Secretary    of    the    CninmlBsian.       79/11/26, 
lp. 

7912060004  Submit*    tvpooraphical    correction    ta  NRC    79I1SI    response    in 
opposition   to    Indian  Tribes   supplemental    petition    far 
r»vliw.  Corrected    page    re    last    paragraph. LlTi«   3   ancl. 
BLACK.fi. L.      Hearing  Branch   1.       79/ll/3i.      9pp. 

7912090481   Request    far   axtenitan    to    791321    to    fllo    proposed    findings    of 
(act  fc  concluslc-na    of    laui.  Oppoilng    attyi    have    no    objtctlan. 
BLACK,R.L.      Hearing   Branch    1.       79/I1/KB.       3pp. 

7713100132  Advises    that   Coalition    for   Bafe   Pou.r    jhetitian    to    revi«u 
ASLB   dtcliic-n    ii    de*m»d    denied. dun    to   Commission    negitlva 
einrcii*   of   dlscrablon    to    taka    Te-vieu.  etates    Cojnmin lortfo 
Ollinsky  t  Bradford   diaaiittlng   view*. 

CHILK.B.J.      Offlcw   of    th>    8»cr*t«ry    of    the    Commission.       79/11/39'. 
lp. 


—  7912270056  Forwards    "Possible-    Irapaet    of  Plannnd  Nuclear  Puiuer   Plant 
Skaglt    Indian   Population." 
MOTULSKY.A.  0.       Ha  ah  Ing  tan,     Univ.    of.      79/10/30.       lp. 

— 791327008-9    "Poitlble    Impact  of  Planned   Nuclear  Pouier  Plant   on  Stajl 
Indian  Population. " 
HOTULBKY.A.  0.       Mashlngton,     Univ.    of.      79/10/30.       5pp. 

791826030?  Ordor    grantlno    exteniion    until  800118  for   Commission   to 
elect    uhethar    to    raviau   ALAB-989. 

CHILKrS.  J.       Office    of    the   Beei-atari)  of    the   Commission.       79/12/17, 
lp. 

791S310B07  AcS    p»c«lpt    at   791207    Itr  reDuesting   permission   to  aoaaal 
ABLE   7911BO  decision. 
BEALE.V.B.       Atomic    BaPetu    and    LicensiEig  Board  Panal.       79/12/17.       lp. 

H.     Central    corraspDndencR 

791B1703SB  Foruiarll*   NUFEO-033S.  WUREO-042D-  NUREO-057HJ  SECY-79-300  fc 
SECY-7?-3fi2,  In   response    tp    791114   1  SO  requests   for 
documents.  Ei plains  NRC  polity   rn  distrioution  of  dacumtnta.  : 

Eiecutlva   Order    1 19SB  may    be   ircquasted    under  FQIA. 
BLACK, R.L.        Hearing    Branch     1.        79/13/1O.       Hpp. 


7913110407  Order   denying    Intervenes    Skagltoniani   Against  Nuclear  Pouiar 
79O927  request  for  ABLQ   r*conslderation  of  790913  DTdors. 
D   atensby  790913  jPfidnvit    ln«uf  f  Iclent    re    concentration   of 
cycles    issue. 
DEALE,  V.  fl.      Atomic    Bafntg    and    Liconslng    Board!    Pan«l.       79/11/30.       9pp. 

79121700BO  Ftiplg    in    opposition    to    intarvonor   Forela,nis    on  Board/Citizen* 
for   Safe  Pouier   findings    of    fact   re    alternative    »ltes    h 
pastuljted   accidents.  C«rti  PIc»te   of  Svc    encl. 
THOHSEN,  F.  T.  ,    LITTLE.D.B.       Pugat    Bounrf    Pouor    t  Light   Co. 
THOM8EN,F.T.      Perkins,     Cain,    Gton*,    01  fan    bMllllam*.       79/11/30. 


—  791SI70041  Replg    to   NHC    79100S   proposed    finding"    of    fact.  Urges  Board    to 
rejtttt  Recommendation   3    contained    In   Finding    44,P«gvs   37-EB. 
Condition  re   environ   nvaluation   prior   to   commencflniAnt  of 
const  activities    U   not    a-uthorlted    by    NEPA   t,  NRC   rule*. 
THOMBEN,F.T.  ,    LITTLEjD.B.       Punet    Bound   Power  &    Uflht   Co. 
THDMBEN.F.T.       Peirkins,    Co-ie,     Btane.    aisen  lc   Mlllfanii.       7?/ll/30, 
3pp. 


7912S70S13  NotiPie*    op    personnel    chang*    Pnr  manager   of   nuclear 
llc»n«ing    b   safntij.M   Stlmac    roplaced   ay  JE   Kecca. 
MECCArJ.  E.       iPuget   Bound   Power    fc  Light   Co.       79/13/30.       lp, 


DOCKET   30-523  BARTON,    UWIT  2 

A,     Application/construction    stage    Joqumitntt   ti  correspondnnce 

791211D2A4   Dlstussei  NRC    plans    to   use   generic    analyses    to   develop    *ar'l 
verifieatlon    program    to   pesulvB   ATH8   issue    for  PHRs  k  BHIii, 
QUCCBSR    of    program   depi-nds    on    Industry    response.  Support* 
formation   of    OWMBT*    groups    to    provide    necB«»9rij   info, 
DENTONiH.R.       QFfi-ct    at   Hue  I  uar   Reactor   Regulation.       79/10/17.       3pp. 


DOCKET    BTN-30-92a  PALO  VERDE  NUCLEAR  STATION,    (JNIT   S 

A.     Application/construction   stage    docuininti  &  correspondence 


—  791217Q04B  Replg    to   Qkaoltonians   Concerned    About   Nucloar  Power   791112 
proposed    findings    of    Pact.FEB  b   FEB   final    suppl    addre*ifld 
•nvtron    Impacts   fc  uhole    population   IIBUSI    indlscrlnlnatelg 
Csrtiffcats    of   Bvc    end. 

THOMBEN,  F.  T.  -    LITTLE.  D.  8.       Puaet    Bound  POUIBT   fr  Light    Co. 
THOMBEN.  F.  T.       Porkin»,    Cole,     Stone.    ais«n  h   HllHatn..       79/11/30. 
lOOpp. 

79128&0039  Reply    to   Slug  i  ton  I  am    Concernsd  About   Huclear    Pouer   791109- 
proposed  findings   on  financial    q;ual  If  Icatlona.  Intarvenor 
adopt  to1    short-term  vieui    rather    than    long-term    can9lder*tion« 
T»    Inflation   rates.*  markot    rat  ios.  Cert  lfie»t«    of   Bvt    end, 
THOMSEN.F.T.      Pugst   Sound    Povnr    (c  Light    Co-    .  THOMSON,  F,  T.       Perkint. 
Col»,    Stone,    01**n   fcHlllians.       79/13/O3,       4>p. 


7912310494  Forwards    draft    lubpoena    for  Uestirn  0*ophy«ical    Co 
deposition,  per   79110?   Itr.  Signature   rsqweated. 
OrNDLER,M.M.      Leed,     Rob«rt    H.       79/12/03.       Spp. 


7913170039  Forwards   WA  Baldwin    of  FrienitB   of    the  Earth    791024   request 
far  preparation   at    addl    environ    statements    re  Class  9 
accidents    *t   -facil  itie*.  Petition    being    handled   a*    request 
for  action   undir    10CFR2, 20&. 
DENTDN,  H.  R.       Office    of  Nuclear   Reactor    Regulation.       79/11/37.      2pp. 

7912*70064  Forwards    UA  Boldidin   dp  Friends    of    thil  Earth   791024  request 
for  preparation    at    addl    environ   statements    re  Class  9 
accidents    at    fac llibles. Petition    being    handled  ai    request 
for  action   under   10CFR2. 204. 
DENTOHrH.R.      Office    of   Nuclear   Reactor    Regulation.       79/11/27.      Epp, 

791313004B  Responds    to   790411    Itr  re    concerns    ui/emementu    situations   . 
disposal    of   waste   nutl,  Bumniar  i  las    requirement!  h  procedures 
affecting    design    &    operational    aspect*    of  nuclear    power 
plants. 

VARDArS.A.  Assistant    Director    for  Light  Water  Weae tori.       79/1  l/2fl 

2pp, 


DOCKETED  ITEMS 


771213O132  Responds  to  790403   Itr   re   contarns   w/const  of    plant. 
Buewariias  requirements,    h  procedures   affecting   design   1> 
operational   aspects.   of  nuclear   power  plants. 

VAHOA.S.  A.          Assistant   Director   far  Light  Mater  Reactors.      79/11/29. 
3pp. 

7912  1301  3S  Responds   to  790329   Itr   re   concerns   w/micleor   pouer. 
Sunnariies  requirements   fc  procedures  affecting   design  It 
operational  aspects   af  nuclear   power  plants. 
VARBA.S.A.  Assistant    Director    for  Light   Hater  Reactors.       79/11/2B. 


791217Q16S  Forwards  Aaand    2   tu  CPPR-141.CPPH-142  &  CPPR-143  I  notice 
D<f   Issuance  It  availabili  tu. 
BELLS.  D.E.  Envirnna-ental  Projects   Branch   S.      79/11/29.      3pn. 

—  7913190173  Amend   2   tn  CPPH-141,  CPFR-142  fc  CPPR-143,  refloating   waiver   to 

licensee   caanttaent  made   during   e-nvlran   review  b  providing 

far  weed   control    along    pipeline   route. 

VABSALLO,  D.  B.         Divliion   of   Project  Management.      79/11/30.      3pp. 

—  771Z190166  Notice  of   issuance   6  availability   of  Amend  S,  to  CPPR-141. 

CPPH-142  t  CPPR-143. 

BELLS,  D.E.  Environmental   Projvcts   Branch   2.      79/11/30.      Bpp. 

D.    NHC   Draft/Final   Environmental   Statements,    auppls  I  correspondence 

7912130361   Discussal   rejection  of   preferred   right-of-way    fop  alignment 
of   transnission   line   Proa   plant   alto   to  K<jrene,AZ,    t 
provide-  a   alternative-  routing   through  Rainbow  Valley.  One 
overs!  ic   drawing,  available    In  Central   Files   only. 
VAN  BHUNT.E.E.      Ariiotia  Public   Service   Co.      77/12/03.       3pp. 

F.    Security,    medicalt    enerjvncij   &   fire  protection  pistil 


— 791S060047   IE  Insp   Repts   SO-S2B/79-06  6  30-527/79-06  on  79091 7-8 L  Hn 
noncoBpliance   noted.  Major   areas   inspected:  ASKE  CBrtified- 
eontt   activities,  safety-related   piping    ln«tallation   b 
welding  &  containoBnt   steel   structures  li  support*. 
DODDS.ft.T.  Region   9i    Ban  Francisco.    Raactor  Construction  fa 

Engineering   Support  Branch.      EC  KHAR  DT,  J.  H.  ,    IftJTBDN.T.  H.  Region 

3>    Ban  Francisco,    Office   of   the  Director.      79/11/DI.      Bpp. 

7912100271   Forwards   IE  Info  Notice   79-29,    "Overloading   of  Structural 
Elaaints  Due   to  Pipe  Support  Loads."  No  response  raqulrari. 
EHGELKEN.R.H,  Region   3,    San  Francisco,    Office   of   the  Director. 

79/um.     ip. 

791211050B  Forwards   IE   Info  Notice  79-29.    -Loss   of   Nonsaf ety-Relatvd 
Reactor  Coolant   Bgs   Instrumentation  During   Dparatlan. "  Hn 
specific   action   or   response   required. 

ENOELKEN,  H.  H.  Region   S.    San  Francisco,    Offlca   of   the  Director. 

79/11/li.       lp. 

7912070016  Forwards   IE  Circular  79-24,    "Proper   Installation  li  Callbr   o* 
Care  Spray   Pipe  Break   Detection  Equipment   on  BHRa. "  No 
rasponiB  required. 

ENOELKEN,  n.  H.  Region   5.    Ban  Francisco.    Office   of   the  Director. 

79/11/26.       Ip. 

7912110266  Forwards   IE  Circular  79-23,    "Motor  Starters  tc  Cont.ctoTi 
Failed   to  Operate.  "  No   response  required. 

ENOELKEN,  R.  H.  Region   S,    San  Francisco,    Office   of   the  Director. 

79/11/26.       lp. 

7912110492  Notifies   that   NRC   intends   to  routinely   forward   to 
appropriate   state  public   utll   regulatory   groups  ti   it*te  attij 
general   ofcs   copies   of    escalated   enforcement  correspondence 
sint  by   NRC   to   licensees. 

ENOELKEN,  H.  H.  Region   S,    Ban  Francisco,    Offica   of   the  Dir«etor. 

79/11/26.       lp. 


7712040471   Forwards   info  re   upgraded   anergincg   plans  to   plants   under 
const  &  DL  review. Applicants  required   to   male   certain 
energincij   arrangenents  u/state-  h   local   organitations  & 
subnit   DH*rflBnci|   plans  per   Reg   Quid*    1.  101. 
VABBALLO,  B.  fl.         Division  of  Project   f1anag*i,ent.      79/11/21.       6pp. 


791319D11B  Forwards  IE  Bulletin  79-27,  "Lose  of  Non-Clan  IE 
InatrunentBtlon  tt  Control  Pouar  BUB  Bus  During  Operation.  " 
No  written  response  required. 

ENOELKEN. R.  H.  Region   9,    Ban  Francisco,    Office   of   the  Director. 

79/11/30.       lp. 


a.    AdjutfiCBtury   correspondence 


791213005B  Forwards   petition   bu   HA  Baldwin* requesting   that  NRC   prepare 
supplemental   environ    statancntn   re  Class   9  jtccidints  at 
Faci  1  itias.  Appropriate  action   will   be   taken. 
DENTON.H-R.      Office   of  Nuclear   Reactor   Regulation.      79/11/27.       3pp, 

— 791213O070  fionuost   for  action   under   1OCFR3.  SD6, for  preparation   of 
supplemental  Era   concerning    impact   of  Class  T  accident*  at 
Facilities. 

WLLEfl.  D.  fi.         Division  of   Bit*   Safety   &   Environmental   Analytic. 
77/11/23.      lp. 

791220O15B  Ac  k  receipt   at  791O24   petition  1.   forwards  FR  not  tea    far 
request   far   action   p-ir    1OCFR2.  2O6. 
DENTON.H.R.      Office   of   Nuclear   Reactor  Hegulotion.      77/11/97.       3pp. 

— 79132001 6B  Notice  of    Issuance  &  availability   of  Friends   of   tht   Earth 
791024  petition  requeatlng   that  NFtC   prepare   supplemental 
E1S  r*   iapact   of   CJjiss   9   accident  at   facilities, 
hPJLLER.D.R.         Division   of   Bite   Safety  &  Environnental   An*lv>is. 
77/11/83.      lp. 

7? 12380500  Requests   subitantlve   response   to   791024  request   for   NRC  to 
supplement  £15  to  consider   const nu«ncn*   of   Class  9  nuclear 
accidents. Failure   to  respond   bg   BO01O4  uill    indicate  NHC 
does  nut  plan  to   require   suppl. 
BALDWIN,  H  A.      Friends   of   ths   Earth.      79/13/31.       lp. 

I.    Financial    information 


771231026B  Forwards    IE   Info  Notice   79-30,    -Reporting   of  Defects  & 

Nonconpliances,  10CFR21.  "   No   action  required. 

ENOELKEN,  R.  H.  Region   5,    Ban  Francisco,    Office   of  the   Director. 

79/12/0&.      4pp. 

7912180439  Forwards  rep  lit   to   IE  Bulletin  79-23,    "Packaging  Failure   of 
Emergency   Diesel   Oenerator  Field   Exciter  Transformer. " 
SPENCER, 0.8.  Region   9.    Ban  Francisco,    Reactor  Construction  t 

Engineering  Support  Branch.      77/12/07.      lp. 

— 79121B0449  Responds   to    IE  Bulletin  79-33,    -Potential   Failure   of 
Emergency   Diesel   Generator  Field   Eicitsr-  Transformer.  " 
Startup   schedule   Includes  24- h    full   load   test   for  Unit   1 
prior   to   fuel    load. 
VAN  BRUNT.E.E.      Arliona  Public   Service  Co.      79/1O/O3.       lp. 

7912200229  Foruflrd*   IE  Bulletin  79-2B,    "Possible  Malfunction   of  Naetco 
Model  EA1BD  Limit  Switches   at  Elevated  Temps."   Action 
required. 

ENOELKEN, R. H.  Region   9,    Ban  Francisco,    Office   of   the  Director. 

79/12/07.       lp. 

77122BOS93  Forwards   IE   Info  Notice  79-31.    -Use   of   Incorrect  Amplified 
Response  Spectra. "   No  written  response  required. 

ENOELKEN. R. H.  Region   3,    Ban  Francisco,    Office   of   the  Director. 

79/12/13.       ip. 


DOCKET  STN-50-S29  PALO  VERDE  NUCLEAR  STATION,    UNIT  2 


A.    Application/construction  stage   documents  &  correspondence 


7^12190*37  Notifies   of   ccnpletlun  of  ravim   af   utll  registration 
statement  per  SEC  request.  No   inaccuracies    or   oatssluns 
found. 
LICITRA.E.A,  Light  Hater  Reactors   Branch   3.      79/12/O3.       lp. 

Q.    Inspection   reports,    IE  Bulletin!   tt  correspondence 

791206003S  Forward*   IE  Insp   Repta   M-Baa/79-oa  b   3O-329/79-O6   on 
770917-21. No  noncompliance  noted. 

SPENCER. Q.G.  Region   S.    Ban  Francisco.    Reactor  Construction   fc 

Engineering   Support  Branch.      79/11/02.      3flp. 


7912110264  Discusses   NHC   plans   to   uae   generic   analyses   to   develop   earl-g 
verification   prograa  to  resolve   ATW9   issue   for  PMRs   fc  BURs. 
Success   of   progran  depends   on   industry  reiponie.  Bupeort* 
formation  of   owner*   groups   to   provide  necesiaru   Infa. 
DENTON.H.R.      Office   of   Nuclear  Reactor  Regulation.      79/10/17.      Sep. 

791217003B  Forwards  UA  Baldwin   of  Friends   of   the  Earth  791O2*  reiunt 
for   preparation   of  addl    environ   statements  re  Class  9 
accidents  at   facilities).  Petition  being   handled   as  request 
for  action   under   1QCFR2. 206. 
DENTON.KR.      Office   of   Nuclear  Reactor  Regulation.      77/11/27.      2pp. 


DOCKETED  BTERflS 
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7912170064   Forward*   WA  Baldwin    of   Frlendi    of    the    Earth   791O24  request 
for    preparation   of    addl    environ    statements   re   Class   9 
accidents    ait    facilities.  Petition    being    handled    as    request 
for   action    under    10CFR2.  306. 
DENTON.  H.  R,        Office    of    Nuclear    Reactor   Regulation.        79/11/97.        Bpp. 

7912130048  Respond*    to    790411    ttr   re    concerns    in/ emergency    situations  t, 
disposal    of  waite  ma  ti.  Summarlies    requirements    b   procedures 
Affecting    deilgn   t/    operational    aspects    of   nuclear    power 
plant*. 

VARQAiB.A.  Assistant  Director    for   Light   Mater   Reactors.      79/I1/SB. 

2pp. 

7913130132   Responds    to    790103    Itr   re    concerns    iii/const   of   plant, 
aummariies    requirements,     ft   procedures   affecting    design   h 
optratlaniBl    aspects    of   nuclear   power    plants. 

VAROA-B.  A.  As  Ho  tan  t  Director    for   Light  Ha  tar  Reactors.      79/11/2B. 

3pp. 

7-912130139   Respond*    to    790329    Itr   re   concerns    in/nuclear    power. 
Bumtiariieo    requiroroont*   &    procedures   affecting    design   & 
operation*!   aspects    of   nuclear    power    planti. 
VAROA,  0.  ft.  Assistant   Director    for   Light  Hater  Reactors.       79/11 /SB, 

Spp. 

79121901AS  Forward*  Amend   B   to   CPPR-l<H,CPPR-14a  t.  CPPR-143  &  notice 
of   tesuancB  It  availability. 
flELLB.  B.  E.  Environmental    Projects   Branch    2.       79/11/29,      2pp, 

— 79U190L73    Amend    2    to   CPPR-1-41,  CPPR-ME  5.  CPPR-H3,  reflecting  waiver   to 
llc*fi««*>   commitment  made  during   environ  raviau  &  providing 
fur   Mead    control    along    pipeline   route. 
VABBALLO.D.  B.         Diviiion   of   Projoet  Management.       79/11/30.      3pp. 


I.     Financial    information 


7912190627    Notifies    of    completion    of    review   of    util    rejlst ration 
statement    per  SEC    request.  No    Inaccuracies   or    omissions 
f  ptind. 
LICITRA.E.  A.  Light    Mater    Reactors    Branch    3.       79/1SYO3.         If-. 

O.     Inspection   reports,     IE  Bulletins   t   correspondence 

791HO60035  Forwards    IE   Insp    Rvpts    SO-52B/79-0&  8.   50-529/79-06  on 
790917-31.  No   noncompl ianco    noted. 

SPENCER.  0.  S.  Region   5,     3an   Francisco,    Reactor   Construction    & 

Engineering    Support    Branch.        79/11/05.      2pp. 

— 79120&0047     IE    Inap    flepta    SO-53S/79-06   fc   50-529/79-06    on    790917-21- Mo 
noncompliancB    noted. Major    areas    inspected:  ASME  c«rtified- 
const    act  ivi  ti  ss,  sat  sty-related    piping    installation    ti 
welding    t    containment    stBuI    structure!   &   supports. 
DQDDE.  R.  T.  Region   9.     San  Francisco.    Reactor   Construction    b 

Engineering    Support   Branch..       ECKHAHDT,  J.  H.  ,     HUTSQN.T.H.  Rngion 

S,    San    Francisco.     Office    of   the  Director.       79/11/O1.       Bpp. 

7913100371    Forwards    IE   Info   Notice   79-2H.    "Overloading    of   Structural 
Elengnts    DUB    to   Pipe   Support    Loads."  No   response  raqulred. 
ENGELKEMi  R.  H.  Region   5.     San  Francisco.    Office  of    the    Director. 

79/11/Ii.        lp. 

791B110SDB   Forwards    3E    Info   Notice   79-39.    "Loss    of  Noniaf otu-Ralated 
Reactor    Coolant   Sys    Instrumentation  During    Operation.  "    N-a 
specific    action    or    response    required. 

ENGELKEHi  R.  H.  Region   3.     San   Francisco,    OFMce  of    the    Director. 

79/11/14.        lp. 


— 791B1901B6    Notio   of    iiiu«nce   ti  availabllltu    of   Amend   2,  to  CPFR-141, 
CPPR-14S    &  CPPR-143. 
BELLBi  D.  E.  Environmental   Projects   Branch   2.       79/11/30.      2pp. 

D.    NRC   Draft/Final   Environmental    Statement*!     tuppta   b   corraipondence 

7712130961    Dlocunet    rajection    of   preferred    rlght-af-wau,    for  alignment 
of    tranimi**ion    lino    from   plant    «ite    to  KyraneiAZ,    t 
provider   alternative   routing   through  Rainbaui  Ualloij.ani; 
overiltB'    drawingi  available    In   Central   Files    nnlg. 
VAN  BRUMT.E.  E.       Arl  lana  Public    Service  Co,       79/12/03. 


3pp. 


F.     Security!     medical,     emergency    fa   fire    protection    plans 


7712040471    Forwards    info   re    upgraded    amnrgn-ncij    plans    to    plants   under 
conft  fa  DL  review.  Applicant*   required   to  make  curtain 
inirgency   arrangimvnts  u/statt  t<   local   or-ganliation*  b 
submit   «-me>rgBneu   plant  per  R*g   Ouide   1.  1O1. 
vABBALLd.  D.  B.        Dlvlvlon  of  Projtct  Hanagnniant.      79/11/21.      6pp. 


O.     Adjudtcatoru    corraapondence 


791H07001&   Forwards    IE  Circular  79-21,    TropBr-    Installation    8r  Callbr    of 
Core  Spray    Pipe   Break    Detection   Equipment   on   BKRs.  "   Mo 
response    re  quired. 

ENOELKEN,  R.  H.  Region .3.     San   Francisco,     Office   of    the    Director. 

77/11/26.        lp. 

791HH02A6   Foruiarda    IE  Circular  79-23,     "Motor    Starters    !<   Contactors 
Failed     to    Operate.  "    No    response    required. 

ENOELKEN,  R.  H.  Region   5.     San  Francisco,    Of  Pice   of    the   Director. 

79/11/26.        lp. 

791Etl0492   Notifies    that  NRC    intends    to  routinely    forward    to 
appropriate    state    public    util    regulatory   groups  tc   stats   atty 
general    afci    copies    of   escalated    enforcement:   correspondence 
sent   by    NRC    to    licensees, 

ENGELKEMi  R.  H.  Region   5.     San   Francisco,    Office   of    the   Director. 

79/11/36.        lp. 

7712190118  Forwards  IE  Bulletin  79-27,  "Loss  of  Nnn-Class  IE 
Instrumentation  &  Control  Pouier  Bys  Bus  During  Operation.  " 
No  written  response  required. 

ENOELKEM,  R- H.  Region   S,     San   Francisco,    Office  of    the    Director- 

79/11/30.        lp. 


771213009B  Forward i   petition  bij  WA  Baldwin,  requ»*tlnu.   that  NRC  prepare 
supplemental   environ   statements   re  Cla*i   9  accident*  at 
facllitlett.  Appropriate    action  ulll    be    taken. 
DENTON.H.  R.       Dfflc»    of   Nuclear   Reactor   Ragulatlon.       79/11/27.      3pp. 


79123103A8  Forward's    IE   Info  Notice  79-30,     "Reporting    of   Defects   d 
Noncompllances,  1OCFR21.  "   Ha    action  required. 

ENOELKEN,  Ft.  H.  Region  S.     San  Francisco.    Office  of    the    Dip«ctor. 

79/12/06.        4pp. 


— 7912130070   Request    for    action    under    10CFR2,  206,  for    preparation   of 
*uppl*nent«l  EIB  concerning   impact   of  Clo*s  9  accldantv  at 
facllltiei, 

MULLER.  D.  R.         Division   of  Bit*    Bafntu   tc  Environmental   Analysis. 
79/11/33.       lp. 

V?12a0015B  Ack   rvcelpt   of  791024   pstitlon  h  foTward*  FR  notice  for 
request   Par   action   per   10CFRH. 206. 
DENTON.H.  R.      Otfico    of  Nuclear  Rnactor  Regulation.      79/11/27.      3pp. 

— 79ia200te.S   No  tic*  of    Uvuance  h  availability   of  Friends  of  the  Earth 
791024    petition   raqueflting    that    NRC   prepar*   •upplenantal 
EIS  re    Impact   of  Clas*  9  accident  at   facilities. 
MULLERi  D.  R.        DlvUlon  of  Site   Bafetu  h  Environmental  Analuilo. 
79/11/23.       lp. 

79122B090B    Reque*ti    »ub«t«ntlvit   response    to   791024  reqou*t    for  NRC   to 
tupplemsnt   EIS   to    consider   ton*equ*nc*a   of  Class   9   nuclear 
accident*.  Failure   to   respond   by  B001D4  will    indicate  NRC 
doe*  not   pl»n   to  require  ouppl. 
HALDHIN.M.  A,      FrUnila    of   the   Earth.       79/13/21.       lp. 


7913180439   Forwards    reply    to    IE  Bulletin  79-23,     "Packaalng    Failure    nf 
Emergency    Diesel    CJenerator    Field   Eieiter  Transformer.  " 
SPENCER.  0. 9.  Rbgion   5.     Ban  Franciico,    Raactor    Construction   h 

En-jineering    Support    Branch.       79/12/07.       lp. 

— 79121HO44S   Responds    to    IE  Bulletin  79-23,    "Potential    Failure   of 
Emergency    Dieiel    Generator    Fiald  Exciter    Transformer. " 
Startup    schedule    includes   24-h    full    load    test    for   Unit    1 
prior    tn    fuel    lead, 
VAN  BRUNTtE.  E.       Ariiona   Public   Service  Co.        79/10/O3.        ip. 

791S200229   Faruiarda    IE  flullstin  79-2S.    "Possible   Malfunction    of  Hamco 
Model   EVMBQ  Limit   Sultche*    at  EUvated   Temps.  "    Action 
required. 

ENOELKEMfR.  H,  Bsoion   3.     Son  Francisco,    Opfice  of    the>    Direetor. 

79/1H/O7.         lp. 

7912260595  Forwards    IE   Info    Malice  79-31.    "Use    of   Incorrect   Ampllflod 
R*ftpon>a    Spectra.  "    No  uritten  response  required. 

ENOELKEN.  R.  H.  Region   3.     Ban  Francisco,    Office   of    the    Director- 

79/12/13.        lp. 
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DOCKETED  ITEMS 


DOCKET    STH-50-S30    PALO    VERDE    NUCLEAR    STATION,     UNIT    3 

791211O264    Discusses    titiC    plans    to    use     generic    analyses    to    develop    earlg 
verification    program    fco    resolve    ATWB    issue    for   PWHs    6   DHRs 
Success    of    program    dep  end  s    on     industry    response.  Supports 
formation    of    owners    groups     to    provide    necessary    Info. 
DENTDN;  H    R.        Office    of    Nuclear    Reactor    Regulation.        79/10/17.        3pp. 

791217OQ3B    Furuiards    HA    Balriuin    of    Friends    of    the   Earth    791024    request 
for    preparation    of    addl     environ    abatements    re    Class    9 
accidents    at    facilities    Petition    being    handled    as.    request 
for    action    under     EQCFR2. 3O6 
DENTDN, H   R.        Office    of    Nuclear    Reactor-    Regulation.        79/11/57.        2pp. 

7913170064    Forwards    HA    Baldwin    of    Friends    of     the   Earth    791024    request 
For    preparation    of    add]     environ    statements    re    Class    9 
accidents    at    facilities    Petition    being    handled    as    request 
for    action    under    1GCFR3.  206 
DENTDN. H.R.        Office    of    Nuclear    Reactor    Regulation.        79/11/27.        3pp. 


— 7913200168   Notice    of    issuance    &    aval  lab  1 1 1  ly    nf    Friends    of    the    Eartft 
791Q24    petition   requesting    that    NRC    prepare    supplemental 
EIS   re    impact    of    Class    9  accident   at    facilities. 

MULLER.D.R.          Division    of    Site    Safety    (,   Environmental    Analysis. 
79/11/23.         Ip. 

7912280308   Requests    substantive    response    to    791024    request    for   MRC    to 
supplement   EIS   to    consider    consequences    of   Class    ?  nuclear 
accidents, Fa i  lure    to   respond    by    B001O4   uill    indicate   NRC 
does    not    plan    to    require    suppl. 
BALDWIN,  W.  A.        Friends    of    the    Earth.        79/13/31.        Ip. 


1.     Financial    information 


7913190627   Notifies    of    completion    of   review   of    util    registration 
statement    per  EEC   request. No    inaccuracies    or    omissions 
found. 
LICITRA.E.A  Light    Water   fiaactors    Branch    3.       79/13/03.       Ip, 

0.     Inspection   reports,     IE  Bulletins    &   correspondence 


791213004B   Responds    to    790411     1  tr    re    concerns    Lj/Bmergsncy    situations   * 
disposal     of    tuaste    mail.  Summer  i  IPS    requirements   &    procedures 
affecting    design   &   operational    a-spgcts    oF   nuclear    nOLicr 
plants. 

VARQA.  S.  A.  Assistant    Director    fur    Light    Water    Reactors.        79/11/213, 

Spp. 

7912130133   Responds     tn    7904OS     Itr    rp    concerns    u/const    of    plant, 
Summanies    requirements.     &    procedures    afFetting    design   t> 
operational    aspects    of    nuclear    power    plants. 

VADGH,  S.  A.  Assistant    Director    for    Light    Water   Reactors.        79/11/28. 

3|ip. 

7913130135   Responds     to    7903^9     1 tr    re    concerns    ui/nuclear    poumr. 
SummariiBB    requi  rcjuents    (.    procedures    affecting    design   !< 
operational    aspects    <it    nuclear    power    plants. 

VABGA.S    ft.  Assistant    Director    for    Light    Hater   Reactors          79/11/23, 

2|>p 

79 1.2 1901 6 5   Foruards    Amend    2    to    CPPR-  141 ,  CPPR-143   t,   CPPR-143   J,    notiCB 
oF    issuance   I-    availability 
SELLS, D.E.  Environmental    Projects    Dranch    2        79/11/29.        3pp. 


7912100271    Forwards    IE    Info   Notice   79-2B,     "Overloading    of   Structural 
Elements    Due    to  Pipe    Support    Loads,"    No   response    required. 
EHQELKEN.R.  H.  Region    5,     San    Francisco,     Office    of    the    Diractor. 

79/11/16.        Ip. 

7912110903  Fonuarfls    IE    Info   Notice   79-29,     "Loss    of   Nonsaf etu-Relat&d 
Reactor  Coolant   Bus    Instrumentation   During   Operation."    No 
specific    action   or   response    required. 

ENGELKEN.R.H.  Region    5.    San   Francisco,    Office    oF    the    Dlroctnr 

79/11/16,        Ip. 

791H070016  Forwards    IE  Circular    79-24,     "Proper    Installation   t  Calilr   of 
Core  Spray    Pipe    Break    Detection    Equipment   on   BWRs.  "    No 
response   required, 

ENG£LKEN,  R.  H.  Region    5,     San    Francisco,     Office    of    the    Director, 

79/11/36.        Ip. 

79121102a6  Forwards    IE   Circular   79-23,     "Motor    Starters    fc  Contactors 
Failed    to   Operate."    No    response    required. 

ENGELKEN.R.H  Region    5,     San    Francisco,     Office    of    the    Director. 

79/11/26.        Ip. 


--V912190173    Amend    £    to    CPPJc-M! ,  CTPH-!  42    k   CPPR-143,  ref  lee  ting    uaiver    tc 
licensee    £ammit,mcut.    mcidt     dui'ing    *nvi  ron    rev  i  ecu   tt    providing 
for    uieedl    central    aloitg    pip^Mite    rnute. 
VASSAL L 0,  D   n  Division    at    Project    Managanient.        79/11/30.        3pp. 


availability    of   Amend    2, to   CPPR-141, 


— 7912190186   Notice    of     isauai 
CHPR-11?   f,   CFPfl-HJ. 
SELLS,  0    E.  Environmental    Projects    Branch    2.        79V11/30.        2pp. 


D.    NRt   Drafl-/Final    Env ir onraen t a  1    Statements,     stippls   t,    correspondence 


7913110492  Notifies    that    NRC    intends    to   routinely    Forward    to 
appropriate    state   public    util    regulatory    groups    ti    state    attij 
general    ofcs    copies    of    escalated    enforcement    correspondenco 
sent    by    NRC    to    licensees. 

ENGELKEN.R.  H,  Region    5.    San   Francisco,    Office    of    the    Director. 

79/11/26.       Ip. 

7912I90HB  Foruards  IE  Bulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  d  Control  Pouer  3ys  Bus  During  Operation," 
Nq  written  response  required. 

ENGELKEN.R,  H.  Region    9,     Ban    Francisco,     Office    of    the    Diractar. 

79/11/30,        Ip. 


7912130561    Uiscusses    rejection    of     prtterrpd    riglit-of-uiau    For   alignment 
o*     transmission     line    from    plant     sifcu     to    Kijrene,  M,     It 
provides    alternative    routing    through    Rainbow   Valley. One 
nversiie    d rawing . ava i lab  1*     in   Central    Files    only 
VAN    URUNT.E   E.        Orilona    Public    -Service    Co.        79/12/O3.        3pp. 


791231036B   Forwards    IE    Info    Notice    79-30,     "Reporting    oF    Dsfecta   !< 
Nancompliances,  10CFR21.  "    No   action   required. 

ENGELKEN.R.H.  Region    3,     Ban    Francisco.     Office    of    the    Director. 

79/12/04,        4pp. 


F.     Security, 


al.     emprgtnt  i|    !.    fue    protection   plane 


7912040471    Foruar-ds    info    re    upgraded    emergency    plans    to    plants    under 
const    [<   OL    review.  Appl  icants     roquired     to    make    certain 
emergency     arrangements    iu/ state    It     local    organiiatinns    i 
submit    emergertcu    pi  ran-,     per    Reg    Guide     1     1O1 
VASSALLfJ.D.  0.  Division    of    ProjeLt    Managomenl.       79/11/31.        6pp. 

O.     Ad  judicatorij    correspondent  e 


791313Q09S   Foruaros    petition    bif   WA    Baldui  n,  requesting     that   NRC    prepare 
supplemoiital    environ    statements    rp    Class   9   accidents    at 
facilities    Appropriate    action   uu  i  1    be     taken. 
DENTDM.H.R.        Office    of    Nuclear    Reactor    Regulation.        79/11/37.        Spp. 


79121S0439   Forwards    reply    to    IE    Ilulletin    79-33,     "Packaging    Failure    of 
Emergency    Diesel    Generator   Field    Eiciler   Transformer." 
SPENCEH.O.  S.  Region   5,    San   Francisco,    Reactor   Construction   & 

Engineering   Support    Branch.       79/12/07.       Ip, 

— 79121BQ443  Responds    to    IE  Bulletin   79-23,     "Potential    Failure    of 
Emergency    Diesel   Oenariitar   Field   Eiciter   Transformer.  " 
Start-up    schedule    includes   24-h    full    load    test    for   Unit    1 
prior    to    Fuel    load. 
VAN  BRUNT,  E.  E,       Arizona   Public    Service   Co.       79/10/03.       Ip. 

7913200239  Forwards    IE  Bulletin    79-SB,     "Possible  Malfunction    of  Namco 
Hotel    EAIBO   Limit    Switches    at    Elevated    Temps. "    Action 
required. 

ENOELKEN,  R.  H.  Region    3.     San   Francisco.    Office    of    the   Director 

79/12/07.        Ip. 


— 791E130070    Reque-Bt     Pot-    action    under    1OCFR2    206.  For    preparation    of 
supplemental    EIS   concerning    impact    of   Clasa   t  accidents   at 
Facilities. 

MULLER.D.fl.         Division    of   Site    Safety    fc   Environmental    Analysis. 
79/11/23.        Ip 


7912230575  Foruards    IE    Info  Notice   79-31,     "Uau    of    Incorrect   AmplifJnil 
Response  Spectra."   No   written   response   required. 

ENGELKEN.R.H.  Region.   5,    San   Francisco,    Office    of    the   Director 

79/13/13,        Ip. 


7912300159   Ack    receipt    nf    791024    petition    &    f.ovuards    FR    notice    fur 
re(UBnt    for    action    par    10CFFIS  30&. 
DENTDN,  H.  R.        Office    of    Nuclear    Reactor    Regulation.        79/11/27.        3pp 
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DOCKET    50-537   CLINCH   RIVER    BREEDER    REACTOR 

A.    Appl Icatlon/construction    stage    document*    &   correspondence 

7911290133  Discusses   rands    to  NHC    position   re   status   8.  applicability    of 
TM1-2   accident    review   !<   NUReO-057B    to    facilities    under 
const. Forwards    addl    Info    to    be    considered    In    development    of 
final    plant   design   ti    procedures. 
VASBALLOr  D.  B.         Division    of    Pro ject  Management.       79/10/10.       4pp. 


79131O002S   Discusses    issuance    of    Amend    17    to   License    DPR-64,  uh  ich 
authoriied    operation    at     1OQX   power. Ha i    allowable    Foe   already 
paid    by    util.No   addl    fea   required. 
MILLER,  W.  O.  License    Fee   Management   Branch.       79/11/13.        Ip. 

— 7912100066   Provides   ACRS   prof    manpower    eipenditure    estimates    For   CP 
OL    reviews. 

FRALEY.  R.  F.        ACRS   -    Advisory    Committee    on   Raactor   Saf-eguards. 
78/11/01.        tp. 


7912110264   Discusses   NRC    plans     to    use    generic    analyses    to    develop    early 
verification   program    to  resolve   ATMS   issue    For   PURs   t,  BURs. 
Success    of   program   depends    an    industry   response. Supports 
formation   of    owners    groups    to   provide   necssiary    info, 
DENTONiH.R.       Office    of  Nuclear   Reactor   Regulation.       79/1O/17.       3pp. 


— 7912100D79   Bequests    info    re   ACRS   prof    man-hrs    etpended    on    review   of 
each   reactor.  Data    for    safety,  environ   t   antitrust    hearing 
concerns   should    be    inc  lulled.  Associated    travel    should    not    be 
shown. 
MILLER,  W.  O  License    Fee   Management   Branch.       7B/1CVO2.        Ip. 


7912200578  Forwards   WARD-D-OOSO, Revision   3,     "Facility   Core   Assembly 
Hot   Channel    Factors  Preliminary    Analysis," 

COPELAND.R.  L.       Enema-  Dapt.  of.    Clinch   River    Breeder   Reactor    Plant. 
79/12/14.       Ip. 

-- 7912200584    "Facility    Cor*   Assembly    Hot   Channel   Factors   Preliminary 
Analysis'"  Revision   3. 

FRIEDLAND,  A.  J.  .    MARKLEY,  R.  A.       Ueitingtiause   Electric   Corp. 
WARD-D-OOSO  R3.       79/12/14.       162pp. 


DOCKET   30-939  MEMPHIS  STATE  UNIV.    HESEARCH   REACTOR 

F.    S«curityr    medical,    emergency   d    fire   protection   plans 

7912120206  Forwards    draft   Reg    Guide    5.  XX,     "Btd   Format  I>  Content   for 
Licensee   Physical    Security   Plan    For  Protection   of  8NM  of 
Moderate   or  Lou   Strategic    Bi gnif  icanco.  "    W/o   end. 
REID.R.W.  Operating   Reactors   Branch    4    <Pre  791030).      79/O8/32. 

2pp. 


791S17Q021     Informs    of    denial    of    790629   &   0737   requests    far    su 
or    revocation   of  CPs. 
CASE.E.O.       Office    of    Nuclear   Reactor    Regulation.       77/11/27. 


—7912170026   Denies    79O629    t,   0727   requests    for    suspension    or    revocation 
of    CPs    due    to   absence    of    special    circumstances.  Items    raised 
uare  considered    in   DL    review. 
CASE.E.Q.       Office    of   Nuclear    Reactor   Regulation.       79/11/27.        14pp. 

—  7912170031    Submits    addl     items    to    be    considered    in   review    of   790629 
request    for    suspension    or   revocation    of   CPs.  Requests 

hearing. 

EVED.J.A.       Sassafras    Audubon    Society.       79/09/04,        3pp. 

7912120399  Forwards   proposed    pre-operational    radiological    environ 
monitoring    program.  Requests   concurrence. 
SHIELDS,  S.  W.      Public    Service  Co.     of    Indiana,    Inc.       79/11/30.      App. 

F.     Security,    medical,    emergency   &   fire   protection  plans 


J.     Insurance  b    indemnity    information 

7912210297  Forwards    executed   Amend    3   to    Indemnity   Agreement  E-59 
defining    "in   course    of   transportation. " 
JONEBiD.H.       Memphis   State    Univ.       79/12/14.       2pp. 

9.    Rep  or  table   occurrences.    LERn   &   related    correspondence 

7912130619  Forwards    follouup    nipt    to   HD-79-3, 

JONES,  D.W.        Memphis    State    Univ.        79/11/24.        Ip. 

~-7912130i2B  Follouup    i-opt    to   RO-79-3:  on   791 1 16,  during   orestar tup ,  sh  i  aid 
water    lavel    float    suite])    assembly    failed    to    Initiate 
protective    trip    signal. Caused    by    gradual    buildup    of 
corrosion    products    in    internal    mechanise   of  microBUiitch. 
*     Memphis   Btate   Univ.       7W 11/26,       6pp. 


7912040471    Forwards    info   re   upgraded    emergency   plans    to   plants   under 
const   d    OL   review.  App  1  i  cants    required    to   mate   certain 
emergency    arrangements   LI/ state   ti   local    organizations  & 
submit  emergency    plaits    per  Reg   Guide   1.  101. 
VASSALLO.D.  B.          Division    nf   Project   Management.       79/11/21.        6pp. 


0.     Ad judicatory    correspondence 


7912110043   Forwards    comments    on   NUREQ-031 1.  Draft   OEIS   reflects 
conscious    It   deliberate   NRC    policy    to    jBopardiie   public 
health   tt   safety   &   thwart    objectives   of  NEPA. 
KEPFDHD.  C.       Environmental    Coalition   on   Nuclear   Power.        7<?/10/24. 


791221O36O   Foruavds    appeal     re   NRC    review   of   Di 
1DCFR2.  206. 
EVED.J.A.       Sassafras    Audubon   Society.        79/12/14 


tor's    decision   iindur 
IP- 


DOCKET  STN-BO-545  RESAR-39 

A.  Application/construction    stage    documents    &    correspondence 

79122B0049  Dlscusies    extension    review  matters    for    preliminary    design 
approval*.  In  response    to  781213    Itr    submitting   Amend    14   to 
RE8AR-3S. 
VAS8ALLD,D.  D,         Division   of   Project   Management.       79/12/13.       3pp. 

B.  Utility   Preliminary    Safety   Analysis   Report,     amends 

7912200396  Forwards   Amanil    15   to   REBAR-33,  in   response    fco  NRC  791313 
request   for  addl    info. 
ANDERSON,  T.  M.       Uattlnohouse   Electric    Corp.       79/12/16.      2pp. 

—7912800100  Amend    IB   to   RESAR-SS. 

»      UnntfnuhouiO    Electric    Corp.        79/13/31.        23pp. 


DOCKET  STN-30-S46  MARDLE  HILL  NUCLEAR   STATION,     UNIT   1 

A.    Application/construction    stage    documents    &  correspondence 

7912110264   Dlicuisis   NRC   plans    to    use   generic    analyses    to   develop    early 
verification  program   to  resolve  ATWS   issue   for  PWfia -i  BURs. 
Buceen   of   program   d»p«nds    on    industry    response. Supports . 
formation   of   Dinners    groups    to   provide   necessary    info. 
BENTON-H.R.       Offiea   of   Nuclear   Raactor  Regulation.       79/1&/17.      3ap, 


--7912210364   Appeals    for    review   of   Director's    decision    under    10CFR2. 306. 
Director   abused    disc  ret  ioiiary    pouer    in  denying   requests    to 
reopen    safety   hearings    at  meaningful    paint    in    licensing 
process, 
EVED.J.A.       Sa&safraa    Audubon   Society.       79/12/10.        IDpp. 

7913200917    Orders    e. tension    until    Q001O4    for   Mac    to   review   771127 
director's   decision   denying   Sassafras   Audubon  Society 
request    for    action   under    10CFR2.  204> 

CHILKrS.  J.        Office    of     the   Secretary    of    the   Commission         79/12/17. 
Ip. 


Q,      Inspection   reports,     IE   Bulletins    fc   correspondence 


7912130131    Foruards    IE    Insp    Repts    50-346/79-19   t.    50-547/79-17   on 
79O925-2H   &    1007-12.  No    nuncomp  1  iance    noted. 

FIORELLI.Q,  Region   3.     Chicago,     Reactor   Construction    &   Engineering 

Support   Dranch.      79/1O/23.      2pp. 

--7912130136   IE   Insp   Repts    50-S46/79-I9  fc  5O-547/79-I9  on   790925-20  t 
1O09-12. No   noncompl  i ance   noted.  Major  areas    inspected:  revi eu 
of    quality    records,  maint    for    installed   Category    1    matl    t 
uiork   re   off-loading    reactor   pressure  vessel. 
HAYES,  D.  W.  Region   3.    Chicago.    Reactor  Construction   t> 

Engineering    Support    Branch.       HAWKINS,  F.  C.  ,     WILLIAMS,  C.  C.  Region 

3,    Chicago,    Office    of    the  Director.       79/10/1B.      5pp. 

7912110261    Forwards    IE    Insp    Repta    50-546/79-19   6   50-547/79-19   on 
790935-20   t>    1009-12.  Mo   noncompl  iance    noted. 

FIORELLI.O.  Region   3.     Chicago,     Reactor   Construction    &   Engineering 

Support    Dranch.      77/1-O/23.      2pp. 
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— 791311O2ai    IE    Inap    Repta    50-34d/79-19    I.    30-347/79-19   on   790923-2B   (• 
1O09-13.  No  noticomp  1  lane  e    noted.  Ha  jor    areas    Inspected: 
observation    of   concrete    coring    work    <•   malnt    for    installed 
Category    1   matl    It    review   o-f   quality    records. 

HAWKINS, F.  C.  ,     HARRISON.  J.  J.  Region    3,     Chicago.     Office    of    the 

Director.       HAYES,  D.  W,  Region    3,     Chicago,    Reactor   Construction    l< 

Engineering    Support   Branch.        79/1Q/1H.        9pp. 

79120&OQ57  Responds    to.  NRC    791002    Itr   re    violations    noted    in    IE    Insp 
Repts   50-340/79-10   fc   50-547/79-10.  Correc tive   actions: 
instructed    personnel    to    verify    rate    of    Inad    twice    tfally    for 
min   of    1O    intervals. 
SHIELDS. 3.  U,       Public    Service   Co.     of    Indiana.     Inc.       79/11/01.       5pp. 

79120.90146  Forwards    IE  Circular   71-33,     "Stroke   Times    for    Pouei-  Operated 
Relief   Valves,"    No    response  required. 
KEPPLER.J.  B.  Region   3,    Chicago,     DPfice   of    the    Director.       79/11/li. 


—  7912070411    Reiponda    to   NRC  791002    Itr   re   violation*   noted    In   1C    In*p 
Repto    3O-344/79-07    k    SO-  347/79-07.  Corrective    action*: 
personnel    instructed    to   acquire   records   d  retest   areas 
taited    before   records   mere    an    site   &  accepted. 
SHIELDS,  S.  W,       Public    Service   Co.     af    Indiana,     Inc.       79/11/01,       2pp. 

7912110410  Notifies    that   NRC    intends    to   routinely    forward    to 
appropriate    state    public    util    regulatory    groups    &   itate   atty 
general    oPcs   cop  I  as   of    escalated    enforcement    correspondence 
sent   by   NRC    to    licensees. 
KEPPLEF1,  J.  0.  Region   3,    Chicago.    Office   of    the   Director.      79/11/28, 


791E190244  Forward*  IE  Bulletin  79-37,  "Loss  of  Non-Class  IE 
Instrumentation  b  Control  Power  9ys  Dui  During  Operation.  " 
No  written  response  required. 

KEPPLER.J,  Q.  Region   3,    Chicago,    Office    of    the    Director.      79</  11/30. 

IP. 


791S100243  Forwards    IE   Info-  Notice   77-23.     "Overloading    of  Structural 
Elements   Due    to   Pipe   Support   Loads."    No    response   required. 
KEPPLER.J.  0.  Region   3,    Chicago,    Office   of    the   Director.       79/11/16. 


791H140099  Forwards    IE    Info  Notice   79-30,     "Reporting    of   Defect*  & 
Nnneompliances, 10CFB21.  "    No   action   or   response   required, 
KEPPLER.J.  0.  Region   3.    Chicago,    Office   of    the   Director.       79/12/04. 

lp. 


791EU05B8  Forwards    IE    Info  Notice   79-29.     '•Lass    of   Nan»*  f  ety-Helatad 
Reactor   Coolant   5ys    Instrumentation   During    Operation.  "    No 
specific    action    DC    reiponsa   required. 

KEPPLER.J.  Q.  Region    3,     Chicago,     Office    of    the    Director.        79/11/16. 

lp. 


7912200141   Forwards    IE  Bulletin  79-2B.     "Possible  Malfunction   of  N*aca 
Model   EA1BO  Limit   Switches    at   Elevated    Temps."   Action 
required. 

KEPPLERiJ.  O.  Region   3,    Chicago,    Office   af    the   Director.       79/13/10. 

lp. 


7912260148  Forwards    IE   Insp    Repta    50-516/79-31    b  50-947/79-21    on 
791022-23,  No   noncnrnp  liance  noted. 

FIORELLI.8.  Region   3,    Chicago,    Reactor   Construction  b  Engineering 

Support   Branch.       79/11/16.       2pp. 

— 7912260153    IE    Insp    Repts    50-546/79-31    d    50-347/79-21    on   79IO23-26.  No 
noncompllance   noted.  Major   areas    inspec ted: surve i 1  lance   of 
•uilllaru    b  1  d  g,  containments,  storage   areas   tc  various 
location*    to    verify   compliance   u/79QaQ'7  stop  uori    order. 
JDNEB.C,  E,  i    WILLIAMS, C.  C.  Region   3,     Chicago,    Office   of    the 

Director.       79/11/14.       3pp. 

7912030407  Forwards    IE  Bulletin   79-8A,     "Boron  Lass   From  BUR  Control 
Blades."   No   response    required. 

KEPPLEfi.J.  Q.  Region  3.     Chicago,     Office   of    the    Director.       79/11/2O. 

lp. 


B.    Reportable    oecurrencear    LERs   J.  related    eorr»»pontiBnce 

791B210047  PNQ-I1I-79-I2:  on  771010, NRC   mill    hold    pren   confarence 
lummarfie    actlvitie*   re   project. 

KEPPLER.J.  0.  ,    FIQRELL.1,0.  Region   3,    Chicago,    Office   at   the 

Director.       79/10/10.       lp. 

7912300442  PND-III-79-017: on  791 1H7, regional    direction  b  selected 
membtra   oP  Const   Branch    requested    bg    Chairman   of 
Subcommittee   an  Environ, Energy   &  Natural   Resources    bo 
testify    Si   respond    to    questions    on    facilities. 

FIORELLI.Q.  ,    KEPPLER.J.O.  Region  3,    Chicago,    Office   of    the 

Director.       79/11/Hi.       lp. 

T.    Hearing    transcripts    on   non-antitrust  matters 


791B050110  Ack    receipt    of   7911O2    Itr    Informing    NOC    of    steps    taken   to 
correct   violations    noted    in    IE    Insp   Repts   5D~54&/79-09   b 
30-347/79-09. 

FlanELLIiO.  Region  3.     Chicago.     Reactor   Construction  b  Engineering 

Support   Branch.       79/11/2O.       lp. 


79121003&2  Statement   of   CC   Hi  11  lams   before   House  Commit ten   on  Oovt 
Dperatlonsi  Subcommittee    on  Energg   &  Natural    ftisourct*   ra 
UDolitij   af    const   at   site. 

UILLIAM3.C.  C.  Region   3,    Chicago.    Office    of    the   Director. 

79/12/O6.       13pp. 


— 7912030424  Responds    to  NRC   791002    Itr   re    violations    noted    in   IE   Insp 
Rapts    50-546/79-09   b    5O-547/79-Q9.  Corracliva   aetions:all 
nuclear    safety-related    canst    stopped,  Organ! lotion    d 
procadures   be-ing    re-evaluated. 
SHIELDS,  S,  M.       Public   Service   Co,     of    Indiana.     Inc.       7-9/11/02.       2pp. 

7912100442  Forwards    IE  Circular   79-24.     "Proper    Installation  fa  Calibr    of 
Core  Spray   Pipe    Great    Detection   Equipment   on   HWRa. "   No 
written  response   required. 

KEPPLGR..J.  0.  Region   3.    Chicago,    Offite    o*    tho   Director.       79/11/26. 

lp. 

791214022B  Forwards    IE   Circular   79-33.     "Motor   Starters  b  Contactors 
Failed    to    Operate."    No  written   rasponse    required. 

KEPPLER.J.  0.  Region  3.     Chicajo,    Office    of    the   Olreetor.       79/11/2&. 

lp. 

7912090290  Ack   receipt    of   791101    Itr    informing    NRC   of    steps    taken   to 
correct   violations   noted    In    IE    Insp    Repts    50-546/79-11    fa 
80-317/79-11. 

FIQRELLIiO,  Region   3,    Chicago,    Reactor   Construction  &  Engineering 

Support   Branch.       79/11/27.       lp. 

— 791B090301   Responds   to  NRC   Itr   ra  violations  noted   in    IE  Insp 
R»pt   SO-9«fi/79-ll    fa  SO-S47/79-11.  Corrective    action*: 
Independent  mgt    evaluation    of    PSI    Nuclear   Project.  Stringer 
bead   technique   under   re-evaluation. 
SHIELDS,  8,  R       Public   Service   CD.     op    Indiana,     Inc.       79/11/O1.       4pp. 

7912070402  ftck    rocelpt    of   791101    Itr    Informlne   NRC    of    steps    taken   to 
correct  violations   noted    lit   IE    Imp   Repti    50-54t/77-O7   b 
50-54.7/79-07. 

FlDRELLIi-0.  Region   3,    Chicago,    Raactor   Conitructlon   It  Engineering 

Sunoort   Branch.       79/11/27.       lp. 


U.    Conor aisionat /Executive   Correspondence 


7913130171   Comments    on  Houso    testimony   re    difficulty    In    evacuation   of 
large   population    ctrs    in    even!;   of   nuclear   accident.  Facility 
should    be    conildered    for    shutdown, due    to    proilmlty    to 
Louisvlllo.KY. 
FORD.M.  H.       Senate.       79/11/06.       lp. 


DOCKET  STN-50-547  MARBLE  HILL  NUCLEAR   STATION,    UNIT  2 

A.    Application/construction   stage   documents   fa   correspondence 

7912110261  Discusse*   NRC   plani    to   use    generic    analyses    to   develop    aarlu 
verification   program   to  resolve  ATMS    issue    for   PWRs   Ii  BURs. 
SucceiG   of   program  depends   on   Indufttry  r**pon««.  Support* 
formation    of   owners   groups    to    provide  necessary    info. 
DENTON,  H,  R.       Office    of   Nuclaar   Riactor  Rfgulation.       79/10/17.       3pp. 

7912100032  Discusses    Issuance    of   Amend    17    to   License   DPR-64, uhich 
authariiBd    operation   at    100X   pouter.  Mai    allou»bl»    f«a   already 
(laid   by    ubll.No   addl    fee    required. 
MILLER,  H,  Q,  License   Fee   Management   Branch.       79/11/13.       lp. 

— 791S10Q06&  Provide*   ACRB   prof   manpower   expenditure    estimates    for  CP  fc 
OL  rovieuis. 

FRALEViR.F.       ACRB  -  Advisory   Committee   on  Reactor   Bafeguardl, 
73/11/01.       lp. 

—7912100077  Requests   info  re  ACRB  prof  mani-hr*  *ip»nded   on  review  of 
each    reactor. Data    for    safety, environ   h  antitrust   hearing 
concerns    should    be    included. A**ociated    travel    should   not    be 
Bhoun. 
MILLER,  W.  a.  License  Fee  Management   Branch.       7B/10/DS.       lp. 
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7913170021    Informs    at    denial    of   79062?  &  0727   requests   far    suspension 
or   T avocation   of   CPs. 
CASE.E.  0.       Office    of   Nuclear   Reactor   Regulation.       77/11/27.       4pp. 

— 7913170086  Denies   790629   b  O727   request!    for    suspension    or   revocation 
of    CPi    duo    to   absence   of    special    c  Ircumttances.  Itemi   railed 
WIT*   considered    In   OL  review. 
CABE,E.O.       Office    of  Nuclear  Reactor   Regulation.      79/11/27.       14pp. 

— 7912170031   Submits   addl    items    to    he    considered    in   review  of   790629 
r* quest    for    iu»peniion    or    revocation   of  CPi.  Requeiti 
hearing. 
EYED.  J.  A.       Sassafras  Audubon  Society.       79/07/04.       3pp. 

791212039B  Foruardi    proposed    pre-operational    radiological    environ 

man!  tor  In}    program.  Request*    concurrence. 

SHIELDS,  B.H.       Public    Service   Co.     of    Indiana.     Inc.       79/11/30.       ftp  p. 

F.    Security,    medical,     emergency    It    fire    protection   plan* 

7912040471    Forward!    info  re   upgraded    emergency    plani    to   plants    under 
con*t   Ii  OL  raview.  Applicants    required    to    make   certain 
•  nergincy    arrangement!  u/itate  b    local    organ! lationi   b 
tuba  It  emergency   plans  par  Rag  fluid e   1,  101. 
VA88ALLO.D.B.         Division    of    Project   Management.       79/11/21.       6pp. 


0.     Adjudlcatory    correspondence 


7918110043  Foruardi    commend    on  NUREO-0511. Draft    OEI8  reflect* 
cnns-cioui   li   deliberate  NRC   policy    to    jeopardize   public 
h filth   b   iflfety    b   thwart    objective!    of  NEPA. 

KEPFDflD,  C.       environmental   Coalition    on  Nuclear  Power.      79/1D/24. 
WPP- 

7912210360  Forwards   appeal    re    NRC   review  of   Director'!    dicliion  under 
1MFRS.  206. 
EYEDjJ.  A,      B*«tafrai   Audubon  Society.      79/12/14.      lp. 


7912100243  Forwards    IE    Info   Notice    79-28,     "Overloading    of    Structural 
Elements   Duo    to   Pips    Support  Loads.  "    No  response  require*. 
KEPPLER,  J.  0.  Region   3.    Chicago.     Of  Pica    of    the  Director.       79/tl/lfi. 

lp. 

7913110569   Forwards     IE    Info    Ndticfl    79-27,     "Lais    of   Nonlaf Sty-Related 
Reactor   Coolant    8<js    Initrumentat Ion   During    Operation."   No 
specific   action   or   response    required. 

KEPPLER.  J.  0.  Region   3,    Chicago,     Office    of    the  Director.       79/11/16, 

lp. 

79 I 22601 4B  Forwards    IE    Insp   Repti    30-54&/79-21    &  SO-347/79-21    nn 
791022-23.  No  noncomp  1  tatice   noted. 

FIORELLI.O.  Region  3,    Chicago,     Reactor    Con  struct  ion   b  Engineering 

Support   Branch.       7*1/11/16.       2pp. 

— 7<?1226<H33    IE   Imp   Rapt*    90-546/79-21    b  50-347/79-21    on  771033-26.  No 
noncompl lance    noted.  Major   areas    Inspected: surveillance    of 
auilltary   bldj-,  containments,  utoragB    areas  fc  various 
location*    to   veriPg    compliance  U/790BO7   stop   uorfc    order. 
JDNEa.C.E..    WILLIAMS, C.C,  Region   3,    Chicago,    Office    of   the 

Director.      77/11/14.       3pp. 

79120S04O7  Forward*    IE   Bulletin  79-2A,     "Boron  Lois  From  BUR  Control 
Blatfei.  "   No  reiponiu    required. 

KEPPLEH,  J.  o.  R«gion  3.    Chicago.     Office    of    tha   Director.       77/11/20. 

lp. 

7912050418  Act;   receipt    of    791102    1  tr    informing   NRC   at   itepi    taken   to 
correct   violations   noted    In    IE   Insp   Repti   30-546/79-07  b 
SO-347/77-07. 

FlORELLIi  0.  Region  3,    Chicago,     Reactor    Construction  It  Engineering 

Support    Branch.       79/11/30.       lp. 

—7912030434  Respond*    to  NSC    771002    Itr    re  violation!   noted    in   IE   Imp 
Reptt   30-346/79-07  t  30-547/79-07.  Corrective  actions:*!! 
nuclear    safety-related    const    stopped. Organization  b 
proceilurei  being   re-evaluated.         ' 
8HIELDS.fi.U-       Public   Service  Co.     of    Indiana.    Inc.      77/11/02.      2pp. 


— 7713910364  Appeals   for  revlau  of    Olractor'i    decision   under    10CFR2.  206. 
Director  abuied    dl icratianarv    pouar    In    denying    requeiti    to 
reopen    lafety    hearing!    at   meaningful    point    In    licensing 
proem. 
EVED.J.A.       Saisafrai   Audub-on  Society.       77/12/10.       18pp. 


7912100442  Forwardi    IE   Circular  79-24,     "Proper    Installation   S.  Calibr   of 
Care   9p<raij    Pipe    Braak    Detection   Equipment    an  BHfis.  "  Ha 
written  raiponia-  raq.utr»d. 

HEFPLER,  J.O.  Region  3.    Ctiicaoo,     Office    of    the  Director.      79/11/36. 

lp. 


7912200917  Order*   »«  tension   until    BOO  104    far  NRC    to   review  791127 
director's    decision    denying    Banafraa   Auduban  Bocietv 
rnquett   for   action   under    10CFR2.  206, 

CHILK.B.J.       Office   of    thtt  Secretary    of    the  CanuninUn.       77/13/17. 
lp. 

Q.     Inapection  repartii     IE  Bulletin*   b    correspondence 

7912130131   Forwnrdi    IE   Inep   R»pti    SO-S46/77-19  fc   SO-B47/79-19   on 
7?D9SB-2B  h   1009-12,  No  none  amp  1  lance   noted. 

FIOneLLI.O.  Hejglon  3>    Chicagoi    Reactor  Conitruction  &  Engineering 

Support   Branch.       79/10/23..     2pp. 

—  7912130136    IE    In«p   Reptfl    30-346/79-17  &   BO-847/77-19  on  790923-28  b 

1007-12.  No   noncompllince   noted.  Major  areae    inipected:revleu 

of   quality  record!,  malnt  for   initalled   Category   1  matl   b 

wort    re   off-loading    reactor   prenure   venel. 

HAVEBpD.  H.  flig  ion  3,    Chicago,    Raactar  Conttruction  b 

Enflinaerino  Support   Branch.       HAWKINS,  F-  C,  ,    WILLIAMS,  C.  C.  Region 

3,    Chicago,    Office   of  'tha   Director.      79/10/19,      9pp. 

7  VIS  110341    Forwardi    IE    Imp   Repti    50-346/79-19  b   DO-347/79-19   on 
790929-26  ti   1009-12.  No  noncompl  ianc*   noted. 

FIOflELLIiO,  Region  3,    Chicago,    Reactor  Construction  ti  Engineering 

Buppcrt  Branch.       79/10/8B.       Spp. 

—  79101102B6   IE   Imp   Repti    00-346/79-17  fc  80-847/79-1?  on  770989-28  k 

1007-12,  No  noncOBipllanci  noted.  Major  area*   inipacted: 

ob«§rv*tion  of  concrete  coring   mark  It  aaint   for   inttalled 

•C*tegary   1   mat!   b  ravi»ui  of  g.ualibu  record!. 

HAWKINS,  F.  C.  ,    HARRISON,  J,  J.  Ragion  3.    Chicago-    Office   of   the 

Bit-actor.       HAYES,  D.  W.  Region  3,    Chicago*    Reactor  Construction   It 

Engineer  Ing  Support  Branch.      79/lQ/lfl.      9pp. 

7T1BO&0097  Reipondi   to   NRC  771002  ,ltr   re  vlolNtlani  noted   in  IE  Imp 
•••at*  9D«a4&/79~lB  b   90-347/79-18.  Corrective  action*: 
itiitrueted   pereonnel    So  yerlfu  rate   of  load   tuice  dailv  for 
•in   of   10  interval!. 

H,      Public   Barvlee   Co.    of   Indiana,    Inc.      79/11/01.      9pp,        - 


79  ISO  90  148  Forward*;   IE  Circular  79-BSi.,  "Btrolie  Timn   for  Pouar  .Operated 
Rallef  Valve*.  "  No  ruiponio   rea,ulr*d.  • 

KEPPUEH.  J.  0.          Raglan  3,    Chicago,    Of  fit  a   af   the  Director.      79/11  /ii, 


771S1402SB  Foruardi    IE   Circular  79-23,     "Motor  Starteri   b  Contactors 
Failed    bo   Operate.  "   No  written   re*pon*e  req.ulred. 

KEPPLER.  J.  6.          Raglan  3,    Chicago,    Office   of   the  Director.      79/11/36, 
lp. 

7713090290  Ack   receipt    of    791101    Itr    Informing  NF1C  of   steps    taken   to 
correct   violations   noted    in    IE   I dip   Reptt    30-346/79-11   b 
90-347/77- 11. 

FIOfiELLI,O,  Region  3,    Chicago,     Reactor    Conitruction  b  Engineering 

Support  Branch.      79/11/27.       lp. 

— 791EQ3O3Q1    Respond*    to  NRC    Itr  ri   violatinni   noted    In   IE    Insp 
Rept   30-546/79-11    b   50-347/79-11.  Corrective   action*: 
independent   mgt    nvaluatlon   of    P3I   Nuclear  Project.  Btringeir 
bead    technique   under  TB-Bvaluatlon. 
SHIELDS, fl,W.       Public   Service  CD.     of    Indiana.    Inc.      79/11/01.      4pp. 

7912070402  Ack   receipt    of    791101    Itr    informlnj   NRC   of   »t»p«    taken   to 
correct   violations   noted    in    IE    Intp  Repts    SO-946/79-07  b 
30-847/79-07. 

FIORELLIiO.  Region  3,    Chlcagp,    R-eactor   Construction  b  Engineering 

Support   Branch,       79/11/27.       lp. 

—7912070411    Respond*    to  NRC    7910O2    Itr    r>  violations   noted    in    IE  Insp 
Repti    30-946/79-07   b    90-947/79-07.  Correc tlve   action*: 
personnel   initructed   to  acquire   record*  l<  reteit  areas 
teitvd   before    records    mere   on    sit*    It  accepted. 
SHIELDS, S.H,       Public   Service  Co.     of    Indiana.    Inc.      77/11/01.      Epp. 

7913110440  NotlfUi    that  NRC    intend*    to    routinely    foruerd    to 
appropriate   itati    public    util   regulatorv   groups  t  *t«t»  atty 
general    afc*   caple*    of    escalated    enforcement   correspondence 
**nt   by    NHC   to    llcvnaaes. 

KEPPLER.J.O.  Region  a,    Chicago,     Office   of   the  Director.       79/11/28. 

lp. 

7912190244  Foruardi  IE  Bulletin  79-27,  "Loss  of  Non-Clan  IE 
Instrumentation  b  Control  Power  flys  Bus  During  Operation.  " 
No  written  response  required. 

KEPPLER,  v).  0.          Region  3,    Chicago,    Office  of  .the  Director.      79/11/30. 
lp. 
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DOCKETED  ITEMS 


79k314009S  Forwards    IE    Info    Notite    79-30,      "Reporting    of    Defects    & 
NoncoinpliancBs.  10CFR21.  "    No    action    or    response    required. 
KEPPLER.  J.O.  Region   3.     Chicago.     Office    af    the    Director.        79/12/OA. 

IP 

7912HC-O141    Forwards    IE   Bulletin    79-2B.     "PaasiSle   Malfunction    of    Namco 
Model    EA1QO   Limit    Switches    at    Elevated    Temps.  "   Action 
required. 

i  J.  G.  Region   3.     Chicago.     Office    at    the    Director.        79/I3/1G. 


Operating     license    stage    documents    Si 


spondence 


B.     Rpportable    occurrences,     LERs    !<    related     correspondence 


7912070263   Partially    responds    to    F01A   request    for    document    re   Paul  Ing > 
NY   site.  Forwards    requested    inf o. Subml ts    addl     info: sodium 
deuterium  reactor   never    built   at   site.no   matl    ever    used   at 
site   ic    no    radioactive    matl    disposed    of    in    lake. 
CARR.J,  C.  Division    of    Roles    and    Records.        79/11/16.        3pp. 


DOCKET   STN-50-353   PHIPPS    BEND   NUCLEAR    PLANT,     UNIT    1 

A.     Application/construction    stage    documents    &    correspondent 


7<7133I0047   PNO-IH-79-12:on    791O1Q.NHC    mill    hold    press    conforance    to 
summariie    activities   re    project. 

KEPPLER.  J.  Q.  .     FIORELLIiO.  flegion   3,     Chicago.     Office    nf    the 

Director,       79/10/1O.       lp. 

7912S00443   PHO-1 1 1-79-0*7:  on   791 1S7.  regional     direction   &   selected 
members   of    Const  Branth    requested    by    Chairman    of 
•Suhcommitte*    on   Environ,  Energy    i   Natural     Resources    to 
tost  if  i(   It   respond     to   questions    on    Facilities. 

FIORELLI,  G.  ,    KEPPLER,  J.  &.  flEgion  3.    Chicago.    Office  of    the 

Director.       79/11/36.       lp. 

T.     Hear! tig    transcripts  on   nan-antitrust  matters 

79121003i2   Statement    of   CC   William*    beFora    House   Committee   on    Oovt 
Operations.  Subcommittee   on  Energy    t-  Natural    Resources    re 
quality    af    const   at    site. 

H1LLIAHS.C.C.  Region    3.     Chicago,     Office    of    the   Diroctor. 

79/12/06.         13pp. 

U.     Congressional /Executive   Correspondence 

77I213O171   Comments    on  House   testimony    ro   difficulty    in    evacuation   oP 
large    population   ctrs    in   event    of   nu-clear   ace  ident.  Fad  lit<i 
should    be   considered    for   shutdown. due    to    pronimity    to 
Louisville.  K-V. 
FORD.W.  H.        Senate.        79/11/06.         lp. 


DOCKET    SO-S-W    RREENE   COUNTY   NUCLEAR    POWER    PLANT 

A.     Application/construction    stage    documents   &  correspondence 

79U3BIH33  Discusses  nods    to  NF1C    position   re    status   It  applicability   of 
TMI-2   accident    review   t.   NUBEQ-O57E3    to    facilities    under 
const.  Forwards    adtil    info    to    be    considered    in    development    of 
Final    plant    design  &  procedures. 
VASSALLO.  D.  1),          Division    of    Project    Management.        79/1O/10.        4pp. 

7912110264   Discusses   NF1C    plans    to    USB    generic   analyses    to   develop    early 
verification    program   to    resolve    ATWS    inane    for    PWRs    b   BWRs. 
SutCBsa   of    program   depends    on    industry    response.  Supports 
forittation    of   owners  group-s   to  provide  netpssary    inFo. 

B.        Office   nf   Nuclear    Reactor   Regulation.        79/10/17.        3pp. 


79120V0004   RequEBta    dislr  ihn  tion    of    encl    memorandum    to    board 
notification    1  lets 

VAHGA.a.A.  Assistant    Director    tar   Light    Water    Reactors.        79/11/OB. 

3pp. 

79IS07O391    Subnlbs    partial    response     to    FDIA   requHat    for    documents    re 
Nuclear  Development  Assoc  iation,.  Un  itBd   Nuclear   Corp,  Gulf 
Unitufl   Nuclear   Corp   t  ATCOR.  Inc.  cnnternina    facility    site. 
Forwards    ranuested    inf  o.  Provid  es   adifl    info    re    site. 
CARR.J.C.  Division   of  flulos    and    Records.       79/11/14.      3pp. 

0.     Adjudicator!)    correspondence 

7912050147   Fortirards    response  of    BreE-ne  .County    et/al    to    util   791O16  rept 
re    status    of   application. 
BUTZEL..A.  K.        Berle.  Dutiel  .  Koss    8<   Cane.        77/10/34.        lp- 


79iail02t-l    Discusses    NrtC    plans    to    use    generic    analyses    to    develop    early 
verification    program   to   resolve    ATUS    issue    for  PHRe    &   DUHs. 
Success   of   program   depends    on    industry    response.  Supports 
formation    of    ouiners    groups    to    provide   necessary    info. 
DENTON,  H.  R.       Office    of   Nuclear   Reactor   Regulation.       79/10/17.       3jip. 

791213QOH3  Notification   af   000110   meeting    u/utU    to   discuss   raporting 
level    of   util    QA  &  manager   d  OA   revieui   of    documentn. 
SPRAUL.  J.  0.  Quality    Assurance    Branch.        79/13/05.        lp. 

7913370124  Forwards  US  Fish   t>  Hildlifo   Svc    791101    Itr    stating    that  no 
federally    listed    proposed    endangered    or    threatened    species 
are    knouin    to    inhabit   area    to    be    impacted    fay    const    of 
transmission    lino   connectors. 
MILLS,  L.M.       Tennessee  Valley    Authority.       79/12/17.       3pp. 

F.    Security,    medical.     Emergency    &    fire    protection    plans 

7912040471   Forwards    info   re   upgraded    emergency    plans    to    plants   unifor 
const   &  DL   revieui.  Applicants    requirefl    to   make    certain 
emergency    arrangements    m/state    &    local    organl  zationa   ti 
submit    emergency    plans    per   Reg    Quido    1.101. 
VASSALLO,  D.  D.         Division   of   Project   Management.       79/11/21.       6pp. 


0.    Ad  judicatorij   correspondence 


7913110043  Forwards   comments    on   NUHEO-051  1,  Draft   GEIS   reflects 
conscious   d   deliberate   NHC   policy    to    jeopardiie   public 
health    b   safety    &   thuart    objectives   of   NEPA. 

Environmental    Coalition    on  Nuclear   Poumr.       79/10/2.4. 


0.     Inspection   reports.     IE  Bulletins   &   correspondence 

7912060992   Forwards    IE    Insp    Ropts    50-993/79-15   (.    30-BS4/79-14    on 
791009-12.  No   noncompliance   noted. 

MURPHY.  C.E,  Region   2,    Atlanta.    Reactor   Construction   &  Engineering 

Support    Branch.        79/10/31.        2pp. 

—7912060594    IE    Insp    Repts    50-993/79-13  t.   30-334/79-14   on  791009-18.  No 
noncompliance   noted.  Major   areas    inspec  ted  :  action   on   previous 
insp    findings.  general    insp    of    const    status,  review   of  QA 
manual    t<    licensee    identified    items. 

WRIGHT.R.W.  Region   3,    Atlanta,    Office   of    the   Director. 

CANTRELL.  F.  S.  Region  H.    Atlanta,    Reactor   Construction  & 

Engineering   Support  Drancti.       79/10/31.       9pp. 

79120601A3  Forwards    IE    Info   Notice   79-12A,     "Attempted    Damage    to  NDU 
Fuel   Assemblies."   No    specific    action    or   response   required. 
0'HEILLY,  J.  P.  Hegion   2.    Atlanta,    Office    of    the   Director. 

79/11/09.       3pp. 

7912070499  Forwards    ie   Info  Notice   79-27,     "Steam  Generator  Tube 
Ruptures   at  Tina   PUR  Plant*.  " 

D'REILLY,  J.  P.  Region   2,    Atlanta,    Office    of    the    Director. 

79/11/16.        14pp. 

7912100193  Forwards    IE   Info  Notice  79-2B,     "Over  loaiUnfl    of  Structural 
Elements   Due    to  Pipe  Support   Loads.  "   No   response   requirix!. 
O'BEILLV,  J.  P.  Region  2,    Atlanta.    Dffice-of   the   Director. 

79/11/16.       lp. 


— 7'9120504&i    Response    to    util    791Oli   rept    Fa    sbatutt    of    appl  i  cation.  Util 
application    must  be   dismissed    per  A9LB  791O16   order. 
HUTZEL.A.  K.       Oreene  County.    NY.       SUTZEL,  A.  K.       Daker   d  Botta. 
79/IO/ai.        4pp. 


J.     Insurance  &    indemnity    information 


791227D&D5  Confirms    that  PASNY   has    loan   commitment    For    *10  million    from 
Manufacturers    Hanover  Trust    for   retrospECtive.    insorance 
payment,  if   r*ces«ar«,  in    event    of    nuclear  disaster.  Commitment 
nip  ires   SOO&30. 
KCCARTHV.R  H.       Affiliation  Unknoun.       79/12/1H.       lp. 


7912110575  Forwards  IE  Info  Notice  79-29,  "Lou*  of  Nonsaf  «ty-Riilat»g 
Reactor  Coolant  Sys  Instrumentation  During  Operation."  No 
specific  action  or  response  required. 

0'REILi.Y,  J.  P.     Region  2,  Atlanta,  Office  of  the  Director. 
79/11/16.   2pp. 


7912060620  Forwards  IE  Circular  79-34,  "Proper  Installation  i 
Core  Spray  Pipe  Breab  Detection  Equipment  on  BMRs.  "  No 
response  required, 

O'REILLY.  J.  P.     Region  2,  Atlanta,  Office  of  the  Director. 
79/11/26.   lp. 


Calibr  of 
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7912110197  Forwards    IE  Circular    79-23,    "Motor   Starters   &  Contactors 
Fa  1  lad    to   Operate."   No   response    required. 

O'REILLY,  J.  P.  Region   2,     Atlanta.     Office    of    the   Dlractor. 

79/ll/2i.        If. 

791319047B  Forward  a  IE  Bulletin  71-27,  "Logs  of  Non-Class  IE 
Instrumentation  &  Control  Power  Sya  Bus  During  Operation.  " 
No  uirittan  response  required. 

O'RElLLYi  J.  P.  Regln-n    S,     Atlanta,     Office    of     the    Director. 

79/11/30.       Ip. 


0.     Ail  jud  icatory    correspondent* 


79I211O013    Forwards    comments    on    NUJHEG-0911.  Draf  t    GEiS   reflects 
conscious   i    deliberate    NRC    policy    to    jeopardiie    public 
health   t<    safety    ti    thwart   objectives   of  HEP  A. 

KEPFDRD,  C.        Environmental    Coalition    on   Nuclear    Power.        71/10/31. 
22pp. 


Q.     Inspection    reports,     IE   Bulletins   t<  correspondence 


7912310316  Forwards    IE   Info  Notice   79-30.     "Reporting    of  Defects    t, 
Noncompliancas,  lOCFRai.  "    No    action    required. 
O'REILLY.  J.  P.  Region   2,    Atlanta.    Office    of    the   Director. 

79/12/06,       6pp. 


791206,0592    Forwards    IE    Insp    Repts    50-S53/79-13    &    50-554/79-14    on 
791009-12.  No    none  oiripl  iance    noted. 

MURPHY,  C.E  Region   2.     Atlanta.    Reactor   Construction  lc  Engineering 

Support   Branch.        79/1O/31.        3pp 


7912200060  Forwards    IE   Bulletin    77-58.     "Possible   Malfunction    of   Name  a 
Model   EA180  Limit   Suiltchae    at    Elevated    Temps."    Action 
required. 

O'flEILLY.  J.P.  Rigion   3,     Atlanta.     Office    of    the   Director. 

79/12/07.       3pp. 

7912SBQ426  For wards    IE    Info  Notice   79*31,     "Use   of    Incorrect  Amp li Find 
Response   Spectra."    No   written    response   required. 
O'REILLY.  J.P.  Region    2.     Atlanta.     Office    of    the    Director. 

79/12/13.       3pp. 

79122BQ1SO  Forwards    IE  Circular    79-25.     "Shock   Arrettor   Strut   Assembly 
Interference,"   No  written   response    required. 
O'REILLY.  J.  P.  Region   2,     Atlanta,    Office    of    the    Director. 

79V 12/20.       4pp. 

3.    Reportable   occurrences,    LERn    ti   relat&d    correspondence 

7912130429  Forwards    interim  deficiency   rept   re   brittle   rebar,  produced 
by    PL  Btaal    Corp. 
MULLS.L.  M,       Tennessee    Valley   Authority,       79/11/13,       Ip. 


— 7912O6Q394    IE    Insp    Repta    50-593/79-15   t.    50-534/79-lfl   on   791009-12.  No 
noncomp liance   noted.  Major   areas    inspected:  act i on   on   previous 
inap    findings,  g  eneral    insp    of    const   status^  revl  BUI  of  QA 
manual    &    licensee    identified    items. 

WRIGHT,  R.  14.  Region   a.    Atlanta,    Office   of    the  Director. 

CAHTfiELL.F.  3.  Region   2,     Atlanta.    Reactor    Construe  tion   & 

Engineering    Support    Branch.       79/10/31.       Spp. 

7912060163   Forward D    IE     Info    Notice    79-12A,     "Attempted    Damage    to    Neu 
Fuel    Asse-mnl  ies.  "   Mo   specific    action   or   response    required. 
O'REILLY,  J.  P.  Region    2.     Atlanta.     Office    of     the    Dimeter. 

79/11/09.        3pp. 

7712070499  Forwards    IE    Info   Notice   79-27,     "Steam  Oanarator  Tube 
Ruptures   at   Tuio  PVR    Plants.  " 

O'REILLY,  J.  P.  Region   2.    Atlanta.    Office   of    tho   Director. 

79/11/16.       14pp. 

7712100193   Forwards    IE    Info    Notice    79-38,     "Overloading    nf   Structural 
Elements    Due    to  Pipe   Support   Loads.  "   Na   response   required. 
O'REILLY,  J.  P.  Region   B,     Atlanta,     Office    of     tho    Director. 

79/11/16.         Ip. 


— 791H13Q431    Interim  deficiency    rept    re    dl»eovnry    of    eitremely    brittle 
rebar   produced    by    FL   Steel    Corp. Caused    bg    high    mangonaai 
content.  Defoe  tivs    re  bar   heats   mill    bo  returned    by   791116. 
Qthor    heati    found    acceptable. 
»      Tennessee   Valley   Authority,       79/11/19.       Spp. 


791Q11O575   Foruarda    IE    Info   Notice   79-29,     "Loia    of   Honsafety-Relfl  ted 
Reactor  Coalant  Sijn    Instrumentation  During   Operation."  No 
specific    action   or    response   required. 

O'REILLY,  0.  P.  Region   3,    Atlanta,    UPfUe    of    tda   Director. 

79/11/16.       2pp. 


7912130581    Forwards    final    deficiency    rept   ra    daslgn    deflciencu    of   T- 
head    lection   of    Anchor/Darling    gata   valves. 
MILLS.L.M.       TonnnsiBB   ValHy   Authority.       79/11 /IS.       Ip. 

— 7912130601   Final    deficiency    ropt   re    daslgn    deficiency    of  T-haad    section 
of  Anchor/Darling    gate  valves.  Company    has    implemented) 
reiultg   of    evaluation   of    T-head    section    For    svc    condition, 
Into    intirnal    design    aid, 
»     Tsnn tunes  Vallag   Authority.      79/11/13.      2pp. 


DOCKET  STN-30-334  PHIPP9   BEND   NUCLEAR   PLANT.     UNIT  2 

A.     Application/construction    stage    documents   &  correspondence 

7913110264  DiEcusies  NHC    plans    to    use   generic    analyses    to    develop    early 
verification   program   to   resolve   ATMS   issue    for    PlIRa    b  DWR«. 
Bucceis    of   program  depvndi    on    Industry    response. Supports 
formation   of   ouneri    groups    to   provide    necessary    info. 
DENTON.H.R.       Office    of    Nuclear    Reactor   Regulation.       79/10/17.       3pp. 

7712130023  Notification    of  00011O   meeting   u/utll    to    dittcuas   i-eporting 
1«V«1    of   util   OA  &  man*Ber    ti  QA   review   of    documents. 
SPRAUL..J.Q.  Quality   Assurance   Branch.       79/12/05,       Ip. 

7-913270434  Forwards  US  Fish  t,  Wildlife  Svc   791101    Itr   stating   that  no 
federally    listed    proposed    endangered   or    threatened    species 
•re    knaun    to    Inhabit   aria    to   be    Impacted    by    const    of 
transmission   line   connectors. 
MILLS.L.M.      Tennessee  Valley  Authority.      77/1B/17.      2pp. 

F.    Security,    medical,     emergency   fc    fire   protection   plans 

7912O40471    Forward i    info    re   upgraded    emergency    plans    to   plants   under 
conit   d  OL  review,  Applicants   required    to  make    certain    , 
emergency   arrangenients   u/state   i<   local   organisation*  t> 
submit   emergency    plan*    per  Reg    Qulde    1.  101. 
VASBALLO,  D.  B.         Division   op   Project   Management.       79/11/21.       6pp. 


7912060620   Foriuarda    IE  Circular  79-54,     "Proper    Installation  &  Calibr   of 
Core    Spray    Pipe   Break    Detection   Equipment    on   BliRs.  "   Nn 
response    required. 

O'REILLY,  J.  P.  Region,   3,    Atlanta,    Office    of    the   Director. 

79/11/26.        Ip. 

79'iai9047B  Forwards  IE  Dulletin  79-27,  "Loss  of  Non-Class  IE 
Instrumentation  ti  Control  Power  Sgs  Hus  During  Operation," 
No  written  response-  required. 

rj'REILLY,  J.  P.  Rirginn    Sr    Atlanta.     Office    of     the    Director. 

79/11/30.         Ip. 

7912310316  Forwards    IE    Info   Notice   79-30.     "Reporting   of   Defects   ft 
NoncompliancBB.  10CFRS1.  "    No  action   required. 
O'REILLY,  J.  P.  Region    2-    Atlanta.    Office    of    the   Director, 

79/1Z/06.       tpp. 

7912200060   Forwards    IE  Bulletin  79-ES,     "Possible    Malfunction    of   Kamco 
Model    EA1HO  Limit  Switches   at  Elevated   Temps.  "    Action 
requ  Ired. 

O'REILLY,  J.  P.  Region    2.     Atlanta,     Office    of     the   Director. 

79/1H/07.        3pp. 

79122Q0426  Foriuards    IE    Info   Notice   79-31,     "Use    of    Incorrect  Amplified 
Response   Spectra."   No   virltten  response   required. 
O'REILLY,  J.  P.  Re-ginn    3.    Atlanta,     Office    of     tha   Director. 

79/13/13.       3pp. 

7912200130  Foruiards    IE   Circular   79-33,     "Shock    Arreator  Strut   Assembly 
Interference."   No   written   response   required. 
O'REILLY,  0.  P.  Raglan    a,    Atlanta,    Office    of    th-o   Dirpetor. 

79/13/20.       flpp. 

B.     Reportable    occurrences,    LERi  !*   related    correapondenca 

791213O429   Foriuards    interim   deflclancy   rept    re    brittle  rebar,  produced 
by  FL   Steal    Corp. 
MILLS.L.M.       Tennessee   Valley    Authority.      79/11/15.       Ip. 


— 7912130431    Interim   deficiency   rept  re   discovery    of   extremely    brittle 
re  bar   produced    by    FL   Steel    Corp. Caused   by    high    manganese 
content.  Defective    rebar    heats  <ulll    be  return*d    by  791116. 
Ptlier   heats    found    acceptable. 
*      Tennessee  vallnu    Authority.       79/11/13.       Syp. 
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7912130591    Forwards    final    deficiency    rept    re    design    deficiency    of    T- 
tmtnl    section    of    Anchor/Darling    gate    valves. 
MILLS.L.M        Tennessee    Valley    Authority.       79/11/15.       Ip. 


7913170101    Requests   revocation   of   CP«    due    to    Inherent:    lack    of   tafety 
soaring    const    coats.  Recommends    other    power    sources    be    mod. 
PIERCE.  J.       Affiliation  Unknown,       79/11/23.       Bpp. 


— 7912130601    Final    deficiency    rept    re   design   deficiency    of   T-head    section 
of   Anchor/Darling    gate   valves.  Company    has   imp  lemented 
reiult-a    of    evaluation   of    T-h«ad    seetinn    for    svc    condition. 
into    Internal    design    std. 
*      Tennessee   Valley    Authority,       77/11/15.       2pp. 


7912140006  Beets   denial    of    applicant  791  Hi  request    for    order 
clarifying   NRC  791109   statement   ra  modified   ad judicatori] 
procedure!.  No   valid   basis    for  motion.  NRC    statement 
suff Iclontly    clear,  Certifi  cato    of   Svc    encl. 
BAVISiL.  D.        Hearing    Branch    4.        79/12/O4.        6pp. 


DOCKET   STW-50-55A   BLACK   FOX   STATION,     UNIT    1 

A,    Application/construction    stage    documents    b  correspondence 

79112S01S3  Discusses  mods   to   NRC    position   re   status   t  applicability   of 
TMI-2   accident    mvleuf   I<   NUREG-OS7B   ta    facilities    under 
const.  FoTiuards   addl    info    ta   be    considered    in    develnpmant   of 
final    plant    design  &    procedures. 
vAESALLtLD.  0.  Division    of    Project   Management.        79/IQ/1O.       4pp. 

791211024')  Discusses  NRC   plans    to    usa   generic  analyses    to    develop    early 
verification   program    to  resolve   ATMS    issue    for   PHRs   b  BURs. 
Success   of   program  depends    an   Industry   response.  Supports 
formation   of   auine-rs   groups    to  provide   necessary    Info. 
DENTuN.RR.       Office   of  Nuclear   Reactor   Regulation,       79/10/17.       3pp. 

7912180359  Forwards    analyses    re   excavation   seal.  Analyse*    involve- 
assessment    of    strength    of  ma 31    fill    of    lean  concrete   vs 
natural    rock    structure    b   effect    on   dynamic    response   of 
saf Bty-Felated    structures. 
EW1NO,  T.  N.       Public    Service    Cq.     at   Oklahoma.       79Y13/13.       3pp. 

— 7912190567    Informs  NFIC    of   ill  lay    in   preparation   of   analyses   re 
excavation   sea  1.  Excavation   authpriied    under   Ananil   3  of  LHA. 
To  bring    entire    structure    up    to    design  base    elevatlon> 
man    Pill    of    loan   concrete    ul  II    be  required. 
EHIKQ-T,  N,       Public    Service    CD.    of  Oklahoma.       79/10/19.       Gpp. 

F.    Security,    medical,    emergency    &   fire    protection    plan* 

79 12070 4 69  Notification    of   791304  meeting   ni/utils    in  BefchesdajMD  re 
NflC    info   requirements    for   emergency   preparedness.  Room  change 
Indicated. 
hOON.C.H.  Light  Hater  Reactors   Branch   4.       79/11/16.       "pp. 


0.    Ad jud i cat ory    correspondence 


7915200102   "Rules   of  Practice    for   Domestic  Licensing   Proceeding*-" 
10CFR2    affective   rule.  Suspend  a   rule   of    practice    on    issuance 
of    licenses    after    adju-d  tcatory    proceedings.  Forwarding    Itr  tt 
Certificate    of   Svc    encl. 

CHILK.S.  J.       Office    of    the   Secretary  of    the  Commis«lon.       79/11/09, 
10pp. 

79 12 1.003  44  Fifth    status    rapt.per   ABLAB  790607    indefinite    eitention    for 
NflC    to    respond    to    Suffolk   Count g  jnotioir    to    fill    supplcnentAl 
brief.  Exploring   possibility    of    stipulation   re   Suffolk 
County    pending   motion.  Certlfi  cats    of  9vc   *ncl. 
BOHDENICK,  B.  H.       He*ring   Branch    4.       79/H/O9,       4pp. 

— 791310O34B  "Rula*    of   Practice    for    Domestic    Licensing   Proceedings  - 
Modifies  Ad judicatory   Procedures,  "    lOCFRB^ effective    791109. 
Suip«ndi    10CFR2. 764   until    further  notiCB.  Buppl«nentaru    info 
encl. 

CHILK.B.J.       Offic»    of   the   Secretary    of   tti*  Comnl»»lDn.       79/11/03. 
10pp. 

7912170216  Htuponin    ta   CA  Energy    Connlsiian  791OS4  nofcian    for 
rec on*i tfurati nn   of  ASLB  791003  orJir   rulinfi    nn  »copa   of 
content  Ions.  Urges    Inclusion   of   •mergencu    planning    issues   fc 
exclusion   of    offsite  natters. 
LEWIS.S.H.       Hearing   Branch   3.       79/11/13.       7pp. 

— 791217O23&   "Modified    Arijvdtcatnni    Procedures,"    10CFR2.7&4   suspension 
statement   of    policy    on   conduct   of   adjudicatory    proceeding*. 
Constitutes    flna]    action    on    petitions    received    in 
procmdlngm.  SJ  Chllk   79-1103   suppl    b  Certificate    nf  Bvc    encl. 
*     Office    nf    the  Secretary    of   the  Commission,       79ft 1/09.       :2pp. 


7912IS0032   Deciaion  A1.AD-S73  affirming    ABLD   determination  re   power 
from   proposed    faci lity.  Docia ion  was    supported    by    weight  of 
evidence    b  ruling    that   App    I    precludes    litigation    of   health 
effects   of   radioactive    emissions. 

SALZMAN.R.  B.  .     JOHNSON,  H.  R.        Atomic    Safety    and    Licensing    Board    Panel. 
79/12/07.       94pp. 

Q.    Inspection   roportui    IE  Bulletins  tc  correspondence 

791S030011   Acfc   reeolpt  of  791101    Itr   Informing  MRC  of   tteps   taken  to 
correct  violations  noted    in    IE    Insp    Repts    50-556/79-04  t 
50-337/79-04. 

EEIDLEiW.  C.  Region   4,     Dallas,    Reactor  Construction   &  Engineering 

Support  Branch.       79/11/14.       Ip. 

—791 203001 S  Responds    bo  NRC   791016   Itr   re   violations   noted    In    IE   Imp 
RaptS'SQ-5.S6/79-04   8,   5O-557/79-04.  Corrective    actlona: 

preventatlve  nalnt  record   -forma  revised  &  approved   791030. 
PEREZ.  J.fl.       Public   Service  Co.     of  Oklahoma.       79/11/01.       Ip. 

—7913030020  Notice   of   deviation    from    innp    on   791002-03. 

•  nepian  A,    Dallas*    Reactor  Construction   Ii  Engineering   Support 

Branch.       79/10/13.       Ip. 


DOCKET    8TN-50-557   BLACK   FOX    STATION.     UNIT   2 

A.    Application/construction   stage    documents   It  corraspondince, 

7911290133  Discusses  mads   to   NRC   position   re    status    fc  applicability  of 
THI-2  accident  reviau  tc  NUREQ-Q37a   to    facilities    under 
torn  t.  Forwards  addl    info    to   be   considered    in   development   of 
final   plant    design  &   procedures. 
VASBALLO.  D.  B.         Dtvi.ion    of   Project  Management,       79/10/10.      4pp, 

7912110364   Discusses  NRC   plans    to    use   generic   analyses    to   develop    early 
verification    program   to  resolve   ATW9    issue   for   PHfls   fc  BHRs, 
Success   of   program  depends    on    industry    response.  Support! 
formation   of    owners   groups    to   provide   necessary    info, 
DENTQtl,  H.  R.       Office   of  Nuclear   Reactor   Regulation.       79/10/17.       3pp. 

79L21GQS99  Forwards   analyses    re    eicavation    seal.  Analyses    Involve 
anennent   of    strength   of  mass    fill    of    lean   concrete   vs 
natural   rock    structure   &   affect   an   dynamic   response   of 
safety-related    structures. 
EHIHO,T,  M.      Public   Service  Co.     of  Oklahoma.      79/12/12.       3pp. 

— 7912180S&7   Informs  NFIC   of   delay    in   preparation   of   analyses   re 
aicavation    seal.Eicavafcion   authorized    under  Amend    3  of   LUA, 
To    bring    entire    structure    up    to  design   base   elevatloni 
nass  fill    of   lean  concrete  uill   be  required. 
EUINOiT.N.       Public  Service   Co.     of  Oklahome.       79/10/19.       Bpp. 

F.     Becurltyi    medical,    emergency   &   tiro    protection    plant 

7912070469   Notification   of    791S04  neotlng    w/utlls    in  Bathesda.HD  re 
NRC    info   requirements    for   emergency    preparedness.  Roan  change 
Indicated. 
MOON.C.H,  Light  Water   Reactors   Branch   4.       79/11/16.       llpp. 


0.     Adjudlcatory    correspondence 


7912300102    "Rules    of  Practice    for  Domestic   Licensing    Proceedlngit " 
10CFRS  effective   rule.  Suspends    rule    of    practice    on    issuance 
of   license*   after  adjudlcatory    proceedings. Forwarding    Itr  tc 
Certificate   of  Svc   •net. 

CHILK.B.J.       Office   of    the   Secretary    of    the  Comnloion.      79/11/03. 
10PP- 


7913030004   Motion    for   clarification    of  Conmiaiion   791105   final 
statement   modifying   a-djudlcaturij   pTocedurea.  Qirestions 
uhether    final    statement    supersedes    or    supplements,   Coamlnion 
791005    Interim   statement.  Certificate   of  flvc 'end. 
OALLO.  J.  ,    OIBBBiM.  E.       Public   Service   CD.    of  Oklahoma,       OALLO.J, 
Iihani    Lincoln  &  Beale.      79/11/16.      9pp. 


791SI00344  Fifth   ttatui   rept. per  ABLAB  790607  indefinite   extension  for 
NRC  to  respond    to  Buffolh    County  notion    to    file    supplenental 
brief . Exploring    possibility    of   stipulation  re   Suffolk 
County   pending   motion.  Certificate   of   Svc    end. 
BDflDENICK.fi.  H.       Hearing   Branch   4,       79/11/09.       4pp. 


7912180049   Requests    that   CP    not   he  granted   b   United    work    order   be 
canceled. 
BUERCKL1N.  J.  E.       Affiliation   Unknown.       79/11/2D.       Ip.  ' 


305 


— 791210034B   "Rules    of   Practice    for   DDmastle   Licon»lng    Proceedings  - 
Modifies   Ad  judl  eatery.   Procedure*,"    1OCFR2,  iff ectlve   791109. 
Suspends    10CFR2.  764   until    further   notice.  Supplementary    info 
tnel. 

CHILK,B.J.       Office    of    the    Secretary    of    tho  Commission.       79/11/09 
10pp. 

7912170S1&  R**pon«a   to  CA  Energy   Commission  791034  motion   for 
raeonsideration   of   A8LB    791O03    order   ruling    on    scope    of 
contention*.  Urgas    inclutlon    of    emergency    planning    I»u*s    1 
BicluBlon   of    offsitt   matters. 
LEHIP.B.H.       Hearing    Branch  a.       79/11/13.       7pp, 

— 7912170S36   "Modified    Ad  judicatory   Procedural,  "    10CFR2.  764   suiprnilon  !* 
statement   of   policy    on   conduct    of    adjudicator^   procseding* 
Constitute*   final   action  o-n  petition*   received   in 
proceeding*.  BJ  Chilk    791103   suppl    b  Certificate    of  Svc    enel. 
«      Office    of   tht  Secretary    of    tha    Commission.       79/11/09.       18pp. 

7913030004  Nation   for   clarification   of   Commit. Ion   791105   final 
«tnt*«tnt  Modifying  adjudicatorg   procedure*.  Questions 
MhatMr   final    statement    »uper*BdHs    or    iupple<ner>t*  Commission 
791  COS  interim  (tatement.  C»rtif  lent*  of   Bvc    end, 
OALLO,J.,    OIBBB.M.E.       Public    Servica  Co.     of    Oklahoma.       QALLO.J. 
Isham,    Lincoln  It  Baala.      79/11/16.      9pp. 

7913180049  Requests    that   CP   not    bit    granted    b    limited    work   ord-r  ba 
oncalod. 
BUERCKL1N,  J.  E.1     Affiliation  Unlnaiun.       79/11/20.       Ip. 

7919170101   Requests  revocation    of    CP*    due    to    Inherent    lack    of    safety    fc 
•oaring   eonit  coits.  Recommend*   other   pouar  sources   bi  usod. 
FIERCER.       Affiliation   Unknown.       79/11/23.       2pp. 

7912140004  Baaki   diniil    of   applicant   791116  rcqumt   for   ord«r 
cl*rlfylng   NflC  791109   atatannnt    r*   madlfled   Jdjudicatoru 
prscidurtf.No  valid   baili    for  motion.  NflC   itatonxtnt 
*uff  icitntlij    cliar.  Cfrtlflcata    of   Svc    end. 
DAVIB.L.  D.       Hearing   B^a^c^   4,       79/12/04,       6pp. 

79121H0032  D.cition  ALAB-573  affirming    ABLB    dattrmlnatlon   re   pouter 
from  propo*ed    facilltu.  Deciilon    uai    supported    bij   weight   of 
*vlil«nc«  *i  puling    that   App    I    pracludBt    litigation   of   health 
affcctt  of   rodioactivt   eminlona. 

BALIKAN,  R.  S.  ,    JOHNSON,  H.  fi.       Atomic    Safety   and   LIceniing   Board  Pansl 
79/12/07.       94pp. 

O.     Inipectian  nportii    IE  Bullatlni  b  corrmpondsnca 

7712030011    Ack   receipt   of    791IO1    Itr    informing    NRC   of    it .p.    taken    to 
cornet   vlolatiani   noted    in    ZE   In»p   Repfct    30-336/79-04  t 
30-5S7/79-04. 

BEIDLE.M.C.  Rsjion  .4.    Dallttt.,    Reactor   Conitructlon   li  Englnearing 

Support  Branch.      79/11/14.      Ip. 

--791203001S  Reipondi   to  NRC  791016   Itr  r»  violation!   noted    in   IE   Imp 
Rapt*   SO-SS6/79-04  fc   80-3S7/79-04.  Corrective   actloni; 
pravtntatlva  malnt   record    forms   revli»d    b  approved   791030. 
PEREZ.J.B.       public    Service    Co.     of   Oklahoma.       79/11/01.       Ip. 

— 77120300SO  Notice   of    deviation   from   Imp    on  791Q02-03. 

»  Region  4(    Dallaii    Riactor   Con»truction  tc  Enalntartng    Support 

Branch.       79/10/19.       Ip. 


G.      Inspection   reports.     IE    Bulletins    &  correspondent 

7912030AS7   Forwards    IE     ln»p    Rupts    50-366/79-15   &    80-367/79-15   on 
790926-2B-  N o    noncoBij)  J  lane  a  noted. 

SUTHERLAND,  J.  T.  Raglan  2,    Atlanta,    Fuel    Facility  fc  Mfltsrials 

Sjfoty   Branch.       79/IO/24.       2pp. 

—7913050666    IE    Imp  Repti    50-566/79-15  &  30-567/79-13  on  7909S6-2B.  No 
noncompl  lanci  noted.  Major   arans    inspected:  admitiistrativa 
procedurei,  plant   site    ii>sp   &  revieui  of   mot  «oro  lag  leal 
meaiuremants  program. 

CUNNINOHAM,  A.  L.  Region   2.    Atlanta.    Opfica    of    the  Director. 

HUFHAM.J.W,  negion   S,    Atlanta,    FUE!    Facilitu    b  Matarlals    Bafstu 

Branch.     •   79/10/23.        3pp. 

7912060077  Forward*    IE    Insp    Rspts    50-366/77-16   b    30-967/79-16    on 
791016-1B.  No    noncompl  ianca   nnted. 

MURPHV.C.E.  RftiiloTi   S.     Atlanta,    Reactor   Construction  &  EfiginenrinB 

Support   Branch.      79/10731.       2pp. 

— 7912060089    IE    Imp    R«pti    5O-546/77-16  b   &0-S67/79-16  on  791016-18.No 
noncompliJince  noted.  Hajor   Araai   ln*pact«d:  concrete  placement 
(Unit    l>iQA  audi tfiiuork    pactajes    b   IE  circulars. 
CAHBTELL.  F.  9.  Region   S,    Atlanta,    Reactor    Construction   Sc 

Engln^erino    Support    Branch.      OOUOE,  M.  J.  Region   S,    Atlanta, 

DfPlce   of    the  Director.       79/10/29.       3pp. 

7912060163  Forward*    IE    InPo   Notiea  79-12A,     "Attempted   Damage   to  Meu 
Fuel    As««mblies."  Ha    specific  action   or   reipuntn   required. 
O'REILLY. J.P.  Region    3,    Atlanta,    Office    of    the  Director. 

79/11/09.       3pp. 

791207049?  Foruardi    IE    Info   Notice   79-27.     "Steam  Generator  Tuba 
Rupturet  at  Two  PHH  Plants. " 

D'REILLV,  J.P.  Region   3,    Atlanta,    Office    of    the  Director. 

79/11/16.       11pp. 

7912100192  Forwards    IE    Info   Notice  79-23,     "Overloading   op  Structural 
Elamenti  Due    to  Plpa    Support    Loads."   No   response    required. 
O'REILLY.O.F.  Region    S,     Atlanta,    Office    op    the  Director. 

79/11/16.       Ip. 

7912110S7S  Forward*    IE    Info   Notice  79-29,    "Losi    of    Nontaf atg-Relatad 
Reactor  Coolant  Bys    Instrumentation  During   Operation."   No 
•pacific    action  or   response   required. 

erfiEILLY.J.P,  Resion   2,     Atlanta,    Office    of    the  Director. 

79/11/16.       Hpp. 

771B060620  Forward*    IE   Circular  79-24,     "Proper    Installation  !<  Calibr  of 
COTS   Bprav    Pipe  Break    Detection  Equlpmvnt    on    BWR». "   ND 
response   required. 

Q'FEILLV,  J.  P.  Region  B,     Atlanta,    Office    of    the   Director, 

79/1I/B6.       Ip. 

7912110IB7  Forward*    IE   Ctrtular  79-23,    "Motor   Starter*  b  Contactors 
Failed    to  Operate,  "  No    responia  required. 

CJ'REH.LY.d.  P.  Region  Si     Atlanta.    Qffitu    of    the   Director. 

79/11/26.       Ip. 

791H19047B  Forward*  IE  Bulletin  79-27,  "Lo««  of  Nan-Cla*s  IE 
Instrumantation  (<  Control  Power  Byt  Bu*  During  Operation.  " 
Ma  written  rtsponve  required. 

O'REILLY,  J.P.  Region  H,     Atlanta,    Office    of    fcne   Director. 

79/11/30.       Ip. 


DOCKET   BTN-90-SA6  YELLDM  CREEK   NUCLEAR   PLANT.    UNIT   1 

A.     Application/construction    stags    documents   fe  correspondencfl 

7912110244  Dlseuste*   NRC    plan*    to   use    generic   analyses    to   develop    early 
verification  program  to  reiolve  ATM8   lnua   for  PMRs   i  BHR», 
Suceee*    of    program   depends   on    Industry   rssponss.  Supports 
»or«wtlon  of   owners  group*   to   provide  ntetsftaru    Info. 
DENTQN-H.n.       Office   of  Nuclear  Reactor   Regulation.       79/10/17.       3pp. 

7918130023  Notification   of   B00110  maattng  w/uti 1   to  discuss   rtporting 
l«v*l   of  util   OA  t  nanagar  li  QA  r«vl*ut  of   document*. 
BPRAULiJ.fl.  duality  Asiuranca  Branch.      79/12/09.      Ip. 

F.    Bacurltgi    nidlcali    »«erg»ncij   |c  Fir*  protection  plan* 

7912040471   Forward*    info   re    upgraded    emergency    plan*   to  plan,**    under 
contt  l>  DL  revlau.  Applicants  required   to  maHa   cart*ln 
•aiergancy   arrangements   w/stat«  b   local   organlietiana  b 
•uba.it  tnirgtncv  plans   par  R»g  fiuida   1.  1O1. 
VABaALLD,  D.  B.         Division    of  Project  Managentnt.       79/11/81.       App, 


791S310316  Forwards   IE   Info   Notlcs  79-30,    "Reporting  of  Defects  h 
Nonconpliancas,  10GFRS1,  "    No-  action  required. 
D'REILLY,  J.P.  Region  E,     Atlanta.    Offlca    of    th.   Director. 

79/12/06.       6pp. 

79182000*0  Forward*    IE  Bulletin  79-28,     "Po**iblB    Malfunction  of  Naflco 
Model    EA1HO  Limit  Suit chum    at  Elevated  Temps,  "    Action 
raqulrod. 

O'REILLY,  J.  P.          Ra-gloit  a,    Atlanta,    OffU*   of   the  Director. 
79/1B/07.       3pp. 

7912280426  Foruardi    IE    Info   Notice  79-31,    "U«n.of    Incorrect  Amplified 
Reaponae  Spactra.  "    No    written  responie  required, 
O'REILLY,  J.P.          Region  2,    Atlanta,    Office   of   the  Director. 
79/12/13,       3pp. 

7912280190  Forward*   IE  Circular  79-29.    "Shock  ArrMlor  Btrut  Ai*embl|j 
Interference.  "    No  urittsn   response   i-sa,ulr«*. 
O'REILLY,  J,  P.  Region   3,    Atlanta,    Office    of    the   Director. 

79/lB/ao.       4pp. 
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DOCKETED  ITEMS 


S.     Repnrtable    accurrpnc 


LEHs    !i    related    c  orresp  ondence 


7912050511    Second     interim    deficiency    rept    re    crack     in.    partially 
embedded    mbar. Const    procedures    at    sitea    rev  is  ed.  PI  ana     to 
submit   tiBit  rept   by    G0020S. 
hILLSrL,  H.        Tennessee    Valley    Authority.        79/11/23.        2pp. 

7913190378   Forwards    second     interim    deficiency    rept    re    r-ebar    bonding    not 
ill    accordance    ui/apecs. 
MILLS.  L,  M.        Tennessee    Valley    Authority.        79/11/23,        lp. 

— 791219061D  Second    interim  deficiency   rept   re    rebar    bending   not    in 
accordance    u/specs.Div    of    Const    procedures    for    bending 
partially    embedded    rebar    did    not    implement    Const    Spec    Q-2 
requirements.  Const    procedures    revised. 
»      Tennessee    Valley    Authority.        79/11/23.         lp. 

7912Q3Q179   First    interim    deficiency    rept   re   noncon  formanr  e    in   metal 
conduits. Damaaed     threads , burrs    &    flaked    galvanlied    coating 
detected.  Defective    parts   will    be    returned    to   Triangle   PUC    t, 
all    conduits    inspected. 
MILLS.  L.  M.       Tennessee  Valley    Authority.       79/1I/2A.       2pp. 

7912190^92   Forwards     first     interim    deficiency    rept    re    defective 
electrical    conduit. 
MILLS.  L.  M.        Tennessee    Valley    Authority.        79/11/26.        lp. 

—  79121906'JB  First    interim  deficiency   rept    re    defective    electrical 
conduit.  Defects     identified    as    damaged     threads,  burrs,  out    of 
round   &   flaking    of    galvanized    coating. All    conduits    being 
inspected   fc   defective    conduit    returned    tn    Triangle   PWC. 
*      Tennessee    Valley    Authority.        79/11/26.        lp. 


DQCrtET    STH-50-5A7   YELLOW    CHEEK   NUCLEAR   PLANT,     UNIT    3 

A.     Application/construction    stage    documents    b    correspondence 

7712110361   Dis-cussBB.   HHC    plans    to    use   generic    analyses    to    develop    early 
verification   program    to    resolve    ATWS   issue    For   PWfis    l«  CURs. 
Success    of    program    deflo^nds    on    industry    response.  Supports 
Formation    of    owners    groups    to    provide  necessary    info. 
rjENTQNjH.fi.        Office    of    Nuclear    Reactor   Regulation.        79/10/17,        3pp. 

7912130033  Notification    of  BOOUO    meeting    u/util    to  discuss    reporting 
level    of   otil    QA  b  manager    t-   OA    review  nf    documents. 
SPBAUL.J.O.  duality    Assurance    Qranch.        79/12/05.        lp. 


7912O7O499   Forwards    IE    Info    Notice   79-27,     "Bteam    Generator    Tube 
Ruptures    at    Tujo    PWR    Plants.  " 

O'REILLY,  J.  P.  Region   2,    Atlanta.    Office    of    the    Director. 

79/11/16.       1-Vpp. 

7912100192  Forwards    IE    Info   Notice   79-29,     "Overload  ing    of   Structural 
Elements  Duo    to    Pipe   Support   Loads. "   No   response   required. 
0'RETLLV,  J.  P.  Region   2,    Atlanta.    Office    of    the    Director. 

79/11 /It.         lp. 

7912110S75  Forwards    IE    Info  Notice   79-99.     "Lass    of   Nonsafety-Related 
Reactor  Coolant    Sys    Instrumentation   During    Operation."   No 
specific   action    or    response    required. 

D'RGILLY,  J.  P.  Region    2,     Atlanta,     Dffice    of    the    Director. 

79/11/16.        2pp. 

7912060620   Forwards    IE   Circular    79-24,     "Proper    Installation    fc   Califtr    of 
Core    Spray    Pipe    Break    Detection   Equipment   on   QWR9. "    No 
response    required. 

D'RGILLY.  J.  P,  Region   2,    Atlanta,    Office    of    the   Director. 

79/11/36.       lp. 

7912110157  Forwards    IE  Circular    79-23,     "Motor   Starters    fc  Contactors 
Failed    to    Operate."    No    response    required. 

O'REILLY,  J.  P,  Region   2,     Atlanta,    Office    of    the    Director. 

79/11/36,        lp. 

7712190478  Forwards  IE  Bulletin  79-37,  "Loss  of  Non-Class  IE 
Instrumentation  J.  Control  Power  Sys  Qua  During  Operation." 
No  written  response  required. 

0 'REILLV,  J.  P.  Region   2.    Atlanta,    Office    of    the    Director. 

79/11/30.         lp. 

791SJ10316  Forwards    IE    Info  Notice   79-30.     "Reporting    of   Dafects   & 
Noncompliances,  IOCFR21.  "   No   action   required. 
O'REILLY.  J.  P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/12/06.        tpp. 

7912300060  Foruarfls    IE  Bulletin   79-2B.     "Possible   Malfunction   of   Namco 
Model    EA18O  Limit   Switches    at   Elevated   Temps.  "    Action 
required. 

O'REILLY,  J.  P.  Region   2,     Atlanta,     Office    of    the    Director. 

79/1E/07.       3pp. 

79122BQ426  Forwards    IE    Info   Notice   79-31,     "U»e    of    Incorrect   Amplified 
Response  Spectra.  "    No   written    response    required. 
O'REILLY,  J.  P.  Region    2,     Atlanta,     Office    of    thu    Director. 

79/12/13.        3pp. 


F.     Security,    medical-     emergency   !i    fire   protection    plans 

7913040471    Forwards    info    i'e    upgraded    emergency    plans    to    plants    under 
const   &  OL  revi  eiu.  Applicants   ro  q,uired    to   maliB    certain 
emergency    arrangements    u/state    d   local    organi i ations   d 
submit    emergency    plans    per    Reg    Guide    1,  101. 
VASSALLO.D.B  Division   oF   Project   Management.       79/11/21.       6pp. 

fl.     Inspection   reports,     IE   Bulletins  t.   correspondence 

79I2O5O657    Forwards    IE    Insp    Repts     50-566/79-15    h   50-967/79-15   on 
79O93&-2D;,  No    noncomp  1 1  ance    note-d. 

BUTHERLAND,  J.  t.  Segion   2.     Atlanta,     Fuel    Facility    t   Materials 

Safety    Branch.       79/IO/24.       3pp. 

-- -791 2050-66.6   IE    Insp   Repts    50-566/79-15  t.    DO-56i7/79-i9  or.   79092i~2a.  No 
noncompl iance    noted.  Major    araas    inspet ted:  adminl strative 
procedurss.  plant    site    insp    t    revieui   of    meteoro  lo-aicid  I 
measurements    program. 

CUNNINGHAM.  A,  L,  Region   S.    Atlanta,     Office   of    the    Director. 

HUFHAM.  J.H.  Region  3,     Atlanta,    Fuel    Facility    &  Materials   Safety 

DT-atic!..       79/10/33.       3pp- 

7912060077  Forwards    IE    Insp   Rep ts.  BO-566/79-16   k  50-567/79-16  on 
VfliOtiS-ia,  No   noncompltancc   noted. 

MUHPHY.C.E,  Ragion   a,     Atlanta,    Reactor   Construction   &  Engineering 

Support    Branch.       79/10/31        2pp. 


79132B0150  Foriuarda    IE  Circular    79-33,     "Shock    Arrmtor    Strut  AlHembly 
Interference.  "   No  luritten   responsa   required, 
O'REILLY,  J.  P.  Region   2,     Atlanta,    Office    of    tlm    Director. 

79/12/30.        flpp. 

9.     Reportable   occurrences.    LERs    h   related    correspondence 

71712031>541    Second    interim  deficiency    rapt   ro    crack    in    partially 
embedded    rebar. Conat   procedures   at    sitoG   revised. Plans    to 
submit  nnit   rept    by   SQQ20B. 
MILLS.L.M.        Tennessee    Valleij    Authority.        79/11/23.        2pp. 

791219057B  Forwards    second    interim   deficiency    rept   re   rebar    bending  not 
In  accordance  u/apecs. 
MILLS, L.M,       Tennessee    Valley   Authority.       79/11/23.       lp. 

— 7912190610  Second    interim   deficiency   rept    re   rebar    banding    not   In 
accordance    u/specB.  Div   of    Const    procedures    for    bending 
partially    embedded   refiar    did    nnt    implement   Const   Spec    Q-B 
requirements.  Const   proceduroB   ravlsed. 
*      Tennessee   Valley    Authority.       79/11/23.       lp. 

791203019?  First    interim   deficiency    rept   ro   nonconf ormanca    in   mBtal . 
conduits.  Damaged    threads,  burrs    d    flaked    galvaniiet)    coating 
detected.  Defective   parts   will    ba    returned    to   Trianola   PMC   ti 
all    conduits    inspected. 
MILLB.L.M.       Tennaasee    Valleu   Authority.       79/11/26.       2pp. 


— 79120AO089    IE    Insp    Repts   30-5o6/79-16  fc   50-3t7/79-l6   on   79I016-1B.  No 
noncompllancH   n-oted.  Mn jor    areas    Inspected :  concrete    placemgnt 
(Unit    tl.Qft  audi  ta.  uorfc    package*  &   IE   circulars. 
CANRTELL.F.  S.  flexion  3<    Atlanta,    Reactor  Construction  & 

Engineering   Support   Branch.       GDUGE,  M.  J,  Region   3,    Atlanta, 

Office    of    the   Director.       79/1O/29.       9pp- 

791HOt01i3  Foruardt    IE    Info  Notice  79-12A,     "AttemfitBd   Damage   to   Neu 
Fuel   Asiertl 1  lea.  "    No    specific   action  or   response   required, 
O'REH-LV,  J.P.  fiesion  3,     Atlanta.    Office    oP    the   Director. 

79/11/09.        3pp. 


7912190692  For-iuards    first    interim   deficiency    rept   re    defective 
electrical    conduit. 
MILLS, L.M.       Tennessee   Valley    Authority.       79/ll/2i.       lp. 

--7913190698  First    interim  deficiency   rept   re   defective    elactrical 
conduit.  Defect*    identifiad    as    damaged    thr»ad«.  burrtti  out   of 
round   t,    flailing    of    galvaniied    coating. AM    conduits    beino 
inspected    &   defective    conduit  returned    to   Triangle   PWC. 
»      Tennessee    Valley    Authority.       79/11/26.       lp. 


DOCKETED  ITEMS 
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DOCKET    8TN-SO-56B   NEP    NUCLEAR,     UNIT    1 

A.     Application/construction    stage    document -3   t  correspondence 

7911280153  Discusses   mods    to  NF1C    position  re    status  t   appl  icabi  lltu   of 
TM1-2  accident   review  t<  NUREO-057S    to    facilities   under 
const.  Foruards   addl    info    to   be    considered    in   tUjvelopment   of 
final    plant    deslo.n   fc  procedures. 
VASBALLO.  D.  B.         Division    of  Project  Management.       79/10/10.       4pp. 

7912HO264  Discusses   NHC    plans    to    use    generic    analyses    to   develop    early 
verification   program   to   resolve   ATW3    issue    for  PWRs    b  DWRs. 
Success   of   program   depends   on    industry    response. Supports 
Formation   of    owners    groups    to    provide    necessary    info. 
DENTON.H.  R.       Office    of   Nuclear   Reactor   Regulation.       79/10/17.      gpp. 

H.     General    correspondence 

79122OD603  Responds    to    encl    request    for    data   on   positive   points   on 
nuclear   energy. Forwards    excerpts    of   DES    (NUREG~05a9). 
Probable    lifetime    generating    costs   I>  health    effects    favored 
nuclear   plant    over    coal. 
BENTON.H.R.       Office    Df   Nuclear   Reactor   Regulation.       79/12/03.       lp. 

— 7912Q00605  Requests    data    on   positive    points   of   nuclear   energy, for 
us«    in   class    debate. 
PEEBLES.Y.S.       Affiliation  Unknown.       79/12/03.       lp. 

791319OO19  Responds    to   791101    Itr   requesting   nuclear    energy    info. 
Forward*   DEB  rtt    facility    const. 
DEHTDN.H.  fi.       Office    of   Nuclear   Reactor  Regulation.       79/12/04.       lp 


DOCKET    BTN-SO-S69  NEP   NUCLEAR.    UNIT  2 

A.     Application/construction    stay  a    documents  d   correspondence 

7711350133  Discusses   mods    to   NRC   position   re    status   8.  applicability    of 
TMI— 2   accident   revleui  &  NURE8-057B   to    facilities   under 
const.  Forwards   addl    info    to   be   considered    in   development   of 
final    plant   design   li   procedures. 
VAS3ALLO,  D;  D.         Division    of   Project   Management.       79/10/10.       4pp. 


791H11O264  Discusses  NF1C  plans  to  gao  gene 
verification  program  to  resolva  ATH9  isu 
SUCCBSS  of  program  depend!  on  Industry  r 
formation  of  owners  group*  to  provide  ne 
DENTDN,H.R.  Office  of  Nuclear  fluactor  R 


H.    General   correspondence 


in    analy*e»    to   develop    early 

o    for   PHRs    t  DWRs. 

sponse. Support* 

eesary  info, 

aulatlon.       79/10/17.      3pp. 


7913SOO&03  Responds    to   encl    requent    for    data   on   positive   points    on 
nucLaar    onargu.  Poruards   aicerpts    of   DES    (NUREQ-0329). 
Probable    lifitlme    gsneratlng    costs    t>  health    effecti    favored 
nuclaar  plant  over  coal. 
DENTON.H.R.       Office    of   Nuclear    Reactor  Regulation.       79/12/O3.       lp. 

— 7913200605  Request*    data    on   positive    points    of   nuclear   energy,  for 
us*    In   clan*   debate. 
PEEBLES.  Y.  a.       Affiliation  Unknown.       79/12/03.       lp. 

791K17OO19  Responds    to   7911OI    Itr  requesting    nuclear    energy    info. 
Forwards  DE8  re   facility   const. 
DENTON.H.  R.       Office    of   Nuclear   Reactor  Regulation.       79/12/04.       lp. 


DOCKET    STN-30-S74  DAONAC  NUCLEAR    POWER  PROJECT 

fi.     App  1  1  cation/construction    stage   documents    b  correspondence 

7912O3OO71    Forwards   comments   re   grocadural   &   jurisdlct ional    issues 
raiiBd   by   Uiitlnghousa    application. Health    b  safety    impact 
of    B spur  tod    nuclear   mails    In   foreign  nations    outside   NRC 
jurlirflctlon. 
DANKHEYEH.  T.  R.       General   Electric    Co.       79/11/13.       14pp. 

7912O3OO79  Submits   comment*    on   procedural   &    jurisdictional    lisues 
Involved    In  HesUnghouae   appHcition.  NRC   has   no 
•  rtr«t*rritorial    jurttdictlon.  Health, saPety  fc  environ 
aspects   are   reipon«loilitu    of  recipient   country. 
DEPDIX.V.P.       Atomic    Industrial    Forum.       79/11/16.       5pp. 

7912O3OD66  Comment*    on    ««fety   h  anvlron    factor*   re   proposed 
Meetinghouse   application.  Oppose*    loan    to  Filipino  govt   to 
finance   nuclear   plant.  NRC    obliged    to    (tudy    safety    health   h 
environ    Imp«cti    of    facility. 
COLLIMS.D.H.       AffiUatlon   Unknown.       79/11/19.       App. 


7912050219   Forwards   notes    !.   errata    sheet    to   vteus    on   procedural    !, 
jurisdictianal     issues    re   Hestinghause   application    to    ciport 
nuclear    reactor    to   Philippines. 
PEHLAS.  J.  N.        Affiliation   Unknown.        79/11/31.        Bpp. 

7912210141    Forwards    IAEA   safety    eipert   repts   (.   cover    Itr 

HAUBER.R.  D.        Office    nf    International   Programs.       79/12/OS.       3pp. 

—7912210160    "Technical    Assistance    In   OA   &   NonDestructive    Testing,  "   Field 
Kept    1.79O710-OB10.  * 

ALDERT.M.  O.         International    Atomic    Energy   Agency    (Austria) 
79/OB/3I.        Bpp. 

7912210173    "Technical    Assistance    In   Oft   &   NonDestructive   Testing,"   Field 
Ropt   2,790810-1110.  B 

ALBERT,  W.  6.         International    Atomic    Energy   Agency    (Austria) 
79/11/30.        3Opp. 


0.     Ad  judicature    correspondence 


79120S0392  Forwards, on  behalf    of  Embassi]    of  Philippines,  Natl   Pouer 
Cnrp   vieus   re    eiport  as    interestad    state  agency   of  Onvt   of 
Philippines. 
RDMUALDE2.E.  Z.        Philippines,       79/11/15.        lp. 

— 79120S039i   Statement   of    views    by   Matl   Pouer   Corp, agency    of   Oovl    of 
Philippines,  in  response    to  Commission   791019  order.  Atomic 
Energy   t.  Nuclear  Nonprol  if  eratlon  Acts  mere  not  promulgated 
to   dictate-   policies   on   foreign  nations. 
»     Philippines.      79/11/15.      0pp. 

7912030033  Response   to  Commisaion  791019  order  requesting   views   on 
nuclear    reactor    e»port   to  Philippines.  Requests   hearing   on 
issues   presented    in  790419  petition  to    interVEnc.  Supporting 
documentation    and. 

ASHER.T.R.       Center    for  Development  Policy.      BQQIM,  T.  R.      Benin.    M  B 
79/11/19.       67pp. 

7912050097   Comments    in   response    to   Commission   791019   order   requesting 
vieus   on   Coomission    jurisdiction   to  consider  nuclear  reactor 
effects    in   foreign  country.  Proceed  ing   affects    foreign  policy 
tiihich    NRC   cannot    formulate. 

SCARDLA,  J.  A.        Ebasco   Services.     Inc.     (subs,     of   Exnserch   Corp    ) 
79/11/19V        17pn- 

791205032B   Affidavit    of   C   Planas    on   791119   re   Uestinghoose   application 
to    ojport   nuclear   reactor    to   Phil  ippines.  Application    should 
be   denied    due    to    health   t.  safety   risks  fc  high   cost  of  naint. 
PLANAB.C.      Affiliation  Unknown.      79/11/19.      4pp. 

7913050336   Forwards   petition   stating    vieus   of    16   individuals  &    14 
public    interest    groups   re  Ucstinghause   application  to  export 
nuclear  reactor    to  Philippines    in  response  to  NHC   791019 
request    for    comments, 
A3HER.T.  R.        Asher.  T.  R.  .     PC.        79/11/19.        ip. 

— 7912050343   Urges    NRC    to   undertake    eianination   of    health, safety   & 
environ   impacts  of  proposed  Philippines  reactor. 
MATTlSDNrL-       Center   for   Development  Policy.      79/11/13.      2pp, 

7913110373   Forwards   Concerned    Citiiens   Reactor   Eiport   Revleu   Board 
responses    rn    NHC    hearing    on    nuclear   reactor    e»port    to 
Philippines. 
HAYES,P.J.       California,    Univ.    of,    Berkeley.      79/11/19.       lp. 

— 79121103B3  Brief    in    lieu   of   plnading,re   nuclear  reactor   eiport   to 
Philippines.  Questions   ability   of    less    developed   nations   to 
deal   u/nuclear    technology    issues. Supporting   documentation 
encl. 

ZAFISKV,L.        Concerned    Citiiens   Reactor   Eiport   Review   Dtrard. 
79/11/19.        132pp. 

7912030206  Forwards   revised   request   for   hearing   on   seven   Issues 
outlined    in  770419  request   to    Intervene. 
ABHER.T.R.        Asher.T.R..     PC.        79/11/31,        lp. 

— 7912050211    Response    to   NRC   791O19   request    for   views   on   Philippine 
eiport    proceedings.  Hearing    on   seven   items   outlined    in  770419 
petition    to    intervene   requested. 
ASHER.  T.R.        Center    for   Development   Policy.       79/11/31.       69pp. 

791S450077  Response    in   apposition   to   Ctr   for  Development  policy, 
Philippine  Movement    for  Environ  Protection  et  »l   791119 
request   that   Commission  waive  rules   on  eipart  proceeding!, 
KB  II  a  her    rept   available   to   public.  Certificate  of  Svc   encl. 
BECKER,  J.  M.       Office   of   the  Executive  Legal  Director.      79/11/29.       5pp. 


71?iaiO047fl    Reapona*    in    opposition    tp    Ctr     for    Dave  lopm^nt    Policy. 
Philippine    Movnment    Pur   Environ    ProtflC  tion,  Movement    for   Frea 
PhlllpplnflS    t,  NJ   Periaa   7911L9    p  1  ead  ing.  Ws  i  ver    of    export 
role*    uiill    create    uncertainty    among    Importing    eduntrias. 
D.ETTAUER.R.  J.        Stata.  Dept.  of.        77/11/29.        1pp. 


7913110437  Notifies    that    NRC    intsnds    to  ruutinelg    forward    to 
anprooriata   state    public    util    regulatory    flroups   k   stata  attg 
general    ofcs    copies    of    escalated    enforcement    corroipond«nce 

0   "."«";    Chicago,    Off."    of    the    uir.ctor.      79/U/*,. 


77kail»349  Forwards   Friends    of    th  »   Fllpino    Puople    791114    Itr 
transmitting    1.900   signatures    requesting    denial    of   nuclear 
reactor    B«port    llcenae    to   Phi  1  i  ppines.  Ent  ira    document 
available    in   PDfl    In  Washingon.  EC. 
o  Docketing    (H   Serviees    Branch.        79/12/06,         Lp. 

—7912110330  Forwards    petitions    containing    1.900    signatures  rsquasting 
denial    of   nuclear    reactor    aiport    license    to    Phi  1  tppines. 
Public    hearing    urgad.  ,„,.,,.„         c 

SCHIBMER.D.B.       Friunds    of    the    Filipino    People-       79/11/14.       5pp. 


7913190240  Forwards    IE  Bulletin   79-27,     "Loss    of   Non-Class    IE 
instrumentation  &  Control    Power    Bus   Dus   Duping   Operation." 

r"PQ«:ironq3,lrChicagD.    Office    of    the    Director.       79,11*1 


In. 

7912140099  Forwards    IE    Info  Notice   79-30,     "Reporting    of  Deficti    t, 
NBneompl  lances.  10CFR21.  »    No   action   «•  P.spon..   r.ju  *"J-  ,„,.„,., 

KEPPLEH.J.  Q.  Region    3,    Chicago,    Officlh.af    the   Director.      79/1H/OA. 

IP. 


DOCKET   STN-50-5BO   ERIE   NUCLEAR    PLANT.     UNIT     1 

ft.     Application/construction    atage    documents   tt   correspondence 

7911280153  Discusses    mods    to   NRC    position    re    status    tt  applicability    of 
TMI-2  accident    review  &   NUREO-0576    to    facilities   unilir 
const. Forwards    addl    info    fco    b»   considered    in    development  of 
final    plant   design   !<   procedures.  „,.„,,„        „ 

VASSAt-LO,  D.  IK  Division    af    Project   Management.        79/1O/1Q.        1pp. 

7912110264  Discusses    NRC    plans    to   use    generic    analyses    to   davalop    early 
verification    program   to    reaolva    ATMS    Issue    for   PWRs   6    aURs. 
Success    of   program    depends    on    industry    response. Supports 
formation   of    owners   groups    to    provide    necessary    ln'°*       ,„,,,        _ 
DENTDH.H.R.       Office   of   Nuclear   Reactor    Regulation.       79/10/1/.       Jpp- 

7912070O04  Request*    Jistr i hut i on   of    enc 1    memorandum   to    bosrd 

notification    svc    lists.  -., ,.,,«« 

VAHOA.B.A.  Assistant  Director    For   Light    Water    Reactors.       79/11/03. 

3pp. 


C.    Utility   Environmental    Report    <E«ti     amends    b   < 

77132700B1   Forwards    updated   d  i  itrib  utton    lilt    for    a-nviron  r»pta    E> 
DUNCANiM.  Envlranmsntal    Projects    Branch    tt.       79/12/06.       4pj». 

P      Operating    license    staga   documBTifcs   t    corr  oipondence 

7912120340  Forward*    10-gr    forecast    rapt    to    be   used    in    updating    plants 
Final    Environ  Bt  itanmn-t.  U/o    end. 
MILLEit,B.M.       Ohio  Edison  Co.       79/13/09.        lp. 

0,     InipBction  reports.     IE  Eullatins   &   corr«»ponijence 

7912050147   Forwards    IE   Circular   79-22,     "Stroka  Times    for   Power    Operatsd 
Relief  Vfllwas.  "    Mo   raaponie   required.  -,-,,.,.,. 

KEPPLER-J.O.  Region   3,     Chicago.    Office   of    the   Diractor.       79/11/lfi. 

lp. 

7912100241    Forwards    IE    Info   Notice   79-2Sr     "Overloading    of  Structural 
Elements   Due    to  Pipe   Support   Loads."    No    r»Bpon.le   squired,  ..... 

KEPPLER.J.  O.  Region   3.    Chicago.     Office    of    the   Director.       79/11/ia. 

lp. 

791E11O506   Forward*    IE   Info    Notice   79-29,     "Loti    of  Nonsaf  sty-Related 
Reactor   Coolant   3ys    Instrumentation    Durlna   Djieration.  "    No 
epeclftc    action    or    responsa   rinuired.  „„,.,,., 

HEPPLERiJ.O.  Reoion   3,    Chicago.     Office,    of    the   Director.       79/11/16, 


7913030405  Forwards    IE  Bulletin    79-a&,     "Boron    Loss  From   BUR   Control 
Blades."    No  responae   required.  -„,...«« 

KEPPLER.J.O.          Raglon  3.    Chicago,.  Office  of   fche   Director.      79/11/20. 
lp, 

79iai004-tl    Foruardi    IE  Circular   79-34,     "Proper    Installation   fc  Calibr    of 
Core   Sprau   Pipa   Break    Detection  Equipment   on  BUR*.  "   No 
turttt«n    response   r»q.uired,  „_,.,,„, 

K£PPLERr  J.  0.  Rejlon   3,    Chicago,     Offica    of    the    Director.       79/11/8*. 

lp. 

7112140323  Forwards    IE  Circular  79-23r     "Motor    Start»rs   &  Contactors 
Pallia    to  Operat*.  "  No   uiritton   respDnse   reqiflreil. 

KEPPLER,  J.O.  Rejion   3,    Chicago-    Offlc*   of   *he    DIr«*tor.       79/U/H6. 

lp. 


7912200136  Forwards    IE   Bulletin  79-20,    "Possible   Malfunction   of  Naato 
Model   EA1HO  Limit   Switches   at  Elevated   Temps."   Action 

KEPPLER? J.  0.  Region    3,    Chicago,    Offico    of    tha   Director.       79/18/10. 

IP- 


DOCKET  STN-30-501    ERIE  NUCLGAn  PLANT-    UNIT  2 

A.    Application/construction   stase    documents   ft   correspondence 

79112B01S3  Discusses    mods    to  NRC    position  re    status   fa  applieabilitg   of 
TMI-2  accident  ravieui  &  NUREO-037B    to   facilities   under 
const.  Forwards   addl    info    to   be    considered    in   dov«lopnent  of 
final   plant  design  fc  procedures.  -,olln,,n       .„„ 

VABBALLO,  D.  B.         Division   of   Project  Management.       79/10/10.       4pp, 

791K1  10264  Discusaes    NRC    plans    to    use    generic   analyses    to   dtvalop    i*rli| 
verification    program   to  rasolve   ATW9    issuo    for  PHRs   t  BHRs. 
Success   o#   program   depends   on    Industrg   response.  Supports 
formation    of    ouners   groups    to    provide  neeeitorij    »"*»-     „„„,        _,„ 
DENTON.H.R.       Office   of    Nuclear   Reactor   Regulation,       79/1O/17.       Jpp. 

7912070004  Requests    distribution    of   sntl   memorandum  to   board 

""1"1    'Assistant  Director    for   Light  Water   R.actors.      79/11/OB. 


3pp. 
C.    Utilttg   Environmiintal   Report    <ER),    amends   fc   eorr«»ponilenei 

7?lH370Qal    Forwards   updated   distribution    list    for   environ   repti 
Environmental    Projects   Branch   2.       79/12/06.      4pp. 


P.    Operatino    license    stage   documents  fa  eorrespondtnce 

7912120340   Forwards    I0-yr   forecast   rept    to   be   used    in   updating    planti 
Ftrial   Environ  Statement.  W/a    encl. 
MILLER,  fl.  M.       Dhlo   Edison  Co.       79/12/03.       lp. 

0.     Inspection   reports,     IE  Bulletins   t,  correspondence 

791SOB0147  Forwards    IE  Circular  79-sa,    "BtroVe  Times   for  Pou«r  Ojeratad 
RHllef  Valves."    No    response   required.  -»*n/i* 

KEPPLEfi.J.O.  Rejioti   3,    Chicago,    Office    of    the    Director.       79/11/16. 

lp. 

7912100241   Forwards    IE   Info  Notice  79-23.    "Overloading   of  Structural 
Elemsnts  Duo   to  Pipe  Support  Loads,"  No  response  "I"*"*-      _-.,,,,, 
KEPPLER,  J.O.          Region  3,    Chleaao,    Offiei   of  the  Director.      79/ll/lA. 
lp. 

791H110BQ6   Forwards    IE    Info  Notice  79-29,     "Lots    of  Konsafety-R«late* 
Ri«tor   Coolant  Sgs    Instrumentation  Durlnn   Operation.      No 
specific    action   or    response   rtqulred.  -70/11/1* 

KEPPLER,  J.  0.  Region  3,    Chicago,    Office    of    th*  Director,       79/11/i*. 

lp. 

791E05040S  Forwards  IE  Bulletin  79-26,  "Boron  Loss  Fro*  BUR  Control 
Blade*.  "  No  response  required.  *a,,tj'tn 

KEPPLER,  J.O.     Roglon  3,  Chleaoo,  Offlc.  of  the  Director.   79/1  WW. 

la. 

7912100441   Forwards   IE  Circular  79-34,    "Proptv  Installation  t  CillbT  fll 

Core   Spray  Pipe  Brsak    Detection   Equipment   on  BWRs.  "   No. 
written   responsB   required.  TO.M  MO* 

K.EPPLEH.  J.O.          Region  3,    Chicago,    Office   of  the  Director.      79/ll/Bft. 

IP- 


DOCKETED  ITEMS 


7912140323  Forwards    IE  Circular   79-H3,     "Motor    Btarttr*   &  Contactor* 
Failed    to  Operate.  "   No  written   rtipaniB    requlra<d. 

KEPPLER,  J.  0.  Region  3,    Chicago,    Offica    of    the   Dlractor.       79/11/24 

Ip. 

7912110437  Notlfle*    that   NRG    intend!    to   routinely    forward    to 
appropriate    *tata   public    utit    regulatory    group*    lc    itata   attu.    • 
Biinrol    ofct   cop  let   of   eicalated   enforcement  correspondence 
••nt   bg   NRC'  to   lictnisei. 
KEPPLEH,  J.  0,  Region  3,    Chicago,    Qfflco   of    thit  Director.       77/11/29. 

IF. 

791319034O  Forward*   IE  BulUtin  79-27,    "Loaa  at  Non-Clan   IE 
Instrumentation   It  Control    Pouor    Sgs  But   During   Operation.  " 
No   urltten  raiponxa   required. 
KEPPLER.J.  Q.  Region   3,    Chicago,    Office    of    the   Director.       79/11/30 


7913140095  Forward*    IE    Info  Nofclca    79-30,     "Reporting    of  Defect*  ft 
Naneompllancei,  10CFR31.  "  No  action   or  reipone*  requlrad. 
KEPPLEfli  J.  0.          Region  3,    Chicago,    Office  of   the  Dime  tor.      79/12/04 
Ip. 


S.     Aijudicatorij 


7912120040  RaquoBt*    for    rever.al    of  NY  State  Board    on   Electric 
Generation    Siting    fc  Environ  791O12  diimiint   of    application 
or,  if   reversal    denied,  for   rehearing.  Ownership   of    propoud 
•  tation  did^  not    co-n»titute    *ufficl*nt   grounds   for   dismliial 
8CHUTT.R.       Nau  York    State   electric  tc  Dai   Corp.       BCHUTT,  R       Huber, 
Maalll,    Lawrence   !.   Farreli.       PUTTER,  J.  L.      Long    I  Eland    Lighting  Co. 


7918170149  Support!   util   791029   rBflu»st  .for    indefinite    dalau   due    to 
NV  Slat.  Siting   Board    791012   dlvmliaal    of  Ca>*  GOOOB 
RBCDintntnds   waiting    for   outcome   of    util   motion.due   to    joint 
federal   b  itata   proi»oding».  C»rtif  Icate    of  Svc    Bncl 
LEWIS.  8.  H.       Hvaring    Branch   2.       79/11/19.      4pp. 

7912170337  Notice   bg    NY  Stata   Board    on  Electric  O.Ttiration  Siting   b 
Environ.RBpliB*   to   utila'  application  for  rehsarlng   oF  ASLB 
ordtr    diiRiisilng   apolicatlon    for-    ctrtlflcate   of    environ 
compatibili-Sg    mill    be    accepted    if    fllBd    bu  791203 
MADISDN.S.R.       N«u  Yorli,    Stota    of.       79/11/20.       Ip. 


7912300136  Forward.    IE  Bollotin   79-28,     "Po»eibl«  Malfunction   of  Nanco 
Model    EA1BO  Limit   Suiltche*   at   Elevatod   Temp,.  "   Action 
req.ulr*d. 
KEPPLER,  J,  0.  Region   3,    Chicago,    Offico   of    tha   Director.      79/12/10. 


791214001B  Btatemint   in   opposition   to  applicant!  79U1S  motion  for 
rehearlntj   r>   ASLB   order   dismUiing   application,  Appllcanti 
fallad    to   ostablish    present   intontion   to   build  plant 
Certificate  op  9ve   and. 
ABRAMS.fl.,    BIALIK.E.  I.       N*u  Vorlr,     State   of.      79/11/al.       13pp. 


DOCKET  BTN-SQ-Sa*  OIBB8AR,    OIB&B  tc   HILL 

A.    Apnlicatlon/canitructton  stago   document!  b  correspondence 

—*-—-*  —  —  *—  —  —  «  —  —  —  —  '  —  —  -  —  —  —  —  —  --  H-,  _-»  ....  _*  ,  —  .___  .....  *.  —  —  _..».  «_  _  M_  _  „  —  .___.. 

7713120474   Forward  I   verification   document*    for    in-hou»e   computer 
progra.nl    SCONV,  SPECTRA,  QUAKE  t,  TIME,  In   support   of  reiponie 
to  HRC  Omit  ton   131.63, 

PRIETOiR.       Olbbi   t.  Hilli     Inc.     (tubs,     of   Dravo  Corp.  ).      79/11/30 
33jip. 


7912360332  flaplg    In   opposition   tn    applicant]  791U3  motion    for 
T»h»*rins   ra  NV  State   Siting   Board  dltmlaial    of   nracBidlng. 
Applicants   failed   to  itati  naui  argument*.  No  b«n«flcial 
purpoie  ulll    be    ivrvvd    lij   rehearing.  Certlficata   of  Sve    tnct 
INDYKE.C.M.,    FLYNN,M.       Niu  Yam,     State   of.      79/13/03        Hipp 


DOCKET  BTN-30-397  NEW   HAVEN,    UNIT  .3 

A.     Applie«tlan/con«truction   st*go    documents  b  correipondonce 


K.     Utility    Final    Safetg   Analyiln   Report    <FBAflt    Sr  amindi 

---  -  ---  -  --------------  __  ------------------------------- 

77121SQ319  Forutrdi  Amend  19  to  OIBBSAR- 

PRIETO^R.   Oibbt  t>  Hill,  Inc.  («ubB.  of  Dravo  Corp.  ).   79/11/30. 

3pp. 

—  79iatK031B  Amend    15   to   OIBBSAR,  rovislng   p*ge«    in   Vol»    1,2,3,B  t  i.  Threa 
ovaniic  drawing*  ancl. 
*      Oibbt   h  Hill,     Inc.     (sub*,     of   Dravo  Corp.  ).       79/11/30.      200pp. 


DOCKET  STN-30-393  PALO  VERDE  NUCLEAR   STATION,    UNIT   4 

~  """"-"""< — .«——«..._.. — .-^— — — — — — ^.^.™M™^«— ^,WHM_fcMM__^_^M_MM 

0.    Adjudlcatoru   correspondence 

79123B090B   Requeitt    tubitantlvt   ra«poni«    to   791O24    requiet   for    NRC    to 
•uppliMtnt  EIS  to   conildar    con«equenc««   of  Cl*«i    9  nuclear 
accldtnti.Failura   to  ratpond   bg   B00104  mill   Indlcata  NRC 
dom    not    plan   to  raitulra    iuppl. 
BW.DUIM,H.  A.      Fritnds    of    the   Earth.       77/1B/H1.       ip. 


DOCKET  BTN-BO-393  PALO  VERDE  NUCLEAR  STATION,    UNIT    S 


7912290308   Raqutiti    iub«tantivt    r**ponia    to  791O24    riqgitt   for   NRC    to 
•upptiwent  Eia  to  coniidir  con>Bo.u*ncBi   of  Clan   9  nucltar 
•etidenti. Failure    to  reipond    by   B001Q4  will    indicata   NRC 
doe*   not    plan   to  requlra   »uppl. 
BALDWIN, H.  A.       Frltnd*    of   tha   Earth.       79/13/31.       Ip. 


DOCKET  BTN-BO-394  NEW  HAVEN,    UNIT    1 
•A,    AppUeation/conitructlon   itaga  documonti   d  corr*ipondinca 

7913110364  DltcuiiB*  NRC  plant   to   ui*  gtneric  analutti   to  dev.lop   Hlrlu 
vartflotlon  program  to  riiolva  ATMS  Uiua   for  PMRi   tc  BHTU. 
Buectii   of  program  dapandi   on   Induitrg   ruponae.  Bgpporti 
foro*tlon   of   ountrt  group*   to   provide   neceiiarg   Info. 
DENTON,  H.  R,      Office   of   Nucliar    Reactor    FUgulation,       79/10/17.       3pp. 


Environmental    Report    <ER),    amend*   tc  correlpiond«nca 

7912300AM  Forward*   updated   dUtributicn   llpt  for  environ  r*pt  lupplt 
a  «tnd*. 

DUNCAN,  M.  Envlronmintal  Project*  Brunch  2.      79/13/07.      5pp.. 


7913110SA4  Ditcusiet   NRC   plans    to   uie  g.nric   analyse,    to  develop    earlg 
verification  program    to  reiolve  ATHB    Usue   for  PWRi   li  BHHs. 
BUCCBB*   of    program  dependi   on    industrg   reiponse.  Bupporti 
Pormation   of    ouniri    sroupt    to    provide   necmary    info. 
DENTON.H.fi.       Office    of   Nuclear   Reactor  Regulation.       79/10/17.       3pp, 

C.     Utility   Environmental    Report    (ERJ,    amend*   t,   corretpondinci 

771B200fiSi  Forwards    updated   dlatrlhtitlon    list    For  environ  ri.pt   luppls  i, 
amend*. 
DUNCAN.M.  Environmontal   Project*   Branch  3.      79/12/07.      3pp. 

0.     AdjuJicatnry    corraBponduncs 


.,  BuPP°rt»   u«l    791029  request    for    Indlflnlte  deUg   duo   to 

NY  State  Biting   Board    79101B  dismissal    of   Case  BOO08. 
Bacomitiend*   malting    for    outcumi    of    util   motion,  dut    to    joint 
federal   &   state  proceedinoi.  Certificate   of  Bvc  tncl. 
LEMIB,  9.  H.       Hearing    Branch   2.       79/11/19.       6pp. 

7912170S37  Notice   by   NV  State   Board    on  Electric   Operation  fiitina    t< 
Environ,  ftiplie*   to   ufcil*'    application    for   rehtarinj    of   ABLB 
order    dinmis.ing   application   for    cartlflcate   of   environ 
cumpatlbllltu  ulll    be   accepted     If    filed    bu   791203 
rlADlaDN,S,R.       Neu  York,    State  of.       79/11/20.       Ip. 

791B14001B  atatimtnt    In   opposition    to  applicant*  79111H   motion   for 
reJiaarlng   ra   ABLE   orJer    dismUnlng    (pplicatlon.  Applicant* 
failed    to   establish   pre»ent  intention   to  build  plant. 
Certificate    of    Sve    end. 
ABRAMa^.,    BIALIKiE.  t.       New  York,     Btattof.      79/11/H1.       12ep. 

79133o02BS  Reply    In   oppoiltion   to    applicant*  79111B  motion   for 
ronsarlng   r»  NY  State  Siting  Board   dlimiaaal   of  ppoeaeding 
Applicant*   failed   to   ttate  n*ui   argument!.  Nq  beneficial 
purpoie    uitl    be    lervad    bg   rehearina,  Certificate  op   Bve   ancl. 
1NDYKE.C.M.  ,     FLYNN.M.       Neu  York,    State   at.      79/12/03.       21pp 


DOCKET  80-039B   NOnTHWESTEHN  UNIV. 

—  —  —  —  *._  _  _  Mfc  «.^  __  Mta  ___  _  M_  fc  ____  __ 

K    Security,    m*dic4l,    emorgftncy  b   firi  protuction  plant 

*~— —----—— ™— --———, — .-.————.——«>.  _«_M«M_J__^^_M__fc__Mfc 

7912180304  Forward*  draft  Reg  fluids   »,  XX,    "std  Format  fc  Content   for 
Llcaniee  Phgsical  Becurltv  Plan    for  Protection   of   BNM   of 
WDderati   or  Low  Strategic  SinnlflcansB,  "  W/o  end, 
REID,  R.  H.  Operating   Reactor*    Branch   4    (Pre   771O30).       79/08/32. 

Bpp. 
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DOCKET   50-399   CARROLL 

G.     Adjudicatory    correspondence 

^owae-pp..™!.;^;.^ 

ra:p^«*»»*!™«  »:!"  :n:  »<"•'*'•'•""»"  °f 

£5»*i:c.        10.*   Public    interest   Research   Broup.        Wll/14.        3PP. 


:r^i^ 

..nuntlan   r,   f.ulblllti    .tudlt.   of   "I"   •»"•"• 


™  "-jLll'S.IUfS.-^-^S'J.Bts:.— " 


potition.  memo 


ort  of  E  Gogol 


„  7  .cond  aOBndBd    petition,  brief    in  supper     of  *  »   .. 
standing  t.  petition  for    reconsideration  of  notion    to   def er^ 
K™.J.L.       Citizens    Against   Nuclear   Pouer.       79/11/23.       3pp- 


contentions   due   to  nuncmap 


..      79/11/33. 


31pp. 


7-J13.20557   Request    for    reconsideration    of   A5LB   79101O   «'"    •«• 

sis-sr-tfjna  =  AS.r^^;.:fJ^i«A 

nrocedures   &    facts    in    case. 

SEKULER.B.N.     Illinois,   Slat*  of.     79/u/M.     ifc-P- 

Motion    to   file    second    amended    potition    to    interveno. 
L        «H..n.    Against   Nuclear   P»«P-       KODNER.  J.  L.       Kodner. 
J.L.       79/11/26         Ip. 

-7913130130   Memorandum    in   support    of   motion    to    file    second    amended 
petition   to    intervene-  Petitioner   standing   was  confirmed    by 
ASLB    following   790919    prehBarinc    conference. 

KODNER.J.  L.      Citl»n.   A3ainSl  Nuclear  Power.      KGDNEH,  J.  L.       K»dner. 
J.L.       79/Il/2i.       5pp. 

—7912130121    Second    amended    petition    to    Intervene.  Ap-pUcants    failed    to 
establish   that  Plum  River    Fault  fc  pro«imily    to    atansky 
Airport   (.  Savanna  Army   Depot  will    not  affect   site   geologic 
(,  safety   suitability.  -.„,..,.,.         i_ 

KODNER.J.L.      Citiiers   Against  Nuclear  PQUHT.      79/11/^6.       if. 

7912140395  Petition   for    reconsideration  of   intervenars  791107   oral 
motion    to    defer    further    consideration    of   applicants'    request 
re   early    site   review   until    President's   Commission    rosults 
are   Lnoun-  Radiation-re  lated    issues   should   OB    insured. 
KODHER.J.L.       Ciliiens    Against   Muclear   Power.       KQDNER.  J.  L.       KodneT, 
J.L.       79/11/3&        2pp. 

7912310340  Forwards  Certificate  of   Bvc    for  State   of    IL  7911H1   motion 
(or   reconsideration 
SEKULER.S.N.        Illinois.     Btata    of.       79/11/26.       3pp. 

7912130066   Bequests    for    reconsideration   of   ASLB   79JOIO   order   re 
Keats   acceptance    of   Contentions    I 
),IV   Ibt.V    (a)    (1)   fc   Ol-Submits 
(j)   !.  VI 

immittee   on   Nutlear   Enerflit 


79122Q023t   Opposos    Citiiens    Against    Nuclear    Power.  I nc    7-?1123   r«qu»«t    to 
file    secant!    amended    petition    to    intervene.  IneiperlBnce    It    no 
cause   for    filing    late   contentions    nor    is    withdrawal    of    tun 
proposed    findings. 

QIELflUSKI.A.  P.        Consolidated    Edison    Co.      of    New   York. 
lEham,     Lincoln    &    Beale.        79/13/1O.        7pp. 


BIELAHSKI.  A,  P. 


—7912300297   Opposes    iutervenor    Jo   Daviess    County   requoot    to  TEtontldir 
rejected    contentions.  Contentions    Ib.III    t>   V(aKlH2)    & 
amended   Contention    Mllg)    re    fuel   t.  raduaste    onsitn    storafl* 
should    be   dismissBd.  Certificate    of   Svc    encl. 
HIELAWSKI.A.  P.        Consolidated    Edison    Co.     of    Nau   York. 
DIELAWSKI- A.  P.        Isnanu     Lincoln    tt   Deale.        79/12/10.        B|tp. 

79122104Ofi   Oppoaea    Citiiens    Against   Nuclear    Pouep.  Inc,  J   Runyon    t, 
E   Gogol    791123  request    For    roconsidaration    of   ABLD   7911OV 
denial    of   request    to    defer    further    considBration   of    earlg 
•site    ravieiii.  Certi  f  ic  ate    of    Svc    encl. 
OODDAnD.  R.  J.       Hearing    Branth    B.       79/12/12.       4pp. 

791226OI10  Seeks    denial    of   Citiiens   Against   Nuclear  Pouiar,  J   Runyon   b 
E   Gogol    791123   request    to     file    second    amended    petition    to 
intervene.  New   contentions    do    not    expand    Issues    before   ASLB. 
Certificate    of   Svc    encl. 
GDDDARD.R.  j.        Hearing    Branch    2.        79/12/12.        Hop. 

7713210093  nospunsB    to    intervenor   Jo   Oavieas   Countu   Ad   Hoc    Committee   on 
Nuclear    Energy    Info   791133  motion    to   reconsider   contentions 
rejected   on   ASLD   79101O  order. Opposes  Contention    IV  b 
supports   Contention    Illlg)    deferrals.  W/Ccrtif icate    of   Svc. 
GDDDAn&,  R.  ~i.       Hearing   Branch    2.       79/12/13.       6pp. 

tl.     General    correspondence 

7912310539  Certificate   of  Bvc    for   NRC    statement    of    position    on 
contentions   ti   motion    to    consolidate. 
GQDDARB.  R.  J.       Hearing    Branch    2.       79/11/21.       2pp. 


DOCKET   50-600   CARROLL    FACILITY    11 
Q.     Ad judicatory    correspond ance 

791213009B  Supplementary    brief    for  Contention  •}   TO    <olar    anergn.  Detail* 
neooraphical    fc  meteorological    basis    to    establish    credibility 
&  gain    admissib  i  lity    for    early    site   reviaiu.  Certi  ficata    of 


Svc    encl. 
BCHHAB.  J.  C. 


loua   Public    Interest   Research    Group.       79/11/14.       3pp. 


7912140034  Supplementary    brief    in    lieu   of    pleadlnfl    ra   Conbontion  9. 
Submits   detailed    Geographical    (.  (neteorologieal    basis    for 
contention  re    feasibility    studies    of    solar    nnnrgy. 
Certificate   of   Svc    encl.  -,„,,,,,,        »„. 

SCHVJAD.J.  C.       Iowa  Public    Interest  Research    Group.       79/11/14.       Jop. 

7912130049  Opposition    to    admission   of    intervenor   Citiiena    Against 
Nuclear  Power  Contontion    15.  intervenor    IA  Socialist  Party 
Contentions    la(ii).lb,lc    t.    It!  1  1  ),  intervenor   State   of    IL 
Contentions   B.  9  &    15b    t,    intei-venor    IA   PIRO  Contention    Ilia 
GQDDARD.R.  J.  .    GOLDBERQ.  S.  C.       Hearing   Branch    B.       79/11/21.       lapp. 

7912130294  Notice    of    791.123    filing    of  motion    to    file    second   amend  n4 
petition,  memorandum    in    support   of   second    an.endad    petition 
filing,  second    amended    petition.  brief    in    support   of   E  Co  not 
utandina    fa  potition    for    reconsideration    of   motion    to   defer. 
KDDNEH.J.  L.        Citiiens    Against   Nuclear    Power.        79/11/33.        2pp, 


7912110192  Reoponsa    to   ftSLB   791010  memorandum  (c   ordsr   r»    special 

prehearing   conf  arence.  Roa.uestn    dismissal    or   nod    of    some    of 
intevvenors'    contentions    due    to   noncompliance    u/reoulationi. 
Certificate    of   Svc    encl. 
f      Commonwealth   Edison  Co. 
34pp. 


-,a,tnii 

Isham.    Lincoln  (,  Beale.       79/11/23. 


pport   of    E  Gogol    standing   fc 

of  rejected 
EPA  requirements, 
wer.      KDDNER,  J.  L.      Kodner. 


7912120537   Requcflt    for  reconsideration    of   ABLB    791O10  order    for 
enlargement   of    hearing    scope   &   for   acceptance    of    previously 
filed    contentions.  ASLn    should    consider   modified   ad juditatcry 
procedures   b   facts    in    case. 
SEKULER.S.  N.        Illinois.     Btafce    of.        79/11/26.        16pp. 


7912270049  Notifies   that    "Bitfl  Suitability  -  Site    Bafeti)  Kept"   ft   "Site 
Suitability   -   Environ   Kept"   mill    be    updated   fc   forwarded    to 
ASLD    in  response    to   7912Q4    tele on. 
uIEl&USKI.A.P.        Ishan.     Lincoln   !<   Beale.       77/12/OS.        Ip. 


7912130117  Motion    to    file    second   amended    potition   to    intervene. 

KODNEn.J.L.       Citiiens    Against  Nuclear  Power.       KdDNER.J.L.       Koin*^ 
J.L.        79/11/26.        Ip. 

—7912130120  Memorandum    in    support   of   motion    to    File    necoeitf    amended 
petition   to    intervene.  Petitioner    standing   uae   confirmed    by 
ABLH    followino   790919    prehearinfl    conference. 

KODNER, J.L.       Citiiens    Against  Nuclear  Pou«r.       KODNERrJ-L.       Kodn«p. 
J.L.        79/11/26.        5pp. 
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7912130121    Second    amended    petition    to    inte-rvene.  App  licants    failed    to 
•itabliBh    that  Plum  River    fault    (.   proilmity    to    Stansky 
Airport   fc  Savanna   Army    Depot   mill    not    affect    site   aeoloolc 
fc   tafety    suitability. 
KODNER.J.L.        Citiiens    Against    Nuclear    Power.        79/11/26.        1?, 


791212005?    Refunds    portion    of    FeB    for   License   SNN-7    re   Amend    MPP-1, 
incorporating    lite    security    personnel     training    plan. 
MILLER.  W.  0.  License  Fee  Management   Branch.       79/11/02.       Ip. 


791S140295  Petition  for  reconsideration  of  intervonors  791107  oral 
motion  to  defer  further  consideration  of  applicants'  request 
r«  early  tit*  review  until  President's  Commission  remit* 
•re  knomn.  Radiation-related  issues  should  be  insured 
KODNER.J.L.   Citizens  Against  Nuclear  Pouier.   KODNER,  J  L   Kpdnen 
J.  L.   79/ll/2i.   2pp. 

791B310340  Forwards  Certificate  of  Svc  for  State  of  IL  791131  motion 
far  reconsideration. 
SSKULER.S.N.   Illinois,  State  of.   79/11/26.   3pp. 

7912130046  Bequests  for  recons  iteration  of  A5LB  791010  order  re 
rejected  contentions.  Requests  acceptance  of  Contention*  I 
tbl.III  (2),  III  (c)  &  <g),IV  <6),V  (a)  (1)  t,  (2).  Submits 

amended  Contentions  III  (j)  b  VI. 

CQX^J.N.   Jo  Davies«  Countg  Ad  Hoc  Committee  on  Nuclear  Energy 

Information.   79/11/2B.   3pp.  By 

791213012B  Brief  in  lieu  of  pleading  in  suppqrt  of  E  Gogol  standing  t, 
rajected  contention*.  Urges  reinstatement  of  rejected 
!;™?,£nti.I>!1S  ^  4,5,7,  H,  10,  H  &  13  per  NEPA  requirements. 
KODNER,  J  L.   Cttliens  Against  Nuclear  Power.   KODNER.J.L.   Korfner. 
"•  t—   /T/l  1/26-   6pp. 


79ia270049  Notifies  that  "Site  Suitability  -  Site  Safety  Rept"  S, 
Suitability  -  Environ  Rept"  mill  b»  updated  &  foruardod  to 
A-9LB  in  response  to  791204  telcon. 
BIELAW6KI,  A.P.   Isham.  Lincoln  &  SB  ale.   79/12/05.   Ip. 


"Bite 


7912280326  Opposes    Citiiens   Against   Nuclear  Power,  Inc   791123   request    to 
file,    tecond    amended    petition    to    intervene.  Inexperience    is   no 
cauie    for    filing    late    contentiona    nor    ia   withdrawal    of    tuio 
proposal)    findings. 

BIELAW9KI,  A.  P.       Consolidated   EdUon   Co.     of    New   Yorll        BIELAUgKT.A  P 
Isham,    Lincoln   1<  Beale.       79/12/10.       7pp.  '     ' 

—  7912250357  Opposes    intervenes   Jo   Davies.   County    request    to    reconsider 
rejected    contentions.  Contentions    Ib.III    !<   Vla)(IM2)    b 
amended   Contention    lll(g)    re    fuBl    t,  raduiaste    on  site    storage 
should    be    d  i  smUaed.  Certi  f  icate    of    Svc    end 
B1ELAWSKI.A.P.       Consolidated    EdUon   Co.     of   Neui  Vork 
BIELAHSKI.A.  P.       Isham-    Lincoln   (,  Beale.       79/12/10.       Spp. 

791S21Q406  Opposes    Citiiens   Against   Nuclear   Powor,  Inc.  J  Runuon  t, 
E   OoDol    7911S3   request    for   recnnsideration   of   A8LB  791107 
denial    of   request    to    defer    Further    consideration   of    eavlu 
itte    review.  Certificate    of   Svc    end 
QODDARD.R.  J,       Hearing    Dranch   2.       79/12/12.       4pp. 

7912260110  Seeks    denial    of   Citiiens   Aoalnmt  Nuclaar    Pouier,  d  Runyon  t< 
E  Onsol    791123  request    to    file    second    amended    petition    to 
Intervene.  New   contentions    do    not    expand    Issuas    before   ASLB 


C»i'tificate  of  Svc  ancl. 
CQDDARDiR.  J,   Hearing  Branch  2 


79/12/12.   Itpp. 


7912210093  Response  to  intervenor  Jo  Davi ess  County  Ad  Hoc  Committee  on 
Nuclsar  Energy  Info  791 133  motion  to  reconsider  contentions 
rejected  on  A9LB  791010  order,  Opposaa  Contention  IV  h 
supports  Contention  Ill(g)  deferrals. W/Certlf ieate  of  Svc 
QDDDAflD.  R.J.   Hearing  Branch  S.   79/12/13.   App. 

H.  General  correspondnnca 

7912310339  Certificate  of  Svc  for  NHC  statement  of  position  on 
contentions  !<  motion  to  consolidate. 
OODDARO.R.  J.   Hearing  Branch  2.   79/11/21.   Hpp. 

DOMESTIC  LICENSING  OF  SPECIAL  NUCLEAR  MATERIAL 

DOCKET   70-OOOB  BATTELLE  COLUMBUS  LABORATORIES 

7912130178  Denies   790BOB   request    for  approval    of    tri-stat*   primary   & 
alternate   routes.  Approves   790B3O  request    for    tri-state/ 
alternate   route.  Proposal    &    initial    arrangements    ui/loeal    law 
enforcement   agencies   withhald    (ref    10CFR2.  790J. 

MCCORKLE.O.  W.  Physical   SHcuritu   LUenainn    Branch.       77/10/23. 

2pp. 

791212003B  Refund*    portion    of    P«e    for   License   SNM-7  re   Amend   MPP-1, 
incorporatinfl    safeguirdi    contingency    plan. 
MILLER,  H,  0.  Lie  aim    pea   Management   Bronch,       79/11/01.       Ip. 


DOCKET   70-0025   ROCKWELL     INTERNATIONAL   CORP. 

7912360352   Requests    ttenptlon    from   licensing    fees. Amends   will    be    issued 
to     licBncees    to    incorporate    decommissioning   (,    emergency 
plans    as    conditions    of    licenses. 

ROUSE. L.C.  Probabilistic    Analysis    Branch    (Pre   791030).       7B/07/13 

5pp. 

7912100433    Ac  k    receipt    of    79I1O9    Hr    informing   NftC    of    step9    taken   to 
correct  violations    noted    in    791026  notice  of  violation 
Corrective   action    Itr    withheld    (ref    10CFR2  790 1 

"  S°9ltln   5'    B""  Francl"°'    Safeguards   Branch. 


DOCKET   70-OO27   DADCOCK    8,    WILCOX   CO. 


7912030093    Discusses     IE    insp    of    Facility    to   review   adequacy    of 
operations,  licenses    *   amend    application   to  modifu   emergency 
evacuation  procedures.  u 

KETZLACH,  M.        Uranium   Fuel     Licensing    Branch.       7-7/10/31.       4pp. 

791H170043    DiscusBea    insp    of    D!,H   Naval    Nuclear   Fuel    Dtv   facility, 
Commercial   Nuclear  Fuel    Plant   fc  Lynchburg  Research    Ctr 
Implementation  of   packaging,  transport  t,   burial    nf    loiu   level 
raduaste    per    IE  Bulletin  79-19   mas   adequate. 
KETZLACH,  N.       Uranium  Fuol    Licensing    Branch,       79/10/31.      flpp. 

79122BOB94   Discusses   site    visit   of   facilities    for    routine    insp    !. 
review  actions   taken    in    response    to    IE  Bulletin   79-19, 


°f   Loul  LBVel    WaBto    for  Transport  &  Burial. 
Uranium  Fuel    Licencing   Branch.      79/10/31. 


4PP. 


7912110536   Forward]    IE    Insp    Rept   70-0037/79-12   on    791016-19   No 
noncumpliance   noted. 
KENNA,H.B.  Region   S,    Atlanta,    Safeguards   Dranch.       79/11/01. 


3pp. 


—7918110944    IE    Insp   Rept    7O-0027/79-12    on   791016-19.  No   noncomp  liance 
noted.  Major   areas    Inspected  :  organl  lati  an,  fac  i  1  i  ty    change  t. 
mod,  internal    review,  oporat  I  ons    procedure   control   Si 
activities    re   packaging    &    shipment    of    low   level   waste 
S™!5!;!:'  °'  P'  RBSl°n   2,     Atlanta,    Office   of    the  Dire(:tor. 

KETZLACH.N.         Division   of  Fuel   Cijcle  !,  MaterUl   Safety 
GILLESP1E.F.  P.  Region   2,     Atlanta,     Saf  eguar  ds    nranch.        79/10/31 

5pp. 

7912110288  Refunda    portion    of    fee    for  Amend   MPP-1    to  License  SNM-42 
Incorporating    safeguards    contingoncy   plan. 
MILLER.W.  O.  License    Fee  Managamont  Branch.       79/11/02.       Ip. 

7912120252   Re-funds    portinn    of    fee    for   License   8NM-12   re    Amend    HPP-1, 
incorporating    guard    qualification  t    training   plan. 
MILLER.W.U.  License   Fee   Management  Branch.       79/11/02.       In. 

791220040B   Forwards    IE    Jnsp    Rept    70-0027/79-14   on    791001-05   No 
noncompliance    notqd. 

Atlfl"ta'    P^ 


7913300612    IE    ln,p   fiept    70-0037/79-K  on   791001-05.  No   noncompl  iance 
nolud.  Major    areas    inspected:  e«  ternal    t.    internal    e.posure, 
reeplratory    protection,  internal    audits,  3hippit»g    contalnerii 
Indapendent    surveys    ti    procodures 


Spp. 


3'    Mlant<"    F"el   Facility   t.  Materials  Safety 
Reflion  2.    Atlanta,    Office    of   the   Director 


"esl'DllllE    to   790209    request    For   exemption   to   License 
Condition  3.1    re   measuring    retainer   samplHs.No   examn  tion 
or    license    revision  required    if   outlined   procedure    follouBd 
Ltr   of   790209    deemed    proprietary    (ref    10CFR2,  79Q> 
PARTLOW,  J.  0-  Material    Control   Licensing   Dranch.       79/11/19. 


Ip. 


.?1"""1:    *?   7?IO°^    !uUittal    of   "vised    eag«   to   fundamental 
S^,S    !S     m   "    controt    Man.SafBguarns   Amend   MPC-1    to  License 
SNM-42  revised    by   adding    Contention   5.  5'  re   phyiical 

>-Il"D   i"   791002    ltr    Proprietary    (ref    10CFR2,  790). 

.  Material    Control   Licensing   Branch.       79/11/19.       Ip. 


n  « 

requirements    of 


ltr   re1uast'"3    tl«    utinilon   to   complete 
.  51  (e)  (11  Cl  I    for  Bept-Oct    natl 


balance    period.  BafeguardB   Amenil  MPP-1    revised   to    grant 
reque*t.  " 

PARTLaw,J.O. 


Material    Control    Licensing  Branch.       79/12/05.       ip. 
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DOCKET   70-0033   TEXAS    INSTRUMENTS.     INC. 


7912200294    Forwards    IE    Insp    R*pt    70-0033/79-11    on    790911-13.  No 
(incompliance    notod.  - 

KAR71W..M.  Q.  Region    1.    Philadelphia.    Safeguards   Branch. 


—  791220Q3QB   IE    Insp    Rapt  7O-O033/79-H    on    790911-13.  No   none  amp  1  iance 
noted,  MHJOT    areas    inspflc  ted  :  raoaaure-ment    &   statistical 
controls   &    ID  E,   associated   LEID.  Detail!    withhold 
(ref    IdCFFta.  790). 

JDVNER.J.H.  fiogion    1.     Philadelphia,    Safeguards   Branch. 

HOLGDYi  0.  J.  Region    1.    Philadelphia,    Office    of    the  Director. 

79/10/25.         1[>. 

7913040093   Requests    registration    as    user    of    Model    QnNL-BNL-NBS    UN   Fuel 
Container.  . 

SHERMAN.  F.  L.       Teia*    Instrument*.     Inc.       79/11/15.       lp. 

7919130197  Confirms    791114    approval    to    use    statistical    procedure 
described    in    Section  3.  3.  B  of    JL  Jaecn    "Qtatlstlca  1    Method* 
In  Nuclear  Matl   pontrol,"    in    waste    drum  aeasureniont    sgs. 
P-ARTLQH.  J.  Q.  KatHB-ijil    Control    Liceniino   Branch.       79/11/HO.       lp. 


DOCKET    70-Q03A   COMBUSTION    ENGINEERING     INC. 


791213O443  Amend    4    to   Licen*e  SNM-33   authoriiinn    Incinerator    operation 
t,   semiannual    Insp    by   Radiation   Spec  lal  ist-Uinilsor.  Forwards 
updated   Page    1. 
CROH.U.T.       Uranium.  Fuel    Licensing    Branch.       79/10/24.       2pp. 

791217O11B  Discusses    onvlron   fc    safety    reviews    of    lito-nae   amend 
application   !.   supp  I,  Inc  i  nera  tor    for   combustible    scrap    IB 

STEVENBDM.fi.  L.  Uranium   Recovery   Licensing    Branth.        79/IO/H4- 

3pp. 

7912110222  Forwards    IE   Insp   Rept   70- 003 6/ 79 -OB    on  791023-26.  No 
noncompltance   note*.  Details   uitftlield    tret    10CFR2.790). 
HIND.  J.  A  (legion   3.     Chicago.    Safeguards   Branch.       7?/ll/21.       3pp. 


7913300426   ftc  k    receipt   of   790906   Itr    informing    NRC    of    stipl   taken  to 

correct    violations    noted    in    IE    In*p  Repts   70-0133/79-04  «. 
70-0364/79-04.  ,    J    , 

MARTIN,  W.  0.  Raglan    1,    Ph  i  ladolphia,    Safeguards   Branch.       79/11/19, 

lp. 

—7912200433  ForuardB    IE    lnap   Rept*   70-0135/79-04  &  70-0364/77-04  on 
7905OS-0302  !<  notice   of  violation.  Ene Is  withheld 

(re*  10CFR2.  90.  > 

MARTIN.W.  0.    '  Region  1.  Philadelphia,  Safeguards  Branch, 

79/OB/OB.   2pp. 

7912310331    RO:  on   791 1 16. technic ian    exposed    to   airborne    inioluble  Pu. 
Caulad    by    leak    in    flangm)    connection   on   glnvaboii    173   do*   to 
failures   of    gasiet    surface   b   room   temp   vulcanil«d    caulking 
compound.  Oloveboiaa    inspected   fc  air  monitors    ussd. 
AUBTIN.M.rt.       Babcock   t  Wllcoi   Co.       79/12/14.       Spp. 


DOCKET  70-0143  NUCLEAR  FUEL  SERVICES,     INC. 


7912800477   PN9-I I-79-102J:  on  791010,  mobi  le    lab   annlyied   raetal    »l*fl 
turned   in   to  Johnson  City   PTBBS  Chronicl«  raportir. M«tl 
found    to    ba    dapletad   U  meaiurlng    one   bg    tuio    Incho.Ko 
radio  log  leal    haiaTd. 

OILLEBPIE.F.  P.  RBDl°n  2'    Atlanta,    Office   of    ttiB   Director. 

79/10/10.        lp. 

7918170044  Confirm*    clarifications   re  791108    Itr   on   mt Biunnnnt 
requironunt    for    inventory    samples,  Condition   2.14   of  Amend 
MPP-1    to  License  QNH-124  revised.  Info   In   licon***   Itr 
proprietary    Iref    10CFH2.  790). 
PAnTLOH,J.O.  Material    Control   Lictnsihg    Brineh.       79/ll/BO.      2pp. 

79IS3Q030S   Request!    foe    for   791107  application    for   amend   of  Lltoni* 
3NM-124    far    aiemptlon    from  annual    evacuation   drill 
requirimenba    for    each    shift. 
WEISS,  J,  D,  License   Fee  Hanagemant  Branch.       79/11/23,       lp. 

7913260171    Ack    receipt    of   791126   Itr    informing    NHC    of   step*    taian    to 
correct   violations   noted    In    IE   In*p   Rept   70-0143/79-39. 
KENNA,U.B.  Region    B,    Atlanta,    Bafaguarda   Branch.       79/13/11.       lp. 


— 7912110275    IE   Insp    Rept    70-0036/79-09    on   791023-36,  No   noncompl ianea 
noted.  Major   ar*aa    inspeeted:  measureoiB'nt    control    program. 
Details  withheld    (ref    10CFR2.79O). 

PATTERSON, J.  P.  ,    HDLODY,  D- J.  R«gl«n3r    <Chlcd||o>     Office    at    the 

Director.       HIN&,  J.  f\.  Region   3.     Chicago,    BaFeauards   Branch. 

79/U/20.        lp. 


DOCKET    70-0135   BABCOCK   !.    HILCOJt    CO. 


791205012O  Ack    receipt   of    790912    Itr    Informing   NRC    of    itnps    taken    60 
correct   violations   noted    In    IE    Insp   Rent   70-0133/79-03  h 
79-0364/79-12.  DotaiU   uithhald    (ref    1OCFR3,  790). 

MARTIN.H.O.  Region    1,    Philadelphia.    Bafaauards   Branch.       79/tO/ll. 

lp. 

—  7912030127   Faruarits    IE    Tnsp    »ept    7O-O133/79-OB   t  70-O3fi4/79-12   on 
790416-20  S.  notice   of   vio  lation.  Not  1  ce    of    violation   withheld 
(ref    10CFR3.  79O). 

MARTIN.  H.  0.  Region    1.    Ph  1  ladelph  la>     ffafeguarda    Drone  h. 

79/OB/aO.       3pp. 

—7912050141    IE    Insp.   Rent   70-0135/77-08    fc  70-0364/79-12  on    790416-20. 
Noncomplianco   noted:  failure    to    propn-l<j    search    vahlcle 
snterinig    protected   area.  Detail*    withheld    (r«f    lOCFHa.790>. 
fil1ITH,O.  C,  ,    JDVHEfl.J.  H.  Region    1,    Philadelphia,    Bjifeguarile 

Branch.       79/OB/OU.       4pp. 

7912200092  Ac  k    receipt    nf   791012    Itr    informing   NRG    of    tt.pt    taVen    to 
correct  violations   noted    in    IE    Insp   Rapt*   70-0135/79-Oi   tt 
70  -0364/7  9-09. 
MARTIN,  H,  O,  Region    1,    Ph  lladalphia.    Safeguard*    Branch.       79/11/19. 


Forwards    IE    Insp   Ropta   70-O135/79-O6  t  7O-03A4/79-09   on 

790303-0437  *    notice    o*   violation.  Motic  »   of  violation 
ulthhetil    (ref    lOCFfta,  790). 

MARTIN,  H,  0,  Region    1,     Ph  i  lado  J  phi*.    Safeguards    Branch. 

79/10/01.       Spp. 

791S200100   IE    Insp   Fepti    70-0133/79-O6  h   70-0364/79-09   on    790303-0437. 
Hancompliancir   notitf:  fa  i  lur«    to  maintain    required   number    of 
arneil    guards    at  Apollo    facility.  Portions  uithhald 
tret    10CFR2,  790). 

JOVNERrJ.H.  Rtgton   2,    Atlanta,    8af«guardi    Branch.       WJSKHER.M.  L- 

Region    1,    Philadelphia,    Offica    of    th*   Director.       79/09/24.       7pp. 


-7912260173  Rniponds    to  NSC   7V1103    Itr  re   violations   noted    In    IE   In*p 
Rept   70-0143/79-39.  Corrective   action*   uifchheld    (r*f 
10CFR2.790). 

MANSER,  W.  C-      Nifcle*r   Fuel   Service*,     Inc.     (subs,     of   Oettg   Oil    Co.). 
79/11/26.        lp. 

-791S26017B   Forwards    IE   In»p   Rept  70-0143/79-39  on   790910-t*   *  notlc*  ol 
violation.  Nntlc*   op   violation  withheld    (ref    10CFR2.790), 
KENNrt,  H,  B,  Region  S,    Atlanta,    Safeguards   Branch.      79/11/02, 

2pp. 

-7912S&0191    IE    In»p  RBpt  70-0143/79-39  on  790910-14.  Noncomplience  nntti: 
failure   to   report  stack, laundry  &  sanitary   stwtr   losse*   for 
KaifiJun*    t  Jul    1979.  Details  withheld    (ref    10CFR2.790). 
DATES,  J.  W.          RBflion  2,    Atlanta,    Office  of  the  Director. 
OILLESPIEi  F.  P,  Region  2.    Atlanta,    Safeguards   Branch.       79/10/31. 

Spp. 


DOCKET    70-0230   THE    BOEING   CO. 


79122006B9    IE    Imp    Findings   b  Licensee   Ach    dtd   791023  of   License 
BNM-233. In*p    findings:no    items    of   noncompllance    or   unsafe 
condition*    found. 
*          Reolon    5,    Ban  Francisco,    Office    of    th«   Director.       79/10/33.      la. 


DOCKET   70-036-V  PARKS  TOWNSHIP   SITE,    BABCOCK  ti  WILCOX   CO. 

7918030120  Ack    reeaipt    of  790913    Itr    informing   HOC   of    iteps    taken   tfl 
correct    violations   noted    in    IE   In»p   Rept   70-0133/79-OB  li 
79-0364/79-IB,  Detailm   ulthheld    (ref    10CFR2.  790). 
MARTINiW.O-  Region    1,    Philadelphia.    Safeguard*  Branch.       79/10/11. 

lp. 

--791HOS0127   Forward*    IE    Insp    Rtpt  70-0135/79-08  fc  70-0364/7T-I2  on 
790416-20'  &  notice    of   violation.  Notice    of   violation  withheld 
(rof   10CFR2.  790). 

MARTItJ,  H.O.  Region    1,    Philadelphia,    Safeguards   Branch. 

79/OB/SO.       2pp. 

--79120SOL41    IE    Insp   Rept  70-013S/79-OB  t>   70-0364/79-12  on  79Q41A-W. 
NoncomplJance  notird:  failure   to   properly    search   vehicle 
entering    protected    area.  Detail!  ulthheld    (ref    10CFR2.79O), 
SMITH,  0,  C.  ,    JOVN6H.J.  H.  Rtoion    1,    Philadelphia.    B«ftttuandi 

Branch.      79/Oa/OS.      4pp. 
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791S20O91O  Forward*    IE    Imp    Rept    70-0341/79-23   on  790910-14.  No 
noneompliance  noted.. 

.  0.  Raglan    1,    Phi ladelphla,    Safeguard*   Branch.       79/11/02. 


7912260O43   Forwards    IE    Insp    Rapt   7O-0371/79-1B   on    791001-04.  No 
noncompl lance   noted . 
MARTIN.W.O.  Region    1,    Philadelphia.    Safeguards  Branch.      79/11/07. 


—7912200316    IE    Imp    Hept   70-    03M/79-23   on   790910-14.  No   noncompllance 
no-bed.  Major  area*    in*p«cted:measursmont   control    program 
Inventory   raconclllation   t<   records   b   rtpti.  D»tallt   withheld 
(r»f    10CFH2.  790.  ) 

JOYNEfi,J.  H.  ,    RATTA.  A.  D.  ,    ZIflULSKV,  H.  Rug  ion    1,    Philadelphia, 

BaPvguardi  Branch.      79/10/23.       lp. 


— 7912260046     IE    Insp    Rapt    70-0371/79-10   on    791001-14.  No    noncompllance 
noted. Major   areas    Insp acted : mg t  of   rnatli   control    sys  !c 
licensee    action   on    previous    Insp    finding!. 

WOLTNER,  E.  Region    1,     Philadelphia.     Office    of    the    Director, 

JOYNER.J.H,  Region    1,    Ph  i  ladalphia.    Safeguards   Branch. 

79/11/05.       lp. 


7712120101   Aek    raceipt   of   791009    Ur    Informing   NRC   of   attpt*   takan    to 
correct   violation*  noted    in    IE   Imp   Rtpt  70-0364/79-sa. 
ORIER.B.H.  Rtglon    1,    Philadelphia,    Office:    of    thi   Director. 

79/11/09.       lp. 

— 7913120106  Rtiponds    to  MHC   790918    Ur   re   violations   noted    in    IE   Insp 
R«pt    70-0364/79-32.  Corrective    actions;  neutron   ranters    calibr 
In    accordance  u/Prottdure    QC-CD-QQ-019. 

AUSTIN,  H,  A.       Bab-cock   tt  Hllcoi    Co.,    Nuclear  Matarlal    Div.       79X10/09. 
3pp. 


7912300076  Act    receipt   of    7910Q8    1  tr    informing   NRC    of    steps    taken    to 
eorroct    Violations    noted     In    IE    Imp    flept   70-O371/79-09. 
Details   withheld    <raf     10CFR2.790). 

MARTIN.U.Q.  Region    1,    Philadelphia,    Safeguards   Branch.      79/11/19. 

lp. 

— 79122000S1    Forward*    IE    Insp   Hopt   79-0371/79-09  on  790317-24  b  notice 
of    vlalatiDci.NotitB    of    violation  withhold    (raf    10CFR2.790). 
MARTIN.U.  0.  RflDton    '•    Philadelphia*    Safeguard!    Branch. 

79/O9/13.       2pp, 


— 791S12O110  Forwards    IE    Insp    Kept    70-03fc4/79-22   on   790031-23  &  notice   oP 
violation. 

BHITH-S.lt.  Region    1.    Philadelphia,    Fuel    Facllltu   b  Material* 

flafttu   Branch.      79/09/18.      2pp. 

—7712120115  Notice    of   violation    from    imp    on   790BB1-B3. 

*  Rtoion    1.    Philadelphia,    Office   of    tho   Director,       79/09/17. 

3pp. 

7913200092  Act    ruceipt   of   791012    Itr    informing    NRC    of    step*    taken   to 
correct   violations   noted    in    IE    Imp    Rept*   7O-013S/79-06  It 
70-0364/79-OV. 

MARTIiN.H.O.  Region    1.    Philadelphia,    Safeguardi    Branch.       79/11/19. 

IP- 

— 791S3G0100   IE    ln»p   R*pt»   70-0139/79-06  b  70-0364/79-09  on   790303-0427. 
Noncampllance    noted: failure    to   maintain   required    number   of 
armed    guards   at   Apollo    facili ty. Portions   withheld 
traf   IOCFR2.  790). 

JDYNER.J.H.  ReglonZ,    Atlanta,    Saf«gu«rd*   Branch.      KUBHNER.  W.  L. 

Raglon    1,    Philadelphia.     OFfica    of    the   Director.       79/09/24.       7pp. 


-7912200090    IE    Imp    Rept    70-0371/79-09  on  790517-34.  Noncomp  1  lance   noted; 
unsecured    boies   did    not    Include  verification  of   serial 
numbers.  9X   of    items    in    scrap    storage  area   have    errors    In 
stated  U    inventory    va  1  ues.  Data!  H   withheld    (ref   10CFR2.790). 
JDYNEfi.J.H.  notion    1,    Philadelphia.    Safeguards    Branch. 

COHEN.  I.  Region    1,    Philadelphia.    Office   of    the  Director. 

79/09/01,       lp. 


DOCKET   70-06B7  UNION  CARBIDE  COUP. 


7912070077  Ac  k    receipt    of   790906   Itr    informing   NHC    of   steps    taker   to 
corract  violations   noted    in    IE   Insp   Rept   70-0697 /79-O2. 
SMITH,  O.H.  Region    1.    Philadelphia,    Fuel    Facility    &  Materials 

Safety    Branch.       79/10/15.       lp. 

— 79120700B6  Responds    to   NH€  790BOB   Itr  re   violations   noted    in    IE   Insp 
Hept  70-06B7/79-OB.  CorroctivB   actiano: radiatiun   personnel 
monitors    conveniently    placed   &   warning    sign   posted    on  QC   lab 
door. 
MCOdVERN.  J.  J.      Union  Carbide   Carp.      79/09/06.       4pp. 


7912200424  Ac*    receipt   of   790906    Itr    informing   NRC    of    steps    taken   to 
correct   violations   noted    in    IE    Imp    Repti   7O-0139/79-04  tt 
70-0364/79-04. 
MARTIN.  M,  Q.  Region    1,    Philadelphia.     Safaguards    Branch.       79/11/19. 


—  791B200433  Forward*    IE   Insp   Repts   70-013S/79-04    b  70-0364/79-04  on 
770BOS-0302  fc  notice   of   vi  olatlon.  Enc  Is   ulthhsld 
(raf    10CFR2.  90.  > 

MARTIM.H.O.  Region    1.    Philadelphia,    Safeguard*   Branch. 

Spp. 


DOCKET  70-0371    UNITED  NUCLEAR  COflP. 


791SO70K6?  Poruardt    IE    In«p    Rept   70-0371/79-14   on    790013-17.  No 
noncompllancB  noted. 

MARTIN,  M.O.  Region    1.    Philadelphia,    Safeguards    Branch.       79/09/B6. 

lp. 


— 7912070069  Forwards    790907  (nemo    instructing   personnel    to   USD  monitoring 
equipment. 
MCOOVERN,  J.  J.      Union   Carbide   Corp.      79/09/13.       2pp. 

— 7912070093   Forwards    IE   Insp   Rapt   7Q-O607/79-02  on   790514-16  &  notice  of 
violation. 

BMITH,0.  Si  Region    i,    Philadelphia,    Fuel   Facility   &  Materials 

Safety   Branch.      79/OB/GB.      2pp. 

— 791207009B  Notice   of    violation   from   insp    on  79QS14-1A. 

«  Region    I,    PhiUieljhiaj    Office  of    the   Director.       79/OB/06. 

Spp. 

— 7913070113    IE    Insp    Rapt    70-06B7/79-02  on  790514-16.  Nun compliant*  noted: 
failure   to   maintain    drum  array    In   storage   hot    cell*,  to 
survey    for    alpha    contamination   &  to  maintain  running 
inventory    log    of   U-235. 

ROTH-J,  ,    CROCKER,  H.  M.  Region    1.    Philadelphia,    Fuel   Facility   b 

Materials   Safety    Branch.      7WO0/06.       llpp. 


--7912Q70273   IE    Insp    Rept   70-0371/79-14   on  79OB13-17. No   noncomplianc* 
nntod.  Major   areas    inspected: physical    invantory 
r»coneiliatlon  d  reeoril*  t>  rtpt*. 

COHGN<  I.  Rtgion    1,    Philadelphia,    Office    of    the   Director. 

WOLTNER.E.  ,    JOYNER,  J.  H.  Region    1,    Philadelphia,    Safeguards 

Branch.       79/09/BO.       lp. 

791S20O317   Forwards    IE   Insp    Rept   70-0371/79-17    on    79O910-14.  No 
nnncantpllance  noted. 

HARTINiW.O.  Region    1.    Philadelphia,    Safvguai-d*    Branch.       79/10/K9. 

lp. 

— 79192O0333   IE   In«p    Rtpt  ,70-0371/79-17  on  790910-14- No   noncomplUnc* 
notod. Major  areas   inspected: facility   organisation, Facility 
op0rBtlon  tc   »toma*   t<   internal    control.  Details   withheld 
<Ttf    10CFR2.  790). 

JOrNER.J.K.,    UDLTNER.E.,    SMITH,  0,  Rao  ion   1,    Philadelphia, 

Bafajjuards    Branch.       79/10/23.       lp. 

7712130O32  Notifies   of   completion    of   review  of    790307  reviled    emergency 
pl*n.  Forwards   request    far   addl    Info, 
ROW, H,  T.       Uranium  Fuel    Licencing    Branch.       79/10/30.       4pp, 


791209064S  Ack    receipt    o-f    7<?09S4    Itr    informing   KFIC    of   stops    taken   to 
corract   violations    nnted     in    IE    Insp    Rept   79-Q6B7/79-03, 
aHITH,  0.  H.  Region    1.    Philadelphia.    Fuel   Facility    tc  Materials 

Safetg   Branch.       79/10/24.       2pp. 

—  7712090640   Re-spond*    to   NRC  790B3D   Itr   re   violationi  noted    in    IE   Insp 
Rept   70-0687/79-03.  -Corrective  actions;  rovleuad    b  updated 
personnel    eiposura    hlatury    forms  b  urlnalyses    performed   on 
hot    lab    personnel. 
MCOOVERN.  J.  J.      Union   Carbldn  Corp.      79/09/24,       3pp. 

— 791203Q693  Fo-rwards    IE   Insp   Rapt   70-06B7/79-03  an  790711-13  fc  nntica  of 
violation. 

BMITH.O.H.  RBgton    !•    Philadelphia,    Fuel   Facility   (.  MatBrialu 

Safoti/  Branch,      79/OB/30.      Epp. 

— 79I203065B  Notice   of  violation   from   Insp    on  790711-13. 

t  Region    i,    Philadelphia,    Office  nf    the  Director.      79/00/27. 

3pp. 
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7912030668    IE    Insp    FJspt    7O-06B7/79-O3    on    79071  L-  13.  None  nap  11  anc*    not.ri: 
fallura    to    post    criiicalily     sign,  c  ornp  1  ete    Form   l.provmo 


1B    "ranc 
the    Director 


CLEMON5.P.E 
77/09/37         9pp. 


i^..     Fufll 
ft.fliDn     1.     P 


taten    to 


791326005+  At  V    receipt   of    791025   UT    informing   NRC    Df    ste 
currnct    violations    noted     in    IE    Insp    Flepta    30-OS4/79-O3    J. 

°  Region    1.    Phi  lddolp.|iia,    Safeguards   Branch.       79/11/19. 

IP 

-7912E6QQ61    Responds    to   NRC    79Q919    Itr    re    violations    noted    in    IE    Insp 
Kept*    50-054/79-03    !,    70-0697/79-01.  Cot-ret  t  ive   ae"™'': 
incraasins    mgt    control    of    training   program  fc   schedule    oF 
audits   promulgated 
MCGOvERN-  J.  J.        Union    Carbide   Corp.        79/10/25.        lp. 

7912360066   Forwards    IE    Insp    Rept*    SQ-0  51/79  -03   ft    7O-O6EJ7/79-O1    an 
7-JG424-27  !.   notice    of    vio  latinn.  Not  i  co    of    violation 
withheld     <rof     10CFFI2-790). 

MAHTIH.H.e  Region    l.    Philadelphia,     Safeguard*   Branch. 

3p  |i. 


7912260074    IE    Insp    R«pts   30-051/79-03  t   7Q-06B7/79-01    on  790434-27. 
Noncompliance    noted  :  Fai  lure    to    perform   required     training 
.Tperlunnnl.  Details    OF     ln*P   withheld     (r-f    IQCF«3.  790) 
HOLODY.D    J..     2IBULBRY.H.  Riflliin    1.     Philadelphia,     Office    of    the 

Directqr.        JDYNEH.J.H.  Region    1.     Philadelphia,     Safeguards 

Branch.        79/00/2O.         lp. 


POCKET    70-0693   NUCLErtF!   RESEARCH   CORP. 


79121101B2   Discusses    IE    In=p    R*pts    30~060faB/79-01,  30-OBff(.7/79-Ol , 
40-&621/79-OI    t,    70-0693/79-01     on    791003.  No    noncomp 1 iant o 
noted   Major   areas    inspected :  rad  la  tion    saFety    t<   compliance 
w/NFiC    regulations. 

MCCLINTOCK,  R.  Q.  Region     1.     Philadelphia,     O 

79/10/18.        2pp 


of    the   Diroctor. 


79123L0166   Responds    to    79OQ1S   request    for    approval     of    spent    Fuel 
shipment   routes. Primary    routing    di aapprovod.  Al ternflta 
routing    approved   u/tnod    recommendod    by   CA  Highuay    Patrol 
HCCDRKLE.  0.  W.  Physical    Barurlty    Licenoing    Branch.       79/11/al 

app. 

7912190113  ForuiardE   analyses    of    postulated   accident    scE-narlos  at 
facllitij    to    support   Chapter   7   of    GE  BER.  for   uihich    LASL  mas 

ROSE^D.  0.        Los    Alamos    Scientific    Laboratory.        79/13/13.        7Bpp. 


DDCHET   70-OB20   UNITED   NUCLEAR    CORP. 


7912120531    AcV    receipt    of    790710    Itr    Informing    NP.C    of    steps    taken   ta 
lorract   violations   noted    in    IE    Insp    Oept   70-0930/79-08. 
MARTIN.W.Q.  Region    1.    Philadelphia.    Safeguards    Pranch.       79/10/11. 

lp. 

— 7912120540   Rcaponds    to   NRC   790622    Itr   re   violations   noted    in    IE  Imp 
RHpt   70-OS2O/79-OB.  Corrective    actions   ulthheld 
(ref    10CFR3.  790). 

DQHERB.C.  E.       United    Nuclear   Corp.,    UNC  Recovery   SystamB  Dlv. 
79/07/10.        lp. 

— 791H120549   Forwards    IE    Insp    Rept   70-QB20/79-OB  t<  notice    of  violation, 
Notice   of   violation   withheld    tret    10CFH2.  790) . 
MAHTIN-W.  0.  Region    1.    Philadelphia,    Safeguards    Branch. 

79/06/23.       3pp. 

— 7912120360    IE    Insp   flept    70-0920/79-03   on   790313-16.  Noncomp lianea   noted: 
failure    to  adjust   control    &   subsidiary   accounts    to  results 
of   tuio    physical    inventories   within   30   calendar    days   after 
start    of    each    inventory.  Detai  Is   withheld    (ruf    10CFR3.  790). 
CDDY.A   i     HOLODYi  D.  J.  Region    1,    Ph  i  laue  Iph  la.    Office   of    the 

Director.       JOYNER.J.  H,  Region    1,    Philadelphia,    9af BfluaTds 

Branch.        79/06/20.        ip. 

7913100049  Foruiorda    IE    Insp   Rept    70-0920/79-14    on   790710-13.  Mo 

noncomp  1  lance    noted.  .,„...„,„., 

MAHTIN.U.S.  Region    1-    Philadelphia,    Safeguards   Branch.       79/10/33. 

2pp. 


DOCKET    70-0734   GENERAL   ATOMIC    CO. 

7912120050   Refunds    portion    of    Fee     for    Llconsu    GNM-696    rn    Amend    MPP-1, 
incorporating     aocurity    anard     training    t    qualification    plan. 
MILLER.  W.  O.  License    Feu    ManaBDmont    Branch.        79/11/O1.        lp. 

7912120043   Refunds    portion    nf    fee     for    Licsnoe    13NM-696    ro    Amend    MPP-1, 
intorpnrating    tontingencu    plan.  ..,,„„        , 

MILLEOiM.O.  Hcnnsc   Fee    Manag  umEnt    Drdtich.        79/11/Oe!.        »p. 

79121903fl'4   Forwards    IE    Insp    Kept    7O-0731/79-10   on    791O19-19.No 
noncompliance    nobod. Major    art-as     I  nspec  tod  :  proc  odureo   t 
records   ro-   projjram   for    controlling    fc  accounting    for    SNM. 
Insp    rept    uitlUhelfl     (ref    IOCKH3.  7901. 

rJO-RDEHHAUC,  L   R  Rooipn    3,     San   Francisco.     Safeguards    Branch. 

79-/II/OS.        3pp. 

7912260029   Forwards    IE    Insp    Hept    70-0731/79-12   on    791113-15.  No 
nnncomplianco  noted   Major    areas    inspec ted : act i vlties   re 
pj)u3ieal    protection    against    Industrial    saliotacje   »c   tlioft   of 
nuclear  matl.  Rept   withheld    (ref    10CFR2.790). 

HOHDERHAWO,  L.  ft.  Region    S.    San  Francisco,    Safeguards   Branch. 

79/12/11.        Sap 


—7913100057    IE    Insp    Rept   70-0920/79-H    on  790710-13.  No   noncomplianct 
noted.  Major    areas    inspected;  security    p  Ian,  socuri  ty 
organiratiQTii  physical    barriers,  access    controls,  detection 
aids   fc  response   controls.  Detai  Is   withheld    (ref    10CFR3.790). 
LrtDUN.R.  .    RQSANO.R.  Region    t,    Philadelphia,    Office   of    the 

Oiroctor.       DEVLIN.J.W.  Region    1,    Philadelphia,    Safeguards 

Branch.       79/10/1S.       lp. 

7913260059  Forwards    IE    Insp   "ept    70-0630/79-19   on   790910-14.  No 

noncDrnpl  lance    noted.  ^mnim 

MARTIN,  H.  O.  Region    1.    Ph  i  ladelph  ia>    BaFaguardB   Dranch.       79/H/Oo. 


—7913260063    IE    Insp   Rept   70-0020/79-19  on   790910-14.  No   noncompl  i«nci 
noted.  Major    areas    inspected:  facility    oroaniiation   t> 
operation.  Details   withheld    (ref    10CFH2.  790t. 
COHEN,  I    -    ODDY.A.  Region    1.    Phi  ladelphiar    Office    of    the 

Director.       JOYNER,  J.  H.  Region    1,    Philadelphia,    Hafeguardi 

Branch.       79/10/39.        lp. 

7912060085  Ack    receipt    of   791003    Itr    informing    NRC   of   steps    taken   to 
correct   violations    noted    in    IE    Insp   Rept   70-OB20/79-1S. 
BMITH.C.H.  Region    1.    Philadelphia,    Fuel    Facility    (.Material* 

Safety    Branch.      79/11/09.       lp. 


DOCKET  70-0754  VftLLEC  I  TOS  NUCLEAR   CENTER.     GENERAL  ELECTRIC  CD. 

7912070256  Request    for    Interlocutory    appeal    from  A3LO    791010   memorandum 
?.    order   re    denial    of   RV   Oellums   TBqocst    to    participate    in 
proceedings   It    to  TIB   represented    bi|    staFF   members    not 
admitted    to    practice   before    Federal    or    state   bars. 
.  V.        House    of    Rep.        79/  IO/2A.        3pp. 


7912100350  Refunds   portion    n-f    foe    for  Amend    MPP-2   to   License   SNH-960, 
incorporating    security    guariS    training    &   nuali  f  icati  on    plan. 
MILLER,  H.D.  License  FOE   Management  Branch.       79/11/03.       lp. 

7712lflMB6  roriiiarilt.    IE    Insp   Kept    70-0754/79-09   on   790918-31.  Nu 
nor  t  amp  1  is  nee    noted. 

BOOK.H.E.  Region   5,     Ban   Francisco.    Fual  Facility    b  Materials 

Safo-tu    Branch.       79/11/13.       2pp. 

—  79ialH0092   IE    Inap   Rept   70-O754/79-09  on   790919-21.  No   noncomplianco 
nqted.  Major    areas    Iriapec  ted:  organ!  rat  i  on,  facility    changes 
b  mods,  safety    committee    activities    Si   operations  review. 
CdOLEY.  H,  J.  Region   3,    Chicane,     Fuel    Facility    6  Materials   Safety 

Branch.       BOGK.,H.£.         NBC  Regional   Offices.       79/11/O9.       5pp. 


— 7912060091   Responds    to    NRC   790924    Itr    re   violations    noted    in    IE   Imp 
Rept    70-OB20/79-1B.  Advises    ref    sign   not    required    for    CO-6O 
room   TwiCH-ueeHy    surveys    of    beta-gamma    radiation    conducted. 
BOHERS.C.E.       United    Nuclear   Corp.,    UNC   Recovery   Systems  Div. 
79/1O/03.       4pp. 

--791206009&  Forwards    IE    Insp   Rept   70-0020/79-18   on   790905-07   tt  natitl    el 
violation.  .    .,    .       .    . 

fidlTH.G. H.  Reflton    1,    Philadelphia,    Fuel    Facility    fc  Material* 

Safety    Branch.       79/09/24.       2pp. 

— 7913060103  Notice   of   violation    from   insp    on   790905-07. 

*          R»<jion    li    Philadelphia,    Office    of    the   Director.       79/09/21. 
ip. 

--7912060110   IE  Insp  Rept  70-OB20/79-1B  on  790909-07.  Noneompl iance  notH: 
failure    to    post   room  &    failure    to   perform   survey   at    stated 

CLEMONEhp!  E.  Region    1,    Philadelphia,    Office    of    the  Director. 

BTQHR.J.P.  Region    1.    Phi  ladelph  iai    Fuel    Facility    tc  Material* 

Safety    Dranch.       79/O9/31.       6pp. 
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7SM217OQ67   Responds    to    79O42O    submitta.1    ot    revised    pages    to    fundamental 
nuclear   matl    control    p  Ian.  Heque  sts   review   of    end    comments   t, 
f  oriiiard  ing    ot   revisions    mi  thin    30   days.  Info    in    790430   1  tr 
proprietary     <ref    1OCFR2.  790). 
PAfJTLOH,  J,  0.  Malarial    Control    Licensing    Branch.        79/11/16.        2pp.. 

7913310291    Ack    receipt    of    771024    1  tr    Informing    NBC    of    stops    taken    to 
correct    violations    noted     in    IE    Insp    Rept    7O-OB20/79-I6. 
SMITH,  O.K.  Region    1.     Philadelphia,     Fuel    Facility    (.Materials 

Safety    Branch.        79/11/30.        3pp. 

— 7913310299   Responds    to    NHC    791009    Itr    re    violations    noted    in    IE    Insp 
Rapt  70-0820/77-14,,  Corrective    acti ons: future    shipments    of 
BUM    in   containers   u/lnner    container   uill    have    required 
records. 

BOWERS!  C.E.       United    Nuclear   Corp..     UNC   Recovery   Systems    Dlv 
79/10/21.       4pp. 

— 771H310304  Forwards    IE    Insp   Hept    70-0820/79-16   on   790B27-31    t  notice 
oP    violation. 

SMITH,  0.  H,  Region    1.    Philadelphia.    Fuel    Facility   t,  Materials 

Safety    Branch.       79/10/09.       2pp. 


DOCKET   7O-O9O3    GULF   UNITED    NUCLEAR    FUELS   CORP 


7912O703A3   Partially    responds    tu    F01A    request    for    document   re   rauillno, 
NY    site.  Forwards    requested     info. Submits   addl     inforsodium 
deuterium   reactor   never    built    at    niteino   matl     ever    used    at 
cite   t*    no    radioactive    matl     disposed    of    in    lake. 
CAHR.J.C.  Division    of    Rules    and    Hecords.        79/1  1/li.        3pp. 

— 791207O27i    Discusses    Gft   Co    740311    application    to    delete   Pauling.  NY   as 
authorized    place    of    use     for   License    ENM-B71.Site    represent* 

Insignificant    risk     to    pud  1  it.  REC  ommonds    that    license    be 

terminated 

CROH.  W.  T.  Division    or    Fuel    Cycle   J,   Material    Safety.        79/07/14. 

6pp. 

— 7912070209   Forwards    Itrs    sent    to    NV    transmitting    analytical    results    of 
700400   soil     sampling    at    Gulf    United    Nuclear     in    Pauling, NV. 
Submits    tabulation    of    Pu-33B   te   Pu-239   results. No    objection 
to    termination    of    Qu  1  f    United    Nuclear    license. W/o   encl. 
DAVIS.  J.G.       Office    of    Inspection   fc  Enforcement.     Office   of    the 
Director.        75/O7/07.        2p.p. 


-7912310311    Notice    of   violation    from    insp    on   790B27-31. 

»  Region    1.     Ph  i  lade  1  ph  iai     Office    of    the    Director.        79/10/01 

3pp. 

-7713:310320   IE   Insp   flept   70-0030/79-16   on   790827-31.  Noncomp  1  ianee  noted: 
fit  lure    to    have    procedures   tuhich    specifically    address    proper 
•closure   of    shipping    containers,  especially    inner   container. 
KINNEY.W.H.  Region    1-    Philadelphia.     Office    of    the   Director. 

CROCKER, H.  W.  Region    1,    Philadelphia,    Fuel    Facility   &  Materials 

Safety   Branch.       79/10/01.       13pp. 


-7912070399    Discusses    71OtO3    notification   by   Region    1    re    suspicion    of 
Pu    contamination    in    concrete.  Reg  ion    1    ui  1 1    investigate. 
Raglan    1    has   requested    that   Pawling.  NY   site    not    be   deleted 
from   License    BNI1-871. 

CRQW.U.T.  Division    of    Fuel    Cycle   &   Material    Safety.        74/06/O3. 

Ip. 

-791207Q305    Discusses    rcvieu    of    data    un   Pu    concentrations    in    soil 
samples    tako-n    at   Paul  ing.  NV    s ito. Concentrations    do   not 
represent   radiation    eiposure   haiard. 
MAQNO.P.J.        Commission          75/O6/25.        Ip. 


DOCKET    70-0034    BAuCOCK   I,    UILCOX    CO. 


79122*0333  Requests    exemption    from    licensing    fees.  Amends  uiill    be    issued 
to    licencees    to    incorporate    decommissioning    R   emergency 
plan*    a  a    conditions    of    licenses. 

ROUSe.L.C.         Probabilistic   Analysis    Branch    (Pro    791030).       79/07/13 
3pp. 

7713050093  Discusses    IE    insp    of    facility    to   review  adequacy    of 
operations. 1 tcenses   d  amend    application    to   modify    emergency 
e vacua tlan    procedures, 
KETZLACH.N.       Uranium  Fuel    Licensing   Branch,       79/1O/31.       4pp. 

7913.170043  Discusses    insp    of   SW  Naval    Nuclear   Fuel    Div    Facility. 
Commercial   Nuclear  Fuel    Plant    b   Lynchburg   Research    Ctr. 
ImplsmBntation   of    pac kag ing.  transport   Si    burial    at    IDU   level 
raduiaate   per    IE   Bullotin    79-19  uas   adequatB. 
KETZLACHiN.        Uranium   Fuel    Licensing    Branch.        77/10/31.        4pp, 

7913280594  Discusses    site   vitit    of    facilities    for    routine    insp    & 
ruvleuj   actions    taken    in   response    to    IE  Dulletin    79-19. 
"Packaging    of   Lou  Level    Waste    for    Transport   ti  Burial.  " 
KETZLACH.N.        Uranium   Fuel    Licensing    Branch.        79/10/31.        4pp. 

7913100046  Acfc    receipt   of   791H3    Itr    informing    NRC    of    steps    taken    to 
correct  violations    noted    in    IE    Insp   Rept    70-0324/79-06. 
SUTHERLAND,  J.  T.  Region   2.     Atlanta.    Fool    Facility   (.Materials 

Safntij    Branch.       79/11/17.       Ip. 

— 7«M2100032  Responds    tu  NHC   791019    Itr    re    violation   noted    in    IE    Insp 
Rapt   70-OB24/79-06.CorroctiVB   actions:  pouerfld    air 
pesplrators    used    in   hat    cell    entries   &    supplied   air   ega 
being    Instal 1 ed. 

EHQELDER.T.  c.     Batcoch  &  uiicox  Co      79/11/13.      ip. 

—7912100056  Forwards    IE    Insp   fiopt    70-OB24/79-Oi  on  790910-14  &   notice 
of    violation. 

SUTHERLAND,  J.  T.  Region   2,    Atlanta.     Fuel    Facility   &  Materials 

SaFettj   Branch.       77/10/19.       2pp. 


-7912100060  Notice  of  violation   from  imp   on  790910-14. 

*  Region   2,    Atlanta.     Office    of    the    Director.       79/10/lfl. 


Ip. 


-79121OQQ70    IE    Insp    Rept   70-OB24/79-06    on    790910-14,  Moncomp liance 
noted: improper    control    of    issuance   &  return    of    respira tin. 
MILLSAP.W.  J.  Region   2,    Atlanta,    Office   of    the   Director. 

OIBSDN.A.F.  Region   2,    Atlanta,    Fuel   Facility   &  Materials  Safety 

Branch.       79/10/18.       7pp. 


— 7912070335  Forwards    results    of   analyses   performed    by    IE  Health   Bvcs  Lab 
on    sail    samples    taken    at    Gulf    United    Nuc  lear,  Paul  ing  ,  NY 
site.  NY   Health    Dept    75O3OB    Itr    !.   EPA   75010Q    Itrs    end. 
NELSON- P.  Fl.  Region    1.     Philadelphia.    Office    of    the   Director. 

75/O5/06.       App. 

--7712070360  Forwards    Insp    Hept   7O-09O3/74-17  on   740905.  Ho  noncomp  1  iance 
noted. Major    areas     inspoc  ted  :  f  ol  louiup    on    decontamination    of 
facility. 

NELSON, P.  R.  Region     1,     Philadelphia,    Office    uf    the    Director. 

74/07/26.        9pp. 

—  7^12070376    Summary    of    74O727   meetlni)    in   Washington, DC    re   Pu 
concentrations    in    snJl.in    cunncctidn   lu/docommi  s  sioni  ng.  NHC 
recommended     that   ALAP    approach    be    used    b   each    situ    be 
treated    an    case-by-case    has  is.  W/decommlss  ioning    description. 
HAMABA.G.       Atomic    Energy    CammiES  ion.       71/OB/S2.       4pp. 

7913070271    Submits   partial    response    to  FOIA  request    for    documents    re 
Nuclear   Development   Aasoc  iati  on,  Unitotl    Nuclear   Cor  p.  Qu  If 
United    Nuclear    Corp    t(   ATCDFtp  Inc.  concerning    facility    sita. 
Forward  a   requested    info.  Provi  dee   addl    info   re    site. 
CAflR.J.  C  Division   of   Rules   and    Records.      77/11/16.       3pp, 

--771207O300   Requests    deletion   of   Pauling   &  Eastvicu,  NV   as   authorized 
places   of    use   &  that   all    records   re    locations   be   destroyed. 
Also    requests    thot    License   9NM-B71    not   be    terminated. 
LOYSEN.P.        Gulf   Oil     Corp.        74/03/11.        3pp. 

— 7712070303    "Results    of    Radiological    Survey." 
*      ATCOd.        74/03/11.        67pp. 

— 791307O316   Forwards    addl    results    of    analyses    performed     by    ID   Health 
Svcs    Lab    on    soil   samples    taken  at    site. 

NELBON.P.  R.  Region    1,     Philadelphia.    Office    op    the    Director. 

73/04/09.        3pp. 

— 791B07O319  Forwards    supporting   documentation   for    conclusion    that   2.0 
disintegrations/minute    of   P-u/g   of    soil    is   appropriate 
criteria    for    use    in    determining   acceptable  Pu   concentration. 
8TRN18A.F.  V-        Neui   Ynrfc,     Btote    of.        73/06/2O.         13pp. 

— 7912070-347   Requests    guidance   re    levels    nf   Pu   acceptable    to   AEC    for 
unrestricted    areas.  Forwards   results    of    licensee 
subcontractor   fc  AEG    analyses   of    four    sail    samples. 
BTOHR.J.P.       Atomic    Energy   Commission.      74/07/10.       7pp. 

— 7912070360   Discusses    74DSOB    site   vUit    by    QA   Co   &    United   Nuclear   Corp 
to   eiamine    Eite.revieui   results   of   analyses   of  radioactive 
matl    in  soil    fc  to   determine   course   of  action    for    termination 
of    license    portion    concerning   Pauiling.NY. 

LDYSEN.P.       General    Atomic    Co.     (subs,     of  SulF  Oil    Cn.  >.       74/OH/15. 
Spp. 
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DOCKETED  STEMS 


DOCKET   70-09H5   CIHHARDH 
7*1*040013   Forward,    ,E    I,.r   «.pt. 

ss;ar  wasi.s  r^::. 

Branch.       79/10/30.       2pp. 


-79.2040014    IE    ln.p   *«PtS   70-0925/79-04   1, 

0926-27.  NoncanplUnce   notsd:  failure    to    iiibi 
termination   repts   to  NRC.  c-r 


Materials 


79/10/30.        10pp. 


DOCKET   70-1100   COHBUSTION   ENOINEERINQ,     INC. 
79,21907.9  Ac*   receipt   of  79I01O     tr    '"f  ° 


79,2190775  Forward,    IE   Insp  Rsp*  ^""'"-".'/T,1  """" 
of  violation.  Notice   of  violation  uithhsld    (r*f   19;«£'™"' 
KART1N.U.O.  Region   1.    Philadelphia,    Safeguard.  Branch. 

79/09/25.       2pp. 

7713190761    IE    Imp  fl»t  70-1100/79-06  on  790734-24,  Nnrieo-.pll«iM  notae: 
"ill   "      rrar   «1   Elation*    far   r.c.ipt.   of  U  dioild.  poud.r 
*  ?nl.Mn£    »F   finish**    fu.l    failed   to   include   proper  trror 
rate.  Detail*   withheld    (ref    lOCFHa.  790). 

Region    1-    PJi  iladalphia.    Bafeouaro.  Branch. 
Region    1,    Phll.i.lphU.    DMi«    °f    «,.   Dit.ctnr. 
79/09/13-        tp. 

7912360356  Notifies    of   partial    refund   of  revleu  fan   for  Anflnd  32  to 
Lic.nse    SHM-1067.  n0,,o/nA         lo 

H1LLER-W.O.  License   Fee   hanagonient   Branch.       79/13/06.        lp. 


CDCKEI   70-1113   QENEfiAL   ELECTRIC    CO. 


7912190330  Discusses  i-svieu  of    SE  transfer   of    liquid   hgdropen  Pluorldt 
containing   2.  iOD   uCi  U  enriched   to  flX.Matl   will    be   used   by 
Brush  Heliman   Co    for  bergllium  pebble  production. 
Environ  contamination  not  uipected.  -,„,,„,-,„      '-,.„ 

SHUh.E.  Y.  Uraniom  fiecoveru.  Licensing   Branch.      79/10/B3.      rfpp. 

7912190025  U   Proe«ss   Licansina    Section    input    to   safetg    evaluation   rB 
amend    deleting   raquiresient   for   separate    training    prooram  for 
each  uorier  caleaort).  ,-,«..„. 

STEVENSON.  R.  L.        Office    nf   Nuclear   Reactor   Regolation.       79/H/U6. 

2pP. 

79121B0239  AmenOB   License  SNM-CO97  to   dolate   requirtment   for   »Bparate 
radiation   safety    training  program  for  each   uorkins  position 
tn  fuel  mfg   operation.  Corrects  date  error   in  Amimd  B. 
CBOHiH.  T.       Uranium  Fuel    Licensing    Branch,        79/11/06.        lp. 


DOCKET   70-1143   HEBTINOHOUSE   ELECTRIC   CORP. 


79120300BO  ftck    receipt  of  790923   Itr   informing  NRC  of   steps   taken   to 
correct  violations  noted    in    IE   Insp  Rspt  70-1143/79-0. 
SMITH,  O.H.  Region    !,     Philadelphia,    Fuel    Facilitv   «•   Matfrial* 

Safetg    Branch.       79/10/15.      lp. 

— 7912050093  HBsponris   to  NRC  790906  Itr  re   violation  noted    In   IE  InBp 
Rept   70-lI43/7[?-05.Carrective   actions:  until    renauiod   Hcanao 
is    issued,  storage  6  Catling    gun  arrangement  will   ba 
limited    to    3.  5   kg  Pu. 

MOORE-J.  S.       Mestinghouse  Electric  Corp-<    Nuclear  Energy  Sgetsmi, 
79/09/28.        lp. 

— 7912050095  Responds    to   790712    Itr   ra   violation   noted    in    IE   Imp   Rapt 
70-1 143/79-05. Wag   permiisiiu  value   in   storage  rack  & 
horiiontal    square   area   for    fii&lle  matl    overlapped 
eonp  letely.  Requests    info  re   corrective   actlonl. 
SHITH.C.  H.  Ragion   1,    Philadelphia.    Fuel  Facilitv  ^  Materials 

Bafeti)  Branch,      79/09/06.       2pp. 


R««pond«    to   NRC    790;,21     Itr    r.    vlolatlD.ni    not.d    In    IE  Ifli 
-OB.Dii.gp."   «/NBC    li   r.,,U.»t.    iten,    pf 
dropped.  Fl  BurBB   r«      .prnp.rlv    c.nt.r.d 


N-cU-r 


0  ......  . 


79/07/13.       3pp. 


-7912030102  Foru-arJs    IE    lnaP   B.pt   70-114D/79-OB  on    790337-aQ  I. 


F«  I  H  til    *    IUI.rl.1* 


Bafot«   Pranch.       79/06/31. 


—7912030104  Noticu   of   violation    from    limp    nn   7'?03a7--30. 

i          R.glon    1.    PhilndelpNla.     flPMct    »f    th.   Director.        7WM>». 
lp. 

-791203010D   IE    In.p   R>pt   VO-1  143/79-08   Qn    790337-30.  HonBM-  liinci  TI 
failure   to  maintain    Piisilo    unit    npflt  Inn. 

KINNEV;H  H  [teol-n    1-    Pl.llfld«lphl«,     OfMc.    of    th«    OirettHST. 

CnS.H  H.  nifllon    1.     CMl.d-lphi.,    fu.l    F.cllltg    k  lUlirll 

Bafetg  Branch.       79/06/t!0,        13pp.  ^ 


7913030374  ForuardB    IE    In.p   R-pl    70-1113/77-14   on   7WBB9-31.  Ha 
S?"  ""nefli.."    1.    I'hU.d.Ipht-.    O.f.g««pd.    Br-Mh. 


3(ip. 

—7912030303   IE    Inap   Rapt   70-1113/7'5'-14    on    7<JODa9-'Jl.  Ho    norKOflf  Hint 
notsd.  Major   flrnof    inipectod:  »nr  lehod   U   fc  Pu   phu«lc«l 
Invmtortvi.DitalU   wlthmld    (rof    lOCFHa.7901, 

SMITH,  O.C.,    BUHHGBa.R.  ,    JOVNER.J.H.  rUglon    1.    Ph  1  1*  J  elffcU, 

BafBgu»vd«   Branch.       7V/10/1O,        lp. 

77Uia034B  Forw.rd.    IE   In.p   ll-.pt      70-1  M3/7'f-lD   on    790917-31,  H« 

none  gup  Hancn   noted. 

SMITH,  O.H.  Reolon    !.    Phi  ImlolphU,    Hfflc*   of    tli»    IHr*«ter. 

79/10/24.       2pp.  : 

--7912130353    IE   Imp    Ropt   70-Uin/T-V-lB   on    7')OVI7-ai.  Nft   nantoai  H  «rt( 
notid.  Major   «rn*«    inipsctBd  :  pnclag  'no    oP    r«dtt)4Ctlv*    nail 
for   transport,  opirat  ion»,  nuc  l»«r   critlcality    t*f»ty    l< 
IQCFfial    compllanca.  .  d 

CHOCKER.H.H.  Rooion    1.     (Mi  i  l«dolph  I  a-    Ku«l    FaclUtij    t  Ktlirll 

Bafetg   Drflnch.       RINNEViH.  W,  Hoolon    1.    Philniltl(iMa.     Offld    ll 

thi  Director.       79/10/33.        14pp.  ; 

79ia060(,74  PKO-I-79-014:  on   V91OSD.  u»l  dad    iinnr   v»«»«l    of    oni    of    loyf 
FL-10-1    .hipping    container!    rBC«Iv»d    by    Bav*nn*h    Rlv»r    Iron  ' 

WnstinslioUBH  ioa»   dliflhlly   prBBBurliwd   roiultlng    In   *irborr.< 
cDntamination.CousiiiJ    by    ruptured    can   nf   Pu   oilno. 
KINNEV.W.H.,    CnOCKER.H.  H.  .    DIUTII,  0.  H.  (Ugloii    I.    Phil«a»lpMln 

Office    of    thu   Director.       79/10/UV,       Wnp. 


7912300023  lleiiu 
container. 
DIPIftZZA,  It.  P. 


rnoHtrntlon   au    user    of   Hod»l    PU-7    tMpptni 
ttinBlioiittB    liloclrlt    Corp        79/11/1)3.        tp 


791Bao006(.  Forward*    IE    ln«p    Rwpt   7O-1H3/77-1A   on   7907IP-20.WO 
nonenmpllance  notBd,  - 

MARTIN,  II.  0.  Reg  tun    1.    1'h  ilndolphU,     Dafegunrdi    Brant  h.       79/111 

3pp.  • 

—  -79133A0071    IK    In»p   llnpt   70-1  14:1/71-1  fc   on   79091B~ao,  Ho    nonc»»pH**l 
noted,  Hajor  nroas    linpnetad:  ««curlto   plan.  central    •!«»«   t 
coamunicatinn    sgB.tltitinfl    fc  mfllnt.  D»t»l  U   ulthhild 
tref   10CFR2.  790). 

JONEfl.  E.  H.  .    HftDDEN.W.  R*i)lon    1.    Di  t  Ud«lphl«,     D^Msi    ll    IM 

Divnctor.       DEVLIN.  J.  W,  Itogton    1.    fhiladllphla,     H«*tflV*fJl 

Dranch.       79/10/B9.       lp, 


7913370173  FoTuardi    1C    ln»p    Rapt    7O  -1  14',)/71™17   on    770921-28  Ko 
noncomplluncD  no  tod. 
HARTIN.H.O.  Rpfllon    1-    Pli  i  ladtlph  la,     tlafiauardi    Branch. 

app. 


—  79122701GO   IE    Imp    nnpt   70-1143/  fi-17   un   791039,  Ho   rioncOHpl  I  »«(>  I 
Major  ar  Ban   Impacted:  phyaUal    invantury   rBcont:  1  H  «tLon. 
RATTA.A.D.,    JOVHEn,  J.  H,  R*alnr)   1.    Phi  l«d»lphi*,    afftt»   «r   tV 

Director,      79/10/29.      3pp.  : 


DOCKET  70-1131    HEaTlNOHOUSC  KLECTHIC   COFtP. 


79 12260392  RequBst*   Biemptlon   front  lic'rulng   feef.AoaniTt  will   b*  tl 
to   llCBncaet   to   Incarparata   d«com«t»»loriliig  li  iratrgen-cy 
plant  an  tanditlono   of   HcaniB*. 

RDUSE.L.C.         l>rob«blll«tlc    An«lui»U    Branch    4Pr*   7 91 030 1         70/07/1 
3pp.  •: 


DOCKETED  ITEMS 
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7912130484  Amend   3   to  License   9NM-1107  authoriilng    const  &   use   oP 
uaste   »tor*B»   bldg. by    revising    Condition    ID. 
CflOM,  U.  T.       Uranium  Foil    Licensing   Branch.       79/1O/23.       ip. 


7912170121    Notifies    of    partial    refund    of    amount    paid    for    review    of 
Amend    2O   to    License    SMM-1227. 
MILLEfl.U.  0.  Uranium  Re-covnrij   Licensing    Branch.       79/11/15.       Ip. 


— 7912130927  Safety    evaluation    supporting    79O903    amend    application  to 
Ltcenio   BNK-1107   re   const   &  USB   of  uaate    storage   bldg. 
STEVENSON,  R.  L.  ,    CROW.  H.  T.       Uranium  Fuel   Licensing   Branch. 
79/10/23.       2pp. 


7915210224  Forwards    IE    Insp  Rent   70-1151/79-13   on   790911-14.  Ha 
noncoup lionet   noted.  Details   withheld    (ref    10CFR2.  790). 
KENHA.U.B.  R.gianH,    Atlanta.    Safeguards   Branch.      79/11/29. 


2pp. 


— 7912210233    IE   Insp    Rept   70-1191/79-15  on  79O911-14.  No  nonconpl lanco 
noted. Hijor   aria*    Inspected:  Inventory    dif rcranc*-li   limit   of 
•rrnrii  shipping   1  receiving   records  b  repts  ti   follouup    on 
itiSil    of    noncompl  lance.  Details    withheld    (rsf    1OCFR2.  79Q). 
DILLESPIEi  F.  P.  Rig  ion   Si    Atlantai     Safeguards  Branch. 

TODDrO.A.i    JDNE8.D.W.  Region   2,    Atlanta,    Office   of   the   Director. 

79/11/S9.       Ip. 


DOCKET    70-1173  CIMAHfiON  FACILITY,    KERR-HCGEE  CORP. 


791SIH0013  Forwards   IE    Insp  Reots   70-0925/79-04  &  7Q-1193/79-Q4  on 
790627-39  It  0926-27  &  notice   of   violation. 

DAVIS.A.  B.  Rnoion   3.    Chicago,    Fu»l    Facility    fc   Materials   Safety 

Branch.       79/10/30.       3pp. 


7912200137   PNS-V-79-O02:  on    791138, licensee    reported    questioning    by   FBI 
Portland. OR    ofc   as    to    whether   Pu  was  SNM, Agency 
investigating    offers     to    sell    Pu    nitrate. 

NDRDERHAUQ.L.  R.  Region    5.    San  Francisco,    Office   of    the   Director. 

79/li/SB.       Ip. 

7713190543   Requests    payment    of    Catngory     1C    fee    re    791114    amend    request 
for    phyilcal    protection    plan    to   process  mlied    oxide    finished 
fuel    pads. 
WEISS,  J.  D.  License    FeB    Management    Branch.        79/1S/03.        Ip. 


DOCKET   70-13O3    MORRIO   OPERATIONS,     GENERAL   ELECTRIC    CO. 


7912110416   Summary    of    791004    meeting    LU/QE    in   Sliver    Spring,  HD   TB 
possible  addl    luork    at    Morris    operation. 

EMPSQN.F.M.       Advanced    Fuel    I.   Spent  Fuel   Licensing    Branch.       79/10/17. 
2pp. 

79iai20D6aPMa-IIl-79-Da5.cn    791023,  ossuntlal    svcs    motor    generator   set 
tripped,  re  sill  ling    in    tripping    uf  Unit  3  reactor.  Caused    by 
slamming   of    essential    svcs    electrical    panel    door. 
CREED.  J.  Region   3,     Chicago.    Office    of   the   Director.       79/1O/2&. 

3pp. 


-7912040018  Notice   of   violation    from    Insp    on    790BH7-E9  fc  O92&-27. 
*  FUglon  3i    Chicago.    Office   of    the   Dirsctor.       79/10/30.       Ip. 

-7912MOOli   IE   Insp   Rept*   70-0923/79-04   fc  70-1193/79-04   on  790B27-S9  b 
0926-B7. Noneompl lance   noted: Failure    to   »ubmlt   anplovet 
ternlnation  rapti   to  NRC. 

ORECER,  L.  R.  Region  3,    Chicago.    Fval   Facility    &  Materials   Bafetu 

Branch,       DUBfiVi  N.  E.  Region   3.    Chicago.     Office    of   tha  Director. 

79/10/30.       10pp. 


7912310DB2  Responds    to    vendor  790919  ti   1001    lira   rs    revised    security 
Personnel    training    b    qualification    plan  I    to   791002   1  tr   re 
revised    safeguards    contingency    plan. Doth  revised    plane 
acceptable. 

MCCORKLG,  0.  W.  Physical    Security    Licensing    Branch.       79/11/06. 

3pp. 

7912060O3S   Raq.ue9ts    to    bo    notified    of    all    hearings    t,   actions    re    GE 
nuclear  uasfco    facility    at    Morrisi  IL. 
CREEK,  L.      Affiliation    Unfcnaun.       79/11/19.       Ip, 


DOCKET   7O-1S01    UF  6  CONVERSION  FACILITY,    BABCOCK   &  MILCOX  CO. 


7918050093  Diicuiias    IE    inap    of   facility    to  ravtvu  adequacy    of 
op»r«tioni, 1 iciniDB   &  amend    application    to  modify    emergency 
•vacuttlon  procodures, 
KCTZLACHtN.       Uranlura  Fuel   Licensing   Branch.       79/10/31.      4pp. 

791B170043  Dlacul»s    imp    of  B&M  Naval   Nuclear   Fuvl    Dlv  facility, 
Conairclal    Nuclear   Fuel    Plant  &  Lynchburg   Rniearch   Ctr. 
Impl tmuntatlon  of  packaging,  transport,  fc. burial   of   lou  level 
radujitff   per    IE   Bulletin   79-19  UBS    adequate. 
KETZLACH.N.       Uranium  Fuel   Licensing    Dranch.       79/10/31.       4pp. 

7712260994  Diicusses    lite   visit   of    facilitia*    Far  routine   ln»p   6 
raviiu   action*    taken    in   response    to    IE   Bullotln  79-19. 
"Packaging    of  Lou  Level    Haste   far  Transport    fc  Durlal.  " 
KETZLACHiN.       Uranium  Fuel   Licensing    Branch.       77/10/31.      4pp. 


7913110142  EHatemont   of    pacltinn   objecting   to  Btate    of    IL  790521 
contentions.  Fai  led    to    satisfy    specificity   ti  basis 
requirements.  Petition    may    be   amended   ai/o  prior   approval 
uithin    time    limit    specified    in   rules. 
ROTHSCHILD,  M.  U.        Hearing    Branch    1.        79/11/20.        23pp. 

— 7912110176   Statement    of    p-asition  objecting    to   B   Raremret  nl   790533 
contentions.  Adherea    to    NRC   790614   response   noting 
def icienc 1 oa    in  pet i t ion, Fai led    to   satisfy    specificity   & 
basis  requirements.  Certl  f  icate   of    Eve    oncl, 
flOTHSCHILD.  M.  U.      Hearing    Branch    t,      79/11/20.        17pp. 

7912120O4B  Objection    to    intervonor   Stdto    of    IL  790321    contentions.  All 
contentions    should    be    stricken    for    failure    to   meet   cndc 
rnqulrements    &    for    lack    of    spec  1  fie  i  tg.  Certificate   of    Svc 
encl. 

BZWAJKOHBKI,  R.  W,    RODNEY,  M.  ft.       General   Electric    Co.      8ZWAJKODSKI,  fi.  U 
Hagan    Drouin   &  Platt.       79/11/20.       13pp. 


791S2BO001    Advises    that   complate   ravlilon    of   procadur*   addves*lns 
thlpnent   t   rftcelpt   of   radioactive   mat  It    per    IE  Bulletin 
79-19  ulll    ha   conplated    by   600201    instead   of   791B31,«s 
Indicated. 
IEFF.D,  M.      flabcock  ti  Ullco<   Co.      79/1H/12.       Ip. 


79IH130156  Dhjactinn    to    intervenora  BL  &  R  Rorem  79O5H5    contentions. 
Contentions   3,4.6,7  fc   9    irrelevant.  Contentions   2,3  !,  S 
attack    validity    of   existing    regulat  ion.  All    contsntionE 
should    be   otrlclen.  Cer  ti  f  i  eato   of   Svc    encl. 

SZUAJKOHSKI.fl.  W,    RDDNEV,  M.A.       Ogneral    Electric   Co,       BZWAJKO.HSKU  R.  W 
Mayer.    Broun   &   Platt.       79/11/20.       7pp. 


DOCKET  70-1287  MIXED  OXIDE  FABRICATION  PLANT.     EXXON  NUCLEAR  CO..     INC. 

7913100333  Refunds    portion    of    faa    for  Amend   MPP-B    to  Llcenie  BNH-960, 
ineorpor»t  ina    security    guard    training   t    qualification  plan. 
MILLER.  W.  0,  License   Fee   Managsment   Branch.       79/11/02.       Ip. 

79  12180029  U  Process   Licensing    Section    Input    to   nafoty   oyaluafclon   re 
propoivd   laundry   sy*   for  U-contamlnatid   clothino. 
BTEVENSONiR.  L.       Office    of   Nuclear  Reactor  Hagulatlon.      79/11/06. 


Notifies   of  Amend  SO  to  Li  cent*  SWi-ia27,  authorizing 
installation  If  USB    of    laundry    for  U-cantaminatBd    protective 
clothing. 
CRDUiH-T.       Uranium  Fuel   Llcer.slnfl   Dranch.       79/11/OA.       Ip. 

7912170073  Reipondi   to  791005   tubmtttal   of   raviaed   pages    to   fundamental 
•nuclaar  matl   control   plan.  Revision  2.1   of  Amend   MPP-2 
approvftd.  Inf  o    In   791009    Itr   proprietary    fref    10CFRH,  790). 

,  J.  0.  Material    Control    Llcen»ing    Branch.       79/11/19,       Ip. 


DOCKET   70-1362    HAHNEMANN   MEDICAL   COLLEGE   I.   HO3P.     PHILADELPHIA.  PA 


79I2O6024Q  Ack    receipt    oP  791015    Itr    informing    NRC   «f   steps    tafcen    to 
coTrect  violations   noted    in   IE    Insp   Repts  30-02959/79-O1    tc 
70-134E/79-01. 

MCCLINTOCK.R.  D.  Region    1,    Philadelphia,    Office    of   the  Director, 

79/11/O1.       Ip. 

— 79120&0239  Respond*   to    NFIC    791001    Itr   re  violations  noted    In    IE    Insp 
Rsp*n  30-02999/79-01    &   70-1362/79-01.  CorrBC  tlve    actions:neu 
equipment    ordered    to    chock    lodination  t   saFstij    procedures 
initiated    ro    radioactive    package    disposal   &   Idb. 

LIKOFF.M.       Hannemann    Medical   College   t<  Knsp.    of   Philadelphia.    PH. 
Pennsylvania.       79/1O/15.       Spa. 

— 791HQ&0269   Forwards    IE    Insp    Repta  30-O29S9/79-01    fc  70-1362/79-01    on 
790920-21    t>  notice    of  violation. 

HCCLINTOCK.  R.  D.  Region    1,    Philadelphia,    OPrice  of    thnDirortor. 

79/01/01-       Snp. 


318 


DOCKETED  ITEMS 


—  7912060S7V   Notice    of    v10laUo.i    Iran,    map    an    79O920   &    31  .  Noncomp  1  i 
noted     Failure    to    make    adequate    ourveys    of     iodination    in 
labs    !<    unrestriiteu    area?,    !•    failure     to    .nitiate    safety 
procedures    re    radioactive    packaqc    disposal 
.  Region    1.     Philadelphia.     Office    of    the   Director. 

2pp. 


DGCKET   70-1729   FUEL    HEC.     (•   STCff      ETA.  „     ALLIED 

7912040041    H*iuest5    correction    of    record    to    substitute    RP   Wilson, 
Assistant    Atty    General,  SC    Kept    of    Health    t.    Environ    Control, 

For    Rober-san.  -,„,..,.,          , 

UILBON.R.P         South    Carolina,     State    uf.        79/11/lb.         lp. 

7913060,036   Forward*    notice    of    TS    Moore    withdrawal     from   proceedings. 
Certificate    of   Svc    end 
BQSKEY.  B.        voice.     Ifpstey    b    Lyons         79/11/23.        3pp. 


DOCKET    70-2205   ST.     LUKE'S   HOSP      Ml LWAUKEE.  WI 


791H36037I    Response    tn    intervenes    Carolina    Environ    Study    Group,  NRDC 
t,    State    of    SC    opposition    to    NRC    79O907    roquest    for 
protective    order    re    spent    fuol    transport   route    Info. 
Certificate    of    Bvc    oncl. 
KETCHEN.E.  G.        Hearing    Branch    4.        79/12/10.        7pp. 


DOCKET    70-3756    TRANSNUCLEAR,     INC. 


79I2070QB3  Forward  a    IE    Insp    Ropta    70-3756/79-01.79-2761/79-01    t, 
70-2776/79-O1    on    79O925.  No    nuncompliant e    noted. 

MARTIN.U.O.  Region    1.     Philadelphia,     Safeguards    Branch.        79/IO/17. 

2pp. 

—7912070091    IE   Insp   Repts   70-3756/79-01,70-2761/79-01    &  7Q-2776./79-01 
on   790925.  No   noncomp 1 iance    noted.  Major    areas    inspected: 
security   maaaures    re    export    shipment   of   BNM.  Details   withheld 
(ref   10CFR.2.  790). 

SMITH. H    H    .     ROGERS, M.E.  Region    1.     Ph  i  ladelph  ia,     Office    of    tTifr 

Director.        DEVLIN,  J.  Region    1,     Philadelphia.     Bafoguard*    DTJncS. 

79/10/li.       lp, 


7912050i371    Responds    to    FOIA    request    for    documents    re    HRC    inspa    of    81 
Luke's    t    St    Mary's    Hoaps    in   Milwaukee. Wl    since   Jan    19/9. 
Forwards    insp    rents    at    791102    for    each    facility. 
CrtRRiJ.  C.  Division    of    Rule*    and    Raeords.        79V11/19.        Ip. 

— 791S050493   Forwards    IE    Insp    Rop t    nn    790&24    &   27 

DftVIB.A.  B.  Regign   3.     Chicago.    Fuel    Facility   !•  Hfltsnals   Safety 

Branch.       79/09/12.        Ip 

— 791205O4H3   IE    Insp    Rept    on    790B24    i'   37.  Honcompliance   not    stated. 
TONGUE,  T.M.  Region    3,     Chicago,     Uffice    af    the    Director. 

79/09/11.        19pp. 


DOCKET    70-2761    TR ANEW/CLEAR,     INC. 

7912070083   Forwards    IE    Insp    Repts    70-2796/79-01,79-2761/79-01    Si 
70-277A/79-O1    on    79O925.  No    noiicompl  iani  n    noted. 

MARTIN.U.O.  Region    1.    Ph  iladElphia,    Safeguards    Branch.       79/1O/17. 

2pp- 

--7913070Q91    IE   Iriap   Repts    7O-2756/79-01, 70-2761  /79-01    (.  70-2776/79-01 
on    790923.  No  noncomji  1  iance    noted.  Major   areas    inspected: 
security   mBasureB   re    export    shipment    of   8NM.  Dntails    withheld 
(ref    10CFR2.  790).  nrfl  „    t. 

BHITHiR   H    .    HOOERB.H.E,  Region    lr    Phi  ladslph  la,    Office    of    the 

Director.       DEVLIM.  J.  Region    1.    Philadelphia,    Safeguards    Branch. 

79/10/16.       lp. 


DOCKET   70-2633   MCOUIRE   SPENT    FUEL    POOL.     DUKE   fDWE^_^ 

7912050318  Notice   of    transmi tta 1    of    proposed    inter faci 1 i ty 
transportation   route    desc  r  IP  t  ion,  maps    !<    route    summary    in 
response    to    NRC   7911O2    order.  U/D    eiiel    Certificate    of    Svc 
end, 
HOEFLIN8,  R.K.        Kearlna    Branch    fl          79/11/07.        3pp. 

79120&O092   Memorandum    e.plaimnq    why    no    full     opinion   re    NRC   790906 
order   uill    be    issued. 

BISHOP,  C.  J.        Atomic    Safety    and    Licencing    Board    Panel.        79/U/OB. 
4pp. 

7913100135  Forward's    description   of    proposed    transportation  routes    from 
Oconee    to   McGwire , maps    oF    routes    &   route    summary, per 
affidavits    of   nondisclosure 
HOEFLINQ.  f.M.        Hearing    Branch    •)          79/H/lfa.         lp. 

7912060034    Acl    receipt    of    Carolina    Environ    Study    Group, State    of    SC    b 
licensee    eiecuted    affidavits    re    protected    matla    per 
Commission   791102    order. NHUC   will    not    execute   affidavit. 
Protected    Info   should    te    sent    to    persons    listed    in    end. 
BICKWIT.L.        Office    of    the    General    Counsel.        79/11/27.        3np. 

791306O60B   Response     to    Commission    791102    order     inviting    eiecutinn    of 
nondisclosure   affidavits    re   routing    of    info    For    spent 
nuclear    fuel    trans    shipment   Urges    denial    of  NHC    petition   for 
review.  Certificate   of   Svc    encl.  -..,.„-„    „ 

FLEISCHAKER,  D.        Natural    Resources    Defense    Council.        FUEISCHAKEHj  U. 
FleischaVer.     n.     S         79/11/3O.        7pp. 

7913110432   Response    in    apposition    tu    Commission   791103    enter    inviting 
e«etution    af   affidavits   of    nund 1  BE  Insure    re    spent    nuclear 
fuel    transshipment  routing    inf n. Decl ines    invi tation.  Urges 
denial    of   NF5C   request    for    revi  eu.  Certif  icflte    of  Bve   encl. 
FLEISCHftKERr  D.        Natural    Resources    Bafense    Council.        FUEIBCIWKEH.lt. 
Fleischaker,    D.    S.       79/11/30.       7pp. 

79121900B4   Requests    confirmation    of    availabilitu    of   C  Marotta   to   asalsb 
in    acc,n«e/McQuire    hearings  ui/completlon   dale    of  7T1311. 
ROU3E.U.C,        ASvantml    Fuel    !.    Spant    Fuel    Licensing    Branch.        79/12/OJ. 
lp. 

79131<)Qloa   Order   correcting    transcript    of   W  Dateman    790913  testimony. 
Grants   KS  McSovern   request   that   791116    Itr   tt  attachment   be 
associated    w/transcript   of  H  Oateman    testimony. 
MILLER.W.  E.       Atomic    Safetij   ajitf   Licensing   Board   Panel.       79/12/O6..       lp. 

— 7912110112  Forwards    corrections    to    transcript  of   M  Dateman  79O913 
testimony. 

'  .  B.       Energy,  Dept.  of        79/11/16.       3pp. 


DOCKET    70-2776    rRANSNUCLEAR,     INC. 

7912070003  Forwards    IE   Insp   Repto   70-2756/79-01,79-3761/79-01   fc 
70-3776/79-01    on   790923.  No    nuncomp 1  lance   noted. 

MARTIN.W.  O.  Region    1,    Philadelphia,     Safeguards    Branch.       79/iO/17. 

2pp. 

—7912070091    IE    Imp    Repts    7O-2736/79-01,  70-37A1  /79-O1    t,   7 0-27 7 &/ 79-01 
on   790925.  No   noncomp liance   noted.  Major   areas    impacted: 
security   measures   re    export    shipment    of   QNM.  Detail*   withheld 
(rof    10CFR2.790). 

SMITH.F!  M   .    ROQERS.H.E.  Region    IF    Philadelphia,    Qfficfl    of    the 

Director.       DEVLIN.  J.  (legion    1.    Phi laiielph la,    Safeguards    Branch. 

79/10/16.       lp. 

PACKAGING  OF  RADIOACTIVE  MATERIAL  FOR  TRANSPORT 
AND  TRANSPORTATION  OF  RADIOACTIVE  MATERIAL 
UNDER  CERTAIN  CONDITIONS 


DOCKET    71-0003   EXXON   NUCLEAR    CO..     INC. 


7913370124  Forwards  chart  of  Ei'on  Nuclear  current  corporate 
organization. Supplies  addresses  for  correspondence  ra  fuel 
facility  licensing  S.  transportation  licensing. 

NILSON.R.       Exion  Nuclear   Co.  .     Ins.     (BUBS,     of   E*  «on   Corp.  ).       79/U/2Q. 
2pp. 


DOCKET    71-OOOfi   UM1TED   NUCLEAR    CORP. 


7912010020   Forwards   OA  program  approval    for   radioactive   matl    package. 
tlACDDNALD.C.  E.  Transportation    Branch.        79/11/20.        tp. 

— 791SO40Q23  QA  program  approval    for   radioactive   matl    packaae:  OOOti 
Rpvlsi-nn   0. 
MACDDNALDfC.  E.  Transportation  Branch.       79/10/17.       lp. 

7912060140   Forwards  OA  program   approval    for   radioactive  matl    package. 
HACDONALD.  C.  E.  Transportation   Branch.       79/11/26.       lp. 

— 7912060117  QA   program  approval    for   radioactive   matl    paeVaae:  OOOfii 
Re vi s  1  on  O. 
HACDONALD4  C.  E.  Transportation   Branch.       79/11/26.       lp, 

791B27005O  Disavows   7911B6  OA   program  approval    for    radioactive    matl 
packages    OOO6.  Revision  O, aa    previous  791120  approval    remains 

MACDONALDJ  C.  E.  Transportation   Branch.       79/1H/10.       lp. 
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DOCKET    71-0034   HITTMAN   NUCLEAR    ft   DEVELOPMENT   COHP. 


DOCKET   71-0096    PAN   AMERICAN   WORLD   AIRWAYS 


7912260033    Forward*    QA    program    .approval     far    radioactive   mat!    package 
MACDONALD, C.  E.  Transportation    Branch.        79/12/06.        Ip. 


7912200116   Requests    oxtansion    until    791231    to    file    revised    OA   program. 
DUNN.N.  M.        Pan    American   Maria    ftiruays.     Inc.        79/11/OB.        2pp. 


— 79132&GQ35  Qa    program   approval    for   radioactive   matl    pat kag 9;  0024, 
Revision  0. 
MACDOMALD.  C.  E.  Transportation    Dranch.        79/12/Q6,        Ip, 


7912210149  Approves   of   request    for   eitension   until    791331    to   file   OA 
program  for    radioactive    shipping    packages. 
MACDDWALD.  C.  E.  Transportati  on   Branch.       79/18/04.        Ip. 


DOCKET  71-0026   EASTERN  TESTING  &    INSPECTION 


DOCKET    71-0114    COLBY-THIELMEIEF!    TESTING    CO. 


791212O533   Forwards    OA   program  approval    for    radioactive  mat!    package. 
MACDONALD,  C.  E.  Transportati  on    Branch.        79/12/01,        Ip. 


7912210185  Forwards   QA  program   for    industrial   radiography. 

THIELMEIER,  U.  F.        Colbu-Thi  el/nio  r    Testing    CD.  ,  Inc.       79/11/27.        Ip. 


— 79181.20537   QA    program   approval     for    radioactive    matl     paE  kage:  0036, 
Revision   0. 
MACDONALD,  C,  E.  Transportation  Dranch.       79/12/O4.       Ip, 


—7913210199    OA   program   for    industrial    radiography. 

»•      Calby-ThlBlmior    Testing    Co.  ,  Inc.        79/11/23,       3pp. 


DOCKET    7i~OQ27   HADCOCK   Ic   WILCOX    CO. 


DOCKET  71-0121    NEUTRON  PRODUCTS,     INC. 


7712170153    Forwards    revised    QA   requirements   I,   measures    For 
transpar tation    packaging    as   applied    to    industrial 
rad iography. 
VAUOHN.  H,       Dabcock    l<  WilcDi   CD.       79/13/13.       Ip, 

— 791S17O1£2  Revised    OA   requirements   ti  measures    for    transportation 
packaging    as    applied    tn    industrial    radi ography. 
»      flabcock    b  Milcoi    Co.       79/13/12.       3pp. 


DOCKET    71-0060   MQRfilSDN-KNUDSEN    CO.  ,     INC. 


791SO602O9   Submits    request    far    addl    info    to   complete   review   of 
Revision    1    to  OA  program 
MACDDNALD,  C.  E.  Transportation   Branch.       79/11/26.        Ip. 


DOCKET   71-0159   LOCKHEED   MISSILES    !,   SPACE 


7912140541    Submits   addl     info    necessary    Far   approval    of   QA    program. 
Organ!  rational    chart   encl. 

ORR.U.O,       Lockheed    Missiles    Sr   Space    Co.      (subs.     Lockheed   Aircraft 
Corp.  ),        79/11/03.        3pp. 


79122iOQ36   Forwards    OA   program  reflecting    addl    info   rtrquHited    in  791039 
Itr. 
PETER-BON.  B.  H,       Morrison  Knudaopi  Co,,     Inc.       79/12/04,       Ip. 

—  791226O03B  OA   program   reflecting    addl    info   raqiieated    in  791029   Itr. 
*      Harrison   Knudsen   Co.  ,     Inc.       79/13/04.       3pp. 


DOCKET   71-0160   QMAHA   TESTING   LABS.,     INC 


7913140143   Requests    copy    of   MFIC   791002    Itr    requesting    addl     info    re    QA 
program    for    recaip  ti  hand!  ing   E.   shipment   of  radioactive  matl. 
MERTZ.  L. R.       Dmaha  Nondestructive  &  Metallurgical   Testing,     Inc. 
79/11/23         Ip. 


DOCKET    71-OO73   MDRRISQN-KNUDEEN   CO.   ,      INC. 


DOCKET   71-0193    NAVV,     DEPT.     OF 


7912260036    Forwards    QA   program    roflocttng    addl     infu    requested    in   791039 
Itr. 
PETERSON.  B.  H.       Morrison  Knudfien   Co.,     Inc.       79/12/04.       Ip. 

— 79122AQ03B  OA  program   reflecting    addl    info   requButed    in  791029    Itr. 
«      Morrison   Knudnen   Co.,     Inc.       79/13/04.       3pp. 


7912040071    Forwards    OA   program   approval     for   radioactive   raatl    package 
MACDONALD- C.E.  Transportation   Branch,      79/11 /HO.       Ip. 

— 7912040072   OA   program   approval     for    radioactive   matl    package:  0193, 
Revision   0. 
MACDGNALD.C.  E.  Transportation  BrancH.       79/11/03.       Ip, 


DOCKET  71-OO79  HADCDCK   (c  UILCOX   CD. 


DOCKET   71-0199   NAVY.DEPT.DF 


7913060151    Forwards   QA   program   approval    for    radioactive  matl    package. 
C.  E.  Transportation    Branch,       79/11/26.       Ip. 


—  791H06O16O  QA  program   approval    for   radioactive  matl    package:  0079- 
Ravi  -lion   0. 
MACDONALD,  C.  E.  Transportation   Branch.       79/11/26.       Ip. 


79122001-46  Forwards   OA  pro  grain  for    industrial    radiography  r  in  responsg 
to    NRC    7Q0501     Itr. 
SPENCER,  H.  A.        Navy.Dept    of.        79/11 /OB.        Ip. 


— 791230D1S4   OA  program   for    Industrial    radiography. 
SPENCER,  H.  A.        Navy.Dept.  of,        79/1 1/O9.       3pp. 


DOCKET  7J-QOBFJ  DABCOCK   b  WILCDX    CO. 


791212QS1Q  Forwards  OA  program  approval    for  radioactive  mail    pa-clage. 
MflCDDNALD,  C.  E.  Trancportati  nn   Branch.       79/12/04.        Ip. 


7912300030  Forward!   QA   program    For    shipping    containers, Rev! sion    S. 
CDRBANI.Ft.  A.       Bab  cock    S,  Hilcoi    Co.       77/11/12.       Ip. 

— 7913200035  QA  program    for    shipping    contai  ners,  Revisl  on  2. 
HI      Hancock    t,  Uilcox    Co,       79/11/12,       35pp 

791817D4&?  Forward i    QA  program  approval    far    radioactive   matl    package. 
MACDONALD,  C,  E.  Transportation    Branch.       79/12/10.        Ip. 

— 7913190474  OA  program  approval    for   radioactive   matl    packagerOOBBi 
R»vl*lon   0. 
MACDONALD,  C.  E.  Tran»portation  Branch.       79/12/1O.       Ip. 


— 7919120512  DA  program  approval    far  radioactive  matl    package:  O199, 
Revision   O. 
MACDONftLD.C.E.  Transportation  Branch,       77/13/04.       Ip. 


DOCKET   71-0206   PRYOJ)   FOUNDRY,     INC. 


79I2IB0059  Submits  QA  program    in    response    to  NHC  790B03  request. 
FULLER.  E.       JI    Case  Co,       79/11/21,       Ip. 

— 79121BQQ6B  Ac  k  .receipt   of   701130  application    for  approval    of  OA 
program,  Program  does    not  meet    requirements.  Requests  revised 
application  b   for  ward  9    sample   OA  program. 
rlACDQNALD.  C.  E,  Transportation  Dr-anch.      79/OB/03,       4pp. 
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DOCKET    71-0335    NAvY.DEPT.OF 


791S130D16   Forwards    Qft    program    approval     for    radioactive   matl    pacKagi 
ttACDDNALD,  C.  E.  Transportation   Branch.       79/13/04.       lp- 


DOCKET    71-0349    CATERPILLAR    TRACTOR    CO. 

7912200124  Forwards    corrected    OA   program   far    industrial   radiography. 
VQGEL.R.J.      Caterpillar   Tractor   Co.       79/11/05.       tp. 


— 7712130019  Oft   program  approval    For    radioactive    matl    pat  fcage:  O223j 
Rev  ill  an    1. 
MACBONALD.  C.  E.  Tranapnrtafcion   Branch.       79/12/04.        lp. 


--79122O0132  Denies   790926   request    for    approval    of    OA    program. 
Ors-aniiation    chart   6  tint    are   not    consistent. 
MACDONALD.  C.  E.  Transportation  Branch.       79/1 1/O3.       lp. 


DBCKET   71-023?  NftVV,     DEPT.    OF 

79121B(M5a  Forwards    HA   program    approval    for   r-adioattiv*   matl    pacliaf 
HACDONAUD.  C.  E,  Transportation    Branch.       79/12/04.       lp. 


-- 7912200140  QA  program   for    Industrial    radiography. 

VOGEL.R.J.       Caterpillar    Tractor   Co.       79/11/03.       4pp. 

791312O519  Forwards   QA   program   approval    for   radioactive   matl    packagi. 
MACDDNALD.C.  E.  Transportation   Branch,       79/12/04.        lp. 


— 7912180157   OA   program   approval    far   ra-dioacttve    matl    pacfcage:O239. 
Revision    0. 
MACEMDNALDi  C.E.  Transportation    Branch.       79/12/04.       tp. 


—7912120521    OA   program  approval    for   radioactive   matl    packageiO349, 
RBVision   0.  _„,.„,„.         . 

MACDDNALD,  C.  E.  Transportation   Branch.       79/12/O4.       lp. 


DOCKET   71-0340   MDM3ANTO   RESEARCH   CORP. 


DOCKET    71-O332   NILEB  STEEL   TANK  CO. 


7912060311    Forward*   QA   program   approval    For    ra.dloactiv«   matl    packagi 
MA-CDDNALDi  C.  E.  Transportation   Branch,       79/1 1 /2i.       lp. 


7?iaiSOfiS4   Foruards  OA   program. 

WOOD.J.C.       Nilev   Steel   Tan*.       79/11/20.       lp. 


— 7912060217   OA  program  approval    for    radioactive   matl    paekaga:024B. 
Revision    1. 
MACDONALD.  C.E.  Transportation   Branch.       79/11/HA.        lp. 


— 7912180697  Revised   QA  manual    for    hand  ling, storage   b    shipping    of 
radioactive  matl    shipping    packages. 
UOQD.J.C.       Niles   Bteel    TanV.       79/11/20.       10pp. 


DOCKET   71-0230   TRANSrlU  CLEAR.     INC. 

7912270027  Forwards   Revision    1    to   QA   program    For    d«si  on.  mf  a-  test.  USB. 
malnt   i   repair    of    pacfcaglngs    in    transport    of   radioactive 
matin. 
OOLDMATIN.  K,       Transnuc lear ,     Inc.       79/13/07.       lp. 

— 7912370039   Rawision    1    to    OA   program   For    designi  mf  g.  test,  ost >  malnt  ti 
rapoir   ot   yackaglngs    in    transport   oF   rad-ioat t ive   irtatls. 
»      TranBnuclaar.     Inc.       79/12/07.       41pp. 


DOCKET    71-0355    JER8EV   CENTRAL   POWER   ft   LIOHT   CD. 

791204OO32   Forwards   QA   program  approval    for   radioactive   matl    package. 
MACDDHALDiC.  E.  Transportation  Branch.       79/11/20.       lp. 

--7912Q40033  QA   program  for   radioactive  matl    package:  O333,  Revision  0. 
MACDONALD.  C.  E.  Transportation   Branch.       79/10/H3.       lp. 


DOCKET    71-0334   NAVY.  DEPT.     OF,     UBS   PIEDMONT 


DOCKET   71-025fl    NUCLEAR    EMS1NEERINO   CO.,      INC. 


7912040O1H  Forwards   request    for    add!    info    to   complete    rovieui   of   OA 
Transportation   Branch.       79/  IS/20.       Spp. 


program. 
MACBDMALD,  C.  E. 


7912310O64  PND-III~79-01(I>:  on  791  la?i  State   of   NU    Dnpt    of   Public    Health 
is    holding    public    hearing    In    Carsmi   City    to    deterninH 
uihether    facility    license    should   ne    suspsnded,  revoked   or 
modified. 

JDROENBEN.lt.  L.        Office    of    Inipcction    &   Enforcement.     Off  ten    of    the 
Dirn-ctar.       DOVD.D.C.  Region    3.    Chieajo,    Office    of   tha    Director, 

tp. 


7912130164   Foruiards   QA  program  approval    for  radioactive  matl    pBcVao 
MACDONALD.  C.  E.  Transportation   Branch.       79/1B/04.       lp. 

— 791SIB0169  OA   program  approval    for   radioactive   matl    package: 0396. 
Raviilon  O. 
MACDDNALDi  C.  E.  Transportation   Branch.       79/12/O4.       lp. 


DOCKET   71-0357  NAVY,  DEPT.     OF.    US8  VULCAN 


7912170231    Forwards   QA  prooram   for    industrial    radiography    in   respons* 
to   NRC    7G05O1     Itr. 
BPEHCEH.H.A.        Navy.  Dspt.  Of.        79/11/08.        lp. 


DOCKET    71-0343   CAROLINA   POWER    A    LIOHT   f!0. 

7913120529  Forwards    QA  program    approval    for   Tfld i oac ti va   natl   package. 
MACDONALD.  C.  E.  Transportation    Branch.       7?/t3/O4.       lp. 

— 79121SQ503   QA   program  approval    for    rad ioactlvn   matl    pac  kage:  034S, 
RBvislon    1. 
MAC  DONALD,  C.  K,  Tvansportati  on  Branch.       79/13/04.        lp. 


— 7913190854  OA   program   for    industrial    rad iographu.. 
BPENCER.H.  A.       Navy.  Dept.  of .       79/11/09.       3pp. 

79121B0144   Forwards   request    For   addl    info    to   complete    reviaiu   of  QA 
program. 
MACDONALD.  C.  E.  Transportation   Branch.       79/12/01.       2pp. 


DOCKET    71-035S  NAVY,  DEPT.     OF,    U3S   SIERRA 


DOCKET  71-0347  STONE  &  WE03TER    ENOINEER1NO  CORP. 

791E20D119  Foruiards    revised    corporato  radioactive   matls    QA  program   in 
rasporiBB    to  NflC   79IO09  roquost.  W/o.    end. 
OIB30N,  J.  D.       Stone  &  Hebatflr    Enjln»»ring    Corp.       79/11/O9.       tp. 


7912190473  Forwards  OA  program   for    industrial   radiography. 
BRYANT.  F.  S.       Navy.Dept.  of.       79/11/14.       lp. 


— 791BI90479  QA  program   for    industrial    radlographg. 
K1HOBLEV.3.S.       Navy.Dept.  of.       79/11/14,       3pp. 


791B120916  Foriaardi    OA  jirogram  approval    For   radioactive   matl    package. 
MAtODNALD.  C.  E.  Transportation    Branch.       79/12/Ofl.       lp. 


7?iaietJiGO  Foruiards   updated   flA  program   for    industrial    radiography. 
BRYANT.  F.  8,       Navy,  Dapt.  of .    Force*   Afloat.       79/11/21.       lp. 


— 7913130517  QA  program    approval    for   radioactive   matl    package:  03*7, 
Revision   0, 
MACDONALD,  C.  E.  Transportation  Branch.       79/12/O4.        In. 


— 79121B0187  Updated    OA  program   for    industrial   r»diOo.r«phu. 
K1NCSLEV,S,3.       Navy.Dept.  of.       79/11/14.       3pp. 

791H270349  Forwards  QA  program  approval   for  radioactive  matl   package. 
MACDONALD.  C.E.  Tronspor  tation   Branch.       79/12/1O.       lp. 
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-7915370335  OA   program  approval    for   radioactive   matl    pac  kage:  0338r 
RevLnlon  0. 
KACDONALD,  C.  E.  Transportation   Branch.       79/12/10.       Ip. 


DOCKET  71-0339  PICK    INBTdUMENT  PRODUCTS    CO. , INC. 


79131&Q339  Forwards   QA   program   for    mfg    radioactive    matl    transport 
equipment. 
HACMNALD.  C.E.       Pick    Instrument  Products    Co.  ,  Inc.       79/11/27.       Ip. 


'DOCKET   71-50B6   MODEL:     UWC-260O.     GENERAL   ATOMIC    CO. 


7912210341   Forwards   Revision    1    to   Certificate   of  Compliance   500 6   far 
Model   UNC-3600. 
MACDONALD,  C.  E.  Transportation    Dranch,        79/I2/1O.        2pp. 

— 791221034&  Certificate    of    Compliance    3086,  Revision    1    far   Model 
UNC-2&OQ. 
MACDDNALD,  C.E.  Transportation   Dranch.       79/13/10.      3pp. 


— 7912:100339  QA  program   for   mfg    radioactive   matl    transport   equipment. 
PICKEN9.  F,  H.       Pick    Instrumint   Products    Co.  ,  Inc.       79/11/30.       19pp. 


DOCKET  71-0360  NAVV.  DEPT.     OF,    UBS  YOSEMITE 


7712180137  Forward!   flA   program    for    industrial    radiography. 
OARIWEH,  D,  C.       N«vu,Dept.  of,    Forcns   Afloat,       79/11/16,       Ip. 

--79121B0140  QA  program  for   Industrial   radiography. 

VELAZOUEZBUAREZ      Navg,  Dipt,  of ,     Naval    Invtit  igativa   Service. 
79/11/16.       3pp. 


DOCKET   71-0362  WISCONSIN  PUBLIC   SERVICE   CDHP. 


DOCKET   71-9395   MODEL:     CC,     WESTINQHOU9E   ELECTRIC   CORP. 


79121B03Q4  Raqutsts   renoual    of    Certificate    of  Compliance   8395.  Package 
info  rBfer«nc«d    by   currant    NRC    certification   eonial  Idatad 
Into    single   application.  Pncfcag»    description.  Pee,    t<   drouing* 
enel. Eleven    overslie    drawings    aveilabli   Central    Flln»  onlg. 
DIPIAZZA.R.  P.       HaitinahousB    Electric   Carp.      79/10/17.      37pp. 

7913O&0219  Forwards  Revision    4    to   Certificate    of  Compliance   5393  for 
Model   CC   shipping    container. 
MACDONALD.C.  E.  Transportation   Branch.      79/11/2&.       Ip. 

— 7912060222  Certificate    of   Compliance    9395,  Revision   4,    tar  Modal    CC 
shipping    container'. 
MACDONALD.  C.  E,  Transportation   Branch.       79/11/26.      4pp. 


7712210439  Notifies    that   radioactive   matl    shipping    activities   to   be 
par-foraed   par    utll    OA  prograa,  780120  Revision   2,  approved 
790723. 
RICHMOND,  J.,    LUOMA.C.R.       Wisconsin   Public   Service)   Corp.      79/I1/B7. 


DOCKET  71-B490  MODEL:  BCC-1.  -2.  -3.     WESTIHOUOUSE  ELECTRIC  CDflP. 


Notification   of   reg  iatratlon   as   user  of   Hodila  RCC.RCC-1. 
RCC-2  h   RCC-3    in  r«spon»e    to   ro^uffit, 
MACDDNALD.  C.  E.  Transportation   Branch.      79/11/HO.       Ip. 


DOCKET   71-0363  BRIOOB  ENOINEERINO  b  TEBTINO  CO..     INC. 


771 32 1O+33  Forwards  OA  program  for   industrial   radiography. 

9KOHOHAO.P.M.       Brlgoi   Engineering    fc  Teatlnj.       79/11/21.       4pp. 


— 79IES1M37  QA  program  for   InduttrUl   radlographu, 
•     Brings  engineering  &  Teiting.      79/11/21.      3pp. 


DOCKET   71-0364  NAVAL  NUCLEAR  POWER    UNIT   PORT  HUENEME,    CA 


791221O418  Forwards    endorsed    QA   program. 

VQOT.J.F.      Navu.Dopt.  of,    Naval   Nucloar   Power   Unit.       79/11/27,       2pp. 


— 7912210429  Endoraod   QA  Program   Par    radioactive  mall    shipping   program. 
OH££N,0.  E.       N»vu,Dept.  of.       79/H/30,       Spp, 


DOCKET   71-4949  MODEL:    UNC-1434,  COMBUSTION  EN01NEERINO   CO.  ,  INC. 

79131 BC03S  Forwards   revised    Pag*    1    of   application    for    renewal. 
Cer-tlficate   of   Compliance   4949, 

L'HEUflEUX.J.       Unltad    Nuclear   Carp.,    UNC  Hacoverg    e^.tems   Dlv. 
79/11/14.      2pp. 


DOCKET   71-9026  HODELi  BC-4B-2BO,    ATCOR,  INC. 


791S1000H4  Requests  registration  at  user  of  Madsls   Vandanburgh,  i!44> 
AaMiPB-1.  LL-50-100,OE-1400,  CN91-14-19S-H.  CNSl-ai-300, 
CNQ-lfrOOiRadwaBta   Carrier    1.  CN3-HOA,  7-10O,  BC-40-B20,  LL-2B-4 
t.  AL-33-90. 
CLAYTON.  F.  L.       Alabama  Power   Co,       79/11/06,       Spp. 

7918100399  Notification   of  ragi'tration   as   ustir   of  Madel*  LL-2B-4,N-53, 
P3~1,«M4,  AL-33-90,  CN6-BOA,Radupa»t«  Carrier   1,7-100, 
LL-SO-100.  BC-4B-220  S,  CNBI-14-19S-H  in  responan   to  Itr. 
HACDONALD,  C.  E.  Tr  ana  p  or  tat  ion  Brand..      79X11/20.      Ip. 


DOCKET  71-8039  MODEL:    URANV  NIT-TNtt,    NUCUEAR  FUEL  SERVICES,     INC. 

7912140310  Forward*   Revision   6   to  Certificate   of   Compliant*  5039   for 
Hod  Hi   NFS  Uranul  .Nitrate  Tank  Trailer. 
MACDONALD,  C,  E.  Transportation   Branch.       77/12/04.       2pp. 

— 79E214O219  Certificate    of   Compllanc.e    5039,  Ravl»ion  6.  for  Model   NFS 
Uraiiil  Nitrate  Tank   Trailer. 
MACDONALD,  C.  E.  Transportation   Branch.       79/13/04.      3pp. 


DOCKET  71-5467  MOOELB:    MARK  VR,    VE   b  MARK    13,    ENEROV,  »EPT.     OF 

7913050499  Forwards   updated    At tachnant   D   to  Certificate  of   Compliance 
3467, Revision    4   re   packaging    t    shipping    limit*    for   Mark   VR. 
VE  b   19   corec    b   slugs. 
HQSB,  D.  M,      Enersg.  Dept.  at.       79/10/30.       2pp. 

7912310419  Foruarfls  Ravision   -4    to   Certificate   of  Compliance   3467  for 
boxes  ui/ lids    Et   pallets    u/covert   t<   UI/D   covers.  Supporting 
tachnlcal    info    end. 
RDQS,  D.  M.       EnBrgiJ,  Dopt.  at.         79/12/03.        Ip. 

— 7912210423  Certificate    of    Compliance    3467. Revision   4,  for   bom  a  ui/lids, 
pallot*   bi/coveri  b  palleti   ui/a    covors.  Intcrdepartmsntal 
corraspondence    encl. 
*     Energy.  De-pt.  of.      79/OO/13,       I3j>p. 

— 791221O434  Buppl    to    "BAR    for    Packaging   Steal-Banded    Unnd«n  Shipping 
Containerv    for  Slightly    Enriched    U  Uatal    (NLCD-1 1O7).  " 
HDNKONEN.  D.  L.       E.  I.  du    Pont    do    Natimurs   t  Co..     Inc.       DPSPU  79-134-2. 
79/06/30.       13pp. 


DOCKET  71-3441    MODEL:    UNC-250O 


7912310299  Notifies   of   fliplratlon    of   Cortifl  =  »ta    of  Compliance    3641    for 
Mod*l   UNC -2 3 OO.  To   continue    using    package,  should    submit 
consolidated    application   &    drauiings    for   ronnuial. 
MACDDNALD.  C.  E.  Transportation   Branch.      79/12/07.       Ip. 


DOCKET  71-376B  MODEL:     BB-330-a.    CDHQU8TION  ENB1NEERINQ  CO.  ,     INC. 

77I21004A3  Forwards   Revision    3   to    Cartificata    of   Compliance   576B  for 
Model   EB-aSO-B. 
MACDDHALD.C.E.  Transportation    Dranch.       79/11/30.      Qpp. 

—7912100464  Certiflcots    of    Compltanco   S76S.  Havision    H,  fur   Hodel 
BB-2EO-a. 
MACDONALD, C.  E.  Transportation  Branch.       79/11/30.       5pp. 


DOCKET  71-979*  MODEL:     1B1361.     PICKER   CORPORATION 


79120600B1   Riquu*t«   reglntrflbion    ai    user   of  ModeU    181373,101361 
E-MEH-OO-00004. 

KELDLEY.N.D,       Advanced    Msitlcal    Systems,     Inc.      79/ll/OS.       Ip. 
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7912O7O5O9   Request!!    registration    as.    user    at   Hodels     1B1375   It    1QI361    fc 
E-tlEH-OC— OOQ04. 
KELBLEY.N.D.        Advanced    Medical    Systems.     Int.        7W11/O2.         lp. 

791307O01O   Notification    af    registration    as    u*er    of   Hodels     181379   i 
IB 1361    ti   E-MEH-0  0-00004.    in    response    tn    request. 
MACDQNrtLD.C.  E.  Transportation    Branch.        79  / 1 1 S3Q.        lp. 


DOCKET   71-614*1    MBDEL:6144,     NUCLEAR    ENQINEEfiINQ   CO. 


791210QOB4    Request*    registration    as    user    at    Models    Vandenliurgh. 
o24fl.  PB-1.  LL-50-100,  GE-liOO,  CN31-I4-19S-H,  CN51-21-300, 
CN5-16QO,RaduiastB    Carrier    I,  CN3-BOA,  7-100.  BC-4B-330,  LL-23-4 
tc   AL-33-9O. 
CLAYTON.  F.L.       Alabama   Power   Co.       79/11/06,       2pp. 


7912280341    Forwards    request     for    atJdl     info    re  prnposed    Ca-137    source 

capsule,  fc-r   revioiu  of    791002  amend   request  for   Model    1B1361 
pac  kaging. 

ft,  C.  E.  Transportation   Branch,  79/13/O3.        2pp. 


DOCKET   71-5BQ5   HQOEL: ATCOR    VNDB   CASK.     ftTCOfl,  INC. 

79121000B4   Requests   registration    as    user   of    Hodels  VanJenburghj  6114. 
6H44,FB-1, LL-50-100,  CE-JAOO.  CN81-14-195-W. CN51-21-3GO. 
CN3-1600'.  Hadwaute    Carrier     I.  CNS-BOA,  7-1OO,  BC-43-22O,  LL-2H-4 
I,    AL-33-90 
CLAVTDHrF.L.        Alabama   Pouer    Cp.        7WU/O&.        2pp. 

791HO&0144   Notification  of    registration   as    user    of  Hodela    CNSI-160O, 
CE-16OO,Vand*n.l>i>rgli    &   PB-1, 
HACDONALD,  C.  E.  Transportation   Branch.       79/11/2O.       lp. 


DOCKET   71-5939   MtlDEL:     GE-150O,     GENERAL   ELECTRIC    CO. 


7912060901    Notification   of   registration   as    user   of   Models    Super   Tiger   t- 
6144    in    response    to    requDSt. 
MACDONALD.C.  E.  Transportation    Branch.        79/11/HO.        lp. 

7912O70512   Notifies    that   approved    OA   program    is    raquirad     prior    to 
registration   as   package   user    or   delivery    of    licensed   matl 
to   carrier,  re   790B23  retiueat. 
MACDDNALD.C.  E.  Tranaportfltion   Branch.        79/11/30.        lp. 

7^12130045   RequO'Sts    renHiual    of   Certification    of   Compliance   ol4fl. 
BAER.T.S.       Nuclear   Engineering   Co..     Inc.     (subs,     of   Taledyne.     Inc.  >. 
79/11/27.       lp. 

7912110057    Notification    of    registration   aa    user    Of    Model*    6144    li 
CHB-160O. 
[MCDONALD,  C.  E. 


Transportation  Branch.       79/11/30.       lp. 


7712200619   Requests   registration   as   user    of   Model   t!44. 

HLJNRO.  J.  J.       Tech/Dps    (Technical    Operations.     Inc.).       79/12/03.       lp. 


791K06O11B  Notification   of    registration   as    user    of  Model  flE-15OO. 
MACDDNALD,  C.  E.  Transportation    Branch.        79/11/1A.        lp. 

791206031*.  Notification   of    registration   as    user    of  H-ndel    GE-130O. 
MACDDNALD.  C.  E.  Transportation   Branch.       79/11/16.       lp. 


DOCKET   71-o3Q6   MODEL:  B,     BABCOCK   t,   WILCOX   CO. 


7912270031    Forwards   application    for   reissuancB    of   Cartificati    of 
Compliance   tZQb   for  Model    B    fresh    fuel    shipping    container. 
Certificatn    iltd    700116   t.   supplemented    700303,1,   790331. 
ZEFF.D.H.        Babcocli    I.   Hllco>    Co.        79/11/2B.        llpp. 


79I22S062'2  Hotifies    that    failure    to    File    QA  praffram    hu    79O1O1    resulted 
in   elimination   of  ragiiterEd    user    status..  Model   OA    prngraa  ti 
code    acceptance    criteria    encl. 
HACDONALD.  C.E.  Transportation   Eranch.       79/12/03.       14pp. 


-7912270055   Responds    to  791121    Itr   reqoostinB   reneiual    of   CertlSlot*   of 
Coup  li  ante   £206.  Requests    submittal    at   tlSO  raneuial    fae, 
MEISS.  D.  License   Fee   Management   Dranch.       79/11/3B.        lp. 


7912270116  FDu-iJards  OA  program    for   shipping   radioactive   sources. 
Ran.uest5    program   review,  OE   Mddal     15QO    shipping    cask     uced. 
CUTHBEftTSDN.R.        Armn,  Dapt.  of.        79/12/01.        Bpp. 


-7912270O3B  Responds    to  NRC   79112B   Itr   requesting    BUbmittnl    af   fit   for 

reneuial    of   Certificate   of   Compliance   6206.  Forwards    chsck    for 
.    4150. 

ZEFF.  D.  W.       Dobcock   &  Wilcoi    Co.       79/12/04.       lp. 


DOCKET    71-5957   MODEL: HMI-1 .     ENCHOY. DEPT. OF 


7912200170  Requests    registration  as    user    of   Model   BMI-1. 
HART.H.  C.       Union    Carbide  Corp.       79/13/O4.       lp. 


791E310061    Notifies   of   eipiration   of  Certificate   of  Compliance  A20i 
for  Modal    D.  To    continue    using    package,  should    submit 
consolidated    application   for   renewal   fc   fee. 
MACBQNALD.  C.  E.  Transportation  Branch,       79/12/07,       lp. 


B-D.CKET    71-5900   MODEL:     GE-600.     GENERAL   ELECTRIC   CO. 

771220O105   Certificate    nf    Compliance    59SO,  Rovislon    3.  for   Hmtel    GE-60O. 
IAEA   Certificate    of  Competent   Authority    encl. 
HACDQNALD.  C.E.  Transportation    Branch.        79/10/31.        Spp. 


DOCKET   71-6344   MODEL:  6244,     CHEM-NUCLEAR   BVSTEMS,  INC. 


7912100084   Requests   registration   aa    user    of   Models   Vandenburaht 
6344.  PB-1,  LL-50-100.  GE-lfiOO,  CNB1-14-195-H.  CN91-21-300, 
CNS-16OO,  RaduastB  Carrier    I,  CNS-BOA.  7-100,  BC-4B-320,  LL-2S-4 
&    AL-33-90. 
CLAVTQMi  F.  L.       Alabama   Pouiev   Co.       79/11/06.       2pp. 


DOCKET    71-6O33   MODEL:  D3-1.     NUCLEAR    EMQIWEERINO   CO. 


7912030082   Requests    amend    of    Certificate    of    Compliance.    4OS3    for   Model 
B3-1    to  allow  nrnvsafety -related    variances    froai    licensed 
drawing.  Table    outlining   proposed    changes    encl. 
VOTH.M.H.       Union   Carbitfe   Corp.       79/11/03.       3pp. 

79tH310379  Requests   reneiual    of   Certificate   of   Compliance   4OSB    for  Model 
B3-1. 

BAER.T.S.       Nuclear   Engineering   Co..     Inc..     (subc.     of   Teledifno.    Inc.). 
79/11/27.        kp. 


7912100399   Motif i cat  ion   of   registration  as   usor   of   Models    LL-28-4,N-S3i 
PB-1.  6244,  AL-33-90.  CN6-aOA.  Raduaste  Carrier    1.7-100. 
LL-SO-100.  BC-4B-2SO   &   CNSI-14-193-H    in   response    to    Itr. 
MACDDNALD.  C.  E.  Transportation   Branch.       79/11/20.       lp. 


DOCKET   71-6275   MODEL:  LL-3 0-4,     CHEM-NUCLEAR   SYBTEMB,  INC. 

791H1B0095   Application   for   renewal    af  Certificate    of  Compliance   6879 
far  CMS  O-t    CLL-3B-4)    cask. 
caRBETT.J.  B.       Chem-Nuclear  Systems.    Inc.       79/10/31.       B5pp, 


DOCKET   71-AO7B   HO  DEL:    927   Al    t,   Cl,     COMBUSTION   ENGINEERING),     IMC. 

7712180007  Requests   90- day   eitension   of    Certificate   of   Compliance   607B 
for   Models    937A1    &  927C1. Company    Is    preparing   consnlidated 
renewal    application. 
DAKEWICH.C.  J.       C-E  Poi*er   Systems.       79/10/16.       lp. 

7913^600*0  Forinards  Revision    5   to   Certificate  of  Coapliantu   6078   Far 
Models   927A1    &   27C1. 
MACDONALD.  C.  E.  Transportation  Branch.       79/12/1O.       lp. 


79121000H4  Requests   registration   as   user   of  HodeU  Vandenlmrgh,  il* 
6344,  PB-1,  LL-50-100.  GE-1600,  CNS1-14-195-H,  CN81-31-30Q. 
CMB-ltOO-Radwaate   Carrier   I,  CN3-BOA,  7-100,  60-48-220.  LU-aS-4 
&  AL-SS-W. 
CLAVTOM.F.  L,       Alabama  Pouiar   Co.      79/11/06.       2pp. 

7912100399   notification   of   registration   "    U"T   °*  Models   LL-S8-4, 
P8-1.  6244.  AL-33-90,  CN6-BOA,  Radutaste  Carrier    1,7-100, 
LL-50-1OO.  BC-4B-220  fc  CNBI-14-195-H   In   response    to    Itr. 
MACDDNALD.  C.  E.  Transportation  Branch,       79/11/20.       lp.      . 


— 7913360041    Certificate   of   CnBpliance    6O7S.  Revision   5. for   Kodels 
927A1   *   927C1. 
MftCDDUALD,C.  E.  Transports  ti  DTI   Branch.        79/12/1O.        3pp. 
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SOCKET   71-63BO   MODEL: A-Q1O9 


DOCKET   71-6S6B    MODEL:     LL-tO-lSO,  TWi 


791SU0039   Forwards    Revision   2    to    Certificate    of    Compliance    62BQ    for 
Model    A-01Q9. 
KACDQNALD.C.  E,  Transportation    Branch.        79/11/30.        3pp. 

— 79-13110063    Certificate    of   Compliance   62BO,  Revision   3,  far   Model   A-01O9. 
MACDDN6LD,  C.  E.  Transportation   Branch.        79/11/30.        2pp. 


7912060207    Notification    of    registration   as    user    of    Model     11-6O-150. 
MACDQNlU.D,C.  E.  Tranfiportation    Branch.        79/tl/li         10. 

791306063Q    Notification    of    registration    as    UBBF    of    Modal    LL-60- 1 50    in 
response    to    request. 
MACDDNALD,  C.  E.  Transportation    Branch.        79/11/16         lp- 


DOCKET  71-4300  MODEL: 

UNC-1352,     COMBUSTION    EN01NEERINO,  INC. 


7913:070226  Plans    no   renewal    of   Certificate    of   Compliance    3435. 

HDWRVj  U.  R.        General    Atomic    Co.      (subs,      of    Gulf    Oil    Co.).        79/1O/39. 


DOCKET   71-6581    MODEL   51032-1    !.     1A.     EXXON   NUCLEAH    CO.  .  INC. 

7912300110    Informs    that    addl    1-nfo    t,    changes  to    COTUO!  idatuil    license 

renewal     app  1  ica  tioni  XN-92.  Revi  sinn     1    mill  he    completed    (< 
furiuarilBd    for    review   by    791130. 

NIL-SON,  R        Enon   Nuclear    Co.,     Inc.      (subs,  of    E«ic-n   Corp.).       79/11/OB. 


DOCKET   71-6349   MODEL:     ANL-402-SPM,  -4Q3-SPM,     E.  I.  DU    PONT   DE   NEMOURS   (. 

791S140116   Request*    registration    as    user    of    Model    ANL-402-SPM-403-BPM. 
FITZSIMMONS.T.  R      Energy.  Dept.  of.        79/1O/O4.        lp. 


79122BODO3  Forwards   chart    of    intarnal    structure    reorganiiat  ion.  showing 
revised    position    titles    !<   respons  i  til  i  ty    lines.  Fuel    facility 
licensing    communications    should    be    addressed    to    HP   Estey, 
Transportation   natters    should    be    directed    to  LE   Ifansen. 
N1L80N,R-        Eixon    Nuclear    Co.   ,     Inc.      Csubs.     of   E>  ion    Corp.  ).       79/11/20. 


7913100143  Discusses   791001   request-   re    registration  as    user    of   depleted 
U    shielded    cask.  Approved    certificate    of   compliance    ?°r    cash 
•nab    is  sued,  App  1  ication   currently    under   review 
KACDONALD.C.  E.  Transportation   Branch.       79/11/20.       lp. 


—  7712250006  Corporate    organization    chart    depicting    licensing 
compliance    line   of    responsibility. 

NILBONpR.        Enon   Muclear    Co.  ,      Inc.      (subs,      of    Ei«on    Corp.  >. 
79/11/2O.        lp. 


DOCKET  71-6397  MODEL:  NNFD-10,    BABCOCK  tt   W1L.COX 


7 <?  13060 124   Notification   of   registration    as    usar    of   MoiFel    NNFD-10. 
HA.CDONALD.  C.  E.  Transportation   Branch.       79/11/16.       lp. 


DOCKET   71-4.373   MODEL:  PB- 1.     CHEM-NUCLEAR    SYSTEMS.  INC. 


79 1  SI 00084   Requests   registration   as    user   of   Mods  IE    Vandenbur gh.  6144, 
fia44rPB-l.LL-50-IQO,  OE-1600.  CNS1-14-199-H.  CNS1-21-3OO! 
CW9-16OO,  Raduastn    Carrier    1.  CNS-aOA,  7-10O,  BC-flB-BaO,  LL-2Q-4 
b    AL-33-90. 
CLAYTOKi  F,  L.       Alabama  Pougr   Co.       79/11/06.       2pp. 


791.23QOQQB   FDruarde  revised    pa<jes    of    "Consolidated    License   Application 
for   Enon  Nuclear  Moiel    3103S-1    ft    la   Shipping   C-nntainers.  " 
HANSEKi  L.  E.        Enon   Nuclear    Co.  ,      Inc.      (subs,      of    El  ion    Corp.  ). 
79/11/3O.        7pp. 

— 7913SOQOJ1    "Consolidated    License   Application    for    Emon  Nuclear   Co. Inc 
Model    51033-1    &   la    Shipping    Containers,"    Revision    1. 
HANSENiL.e..     EHLERS.ft.  J,  .     SOFER,  0.  A.       Emon  Nuclear  Co..     Int. 
(subs,     of    E>ion  Corp.   ).       XN-S2.        79/11/30.       90pp. 

— 7912200O15    "Critical    PaTamstera    of    Pu   ays. Part     l:Analy9iB    of 
Experiments,  " 

HANSEN.L.e..     CLAYTON. E,  D.  .     LLOYD^R.C.        Battello    Memorial    Institute, 
Pacific    Northwest    Lahoratonj.        bB/ 13/30-       10pp. 


7913060144   Notification   of   registration    as    user    of    Models    CHSl-IiOO, 
OE-l&OO,  Vandenburgh   &  PB-1. 

HACDONALD.C.  E.  Transportation    Branch.        79/11/20.        lp. 

7912100399   Notification   of   registration    as    user    of   Models    LL-28-4,  N-9&, 
PB-1,  6244,  AL-33-90,CN6-BOA,Radiuaste  Carrier    1,7-100. 
LL-50-100.  BC-4Q-220  (.  CNB1-14-195-H   in   response    to    1  tr. 
MACDONALD.  C.  E.  Transportation   Branch.       79/11 /SO.       lp. 


DOCKET   7t-t306  MODEL:    23SR001.    ENEROY,  DEFT.  OF 


791212056B  Forwards   Revision   5    to   Certificate   of  Compliance  A03&   Far 
Hotel    235RO01. 
MACDONALD.C.  E.  Transportation   Branch.       79/12/03.       lp. 

— 791212Q971    Certificate    of   Compliance   £3Bb,  Revision   5.  for  Model   B35RO01. 
MACBONALD,  C.  E.  Transportation  Branch.       79/13/O3.       3pp. 


-7712300020   "Tfiermal    Reac  tars:  Calculations   of    Power   Bi  strib  lit  fond    ti 
Reactivities. " 

VOTINEN,  V.  O,   ,     HELHAUS,  O,  L.   ,     JENQUIN.J.P.        Battelle    Memorial 
Institute,     Pacific    Northwest    Laboratory.       NMUL-lLJai-2.       79/11/30. 
7pp. 

-7913300029    "Criticality    Safety    Oenchmark    Calculations    for    Lou   Enrichud 
U   Metal    t<   U   Oiide    RoH-UatoT    Lattices.  " 

QROHM,  C.  0.  ,     HANSEN,  L,  E.  ,     ECHQDaH,  W,  S.        El  ion    Nuclear    Co.  .     Inc. 
(BUBS,      of    E«ion   Corp.    ).        XN-FN-499.        79/04/30.        36pp. 


DOCKET   71-6601    MODEL:  LL-50-100,     CHEM-NUCLEftR    SYSTEMS.  INC, 


7912-100094   Requests   registration   as    user   of  Hnilols    Uandenburgh. 
63*4i  PB-1,  LL-30-100,  GE~  1600,  CMS1-  14-1  99-H.CMS1  -21  -300, 
CK8~1600.Ra<lwaste   Carrier     I.  CNS-BOft,  7-100,  BC-4B-aaO,  LL-2B-4 
S.    AL-33--70. 
CLAYTON,  F.  L.       Alabama   Pousor   Co.        79/11/06.       2pp. 


DOCKET  71-filOO  MODEL: SUPER   TIGER.    UESTINOHQU8E  ELECTRIC  CORP. 

79 1 2060 Ifb  Notification    of    registration    as    user    of    Morfel    Super   Tiger. 
HACDONALD.C.  E.  Transportation   Branch.       79/11/16.       lp. 

7912070117  Notification   of   registration    as    u«sr    of    Modal    Super  Tlg«r 
in    rstponSB    to   request. 
MACDQNALD.  C.  E.  Transportation   Branch,       79/11/16.       lp. 

791H060BOI    Notification    of    reo istrat ion    as    user    of   Models    Super   Tiaer    lc 
£144   in    response    to   request. 
HACDONALD. C.  E.  Transportation   Branch.       79/11/SO.       lp. 

7"?1214003i   Notification   of   registration    as    user    of   Hod*l    Super   Tiger 
In    reipons*    to  re^ueit. 
MACDONALD.C.  E.  Transportation   Branch.       79/11 /HO,       lp. 

791230066.2  Ft«q,u«sfcs   registration    a«  .user   of   Mattel    Super  Tlgtr. 
KflEYSA,  F.  J.       Neutron   Products,     Inc.       79/13/04.       lp. 


7912100399  Notification    of    reo  iEtrat  ion   as   user    of    Models   LL-2B-4,  N-S3. 
PB-1. 6344, AU -33-90,  CN&-BOA,  Rad matte    Carrier     1,7-100, 
LL-30-100,  DC-IS-SaO   t.   CNS1-14-19S-H    in    response     to    Itr. 
MACDONftLD.  C,  E.  Transportation    Branch.       79/J1/2O.       If. 


DOCKET   71-&C.7B   MODEL:     LP-30.     ENERGY,  DEPT.     OF 


79120S04&1    Certificate    of    Compliance    6*78,  Revision   0    far  Model    U>-50. 
DOT   791106    IAEA   Certificate    of    Competent    Authority    end. 
MACDDNALB.  C.  E.  Transportation    Branch.       77/09/29.       4pp. 


DOCKET   71-6690   MODEL:     NFS-4,     NUCLEAR    FUEL   SERVICES,     INC. 


79123104BB  Responds   to   791O17    Itr    suggesting    nondestructive    eiamination 
or    angineering    analysis    be    performBd    on   C-S  uelil    on  NAC-1C 
cask.  Ultrasonic    eianlnation    o-n   791103  verified    integrity    of 
usld. 
DUNNELL,  J.  R.        Nuclear    Aasuranco    Carp.       79/11/07.        8pp. 
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79122B0033   Forward.    791212    ordBr    «.ndin»  Certificate    of   Cc*PU*nc. 

ISa   fc    lifting    .u.p.n.lon   °F    licena.,    to  ti<*   C..k.   MAC-IB, 

DIRCKS.S,  JW~amC.    of    Nuclei    Watarlal  B-Ftt«    t   8.*.Bu.Tdi. 
79/13/12.        3pp. 


—79122130037 


te    at    CpBiplianc.    669B    fa    partial* 


-7912380039  Certificate    of    Con-plianca    6WB.  Hivlilon    7,  for   radioactive 
rcatl    ahippiiiB    pacfcau"  Model    WPf-4.  ™,ia/l2        t-BP 

HACDQNALD.C.E.  Transportation    Branch.        79/13/12.        t,pp. 


DOCKET    71-6717  MODEC:     6717  B 
7912070503  R.^ 


iti    registration   a,    U«r    af  Model   6716  B 
Arg-nn.    National    Laboratory-       79/11/O1-       IP- 


791210037B  Notification    of 


DOCKET  71-9001   MODEL:     IF-300 


791?360Q«  Foruardt   Rwliion    9   to   Cirtiric.t.    of   Complianc.   90O1    for 
hQi.l    1F-3DO  .hipping    contaln»r.  70/10/10        Ben 

HACDQNALD.  C.  E.  Transportation   Dranch-       79/1S/IO-      ^PP- 

-7913260049   Cirtl*i<«t.    of    Co«pll«nc«    9001,  B.vl.lon    9,  for    MDd«l    1F-30O 
alnSr'Tran5OPt,tion  Branch.       79/18/10.       APP. 


DOCKET  71-9006  MODEL:     300  SU,    ARGQNKE 
R.q»..t.    r«o« 


BANTORD. 


.  H.  P.      Automation    Ind«nt  ria»i     Inc. 


if. 


—791224,0047  R.tuuti    pa^tnt    of    P«»    For   Tennual    of    C.rtl  f  ic-t«»   of 

Compllante  9006   fc  9007. 
WEISS.J.B. 


.  -,n,,,r-.t         in 

tcansB    FB«   nOT.ag«nent    Branch.       79/11/Z6-       lp. 


DOCKET  71-9007  MODEL;     520.    ARGDMNE  NATIONAL  LABORATORY 


.M.  P.      Automation    InduBti-1  SB,     lot.       79/i.i/iu.       »p. 

--7913260047   Rutuitt*   pa«n-9nt    of    fe»,    Cor    renewal    of   C«rt  IPicat.s   of 
CompliancB  9006  b  9007.  -JOIH/OA         in 

HEISB,  0.0.  LlcaniB   F«u    Manaooment   Branch-       7<?/l  !/•«».        »P- 


7912270002  Mi%hdr««i«   791018  ri^uett    far    temporary   administrat  1  v.  chlrifl* 
l.QPNLaiXtriB5.    NLNUcl»r    Div.       79/12/05.       lp. 


DOCKET   71-9011    MODEL;     E-MEH-00-O0004, 


79120600D1   Revest,   registration   ae    uBBr   of   Model.    101375,  1B13M 

E-HEH-00-OOO04.  ,  ,ny..»no          i» 

KELELEY.N.D.       Advanced   MedUal    SUBtBfflE,     Inc.       79/11/02.        lp. 


7912070309  RaqueBta    registration   as    m.r    of   ModeU    1B1373   b 
KELBLEY,  N.  D-.       Advanced    Madicnl    9|jit»m».     Inc.       79/11/02.        lp. 

7912070010  Notification    of   registration   aa    u..r    of   Mod.U    181373  fc 
1B1341    5.  E-MEK-00-00004    in  respons.    to   requeEt. 
MACDQNALu.C.E.  Transportation  Branch.       79/11/30.       lp. 


DOCKET   71-9019  MODEL;    BU-7.    OGNERAL 

7912200023  Requests   registration   as   user   of   Model    BU-7  shipping 
WPIAK"H.P.       H.stlnghouse   Electric   Carp.       79/11/02.       lp. 

7912070107  Notification   of   ragUtration  as    u.tr   of   Model    HU-7. 
KACDONALD,  C.  E.  Transportation  Branch.       79/11/16.       lp. 

7712310099  Notification    of   r»!)l«trotlon   as    u*er   of  Modal    BU-7   in 
rntponsa    to   vendor   requBit.  -,0/tv/tn        in 

MACDONALD.C.E.  Transportation   Branch.       79/12/10,       lp. 


DOCKET  71-9027  MODEL:    741.-  TECHNICAL 

7912200461    Request,    roneual    of    C.rtiflcat.    of   ComplUntB   90H7  for         • 
«ndel.  741    *  ?5lB  Typ*   B   packages.  Consolidated    -pplic-Uon 

J.       Tech/Dp.    (T.chnical    OpBration.,     inc.  >.       79/11/H9.      70». 


DOCKET  71-9089  MODEL:  694,  TECHNICAL 

„_  --  ._.._.»  •..»-*»»<—•  --  .«'——  —  —  ——'  '•""  ""~ 

7912180293  Forwards   ravissd    drauinos    of   Hodals   684   I.  6B4E  Typi   B 

:n!:»;-o.p.tion..  me.,. 


7912060159  Notification  of  r«Bi«tratlon  as  u«r  of  Mod>U  6*0. 
6Q4,6B4E,ta0.6BOE.71S  fc  771.  •,<>,,,  ton    In 

HACDONALD.  C.  E,      Transportation  Branch.   79/11/80.   lp.  • 


DOCKET  71-9032  MPDEL:  650,  TECHNICAL 

7912060138  Notification  of  r.gistration  as  u.er  of  Modelt  660, 
634.  604E-  fc90,  6BOE.  713  fc  771.  *a,,,ton    in 

MACDONAUD,  c.  E.      Tran»portation  Branrh.   79/11/20.   lp. 


DOCWET  71-900?  MODEL:  FL    10-1.  _GE«EHftL  _ 

791S17013A   R«qu«st«   that   phenolic    POM.   be    approved    for  MOd»l    FL-1O-1 
pachaoat.Foan  ut«»    *tartin9    m*U«    outlinsnJ    in    rBpt, 
"Evaluatiar.  uf    Matli    Uied    in  Flr«-H»l5twit   Phenolic   Foam.' 
TflAVISjU.H.      EnBrgij-Dept.  a  P.       79/11/19.       Hpp. 

-7912170144   "Evaluation    of    MatU   Ussd    In    «™   RMl.t.nt   Phiiwlic   FO 
DAUflHEflTV.C.E,  .    HAHRIE.O.E-,     HRIOHT.R.R-       Union   Carbid*    Corp. 
7BJ03fQl.       13pp. 


DflCKET  71-9033  MODEL:  660  fc  660E-    TECHNICAL 

----  „  --------------------------------  ~ 

79IH06013B  Notification  of  reg  i.tration  as  user  of  Models  660.  6&OE, 

604,604E.600,630E,719  &  771  «/u/ao    ID 

MACDONALD.C.E.      Transportation  Branch.   79/11/20.   lp. 


791814007B  RI«.M««I   contlnwtion  as   us,r   o  .. 

ROOER8.H.W.       H.    fi.     Inspection  B.rvice.       79/11/21.       »P- 


DOCKET   71-9010  MODEL:  NLl-i/H.     NL    INDUaTRIEB,  I_NC^ 

---^^.—  -  —  --.—' .___--«—  --— .™^—  —  —  —  -      —  --**'       '— 

79120-fMBD  Kotif^atlon    oF    reoistratlor.  as    u«r    of   Model   NLI-l/H. 
MACDOMALDjC.E.  Transp nrtation  Branch,      79/n/Jfi.      ^p. 

79120*0»7B  Notification    of    rugH tratinn  a>    ut»r    &F   Model    NLI-J/a   in 

ritaponB*    to  requo«t.  ^nmyit        <n 

MACDDNALU.C.E.  Tramp  or  tut  Ion   Branch.       79/1  l/lo.       if. 

7912040089  Moti  Fication    of    registration   as    u««r    of   Had.l    ta.I-1/2. 
HACDONAtD,  C.  E,  Trans  port  stton   Branch .      79/11/20.       lp. 


DOCKET  71-9035  MODEL: oSO,  TECHNICAL 

7912060333  Raquosta  registration  aft  usnr  of  Model  680. 
KOUALSKI.  J,  0.   ITT  Orinnsll.  .  79/11/09.   lp. 

791B06013B  Notification  of  registration  as  user  of  ModaU  660. 4M>E. 
6B4- 6B4E,  6BO,  6BOE,  713  i  771.  ,o/,i«n    1B 

MACDONALD.C.E.      Transportation  Branch.   79/11/BQ.   IP- 

7913200383  Notification  of  r.gi.tration  B*  user  of  Mod. Is  600  *  «JO 

In  response  to  requ««t,  -,B,tojin    i* 

MCDONALD,  C.  E.      Transportation  Branch.   79/12/10.   lp. 


DOCKETED  ITEMS 
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DOCKET   71-9039  MODEL:    715,     TECHNICAL  OPERATIONS,     IMC. 

791204O1M  Notification   of    mgii  trn  t  i  on    at    uier    of    Models   660,  640G,  630, 
iB4.  484E.  A80,  6BOE,  713  !<  771. 
MACDONALD,  C.  E.  Transportation   Branch.       77/11/20.       lp, 


DOCKET    71-9083   MODEL;    SENTINEL    B5 


7912050453   Certificate    of   Compliant*   9O85,  Revision    1    for   Model    Sentinel 

as. 

MACDONALD.C.E.  Transportation   Branch.       7B/04/07.       4pp. 


DOCKET   71-9044  MODEL:  QE-leOO,    QENERAL  ELECTRIC   CO. 


DOCKET   71-9086   MDDEL:HN-10Q   5ERIE3    1,    HITTMAN   NUCLEAR   !<   DEVELOPMENT 


791210OQB4  n»a.uett«   registration   an    user   of   Models    Vamlanburgh,  6144> 
6SJ44..I»B-1.LL-SO-100,OE-I4,OQ,  CNB1-14-193-H.  CNB1-21-300, 
CNfl-1600,  Ridwaste  Carrier   I,  CN8-SOA.  7-10O,  BC-4H-aSO,LL-2B-4 
It  AL-33-90, 
CLAVTQH.F.L.       Alabama   Pow«r   Co.       79/11/06.       2pp. 

771BQeO144  Notification   of    reoi«trntlon    as    user    of    Kodila  CNBI-160O, 
Be-i&OO.Vandanburgh   It  PB-t. 
MCDONALD. C.  E.  Transportation   Dranch.       79/11/20.       lp. 


791KQib019B  Notification   of    registration   ai    user   of  Model   HN-100  Series 
1. 
MAC  DONALD,  C.  E.  Transportation   Branch.       79/11/16.        lp. 


DOCKET   71-9099   MODEL:    NH-1QO   8.     HITTMAN   NUCLEAR   1   DEVELOPMENT   CORP. 


7912040074.  Notification   of   registration  ai   u*«r   of  Model   HN-1003, 
MACDONALD.C.E.  Transpnrtat ion   Branth.       79/11/16.       lp. 


DOCKET   71-9070  MODEL;  N-85,    ENEflOV,  DEPT.  OF 


79tS04QOA9  Requests  registration  as   user  of  Modal  CN8I   1-8. 

STF1ACCIA,  F.  P.      Unioy   Carbide   Corp.,    Cham,    ti  Flatties   Dlv.       79/11/12. 


791S04OO£4  Requests  registration  at    ustr   of   Model    CN3I    1-B. 

LUCA8.B.V.       Unior  Carbide   Corp.  ,  •  Cham,    &  Plastic*   Div.       77/11/13. 


7913170183  Requests   rifli  stration   as    unr   of   Model   CN9I    1-B.Wotifi.^ 
of   propotad    ihlpnint   of  Tijp*   B   quantity    of  vadln*ctlv*    m*tl 
For   dlipoial. 
BTRACCIAiF.  P.       Unior  Carbldi   Corp.,    Chem.    h  Plaitlc*  Otv,       79/11/19. 


771S10O379  Notification   of    r«e  Jutrstion   a*    u»ar    of    Mod  sin  LL-2B-4,  N-55, 
PB~l,6a44lAL-33-'?0,CMi-BOA.Rndui4BtB   Carrier    1.7-100, 
LL-30-IOO,  BC--1B-2BO  t<  CNBI-14-193-H    in   r*tpen«i    to    Itr. 
MACDONALD.C,  E,  Traniportctlon   Branch.       79-/11/20.       lp. 

79I&110O90  Notification    of   rug  i  itration    as    uier    of   Mod»l    N-53  In 
r«iponit    to   79II19  rsquest. 
MACDOMALD,  C.  E.  Tran*portation   Branch.       77/11  /SB.       lp. 


DOCKET   71-9094   MODEL:  CN9I-14-195-H,     CHEM-NUCLEAR   SYSTEMS,  INC. 


7913100084  Requests  ngistration   as   u»er   of   Kadels  VandenburBh,  6141, 
6344 1  PB-1,  LL-SO-lOOi  GE-1600.  CN91-14-19S-H,  CNB1-31-300, 
CNS-1600,Raduaste  Carrier    I,CNS-BOA.7-IOO,  BC-4B-230,  LL-BB-4 
fc    AL -33-90. 
CLAVTDN,  F.  L.      Alabama   Pouer  Co.      79/11/06.      3pp. 

791  El  00396  Notifies  ton   of   registratlnn   ai   uier   of  Mad  tit  7-100. 
CNSI-14-195-H   t   CNSI-S1-300. 
MACDONALD.C.E.  Transportation  Dranch.       79/1 1/2O.       lp. 

7912100377   Notification    of   registration   as    user    of   Model*   LL-2B-4.  N-55, 
PB-1,  6241,  AL-33-90,CN6-aOA1RflduastB   Carrier    1,7-100, 
LL-30-100,  HC-4B-aSO  6  CN8I-14-195-H   in  response   to   Itr. 
MACDONALD.C.  E.  Transportation   Branch.       79/11/20.        lp. 

7912UOOOB  Notification   of   registration  as   user   of  Models  7-100. 
CN9I-14-195-H   tc   CN31-21-300. 
MftCDONALD.C.  E.  'Transportation   Branch.      79/ll/SO.       lp. 


DOCKET   71-9096   MODEL:    CNSI-21-300,     CHEM-NUCLEAR   SYSTEMS,     INC. 


DOCKET  71-9079  MODEL:    HN-1OO  BERIEB   S.     HITTMAN  NUCLEAR  t,    DEVELOPMENT 

79I2070B06  Riqunta   r»Bl*tT«tloii   a*    user   gf  ModBla   Hlttmnn  HN-100 
BirltB  2  t  CN8I   21-300. 
CALHOUN,J.R.      TonnatiBe  V*ll*ij    Authority.       77/11/07.       lp. 

79131 1O353  Notification   of    rsslBtrjitlon   as    uitr   of   Model    HN-100  Beria* 
2   in  rmpanta   to  r«t{uict. 
KACDONALD,  C.  E.  Transportation  Branch.      79/11/20.      lp. 

791S07Q017  Notification   of    rtgiitratlon   ai    uier    of   MoJela  HN-100  fl*rlBB 
9  t  CMS  I -2 1-300    in  rtiponifl    to  r-nqutat. 
MACDONALDiC.  E.  Trantportatlon   Branch.       79/11/30.       lp. 


DOCKET  71-90BI   MODEL:  CN9  1-  1600,    CHCM-NUCLEAR   SYSTEMS,  INC. 

79I207M94  Rftquutt   r»fll*tration   ai    uss-r   of  Model    CNS-1-13C. 
ANMONINI.Q.  C.       Boiton  Edleon   Co.       79/10/26.       lp. 

79131  QOOB4  Renutitt  reg  iitration   at    u*9r   at  Moduli   Vnnileiiburoh,  6144, 
Mt44r  PB-li  LL-30-100,  OE-1600,  CNB1-14-195-H,  CNSl-ai-3<10, 
CHa-1400.R«duift*  C«rrl«T    I,  CNS-BOA,  7-100.  DC-4S-220.  LL-26-4 
ti  AL-33-70. 
CLAYTONiF.L.       Alabama   Pouer   Co.       79/11/06.       Hpp. 

7912040188  Notification   of   raglitratlon   «i    user    of    Model    CNS-l&OO   in 
r«tpon»t  to  reiiut  it. 
MACDONALD,  C.  E.  Transportation   Branch.       79/11/16.       lp. 


Notification   of   registration   as    ui«r    nf    Hod  tin  CNai-1600. 
eE-l&OO.Vandanburgh   b  PB-1. 
MACDONALD,  C.  E.  Transportation  Branch-      79/11/20.      lp. 

7912110087  Notification   of    TBointration   ai    u«*r-    of  Models  6144   fc 
CNB-1MO. 
MACDQNALD.C.E.  Tranf  portatlon   Branch,       79/11/30.       lp. 


79131OOOH4  RequcBta   registration  as   user  of  Hotel*  Vandenburghi  6144. 
<b344iPB-l,LL-50-100,  OE-160O,  CHS1- 1 4- 19S-H,  CNSI-21-300, 
CN9-1600,  RanuastH  Carrier    I.  CNS-BOA.  7-100.  BC-4B-220.  LL-2B-4 
t   AL-33-90. 
CLAYTON.F.L.       Alabama    Pquor    Co.        79/11/06.       2pp, 

7912O70S06   RBquast*    registration    as    user    of    Models   Hittman   HN-100 
Gar  lot   3  &  CNSI    21-300. 
CALHOUN.J.R.      Tonnes  HBO  Vallay  Authority.       79/11/O7.       lp. 

79120401B3  Notificatinn   of  reg I stration  as    user   of  Model   CNSI-ai-300   in 
reapon*e    to  request. 
MACDQNALD,  C.  E.  Trantportation  Branth.      79/11/16.       lp- 

791S060202  Notification   of   registration  at   uier   of  Model   CN3I-21-300. 
MACDONALD.C.E.  Transportation   Branch.      79/11/1A.       lp. 

79121OO396  Notificaton   of  registration    as   user   of  Models  7-100. 
CNSI-14-19S-H   b   CN3I-21-300. 
MACDONALD.C.E.  Transportation   Branch.      79/11/20,       lp. 

791211000B  Notification  of   registration  a*    UBBT  of  Models   7-100, 
CNSI-14-195-H  b  CN9I-31-300. 
MACDONALD.C.E.  Traniportation  Branch.      79/11/20.       lp. 

7912070017   Notification    of    rej iotration   as    user    of   Mndeli    HN-100   Eerie t 
Z  b  CNSI-21-300    in  response    bo   request. 
KACDONALD,  C.  E.  Transportation  Dranch.      79/11/30.       lp. 


DOCKET  71-910S  MODEL:    RAD-MASTE  CR.  I,    CHEM-NUCLEAR  SYSTEMS,     INC. 

. — .*  M  ____ . ...«_....-.._..-. .. . — — _— -  -^-  -  -- , — . — — «  ^~. — . — . — .--- 

79121000B4  Raquests  regiitration  as   user   of  Models  Vandenburghi  6144, 
4244,  PB-l.LL-SO-100,  GE-1600.  CHS1-1 4-  195-H,  CN3 1-2 1-300, 
CNS-lfiOO.RaduaBtB  Carrier    I,  CNS-BOA.  7-100,  BC-4B-2HO,  LL-2B-4 
t  AL-33-90. 
CLAYTON.F.L.      Alabama  Power    Co.      79/11/06.    '  3pp. 
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DOCKETED  ITEMS 


7912100399   Notification    of     re, i&trat ion   as    uier    of    Hoduls    LL-28-4.N   33. 
PB-|,i244.  M--33-™,  CN6-BQA.  Raduaste   Carrier    I.7-1OO, 
LU-SO-100.  BC-4a-220    &    CHSI-1 4-19S-H    in    response    to    1 tr 
MACDONALD,  C.E.  Transfer  tat  ion    Branch.        79/11/3O.         IP 


DOCKET   71-9H9   HODEL:     OAPL    5910    HRDCQ,     ENERGY,  DEPT^OF 

7912100371    Forwards    Revision    2    to    Certificate    of    Compliance    9119    for 
MACEONftLD,  C,G  Transportation    Branch.        79/11/30.        2pp. 


DOCKET    71-9107   MODEL"     771,     TECHNICAL   OPERATIONS, 


79120i015BNotificatiDn    of    registration    as 
6Bfl,6Q,lE.&SO,c1BQE:,71S    !.   77  1  . 
HACDONALD,  C.  E.  Transportation    Branch. 


Models    660,  660E,  650. 
lp. 


—7918100373    Certificate    of    Compliance    91 19,  Revision   2    for    Model    DAPL 
MACDONALD,  C.  E,  Transportation    Branch .        79/11/30.        3pp. 


DUCKET    71-9132   MODEL:     T-3.     NUCLEAR   PACKAGING,     INC. 


DOCKET    71-9105   MODEL:  AL-33-9O, 

79121000EM   Requests    restoration    a*    user    of    Models  ^Vandenburgh,  6144. 
CNS-160o!RadUfl°t "carrier    ?!  CN3-BOA,  7-lCH)!  BC-4B-220,  LL-SB-fl 
CLAYTON,  F.  L.        Alabama    Pouer    Cn.        79/11/06         2pp. 

79120)60647  Notification    of    registratiqn  as    user    Df    Model    AL-33-90 
in    response    to    request. 
MACDDNALD,  C.E.  Transporta  t  ion   Branch.        79/11/20.         lp. 


7912270057    Forwards    request    for    addl     info    re    approval     to    deliver    Haiti 
T-3   packaging    to    carrier    far    transport. 
MACDQNALD.  C.  E.  Transportation   Branch.       79/12/06.       3pp. 


DOCKET   71-9137   MODEL:     820 

7912210209  Requests    certificate    of    compliance    For   Modal    820  Type   B. 
Packagn    description  &   fee    encl.  -,a,,,,na        An.. 

MIWJRO.J.  J.       Tech/Ops    (Technical    Operations,     Inc.).       79/11/09.       60pp. 


791210039?   Notificatitin    of    registration   as    user    nf    Models   LL-2B-1,  N   55, 
p  B-l.  6344.  AL-33-90.CN6-BOA.  Ha  if  waste    Carrier     1,7-100. 
LL-50-100,  DC-1B-220   &    CH3I- I4-19S-H    in    i-osponae    ta    1  tr. 
HACDDNALD.  C.E.  Transportation   Branch.        79/11/20.         Ip. 


DOCKET   71-9111    MODEL:     CNfa-BOA,     CHEM-NUCLEAR^^INC- 

7912100084   Requests    registration    as    user    of    Models    Vandenburgh,  6144, 

CNS-IAOO.RadiJflst*    Carrier     I ',  CNS-SOA.  7-100.  DC-4a-2SO.  LL-2B-4 

(.   AL-33-9O. 

CLAVTON.  F.L.        Alabama    Power    Co         79/11/06.        2op, 

791206G64B  Notification    of   registration  as    uaar    of   Model    CW6-BOA    in 
MACDOMrtLD.C.  E.  Tranepor  tat  J  on    Branch          79/11/20.         lp. 

791210039-?  NotificatioTi    of    registration  as    user    of   Models  LL-2B-4,  N-S3, 
PD-l,i2fl4,  AL-33-9O,  CN6-BOA,  Raduiaate    Carrier     1,7-100, 
LL-SO-100,  BC-4B-220   *    CNSI-14-19S-H    in    reaponse    to    Itr. 
HACDDHALD,  C.  E.  Transportation   Branch.       7?/ll/HO.        lp. 

791B100460  Foruards   Revision    2    to   Certificate    of  Compliance  9111    for 
Model    CNi-BOA.  rransp[>rtatlon   BPanch.        79/11/30.        2pp. 


DOCKET    71-9851    MODEL:     LITHIUM   HYDROXIDE   FIRE/IMPACT    SHIELD^ 

7912100149   Forwards   request    for    add!    Info   for   raviBui   of   model    Lithium 
hydroxide    fire   !<    Impact    shield    shipping    package. 
MACDQNALD,  C.  E,  Transportation   Branch.       79/I1/BO.       2pp. 


— 7912IOD4&2   CertifiratB    of    Compliance    91 1 1- Hevis  i  on    3.  For    Modlal    CN6-BOA. 
MACDDHALD»C.  E.  Transportation    Branch.       79/11/30.       3pp. 


DOCKET   71-9113    MODEL:  7-100^CHEM-NUCLEAR_BYS7EM3MMC_ 

7913100004   Hequfrsts    rsgistratl on   as    user    of   Models    V*nd enburoh.  6144, 
Aa«.PB-l,LL~SO-100,OE-1600,CNBl-14-199-H,CNBI-2t-30t>, 
CN3-1600,Radusste    Carriar    I,  CNB-flOA,  7-tOO,  DC-4B-22O,  LL-38-4 

-&.   AL~3  3  *90 

CLAVTON.F.L.        Alabama   Power    Co.       79/11/06.        2pp. 

7912100376   Notificator.    of    registration    aB    user    of    Models    7-IOO, 
CNBI-14-195-H  t  CNSI-21-300.  ,„,..,-„         , 

MACEONftUD.C.  E.  Transportation   Branch-        79/11/2O.         lp. 

7913IDQ399  Notification    of    ragiitration   as   user    af   Models  LL-2B-4,  N-S5, 
PH-1,6244.  AL-33-9Q.CN6-BOA,Radua5te   Carrier    I.7-10O, 
LL-SO-iOO,  BC-4B-220  &  CNBI-14-195-H   in   responso    to    Ur. 
HACDONALD,  C.  E.  Transportation  Branch.       79/11/20,        lp- 


DOCKET   71-9B53   MODEL:     ORNL    -    HNL   -   NQ9      °^_™ 

7912040093  RlEciuosts    registration    as    user    of   Model    DRNL-BNL-ND3  UN  Full 

Container.  ,  .  , .  .=        , 

SHERMAN,  F.  L.       Toias    Instruments,     Inc.       79/11/1S.       lp. 

7912040037  Forwards   Revision  0    to   Certificate    of   Compliance   9B53    for 
Models    ORNL-BNL-NBS   unirradiatod    fuel    shipping    container. 
MACDONALD,  C.  E.  Transportation   Branch.       79/11/20.       lp. 

--7912040030  Certificate    of   Compliance    9853, Revi sion   0.  f or  Modeli 

QFINL-QNL-NBS.  ,„„ 

MACDDNALD,  C.  E.      Trans  porlati  on  Dranch.   79/1  I/SO.   3pp. 

79IS140135  Requests  registration  as  user  of  Model  OHNL-BNL-NBS. 
CARTER.  U.S.   Commerce,  Dept.  of.  National  Dureau  of  Standard*. 
79/11/20,   lp, 

7913140096  Requests  registration  fl3  user  of  Model  ORNL-BNL~NB9  UK  futtl 
PENNEV.J.A.   Broolrhaven  National  LaboratQru.   79/11/26,   lp- 

7912190130  Requests  that  Union  Carbide  Corp, Nuclear  Div  ba  r«D 1* tared 
as  authorlied  usor  of  Model  DRNL-BML-NDB  on  Fuol  Container 

BLALOCK.L.   Energy.  Dep  t.  of .   79/11/30.    lp. 


DOCKET   71-9932  MODEL:    (JC-609,    ENERGY,    DEPT^JJF 

7912210273  Forwarils   Revision  0    to   Certificate    of  Campliance   9932   fur 
Model    UC-609. 
MACDONftLD.C,  E,  Transportation    Branch.        79/09/1B.        lp. 

—7912210296  Certificate   of   Compliance    9932,  Revl*  ion  0,  f  or  Model   UC-609. 
MACDDNALD,  C.  E.  Transportation  Branch,       79/09/10,       6pp. 


791211OOOB  Notification   of    registration  as    user    of   Models  7-1OO, 

79/11/20.       Ip. 

,a    of   Compliance   9113  for 
79/11/3B.       3pp. 


leviiion  2.  for  Model   7-100. 
79/11/28.      3pp. 


COMMISSION   MEETING   RECORDS 


7912030005   Transcript    of    Subcommittee    o-n   OE   Tost   Reactor   771114    fleeting 
in    Hgrlingame.CA.  Pp    1-331.  Presentation  by   Earth    Sciences 
Assaclates    encl. 

••      AC  FIB  -  Advisory   Committee    on  Reactor    Safeguards.       77/11/14. 
533pp. 

7912030036  Transcript   of  Subcommittee    on  Extreme  Eiternal   Phenomena 
791118   meeting    in   LOB   Angeles.  CA.  Pp.  t-38-Q.  Presentation 
"Seismic   Safety    Margin*   Research    Program"   by    JE  Richardson 
•ticl. 

*  ACRS  -  Advisory   Committee   on   Reactor   Safeguards.       79/11/15. 
433pp." 

7913030039  Transcript    of   Subcommittee   on  Extreme  External    Phenomena 
791116  meeting    in  Los   Angeles.  CA.  Pp.  2B1-333.  Presentation 
"Project   6: Component  &  Structural    Fragilities"    by    RO  Dnns 
one  I. 

*  ACRS  -  Advisory   Committee    on  Reactor   Safeguards.       79/11/16. 
449pp. 

7918030213  Transcript   of  771119  public  meeting    in  Washington. DC   re 

SECY-79-88Q.     "Disposal    of   High   Level  Radtuaatea    in   Quo  logic 

Repositories:  Procedural    Affects.  "   Pp  1-64.  SEC  Y-79-3HQ   and. 

*  Commission.       79/11/19.       73pp. 

79120SO160  Transcript    of   791114  meeting    in    Washington.  DC.  Pp    1-7. 

*  CDmmisaion.      79/11/14.       7pp. 

7913030380  Transcript    of   791114  mooting    In   Wash  (ng ton,  DC.  Pp    1-83. 

*  Commission.   79/11/14.   B4pp. 

7912O603B7  Transcript    of   Commission   791121    briefing    in  Washington, DC   re 
technical    assistance    projects    in    waste   mot.  Pp    1-33. 

*  Commission.   79/11/21.   34pp. 

791S060393  Transcript    of  Affirmation  Session  79-3B    on    791131    re 
SECY-79-609,  program    impact   statamont    for    TMI-2.  in 
Haahlnnton.  DC.  Pp    1-3. 

*  Commission.       *  Docketing   b  Services   Branch.       79/11/21.       5pp. 


79122B062O  Transcript   of   791212  public   mealing    in  Washington. DC   re 
action    plan.  Pp    1-62.  H/drafft   action  plans   for    implementing 
recommendations,    of  President's   Commission  &    other    studies    of 
TMI    accident  -accident    ( HUREO-0&&0 ) . 

*  Commission.       DENTON.H.R.       DPflcB   of  Nuclear   Reactor  Regulation. 
MATTSON.R.J.          Division    or   Systems   Safety.       79/12/13.       7Opp. 

791S31029&  Transcript   of   791212   public    meeting    in    Washing  ton,  DC   re    I&E 
briefing   on   TMI    lessani    learned.Pp    1-47.  3td    Review  Group 
Findings  &  draft  HUREO-Oilfc,     "Kept   to  Director. Ofc    of    IE  on 
Lessons   Learned   From  TMI"    end. 

*  Commission. 


ADVISORY   COMMITTEE   ON   REACTOR    SAFEGUARDS 


791SO50216  Transcript   of   791116  ACR3  Subcommi tteo    on  Fluid    Dynamics 
meeting    in  San    Francisco.  CA.  Pp    1-239. 

*  ACRB  -  Advisory  Committee    an   Reactor   Safeguards.       79/11/16. 
232pp. 

7912070281    Summary    of    ACRS   8ubcommitt*o    an   LEHs   TfOhSB-39   netting 
u/Dulu   Poiuov  fe  EPR1    in   Washington. DC   re    roview  of  LERs  t, 
preparation    of    draft  rept    For    consideration    of    full  ACRS. 

*  ACRS   -   Advisory    Committee    an    Reactor    Safeguards.        79/10/01.        16pp. 

7912070297   Bummari|    of    ACRS   Subcommittee   on   Evaluation    of   LERs   790323-34 
meeting   u/Univ   of  CA. Union  Carbide  &    IEAL   in  Washington,  DC 
re   NRC   procoduros, methods   &    criteria:   re  LERs. 
»      ACHS   -   Advioory    Committee    on    Reactor    Safeguards.       79/OA/14.        12pp. 

7913070296   Summary   of    ACRS   Subcommittee   on   Reactor    Operations   790613 
meeting   w/C-E.  Narthoan  t    Utils.FL  Pouer  (.  Light   &   Euan 
Muclear   Co   In    Washington.- DC    re   Millstone  2  pouter    level 
increase  It  safety  research    program  on  operational    safety. 

*  ACRB  -  Advisory   Committee    on   Reactor   Safeguards.      79/03/07.       Bipp. 

7912Q703Q2  Summary   of   ACRS  ECCS  Bubcomnittee   790317-30  meeting   w/Eixnn 
Nuclear   Co.SSi'W,  Bichtel    b  Hun tinghouoo    in  Los  Angeles, CA  re 
revitu  of   status   of   NRC    research    programs   on   analytical 
urorfc   related    to   LOG  A/ EC  CB  &   ECCS-related   ei  per  imenta. 
»      ACHE3   -   Advisory    Committe-e    on   Reactor    Safeguards.        79/06/14.        75pp. 


791S17O054  Transcript   of   791203   discussion    in   Wash ingtam DC    on  BECV-79- 
971.     "Plans    for  Coping   u/Emargenc lea    at   Production   & 
UtH  lint  ion  FacllltiaE.  "    Pp    1-51.  Summary    encl. 

BHDHH,  C.  H.       Office   of    the   Secretary    of   the  Commission.       79/13/O3, 
93pp. 


7912O703la  Summary   af   ACR3  Subcommittee   on  Reactor    Safety   Research 
79O710  meeting    w/EPRI     in  Mashing  ton.  DC  re   gathering    Info 
for    &  preparing    draft   rept    on   Ofc   of  Nuclear   Regulatory 
Research  FYBO    budget  suppl    &   19B1    budget. 
*      ACna  -  Arivisorij   Connlttee    on   Reactor    Safeguards.       79/08/11.       Spp. 


7912180249  Unofficial    transcript   of   791205    public   meeting    in 
Uaihlngton.DC    to    discuss    b  vote   on  SECY-79-B91A.BECY-79-591D 
&  8ECY-79-391C,  Pp    1-12.  Draft   FR  notice   re   proposed   rule   on 
emergercy    planning    and. 

*  CommiBsion.   79/12/05.   51pp. 

7912170198  Transcript   of   791212  public    meeting    in  Washing  ton,  DC. 
Pp    1-i. 

*  Commission.       79/12/12.       7pp. 

7912190272  Trinscript   of  791212  public    meeting    in  Washington    DC. 
Pp    1-63.  Forwards    visual    aids   tt  diicusfliorm   re    Leo  sons 
Learned   Task   Force    short-term  requirements    implementation. 

*  Comniasion.      79/12/1,2.       16Qpp. 

7912300223  Transcript    of   791206   public    briefing    on    policy. planning    fc 
program  guidance    in   Washington.  DC.  Pp    1-67. 

*  Comminion.       79/1S/06.       68pp. 

7912200327  Transcript    of  791206  public    meeting    in  Hashlngton.DC. 
Pp    1-73. 

*  Commission,      79/1H/06.      71pp, 


7912070313  Summary   af   ACRS  Ei Irene  External   Phenomena  Subcnumi ttea 
790711    open   nesting    in    Wash  Ingtonj  DC   re    matters    concerning 
Hue—span so red    research. 
»      ACRS  -  Advisory   Committae    on   Reactor    Safeguards.      79/1O/11.       13pp. 

7912O703B2   Summary    of    ACRS   LER    Subcommittee   79O42&-27   meeting   u/IA 
State  Univ   In    Washington.  DC    re    continued  review  of  LERs. 

•  ACRS  -  Advisory  Committee    on   Reactor   Safeguards.       79/O6/14.       19pp. 

7912O704B2  Bummaru   of   ACRS  Subcommittee   on  LERs  790718-19  meeting 
U/DOE  &  EPRI    in   Hashing  ton.  DC   re    continuing    revleu  of  LEHa   tc 
pro  par  I  tig   af  draft  rept   for   considaratlan  t>u   full  ACR3, 
»      ACRS  -  Advisory   Conattttee-  on  ABBE  tor   Safeguards.      79/09/SO.      3pp. 

7912O7049O  Sunuary   of  ACR3  Subcommittee  on  Advanced  Hsactor*  790B07 
open  meeting    In   Washington, DC   re   continuing    subcommittee 
review  of  natters  related    to  NRC -span sored   research  an 
•afety    of   advanced    reactors. 
»      ACflS  -  Advisory  Committee   on    Reactor   Safeguards.       79/O9/OB,       19pp. 

7913O7Q310  Sunraary   of  ACRS  Masts  Hgt  Bubcamnittge   7904 IB- IV  anetlng 
u/DOE,Qechtel,Rockuell    1>  BNHL    in  Riehland.WA  re   recent 
development    In   vitrification  &    solidification    at    high    level 
uaa  tes. 

*  ACB3  -  Advisory   Committee   on    REactor   Bafeguards.       77/OB/1O.      93pp. 
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7913100029  Transcript   of  ACRB   7911E9    subcommittee    mooting    In 

Albuquerque,  NM.  ft    1-317.  

KERR.M..    CARBDN.K..    MARK,  C.       ACRB  -  AoVi*ory    Committee   on  Reactor 
Bafaouards.       79/11/29.      310pp. 

7912100-03'!  7ran*eript    of  ACRS   791130   subcommittee    meeting    In 
Albufluarnue,  NM.  PB  31B-679.  . 

KERF.H-.    CAHHQN.M..    HARK.  C.       ACRS   -  Advisory    CommitteB   on   Reactor 
Safeguard*.      79/11/30.      3SBpp. 

7912100193  Summary    of   ACR9  Subcommittee    on  Reaulator-j    Activities  790B09 
muting   u/EPRI    b  Bechtel    in   Washington, DC    re    reviiu   of 
proposed    reg  girldn*   *   »tdt    i.   revision*    to   niitfng    guides   & 

»      ACRE   -   Advisory   CommUteo    on   Reactor   Safeguards.       79/09/18.        llpp. 

7912100204   Summary    at   ACRS   Subcommittee   on   Advanced    Reactors  790711 
m.etlni    in  Ha*hlngton,DC   rr    mettir*   rilated    to   ACRS  review 
of   HRC    sponsored  re»eareh    on  advanced   reactor*. 
«      ACRS   -  Advieory    Cnmmitteo    on  Reactor   Safeguard).       77/10/17.        upp. 

79121 100B3  Bummaru   of   ACRS   Subcomaiit  ten   on   Fort  Bt   Vrain   Qenaratlng 
Station    790313  mtetino  w/OA  Co    In  Longmont.  CO  ft   review 
of   opnratlor.1    to  data   t  discussion    of  refueling    operations 

»      ACRH  -  Arfviiory   Committee   on  Reactor    Safeguard*.       79/07/06.       29pp. 

— 791B1 10070  Notifies   of  ACRS  Submcommlttee   on   Fort  Bt   Vrain  790315 

melting    In  Lonsmont.CO   to    revUw  operations   to   date   t- 
uitnnss   portion!    of  refueling   operation!. 

MCKINLEVj-J.C.      ACRS  -  Adviinry    Commlttae   on  RtactoT   8af»gu«r*B. 
79/O3/O7-      3pp. 

7912110097  Sumnarij   of  ACRS  Subcommittee    on   Rigulatory  ActivitlBi 
me8tln9   u/EPRIi OE,  IEEE  h  Vanlia    Atomic    El*ctrle    Co    in. 
Washlnflton.DC   r«  vovi»ui   o»    propoiad    rig    guide*  fc  ravltloni 


19pp. 


to   eiisting   reg    guides  h  sttfs.  -.„,«,,,- 

•      ACRS  -  Advisory   Committee   on   Riactor  Safeguard*.       79/O7/13. 

— 791S110104   Forwards    comments   on  Rag   Oulda    1.9,     "Belie tlon.Desian 
Qualification   of   Diesel    Oeniratnr   Units   Used    as   Qn»ite 
Elactrlc    Power  Sys  at   Nucliar   Pouor   Plants." 
«      Tennessee  Valliu  Authority.       79/O4/O5.       Epp. 


7912110105  Sjmnnry   at   ACflS  BubcomntlfcteB    on    Improved   Bafitv  8g«    790626 
meeting   u/fldH. Banilla. EPRI    fc  HeitlnghousB    in   Huhlngtan.  DC 
re    discussion    of  NRC  t.  DDE    plant    For    resoarch    to    l«provi 
reactor    s»fflt!j    i«»-  ..„„»,„„        ,•, 

•      ACRB  -  Advisory   Commiltie  on   Reactor    Safeguard!.       79/OB/O9.       67pp. 

— 791211010S  Notifies    of  budget    *llouance»    d  ilgnllleant    policij 
dBtarmlnationi  appllcabU    to    agency.  Budget   authojity 
jpprovvd    bu    Pre»Id«nt    for    1979-19BO. 
MCINTVfiE.J.       Office  of   Managamint    b  Hudgst,       7")/01X3t.      3pp. 

791213005D  SummarK   of  790709   open   meeting    of  ACHB  Bubcnonnltteo    on   TM1-2 
Accidint. Bulletin  fc  Orders,  in  Washington.  DC    ra   vendn'T   fc 
utll    r»»nonsi    to    IE  bulletins   tt  NRC    order*. 
»      ACRS   -  Advisory    Committee   on   Reactor   Safeguard*.       79/OB/ll.       47pp. 

7913140208  Transcript    of  ACRS  791SO5    mbeommittee  uniting    in 
Hashinoton.DC   on  firs  protaction.  Pp    1-50. 

ETHEFtlNOTON.H.  ,    BENCER.M.  ,    EBERBDLE,  J.  C.       ACRS  -   Advlinry   Committei 
on  Reactor   Safeguard*.       79/13/OS.       31pp. 

791S14O211    Tran*cript   of  ACHS  791805    aubeoranii ttn  ateting    in 
Waatiiraton- DC    on  reliability  &  prnbabi  1  l*ti  c    ai*eiim«nt. 

OK.RENT.tK,     ETHERINOTON.H.  ,     MARKrJ.C.        ACRS   -   Advisory    Committ«»    on 

Reactor   Safeguards.      79/12/O9.      B79pp. 

791K1A0344   Informs   that   puUte    safety   uill   not   be    jeopardlied    bg 
eiteniling    Inplemantattnn.    ichidul*    of    short-fc»rai 
rieommendationi   of   Leiions   L«»rn»d   Taak   Force. 

•  -  ~  "         an  Reactor   Bafeguares. 


incurred    in  regulatory 

Id   agreed 

vision  2. 

;or  SafaguardB. 


7912170097  Riaponit    to   790912    Itr    ri    imli«lan    of    mnon   from  TMI-2. 
Rept  uill    be   completed    ultnin    three   month*. 

CARBONiH.H.       ACflB  -  Advltoru   Committee   on   Reactor   Bafenuard*. 
79/10/09.       2pp. 

791S170107  NotlflB*   of    completion   of   ACRB  review  of   WJfiEO-0600.  Ript 
four  if    to   b«    lee*    than    latlsfactory    «.   to   have   mUloadlnj 
title.  Reeommand*    preparation   h    Usuanco   of    .upplinental 

CARBON.M.H.       ACRB  -  Advisory   Committee   on   Rioetor   Bafipuard*. 
79/11/14.       Epp. 

791B1B0259  Comments    on   ACRB  W«sti   Mgt   Sobeomflittii   »ietlno.  Riuarcti 
proaram  left  no  gap*   In   coverage  fc  no  glaring   need   for 
curtailmint.  Explanation    Is   needed    on   u»e   of   voting    fori». 
QflENDON.A.       Affiliation  Unknown.       79/09/24.       2pp. 

7912180267  DiBcua*es   concerns   re   nuclear  regulation   fc  disposal    of 

nuclaar  uasti.  ,„„,„„ 

CREHGn.B.       Affiliation  Unknown.       79/09/2S,       Kpp. 

79121B0276  Bummarlii*   ifflpre«»ions  t  recoamindatlons  arising   fro»  recent 
review  of  NRC  uiasta   mgt    ri*earch    prooram.  Outlines  ^ 

arlorltu  procedures. 
BTE1NDLER.M.  J.       Argonni  N»tion«l   Laboratory.       79/09/E7.       9pp. 

7918160234  Discusses  validity    of   BBE   of  0.  IS  gravity   for  Wolf  Cne« 
project  ti   deterioration   of   concrete    in   ban  *at    of   reactor 
containment    bldg.  BBE   *hould    be    redatermined.  No    bases    for 
further   comment  ri  concrite. 
MAXWELL,  J.C.       Affiliation  Unknown,       79/10/01.       Spp. 

79121B0390  Dlseu-»»os   concern*   re   ACRB  Haste  Hut   Bubconnilttae  79OT18-19 
meeting.  Not   enough   Info  was  presented  on  research   programs. 
Documentation    for  EIB   on  milling    should    have    bun    *ant    to 
member*   prior    to   melting.  _______ 

PARKER.F.L.      V-anderbllt  Univ.      79/10/03.      2pp. 

7912180291  Summary    of   ACRS  ECCB  Subcommittee  790B27-2B  Meeting    In    Iriahv 

CATTON.  l!       ACHB  -  Advl«ory    Committee    on  Reactor   Safeguards. 
79/10/09.       3pp. 

79I21804B7  Summary   of  790510-12  opin  meeting   In  Washington,  DC  re 
current   *t«tu*    of   TMI-2,  Biquogah   Pouir   Plant*   Unit*    1    li  a  f. 
Dystir   Criak    transient   resulting    In    low   core   water   l«v»l. 
*     ACRS  -  Advisory  Committci   on  tleactor   Safeguards.       79/09/12. 
392pp. 

—  79121B0461   Foruard*   draft  rept,    "Intiragency   Tasli   Force  on   loniilnj 
Redlatlon  on    Institutional    Arrangements.  H 
TAYLOR,  L.  S.       National   Council    on  Radiation   Protection  & 
Meiiurnment.       79/O4/30.       70pp. 

-•  -79121B0462   Discu»*es    fuel    element    cladding. 
Commission.       79/OS/OH.       tp. 


—7912180322   Ac  k   receipt    of    Interagency   Tn*k   Force   Rept.  Committee  Mill 
dlicus*    rept   at   June    1979  meeting. 

CARBDNiM.W.       ACRB  -  Advisory   Committee    on   Reactor   Safeguards. 
163B.       79/09/13.       Ip. 

7912190274  Summary    of   790614-16   open  meeting    In   Ha»hington,DC   re 
status  of  TMI-2  b  Implications   on  future  pousr   plant  dealgn. 
Somi    enel    memo*    ref   Deletion    1.  „„,„.,., 

»     ACRB  -  Advisory   Committee    on  Reactor   Safeguard*.       79/06/1*. 
299pp. 

—  791219037B  DiKcussit   schedule   of  ACRB  tubcommlttie  miatlngs  tt  tours. 
LIBARKlNjM.  M.       ACRS  -  Advisory   Committal   on  Riactor  Safeguards. 
79/06/16.      2pp. 

--791S19Q2B2  Dlscums    arrDnnous    statement*   provided    by    applicant  at 
Zimmer   ACRS    subcomBiittaa  meatlng. 

REPPLER.-J.O.          Region  3.    Chicago,    Office   of   the  Director.      Alia 
F304B0H6.      79/04/10.       3pp. 


--  7912190297  DUeu*»es   apparent    fale*    statements    by   applicant    «fc 
ACRB  subcommittee  moating. 

THOMPSON,  D.       Office    of    In*pection  &  Enforcement.    Qffle*   of    the 
Director.       AITB  F304BBH6.      79/OS/02.       Epp. 


-•valuation  of  SEP 
fle*ttt>r  Safeguards. 


—7912190304  Dl*cu**es   TMI-2   Implications. 

CATTON,  I.       ACRS  -  Advisory    Committee   on   Reactor  Safeguard!. 
79/06/14.       4pp. 


IMONDOCKETED  ITEMS 


329 


— 7912190311    Discusses    project    status   re   MlllstonD    Unit   2  pouier    level 
increase 

*  fiCRS   -    Advisory    Committee    on    Reactor    Safeguard!.        79/06/QH 
flpp. 

—  7913190315  Lists    plants    ^/pending    applications    for    pouier    level 
increase. 

•  ACH8   -   Advisory    €001011*169    on    Reactor    Safeguards.        79/Ofa/31 
Iflpo. 

— 7912190331    Discusses    status    of    Millstone   Nuclear    Pouer    Station    Unit   ',1 
CP    application. 

HENDHI6.  J.M.        ACR8   -   Advisory    Committee    on    Reactor    Safeguards 
70/03/19.        3pp. 


79132.60341     Transcript    of    ',"!  1206   ACFiii    general    meeting    in   Uas*  ino  ton.  lit. 
Pp     1-209    Implication*    of     Isssons     learned    at     FM1-L'   !, 
raicrtimendati  oni    at    President's    C  ommi  ss  ion   on    Accident    at 
TMI-2  d  iacussed 

«       rtCFiS    -    Advisory    Committee    on    Reartor    Safeguards         TiflZfQd 
SlOpp 

7912310314    Summary    of   Scecial    ftCHS    7901I6-17   meeting    u/u!<W   (•    numerous 
public    attendees    in   Wash  ing  ton,  DC    re    accident    at    Thl 
*       ACRB    -    Advisory    Committee    on    Reactor    Safeguards         7<?/OB/23         31p|j. 

—7912310327    Transcript    of    790<1!t    statement    on    behalf    of   HS,W 
MACMILLAN,  J   H        BabcQct    t   Wilcoi    Co.        79/01/16        y7pp 


— 7913190323  Discusses    status    of    Millstone    Nuclear    Power   Station   Unit   2 
OL    application. 

8TI1ATTON.  W,  R.        ACRS    -   Advisory    Committee    on    Reactor    Safeguards 
74/06/11.        4pp. 


—7913310339    "Decay    Heat    Removal    During    Very    Small    Break    LOCA    for    U(.U 
2O5   Fuel    Assembly    PWH     " 
MICHELSaN,C.        Babcock    fcUilca.    Co         76/01/31         36pp. 


— 7912190330  DiscussBS    status    of    Zion  Station  Units    1   t  2  re    operating 
poumr    limits. 

MANOELSDuRF,  H,        ACR8    -   Advinory    Coimnitlue    on    Reactor    Safeguards 
73/03/17.       3pp. 

— 7<?iai9033e.   Discusses    status    of    Zion   Station   Units    1   !,  2  re    proposal    tc 
increase    power    level. 

STRrtTTON,  W.  R.       ACRS   -  Advisory   Committee    on    Reactor   Safeguards 
74/12/09.       3pp. 


COMMISSION      NRC   COMMISSIONERS 


7912010215    Ueekly    info    rept    fur    uiael    ending    791 13J. 

REHM.T.A.        Office    of    the    Eiecutive    Director    for   Operations 
79/1  1/27.        26pp. 


791217OQ5I    Ueefciy    info   rept    for   ueek    ending    791  Hi. 

REHM.T.A.        Office   of    the    Eiecutive   Director    fnr    Operations 
79/11/23.        33pp. 


—  7913190341    Discusses    status   of    Zion   Station   Units    1    k  B  re    reijuest    to 
increase   mai    reactor    power 

MDELLER.D,  W.        ACRB   -    Advisory    CommitteB    on   Reactor   Safeguards 
7i/06/09.        3pp. 


79I21B014S    Weekly    info    rept    for   uiaek    ending    791130. 

REHM.  T.  A         Office    of    the    Eiecutive   Director    for   Operations 
79/12/0&.        25pp. 


— 7*>13l103i\b  Dlseissos    status    of    operations    review   for   Zion   Station   Uniti 
1    &  3. 

GENDER, H.       ACHB  -  Advisory   Committee    on   Reactor   Safeguards. 
77/06/17.        4pp. 


7912200034    Comments   on   Commissions    role    in    emergency    response   En 
situations    cannot   be   anticipated    in    sufficient   detail    to 
relieve    necessity    of    on-the-spot     judgements   Util    has    major 
responEib i  1  Ity    for    emergency    planning. 
HENDRIE,  J.  (1.        Commission.        79/11/26.        4pp. 


— 7912190333  Discusses   review   status    of   Maine   Yankee   Atomic   Power   Station 
proposed    increased    power    lavols. 

LAWHOSKliB.       ACRS  -  Advisory    Committee   on   Reactor   Safeguards, 
7B/06/07.        2pp. 


7912370062    Responds    to   790614    questions    re    status   I,    future    of   nuclt 
paiuer    in    MI    NRC    has    summariiod    historical    t.    economic    data 
roquostod.  Forwards   NUREG-0510   Caver    sheet    only    end 
HENDRIE,  J.  M.        Commission         79/IO/12.        7pp 


-7913190396  Discusses    status    of    Inilian   Point   NutlDar   Generating    Unit    3 
prop os oil    increased    pouev    levels. 

LAURDSXIiS.       ACRS  -  Advisory    Committee    an   Rnactor   Safaguavds 
78/07/13.       3pp, 


—7912270077    "NJ1C    SEP."    speeth    for     presentation    at    Oct    197Q    meeting    ut 
ENS/ANB    In    Brussels,  De  Ig  mm. 
EISENHUTi  D.  0  Division    of    Opeiating   Reactors         7G/IO/31         LIOpu. 


7913190363   DiscuEsas    requests,  agreements   S.   commitments    during   330th 
ACrtB  meating    on   790i.lfl-16, 

FRAt-EViR.F.       ACRB   -   Advisory    CoramittuH    on  Reactor   Safeguards, 
79/Oi/19.       3pp. 


79122700BO   Notifies    that   NHC    approved    proposed    agreement   in/State    of   Hi 
whereby    Rl    ui  M    assume    same    regulatory    authority    over 
byproduc  t.  source    !>   SNM 
HENDR1E,  J.  M.        Commission.        79/13/O4         lp 


—  7912190373  Ack    receipt    of    7906O3    Itr   re    generic    safety    implications    of 
control    «tjs   !,   discusses    post-TMI    NltC    actlonn. 

CAftBQN.M.W.        ACR8   -   Advisory    Cammittoo    on   Heactar    Bafeouards, 
79/06/10.       3pp. 

7?iai"?OeiSl    Summary    of  Ad    Hoc    Subcommitteti    on   TMI-2  Accident 
Implications    790711    meeting    u/BbH.NUB   Corp,  DOS.E.  D»chtn  1    t. 
Tokijo   Electric    Power   Co    in   Wanhingtuni  DC   re    long-term  TMI-2 
irrpl  icatloni. 
»      ACRB  -  Advisory   Committee    un  Reactor   Safeguards.       79/07/11.       43pp. 

79IHaiQO'l9   Responris    to    qupBtions    raised    re    dovolopment    of    hybrid    power 
reactor   design,  incorporating    plant    features    that   maximiie 
tafBtu.Net   value    oP   proposed    design   approach    cannot    be 
adequately   maasured, 

CARBON.M.H.       ACRS  -  Advisory   Committee    on   Reactor   Safeguards, 
79/10/10.       Spp. 

7912210351   Transcript    of    ACRB  subcommittee   an   poiuer    I>  electrical    sus 
791213  meating.  Pp    1-230. 

KERR,W,  ,    MARK,  J,  C,  ,    EnEftBOLG-J,       ACRB  -  Advisory   Commit  to  H    on  Reactor 
SaFaouards.       79/12/13,       239pp. 

7913240266  Transcript    of   791207  ACRS   meeting    in   Manh  ington,  DC.  Pp 
210-373.  Implication*    of    lessons    learned    at    TMI-a  !< 
ricomniindations    of   President's    Commission    on   Accident  at 
THI-a    dUcutsed. 
•      ACRS  ~  Advisory    Committee   on    Reactor   gafeguards.       79/12/07, 


7912a7gOa3    Ack    receipt    of    comments     to   President    on    TM1.  Comments    will    bn 
circulated    among    commissioners. 
HENDfllE.  .1   M         Commission         79/12/O3         2pp 

—  7913270035    "Aielrod   Rectimmendat  i  ons    on   Nuclear    Power   Plant    Safety." 

AXELROD,  D   M.       Aielrod.DM.        79/11/30.        33pp 

7912270097     Informs    of    no    objection     to    DOS   proposed    rept    on   S    1111?   !< 
H.R.5244    re    procedures    for    transuart    (<    storage    of    spent    fual 
in    US    trust    territories 
HENDRIE,  J.  M         Commission         79/12/O7         lp. 

—  7915370099   Requests    comment    on   DOS   proposed    rept    on   a    1114   (.   H.R.5244 

re    nuclear    spent    fuel    li    trust    territories   oy    TflSlS. 
PETERSON,  R    K.       Office    of   Management    t.   Dudget.        7WI1/2JL        6pp. 

7912270102    Notifies    of    cnmpletinn    of    NHC    form    (or    training    course    on 
C-E    simu  lator.  Payment    Forthcoming 
HENDfllE.  J,  M        Commission.       79/12/04.       lp. 

7912270107   Responds   to  790731    Itr    TB    evacuation   distances  around   TMI-.'J 
Forwards    table   developed    on  7'JO'IOl    jivinj   recommended 
actions    for   various   contingencies    &  draft   of    long-term 
cant  i  nsenc  ics    Ten-mile   evacuation    sufficient. 
HENDRIE,  J.  M         Commission         79/12/OS.        4Bpp 

7913370110    Requests    opinion   re   K   Rngovin    791115    suggestion    that    NRC 
develop    program    to  alleviate  mental    stress   among    residents 
in   TrtI    area 
HENDRIE.  J.M.        Commission.        79/11/30.        lp. 


— 7912370114  Recommends    implementation   of   program   in  TMf  area   to 
alleviate    severe  mental    stress    caused    by   accident. 
RQGOvIN.M        NRC  Three  Mile    Island   Task   Force        79/11/15,       3pp. 
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u/reauest     far    comments. 

HENDUIE.  J    M.        Cn^issian.        79/I1/3O.         ip. 


Committee    for   Lawyer 


KENDRIE.J.  h.        Cora 


Vacancies    on    ASLD    for    i    yr    "' 
HENDRIE,J.M.        Ccmml^lon.        79/1  I/SB. 


H-ENDHIE,  J.  M.        Commission. 


HENDRIE.J.M.        Commi 


HENERIE,  J.M.        Coininissi  an. 


HENDftlE.J.M.        CommiiBion.. 


HENDRIE.J.M.       Commission. 


ui/BtatD    oF    HA.  ,0/i  t/9B 

HENDHIE.J.M.        Commiislon.        79/1I/BB. 


future   operation    of   TMI-S.  Unit   2 


lu    of   Drugs 


und    nuclear   pouier   plants. 

«       Commisiian.       79/11/21. 


CONTRACT  NRC    CQNTR.flCTS 


79/11/05.       lp. 


Sirnf  I  V'  FIN    D-:U"thNRC-04-7a-a70a 
Hot i fUation    of    "ntract    e.HCui 


MORTON 

lp. 


-05-79-a5l.       79/../M- 


I.     79/ii/as. 


In*t. 

TRAOE8ER.C.M. 
79/U/2O.        lp 


^n.       FIN  B-IM7.       NHC-1  l-BO-401. 


'°*  An*«vi.iOB  of  extracts.   F1K  B-l«7.   NRC-ll-«MOl. 
79/11/30.   3PP- 


79/io/oa.     IP. 


79^10/03.     IP. 

7912,00091   Had   a-l.«pl«l»l   M—    I 


»•  t.    »C«t»l    VA  R..I...1  B.I«U 


chnical    A««l*tnnce  to 


-05-77-18A.        77/11/14.        lp. 


p  .......  " 


N«C-05-77-186.        79/U/03. 


EvSluatuiot.   of    Incid.nts.All-satlons 

«5^"v!"'  "    R»«rBh    CDntractB    D 
NHC-OS-77-1B6.        79/  1  1  /OS.        1  p  . 


FIN  A-4015. 


Pu,chasinfl  a..ti.n.     FIN  B-IM7.     wc-u-ao-«i. 


79/11/20.       lp. 
--79UMQ027*  Contr.ct:     »B.lUblli*«    «, 


"JSJB5- 


""^:^,,    action.       FINB-i«7.       N«C-  07-7^7. 
79/OB/24.       lp. 

-7912100383  Mod   B,  d.ob  lig.ting   b.l.nc.   of   fwndt  not   ui.d.tp   •?«»« 

BSJK^'1  -"as:.:ira^s,KsulK:.!rtaFiH  ««. 

NRC-07-78-367.       79/OB/21.       Ip. 


rs 

Activities..."   Contractror:Stat«   of   ME. 

DA1SDEN.L.  R..«reh    Contr.ct.    Br.nch.       FIN  B-5113, 


. 
NRC-05-76-3B2.       79/11/30.       lp. 


NONDOCKETED  ITEMS 
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7912100370  Notification    of    contract    execut ion,  Mod    2   to    "Memphis    Area 
Region*!    Seismic   Network."    Contrnctar:  Mamph  ii    State    Univ. 
HAQEY,  H.  Research    Contracts    Branch.        FIN    H-&276.        NHC-Q4-7B-200. 

79/11/30.       lp. 

— 7912100374   Mod    2>ext*ndlng    performance   period   &   adding    funds,  to 
"Memphif   Ana  Region*!    Seismic    Network." 

MORTON.  K.  V.  Re«««rch   Contract*    Branch.       JONES, B.M.       Memphlv 

State   Univ.       FIN  B-6376.       NRC-O4-7B-20Q.       79/11/30.       4pp. 

7912100449   Notification    of   contract    execution:     "Keystone  Peor  Roviniiij 
HorRshop    on   Haste   Mgt   Technical    Rule.  "    awarded    to  Keystone 
Ctr    for   Continuing    Education. 

HCNULTV.A.  Purchasing   Section.       FIN   B-&936-Q.       NHC-02-SO-04B. 

7?/IO/23.       lp. 

~ 7912100433  Contract:     "K«g*tona   Peer  Review,  Workshop    on  Uaste   Mgt 
Technical    Rule, "    awarded    tn   Kegstone   Ctr   for  Continuing 
Education. 

PERLrtANiJ.  Dlvliion   of   Contracts.       CRAIO.R.H,       Kogstnne   Canter 

for   Continuing    Education.       FIN   B-6936-0.      NHC-OH-BO-018.       79/1O/23. 
3pp. 

7912(10001    Notification    of    contract    axecution.Mod    4    to    "Environ 
Surveillance    for  Maaiuring    Concentration*    of   Radioactivity   t, 
Radiation  Level*    in  Environ   of  Commission  Licensed 
Activities.  .  .  .  "    Contractor:  State    of  SC. 

BAISDEN.  L,  Research    Contract*    Branch.       B-5112.       NRC-09-77-10i. 

79/11/30.       lp. 


7912110040  Notification    of    contract    execution:     "Revise   Detailod 
Definition    of    (lequiromon  ta    Document    Which    Has   PreviDualq 
Prepared    Du    Hoeing    Computer    Svcs    Under    WHC-04-77-065.  .  .  ,  " 
awarded    to   Boeing   Computer    Svcs   CD. 
MCNULTY,  A.  Purchasing    Section.        NRC-  10-BQ-i64.        79/U/2B.        ip. 

—7912110043   Contract:     "Revise    Detailed    Definition    of    Requirements 
Document   Uhich    Uai   Previously    Prepared    Dy   Boeing    Computer 
Bvcs    Co  Under    NRO04-77-Q69    to   Reflect    Reduction    of 
Modules.,."    awarded    ta    Dosing    Computer    Svcs   Co. 

PEfiLMAN.  J.  Division    of    Contracts.       HOPKINS.  H.  R.       Boeing   Computer 

Services.     Inc.     (auTii.     of    Boeing   Co.  ).       NRC  -10-90-664.       79/M/2B. 
7pp. 

79121  10179  Motif  ication    of    contract   *K  ecu  t  i  on,  Mod   4    to   "Electrostatic 
Copying    Svcs-.  "    Contrac  tor:  Potomac    Research.  Inc. 
HIQQINB.E.  Administrative    Contracts    Branch.      NRC-  17-77-  153. 

79/11/29.       Ip. 


—  791H11QIB5  Mod    4iravising    Article    I    re    -svcs 
Copying   Svcs.  " 

MATTIA.M.J,  Division    oF   Contracts.       MDORE.R.E. 

Research,     Inc.       NRC-17-77-1S2.       79/11/29.       lp. 


priceoito    "Electrostatic 
Potomac 


79121  10239  Forwards   outlines    of    tentative    work    assignments    for 
containment    purg  t,  control    of    heavy    loads    &  performance 
monitor. 

ZeCH.Q.         Division   of   Operating    Reactors.      WRC-03-79-IIB.       79/11/19. 
flpfl. 


— 79121 10OQ2  Hod    4. extending    period    of    performance    t<   providing    addl 
fundinfljto   "Environ  Survelllanca   for  Memuring 
Cane tntrationi    of   Radioactivity    h  Radiation-  Levels    in 
Environ   af   Comminion   Llonied    Activl t le».  .  .  .  " 

MORTON.  K,  V.  Divition   of   Contracts.       SMITH- J,  U.       South    Carolina, 

State    of.       FIN  B-S1S.       NRC-03-77-1OA.       79/11/30.       lp. 

7712110003   Notification    of   contract    execution.  Mod    B   to    "Performance 
Tilting    for   Parionnol    Doiimetrij.  "    Contractor:  Univ   of  MI. 
CUSTAVE,  R.  P.  Re«iarch   Contracts   Branch.       FIN  B-10499. 

NRC-01-77-1SO.       79/11/29.       lp. 


7912110529  Notification    nf    contract    a  xecut  i  on,  Mod   2    to   "Personnel 
Neutron   Doilmotru    for    Nuclear  Pouer    Plants."   Contractor: 
Ransielair   Polgtvchnic    lust. 

JACOBS,  A.  Research    Contracts   Branch.       FIN  B-66IH.      NRC-04~7G~S&3. 

79/11/16.       lp. 

--7912110341    Hod    2, extending    period   of    performance    from  790-930   to  EJO0229, 
to-    "Personnel    Neutro-n   Do s Laie t rij    for  Nuclear  Pouer   Plants." 
MORTON.  K.  V.  R. Dearth    Contracts    Branch.       LGOItJDICE,  J.  M. 

RanaBBlaer    Polytechnic    Inst.       FIN    D-66&1.      N(tC-04-7B-263- 
79/10/24.       2pp. 


— 79121100Q4  Mod   Bi  extending    contract   at   n-o   cost,  to    "Performance   Testing 
far   Personnel    Doilmatru.  " 

MORTON.K.V.  DlvUion    of  Contracts,       STEMPLE,  P.  J.      Michigan, 

Univ.     of.       FIN  B- 10499.       NRC-01  -77-180,       79-/11/29.       2pp. 

791S110004  Notification   of   contract   exacutionr Mod  A   to   "Environ 
Burv*lllancf    for  M«a*uring    Concentration*    of   Fad ioactivity 
tt  Radiation   Levels    in   Environ   of    Comniision  Licensed 

Activities "   Contractor:  State   of  TN. 

BAIBDEN.  L.  Research    Contract!    Branch.       FIN  B-9SOB. 

m  0-03-77-335.       79/11/30.       lp. 

— 7912IIOOQ?  Hod    Siextending    period    of    pirformance   li   providing   addl 
Funding,  to   "Environ  Surveillance   for  Measuring 
Concentrations    of   Radioactivity    1<  Radiation    Level*    In 
Environ  of  Cmnml**lan  Lieented   Activities. ..." 

MORTOM,K.V.  Oivlilon   of   Contracti.       FOH1NKLE,  Ef  W.      Tennosse*, 

State    of.       FIN  B-3300.       NfiC-03-77-3Ba.       79/11/30.       lp. 

791S110013   Notification    of    contract    execution, Hod    5   to    "Environ 
Surveillance    for   Measuring    Concentration*    of    Radioactivity 
fc   Radiation  Level*    In   Environ    of    Commit!  ion  Licttnod 

Actlvttle "    Contractor:  State    of  A}). 

BAISDEN,  L.  Retvarch  Contract.   Branch.      FIN  Q-32Q7, 

NRC-OB-7i-379.       79/11/30.       lp. 

— 7912110017  Mod    Siextending    period    of    performance    fc  providing   «dnl 
funding, to    "Environ   Surveillance    for  Maaiuring 
Concentration*  of  Radioactivity   b  Radiation  Levels   In 
Environ   of   Commission  Llcen**d    Activitiai.  .  . . " 

HORTON.K.V.  Division    of  Contract*.       HENT.O.D.       Arkansas,     Btatn 

of.       FINB-B207.       NRC -03-74-379.       79/11/30.       lp. 

79121100SB  Notification  of  contract   execution. Hod  A   to   "Testing   of 
Hilnf Di~c*d   Concrete  Containment*   Under.  Combined   Membrane 
Tension   fc  Tangential    Shear.  "   Contractor: Portland    Cemsnt 
Association. 

WOLLETT.  3,  Renarch  Contracts:   Branch.      FIN  B-42O3. 

NRC-04-77-11B.       79/J1/28.'      lp. 

— 7913110036  Hod    4reitendtng    period    of    performance    for   tuo  months  at  no 
coitita   "Ttiting   of  Reinforced   Concrete  Containments  Under 
Comb  in  ut  Hemhrane  Tension  fc  Tangential   Shear." 

HORTOM.K.V.  Division   of   Contract*.       KUNZE.U.E.       Portland    Cement 

Allocation.       FIN  B-6203.       NRC-04-77-11B.       79/11/28.       lp. 


79121E0065   Notification    of    contract    eiecut  ion, Mod    2    to    "Environ 
Qurveil  lance    for   Meatirrlng    Concentrations    of  Radioactivity 
&    Radiation   Levels    In   Environ    of   Commission  Licensed 
Activities..."    Contractor:  State    of    OR. 
BAISDEN,  L,  Research    Contracts   Branch.       FIN  B-3200. 

NRC-OS-70-313.         79/11/30.         lp. 

— 7912120073  Mod    S,eitending    period    of    performance    to   771231    t   changing 
govt    support    ceiling,  to    "Surveillance    for  Measuring 
Concentration*    of   Radioactivity   &    Radiation  Levels    in 
Environ  of   Commission   Licensed    Activities..." 

MQRTOM.K.V.  Research    Contracts    Branch,       GEBBIE.K.M.       Oregon. 

State    of.       FIN   B-3200,       NRC-Oa-7B-313.       79/10/O1.       lp. 

7912120078  Notification    oF    contract    eiecut  iom  Moil  2    to   "Kinetics    of 
Nuclear    Haste/Repository    Interface   Reactions."   Contractor: 
Ban    JOB*  State    Univ  Foundation, 

HAOEY.H.  Research    Contracts    Branch.       FIN  D-6629.       NRC-04-7B-2Sa. 

79/11/23.       lp. 

— 79121E0006  Mod  S,eitending    period    of    performance    to   791130  to 

"Kinetics    at  Nuclear    Was te/R*ptni tory    Interface   Keactions.  " 
MORTON,  K,  V.  Research    Contracts    Branch.      BTILt.  R,  C.       San    Jo  SB 

State    Univ.  FIN  B-iiS9,       NHC-04-78-aBfl.      79/10/59.       2pp. 

7912120261    Notification    of    contract   e x ecut i om  Mod   9    to   "Improved 
Ultrasonic    Nondestruet ivs    Testing    of    Pressure  Vessel*.  " 
Contrac  tor:  Univ    of  MI. 

JACOBS,  A.  Research    Contracts    Branch.       FIN  A-4047.       NFIC-O4-73-1B2. 

79/11/19,       lp. 

--7912120246  Mod    9. deleting    J  Frederic*    Si    inserting   Oanapthu-to 
"Improved    Ultrasonic    Nondestructive  Testing    at   Pressure 
Vessels.  " 

HORTOH,  K.  V.  Research    Contracts    Branch.      MATTHEWS.  C.  H. 

Michigan,    Univ.    of.       FIN   A-4047.       NRC-O4-75-192.       79/10/29.       3pp. 

791E12030B:  Notlflcjition   of    contract   ex  ecut  ion,  Had    9    to   "Studies    in  Tuo 
Phases    Flou  Oaa    Liquid    Interaction    In  Upflou  Sgs.  " 
Contrac tor: Univ    of   Houston. 

HAOEY.H.  Research    Contracti    Branch.       FIN  B-56B4,      NRC-Ofl-75-194. 

79/11/30,       lp. 

— 7912120310  Mod    5, extending    period    of    performance    from  790930  to  791H15. 
to    "Studies    In   Tuo  Pliate    Flow   Oas    Liquid    Interaction  Upfloul 
B\t%.  " 

MORTON,K.V.  Research    Contracts    Branch,       NORRIB,  J.  T.       Houston. 

Univ.     of.       FIN  H-Si&4.       NRC-04-73-1S2.       79/10/01.       2pp. 
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79I2I4G2BB   Nutification    .if    contract    eiecu.tion,Mad     I     to     "DaeuNate     [I 
Basic    Bijs.  "    Contractor. Terminal    D-afca    Corp. 
MEDRCW.  L.  ft.  V,.  Administrative    Contracts    Branch          NHC-1O-77-  l'/i. 


— 7912200037    Mod    1 ,  mere  is  i  ng    nptloti    for    two    addl    vohicluSita    "Mobile 
Lilt    " 

MATTIA,M.  J.  Division    of    Contracts.        NRC -05-79-337.        79/11/16 

UK 


--79I 8 140294    Hod     ^decreasing     c-b  1  igatiun    t-    closing     contract,  to     "DocuNatre 
1 1     Basic    Sya.   " 

MrtTriA.M.J  Division    of    Contracts          DEAN,  D    P          Terminal    Data 

Corp.        NUC- 10-77-176.        79/13/06          Ifl 

79131"}O297   Notification    nF    contract    eiec ut inn. Mad    3    to    "Grievance 
Review   Eiaminer.  "    Cuntrac tor . AH    Mailer 

(1EDRQU.  L   A.  H.  Administrative    Contracts    Branch.        NHC-10-7B-5S5. 

79/12/06          Ip 

--79 12 [40303   Mod    3. decreasing    obligation    t<   closing    contrac ti to    "Grievance 
Rflviuw   Eiaminer.   " 

MATTEA.M    J.  Division    of    Contracts,        MULLED.  A.  H.        Affiliation 

Unknown.        NfIC- 10-78- 393.         79/12/06.         lp. 

7912170401    Notification    of    contract    eiec ut ion- Mad    5   to    "Document 
Distribution."    Cantrac  tor:  Cc-mpu  ter    Control    Corp. 

MEDROW,L.rt-K  Admlnistrat iv«    Contracts    Branch         NBC-10-77-iai. 

79/11/30.        lp. 

— 7912170106  Hod    3, decreasing    total    amount   R    completing    close-out    action 
for    contract. to    "Document    Distribution     " 

MATTIA.M    J.  Administrative    Contracts    Branch.        PROCTOR.  H.  O. 

Affiliation  Uninomn        NRC-10-77-121 .       79/11/30.        lp. 

7912170111    Notification    of    contract    B>  ecutlon.  Mod    S    to     "Detsrmi  nation 
of   Occupational    Man-Rem  Ei posures. "   Contrac tor: He ience 
Appl  (cations,  Ire 

MENCZEFMJ.  R.  Technical    Assistance    Contracts    Branch. 

NflC-03-78-161.         79/11/39.         lp. 

— 79I2I7O420    Mod    S. eietend ing    period     of    performance    from   7O0925    to    S00115. 
to    "Oetermina t ion    of    Occupational    Man-Rem    Eipnaures. " 
DQUOHERT/,  D.  J.  Technical    Assistance    Contracts    Branch, 

NnC-O3-73-16l.        79/11/29.         lp, 

7912180006   Notification    of    contract    01  ec  ut  i  on,  Mod    h    to    "Develop 
Certification    Criteria    for     Industrial    Radiographers." 
Contractor    Univ    of   Louell. 

SUSTAVE.R.P.  Research    Contracts    Branch          FIN   D-1Q27A. 

MHC  -01-7A-337.        79/1 1  /30.         I  p. 

— 79taia0011    Mod    A, corrtcting     error    in    Mod    5. to    "Develop    Certification 
Criteria    for     Industrial    Radiographers.  " 

HQRTDrJrK    V.  fteaearch    Contract?    Branch.        nlLLER.E.F.        Louielli 

(Jniv.     of.        FIN    B-1O276         NRC-O1 -7A-337.        79/1 1/3O,        2pp. 

7^13100014   Notification    of    contract    e i &cut i on, Hat    19    to    "Downcomer 
Effects    EiperimentaJ    Program."    Contractor    CREAHE, Inc . 
WDLLETT.S  Reaearcft    Contracts    Branch.        FIN    A-407O. 

NRC-04-7S-16a.        79/1 1/2S          lp 

— 79I31B0019    Mod     19, providing     incremental     funding    for    FYBO   !c    specified 
funds    duo>    in   FVH1, to    "Douncomer    Effects    experimental 

Program.  " 

HOSrON.K.  V  Research    CantractB    Hranch.        HJCK1N,  R.  A.        Cr-earB, 

Inc.        FIN   ft-4070         NRC-04-7S-U2.         79/11/28         3pp. 


Notification    of    contract    e «acut i on, Mod    3    to    "Specialty 
Designed    File    Folders    "    Con  tt-ac  tor:  flmes    Color    File. 
WICQIN5.E  Administrative    Contracts    Branch.        NRC-1O-79-374. 

79/12/07.        lp 

—7913160026   Mod   3pchanging    delivery    schedule, to    "Specially   Designed 
Ki  la   Folders.  " 

MATTIA.H.  J.  Administrative    Contracts    Branch.        NHC -01 -79-371, 

77/13/07.         ip 

791H1B0031    Notification,    of    contract    e> ecut ion. Mod    2    to    "Technical 
Assistance    Program    fo.r   5ta.te-of-th«-Art    Study    Concerning 
Near-Field    Earthquake-  Motion    "    Contr actor;  Gtjs,  Science   l< 
Software 

HQLLETTi  S,  Research    Contracts    Br-ancJi          FIN   B-d4?t. 

NR  C  -03-76- 1 53,       79  /  1 1  /0 1 .        1  p  . 

— 7913IBOQ37   Mad    2, providing    Incremental    fund  ing  .to    "Technical    Assistance 
Program   for    Gtate-oF-the-Art    Study    Concernlns    Neai — Field 
(TartftiiualiB   Ground    Motion.  " 

MDRTDN.K.V.  Ressarch    Contracts.    Branch.        3LACKNAN.  V.  H.        Systems, 

Science*   J.  So-Ptuare.       FIN   B-649J.       NRC-03-7B-155.       79/11/01.       Ip. 

7912200031    Notification   of    contract    a xecut i on, Mod    1    to    "Mobile    Lai." 
Contrac  tor:  Mobile   figs. 

MI601NB.E.  Administrative    Contracts    Branch.        NHC-O3-79-aS7. 

IP 


7912200149  Noti  f  icatiiitl   of    contract    exucuti  on,  Mod    -1    to    "Design   of 
IFM1B. "    Contractnrs: Bmall    Business    Administration    & 
TBchnassoc  latesi  Inc. 

HASAN,  T.  F.  Administrative   Contracts   Branch.       FIN  B-5131. 

79/1  1/23.         lp 

— 7912200175   Mod   4. changing    contract    number    to   FVUO  NnC-09-80-393,  to 
"Design    of     IFMI6.  " 

MATTIA.M,  J.  ftdroinistrative   Contracts    Dranch.       ZENTNeFl,  (t,  A. 

Technaasociatea.     Inc.       CHI5HQLM.  J.  n.       Small    Business 
Administration,        FIN   0-3131.        NRC-09-GO-393.        79/11/33.        3pp. 

7913200177   Notification    of    contract    eiacution. Mod    3    to    "Design    Of 
IFMIS"   Contractor: US   Small    Business   Administration. 
Subcontractor:  Technassociates.  Inc. 

HASAN. T.F,  Administrative   Contracts    Branch.        FIN    D-S131, 

NRC-09-79-319.        79/11/06.        lp, 

— 79122001B2   Mod    3, revising    period    of    performance    re    Article    Ilito 
"Design   of    IFMIS.  " 

MATTIA.M.  J.  Division   of   Contracts.       VTHIER,  P.       Technaisoclates. 

Inc.       DECHET.L.J.       Small    DuainBSS   Administration.       FIN  B-5131, 
NftC-09-79-319.        79/11/06.        3pp. 

791S300179  Notification   of    contract    elocution, Mod    S   to    "Design   of 
IFMIB.  "   Contractors:  Sma  1 1    Business   Administration   & 
Tecnnassoc  i  ates,  Inc. 

HAOAN.T.F.  Administrative   Contracts    Branch.       FIN   B-5131. 

NRC-09-BO-395.        79/12/03,        lp. 

— 791.22001B3  Mod    5,  changing    effectiva    date    of    contract,  to    "Design   of 
IFhIB.  " 

MftTTIA.M.  J,  Administrative   Contracts    Branch.       FIN   B-5131. 

NRC~09~BQ-395.        79/13/03.        lp. 

7913300190  Notification    of    contract    elocution:     "Publication 
Distribution   Svcs.  "   Contractor:  Computer   Data   Sya,  Inc. 
HAQANiT.F.  Administrative   Contracts   Branch,       NRC-10-BO-362. 

79/11/27.       lp. 

— 7912200193   Contract:     "Publication   Distribution   Bvcs.  "    aiuardeif    to 
Computer    Data  Sgs,  Inc. 

MATTIA,  H.  J,  Division    of   Contracts.       CQMBB,  C,       Computer  Data 

Systems,      Inc.        NRC-1Q-6O-363.        79/11/37.        lO9pp, 

79I22103B2  Motif ication    of    contract    aiecution. Mod    1    to    "Nuclear   Reactor 
Crisis   Mgt   Alternatives    for   Govt   Action."    Contractor : Natl 
Academy   of    Public    Administration   Foundation. 
HAOAN,  T.  F,  Administrate   Contracts   Branch.       FIN  B-6792. 

NRC-04-79-210.        79/11/04.        lp. 

— 79122103B3  Mod    I,  changing    scape    of   uork    !.   aitending    period    of 
performance    to   791231, to    "Nuclear   Reactor   Crisis   Mgt 
Alternatives    for  Oovt   Action." 

MATTIA.M.J.  Administrative   Contracts   Dranch.       WOOD,  H.  L. 

National    Academy    of   Public    Administration   Foundation.       FIN   B-A79a. 
NRC-04-79-210.        79/11/06.        2pp, 

791H2IO3B5  Notification    of    contract    elocution- Mod    7    to    "Keypunch   Bvcf,  " 
Contractor: Federal   Prison    Indus  tries. 

HASAN.T.F.  Administrative  Contracts    Branch.       NRC-10-76-331. 

79/1 1/O6.        lp. 

— 7912H103B7    Mod    7.  increasing    total    estimated    cost    to    "Keypunch    SVCS.  " 
KATTIAiM.  J.  Administrative   Contracts   Branch.       *      Federal 

Prisons    Indus  trie  5.       NfiC-10-76-334.       79/11/06.       app. 


FREEDOM   DF    INFORMATION   ACT   REQUESTS   AND   RELEASES 


7903360150  Rasponds    to   790116  FOIA  request    for   nine    categories    at 
documents    re    fire   protection  at    sii    nuclear    plants. Documents 
forwarded    eicept    for    one   not    found    h  one   other   already 
located    in   PDR. 
FELTON.J.  M.  Division    of   Rules   and    Records.       79/03/09.       lp. 

791205O466  FQIA  request    far    documents   re   NRC    insps    of   St   Luke's   & 
St   Mary's   Hosps    in  Mi luaukeei HI    since   Jan    1979. 
VAKEHIC6.T.  V.       O'Connor   &  Hannan.       79/10/OS.       2pp. 

791EO50471    Responds    to   FOIA  request    for   documsnt*   r»  NRG    inaps    of    3t 
Luke's   &  Bt   Mary's  Hasps    in   lit  luaukee,  HI    since    Jan    1979. 
Forwards    insp   repts    of   791102   for    each    facility. 
CARRjJ.C.  Division   of   Rules    and   Records.       79/11/19.       lp. 
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— 7912050476    IE    Insp    Rept    on    7°OB27~2B.  No    noncomp 1 ianca    noted. Major   areas 
imp  ected:  organ!  i«ti  oni  training    t    instructions    to   employees, 
radiation   protection    procedural    &    laa!t    tails    of    sources. 
TONGUE,  T,M,  Ruglon   3.    Chicago,    Office   of    the   Director. 

79/O9/11.        lipp. 

—  7912050479    IE    Imp   Rept    on   790027-28.  Noncomp I iance    noted: no   surveys 
conducted    of    incoming    byproduct   matl    since   79OfclH  fc   no 
records    of    transfer    maintained    For    returned    byproduct  matl. 
TONftUE,  T.  M.  Region  3.    Chicago,    Office    of    the   Director. 

79./Q9/11.       33pp. 

79120S0630  FOIA   request    for  UCLA  Nuclear  Energy   Lab   Facility   License 
R -71  ..BAR  &  application    for    license   Amend    10. 
VdELZKE.D.       Committee    to   Bridge    the   Gap.       79/10/30.       Ip. 

79120AOS'S8  Supplement*   response    to  FQIA  requsst    for    documents   re 
radwcste   d  liposal.  Forward*    tuio   addl    documents    subject    to 
raiuest:  depositl  on   of   NRC    by   JM  Hendrle   &  notice    of    proposed 
rulemak  ing. 
CARR.J.C.  Division    of   Rules    and   Records.       79/11/15.       Ip. 


— 791307021B   Summary    oF    790612  meeting    m/VA  Port   Author!  ty.  At  lantlc 
Container    L ines. Par tsmogth    Terminal .  Inc    &   Transmit  IHUT,  Inc 
in   Morfolk..VA    re    security     for     5. pent    fuel    shipments. 
ERICKSQN,  I).  A.        Cornm  i  5  a  i  on          7*>.'Qb/i3         9pp. 

71?120701I?2   Responds    to    7'9O71ib     Itr    re    imports    of    spent    fuel     from    foreign 
reactors.  NBW    regulations    require     that    shipment    of     splint     Fuel 
must   be    routed    to  avoid    heavily    populated   areas.  List  of 
foreign   research    reactors    encl. 
BURNETT, R.F.  Division    of    Safeguards,       79/09/29.        6pp. 

7912070324   Supplements    r-Biponse    to    FdlA    request    for     info    re    Nuclear 
Matls    b  Equipment  Corp    t*   NRC    investigation    into   previously 
withheld   E»ecirtivB   Director    for    Dper-iions   remarks.  Info 
partially   withheld    iref    FQIA  Eieroption   1). 
CARR.J.  C.  Division    of    Rules    and    Records.       79/11/16.         Ip. 

7V12070229  Responds   to    FOIA  repeats    for   regulations    issued    pursuant    to 
o-r    implementing   FOI A.  Confirms   791  LI 9    agreement   to    limit 
request    to    1OCFR9.  Forwards     10CFH9.  W/o    encl. 
CftRR.J,  C.  Division    of    Rules    and    Records,       79/11/20.         Ip. 


— 79120A0359  Deposition   bu   JM  Mandril    an  790911    in   Washington.  DC.  Pp    1-19. 
Notice    of    proposed   rulemaktng    re    storage   b   dlapoaal    on 
nuclear  waste    end. 
HENDHIE,  J.  M.       Commission.       79/09/11.       H3pp. 

791206O371   Supplement*   response    to    FDIA  request    for    documents   re   plants 
operating   fc  under    const   &    Ubility    insurance.  Foruardi    add  1 
documents    tubj*ct    to  request:  JM   Hendrle    testimony   (<  no  tie  a 
of   proposed    rultmaking. 
•CAHHiJ.C.  Division   of   Ruins    and    Records.       79/11/15.       Ip. 

791207O1&1   Supplements   response    to   FOIA  request    far    correspondence- 
prepand    by   JH  Conran    from    1960    to    present.  Portions    of 
"threat   list"    in   PDR.  Info   partially   withheld    (ref   FOIA 
Exemption    1). 
FELTON.J.M.  Division    of   Rules    and    Records.       79/11/16.       Ip. 

7912070169  FOIA  request    for    corretpondencr   prepared    by   JH  Conran   from- 
I960    to   present. 

MCCAIN,  R.      Community   Supported    Television  LA,  California.       77/07/26. 
If. 

7912070172  FOIA  request    for    documents   re   determination  of   rputa    for 
shipment   of    (pint   nuclear    fuel    from   foreign    sources    to    DOE 
Savannah  River    plant    Info   re    legal    proceedings    of 
intervention   by   Portsmouth    cltiiens   not    sought. 
REYNOLDS,  W.       American  Friends   Service  Committee.       79/1O/2S.       Ip. 

7913070101   Submit*    partial    response    to    FOIA  request    for    documents    re 
shipment   of    spent   nuclear    fuel    from   fore-ign   «oui-t»»    to 
Savannah  River    plant.  Forwards    documents    listed    In   app. 
CAHR.J.  C.  Division   of   Rules    and    Racords.       79/11/23.       2pp. 

— 771S0701B6  Discusses  regulator!)    efforts    to   protsct    tpent    fuel    during 
transport.  Currently    examining    public    comments    on    regulation 
(•  gu Idance,  Also    distunes    study    of    potential    ports   of    entry. 
Foriiwrit*    10CFR73   re    fuel    in    transit. 

DIFtCKSiM.J.       Office    of  Nuclear   Material    Safety   &   Safeguards. 
79/09/12.       4pp. 

— 7912070199  Responds    to   790723   Itr    re    import    ihipments   of   ipent    fuel 
From   foreign   research    reactors. Has    not    approved   any    plan   to 
Import    spent    fuel    from  resiarch    reactors    through    Savannah, 
OA.  Dinners   of    foreign   research   reactors    pay    cost. 
BURNETT.  R.  F.       Commission.       79/OB/39.       3pp. 

— 7912070203  Foruards    Itr    excerpt   TB    spsnt    full    ihipments  ft  neu  phv*ical 
protection   rule,  iii/releted    guidano    document,  in   response    to 
7900 23   telcon,  Alto,  forwards    10CFR73  re    fuel    in    transit. 
HCCDfiMICKifi.O.         Division    of    Bafegu^rdi.      79/OB/23.       9pp. 

— 7912070206  R>«ponda    to   790713    Itr    requesting    that  NRC  approve   no 
domestic    shipping   routes    for    imported    spent    full    until    local 
hearings   are    held. Local    hearings   not   appropriate    at   present. 
DIRCKS.H.  J.       Office    of   Nuclear    Material    Safety    &   Bafeguards. 
79/08/09.       2pp. 

— 7912070B11    Discuises  request    for    approval    Of    route    for    import*   of 
Irradiated   MTR    fuel.  Approves    proposed   route   on    intirim 
basis.  Requests    snalui.it    of   alternatives   be    submittid.to    NRC      • 
by   790B31.  Proposal   subj   to  10CFR2. 790.  ,      . 

MCCORKLE.O.  W.       Commlsi Ian.      79/07/23,       2pp. 

— 7912070214  Forwards   Informal   notes   describing   79061E  meeting    In 
Norfolk.  VA  re   security   for  Jpint   fuel .  shipments, 
ERICKSON,  R.  A.       Commission,       79/0&/M.       Ip. 


7912070231    FDIA   request    for   regulation's    issued    pursuant    to    or 
implementing      FdlA. 

BEIVER,  J,  D,         Cole.     Ray u id    &    Draverman.       79/11/16.         Ip. 

7912O7024&  FOIA    request    for    five    categories   of    info   re  NRC    organization 
*r  records   conce-rnlng    TMI. 
MIENCUS,  L.       Affiliation    Unknown.       79/11/07.       Ip. 

7912070230   Responds    to    FOIA    request     for    five    categories    at     info   re   NRC 
organ! ration   &    records    concerning    TMI . Response   to    first 
four   categories    submitted    in    NRC    791 1O6   1  tr. Foruards   "Title 
List   of   Publicly   Available    Documents,"   u/o   encl. 
CARR.J.C.  Division    of    Rules    and    Records.      79/11/31.        Ip. 

7912070295   FOIA    request    for    Info    re    United   Nuclear    Corp    activities    in 
Pauling, NY. 
DAVIS,  C.        Affiliation    Unknoiun,        77/1O/02.        Ip. 

7912070263  Partially   responds    to   FQIA   request    For   docuit&nt   re  Pauling. 
NY   site, Foruards   requested    info.  Submits  addl    Info: sodium 
deuterium  reactor  never    built    at    site.no  matl    ever   used    at 
site   tc   no   radioactive   matl    disposed    of   in    lake. 
CARH.  J.  C.  Division    of    Rules    and    Records.       77/11/16.        3j>p. 

— 791S07O276   Discusses    OA   Co    740311    application    to    delete   P^uiltng.NV  as 
authoriiad    place    pf    use    for    License    BNM-B71.  Site   represents 
insignificant    risk    to    pub  1  ic.  RHC  ommendi    that    license    be 
terminated. 

CROU.W.T.          Division    of    Fuel    Cucle    t,  Material   Safety,       75/07/14. 
6pp. 

—  7912070289  Forwards    Itri    sent    to    NV    transmitting    analytical    results   at 

7B010B   soil    sampling    at   Oulf   United   Nuclear    in  Pauling,  NY. 
Submits    tabulation    of    Pu~S3B   It    Pu-239   results. No    pijectton 
to   termination   of    Oulf    United   Nuclear   license. H/o   and. 
DAVia.J.  Q,        Officir    o-f    Inspection   &    Enforcement,    Office    of    the 
Director.       75/07/07.        2pp. 

— 791307039?  DiicussBl    7rtOi03    notification  by  Region    1   ro    suspicion  oP 
Pu   contamination    in    concrete. Reg  ion    1   uill    Investigate. 
Region    1    has    requested    that    Pauling, NV  site   not    be  deleted 
from  License    BNM-B71, 

CROW.H.T.          Division   of   Fuel    Cycle   &  Material   Safety.       74/Oi/OS. 
Ip. 

— 7912070305  Discusses    revieui    of    data    on  Pu   concentrations    in   soil 
•  amp  IB  i    taken   it  Pauling,  HY    si  te.  Concentrations    do  not 
represent    radiation    exposure    harard. 
MAONDrP.J.       CommlistoTl,       73/OA/25,        Ip. 

— 7?12Q7Q335  Forwards    results    of    aTialyses   performed    bij    IE  Health  Svcs  l.nb 
on   soil    tangles    taken    at   CuU   ITntted  Nuc  lear.  Pawling,  NY 
site.NV  Health   Dept    73O30B    Up    b  EPA  750103   Itrs    encl. 
NELBdN.F.  H.  Region    I,    Ph  1  laJUph la,    Office   of    the   Director. 

75/03/04.       4pp. 

—  79120703iB  Forwards    Insp    Rapt    70-0903/74-17  on  74O9Q5.  No    noncompllanto 

noted.  Major    areas    inspected!  fol  louup   on   d ec on tanii nation   of 

facility. 

NELSQN.P.R.  Ration    1,    Philadolphia,    Office   of    thn   Director. 

74/09/2*.        ?pp. 

—  79I207037A  Bummarv    of   740729-  meeting     in  Waahinolon-DC    re    Pu 

concentrations    in    soil.  In    connection  ui/dscommiBsloning.  NRC 
recommended    that  ALAP    approach    be   used  &  each   alte   be 
treated   on.  case-by-caaa    basic.  U/decommissionino    description. 
HAMADA.O.       Atomic    Enerny    Commission.      74/08/22.       6pp. 
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GUTMAN.J.S.        Levy, 


79/09/17. 


7712070294  FOIA  reauest    for    Documents    re   Nuclear    Deve 1 opmsnt 
A*T0°iatlc«,Unit*d    Nuclear    Corp    Wor  Gulf    United    Nuclear 

Levy,     Outran.     Goldberg    (.Kaplan.        79/03/30.        1 


Corp . 
QUTMAN.  J.  8. 


7912070291    Submit,    partial 


to  FOIA  request    for   documents    re 


yi^U/U*171      ouuiiliva      ptji    ......      •  -  -r -    -  -         -^^^      /i.ilfl 

Nudear    n.velopment   Associati-n,  Unl  f-_N«l-,«1<;«p.  Oulf 


United    KuclEar    Carp    t.  ATCOR,  Inc.  concern!^    *»""« 
Forward*    requ.*tBd    Info.  Provides    flddl    infn   re    •   te 
Division    of  Rule«  and    Recoras        -""it- 


79/11/16.       3pp- 


—7912070300  Request*    deletion    of   Pauling    fa  Eastvleu,  MY   as   authoriiad 
placet    af   u*»   8.   that  all    records    rn    locations   be    flestrogad. 
Also   request!    that  Licensa    ENM-B71    not    be    terminated. 
LOYSEN.P.       «uif   Oil    Corp.       MRA-74--37.       74/O3/II.       3pP- 

—  7912070303    "ftesults    of  Radiological   Survey." 
»      ATCDR.        74/03/11.       67pp. 

—7912070316  Foruards  addl    results    of  analyses    parformed    bg    ID  Health 
SVCIL   Lab    on   soil    iampl*5    taken    at   Bite. 

NELSON.P.R.  Region    1.     Philadelphia.     Office    of    the    Director. 

75/Ofa/09.        2pp. 


iipporting    documentation    far    concluilon   that    2.0 
»f    Pu/g    of   soil    is    appropriate 


7912070319  Forwards 

niaintcgrations/minute    »f    Pu/g    of   soil    is    appropriae 
criteria    for    use    in   determining    acceptable  fu   concentration. 
STflNISA.F.  V.       Mew  York,    State    of.      75/06/20.       13pp. 

7912070331   Re,  ponds    to  U  Kerr  711031   siemo    lilting    alternative   attions 
leading    to   .development    of   Pu    soil   contamination    limits. 
F"or"    .stablishn-int   of    task    force  uithir   Natl    Cpnferenc.   of 
Radiation  Control   Program   Directors.  _„,,,,,.,         1n 

MATTSQM.R.  J.       Atomic   Energy  Commlsiiun.       74/li/i«,        >P- 

7?ta07O3*2  F-oruards   NRC  mamo    requesting    guidance    re    levels   of    Pu 
acceptable    to  AEC    for   unrestricted   araas.  Spec  1  f  ic«l  1  g 
red.uE.tB   d.tarmin.tion   whether   Pu   soil    l.vel,    are    1  »y  enough 
fa   auidancB    on   rBCommBnded    level*.  ,.,„,,.,         t» 

KUHLMAN,C.  H.       Atomic   Energg   Commission.       74/07/iv.       ip- 

7912070347   Requests    guldants    re    level*    of   Pu   acceptable    to  AEG   for 
unrestricted   areas.  Forward  s  results    of    licensee 
subcontractor    t   AEC  analyses    of    four    soil    •amples. 

.  P.       Atomic,    Energy    CommLsilon.       74/O7/10.       /pp. 


—7912070360  Discusses    740BOB   site    visit    hy    OA  Co   d  United   Nuclear    Corp 
to    eiamine    site,revinu  results    of  analgses    of    radioactive 
matl    in   noil    !c    to    determine    course    of    action   for    termination 
of    license   portion   eonterning    Pawl  i  no.  MY. 

LOY9EN.P.       General    Atomic    Co.     laubs.     af   Qu  1  f   Oil    Co.  I.       MRA-74-141. 
74/OB/19.       2pp. 

79121004BO   Bupplemants   response    to   FOIA  request    on    behalf  of  QH   Ofc    of 
Consumers   Counsel    for   documents    re   postponement   t.    delag    of 
inservlci    date    for  HH  Zinner  Unit    l.No   addl    documents 
located    subj    to   request.  „„...,„,         i 

CAHR.  J.  C.  Divi»ion  of    Rules    and  Records.       79/11/21.       ip. 

7912HOOB6  Supplements  rHsponse    to    FQIA   r.quBit   for   Tasli   Force    of 
Safeguards  Policy    d-ocumtnts   t  recommendations.  Forwards 
requested    inFo.  Info    partially    Mi  thh.ld  :  statements    rB 
upgrading   prooran,  i.    internal    threat    Iref   FOIA   -»-MI«n    it. 
CARR4J.  C.  Division   of   fluli*    anil  Record*.       NH  DC  /TB  0/79-23. 

79/ii/as.      IP- 

—7918110089   Forwards   S  Chilk    761233  memo  re   Commission  action    on    NRC 
recommendations    to  upgrade   safeguards   at    ixlitlng    SSNM  full 
cycle    facilities.  Request*    classification   of   memo   as 

COMQS.T.R.       Office  of  Admlnittration-       79/01/14.       2pp. 

--7912110099  Submitf    decl*i^.n  re    Commission   action   on   NRC  recommendations 
to   upgrade    s-feguards   at    e.i.ting    BBHH  nuclear    fuel    cycle 
facilities   Portion*   of    document  re   upgrading    program  t> 
Internal   threat  withheld    (ref  FOIA  Exemption   1). 
CHILES.  J.       Office  of    the  flBcretary    of    the   Cc.mmi.sion. 


79iaiB0156  FOIA  request   for   NRC    record.  i    ri  i   CL   Stone. 
STONE,  C.L.       Affiliation   Unknown.       79/1  1/1&.       >P- 


Division    of    Rules    and    Records.        79/18/04.        Ip. 

0163  FD1A  request   for   winning    technical    proposal    submitted    in 
te   to  RFP  NK8-79-024,     "vol    Reduction   Technics    in   Lo» 

F^UEY^r''^^.   Applications,     Inc.       79/10/03.       Ip. 


;^^^ 

^3-79-024   Forwards   nonproprietary    version    of    requested 
W&J.C.  DUl.ion   af   Rul..    and    Records.       79/11/89.       Ip. 


KB.-;1 


h«   responded    to   B  Romic   request    p«i»  FOIA,  Forwards  NHC 
SSSKKv.      Office  of   the  Ex.cutiv.  Director   for  Op.r.tion*. 
79/10/02.       Ip. 


CULVER.  O.C.       Senate.       79/08/39.       2pp- 

79U1204S2  FOIA  r.,u..t    for  License   37-0024B-06MD  w/.m.nd*. 
REDMORE.O.      Pharmaco  Nuclear.    Inc.      79/U/o?.       ip. 

7912I204B5  Re.pond.    to  FOIA  revest    for  Lion..   37  -002  4  3-0  AMD  u,/.m.nd.. 
jdC.rfqUS!v:'io±f   Rule.    «<    R.»r-.. 


7912120498  App.»l>    inlti-l   FOIA   rl.pon..   r.    ^J«"°"    '"   1ocui.eT.tt 

conMrnlM    Pi-opwid   routt.    for    transport   of    irradlitid 
"«ti?  fSiirSv  O.p*   df  Tr.n.port-tlon  fc  Nln.  Hilt  Point 

AUDIH.L.™   Affiliation   Unknown.       79/10/22.       8pp. 

SSM^ 

^".  s/j^^Rrswi^  ^  OM,-ti.B, 


79/1B/04.       2pp. 

7912120538  R«<pond«   to  FOIA  roqu-.t   for   IE  biillBtint  t  circulars   f«r 
197S  h   IE   info   notlc..    for    1979-79.  p«"TdB1d.«ll"™**il,.11 
llited    in   App   A.  IE   elreul«rt   not    inutd    in    197S  h    IE   Info 
notices  not    iwued    prior    to    1979.  -,„,.,  ,n7        r,hn 

CARH.J.C.  Division    of   Rul«»   and   R>cord«.       79/11/87.       3pp. 

—7912120343   IE  Bulletin   79-02,     "Difactiv*   Rodlonici   Radiographic 
E.poiura   D>vicBs   h  Bourci*   Chanoars,  "  BJ,.,*.,,, 

»     Office   of   Inspection  fc  Enforc«ntnt,    Office   of   th.  Director. 
79/08/14.       Spp. 


--79121S0544    IE  Bulletin  75-07   r«    flmlsiion   of    corroiive    gas.i    into 
ventilation   sijs    filtered    hg    HEPA   filters. 
«     Office   of   Inspection  fc  Enfort.ment,    Office   of   tM   Director, 

73/11/26.        Spp. 

—7912120948   IE   Info  Notic.  79-04,    "Disradation   of  EnHlne.r»d  a.fety 
•""office   of    Inspection  V  Enf  orceount,    Office   of   the  Director. 

79/02/16.        6pp. 

79121S09SB  FOIA  request    for    IE   bulletin*  t   circulars    for    197B  t.    info 

CARFAONO.aV.      Franklin   Instltute/FrankHn  Rtsa.reh  Center. 
79/10/29.       Ip. 

7912130141   FOIA  request    for   technical    proposal    .ubmltUd    by    E»a*   Corp 
for  Contract   MRC-04-79-209,     "Hum.n  Factors   Evaluation. 
FINDLEY.D.E.       9c  tenet   App  1  Icatione,     Inc.       79/10/17.       Ip. 

—7912130146  Respond*   to  FOIA  raqu.tt   for  wlnninfl   technical    proposal 
.uhMtted    !«    E8BEX   Corp    for  Contract  NRC-Q4-79-M9,     »Hu*.n 
Factor*   Evaluation.  "    Forwards   nonproprUtarK    version   of 
reiiuestad   info,H/a   oncl,         •  -,a,,~,,ni        <n 

CARRrO.C.  Divl*lon   of  Rul«s   and   Records.       79/12/03.        Ip. 
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7712-130301  FDIA  request  for  winning  proposal  submitted  by  Teknefcron 
Research,  Inc.  in  response  to  RFP  R8-NRR-BO-1O3,  "Utll  MB* 
&  Technical  Resources.  " 
BALUJA.J.   Vlkino  Energy  Corp,   79/1O/30.   Ip. 

7912130310  Itttpondi  to  FOIA  request  for  winning  proposal  submitted  by 
Tatnakron  Research,  Inci  in  response  to  RFP  RS-NRR-SO-IOQ. 
Forward*  nonproprietary  version  of  requested  info. 
CARR.J.C.     Division  of  Rules  and  Records.   79/11/30.   Ip. 

—  791S13031S  Response  to  RFP  RS-NRR-BO-105,  "Util  Mgt  t.  Technical 
Resources.  "  Submits  technical  &  cost  proposal. 
POWERS,  J,  A.   Teknekron,  Inc.   RB-NRR-BO-103.   79/10/04.   91pp. 

7912140164  FDIA  r*quast  for  all  NRC  prepared  case  histories  of  all  SNM 
liceniiet  that  have  or  have  had  strategic  quantities  of  BNM. 
RQISMANj  A.  Z.   Natural  Resources  Defense  Council.   77/07/19   2pp. 

7912140171  Discuss**  dtlau  in  repsonse  to  FOIA  79-433  request. 
Dl»s«mlnation  of  requested  info  mill  ba  through  Nucleonics 
Ui  b  other  McOraw  Hill  Pub  1  icatlons.  Lists  uays  in  uihich 
public  health  would  ba  enhanced  by  release  af  info. 
MAHTIN.D.L.   McOraui-Hill  Publications  Co.   79/11/13.   Ip. 

7913140174  Respond*  to  FOIA  request  for  info  re  closed  meetings 
concerning  Ofc  af  Executive  Director  for  Operations.  Tapes 
will  be  audited  It  releasable  portions  forwarded.  SECY  79-B2 
In  PDH.NRC  authority  review  withhold  (ref  FDIA  Exemption  3). 
C.     Division  af  Rules  and  Records.   79/11/26.   2pp. 


7912HQ1B1  Supplements  response  to  FDIA  request  for  c»e  histories 
prepared  by  NRG  for  all  BNM  licensees.  Requested  info  In 
Wiihlngtdn.  DC  PDR.  Info  partially  withheld:  safBauards 
proctdurei  d  security  mearuses  (ref  FOIA  Exemption  4). 
CAHRiJ.C.     Division  of  Rules  and  Records.   79/11/HB.   3pp. 

791214030B  Forwards  FOIA  79-4BB  request  by  FJ  Boncher. 

KEPPLER.J.O.     Reflion  3,  Chlcaoo.  Office  of  the  Director.   79/11/03. 


—  7713140307  FOIA  request  for  records  rB  Zion  1  t>  2iCook  1  I*  S,  Brunswick 
1  h  3  !•  Union  Carbide  nuclear  facility  In  Vabucoai  Puerto 

Rico. 

BDNCHER.F.J.   Schenli  ti  Doncher.   79/10/29.   2pp, 

791214031B  fitnponds  to  FDIA  request  for  records  re  Zlon  1  &  2.  Conk  1  i. 
SiBrunsulck  1  t  2  !.  Union  Carbide  nuclear  facility  In  PR. 
Forward  t  documents  listed  In  App  A.  No  records  exist  for 
VabucoaiPli  facility.  DOE  rept  end. 
CARRiJ.C.     Division  of  Rules  and  Records.   79/11/30.   9pp. 

—  7912140317  "Effluent.  Waste  Disposal  &  Potential  Deans  Semiannual  Rept, 

Jan-June  197&.  " 

*   Carolina  Pouer  &  Light  Co.   929B.   76/08/1S.   14pp. 

—  7912140319  "Effluent  Haste  Disposal  d  Potential  Dosea  Semiannual  Rept, 

Jill-Dec  1976.  " 

-•  Carolina  Power  t.  Light  Co.   76/03/08.   17pp. 


—7012140366  "Solid  Raduaste  Flep t,  Aug-Oc t  1976." 
*   Commonuealth  Edison  Co    7t/ll/30.   3pp. 


—7913140372  "Rept  of  Radinactive  Effluents.  1976.  " 
«   CommnnuiBalth  Ediaon  Co.   76/12/31.   4pp. 


—7912140376  Forwards  "Solid  RadwastE  Rept,  Jan-June  1977."  "Rept  of 
Radioactive  Effluents.  1977.  "  "Liquid  Raduiasbe  Rept  Jan-Juno 
1977,"  "Liquid  Effluent  Rept.  1977.  "  "Liquid  Radmaste  Rept, 
1977,"  t<  "Rept  of  Radioactive  Effluents.  1976.  " 
GITEL.J.8.   Commonuiaalth  Ediaan  Co.   77/03/24.   Ip. 


--7912140379  "Solid  Radwaste  Rept, Jan-June  1977." 
*   Commonuiaal  th  Edison  Co.   77/08/24,   6pp, 


—7913140389  "Rept  of  Radioactive  Effluents,  1977.  " 
•  Commonuealth  Edison  Co.   77/09/24.   6pp. 


—7912140400  "Liquid  Haduaste  Rep  t.  Jan-June  1977." 
»  Commonwealth  Ediion  Co.   77/04/30.   9pp. 


—7912140402  "Liquid  Effluent  Rept,  1977.  " 

*   Commonwealth  Edison  Co.   77/12/31.   3pp. 


— 791214040B  "Liquid  Radiuaste  Rept,  Jan-June  1977." 
*  Commonuealth  Ediaan  Co,   77/06/30.   6pp, 


—7912140426  "Rept  of  Radioactive  Effluents,  1976.  " 
*  Commonwealth  Edison  Co.   76/12/31.   Ip. 


— 7912140431  Forwards  "Rept  of  Radioactive  Eff luentt. 1977,  "  "Solid 
Raduaste  Rept.Jul-Dec  1977"  &  "1977  Rept  of  Occupational 
Personnel  Radiation  Doses.  " 
HANDKE.N.E.   Commonuealth  Edison  Co.   7B/02/13.   2pp. 


—7912140435  "Rept  of  Radioactive  Ef fluents,  1977.  " 
*   Commonuealth  Ediinn  Co.   7B/02/13.   9pp. 


—7912140439  "Solid  Raduiasto  Rept,  Jul-Dec  1977." 
»  Commonuealth  Edison  Co.   76/02/15.   fa  pp. 


--79121404-Ki  "1977  Rept  of  Occupational  Personnel  Radiation  Doses." 
*  Commonwealth  Edison  Co.   77/13/31.   Ip. 

—7912140432  Forwards  "Rept  of  Radioactive  Effluents  1978. "  "Liquid 
Radualte  fiBpt, Jan-June  1978,"  "Solid  Raduaste  Rept.  Jan-Juna 
197B.  "  "Liquid  Raduaste  Rept,  Jan-June.  1978"  t-  "flept  of 
Radioactive  Ef fluents. 1979. " 
LJANDUE.N.E.   Commonwealth  Edison  Co.   75/OS/09.   4pp. 


— 7912140456  "Rept  of  Radioactive  Ef fluents, 197B. " 
*   Commonwealth  Edison  Co.   7B/OB/09.   9pp. 


— 7912140460  "Liquid  Raduaate  Rep t,  Jan-June  197B.  " 
«  Coramonuealth  Edison  Co.   78/09/09.   Ip. 


— 7913140322  "Semiannual  Environ  fc  Effluent  Release  Rept  for  Jan-June 

1977.  " 

*   Carolina  Pouter  fc  Light  Co.   77/OB/31.   20pp. 


—7912140465  "Solid  Radwaste  Rept.  Jan-June  1979." 
»  Commonwealth  Edison  Co.   7H/OB/09.   Bpp. 


— 7912140329  "Environ  R«pt,  Jul-Dec  1977." 

e  Carolina  Power  b  Light  Co.   70/02/07,   19pp. 


—7912140472  "Liquid  Raduaste  Rept,  Jan-June  197B.  " 
*  Commonwealth  Edlaun  Co.   79/06/3O.   lapp. 


— 7912U0332  "Environ  Rept  Jan-June  197S.  " 

*   Carolina  Power  &  Light  Co.   7B/OB/OQ.   20pp. 


— 791214047B  "Repl  of  Radioactive  Ef fluents,  197B.  " 
»  Commonuaalth  Edison  Co.   7B/12/31.   6pp. 


— 7912140337  "Semiannual  Environ  Rapti Jul-Dec  197B. " 
e   Carolina  Pouier  i  Llflht  Co.   7B/12/31.   20pp. 


— 79121404B1  "Liquid  Radwaste  Rept,  Jul-Dec  197B.  " 
»  Commonuealth  Edison  Co.   79/O6/30.   9pp, 


— 7913140346  "Semiannual  Environ  Rapti  Jan-June  1979." 
e   Carolina  Power  fc  Light  Co.   79/06/30.   17pp. 


— 79121404B5  "Rept  of  Radioactive  Ef fluents, 197B.  " 
HI   Commonwealth  Edison  Co.   79/06/30.   3pp. 


— 7912140349  "Radioactive  Effluent  Release  Rapt,  Jan-June  1977." 
e   Indiana  &  Michigan  Pouer  Co.   77/06/30.   17pp. 


— 7912140490  "Liquid  Raduaste  Rept,  Sept-Dec  1978." 
»  Commonwealth  Edison  Co.   79/06/30.   7pp. 


— 7912140390  "Radioactive  Effluent  Ralaasi  Rept,  Jul-Dec  1977." 
•   Indiana  8.  Michigan  Pouer  Co.   77/12/31.   16pp, 

— 7912140394  "Radioactive  Effluent  Release  Rept, Jan-June  197B.  " 
»   Indiana  fa  Michigan  Power  Co.   78/06/30.   14pp, 


—7912140494  "Solid  Radwaste  Rept,  Jul-Dec  1978," 
*  Commomueallh  Edison  Co.   79/06/30.   8pp. 


— 791214049B  "Rept  of  Radioactive  Ef fluents, 197B.  " 
*  Commonuealth  Edison  Co.   7Q/12/31.   3pp. 
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—  7I7121<J05<!0    "Rept    of    Of  < 


-791214O50"!  "LER  Output  on  Event*  Involuini)  Releases  fi-om 
*  Comn.onupal  tfi  EUisati  CD  "  Ini.iana  !.  Michigan  Hec 
Carolina  Power  !•  L  iq  1.  1  Co  TtfllSSto  ll|>|i 


-791314050EJ    Foriiiartts    "Environ    On-se    Patfmay    Study.  iSfi 
elU-IOM.  -J.  R.        Cojnmoniuealth    Edisan    Cn.        73/12/27. 


i  n0     l*?7/-Fall     11/tJ 
lp. 


— 7912170399  Lists    factors    to   be    considered    for    interpreting    thras 
distance   criteria    in    surveillance   of   OL  6  CP    sites    re 
hazardous    faci 1 i ti esP ai rports    t.    p  i  pel  ines.  Depend  ing    upon 
interpretation. 1Q-20X   of    eiisting    sites   uould    fail    criteria. 
HOUSTON.  R.  W.         Division    of   Site   Safety   J.  Environmental    Analysis. 
79/09/26         Spp 


7912170403   FOIA   request    for    sin     listed    reg    guides 
NRC   distribution    list    for    future   reg    guides. 
PTAK.J.        Iowa    Public    Interest    Research    Group.        79/11/19 


—  7912I4O513    "Environ    Ooae    F'sthuiay    Stud  y.  5pr  i  riq     1777-Fal  1     1978." 
*      Commonweal  th    Edison   Co          76/12/31          23pp. 

791317Q160   FOlft    miiuiist     For    c  ompr  ehensi  ve    evaluation    rept    -of    United 
Nuclear    Corp    plant    in    Wood    River    June  t  lor,  RI    &    of    three    arfdl 
facilities    evaluated    during     S177   !•    reported     in    771323   weekly 
info   rect. 
COCHH1N.T.B         Natural     Resources    Defense    Council         7B/O2/21.        IP 

791217-0175    Respond*    to    FOIA   request    for    comprehensive    evaluation    rcpta 
of    four    facilities    evaluated    during     1977-flept     for    Mood    River 
Junction.  HI    plant    in   PER    Info    partially    mi  thhe  Id.  aa  f  eguard    & 
security    procedures     (ref   FQIA   Eiemptions     1.3   !<    1>. 
CARfi.J.  C  Division    of   Rules    and    Records.        79/11/19.        2pp. 

791217Q17B   Responds    to    FDIA   request    for     map    repts    of    radiologlc     sites 
at  Univ    of   Southern  CA    from    last    two   yrs.  Has   no    documents 
subj    to    request. 
CAHRpJ.  C.  Division    of   Rules   and    Records.        79/13/06.         lp. 

791217-Q1B1    Responds,    tn    FQIA   request    for    records    re    Tarapur.  India,  Atomic 
Pouer   Station   !,    use   of    atomic    energy    t>  y    Ind  ia.  Document   iu/ 
requested     info     in    Wash  1  ngtan,  DC    PDR.lnfa    partially    withheld 
<rsf    FDIA    Exemption    1  ) 
CAHRpJ.  C.  Oivisiiin    of  Rules  and    Records.       79/11/26.        Ip. 


7913170IB3  FQIfl  request    for    insp    repts    of    radliolPBlc 
Southern   CA    From    last    two   yrs 
GQL.DKAQEN,  D    1.        Affiliation    Unknown.        79/11/15.        lp. 


ites    at  Univ    of 


791217Q1B7    FQIA    request     for    various    info    re    NRC    activities    &    nuclear 
pouier   p  Ian  tsp  ire  1  jfling    NfiC    personnel    responsibilities, 
radiation    doses.  regul  atory    stds    for    public     protection    from 
radiation    (.   opposition    to   unsafe   nuclear    energij. 
OAfJNIS.S-        Affiliation.    Unlmoiun         79/11/1B         lp. 

7913170191    Responds    to   FQIA  request    for    various    info   re   MHC    activities 
te   nucltiar    aouer    p  latits  .  Forwards    documents     lint-ed     in    App    A. 
Remainder    of    request    not    stated     in    KD1A    terms. 
CAHR.J.  C.  Division    of    Rules    and    Records.        79/12/Ofl.        2pp. 

7913170197   FOIA   request    For  winning    proposal    submitted    by    Personnel 
Decisions,  Inc     in    responso    to    NRC   fc   DFP    HS-nSD-7'J-003. 
"Hehaviaral    Observation    Program   to-    Assure    Continued 
Reliability    of   Employees." 
RUTHERFORD.  J.  F.        BDMCorp.        BDN/U-JFR-B3<13-         79/lO/ah.         lp. 

7912170?00   ffeiponds    to    FOIA   request    for    winning    proposal    submitted     in 
response    tn    WRC    RFP    RS-DSD-79-003,     "Behavioral    Observation 
Program    to   A,ssure    Continual!    Reliability    of    Employees." 
Forwards    requested     info.W/o    end 
CAHH.J   C.  Divisior.    of   RulBS    and    Records,        7V/11/31.         lp. 


7912170-409  Responds    to  FDIA  request    for    sii    listed    reg    guides   h    for 
placement    on    NRC    distribution    list    for    future    reg    guides. 
Forwards   790830  reg    guide    distribution    list.  Name    placed    on 
distribution    list    for    future    draft   reg    guides. 
CARR.J.C.  Division    of   Rules   and    Records.       79/11/30.       lp. 

791S170412  Supplements   response    to   FOIA  request  for    correspondence 

prepared    by   M  Conran.  JH  Conran    "threat    list"  in   PDR.  Info 
partiallit    withhold    (ref   FOIA  Exemption    1). 

FELTON.J.M.  Division   of   Rules    and    Records.  79/11/16,       lp. 

79121BO109  FOIA  request    for    records    not   released    to   pruts    &  Congreti    re 
Commission    inquiry    into  Ofc    of    Inspector   tt  Auditory   QFc    of 
General   Counsel    rept    on  Apollo    testimony    of    eiecutive 
Director    for   Operations. 
KRANIBH.  A,       Trend  «   Publishing.  Inc.       78/03/02.       lp. 

79131B011i  Supplements   response    to  FDIA  request    for    info   re   Ofc    of 
Inspector   6  Auditor/Oft    of   General   Counsel    rept    on  Apollo 
testimony.  Forwards    documents    listed    in   App    A.  Portions    of 
documents    in   App   B  withheld    (ref   FOIA  Exemptions    1*3,6  &   7). 
CARR.J.C.  Division    of    Rules    and    Records.        79/13/1O.        1pp. 

79121BQ123  FOIA  request    for    drafts    of  NUREO/CR-0970,  NUREO/CR-0672, 
NUREG./CR-G130.NUREQ-0984    S.   NUREO-05B6.  w/re»peeti  ve    additions 
tt    cofflments. 
PTAK.J,       loiua   Public    Interest   Research   Group.       79/11/16.       lp. 

79iaiBO131    Responds    to   FOIA  request    for    fivB  NUREO   repts   u/additiani    t< 
comments.  Foruiards   NUREO-O5a4  tt   eommenti,  NUREO/CR-Q13O 
addendum  available   at   MTIB  t.  NRC.  NUfiEO/CR-OS70.  NUREO  CR-0672 
t,  WUHEO-OBBib   not   yet   published.  M/o   encl. 
CARR.-J.C.  Division    of   Rulas    and   Recurdfl,       79/13/06.       lp. 

79121BO147  FOIA   request    for    info   re   higher    fuel    burnups    in   commercial 
LURs    (particularly    Zion  tt  Quad    Cities)    from   1973    to    present. 
QUIOflpC.       Pollution  Environmental    Problems.       79/11/38.       lp. 


—7912180156  Ne 

"Enperience   M/BHR  Fuel    Through    Dec    1976." 

CLUINS,  R.  B,<    DAVIES.J.H..    HOLTZCLAW,  H.  W,       Oeneral    Electric   Co. 

77NEDtaO.       77/07/31.       10pp. 

7913180151    Responds    to  FOIA  request    for    InPo   re    higher    Fuel    bumupi    in 
commercial    LURs.  Forwards    documents    listed    in   App    A.Addl    info 
can    be    found    in    proceedings    of   790429  &  OE03  AM  3    topical 
meeting    tn  Portland.  OR    published    by   ANS. 
CARR.J.  C.  Division    of  Rules    and    Records.       79/13/06.       2pp. 

79121BQS53  FOIA   rsquest    for    indei    of   Civil    Svc    emplayBea    in    fsdnral 
agencies.  Public   Lau  93-579   «ne  1  . 
CAVAZD3.E.C.       Lincoln  National    Lifa    Insurance   Co,       79/11/07.       2pp. 


79131B0334>    "Guidelines     for   Decontamination   of    Facilities    &    Equijment 
Prior    to   Release    for   Unrestricted    Use    nr  Termination   of 
Licenses    for    Byproduct.  Sourcs-   or   BNH.  " 
»         Divifiian    tif   Fuel    Cycle   *    Material    Safely.        77/09/15.        fcpp. 


79121B0263   Responds    to   FOIA  request    for    Index    of   NRC    employees. 
Forwarded    organizational    computer    listing    of    positions    as 
of   790B31.  W/O    end, 
CARR.  J.  C.  Division    of   Rules    and   Records.       79/11/36.       lp. 


7912170377    FOIA    request     for     info    re    winning    proposal     -submitted     in 
maponas    to   NRC    RFP   RS-QSD-79-002,     "Stds    for   Psijcholool  cal 
Assessment    of   Security    Parsonnel." 
FLVWN,  E.        National    Evaluation   Systems.  Inc.        79/10/24.         lp. 

79I21703QO   Roipoiids    to   FOIA   request    for    info    re    winning     proposal 
submitted     in    response     to   NRC    RFP   RS-OSD-79-002.  Foruiards 
nonproprietarij    version    of   proposal. W/o   encl. Also   Foruards 
addl    info    requested, 
CARR.J.  C.  Division    of  Rules   and    Hecorfls.       79/11/27.       3pp. 

79121703S6  FOIA  reunest    for   do-eumenta   containing    analysis    of   proposed 
siting    criteria   application    to    enisling    sites. 
UEISSi  E.R.       Sheldon.    Harmon   t-  Weias.       79/11/05,       lp. 


7912130265  Appeal*   response    to  FOIA  request    for   Ofc    of    Intpsctor  b 
Auditor  rept    on   Apollo    testimony. 
COCMRAN.T.B.       Natural    Resources   Defense  Council.       7B/OB/8B.       lp- 

791H18O277   Responds    to   appeal    of    initial    FOIA   decision   re   requa-it    for 
info    concerning   Ofc    of    Inspector   tt  Auditor   on   Apollo 
tostimonu.  Forwards   documents    listed    in  App    A.  Info    partially 

withheld    <rsf  FOIA  E>emptions   1,3,6  I.  7J. 

CAHR.J.C.  Division  of  Rules   and  Rscords.      79/12/10.      1pp. 

79121S02B2  Responds    to  FOIA  request    for    info   re   winning    proposal 
submitted    by    Franklin   Research    Inst, In  response    to  RFP   RB- 
NRR-77-11B.  Forwards   reque<ted    info.  Info   partially    uilthheld: 
NRC   advioi opinions   &  r»commendHtioni(ref  FOIA  Exemption   3). 
CARR.J.C.  Division    of   Roles    and   Records.       79/11/2B.       2pp. 


791217039fl   Reiponfls    to  FDIA  request    tar    dncuments    contain! ng   analyst! 
of   proposed    siting   criteria    application    to    existing    sites. 
Forwards   NRC   790936  memo  re    NUfiEO-OiHS  Rec  nitirnendat  ion   2.  us/ 
lilt   of   plants  meeting    criteria.  ACR9    transcript    in  PDR. 
CARR.J.C.  Division    of  Ru-Us   and   Records.       79/11/30.        lp. 


79121B02B8   FOIA  request    for    info   re  luinning    proposal    submitted    bu 
Fr*nklln   Research    Insl, in   resoons*    to   RFP   RS-NHR-79-11B, 
"Rsvleu  &  Evaluation   of   Approximately    900  Pending   Operator 
Reactor   Licensing   Actions,  " 
MONROEi  0.  E.       PRC  Energy    Analysis   Co.       79/09/26.       lp. 
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79121B03Q2   Responds    to    FOIA    request     for    SNM    license     iasuid     to    Atumits 
Intl    tar   Canoga   Park.CA   ic  Santa   Susana.  CA    facilities. 
Forward  i   request    info. 
CARR.J.C.  Division    of    Rules    and    Records         79/1S/1O.        Ip. 

—  7°121BO325    License    SNM-21     far    Atomics    Intl,  author  i  i  ing    use    oP   It 

•nrlchBd    in  U-333,  U-333  (-   Pu.  for    use    per   750427    application 
k   770201,  0413,0614   &   OB12   application    suppls,  Foruiflrds 
guide  1  ines. 
ROUSE,  L.C.  Licensing    Management    Craned,       77/09/15.       13pp. 

79121B0369  Supplements    response    to   AZ   Roisman  FOIA  request    for 
documents    re-  NURE0-Q439  t>   preparation    of    upgraded    physical 
protection    regulations    in    1QCFR73.  Foruards    list    of   WRC 
documents   li    govt    repts.  Remaining    list    classified. 
CARRiJ.  C.  Division    of    Rules    and    Records.        79/12/11.        17pp. 

7712180374  Appeals    initial    decision    re   FOIA   request    for    documents. 
conctrriing    route    determination   of    spent   nuclear    fuel    from 
foreign    »ourcas    to   DOE   Savannah    River    plant. 
DOUQHEftTV,  J.  D.        Dougherty.     J.  D.        79/11/13,        p. 

—  79121B03B2    Respond*    to    appeal    of    initial    decision    re   FOIA  request    for 

dncumants    concerning    route    determination   of   spent  nuclear 
full    from    foreign    sources    to   DOE   Savannah   River    plant. 
Docvnintt    provided   791123,  No    further    action   required, 
CARR,  J.  C.  Division    of  Rules    and   Records,       79/11/SB.       Ip. 

7912180360  Supplements   response    to   A.Z  Rolsman  FOIA  request    for 
documents    It    communications   re   TMI-2.  Lists    documents    subj    ta 
request.  Documents   withhold    (ref    F01A  Exemption    4).  Will 
canilder    direct    request    far    purchase    of    documents. 
CAHfl.  J-C.  Division   of   Rules   and    Records.       79/12/11.       2pp, 

7912180373  FQIA  request    for    correspondence    between  NRC  &  Appalachian 
power   Co    or    American  Electric    ROUST   Co    re    possible   nuclear 
f»cillti»»    in   vA  1<  UV    in   neit    IS  yrs. 
MCHAHrtN,  J,       Affiliation   Unlnoun.       79/1I/2O.       Ip. 

79IB1B04C9   Responds    to   FQIA  request    far    correspondence    between  NftC  l< 
Appalachian    Pouior   Co    or   American  Electric    Power   Co   re 
pDiiibll    nuclear    facilities    In  VA   &  W    in    neit    15   yrs. 
Previous    FOIA  79-271    response    forwarded   requested    info. 
CARR.vJ.C.  Division    of   Rules    and    Records.       79/12/13,       Ip. 

791BlflQMit   FdJA  request    for    changes    made    ta    NRC    IE  Manual,  from  Change 
Not  Lee   7B-33    to   present. 

i  J.  M.       Carolina   Pouer   i  Light   Co.       OQA-79-223.       79/10/17.       Ip,. 


7912I8064B  Responds    to   FOIA  request    for    changes   made    to    IE  Manual  j  from 
Change  No-tice   7B-35    to    present.  Forwards    raleaiaola    portions 
of   requested    Info, 
CftRR.J.C.  Division    of   Rules   and    Records,       79/13/04.       Ip. 


-7913160641     IE    Change   Not  its    78-42.  re    distribution    of    It   repti,  annual 
operating    plan    >.<    temporar  ij    reduction     in    operation!    insp 
program. 

*  Office    of     Inspection    t,    Enforcement.     Office    of    the   Director 
70/11/27.        IBpp 

-79121BO&4A    IE    Change   Notite    77-O9,  imp  1  eraent  ing    Temporary     Instruction 
3595/O2.     "Insp    Requirements     to    Review    B?<W   Licensee    Actions 
Taken    in   Rosponao   to    IE    0-iiltotin   7^-05   ft   79-OSA    " 
•»       Office    of     Inspection    &    Enforcement.     dfficB    of    tho   Director 
79/0>l/O9.        IDpp. 

-77121B0667    IE    Change   Notice    78-43,  Inc  1  uo i ng    Temporaru    Instruction 
351 5/ IB.     "Insp    Programs     During    Periods    c-F    Long-Term 
Shu  tdouin,  "    ujfiich    provides    mod  if  led     requ  i  raments    for    intp    of 
operating   reac  tars. 

*  Office    of     Inspection    4    Enf  or-cement.     Office    of    the    Director 
7B/13/3B         9pp. 

-7912180669    IE   Change   Notice    79-07.  me  1  ud  ing    revision    of   Chapter    05L>5- 
"ftction    Item   Tracking-   Sys." 

»      QfficB   of    Inspection   t<   Enf orcenenti     Office   of    the  Director. 
79/06/04.       2Opp. 

-79121B0671    IE   Change   Nobiee    79-  1O,  imp  1  eraentina    CdaptEi-    lOOi, 
"Safeguards    Insp   Repts.  " 

*  Office    of    Inspection    ft    Enforcement;,     Office   of    the   Director. 
79/06/11,       30pp. 

-79121B0672  IE  Change  Notice  76-11,  re  uae  of  medical  consultants. 
»  Dffic-o  of  Inspection  &  Enf oreeroent.  Office  of  the  Qlroctor. 
7B/18/B1?.  19pp. 

-7flElB0674    IE   Change   Notice    79-11, re    verification   of     licensee   actions 
rnquired    bi;     IE    Dullpttn    77-OB. 

*  OP  fie*   of    Inspection   ».    Enf  orcument.    Office   of    the   Director. 
1 EB-79-QB.        79  /0&/S5 .        5Op  p . 

-79l21B067i    IE   Change   Notice    79- 1 2.  tea  t  ing    (.    operations    phase    of     insp 
program    for    LUR». 

»      Officfl    of    Inspection    t-    Enf ni-cemHnt>     Office    of    the   Diroctoi-. 
79/07/01.       SOpp, 

-791SIO0677    IE    Change   Notice    78~<)5,  mad  i  f  ui  ng    frequencies    af     Insp     in 
S11XX    series. 

»      Office   of    Inspection   ft    Enf orcement.    Office   of   the   Director. 
S14301!.        7B/12/29.        11pp. 

-79121S067B    IE   Chungs   Notice    79-13,  re    establishment    of    neu    general    iiu.p 
ai-en  64OO.    "Fire-   Pro  tcct  i  on/Prevent  ion<  "    t   issuance1    of 
Procedure  64O33B. 

*  Office   of    Inspection   &    Enforcement.     Office   of   thn  Director. 
79/07/O1.       SOpp, 


— 77121B0649    IE  Change   Notice   70-33    re    insp    procedures. 

»     Officu    of    Inspection   t-  Enforcement.    Office   of    the   Director, 
79/10/04,        17pp. 


-79121B0679    IE   Change   Notice    7B-4£.,  re    fuel     facility    resident    inspector 
program. 

*      Office   of    Inspection   fe    Enforcement,     Office   of    the  Director. 
B5S04C.        78/12/29.        lOOpp. 


-7?l21B065t    IE  Change   Notice   7B-36    implementing    Temporari)    Instruction 
2313/14,     "IE  Fire   Protection  Reviews,  Program  Plan." 
*     Office    of    Inspection   b  Enforcement,    Office    of    the   Director. 
73/10/12.       39pp. 


IE  Change  Notice   7B-37.  Implementing    Temporary    Instruction 
"Spent   Fuel    Racks    -    Insfl    Requirements. " 

•  Office    of    Inspection   &  Enforcement,    Office   of    the   Director. 
7B/IO/24.       9pp. 

— 79121B069S    IE  Chang*   Notice   7B-3B,  revis  ing    instructions   re  manpouiar 

•  Office    of    Inspection   h  Enforcement,    Office    of    the   Director. 
7H/tO/27.       4Bpp. 

--79I21B06S3    IE  Change   Notice   7B-39,  including    instructions   u/o-uidance    c-n 
10CFR9O.  Alio    includes    procedure    re    independent   measurements 
of    teletherapy    unit   radiation   output. 

•  Office    of    Inspection   &  Enforcement,    Office,   of    the  Director, 
78720B.        70/11/01.        17pp. 


-7912IB06B1    IE  Change  Notice    79-1 4,  imp  1  omenting   Procedure  75730H    for 
Inspecting    field     lite    rai)  i  ograpfjg    J<    including    revisions    to 
Procedures  SSB^OB  luhlch    clarify    rc-qulremffnts    for    sub.mission 
of    final    insp    repts. 

*  Office   of    Inspection   &    Enforcamen ti     Office   gf    t«a  Director. 
79/07/01.       40pp. 

-79iaiBQ6B2    IE   Change   Notice    7S-47,  re    operations    phase    of    fuel     facility 
inap   program. 

*  Office  of    Inspection   &   Enforcafflfnt,     Office   of    the  Director. 
7H/12/H9.        30pp. 

-7912LB06B3    IE   Change   Notice    79-1 5,  add  ing    Chapters    1530,1230,1340   t,    MOO 
re    agreoitient    states. 

*  Office   of    Inspection   &   Enf  or  cement,     Office  of    the  Director. 
77/07/01.      HOpp. 

-7912130684    IE  Change  Notice    79-1A,  re    IE    investigation   program. 

*  Office   op    Inspection   &    Enf  or  content,     Office   of    the  Director. 
77/07/01.      20pp. 


-77121S0639    IE  Change  Notice   70-40,  re    IE   positions   Ic  personnel. 

*  Off  lc>    of    Inspection  It  Enforcement,    Office    of.  the   Director. 
79/11/13.        Hpp. 

-79laiBO&63    IE  Change  Notice   70-4 li  implementing    Temporary    Instruction 
2900/lr     "Surv«Y-Ouestionnaire   Program   for   Priority    &  i   7 
Licensee!,  " 

*  Office    of    Inspection   tt  EnforcEmenti    Office    of    the  Director. 
79/11/24.       9pp. 


-791Hia06a5    IE   Change  Notice    7B-48,  re    various    insp    program    procedures    in 
Chapters   2313,2513  fc    3525. 

»      Office   of    Inspection   &   Enforcement*     Office   of   the   Director. 
78/12/39.      300pp, 

-79121BO<bB7    IE  Change  Notice    7B--19,  re    insp    at  uelding    at  pouer  reactors 
under  const, 

«      Office   of    Inipectton   d   Enf  orcera-en  t .     Office   of    the  Director. 
7B/I2/27.      SOpp. 
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—  79121B06BB    IE  Change  Notice    79-17,  re    Mtl    control    4   accounting,  insps    of 
em   in    transit   &    import-a«port    licenses    i.   fuel    cycle    facilty 

"    OfftcVof    Inspection  t*  Enforcement.    Office    of    the   Director- 


79/08/13.        30pp. 


7<?131BOi09    IE    Chans*  Notice    79-02.™   physical    security    at    pouier 

."offic/af    Ins 
79/03/01.        SOpp- 


."offic/af    Inspection  Si   Enforcement,    Office    of    the    Director. 


—  7913JBOi,9Q    IE  Change   Notice   79-31,  re    safeguards    program. 

*  Office   of   Inspection  I.  Enforcement,    Office    of    the    Director. 
79/11/01.        20pp. 

~7912lflu69l     IE    Manual    Change    Notice    7B-50,re    operating    phase    of    resident 
insp    program   For   pouer  re-acfcora. 

»      Office    of    Inspection  &   Enf  or  cement,    Office    of    the    Director. 
7B/12/29.        6pp. 

—  7<9iaiHO&93    IE   Change  Notice    79-03,  rrvl  sing    table    of    contents   which    list 

currently    effective    instructions,  as    if  770101. 

*  Office    of   Inspection  &    Enforcement.    Office    of    the   Director. 
79/03/01.        40pp. 

~  79121B0694    IE  Change   Notice  79-19  r«    inap    requirements    for    licensee 
fol  loiiiups.   to   IE  Bulletins. 

a      Office   of   Inspection   !-  Enforcement-    Office   of    the    Director. 
79/09/14.       20pp. 


-7912190112   Eicerpta    of    "Fladwaate   fc   Environ  Monitoring    Semiannual   Rept, 
•''"industrial'  Bio-Test   Laboratories,  Inc.       W1607.       72/06/3O.        14pp 

•-7912190115   E«cerpt5    of    "Haduiaste    &  Environ  Moni  toring,  Jan-June    1973." 

*  Coirimonyealth    Edison    Co.        73/06/30.        llpp. 

—7912190117   Eicerpta    of    "Radwaste   S.  Environ   Moni toring, Jul-Dec    1973." 

*  Commonuealth    Edison  Co.       71/02/28,       10pp. 

-7912190122   E.cerpts    from   "RaduiaBte   i  Environ   Monitor  ing.  Jan-June   1974. 

*  Comraanuealtn   Ediuon  Co.       74/OB/31.       Bpp. 

— 7912190126   E.cerpts    from   "Radiuaate,  Environ   Monitoring   fc  Dccup-tional 
Personnel    Radiation   Eiposure, Jul-Dec    1974." 

*  CodimonuiBaltti   Edison   Co.       73/02/2B.       Bpp. 

— 771219G12B   E.cerpta    from   "Raduiaste, Environ  Monitoring    i.  Occupational 
Personnel    Radiation   E»posure,  Jan-June    1975." 
«     Commonwealth   Edison   Co.       73/Oi/30.       llpp. 

—7912190135   Excerpts    from   "Radwaste,  Environ  Monitoring    (.  Occup.tional 
Personnel    Radiation  Exposure,  Jul-Dec    1973." 
»     Commonwealth   Edison  CD.       76/02/39.       31pp. 

—7913190139  E<cerpts    from   "Raduaste,  Environ   Monitoring    (.  Occupat  lonsl 
Perionna-l   Radiation   Eipoiure.  Jan-June    1976." 
.      Commonuiealth   Edison  Co.       76/06/30.       lopp. 


.-79iaiBQA95    IE   Change    Notice    79-22,re    preoperat ional     test    t>   operating 
phase    fop   power   reactors. 

*  Office   of    Inspection   fc  Enforcement.    Office   of    the    Director. 
79/11/01.       20pp. 

—79121BOA96    IE  Chanfle    Notice   79-04.  re    imp    of  weldlna    »•    nondestructive 
examination    of   welds   during    const   phase. 

*  Office   of   Inspection   t.  Enforcement.     Office  of    the    Director. 
79/Ofl/Oa.        40pp. 

— 7912100697    IE  Chanoe    Notice   79-01.  ra   preseirvice  A    inservice    insps. 
»      Office    of    Inspection   8.  Enforcement,     Office   of    the    Director. 
79/02/01.       24pp. 

--771219C-69B    IE   Change    Notice    79-23,  C a   periodic    status    repts. 

»      Office    of    Inspection    S,   Enforcement,     Office    of    the    Director. 
79/11/15.        aOpp. 


-T9121B0699    IE  Change   Notlte    79-05.  revialtig    operation   phase   of    insp 
•  LUSts. 
if   Inip 
79/04/02,        100pp. 


crnnram    for  LWJls. 

•      Office   of   Inspection  6  Enforcement.    OPftce    of    the    Director. 


-79131B0701    IE  Change   Notice   79-19,  implementing    Temporary    Instruction 
1016/1.     "Safeguard*   Analysia   of   Noncofnpl  iant  e.  " 
•      Office   of    Inspection    Be  Enforcement.    Office    of    the    Director. 
79/11/O1.       30pp. 


—7912190143  Eicerpts  from  "fiaduia«te,  Environ  Monitoring  (.  OecupatUnil 
Personnel  Radiation  Exposure.  Jul-Dec  1976." 

*  Commonwealth  Edison  Co.   77/02/28.   19pp. 

—  79121901SS  Eicerpts  from  "Raduiaste,  Environ  Monitoring  «•  Occupational 
Personnel  Radiation  Exposure.  Jan-June  1977." 
»  Commonwealth  Edison  Co.   77/06/30.   13pp. 

—7912190159  E«cerpt»  from  "Raduiaste  t>  Environ  Monitoring  1977  Annual 
*B|lCommDnuoalth  Edison  Co.   77/12/31.   24pp. 

~791219016i>  Enearpts  from  "Annual  Rept  1976.  " 

*  Commission.       76/13/31.       3pp. 

—7-P12190171    Forwards   notice    of   violation  «.  7BOB2B  notice   of    propped 
imposition    of    civil    penalties,  resulting    from  730822-23  (. 

^911*'  Region   3,    Chicago,    Office   of    the    Director.       75/08/39. 


,.,™>/aa 
73/OB/2a. 


3pp. 

7912190179  Notice  of  violation  from  insp  on  730922-23.  Noncumpl  ianc» 
noted:linear  heat  generation  rate  exceeded  max  allouaola 
on  750521  &  32,  procedures  not  prepared  for  all  normal 
startup  activities  &  Instructions  not  recorded 
KNUTH,D.F.    Region  3,  Chicago,  Office  of  the  Director, 
2pp. 


— 79121B0702    IE  Change    Notice  79-20,re    IE    Invest ioatlon    program  &    IE 
revleu    of   responses    to    IE  Bullstin   79-19. 

«      Office   of    Inspection    h  Enforcement.    Office    of    the    Director. 
1ED-79-19.       79/11/01.       30pp. 

—7912180703   IE  Change    Notice  79-06.  4  elet  inH    Procedures   90710B   t,  90826B 
&    retaining  Procedures    92700B   b  90712B    to    fuel    cycle    h  natls 
program*  B,  revising    Procedure   B4710B    r.    solid   uaite 
processing  fc  dispoial. 

»      Office   of    Inspection  k  Enforcement,    Office   of    the   Director. 
79/04/03.       40pp. 

— 79121B0704   IE  Change   Notice  Notice    79-07.  Imp  1 •nenbing   Temporary 
Instruction  2595/01.    "Insp    Requirement!    to  Review   BbU 
Licensee  Actions  Taken    in   Response    *t>    IE  Bulletin   79-O5.  " 

*  Office    of    Inspection  &   Enforcement.    Office    of    the    Director. 
IEB-79-03.      79/04/02.       Ip. 

79121900B1    FOIA  renuest    for    three    eaten*!'!"    of    doeumants    re 
•Quad-Cities    Units    i    &  3. 
RDM1C.B.       Affiliation  Unknown.       79/11/04.       Hpp. 

79121900-96  Respond!    to   FOIA  request    POT   documents    re   Ouad-Citles    Units 
1    ft  S   Foryards    documents    listed    in  App   A,  Boma   records    not 
located.  Remaining    documents    In  FDR  (.   LPDR.  No    documents    subj 

to   second    part    pf   request.  

CARR.  J.  C.  Division  of   Rules   and    Records.       79/12/O5,       4pp. 

— 791219010A  Eicerpts   of    "Semiannual    Rept,Jul-Dec    1971.  Section    II: 
Raduiaste   fc  Environ  Mon  i  taring.  " 

*  Commonuealth   Ediion  Co.       71/13/31.       llpp. 


— -79121901B3  Notice    of   proposed    imposition   of    civil    penalties    from   iti«p 

KNUTH.D.  F.       Office    of    Inspection   Si  Enforcement,    Office   of    the 
Director.       75/OB/3B.       3pp. 

—7912190170  Foruiards  responses   to  NRC  7B0028  Itr  requesting    info  re  ngt 
steps    to    improve   compliance    in    two   major   ar*as    of   violation. 
Program   Initiatod   to   improve   analysis   of  equipment   failures. 
Rep-lu    to   App   A  withheld    (ref    10CFR2.  7901. 
LEE.B.       Commonuiealth    Edison   Co.       79/10/06.       1pp. 

— 7912190194  Forwards    fee    in    payment   of    civil    penalty    issue*    In    NRC 
7S083B    Itr. 
ADRELLiO.A.       Commonuealth   Edison   Co.       73/10/OB.       Ip. 

--7912190301    Ack    receipt   of   731009   Itr   fc   fee    for    full    payment    of   civil 
penalties    issued    in   NRC   750S2B    Itr. 

KHUTH,  D.  F.       Office    of    Inspection  fc  Enforcement,    Office   of    tne 
Director.       79/1 1/O7.       2pp. 

7912190175   FOIA  request   for   rept«    of   radiation   exposure    to   personnel 
filed    by    Con  Ed    of   NV  fc  Power   Authority    of  NY   under 
10CFR20.  103   li/or   as   required    elsewhere. 
JAFFE.B.       village   Voice.       79/11/13.       Ip. 

79121901B7    Responds    to   FOIA  request    for   repts    of   radiation   exposure   to 
pereonnel    filed    by   Con  ED  of  NV  &  Power   Authority    of  NV 
under    10CFR20.  403  fc/or   as   required    eUswhere.  Forward* 

documents    listed    in   App   A.  

CARRjJ.  C.  Division    of  Rules    and   Records.       79/1S/O7,       3pp. 
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-79iai90l9o   Discusses    Investigations    of  recorded    exposure   discrepancies 
conducted    by    utll   fc  NHC   on   7B0413  *t    Indian   Point    S.Film 
badges   found    anomalous.  Film  bid g«   readlnni    for    individuals 
involved   mill    b*  recorded   representing    exposures    received. 
2ARAKAB.P.       Consolidated   EdUon  Co.    of   Neu  Vork.       78/08/08.       lp. 

-7912190204   Submit*  addl    info    re   dlscrepaneg    between    eipaaure   recorded 
on    film   badje   Si   that   of   self-r»ading   pocket    dosimeter   at 
Indian  Point    2,  Whole   bodg    exposure    of    Individual*   matt 
•  ceuratslu.    reflected   bg    self-reading    pocket    dosimeters. 
CAHILL.W.  J.       Consolidated   Edison  Co.     of    Neu/   York.       78/03/13.       4pp. 

-7913190314    IE    Insp  Repts    SO-003/78-Q9  fc  SO-247/7B-SS   an  7B07II-14. 
Wonc.onpliane»   noted:  failure   to    adhere    to    limits    specified 
in   certificate    of  compliance   to    ship   radioactive    matls 
consistent   U/10CFR71.3. 

WHITE. J.H..    YUHASiO.P.  Region    1>    Philadelphia,    Office    of    the 

Dl  victor.       30-247/78-25.       78/08/07.       13pp. 

-7912190232  Act    receipt   of  7iQ4H9    Itr  w/enel,  report  ing    exposure    of 
individual    to  radiation  at   Indian  Point   Unit   a.Flndings   of 
imp   conducted    760406-09  ulll    b»   discussed    In    separate 
correspondence. 

THDHPBQMi  D.       Office   of    tnipectian   h  Enf  orcementj    Of  flea    of   the 
Director.       76/09/29,      lp. 

-791 21 90226  Submits  rept    describing    exceeded   whole    badg    eijosure-    linlti. 
Corrective   actions:  access   hatch   lockediuarning    sign   posted 
at    entrancei  thlaibles   partially    reinserted   tc    design 
re-ivaluated. 
CAH1LL,H.J.       Consolidated    Edison  Co.    of   Ntu   York.       76/04/29.       4pp. 

-7912190336  Notifies   of   personnel    radiation    saposure   of    10   ram   on 
7&04Q9.  Access    entrances   to.  reactor   pit    area    B*jtur*Ml    fc  uill 
require   watch    foreman   permission  h   direct   health    pJiyiiti 
tucviv    before    entering. 
CAHILLrU.  J.       Consolidated    Edleon  Co.     of    New   York.       76/04/06,       lp. 


—7913190313   Ack    receipt    of    73091*    1 tr, reporting    ajposure    of    two 
individuals    to    radiation    at    Indian    Point   Unit    1.  Forwards 
Itv. 
DAVIS,  J.O,        dtomic    Energy    Commimion.        73/09/2*.        lp- 

— 791219031B  Submits    rapt   Jascrifcing    instancoa    in  mhich    uhole    body 
e«pasuT8   uiai    Bice&ded   at    IniJian   Point    Unit    1.  Effort*   being 


reinforced    Tff   observins    peTtontifll    in    ahnormallg    high 
radiation  areas.  .Forwards    table    indicating    readings. 
2ARflKASp  P.       Contolidated   Edison    Co.     of  Neu  VoTk.       73/09/14. 


4pp. 


--7912190323  Ac  I    rBtei.pt    of   73O61B    1  tr  u/anc  1  >.  report  ing    e«paaure    of 
Individual    to   radioactive  mat!    at    Indian    Paint   Unit    1. 
Forwards    1  tr. 
DAVIS,  J.  0.       fttomic    Energij    Corrrai  >  sion.       73/07/30.        lp. 

—7912190333  Bubmiti    rept    re    individual    uipoaure    indicatsd    bu    film  badge 
processor    for   Apr    1973   at    Indian  Point   Unit    1. Total    film 
exposure   not    indicative   of    individual    actual    niposure. 
Individual    received    BIOO-JIH-U    indicatad    by    dosimeter. 
ZARAKAB.P.       Consolldatod   Edison.  Co.     of   New  Yort!.       73/06/10.       4pp. 

—7913190339  At  k   receipt    of   730917    Itr    ui/«nc  l<  reporting    eiposure    of 
individual    to    radioactive    mail    durins    first    luarter    1973  at 
Indian   Point  Unit    1.  Forwards    Itr. 
KNUTH.D.F.       Atomic   Energy    Cpitimi  •«  ion.       73/06/08.       lp. 

-- -7912190347   Submiti  rapt   describing    incident    involving   nonconf ormsnce   re 
liwitB   of    Individual    Dhole    hodu    Biposuro   at    Indian  Point 
Unit    1,  Dosimeter   readings    inadvertent  lij    not    transcribed    to 
tally    bo-ok.  Methods    of   traniposltion   revised. 
CALPUELL,  W.  E.       Consolldatod   Etfiso-n    Co.     of   tttta  V>orV. 
3pp. 


73/09/17. 


-791H1-90351    Act    receipt   of    73041i   Itr   reporting    individirat   high    film 
badga   reading    at    Indian   Point  Unit    1. Forwards    Itr. 
KNUTK.D.F.       Atprnit    Energy    CommiBiion.       73/05/09.       lp. 


-7912190S42  Bubmiti   rept   deicrlbing    uneiplalnable    film  badge   reading. 
Eipoied    ttiitlvidual   t   supervisor   lntervley«d.  R««urveij«    of 
aart   areai    per  formed.  Dosimeter    reading*    determined 
riprasintat IVB    of   eiposura. 
CAH1LL.H.J,       Consolidated    Edlion  Co.    of   Keu   VoTk.       7S/11/14.       4pp. 


-79121903S7   Submits    r»pt   v»    individual    eipotura   at    Indian  Point  Unit    1 
during    first    quarter    1973.  Discrepancy    Indicated    between    film 
badge   &    dosimeter    read  1  ngs,  Anothai-    individual    inadvertently 
yore   badoe   of    exposed    individual, 
ZARAKAH.P.       Consolidated   Edison   Co.     of   Nuu  York.       73/04/16,       3pp- 


-7912190247  MA9H-13SO  R6 

"Blith    Annual    Rept   of   Operation   of  US  AEC   Contrail  ted 
lonliing   Radiation  Exposure  Records   &  Rept*    Siji.  " 
i     Atomic    Ene-rgv   Cammlislon.      74/O9/3D.       &3pp. 

-7913190249   "flanlannual   Operating    Hept    for    Indian    Point  Units    1    Sc  2, 
Jul-Dtc    1974-  " 
*      Consolidated  EdUoti   Co,     of   Neu   York.       74/12/31.       12pp. 

-791B190B33  Faruardi    supplemantal    radiation    aiposure    Info    for    Indian 
Point   Unite    1    «.  B  for  CY73,  in  response    to    NRC    740220    Itr 
which'  includes    tabulation    of  man-r»m  eiposur*    ve    nul« 
function. 
CAHILL,  W.  J.       Coniolidated    Edison  Co.    of   Neu  Yorfc.       74/04/1&,       4fp. 

-79I919O2S7   Ach   receipt   of  740SH    Itr   w/encls.  report  ing    e^poture   of 
Individual    to   radiation  at  Indian  Point  Unlb    t    during 
fourth    q.uart«ri  1973.  Forwards    Itr. 
DAVIB.J.  0.       Atomic   Energy    Commission.       74/03/OB.        lp. 

-79iai9Q20i  flubmlts   rept   describing    incldnnt    at    Indian  Point   Unit    1    in 
which    uiholB    badg    exposure    Units  were    exceeded. 
AdMlnUtratlV*   controls  will    be   changed    to   restrict   entrij 
Into   high    radiation  areas    of  all   personnel. 
CAHILUW.J,       Com  olid*  t»«J   Edison  Co.    of  Neu  York.       74/02/14.       3pp. 

-79iai90aB9   Ack    receipt   of  731213  b    IB   ltr«    reporting    e<po«ur«   of 
p*Monnel    to    radiation  at    Indian  Point  Unit    1.  Ltr    dtd    73121B 
not   tncl- Forwards    Itr. 
DAVIS.J.Q.      Atomic  Energy   Comnltiion,      74/01/32.       lp. 


3pp. 


Submits   rept   describing    Instance    In    uhich   whole    tod 
sipoiura    Unite  were   exceeded   at    Indian  Point  Unit    1. 
Dnslneter   &   film  badge   indicated  reading   discrepancy. Cause 
unknown. Whole    body    eiposure  readings    table   fuel. 
CAHILUW.  J.       Consolidated    Editon  Co.    o*  New  Yore-       73/12/13. 


-7912190301    Ac*    receipt   of  731123    Itr  u/»ncl,  report  Ing    high    fUn    nadoe 
reading    for    individual   during    third   quarter.  1973    at    Indian 
Point  Unit   1.  Forwards   Itr. 
DiWIB-J.  0,       Atonic  Enirgg    Commission,       73/12/09.       lp. 

-79IHf9030B  Submits  rept   describing    Instance    in    which    limit    for   uholt 
bait   eifosun-B   was   eicevded   at    Indian  Point  Unit    1.  Doitim ter 
t   fiU.tadgt    indicated   reading    dUci-epancIni.  Foruardi    table 
listing    uhole   bodg    gamma   eipoiure. 
NEWMAN.C.L.       Coneolidated    Edison   Co.    of  New   York,       73/11/23.       2pp. 


— 7913190340  Ac*    receipt   of   7E1122    Itr   reporting    exposure   of    individual 
to    radiation    at    Indian   Point  Unit    1.  Forwards    Itr. 
KRUESI.F.E.       Atomic   Energy    Commission.       73/1B/O4.        lp. 

— 7912190367  Submits    rept    indicating   radiation   eipoaure   exceeding    uhnla 
badg    eiposure    limits,  Individual    age    not    specifically 
identified    ti  precautions   not    taken   accordingly.  Program   af 
exposure    evaluation  r&lnf-orced.  ,tn,nn 

CALDHEULrW.E.       Consolidate*   Edison  Co.     of  New  York.       7B/12/23. 
3pp. 

— 791B190373  Act   receipt    of   660419    Itr    reportlns    ffipoturc    of   three 
individuals    to    airborne   concentrations    of   radioactive  matl 
at    Indian    Point   Unit    1. 
PRICE.  E.  N.       Atomic   Energy    Commission.       ifa/03/04.       lp. 

— 7912I903B3  Submits   rept   re    66O123   incident   at    Indian  Point  Unit    1 
containing    overeiposure    of    tlirae    individuala.  ftlr    sampling 
Sate    Indicated    bodg    burdens   uere   higher   tftan  preilict*il 
measured    fast    concentration.  ,„.,.,, 

HCCORMACH,  J.  E.       Con»olldatHd    Edison   Co,     of    Mem  York.       4.4/04/19. 
Bpp. 

79121904O£>  FOIA  rei(uest    for    info    re   rules*  regulation*   fc    itds,  in    effect 
1987-77,  governitla   safety    of   underground    U  miners    li   Info 
concerning    eiposure    of  Navajo   U  miners    to   radon   daughters    in 
Ki-rr-McOee   mining   operations    in  Cove.  AZ    from    1937-68. 
WEZELMAN.  J,  A,       Miller.    Pitt   8.  Feldmon-    P.  C,       79/11/2B.       lp. 

7912190410  Responds    to    FQ1A  request    for    info  re    19&7-77   regulations   d 
itds    novBTDing    lafettf   of    underground   U   miners   1    Info 
concerning    eaposure    of  Navajn   miners    to    radon   daughters    in 
Covei  Air  1937-65.  No    documsrtts    *ubj    to   request, 
CARRiJ.C.  Division   of    Rules   and    Records.       79/12/11.       lp. 

791S190413   FDIA   request   for    proposal    b  raqu«st    for    proposal    for 
Contract    NRC-07-79-3I2.     "Statistical    Re-vlgu  &  Methodology 

DevelopmantrAutomated   Sciences   Oroup. "  

HERRILL.J.       Kinetic    Research.     Inc.       W1C-07-79-313.       79/1O/1B.       lp. 

791S190422   Retandi    to  FOIA  requeat    for    winning    technical    proposal    S< 
request    for   propotal    for  Contract  NRC-07-79-312.  Foruini-ds 
nonproprletaTg    version    of   proposal    d   addl    requested    info, 
CARRiJ.C.  Division   of   Rules   dnd   Records.       NflC-07-79-312. 

79/11/30.       lp. 
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NONDOCKETED  ITEMS 


— 7"JI21904aa    Concurs    iu/790=f!9   discussed    changes     to   RFP    RS-MPA-TP-SIH 
proposal    contract    will    lie    time    b   matl     type    rather     than 
straight     labor    hour    &    matl    t    travel     for    base    y,r    estimated 
at    il.OOO  !i  *100p  respect  i  ve  1  LJ 
DENQITiH         Automated    Sciences    Qruufi.      Inc.        79/09/24.        2pp. 


— 791231042B   Discusses    item   of    noncomp 1 lance    noted    in    recent    insp.Haj 
submit    written    position    re    item    of    noncomp  1  ianco    t, 
corrective    actions    taken    or    needod     to    be    taken.  Response 
requested    uithin   20    days   Forwards   Form  AEC-592. 
WALKER.  D.I.        Atomic    Energy    Commission.        bt/Qb/11.        2pp. 


— 79iai90>i3ii    "Technical    Proposal    to   Provide   Statistical    Revle-u   t. 
Methodology    Development    5vcs,"    in    response    to    F!FP    RS-MPA- 
79-313. 
i      Automated    Scienres    Croup,     Inc         ftSG   TP    79-21.        79/09/19.        17pp. 


— 7912210430   Notifies    of    tons iteration    being    given    to   Union   Carbide  Corfr 
application    ro   continuation   of    discharging   mill    effluents    to 
unrestricted    areas. 
CUNNINGHAM,  R.  E.       Atomic    Energy    Commission.       62/O3/13.       Ip. 


— 791219044B   "Business   Proposal    to  Provide    Statistical   Hevieu   t< 
Methodology    Development    SvC5i"    in    response    to    RFP    HS-MPA- 
79-313   Discusses    negotiated    rates,  travel    policy    It    mg  t/ 
staffing   aspects. 
«      Autaraatod    Sciences    Croup,     Inc.        ASO    BP    79-91.        79/09/19.         IBpp. 

— 7913190453   Solicitation   J!E-MPA-7?-312    for    statistical     review   6 
methodology    development    svci. 
QILDENHQRN,  A   J.  Division    of    Contracts.        79/09/11.        BBpp. 

7912190458  FOIA  requeit    for    documents    re    export    of    sensitive    technology 
that  could    be   used    to   develop    nuclear    weapons.  Fee   waiver 
request   end 
MEYER, R.       Nation   Institute        79/10/25        5pp. 

7912190467  Responds    to  FDIA   request    for    documents   re    export   of 
sensitive    technology    that    could    be    used    to   develop    nu-clear 
ujeapons.  Request    is    too    broad.  DOBS   not   mo-el   requirements   of 
SUSC    552<aX3>.  Also    suggests    contacting    DOE. 
CrtRH.J.C.  Division    of    Rules    and    Records.        79/12/13.        3pp. 

7912210394  Responds    to  FDIA   request   For    noneiempt   portion   of   NRC 
Investigation  Rept   O7B-194-A.  Part  2.  Forwards    requested 
document. 
CASR.J.C.  Division    of    Rules    and    Records.        79/12/13.        Ip. 

— 7908010163   IE   Investigation  O7B-15H-A   Part   2   on   70111-4   t.  7904O1.  Majo-r 
areas    inspected:  source    of   U   matl     found    jn    Norton,  HA    landfill 
based   on   J  Sullivan   allegations   that   TX    Instruments    had 
discarded   radioactive   matl    in  private    landfill    in   Norton. 
MftRTlN.W.  Q.  Region    1.    Philadelphia.    Safeguards  Branch. 

ALLflN,  J.  M.  Region    1.    Philadelphia,     Office   of    the    Director. 

79/06/07.       29pp. 


7912310396   FOJA   request    for    non 
07B-1S4-A,  Part   2. 
SULLIVAN,  J.  W.       Affiliation    Unknown 


ipt   portion    nf  NRC    Investigation  Reot 
79/11/14.        3pp. 


7913210399   FOIA   request    for    citations    for    violations    of     laui   or 
regulation   governing   activities   of   Union   Carbide    Corp    fc  TVA 
under   specific    source  matl    licenses   possessed    for   mining    or 
mill  ing. 
HeiD,A,fl.        Affiliation    Unknown.        79/11/3B,        ip. 

7913310402  Responds    to  FQIA  request  re   citations    for    violations    of    lam 
or   regulation   governing    activities    of   Union   Carbide   Corp   & 
TVA   under    specific    source   roatl    Ilconaes    possessed    for    mining 
or    mi  1 1  ing.  Forward s    documents     listed     in    App    A. 
CARR.J.C.  Division   of  Rules   and   Records,       79/12/13.       3pp. 

—  7712210409  Forwards    notice    of  violation,  re    insp    conducted   790319. 

DROUNrO,  D.  Region    4,    Dallas,    Office    of    the    Director.       75/02/SB. 

2pP- 

— 7913310407  Notice    of   violation   from    inso    on   750219. 

H  Region   1,     Ballai,     Office    of    tho    Director.        7S/O3/3B.         Ip. 


— 7912310433   Forwards    Compliance    Insp    Rept    of   Olobe    Mining   Co. 
DUB1NSKI,  L.        Atomic    Energy    Commission.        il/ll/2-B.        Ip. 

— 79-12210435   Compliance    Insp   Rept    of   Globe   Mining    Co   on   610630-31, 
Noncompl iance    noted: 1 icensee    received, usod    &    transferred 
aource   matl    ui/o  valid    license. 
*      Atomic    Energy    Commission,        61/00/31.        6pp. 

7913-27003B  Responds    to   FOIA  request    for    info   re    explosion   of   nuc  1  a-*r 
device    in    southern    hemisphere, Inc ludlng    respectiva   anal«ais 
ujnapons    fallout   data.  DOS   791311    telenram   undergoing 
disclosure    determination    in   response    to    request. 
CAFJRiJ.  C.  Division    of    Rules    and    Records,        79/12/1B.        ip, 

7913370031   FOIA   request    for    info   re    oiploaion    of    nuclear   device    In 
southern   hemisphere,  including    respective   analysis    ueapons 
fallout   data. 
COCHRAM.T,  0,       Natural    Resources   Defense   Council.       79/11/36,       Ip, 

7912270033  Responds    to   FOIA  request    for    info   re   B  Laudig    FOIA   r»qu«»t 
for   documents    concerning    Marble   Hill    nuclear    pouter    station. 
Foruards   B   Uaudig    790632    Itr   b  NRC   790709  &    1109    Itrs.  W/o 
enc.1. 
CARH.J.  C.  Division    of   Rules   and    Records,       79/13/30.       Ip. 

7913370034  FOIA  request    for    info    re   8  Laudio   FOIA  request    for    document* 
concerning    Marble   Hill    nuclear    power    station. 
VDIQT.H.H.       LeBoeuf.    Lamb,    Leiby   &  MacRaa.       79/12/10,       Ip. 

7913370030  Responds    to   FOIA  request    for    testimony    of    Director    of  Qfc    of 
State  Programs    to   President's   Commission    on   Accident   at   TMI. 
Forwards   requested    info.  W/o    encl, 
CAFtR,  J.  C.  Division    of   Rules    and   Records.       79/13/20,       Ip. 

7913270040  FOIA  request    for    testimony    of   Director    of   Ofc    of   Btata 
Programs    to   President's   Commission    on  Accident   at    TMI. 
HEISS.E.R.       Sheldon-    Harmon   &   Heiss.       79/13/13.        Ip. 

7913370044  Responds    to   FOIA  request    For    info   ra    activities   of   NHC   i 
nuclear    power    plants. Not    proper    request   made    pur    FOIA. 

Forward B   10CFR9, specifying   charges   far   searching   & 

reproducing   records,  U/o   encl. 

CARR,  J.  C.  Division   of    Rules    and   Records.       79/12/24.       Ip. 

7913370045  FOIA   request    for    info   re    activities    of   NRC   ft  nuclear    po-uer 
plants. 

GANNIS,  S.       Affiliation   Unknoum.       79/13/11.       Ip. 

7912380660  FOIA  request    for   access    to    info   re   nuclear    Facilities    In   HI. 
KQHN.S.        NBUI   Paper    Providence,  RI.        79/11/33.        tp, 

7913300469  FOIA   request    for    documents    generated    as    result   of 
investigation    of  South    TX   project    by    FBI. 
8IMK1N.  L.  A.       Citizens    Concerned    About   Nuclear    Pouar,     Inc.       79/11/12, 


-7912210H07   IE   Insp    Finding*    !.  Licensee   Ack    dtd    771030   of  License 
SUA-64B.  Insp    flndinge:ni>    items   at   noncomp  1  lane  f  tip  ted. 
BfiNOART.R.L.      Atomic    Energy   Commission.       7B/1-0-/30.        Ip. 

-791331041!    IE   Insp    Findings   fc  Licensee   Ack    dtd    6.712O2   of  License 
SUA-64B,  Insp    Findings.:  no    item  of    noncomp  1  lance    noted. 
»      Atomic   Energif  Commission,       69/13/03.        Ip, 

-7912310424  Discusses    noncomp  1  iance    noted    in   recent    insp.Mau,    submit 
written   position   re    item  of   noncomj  1  lane  e   &  corrective 
actions    taken  or   needed    to    bo   taken.  Requests   re-plij    uithin   30 
davs   of    Itr   receipt.  Forwards   Form  AEC-592. 
WALKER, D.I.      Atomic    Energy   Commission.       4B/09/03.       2pp. 

-7912210426   IE   Insp   Finding*   *<  Licensee    AcV    dtd    7911.39   t.  30    of    License 
SUA-648.  Imp    finding  i:  no    item  of   noncomp  Hanca    noted. 
BrtNDELL.P.  B       Atomic    Energy   CommUsion.       65/11/30.       Ip. 


79132BQ675  Responds    to   FOIA  request    for    document*    concsming   all 
aspect!    of    stationary    lou  power   reactor    incident    at    INEL. 
Requested    info    in  Wash  ing toni DC   PDR. Recommends    that   DDE  be 
contacted    for    addl    info. 
CARR.J.  C.  Division    of   Rules    and   Records.       79/12/20.       tp. 

79133B0679  FDIA   request    far    documents    concerning    all    aspects,    of 
stationary    lain  p QUIET   reactor    Incident   at    INEL, 
DRYER, R.U.        Parsons,  Betile    (<   Latlmar.        79/11/37.        3pp. 

7913280492  FOIA  request    for   Bargent   fc  Lundy    1967  r»pt,     "Economic 
Evaluation    of   Alternatives!1'   u/transmittal    Itr   &    summary 
rept. 
WDLIVER,J.       Legal    Aid    SociBty    of   dormant  County, OH,       79/11/09. 


IP- 


NONDOCKETED  ITEMS 
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GEN   TEC    IB      GENERIC    TECHNICAL    ISSUES 


791SQ50359  Requests    Final    NRC    position    ro    acceptance    criteria    for   Ma 
1    eonta inment    long-tarm   program.  Plant    unique    analysis   mill 
b*    submitted    upon    receipt    of    final     resolution    of    NHC 
acceptance   criteria. 

GDEONiL.  J.        General    Electric    Co.,     Nucluar    Energy    Products    Div 
MFN-EB-9-79.        79/11/30.        4pp. 


79120A06Q1    Value/ impact    assessment    of    proposed   Revision   3   to  Reg    tiuide 
1.97.     "Instrumentation    in    Light    Water    Cooled    Nuclear    Poioor 
Plants    ta   Assess  Plant   (•   Environs   Conditions   During   fc 
Follouiini)   Accident."    Revision    should    be    issued. 
*      Office   of   Standards    Development.       79/10/15.       5pp. 


-7912120943    IE   llulletin    75-02.     "Defective   Radionics    Hadiographi 
Eiposure    Devices    fc   Sources    Changers     " 

•       Office    of    Inspection    f,   Enforcement,     Ufflce    of    the    Direct! 
75/03/14         Sop 


-7912120544    IE   Bulletin    75-O7    re    Emission    i>f    c 
ventilation   sys    filtered    by   HEPA    filters. 
"       Office    of     Inspection    C.   Enforcement,     Offi 
75/11/36        3pp 


-7912120543    IE    Info    Notice    79-04,     "Degradation   of   Engineered    Safety 
Features    " 

«       Office    of    Inspection    &   Enforcement.     Office    of    the    Director. 
79/02/16.       6pp. 


79L2110196   Notification    of    cancelled    7"1305   meeting    u/B&VJ   i>   BfcW    nunor 
tn    provide    summary    of    subraittal    of    D&U  ATHS   rept. 
THADrtNI.A.  Reactor    Systems    Branch.        79/11/27.        2pp. 

79121  105S3  ENL-NUREO-267B9 

"Condensation    Induced    Hater   Hammer    In   Steam  Generators," 
pVBpar»[J   for   prosentat  Ion   at   Joint    US-Japan    Info   Eichang.es 
an   Two    Flay  Dynamics,  Osaka   Univ,  Osaka.  Japan.  790001-03. 
JONEB.O.C..    9AHA,P.,    UU.D.J.C.       Brookhaven  National    Laboratory, 
n.NL-HUREG-2i7B9.       79/06/30.       19pp. 


Notification    of   771213  meeting    ui/Bandia   Lab    in  Betnesda.MD 
to    rivieu  procedures    for    evaluating    fault    trees    using    set 
equation   transformation    sys, 
AN8ELO,  J,  Light   Water   Reactors    Branch    1.       79/12/05,       3pp. 

791H3IOS45  Comments    on    draft    Integrated    reliability    evalution   program 
in   relation    to  Mark    1    containment    long-term  program:  program 
p«»ultt    could    lie   useful    in    implementation    of    long-term 
program. 
CRIMES,  C.I.  Plant   Systems   Branch.       79/11/27.       Ip. 


INSPECTION   AND   ENFORCEMENT 


7913130103   PNO-1E  1-79-44:  on    791111,  seven    partially    decayed    Mo-9?/Tc-<?9m 
generators    removed    from,   hasp    storage    room   possibly    by 


inc  i  dent. 

PAPEHIELLO,  C.  J.  ,     DAVIS.  A.  D. 

Director.        79/11/31.        Ip. 


7910230493   IE   Info  Notice   79-2B,     "Overloading    of   Structural    Elements 
Due    to   Pipe  Support   Loads.  " 

•  Office   of    Inspection   b  Enforcement,    Office   of    the  Director. 
79/I1/Q5,       0, 

79102504-92  IE  Circular   79-24.     "Proper    Installation   S.  Calibr   of  Core 
Sprai;  Pipe   Break   Detection   Equipment    on   BWRs.  " 

•  Office   of    Inspection   (•  EnforcHment,    Office    of    the  Director. 
79/ll/2o>.       4pp, 

791O35D496    IE   Circular    79-33,     "Motor    Starters    St   Contactors    Failed    to 
Operate.  " 

•  Office   of    Inspection    &  Enforcement,    Office    of    the   Director, 
79/11/26.       3pp. 

79HOaS04«)9   IE  Bulletin   79-27,     "Lass    of   Non-Class    IE    Instrumentation  & 
Control    Pouar   Sys   Bun    During   Operation." 

•  Office   of    Inspection   !<  Enforcement,    Office   of    the   Director. 
79/1  I/BO,        3pp. 

791O350SOa  IE    Info  Notice    79-30,     "Reporting    of   Defocts   &  Noncomp  1  ianca 
10CFRE1,  " 

•  Office   of    Inspection   &  Enforcement,    Office   of    the   Director, 
79/ia/C-fc.      3pp. 


7912180111    PNQ-W-79-lfi;  on   recent    aerial    survey    of    old    vitro    site, 
radiation    levels    detected    at   higher    levels   due    tn 
contaminated    equipment    at    Minerals    Equipment   Co.  Salt   Lake 
Ci  tip  UT.  Equipment    originally    from    Yuba   City    U   mill.AZ. 
EVERETT,  R.  J  Region    4,     Dallas,     Office    of    the    Director         79/11/31. 

IP. 

79121B031B   PNO-I1I-79-044A:  on   791111,  seven    partially    decayed    Squibb 
generators   removed    from   storage   area.  Caused   bij   accidental 
removal   bg    driver    of  Casperson   Courier   Svc.  Generators    to  to 
returned    E<    disposed    of. 

NICHOLSON,  N.  A.  ,     PAOL1ARO,  J.  A.  Region    3,     Chicago,     Office    of    the 

Director.        79/11/33         Ip 

7912200298   EN-79-Oll:on   791015.  notice    pf   violation   J.   notice    of   proposed 
imposition    of    civil    penalties   mill     be     issued    for   Licenses 
29-139BS-OI    (.   29-139B5-04HD.  Action    based    on   alleged 
noncampl  lances    re    pharmaceutical   operations. 

BROCKET!1,  J.  ,     GONER.  0   C.        Office    of    Inspection   b   Enforcement,     Office 
of    the    Director.        79/1OV10         Ip. 

7913300473   PND    1  1  1-79-037:  on    7911O9   R    10,  during    open    house    at   nuclear 
engineering    facility,  0.7   uCi   Cs-137    5td    plastic    sealeo 
source    uaa    stolen. 

PAUL,  R.  A.  ,     DAVIS,  A.  G.  region   3,     Chicago.     Office    of    the   Director. 

79/11/13,         Ip. 

7913200663   PNQ-1  1  1-79-33:  on    791023.  veh  i  c  le    carrying    300   mC>    of   Tc-99m 
d   small    quantity    of    1-123    sidesuiped.  Packages    of   byproduct 
matl    remained    intact,  no   contamination    found, 

PAPE(HELLO,C.  ,     DAVIS,  A   D.  Region   3.    Chicago,    Office   of   thu 

Director.        79/1O/25.        Ip. 

7913310051    PNO-I-79-003:  on   79100S,  1  iconsee    employee    picked    up    7   5   mCi 
Cs-137    source   which    separated    from    retraction    rod    of 
moisture    density    gauge.  Emp  loyee   carried    source    in   pocket 
for   30  minutes,  receiving    10-15   reins    to  uhole   bodu. 
GLENN.  J,,     JERMAN,  P.  Region    1,    Philadelphia,     Office    of    the 

Director.        79/10/O9,        Ip. 

7912G10059  PNO-W-79-007;  on    791015.  one    individual    performing    uell 
logging    received    high    TLD    reading     of    64   rem.  Other    workers 
performing    similar    duties    received     typical    readings   No 
unusual    events    or    activities    Indicated. 
EvERETT,R.  J.  Region    t,     Dallas,     Office    of    the    Director.        79/10/17. 


7910330SOS  IE  Bulletin   79-38.     "PossiblB   Malfunction   of  NAMCO  Model 
EA1BD  Limit  Switches    at   Elevated    Temps,  " 

•  Office   of    Inspection   fc  Enforcement,    Office   of    the   Director. 
79/12/O7.        3pp. 

7910H50507   IE   Info   Notice   79-31,     "Use    of    Incorrect   Amplified   Response 
SpBctra    (ARS).  " 

•  Office    of    Inspection   b  Enforcement,    Office    of    th»   Director. 
79/18/13.       Ipp, 

771S030100  PNB-II-79-OOS;on   791029,  telephone    bomb    threat   received. 
Search    conducted   ui/negatlve   results. 

HOGRE.  D.E,  Region   2,    Atlanta,    Office   of    the   Director.       79/10/30. 

IP- 

79I2120B3B  Respond!    to  FOIA  request    for    IE  bulletins   (-  circulars    for 
1975  b    IE   info   notices    for    1975-79.  Forwards   documents 
lUt«d    In  App    A.  IE   circulars    not    issued    in    1975  fe    IE   info 
notices    not    issued    prior    to    1979. 
CARRiJ.C.  Division    of   Rules   and    Records.       79/11/27.       3pp. 


7912310077    PWO-79-OOa:  on    791O1S.  two    carpenters    received    whole   body 
doses   of   30  mi  1  1  irem,  after    gainino,    access    to   roof   area   of 
radioactive   eel  1.  Licensee    initiating    corrective   action    to 
prevent  access    to   area. 
EVERETT.R.  J.  Region    4,     Dallas,     Office   of    the   Director.       79/1O/17. 

IP- 

791231O13I    PND-1—  79-003njn   791015.  uir  istfi  1m  badges    for    tuio   individuals 
Indicated    beta    doses   of    150  rera  6    7O   rem.  No  measurable 
eiposure    for  whole   body    badges.  Ind  ivlduals    used  Army 
AM/UBM-2    radiac    calibrator   containing    100  mCi    Sr-90. 
COQTEU-O.F.,    MCCL1NTQCK.R.  0.        Office    of    Inspec  tlon   I,   Enforcement. 
Office   of    the    Director,       79/10/15.       If. 

7912310296  PNO-I  V-79-017:  an   791204,  State   of   NE  mill    condoct   emergency 
response    eierciae    based    on    incident    at   Cooper   nuclear   power 
station    involving    simulated    offsite   releases. 

DAIRD.J.B..    MARHISDN.H.  (legion    4,     Dallas,    Office   of    tht  Director, 

79/11/24.       Ip. 
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7913310315   PNO-I1-79-008:  on  791010,  annua  1    ainrcise    luill    be   conducted 

at   facility    to    test   State  of   SC    emergency    plan. 

CORVELL:Q..    HUFHAM.J.  U.  Region    2,     Atlanta.     Office    of    the    Director. 
79/1O/01?.        If. 


7912120221    Informs    Subcommittee    on   Energy    It  Environ   of   notice    of 
effective    rulemakinfl    to   amend    1OCFH50  re    fracture    toughness 
&   reactor    vessel    surve  i  1  lance.  FR   notice    encl.W/o    end. 
MtNDQUE.R,  B,       Office    of   Standards   Development.       79/09/1B.       3pp. 


7912310321    P NO- 1 -79- 006:  on   79100B.  posaib  I  e    over exposure    occurred    to 
radiographer    d  assistant    on    tanl    trailer    outside    facility 
during   radiography    test    using   3&   Ct    lr-192    source    not    fully 
retracted    into   device.  Es  timates    7-11    Terns    ciposure. 

DAVIB.J.B.  .     JERMAMpP.C.        Office    of     In  >p  HC  t  ion    &   Enforc  ement,     Office 
of    the   Director.        79/10/10.         lp. 

7913310339   PNQ-I-77-019:  on.   791  i  14,  emo  loue  B    film    badge    read    21.5    rem    for 
Dct    1979i  resulting    from    loui    energy    i-rays. Employee    had    not 
worked   iii/llcensGd    matl    during    period, but    performed 
radiography    one  day  u/200  KVP    i-raij    machine. 

COSTELLO.F.,     MCCLINTQCK,  R.  0.  .     SMITH, G.H,        Office    of     Inspection    fr 
Enforcement.    Office   of    the   Director.       79/11/14.        lp. 

7910230314    IE   Circular    79-25.      "Shock    Arroator    Strut    Assembly 
1  nt«r  f  orencB.  " 

*      Office    of    Inspection   t.  Enforcement.     Office   of    the    Director. 
77/15/20.        1pp. 


7912120296  Notifies   NRC    of   State    historic    preservation   officer    name  & 
address    change. 
CARRIER.  E.  B.        Louisiana,     State    of.        79/12/05.        lp. 

7913120941   Responds   to   DC  Prince   790919   request    for    info    re    procedural 
for    adoption    of    FL   plan    for    const   nuclear    plants.  State    of   FL 
responsible    for    assuring    adequate    supplies    of    energy. 
Forwards   pamphlet   re   nuclear   reactor    licensing. 
QOSBICKiL.  V.       Offica   of    the   Eiecutivn   Director    for   Operations, 
79/10/31.        lp. 

— 79I213054di  Forwards   DC   Prince    790919    Itr   re    procedure    for    adoption  of 
plan    far    const    of   nuclear    plants    in  FL.  Requests    comments. 
IRELAND,  ft.       House    of    Rep.       79/09/25.       3pp. 

7912130214  Foruards    outline    of    basis    for    proposafl    fee    scJi«dul»    for 
tailings    license    revleuis. 
MILLER.  H.  J.  Uranium  Recovery    Licensino,    Branch.       79/11/O2.       lp. 


7'90ai40497  Responds    to  790706    memo    for    comments    re    draft    IE   bulletin 
"Audibility   Problems  Encountered    on   Evacuation   of    Personnel 
From  High    Noise  Areas."   No    comments. 

OAMMILLiW,  P,         Assistant   Director    for    Operating    Reactor  Projects    tPre 
791030).        79/07/26.        lp. 

— 7908140309  Foruards   draft    IE   Bulletin     "Audibility   Problems   Encountered 
on  Evacuation   of    Personnel    from  High    Noise  Areas,"    tar 
review   S.   comment. 

JORDAN.  E,  I.          Division   of    Reactor   Operations    Inspections. 
79/07/0&.       4pp. 

790BS90525  Responds    to  790B23    telton   re    issuance    of    facility    form 
policies    for    158  risks    in    1969.  Oivas   amounts    of    p  ram  i  urns 
returned. 
JONEB.R.D.        American   Nuclear    Insurers.        79/OB/23.         lp. 

7912Q50100   Discusses    790030   memo    re     loss    of    offsite    poniBr    si»rv«1). 
.Requests    that    survey    include   all    plants.  Info   has    high 
priority    for    Task    Action   Plan  A-44,  station    blackout. 
EI8ENHUT.  D.  0.  Division    of    Operating    Reactors.        79/11/16.        4jip. 

7913050284   Forwards    IE  Circular  79-34.     "Proper    Installation    t>  Calibr 
of  Core   Spray    Pipe   Break    Detection   Equipment   on    BWRs.  " 
D-raft    transmittal    uncl. 

HOSELEV,  H.  C.  Division    of    Reactor    Operations    Inspection*.        79/11/S4. 

7pp. 

791H04O007    Natif icatlnn   of    771S06    neatino    ui/IE    t,   Dfc    of    Btds 
Development    to   discuss   documentation    nf    intord isc tpl inary 
approval    of   tfesign    documents. 
LIEDERBACH.F.  J  Quality    Assurance    Branch.        79/11/H7.        lp. 

79121203S4  Responds    to  DDE  790611     Itr   re    U  mining    in   Las   Padres    Natl 
Fores  t.  Neither   DOE  nor  NRC    has   authority    over   U   mininfl. 
Submits   name    &  address   of   appropriate    authority    to    contact. 
eOSSlCK,L,V.        Office   of    the    EiecutWe    Director     for    Operation*. 
79/10/10.       lp. 

7912120033  Responds    tn  HC    Jau    79041B    itr    re   method    developed    to    prevent 
cracks    in    piping   of  DWfls.  Nei  ther    HRC   nor   GE  can    evaluate 
efficacy    of    ideas    due   to-    lack    of    tscjin-ical    details    re 
proposed   methods. 

GasaiCK.L.  V,       Office   nf    the    EiBeubtve    Director    for    Operations. 
77/ioyaa.      lp. 

— 7712120044  Recommend!   that   MC   Jaij    can  tact   OE   to    provide   technicil    into 
re   proposed    method    to    prevent   .pipe    cracls    in   BURs,  NftC   does 
not    fabricate   or    repair    piping    sys. 

DIBCK9,  M.  J        Office   of    the   Eiecutlve    Director    fur   Dpcrationv. 
77/OS/H3.      2pp. 


— 791213032ti  Justifies    calculation    of   proposed    fees    for    licensing   action 
used    in   BECV  79-413  k   licensing    requirements    for  U  wills. 
HDLLQWAV.C.  J.  License   Fee   Management   Branch.       79VOS/31.       4ji{i, 

7712130234   Responds    to  791030  draft    rept   re    three   addl    «lt»i    for 
designation   under   Public   Lain  98-604.  Concurs   u/d«signat  ion 
of    sites.  Areas   are   remote    from   population    b  contain 
relatively    small    quantities    of    tailings. 
8CAHAND,fi.  A,  Uranium  Recovery    Licensing    Branch.       79Y11/Q&.      3pp. 

7912180020  Bummariies    updated   activities    for   U  Mill    Tni 1 ino»    Radiation 
Control    Act    of    197B   re   DOE  791030  request. NflC    has    concurred 
u/DOE   designation    of   site    boundaries    for   33   processing 
sites. 
8CABANO.R.  A.  Uranium  Recovery   Licensing   Branch.       79/11/09.       3pp. 

79121B011S  Forwards    evaluation   ra    affects    of    firt   on  associated 
nansifety    circuits   fc  oil    collection    sys    for   r«actor    coolant 


pumps. 
FERGUSON,  R. 


Plant   Systems    Branch.       79/11/09.       6pp. 


79121BOS50  Responds    to   791102  memo    urging   NRC    to    expidito    issuance 
of    final    regulations    to    implement   auction    504   of 
RBhlbilitation  Act.  Antic  ipates    final    regulations   will    be, 
forutarded    to   NRC    for   approval    bu,    Dec    1979. 

QD3BICK.L.V.       OfficB    of    the   Executive   Director    for   Operation*. 
79/11/30.        lp. 

— 791B1SOS33  Asks    NRC    to    finaliie   reouUtions    to    implement    Section  304  o* 
Rehabilitation  Act   of    1973. 

eiSENSTAT,  fl.  E.       President    of   U8  d  Eoeutlve   Offices.       79/11/OB. 
lp. 

791H1B03O3  Foruards   NRC   791015    Imperial    Valley    earthnuako 
reconnaissance   repts. 
KN10HT.J.P.  Assistant   Director    for   Engineering.       79/11/H7.       lp. 

--79121B0307   Forwards  791015   Imperial    valley    earthquake    reconnaUsanei 
repts. 

LEVlNiH.  A.  i    HARTORE.J.A.         Division   of   Operating   Reactors-       JENQ.D, 
Division    of    Systems   Safety.       79/11/OB.       2pp. 

--79121G0313    "Flteonnaissance'Rept   -    Imperial    valley    Earthquale    -  79101!-.  • 
Catalog    of    photnaraphs   b   observation!   by    L  Reiter    anel. 
LEVIN.H.A.,    MARTORE.J.A.        Division  of  Operating   Re-actors. 
79/11/02.       35pp. 

--79121B031A   "Observed    Effects    of   791015  El    Centro   Earthquake.  " 
HELLER, L.W.         Division   of   Systems  Safety.       79/11/03.        3pp. 

—79-12180321    "Earthquake   Damage   Observation   Rept.  " 

JENffiD.C.        Division   of  8v«tems   Safety.      79/11/02,      9pp. 


—  79121E0049  Foruards  MC  Jay    790418    Itr    ra   prevention    of    pi(»    lead 
occurrence    In   BWRs.  Req.uea  ts   comment, 
CRANSTON,  A.        Senate.        79/OB/32.        3pp. 

7912120097  Discusses    licensing    actions   auai-ting    r«vleu    bij    bulletins  li 
orders   group    b  possibility    of    increased   workload    on 
uparatlng    reactors    group. 
EESENHuT.O.O.         Division    of    Operating    Reactors.       79/11/09.       Spp, 


7913190004  Discusses    training    program  t.  curriculum   for    planning   coursa 
b    operations    course    (HERO).  Forwards   various    document*.  W/o 
incl. 
COLLINS.H.E.       Office   of  State   Programs.       79/11/21.       2pp. 

7913L9Q132  Responds    to   791101    request    for    Info    on   nuclear    an«rau. AnnutL 
rapt    for    197B   tncl.  Suggests    other    sources,  for  more    specific 
info. 
DENTON.H.fl.       Office    of   Nuclear   Reactor   Regulation.       79/11/30.       2pp. 
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7912190143  Forward*    comments    on  NHC    sponsored    radiological    emergency 
response    operations    training    program  m/o    end, 
HYAN.H.O.       Office   of   State   Programs,       79/11/27.        lp, 

791219029S   NUREG-Oo32 

Discusses    draft    rapt    "Siting    Nuclear   Pouior  Plants." 
Dl»agrees    that    risk    alignment   methodology    should    not    be 
based    on  arithmetic    formula.  Forwards    comments. 

HULLEBjD.  R,         Division    of   91  te   Safety   &  Environmental    Analysis, 
79/1S/04.       16pp. 

— 791B190302   "Methodological    Concepts   &    Issue*    Involving   Psychic   Costa    b 
flenef  iti-Rlil   Perception   ti  Risk    Aversion    in    USB   Mg  t   of 
Altirnatlve   Energy    Sources. " 

SPANOLERiM.  D.         Diviiioti    of   Sit*   Safety    t,  Environmental    Analysis. 
79/1O/26.       IDpp. 

7912I904B2  Responds    bo  791022    Itr    re    distribution   at    environ    Impact 
ttatecients   &   related    info.  Requests    environ    statements    for 
plants    located    in   region. 

REDAN. H.H.  Assistant    Director    for   Envlronmontal    Technology. 

79/11/07.       lp. 

771H190327  Forwards    latest   annual    rept    in   response    to    791119  raquett 
tor    Info   ri    nuclear    poiuer.  Request    is    bring    forwarded    to   Dlv 
of    Technical    Info   tc  Document   Control. 
KOPECK.J.      Office    of  Public    Affairs.       79/11/3O.       lp. 

— 7912190931    Requests    info   re   nuclear    energy   h  catalogue   of    Info 
available    for    purchase. 
DELEEUW,  W,  L.        Affiliation   Unknown.        7?/ 11/17.        lp. 

791S190536  Responds    to   791106    Itr    requesting   NRC   opinion   re   future   of 
specific    power    plants   b    util    dividends. No    opinion    can   be      ' 
1-siued.  Several    months    required    to    develop    ti    implement 
improved    safety    objectives.  Unnecessary    delay    mill    be    avoided 
DENTON,  H.  R.      Office   of   Nuclear   Reactor  Regulation.       79/12/03.       lp. 

7-312I9053B  Responds    to  791102  request    for    Info   re   need    far   nuclear 
pouer    tn  UB.  Excerpt    from  President    Carter    790907   Second   Natl 
Energy   Plan   encl.W/u    end. 
DENTONiH.R.       Office    of   Nuclear   Reactor   Regulation.       79/12/03.       lp, 

— 7912190941   Requests    info   re    need    for    nuclear   energy    in  U3. 
NICHOLS.  L.  A.       Affiliation  Unknown.       79/1 1/oa.       lp. 

7912190940  Responds    to   791113    Itr    re   need    for   nuclear    pouer.  USB    of   coal 
*  nuclear   pouier   mutt   eipand.  NRC    is    making    every    effort    to 
eniuri    public    health   It   safety    for    all    nuclear    power   plants 
so    that  existing    plants    can    continue    to    operate. 
EENTuN.H.R.       Office    of   Nuclear   Reactor   Peculation,       79/12/03.       lp. 

7913190634  Foriuards    corrected  Page   7    to   791113  nemo    re    guidelines    for 

evaluating    qualification   of  Class    IE   electrical    equipment    In 
operating    reactors, 

BUTCHER,  E,  Plant   Systems  Branch,       79/11/58.       2pp. 

791 3190733  Forwards    guidelines    fur    evaluating    qualification   of  Class    IE 
electrical    equipment    in    operating    reactors    for    USB    in 
revltus   of    licensee    responses    to    IE  Dulletin   79-01.  Repts 
from   other   NRC    consultant*   will    supplement  App    C. 
DENTDNiHR.       Office   of   Nuclear  Rsactor  Ro|julation,       IEH-79-01. 
79/11/13.       33pp. 

7912200042  Grants    exemption    from   code    requirements  It  approves   of 
participation    in  matters    before   NRC    affecting    OE.  As    former 
•nplcute   of   OE.  interest    In   company    is   not    likely    to  affect 
inttjrity  of   svcs   to  NRC. 
LEVINE,  8.      Office    of  Nuclear   Regulatory   Research.       79/12/17.       lp. 

791220GO&9  Responds    to   791119  request    for    Info   on   ratearch   related    to 
health    tff*cts    of    laniiing    radiation. Lists    projects 
•.simulated    by   Ofc    of   Nuclear  Reactor   Regulation,  primarily    in 
category   of   human   exposure   pathways. 

HULLED.  D.  R.        Division   of  Site  Safety  %  Environmental  Analysis. 
79/11/30.      2pp. 

— 7912800076  Requests    addl    Info   about    long-range    program  goals   r<e   health 
effects    from    law   level    radiation.  Seeks    info   re    epidemiology. 
comparative  biology. basic   biology   &  human  exposure 
pathways.  Info   needed    for   791207    briefing. 

PflflSONT.M.  A.  Radiological   Health   Standards   Branch.       79/11/19. 

2pp. 

— 79I22000B4  Discusses   replacement    of   performance   appraisal   rept    by 
deciiion   unit    tracking    syi.Neu   *yi    uill    emphasis*    program 
•reai   rather    than    ofc    performance, 

OOBBICKiL.  V.      Office   of   the  Eiecutive  Director  for  Operations. 
79/10/13.       9pp. 


7912310067  Revised    notification    of    791211    meeting    ui/IE   E.   Btdfi 
Development    to-    discuan    NRC     criteria    far    records    storage 
facilities.  Meeting    date    chaiigod     from    791S10    tn    791211. 
SPRAUL.J   0.  Quality    Assurance    Branch.        79/12/07.        Sp 

7912210007   Notification    of    791S1O  meeting   ur/IE   i    Std*    Development    to 
discuss    NRC    criteria    far    retards    storage     facilitie-s. 
SPFAUL.J.O.  Quality    Assurance    Branch.        79/12/07.        lp. 

79122101B4   Discusses   NRC    outline    far    environ    statements   prepared    in 
support    of   application's    far    CPs  t  OLs.  Requests    that    MFIC 
outline    include    cotnervation    as    alternative    to    licencing 
praposal. 
SHE/i,  D.F.      Council    on   Environmental    Quality.       79/12/15.        lp. 

7712240124    Responds    to   CF   Miller    7<?OE17    requ&Bt    for     info    re    use     of 
U-235   In    pouer    p  lants.  Power    plants    use    froin  2.  5-4X    of 
U-233.  Approi    70V.  U-233   burned    up    during    fuel    cycle.  Spent 
fuel    is    not  reproconEd   b   no    unburnud    U-233   recovered. 
GDSSICHjL.V.       Off  lc>   of    the    Eiecutive    Director    for   Operations. 
79/10/32.        3pp. 

7912Z602S3    Discusses    response    bij     licensees    to    IE    Bulletin    79-10. 
"Environ   Qualification   of   Class    IE  Equipment."   Furuards 
listing    by    plant    of  equipment    for    operation    in    accident 
conditions  d    evaluation    guidelines. 

EIEENHUT.D.  0.          Division    of    Operating    Reactors.       IED-79-O1. 
79/12/05.       49op. 

7912270001    Responds    to  790330    Itr   re   NL   Qelbman   -suggestion    re    const    of 
nuclear    pouer    plants   und  erground  ,  Several    studies    have    been 
performed.  Benefits  uould    not    justify    cast«   1    problems. 
OOHBICKjL.  V.       Office   of    the    Executive    Director    fnr    Operations. 
79/10/09.       2pp. 


—  7912270003   Forwards   NL    Oslbman    790722    Itr 
p  lants    underground.  Requests    comment. 
STONE,  R.       Senate.       79/OB/30,        Hpp. 


a    const    of    nuclear    power 


7912270033  Responds    to  790911    Itr   re   T  Schlegelmi  Ich    concern   about 
licensing    of    nuclear   plants    built    From    same    design    as   TMI 
p  lant.  Forwards    list  of    plants   ui/dcslgns    uhich    include   B&U 
NBSH 

ODSSICK.L.v.       OPfict   at    the   Executive   Director    for   Dp  Brat  i  ona. 
79/10/31.       3pp. 

--791S270039  Request.  submitted    on   behalf    of    T  Schlegolttilch,  for    status 
rept  on    licensing   of   nuclear    plants    built    from    mane    design 
an   TMI    plant. 
LOEFFtER.T.        House    at    Rep.        79/09/11.        lp. 

791227014B  Forwards   notice    of   violation    for    performance    of   radiogrHphic: 
Insps  iii/llcensed    radioactive   matl    from    Jan-Qct    1979    on    board 
US  Navy    veisels.  Response    required   within   SO   daijs. 
DODK.  H.  E.  Region   5.    San   Francisco,     Fuel    Facility    b  Materials 

Safety   Branch.       79/13/07.       Hpp. 

—  7913270152  Notice   of  violation    from  Jan-Oct    1979   performance    of 

radlographlc    Imps  on    bgard   US  Havy    vessels. 

*          Rag  Ion    9.     9an  Francisco.    DFfico    of    the   Director.       79/12/07. 
lp. 

7912310013  Responds    to  790925   request   re    stds    review   of   ANS    59.2. 
"Heating*  V*  nt  i  lation  l>  Air   Conditioning    Sijsi  Important    to 
Saf  BtyiLocBtei)   Outside   Primary    Containment."    Draft    std 
should   b«   modified. 
ORIMES.D.H.  Assistant    Director    for   Engin»ering.       79/11/37.       Hpp. 

791S3102S1   Notification    of    BOO  107  meeting    u/Fluid    Components    Corp    in 
DethesdajMD.     to    discuss   &  vleu  demonstrations    of    Flou  & 
level   measure    sys   produced    bij    company, 

BATTERFIELD.fi.  Electric.     Instrumentation   b  Control    Si^stsms 

Branch.      79/1H/18.      2pp. 

791331022B   Responds    to  791120    Itr   re   moratorium  on    licensing    of    nuclear 
fae  1  1  1  ties.  Continuing    effort    to   ensure    public    health    b 
s>f>ty    so    that    editing    plants    can    continue    to    ha    operated   & 
new   plants    licensed, 
DENTDN.H,  R.      Office  of   Nuclear   Reactor    Regulation.       79/12/03.        lp. 

7912310S29  Comments   on  draft    circular   re    States  Co    sliding    link 
electrical    terminal   blue  k:  penult  Imate    paragraph    should    be 
changed.  Problem    should    be    Foil  owed    up    by    inspectors    to 
ensure    licenxe    compliance. 

OAMMlLLf  H.  P.         Assistant    Director    for   System*  t  Projects,       79/15/11. 
2pp. 
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Notification    of    7-JI217    meeting    u/ Japan    Atomic    Pouer    Cn. 
Mitsubishi    Heav^     Industries    (.    abayash i    Const    Co     to    discuss 
louj    temp    fracture    taiujfines*     of     pros  t  r  essBf!     concrete 
c  ontainmerit    components 
HCHRIKO.  R   S  Enginaering     Branch.        79/13/12.        'Jfp 


79I212009Q   Forwards    DQ    Waters     Itr    re     imp  1  orientation    of    mods    to    nuclear 
plant    equipment    !•   admi  nl  a  tration.  per    neu   NRC    regulations. 
Requesta    NRC    position    re    extension    nF    deadline    for 
compliance    ui/lBSaons    learned    recommendations, 
MORGAN,  R.        Senate.        79/13/07.        3pp. 


HUHEG    REPORTS   ANy    RELATED    CORRESPONDENCE 


7902260150   Respond*    to    7901 1A    FQ1A    request    For    Time    categories    or 
documents   re    Fire   protection    st    sin    nuclear   p lants. Documents 
Forwarded    except     for    one    not    found    t,    one    other    already 
located    in   PUU. 
FELTQM,  J.  M.  Division    of    RU!PS    ano    Retards.        79/02/09.         lp. 

7912040530   NJHEG/CR-I1Q2   V3 

"Systematic    Assessment    of    Bafeguards    Regulat  i  or»3i  Apps. 
FflALEY.D.W.        Bdttelle    Memorial     Institute.     Pacific    Northwest 
Laboratory        FHJ   n-31427.       FNL-2aQ4.       77/11/30.        liOpp.       Available    at 
NT  IS. 


7912130099   NUREQ-0380   V3   Nil 

"Program  Summary   Ropt.  "   Vol    3.Number    11. 

.      Office    of   Management    and    Program   Analysis. 

Available    at    NT1B. 


79/il/li.        60pp. 


7912120126   Forwards    comments    on   NUREG-OS1 1    re    U   mill    tailings    altos,  on 
behalf    of   Americans    far  national    Energy    Al  tor-natives,  Inc. 
General    philosophy    toward   radiation   protection   !<   risk 
mitigation    is    too   extreme. 
WILLIAMS,  D.  C.        Affiliation   Unknown.        lA54i.        79/1 0/24.        9pp. 

7912120130   Comments    on    NUREQ-0511,     "Draft   Generic     Impact    Statement    an 
U  Milling"    fails    to  mention  U  mining    industry    in    aaatevn   US. 
BARLEY.SR         Af  f  i  Hation    Unlnouin.         11553.        79/1O/23.        3pp. 


7912050002   NUREG/CfJ-1076 

"Development    of    High-Sens  i  tivi  tu    Ultrasonic    Techniques    for 
Insarvico    Insp    of  Nuclear    Reactors.1"    annual    rapt.  Del    1777   - 

LINZER.M   .     PARKS,  S.   I    .     DIET2.D.R.        Commerce.  Dep  t.  of  ,     National    Bure 
of    Standards.        FIN   B-5i.au.        77/11/3O         55pp. 

7913-050005   NUREG/CR-OW>2 

"Computational    Tools    for    Matl    Control    Assessment    d    Design 

of   Processing    Monitors:  Overview.  " 

DUNN.  D.  R.  ,     CANDV,  J.  V.  .     KUEDEL,  J.  O.        Laurence    LivHi-mor*    Laboratory. 

FIM   A-O119.        UCSL-52702.        7"?yO2/3H         30pp.        Available    at   NTIB. 


79120S0001?   NUF)EQ/CR-IO40 

"LHF1    Safety    Research   Program:  Quarter  lu    Pi-ogrssa    Rept.  " 

Jan-Mar    1971? 

PEWITTi  E   Q    .     KVGER.  J   A.        ArgonnE    National    Laboratory.        FIN   A-^ltlt. 

ANL-79-43.        79/OB/31.       4Bpp.        Available    at    NTIS. 

7913050013  NUREO-OQ9a   V2 

•"Rept    to  Congress    on  Abnormal    Ckcurrencesp  Apr-June    \t7t< 

Vol    a.  number   3. 

*      Office    of    Management    and    Program   Analysis.        79/I1/3O.        42pp. 

Available    at    MTIG. 

7912060307   NUfiEG/CR-09S5 

"Regional    Tectonics    !.   Seismicitu    of    Southwestern    1ft,        annual 

r»Qt,FY79. 

VAN   ECK.O.  J    .     ANDERSDN.R    R.  ,     BLACft,  Fl.  A.        loua.     State    of. 

fJRC-0^-7B7-22B         79/07/31          31pp.        ftvallable    at    NTIS. 

7913070491    Notification    of    7"?1  ISB   meeting    ui/Eherline    Instrument    Corp 
in   Detheid«iMD    to    discuss    lugh    range    effluent    monilors    & 
improved    inplant     loOine     inB  trumantat  ion    in    i-ea-ponaa    to 
requirements    resulting    from    TMI    Lessons   Learned    Task    Force. 
BAtJHETT,L.  Environmental     Eval  uatinn    Branch.        79/11/aO.        2pp. 

7913110^24   Cflfflments    on   draFt    NUHEG-06JO   propoaet    establishment    of 
^ette^    public    Info    ays    in    emeFaencij    si  tu<a  ti  ons.  Eiac  t 
knowledge    of   malfunction    mappropr  late.  Ei  pected    frequeneg 
item   d  iscouraging 
CLEAR  Y,  P        Cltiiens    for    a    Better    Environment.       79/10Y1B.       lp. 

7<M21102r7  Commenti   on  draft    MUREO-OtlO  notification   of   NRC    should    be 
listed    as    licensee    action     far    all     four    c  lasses.  Suggests 
amends    &  deletions. 
BARRETT,  E  G        Affiliation   •Unknown         79/1O/31.        lp. 

7912110142   NUREQ/CR-OJ90   V2 

"Estimates    of     Internal    Date    Equivalent    to    22    Target    OrtjanB 
for  Radlonuclidas   nicurinq    in   Houtine   Releases    from  Nuclear 
Fuel    Cycle    Facilities."    Vnl     2 

DUNN1N9.D   t7   ,     DEfiNARD.S   rt.  ,     HAI.SH.P.J.       Oak    Ridoo    National 
Laboratory-        FIN    0-019E!.        OnnL/NUflEC/TM-l  .        77/10/31.        5Q9pu. 


7912110521    NUHEG-O56S 

"Title   List   Publicly   Available    Documents,  TMI-2.  "   Revision    t, 

Suppl     l.JuJ-act     1979. 

•      Office    of    AJministration         79/10/31.        109pp. 

7912130033   NUREG/CR-O717 

"Biinamic  Hotel    of  Global     lodiTid   Cycle    For   Estimation   of    Dose 
to   Uorld  Population    from   Re>leafl«s    of    I-IH'7   to  Environ.  " 
KDCHEH.DC        Dak    fiiflje  Uac  tonal    Labc-rfltorij.       FIN  H-OIBH, 
ORNL/NUREO-3"?         79/11/30.         112pp.        Available    at   NTIS. 


791212003i   NUREO-0632 

"NRC    Views    &    Analyiis    of    Rscommenila  tl  ons     at    President's 

Commission    on    Accident    at    TMI." 

«      Office   of  Nuclear  Reactor  Regulation.       79/11/30.       3Ofp. 


7912130133  NUREO/CR-1196  „,„,... 

"Environ  Assessment   of    loniiation   Chamber   Smokn    Detectors 
Containing    Ara-241,  " 

BELANQER.R.  ,    BUCKLEY,  D.  W.       Be  ience   App  1  ications,     Inc.       NRC-OB-7Q-043. 
SAI    01379-739LJ.        79/11/30.        110pp. 


7912120139   NUREO/CR-0963 

"DYNE3T1:  Revised    Dynamic    Estimator   Calculation  Program. 
FREEMAN.  D.  W.  ,    CANDY,  J.  V.       Laurence   Livermore    Laboratory. 
UCRL-92731.        79/11/30.        50op. 


FIN   rt~0113. 


7912120157   NUREO/CR-063a 

"Prediction    of   Net   Radon   Emission    from  Model    Open  Pit   U 

NIELgDN.K  H-  ,    PERKINS, R.  W.  i    SCHWENDIMAN.  L.  C      Dattel  la   Memori  al 
Institute.     Pacific    Northuest   Laboratorg.       FIN  B-2279.       PNL-2BB9. 
79/09/30.        30pp. 

7913120160  Comments    on  NUREO-051 1 :  at  tivi  ty    consistent   u/»oeiali  •eononik 
!,  physical    goals  (.   policies   of   OA   Ofc    of    Planning   !<  Budget. 
BADGER, C.H.       Georgia,     State    of.       79/10/27.       lp. 


flit 


7912120190  NUREG/CR-1022 

"U  !.  Sodium  OxldB  Aerosol  Experiments:  Nuc  lear  Safety  Pilot 
Plant  Test*  201-203  I-  Testa  301-303,  Data  Record  Ropt." 
ADAMS,  R.  E.  ,  HAN.  J.  T.  ,  KRESS,  T.  S,   Oak  Ridge  National  Lnboratovg. 
B-0121.   ORNL/NUREG/TM  3.   7-7/11/30.   90pp.   Available  »t  NTIS. 

7912120442  NUHEQ/CR-099B 

"laconical  Manual  Operation  fc  Equipment  Instructions  for  In 

Situ  Impulse  Test.  " 

•   Shannon  t,  Wilson,  Inc.   FIND-3013.   79/11/30.   75pp, 


7913130520  Responds  to  790B10  Itr  ra  public  availabilitg  of  NRG  NAJREO/ 
CF-0181i  "Barrier  Penetration  Database.  »  FOIA  requires  that 
NRC  make  all  non-exempt  documents  available  to  public.  NUREfl/ 
CR-01B1  is  not  exempt.  Amend  sought  to  Atomic  Energy  Act. 
QQSBICK.L,  V.   Office  of  ths  Executive  Diractor  For  Operations, 
79/10/12.    lp. 

~7?12I20536  Forwards  0  Miller  79072i  Itr  re  public  availability  of 
NUREQ/CR-0181,  "Barrier  Penetration  Database. "  Request* 
comment. 
GRI9HAM,  W.   House  of  Rap.   79/08/10.   2pp. 

7912120641  NUREQ/CR-0990 

"Use  of  Reconnaissance  Level  Info  for  Environ  Assessment. 
FOSTER, R  F.I  RICKARD.W.H  ,  STRAND,  J.  A.   Battelle  Memorial  Inatitutf. 
Pacific  Northwest  Laboratory.   FIN  B-2156-8.   PNL-30BO.   79/11/30. 
47pp.   Available  at  NT16. 

7912120643  NUREQ/CR-09B2 

"Evaluating  Strength  &  Ductility  of  Irradiated  Zlrealoy: 

Task  3i "  quarterly  progress  rept  for  Jan-Mar  1979. 

LOURV.L.M..  PERRIN,J.9.(  MARHWDRTH.  A.  J.   Battel  IB  Memorial  Inltltute. 

Columbus  Laboratories.   FIN  A-406B.   BMI-2034.   79/11/30.   13pp. 

Available  at  NTIS, 

7713130041  Comments  on  NUREC  0610:  expresses  concern  that  Hcin»t« 
action  to  promptly  inform  state  Si  local  authorlti»«  of 
unusual  conditions  ulll  have  adverse  «ffact  on  public 
safety  d  welfare. 
WILLIAMSON,  T.G.  i  BHRIvER.B.L.   Virglnlai  Univ.  of.   79/10/13.   Spp. 

7913130072  NUREO-03aO  V3  N5 

Duff  Book  Z:  "Status  Bummaru  Rept, Advanced  Reactor  SafBty 
Research,"  Vol  3,  Number  3,  data  as  of  790930. 
«  Office  of  Nuclear  Bagulafcory  Research.   79/10/24.   02pp. 
Available  at  NTIS. 
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7912130073   NUREO-0525 

"Safeguards   Summary    Event   List,"    pro-Nf(C    through    790630 
DAVIDSON,  J.  J.        Office    of    Nuclear    Material    Safety    J.    SaFeguard 
79/11/30.        139pp. 

79121300B9  NUREQ/CR-0794 

NQen*ral    Investigation    of    Radlonuclide   Retention    in 
Migration   Pathways    at    West    Valley, NY    Loui   Level    Burial    Sit-e," 
annual    rept    Sept    1977-Sept     197S. 

DANA.fl.H.,     MQLELLO,  S.  A.  ,     FICKIE6.R.H.        NeuVork,     State    of         I 
a-AOO-B.        NYSG8/79-2403.        79/11/3O.        lOBpp. 


eitending     imp  1  emtrntation    ittiedule    of    thgrt-tern 
recommendations    oH    Lesson*    Learned    Task    Fores 
CARBON,  II.  W         ACRS    -   Advlsoru    Caasmitt**    on    React 
79/11/14.        2pp  V  "BaCt 


7913170003  WJBES-0135   v3   N4 

Duff    Bout,     i:     "Status   Sugary    Rept. Hater    Reactor 
Research,"    d.ita    as    of   710831 


791B130332  Comments    on   proposed    rulemaking    5Q~22:since    decommissioning 
aP   nuclear    power    facilities    is    inevi  tab  IB*  cost    estimate's    of 
financial   mechanisms    to    meet    plannned    li   premature 
d«cami«i  isionlng    should    be     incorporated    into    code. 
POLLACK,  R,  P.        Critical    Mass    Enorgy    Project,        GARLQU,  C,        Public 
Interelt   Research    Group.       CA8CIATO,  P.  A.       Affiliation  Unknnun 
79/11/21.       llpp. 

79ISI30403   Comments    on    draft    GEIB    on    U   mi  1  ling:  supports    comments    of 
American   Mining    Congress. 
DRTLOFF,  0.  D.       Eixon   Minerals   Co.,    USA.       14349.       79/10/24.        IB. 

7912130406  Comments,  on   behalf    of    Black    Mills   Enorgg    Coal  1  1  ion,  on 
NUftEG-OSlli  re   U   mill     tailings    sitesidoes    not    produce 
worst-case    estimates.  Val  idi  ty    is    limited. 
BANDERFQRD,  J.        Affiliation    Unknown.        14343,        79/11/09.         ID. 


Forwards    assessment    of    NUHEG-051  1,  draft    QEIS   re    U    milling: 
HEP  A  dots   not   permit    justification    of    dotes    by    compari-son    to 
background. 
LOCH9TET,H.  A.        Pennsylvania    State    Univ.        79/10/24.        12pp. 

7713140125  NUREG/CR-1159 

"Interactions    of  Radioactive   Wastes    in/Soils   -  Review,"    Oc  t 

197i,  -  Mai)    1979. 

FOULER.  E.D.,    E98INOTDN,  E.  H.  .    POLZER,  W.  L,       LOB   Alamos   Sc  J  pnti  f  ic 

l.»bar«tnr«.       FIN   A-7040-9.        LA-UR-79-2910,        79/12/31.        4Bpp 

Available  at   NT  IS, 


7913140168   NUREG/CR-Q9B7 

"BANDlA-OfllOEN   Uler's    Manual,  " 

1ENNET.D.E.        Sandla   Laborntar  lea.        FIN   A-106O, 

79/10/31.       112pp,       Available)    at   NTIS, 


8AND79-O299. 


7912140136  NUREG/CR-1101    V7 

"Reoti  Distributed   Under    NRG   Reactor   Safety    Research   Foreign 
Technical   E«change   Program.  "    Unl    VIIi  Jan-June    1979, 
dUEENER.D.  B,      Oak    Ridge   National    Labaratary.       FIN  D-O1U6 
ORML/HUREO/N3IC.       79/11/30.       B4pp.       Available   at   NTIS. 


NUREO/CR-0967 

".Multiple  Property    Variations    In   Coaxial    Cylindrical 
Conductors  Determined   m/Mul  tlpla-Frequency    Eddy   Currents.  lh 
DEED3,  W.  E,p    DODD.C.V.       Oak    Ridgs   National    Laboratory.       FIN   D-04L7 
CSNL/NUREO/TM-3.       79/10/31.       63pp.       Available   at   NTIB, 


NUREO/CR-0944 

"Hjdroilynamlcs   6  Heat   Transfer   Characteristics    of  Liquid 
Poali  u/Bubble   Agitation.  " 

D1-OTTNER,F.  0.       Sandia   Laboratorioa,       FIN  A-1019.       BAND79-I133. 
7-9/11/30.      73pp.       Available    at   NTIS. 


RIL-02f> 

Hsifarch    Info  Ltr   26:  transmits    results    of    completed    research 
an    Impact  of   offshore    nucloar    generation    stations    on 
rtcroational    behavior   at   adjacent    coastal    sites 
(  NUREO-0394  }  . 
LEVINE.B.      Office    of   Nuclear   Regulatory    Research.       7S/04/37.       3pp. 

—7912140433  NUHEQ-0394 

"Impact   of  Offshore   Nuclear    Osnnrating    Stattons    on 
Recraatlonal    Dehaviqr    at   Adjacent   Coastal    Bites." 
HAKER,  E.  J,  ,    M083,  D.  J.  ,    WEST,  B.  0.       Florida   State   Univ. 
AT  1  47-24-0330.       77/12/31.        147pp.       Available   at   NTIB. 

7912140532  RIL-033 

Rtmrcb    tnfo   Ltr   33:  transmits    documented    results    Front 
r»narch    prouram    to    disigiir  dovelop    t.    test   PAT-I    Pu    packaqe 
par   tritarla    in  NUREO-0360.  Forwards    SAND7B-0724,     "Pu 
Accident  Resistant   Container    Project"    &  NUREO/CR-0030. 
LEVIWE.  B,      Offlca    of  Standards    Development.       78/08/03.       Bpp. 

—  791S140526  NUREO/CR-0030 

"PARC    (Pu  Accident   Resistant   Container)    Prooram  Reseai-chj 
Design  fr  Development.  " 

ANDERSEN,  J.  A,  .    DUFFEY,  T.  A.  ,    DUPRGE.S.A.       Band  in   Laboratpr  le>, 
SrtND7i-SB7.       70/07/31,       397pp.       Available   at  NTIS. 


791217O011    NUREQ-Ot5O 

"Technical     Writing     Style    Guide    " 

BAVOLAINEN.A.  ,     FELDMAN,  (I.  H.  .     DLIU,Ub.        Of  f  ite    of   Nuc  luar   fieac  tor 

fiDgulation.        79/11/30.       92pp         Available    at    NTIS. 

7912170024    "Frac  togr  aph  ]  c    !.    Mi  crostructura  1    Analysis    of    Fatique 
Specimens    of   A3O2    Grade    D    Steel    Tested     ,n   Air    at   Room   Temp." 
PiS   n  Tt™'     PR°UEN"NO.V.        Navu.Dept.  of,     Naval    Research    Laboratory 
FIN   0-5538.        NRL    4043.        79/O7/2B.       23p  p         Available    at    NTIS 

7912170034   Requests    revieu   of    NUREG-0635  ,  re    e.cess    cancer    in   Mesa 
County  CO.  to   determine    impact   on  NRC   analysis   of   health 
effects    of    U   mill     tailings     industry 
MILLER,  M.  J.  Uranium   Recovery   Licensing    Branch.        79/09/37         Ip. 


r'Ual'd!    rept    re    omBr9ency    preparedness,  to    be    published    in 
IbfcE    791O17-I9    symposium   proceedings    6   NUftEG-0553   U/o    oncl 
COLLINS.  M.E.       Office    of   State   Programs.        79/11/23.        ip 

7912170102   Responds     to   791105     Itr    re    issuance    af    OLs.  Forwards   NUHEG- 
0094    d     license    eiamination    grade    data    from   various    utils 
W/o   encl. 
COLLINS,  P.  F  Operator   Licensing    Branch.        79/11/10.        3pp 

7918170391   Responds     to   FQIA    request    for    documents    containing    analysis 
of    proposed    siting     criteria    application    to    eiisting    sites. 
Forward's   NRC   79O926   memo    ra    NUHEG-0639    Recommendation    2,  ui/ 
list    of    plants    meeting    criteria   ACRS    transcript    in   PDR. 
CARR.J.  C.  Division    of    Rules    and    Records.        79/11/30         Ip. 

—  7912I7O399   Lists    factors    to    be    considered    for    interpreting    three 
distance    criteria    in   surveillance    of   QL  !.  CP   sites   re 
haiardoua    fac  i  li  t  iea.  airports    &    pipelines   Depending    upon 
interpretation,  1O-20K    of    eiisting    sites   uould    fail    criteria 
HQJSTOM.R.W.          Division    of    Site   Safety    1   Environmental    Analysis. 
79/09/2i.        Bpp,. 

79I21B0123   FDIA   request    for    drafts    of    NUREO/Cfi-0570,  NUREG/CR-0672. 
NUREO/CR-0130.NUREC-0594   Is   NUREQ-OSBi.,  uj/respec  tivs    additions 
&  comments. 
PTAKi  J.        louia   Public    interest   Research    Group         V9/11/16         111 

79121B0131    Responds     to   F01A    request    fc-r    five   HUHEO   repts   u/addi  tioni    k 
comments.  Foruiards    NUREQ-OSBfl    t   comments.  NUREO/CH-0130 
addendun   available    at   NTIS    d   NRC   NUREG/CR-0570.  NUREO   CH-0672 
ft   NUREG-OSBfi   not   yet    publ  i  shed.  W/o    encl 
CARR,  J.  C.  Division   of   Rules    and    Records.        79/12/06.        Ip. 

79121B0207   NUREG-0396 

"Nonradiglagical    Consequences    to   Aquatic    Biota   f,   Fisheries 

of   Busquehainna    River    From    1979   Accident    at    1MI    Nuclear 

Station-  " 

MICKEY,  C.  R.  ,     SrtMWORTH,  R.  u  Division    of   Site   Safety    5   Environmental 

Analynis.        79/11/3O.        100pp. 

7913160333   NUF1£0/CR-!O6B 

"Trans.tenfc    Reponse    of   Beams    to  Correlated  Random  Eicitation 
Applied    at    Boundaries.  " 

ARVAFAn.A.,     MASRI.S.F..     UDWADIA.F.E.        Southern   Cali  Forma.     Univ      of 
FIN   B-5976.        79/13/31.        liOpp, 

791S1B022&   NUREO-0&1& 

"ftept    of  Special    Revision  Croup,  IE  on   Lessons  Learned    frnm 

TMI.  " 

«          .Region    3,    Chicago,    OFfice    of   the   Director.      79/13/31.      200pp. 

79121B0437  Summary    nf   790510-12  open  meeting    in  Washington.  DC  re 
current    status   of    IMI-2.  Bequayah   Power   Plants  Units    1    t  2  lc 
Oyster    Creek    transient    resulting    in    loui    core   water    level. 
B     ACTS  -  Advlsoru.   Committee    on  Reactor-   Safeguards-      79/05/12. 
3S3pp. 

791319006-8   Discusses-    options     for    financial    assistance    to    state   &    loud! 
governments     for    emergency    preparedness    programs,  in    addition 
to   federally    administered    fund    suggested    in  NUREO  0533. 
H  VAN,  P.O.      Office    of  Nuclear    Reactor   Regulation.       79/11/21.      Epp 
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7712190133   Forward*    draft    memo    !<    Itr    requesting    implementation    of 
MJREO/CR-OlifiO    recommendations.  Manpower    requirements    end. 
CRIMES. B   K.          Assistant   Director    for    Site    &   Safeguards    (Pre   7-91030), 
79Y11/19.       Bp&. 


79123IOQ59   Comment!    on   NUHEG-061O:  sequence    of     licensee    actions 
inappropriate    for  mai    protection    of    public    health    &    safety, 
since   "assess  &  respond"    listed    as    Item  3.  not    Item    1. 
UTLEY.E.E.       Carolina   Pauier    &  Uight   Co.       79/11/39.        3pp. 


7912190173   Comments    on    draft   NUHEG-0610,     "Draft   Emergency    Action    Level 
Guidelines    for   Nuclear   Power   Plants." 

VETTEft.H.  E.  Region    4,     Dallas,     Office    of    the   Director.        79/11/37. 

2pp. 


7912210049   Comments    on    NUREO-O610:  new    classification    schema 
unacceptable. Class   9  accident    could    occur   U/D    declaration 
of    general    emergency, 
BHOLLViS.        Affiliation    Unknown.        79/11/26,        3pp. 


7915190461    Comments    on   NUREO-0610   re    emergency    actions    pertaining 
nuclear    poiuer     fac  i  lities.  Population    should    be    given 
advanced  warning   t   Info   on   radioactivity. 
SIMMONS,  J.  H.        Affiliation   Unknown.        79/1O/15.       3pp. 


7712310073  Comments   on   NUREQ-061O: recommend*    notification    of   unusual 
event   class    be    omi ttod.  Firs t    IBVB!    of    emergency    action 
should    be    In-plant    occurrence. 
HARD.J.E.       Atomic    Industrial   Forum,       79/11/3B.        14pp, 


7912190504   ForuardB    comments    on   NUREQ-05B5.  Agrees    generally    in/thesis 
that    operational    safety    factors   require   proportionally 
greater  attention. 
LEE.B.       Atomic    Industrial    Forum.        79/13/13.       33pp. 

7912190526   Responds    to    791110    Itr    re    implementation    of   Kemeny 
Commission  ret  ommendations.  Al  I    recommendations,  except 
reorjaniiation    of  HRC   .deemed   necessary  t,    feasible. 
DENTON,H.  R.       Office    of   Nuclear   Reactor   Regulation.        79/12/03.         Ip. 

—7911190354   Diicusses    need    to    tale   actipn    to   assure    implementation    of 
recommendations    of    TMI    Lessons    Learned    Task    Force. 
Utiliiation   of    sound    technology   &  public    attitude*   will    meet 
future   enargij   needs. 
DUFFV.J.P.        Affiliation   Unknown.       79/11/10,       3pp, 

791219055B   Responds    to    NRC   79110B    Itr    re   NUREQ-0630.     "Cladding    Swelling 
t.   Rupture   Models    For    LOCA   Analysis.  "   Rept    appears     to    be 
thorough   compilation   of  recent   experimental    data   on   cladding 
Jef  ormation. 
5CHERER.A.  E.        C-E   Pouer   Systems.       LD-79-07O.       79/13/11.        10pp. 

7912190573   Responds    to    NRC   79UOB    Itr    re   NUREO-063Q,     "Cladding,  SUB!  1  ing 
fc  Rupture   Models    for   LGCA  Analysis.  "  Vendor   recommends 
evaluation  of    all    cladding    data  accumulated    since    issuance 
of    IOCFR50.fl6.App    K.  Industry    committee    is    proper    forum. 
TAVLOR.J.U.       Babcocl    tiUilcot    Cn,       79/12/1Q.       3pp. 

7912I90S<)9   Forwards    response    to   NRC   791103   Itr   re   NUREQ-0630, 
"Cladding,  Swelling   Ic  Rupture  Models    for  LOCA  Analysis.  " 
Comment!   on   model    representation,  location   of   curves.  industry 
stdiECCS  model,  sensitivity   studies  t,  future   programs. 
BUCHHOLZ.R.  H.        General    Electric    Co.       MFN-294-79.        79/13/07.       8pp. 


791H310079   "DECQST-Computer   Routine    for   Decommis  s  ionira   Cost  b   Funiltng 
Analysis.  " 
*     Office   of   Nuclear   Material    Safety    t,  Safeguards.       79/12/31.       B6pji. 

7912310337    "Confirmation    of   Conversion   Factors   Relating   Expaiura  & 
Dose-Equivslanb    Index    ProsantBd    in   ANSI    N13.ll." 
VODER,  R.  C.  ,     BAFULETT,  W.  T,  ,     COURTNEY,  J.  W.        Dattel  In    M*mori»l 
Institute,    Pacific   Northwest  Laboratory.       PNL-3219.       79/11/30,      77pp. 

79122i0002  NUREO/CR-1144 

"Nemaha  Uplift    Bsiimo  tec  tonic   Study:  Reg  ional    Tactonlca   b 

Seiamiclty    of  Eastern  KB." 

HILBQM,  F.  U.       Kansas,    State    of.       FIN   B-6173.       79/11/30.       23pp. 

79122A01B4  Ack    receipt    of   PA  Emergency    Mot   Agency    771113    Itr   re 
NUREO-0533,     "Beyond    DePense-ln-Depth.  "   nacommondations   mill 
be   submitted    to   Commission  after    public    comminti    are; 
revleuad. 
RVAN.R.O.       Office    of    State    Programs,        79/12/04-        Ip. 

7913270026  Notice    of    Issuance    fr   availability    of    procvadlnei    of 
radiological    emergency    preparedness    tralna*    conference    on 
790724-39    in    K9    City,  MO. 
RVANiR.O.      Office   of   State   Programs.       79/11/37.       7pp. 

7913270300  Forwards   rent,     "Heatinahouie   Prediction    for   LOFT  Nuclear 
Experiment    13-1,  " 
REED.C.       Commonuealtn   Edison  Co.       09~2i.       79/12/13.        Ip. 

••-7913370307   "Westlnghouae   Prediction    for  LOFT  Nut  liar    Experiment   L3-1.  ' 
*      UestlnghoiiBe  Electric    Corp.       79/12/13.       84pp. 


7913190639  Forwards   responses    to  NRC  791109    Itr   re  NUREG-0630, 
"Cladding,  Swell  ing    &   Rupture   Models    for    LOCA   Analysis.  " 
Concludes    that    rupture   blockage   data   supports   conservatism 
of    current   vendor    rupture   blockage   model. 

EWSLEV.C.F.        Enon   Nuclear   Co..     Inc.     (subs,     of   Euan   Corn     ) 
79/12/10        7pp. 

7912190651   Summary   of  AJ  Hoc   Subcommittee   on   TM1-2  Accident 
Implication!   790711   meeting   ui/BiH,  NUS  Corp.  BQ&E,  fl>chtel   d 
Tnltfo  Electric    Pouer  Co    in  Washington.  DC   re    long-term  THI-2 
imp  1  ications. 

•  ACR3  -  Advisory   Committee   on  Reactor  Safeguards.       79/07/11.       43pp. 

7913300755   MJREQ-u002 

Errata   for    final  GEIS  re  use   of   recycled  Pu    in  miied    aiide 
ffufl]    in  LUfl. 

•  Coromissinn.        76/11/26.       41pp.       Availabla    at   NT1S. 

79I22007i6   NUHEO-O316 

"Alternative   Electrical    Transmission   Sys   t,   Environ    Impact    " 
SCHIEFELGEIN,  0.       Dattelle  Memorial    Institute,    Pacific   Northueat 
Laboratory.       EY-76-C-06-1Q30.       BNWL-1774-        77/OB/31         70pn 
Available  at  NT1S.  r 

79ia200B50   NUHEO-0306 

"Nucloar  Pouar   Plant  Operating  Experience    1976." 

•  Office   of  Management  and   Program  Analysis.      77/1H/31.      B60po 
Available   at    NTIS. 

7912310033   "Oas   Scintillation  Proportional   Counter   for   Measuring 
Plutonium   In  Humans   t.  Environ,"    final   rept   for  760701- 

PALMER.H.E.      Battelle  Memorial    Institute,    Pacific  Northwest 
Laboratory.      FEW  B-2091.      PNL-3131.      79/11/30.      B7PP. 

7912210053  Comments   on  NUREO-0610:  action    level    criteria    should   not    be 
incorporated    in   any    inJiviual    emergency   plan   u/o  jilant- 
spoc.flc  mats.  Notification  of   unusual    event    (.  alert    levels 
too    severe. 
KNUTH,D.F.       KMC,     Inc.        79/11/26.       35ap. 


7912370601    Responds    to   NRC    790902.13    &    1030    ltr«    re    completion   dat* 
for  analyses    of    transients   (<   act  iden  ti.  HOB  t  inohouie    Dinners 
group  mill    submit  analysis    by   BO0331,  p»r   NUREO-0378. 
REED.C.      Weitinghouse   Operating    Plant!    Owners   Group.       79/12/BO.       Ip. 

79133BO131    Comments   on  NUHEG-041Q:  consideration    at    emernBncg 
clarification   ays    should    be    subj    to    negotiation   &   a-greemint 
betueen   licensee   b   local/state    authoritUi    based    upon   site  & 
plant   specific    characteristics. 
JQHNSON.H.  P.       Yankee   Atomic    Electric    Co.       WVC-79-31.       79/11/30.       2pp 

7913260136  Responds    to   791112    Itr    eipressing    conctrn    re   health    iffictl 
of  radioactivity    from  nuclear   reactors.  Forwards,    excerpts 
from  NRC    197B  Annual   Rept   &   COVBT    page    of   NUREO-033B. 
DENTON.H.R.       Offics   of   Nuclear   Reactor   Regulation.       79/12/03.       llpp. 

—7912280132  Exprassis    concern    re    health    effects    of   radioactivity    from 
nuclear   reactors. 
CARTER,  R.  A.       Affiliation   Unknown.       79/11/12,       3pp. 

791S3B0109  Comments   on  NUHEQ-0610:  improvement    in    emergency    priparirinei* 
by    luiltch    to    four   emergency    claislf  Ications    does    not    support 
change. 

RENHEROER,  D.  L.       Washington  Public    Power   Supply    Syttsm.       79/11/27. 
3PP. 

79122BCH19  Comments   on  NUREQ-06.10:  eitenslv*    communication   betuten  plant 
ti    state   Ik    local    agencies    1*    overkill    5<   ovvrriactian   d  not    in 
interest   of   public    safety. 
OL.BON.R.C.       Baltimore   Oas   E<  Electric   Co.       79/13/03.       Hop, 


7912200435  Comments    on   NUREO-0&10:  tine    in  uihich    ajnirgincy    repts   nui 
made    Is  unduly   rittrictive.  Licensee    should   not    b»   raquirid 
to   promptly    notify    state   &    local    offsiti    agendas    Par   many 
unusual   events. 

l..       Affiliation   Unknown.       79/11/12.       Spp. 


t      B< 


79123B0313  Comment*   on  NUREO-0313,  Ravltlon    1:  e  lani  fi  cation   of   piping 
should    be   by    safety    clasi.  Quastloni    exclusion*    of   Camt  304  l< 
316  natl    from    Hit   of    canformlna   nail.  Recommend*    1-ur 
Interval    for   nnnconforming    svc    sensitive    line    Imp. 
HQFFHANjJ.  R,       Yankee   Atomic    Elsctrie   Co.       MEO   S33/79/.       79/12/1?,       Ip. 
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T912280M7  Discuiim   availability    oP    funds    far   radiological    emergency 
niponie   plans   ti   preparedness    In   response    to  791105    comments 
on    reptj     "Bsyond    Befense-In-Dapth. " 
RYAN!  H.  0.       Office   of   Btate   Programs.       79/12/07.       2pp. 


—7912100233    Std    order    for    DOE    work:      "Elec  trli-a  I.  Instrumental  Ion    t: 
Control    Bys  Supporti  "    issued    tp   LLL. 

TRIPLETT,  H.  P.        Office    of    Nuc  1  oar    Haactor    Regulation          FINA-Q331. 
SO-eO-39,        79/10/10.        13pp. 


7 9 12230 A3 1   Forwards   NRC/EPA    talk    force    rept   on   emergency,    planning, 
NUREO-0396/£PA  3201-7B-016.  W/o   end. 

COU-IN3i  H.  E.         Assistant   Director    for   Emergency    Preparadneis 
79/11/30.        lp. 


7912180700  Forwards    reaulU    of    tritium   target    container    lea*    tes.t   No 
detectable    loss    of    pressure    evident. 
HAFF.K.W.        Da*    Fltdfle    National    Laboratory.         14464.        79/11/09.        <lpp 


7fl2310Oa5  Comments    on   NURE8-0610:  state   (.    local    offsite   authority 
actions    the*  UUt    it    especially    valuable    in    common   emoro.ettey 
far    Inn wing    whit    each    state    should    be    doing    at   each    level 
EAALY.M.f1.       Wisconsin,    State    of.       79/11 /SB.       3pp. 


791219Q023   Forwards    IE    Circular    79-2H,     "Stroke    Times    For    Power    Operated 
Relief    Valves."    WD   written    reapqnso    required. 

PAPPAS.H.  Region    3,     Chicago,     OFficu    of    the    Director.        79/11/19 

2pp. 


791S31O144  Forwards    draft    proposed    teit    for   response    to  UCS    potition. 
Lissom    Learned   d  Bulletins   l>  ardor*    Task   Forces    should 
concur    b»fore   response    issuance. 
LAINAS.  ».  Plant   Sustains   Branch.       79/12/13.       ipp. 

7912310153  NUREG/CR-0970 

"Ouilif  lotion   Testing   Evaluation   Program.  LHR   Bafitu, 

R*ii4TcJi,  Quarterlv   Rept.  Jan-M»r    1977.  " 

BUNION,*!..  L,  *    CLDUQH.R.L..    8ALAZAR,  E.  A.       Bandia   Lanoratorlei   '      FIN 

A-lOflI-9.        BAND79-1314.        79/11/30.        49pp.        Available    at    NTIB. 

7912310202   NUREO/CR-1075 

"Raflll    Efftcts   Program."    nuarterlg    proores*   reptr  Apr-June 

1979. 

CRDWLEV.C.  J.  ,    CARY.C.N.,    HOTHE,  P.  H.       Creare,     Inc.       FIN  A-407O 

CREABE  TN-306.       79/13/01.       Sfipp, 

791231020B  NUSEO/CR-l  175 

"Statiitlcal    Analysis    of   Earthquake    Ground  Motion 

P«.r»m»t»T«.  " 

•      Shanimn    fc  Wilson,  Inc.       FIN   B-3015.       NRC-O4-76-200.       79/12/31. 

201pp. 


7913310363   NUHEO-0503 

Or»»n   book:     "FYBO  Buppleoiental    Dudget  (lenu 
*  Division   of   Budget.       79/18/10,       Hipp. 


Available  at    NTJB. 


NVREO/Cn-0947 
"Steam  Explosion   Efficiency    Studies.  " 

BtlRTOM.  L.  D.  .     BENEDICK.  W.  B.       Bandla   Laboratori**.       FIN  A-1030 
SMJD79-1399.      77/11/30.      62pp.      Available  at  NTI&. 


7913190051    Forwards    Bid    Order    for    DOE   work.      "Electrica  1  .  Instrumentation 
d   Control    Si^s   Support.  " 
EIBENHUT.D.  0.       Office    of    Nuclear    Reactor    Regulation.        79/11/12.        lp. 

--7912190064   Btd    order    for   DDE  UDrk:     "Electrical,  Instrumentation    t 
Control    Sija   Support,"    Issued    tc-   EG60-. 
TRIPLETT.H.P.       Office  of    Nuclear   Reactor    Regulation.       FIN  A-6256. 

7912190B03   Advisee    that    IE   Bulletin    79-27,     "Lnsa    of    Non-Class    IE 
Instrumentation  A    Control    Pouiar   Bgm   Ous    During    Operatinn,  " 
was    sent    to    listed    utils   on    791130    for    action   &   info, 

CflHRDLLi  D.E.  Region   3,     Chicago,     Office    nf    the   Director         77/13/O5 

2pp. 


7712140S04  Foruiards    conwiontB    on    NUREG-OSeS.  AgT.  es   flenerfll 
that   operational    safetij    Fact.ors    require    cropc-rtional  lu 
oreatar    attention. 
LEE,D,        fttomic    Industrial    Forum.        79/12/13.        33pp. 


u/thesia 


7913200204   Describes    info   needed    for    license    application    review 
sehBduling   &    resource    planning    through   FYQ2.  Requests 
response    by    791S31. 
DEHTON.H.R.       Office    of  Nuclear    Reactor   Ragulatton.       79/  1  1  /B9.       lp. 

7912300666  Request*    comment   on    pilot    installation    of    atmoshpera 
raodelinB    computer    codei.NRC    reviewing    code*    as   fflnans    of 
a.nnHnoj   nead    fnr    prDtective   actions    offsite    during    nuclear 
snnrg»ncies, 


2pp. 


°"iCB   °f   thfi 


Director    for    Operation.. 


CORRESPONDENCE  WITH  OTHER   ORQANIZATIQNS 


7?1ZO4'OO29  Rupondi    to  790921    1  tr    formardlno   Aug    ppoflrnss    r*pt.  Rnquests 
clarlfiflng    Info   re   coit    figures    For    June   ti  Jul. 
SCARANQ.  R.  A.  Uranium  fieeovaru  Licensing  Branch.      FIN  A-HO10 

79/10/13.        lp. 


Urges    prompt   rmponsq    to   UCS   pitltlon    for   smergeticij    & 
rin*41al    actlnn    filed    2  un    previous.  UCS  790307  motion   for 
•  iptdltid    d«c  Islonmaklng   ti   accompanying    Itr   are    itill 
tinan-iuend. 

Bhildon,    Harmon   (<  Mills.       79/11/03.       lp. 


79120&D1B4  Notifies    that    IE    Info   Notlca    79-12A,     "Attempted  Damagi    to 

Xtu  Full   Anenblies,  "    ua»    s«nt    to    tncl    ll«t   of    Ilcnnsees  in 
Bl*t*    of    IL. 

.  Region   3,    Chicago,    Office    of    the   Director,  79/11/19 


7912120004  Farwarits   uttl    distribgtle-n    list   b   IE   Info  Naties    79--27. 
•Lou    of  HansHfetu-Rilated    Reactor   Coolant  Bija 
InstrujoiTitatlon   During   Operation.  " 

PAPPAB.H.  Region   3,    Chicago,    Office    of    the   Director.       79/11V26 

9pp. 

7919190949  Foruinrds   IE  Bulletin  79-2o,    "Boron  Lois  From  BHn  Control 
Bladit.  "     • 

P/PPABjH.  Region   3,    Chicago,    Office    of    th*   Dlrnctar.       79/11/26. 

lp. 


79132B0603  Forwards    summary    of    791 1O7  meeting    w/DOE  re    draft 
regulation  on   raduaite   disposal, 
MARTIN,  J.  D.         Diviilon    of   Waste   Management.       79/12/03.       7pp. 

7912310144  Forwards    draft  proposed    taut    for    rusponee    to   UCS   petition 
Uessoni    Learned   (<   Eullatttla    »c   Drdcn    Task    Forces   should 
concur    before    response    issuance. 
UIUNAB,  0,  Plant    Sgstems    Dranch.        79/13/13.        6pp. 


..r,,,      Re1u"t»    identification    of    all    anticipated    agoncj   requests 
for  NRC    la feti)    reviews    through    FVBO. 
DENTON.H.R.       Office    o*   Nucloar    Reactor   Regulation.       79/I1/H9.       lp. 

7912310B1B  Forwards    two    std    orders    for    DDE    uorl    re    fire    protection   re- 
•valuetion.  Request*    DDE  acceptance. 

EIEENHUT,  0.0.       Office    of  Nuclear    Reactor    Regulation.       FIN  A-3107-O 
FIN  A-3333.       79/1B/11.       lp. 

—7912310223  Std    order    for  DOE  work:     "Fire   Protection    He-evaluation," 
Issued    to  DHL, 

720-ROTWM'  P'       OfficB   of    Mljclea'-    Roactor    Regulation,.        FIN   A-3107-0. 

—7913310233  Btd    order    For  DOE  u.or(r:     "Fire   ProtBttion   Re-evaluation," 
issued    to  DNL. 

P.      Office  of   Nuclear   Reactor    Regulation.       FIN  A-3335-0 
79/12/03.      9pp. 


PR 


PROPOSED  RULE 


Forui»rd«    "Critical    RtviewsiCore   Motion  Monitoring"    by    ANB, 
iqu*is    info   re   distribution    of  ANB   critical    revivuit. 
BENNETTrQ.  L.  Reiearch    Support    Branch.       77/11/27.       lp. 

—  7912170199    "Critical   Revieius,  Core   Motion  Monitoring." 

THJE.J,  rt.       American  Nuclear   Sociitu.       79/08/13.       48pp. 


7912030103  Comm»nts    in    opposition    to    propnaed    revisions    to    10CFR3O,  40, 
70,  ISO  b    170  oovtrnino    mgt   of    U  mill    taillnjo   &    const    of 
major   milling    plants.  Rules   n-ot    based    on    final    EIS  !<  BTB 
thertfora   premature. 
9TEVENai  B.       Kerr-McOaa    Corp.       79/10/23.        16pp. 


79L&IB02I9  Forwards    std    order    for   DQE.iuorli,     "Electrical,  In«trum«ntat ion 
t  Control   B"j»   Support*"    issued    to   LLL. 
E19EWWTfD.«.        Division   of  Operatlno  Reactor*.      79/11/20.       lp. 
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7915040033   Fi 
which    uare 

MILLiEfr.H   J. 


proposed    ruin    changes    to     10CFB30,  flO,  70,  150    !<    1 7O 
en    79DB34.  Regulations    amended     to    include 

n    draft    QEIS    on    U   milling. M/o    end. 

ranium   Netovsru    Licensing    Branch.        79/11/OI.         ID 


7913070277    Comments    on    proposed    rula    10CFR30:  concurs    ui/NRC     position 
that    control    measures    be    baaed    on    si to-spec If  ic    evaluations. 
Proposes     that    public     health     be    made    primary    consideration     in 
mg  t    Dfi  jec  fc  i  ves. 
F!]TCHIE,M   1.       Pathfinder    Mines   Corp.       79/10/33.       31pp. 


7712040153  Comments   on  proposed    rule    10CFR30    points    out   (potential 
conflict     in   Criterion   4.  Suggests     that     thinner    Clay    cover-    may 
meet    requirements.      "Major    site    const"    should    be    defined. 
Surety    review  professes    hav«    no   regulatory    provisions. 
MILLS, L   M         Tennessee   Valley    Authority.        79/11/08.        2pp. 

r.7^12040453   Comments    on    propose*    rules    10CFR30,  40.  7O.  150    !-     170:  agrees    u/ 
!       aUornative    methods    of    establishing    financial    responsibility 

[,    formally    records   previous    oral    comments. 

PRQUQ5T, L         Affiliation   Unknown.        79/09/19.        lp. 

7912040523   Comments    on    proposed    rules    1OCFR30,  1O   fc    ISO:  license 
requirements   covering   "se   of    U   for    research    appear    to    be 
co  tin  t  er  productive. 
VftN   nrCHAELIS.H      Affiliation    Untnniun.        79/IO/30.        lp. 

7912050617    Comments    on   proposed    rules     10CFR30,  40.  7O.  ISO    V    170: 
environmental    Policy    Inat    maintains     tKal    NRG    has    not 
considered    erosive   nature    c-f   mill    tailing*    deposits. 
OERICK.D         Environmental     Policy     Institute.        79/10/24.        5pp. 

7912060023   Comments    on    proposed     rule     10CFR30:Dept    of    Health    suggests 
appropriate  adjustments   be    made    re    health    offsets   d 
restoration  of    tailings    sites.  Lang-term  monitoring    should 
ha    asjuite-d    according    to    mill     aiie. 
ANDERSON,!..  F.        Utah.     State    of.        79/1O/S5.        Spp. 

79120S.003Q  Comraenta    on   proposed    rule    10CFR30: Den t    of  Health    suggests 
further   evaluation  needed    of    environ    tc   occupational    haiards 
caused   by    U  mills   &  mine*. 
HMLE.A.J-        Colorado,    State    of.        79/10/lfl.        2pp. 

7912060039  Comments   on  proposed    rule    JOCFF?30:GE1S  reflects   NBC    po-tlc« 
lo    jeopardne    public    health    i.    safety.  WHC    continues    to    thuart 
WEPA   objectives,  Radon    issuo    first    raised    bij    eitiien 
I  ntervenors. 

KEPFORD.c.       Environmental    Coalition    on   Nuclear   Pouier.       79/10/94. 
23pp 

7912060053  Comments   on  proposed    rule    10CFR30:  Nf!C    ahould    have 
jurisdiction    over   disposal    si  tee. Proposes    that    local    vote    re 
disposal    sites    be   accep t&d.  Un InUab i ted    areas    do  not    remain 
uninhabi tad    forever. 
EIKUM.R  U.       Affiliation    gnfcnoun.        77/10/20.        lp. 

7913060042  Comments    on  proposed    rules    10CFR30. 10,  70.  1 30  !<    170:health    t 
safety   of    future  generations    ahould    consiflersd    prior    to 
present    day    economic    considerations    re    U   mill     taillnga 
requirements 
HATES,  A.        f\t  Filiation   Unknown.        79/07/13.        Hpp. 

7?ia060075  Comments    on   proposed    rul*    IOCFR30- author i tu    to    license   U 
mills   on    Indian    lands    *houH    remain  u/WRC.  Charges    levied    on 
activities    on    Indian   lands    should    be   paid    tu   US    In    trust    for 
Indian    tribes. 
CflBRIEL.E.       Council    of    Energy    Ft  us  our  IB    Trioes,       7?/lO/33,        14pp. 

7913060092  Comments    on  (iropostd    rule    10CFR3O:  NRC    should    havo    licensing 
authority    ovor  DOE-ouine-d    U  mill    tailings   Erosion  must    be 
considered    Suggests    that    annual    map    results    he   nade    public. 
LQCHSTET.M  A.       Environmental    Coalibion    on   NucleaT   Poiuur.       7°/lO/23. 
4pp. 

T912060204  Comments    on  proposed    rule    IOCFH3Q. f acil i ties    for 
domngradienfc  monitaring    of    oroundiuater    should    be    includad 
in  design    of    disposal    facility    for   U  mill    tailings   t,  uastes. 
HEIEHOTTD,L.  E.       Enerjy,  Dept.  of.        ER-79/B82         79/10/32.        2pp. 

79130*0603  CommantB    on  proposed   i-ulo.  IOCFR30.  i  i  tins    should   be    primary 
concern    in    tailings  mgt    Rugjasti    more    diituialon    nn 
Implementation  of    talHngs    control    in    agreement    states. 
DANIELSDN.L.  J,       National   Wildlife   Federation.       77/10/24.       23pp. 


CFR30: on   behalf    of   Spokane 
reaponslbil  Hy   & 
in   state,  Federal    govt 
adequate   monitoring. 


791207Q4B7   Comments    on     proposed    rule    IQCFflil: regulati ons    do    not    co«»r 
all    radioactive    mail    R    clarification   needed    for    role   of 
independent    uaste    praces-sor. 
BCHfJEIDEf),K    N.        Office    of    State    Programs.        79/11/03.        lp. 

7912110170  Comments    on    proposed    rule    1QCFR61 : regulations    concerning 
raduiaate    packaging    by    licensees    should    be   placed    in    10CFH2O, 
40,50.!.    7O.  Wasta    generators    should    bo    required    to    solidfy 
liquid    uasta  u/o    leaving    free    standing    liquid. 
VADEN,  J.        Nevada,     State     of.        79/11/19.        2pp. 

7912110193   Comments    on    proposed    rule    10CFR30:  supports    commanto.    bu 
Amorican   Mining    Conjres  s.  Suitah  le    discussion   of    environ 
aspects    of    miring    Is    omitted. DDE  comments   on   proposed    EPA 
ra.dwaste    criteria    end. 

SCHENDEL,  K.  R.       Uestinohouse    Electric    Corp.,    Wyoming    Mineral    l.orp, 
GEA-79-933.        77/10/21.        3Bpp, 

79121101?5   Comments    on    proposed    rule    10CFR71 :  rBCommenit*   alternate 
means    of    compliance    to    conditions    specifying    radioactive 
mat!    packaging    Clearer    Indication    should    be   made    of 
sub paragraph    cond  i  tlona. 
BURSTEIN.9.        Wisconsin    Electric    Poucr   Co.        79/10/31.        lp. 

791211019B  CommentB    on    proposed    rule    10CFR70: authori lation    of    routine 
U»H    of   Pu    pouiered    pacemaker*   not   advantageous    due    to 
relative    life    span   &    cost. 
DEL.AND,  F.  H,       Vot.     Admin.     Hosp.     Lei  ing  ton,  KY.       79/10/31.        lp. 

7<?13iaool2  ComiDBnt«    on    proposed   rule    10CFR71 :  oh  jects    to   «agregation 
of   radioactive   matls    regulation   due    to    implication    that 
radioactive    matls    presort    special    haiards. 

MDHRV.W.R.       General    Atomic    Co.     (subs,     of   Oulf   Oil    Co.).       GEN-1119, 
79/  10/2S.       3pp. 

79121K0039  Comments    on    proponed   rule    10CFR30: clarity    needed    in 
Criterion   3   m    prime    option    for    tailings   disposal    !•    in 
conflicting    definitions    of    byproduct  raatl. 
«      Rocky    Mountain   Enargu   Co.       79/10/24.       i9pp. 

7713120042  Commanti    on    proposed    rule    10CFR30: should    not   allow  U 
Industry    to    continue    hanhaiard    disposal    of   Umill    tailings. 
Regulation    definitions    need    clarity. 
HE  I  SB,  R.  H.       Affiliation   Unfcnoun.       79/iO/Sl.       3pp. 

79l21?OOflA   Comments    on    proposed    rule    10CFR30:  supports    comment*    of 
American   Mining    Congress   r*   U  milling. 
CAWFIEL.D.  K.S.        Hnmeatafce   Mining    Co.        79/10/24.        lp. 

7912120051    Comments    on    proposed    rule    10CFR30:  fai  1  s    to   •mphftilii 
contamination    prevention  Si    outline    stringent   criteria    for 
containment    siting    areas. 
PEimv,L.       Black    Hills   Alliance.       79/11/05.       2pp. 

7913ISOOS5  Comments    on    proposed    rule    JOCFR30:MEPA  *.   health    ti    lafeti) 
provisions    plau.    no    part    in    agency    consideration   of   r»don 
problem.  Certificate    of    Bvc    re   NRC   ansuers   on   OEIS   end. 
HEPFdRD.C,       Environmental    Coalition   on  Nuclear   Pouier.       79/10/24. 
49pp. 


77121300A3   Comments    on    proposed    rulH    10CFR30:  fail s    to    comply    u/NEPA   due 
to    lack    of    assBssment    of    total   Rn-3H3  Ci    released    ovar    Pull 
period    of    toiicitu    of  U  mill    tailings    piles. 
JOHNSnUD,  J.  H.       Environmental   Coalition   on  Nuclear   Pouier. 


79/10/83, 


O: private   property   rlghtn    in 
tivBi    to    prevent 
ivlties. 
inn,        79/10/25         3pp. 


791212O23H  Comments    on    proposed    rules    10CFS30. 40. 70,  190  fc    i7O:He«niin9 
stda    for  If  mill    tailings   are    too    loose.  Criterion   6    is 
dangerous    ti  counterproductive. 
LEWIE,  M,  L.       Affiliation   Unknown,       79/09/22,       lp. 

79131B0340  Forwards    comments    on   proposed    rules    1QCFR30, 40.7Oi ISO  t 
170   fe   draft  GE1S; draft   GE18    fails    to   achieve    skated    purpo«»- 
Should    be    revised    &    raissuefl. Three   vols   of   comments    «ncl. 
OVERTON.  J.  A.       American   Mining   Congress.      79/10/34.       300pp. 

77121B0247  Comments   on   proposed    rules    10CFR30, 40. 70,  130   S,    170:propos*i 
amend    to    account    for    diffarences    in  mlnino    ppoceduras. 
Encour«s»*    redefinition   of    const.  Disposal    t>   *ui-veill*nc«    of 
masts    impractical    &    costly.  -„,.„,_,        inn. 

MARSHAL.L.W.K.       Mob  i  1    Di  1    Corp.     (subs.     Mobil   Corp,  ),       79/1O/23,       Kpp. 
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— 791S1H0234  Comments    on   proposed    rules    10CFR40  fe   I  50: *f f icacy    of 
r»niui  rement    For    specific    NRC    license    during   renewal    period 
at  Agreement    state    license    is    highly    questionable, 
MARSHALL,  U.  H.        Mobil    Oil    Corp.      (subs.     Mobil    Corp.).        79/10/23. 
10pp. 


791313Q2S9    Notice    of     intent     to    parcitip; 
storage    !i   disposal    of    nuclear    uastos.F 
NRC     lads    authority     to    promulgate    rule 
after    license    Bipiration 
DARBV.C-        Hanford    Conversion    Project:         79/11/21. 


•  e    ons  i  te    s  torag  e 


IP 


791EH20233  Comments    on   proposed    rule    1QCFR3O;  uverea  tima  tad    riski, 
understated   cost!    b    inadequate    support    for   proposed    rules. 
8COTT.C.  a.       Union    Oil    Co.     of    California.        CDS   79-311.        79/10/33, 
2pp. 

— 7913-1202tiO   Comments    on    proposed    rule    1QCFR3Q; ob jectt     tn    adoption    of 
rulei    based   on   draft   EIA.  NRC    should    re-evaluate    draft:    GEIS  & 
repropose  rules    at    justified. 

BCOTT.  C.  D.       Union    Oil    Co.     of    California.        CBS   7*7-312.        79/10/23. 
2pp. 

7fl21203-(b3  Comments    on   proposed    rule    10CFR30:  omits    discussion   of 
environ    Impacts    nf   U  mill    mining    operation. 
GCHENDEL.K.R,       Uyomlng    Mineral    Corp.        OEA-79-933,        79/1Q/24.        31pp. 

79J2IBQ34i4   Comment!    on   proposed    rule    10CFR30: falls    to    set   min 
containment   requirement    for    mill    tailings   t   clarify 
hou   mu    ttdi   apply    to    old    tailings    sites. 
EAST.  D.       Wyoming    Outdoor  Council.       79/10/23.       lp, 

7712130023  Notifies   Bubcommi ttee   on  Nuclear   Regulation    of   791013    notice 
of    final    ruleroak Ing    re   antitrust    review   procedure s.  FR 
notice    encl. 
DE«TEJNiH,R.      DfFlcE    af   Nuclear   Reactor    Regulation.       79/1O/13.       2pp. 

— 7912130028  Notice    of    final    rulemaking    re   antitrust   revi  eul    procedures. 
CHlt-K.  3.  J.      Office    of    the    Secretary    of    the   Commission.        79/1Q/19. 
9pp. 


7912130292   Notice   of     intent     to    participate     in    proposed    rulemak i no    r* 
storage    4    disposal     of    nuclear    wastes. Po s i tinn    an     iisuea; 
NRC    has    not    adequstelg   addressed    time    frame    for   U    tailings 
isolation. 
DeRICK,D.        Environmental    Polity     Institute          79/11/313          1  p 

771213O296   Notice    of     intent     to    participate     in    proposed     rulemalinoj    re 
storage    d   disposal    of    nuclear    uastes . Pasi t i on    on    issues; 
spent    fuel    can   be    stored   on  site    saf  e  lij .  Eioans  i  on    of    capacity 
presents    no    safety    tiaiards 
"      Public    Service    Electric    (.    Oa  s    Co.      of    New    Jersey          79/12/12.        2|>( 

7912S3O399   Notice    of     intent     to    participate     in    propos-ed     ru  1  email  i  na    re 
storage    6   disposal    of    nuclear    wastes    Pos i t i on    on    issues: 
engineered    barrier    concept    Inadequate    to   overcome    potential 
prob 1  ins. 
MLUCHftN,  R.M.       Neu   Jersey,     State    of         T9/11/2B.       Hpp 

7912130307   Notice   of    intont    to    participate    in    proposed    rulemaking    re 
storage   &  disposal    of    nuclear   uastes. Pas i tlon    on    issues: 
recommends    investigation    into    conditions    of    spent    fuel 
storage    to   decuman*    problems. 
ECMAEFER.H.  W,        BaFo    Haven.  Ltd.         79/11/12.        2pp. 

7912130309   Notice   oF    intent    to   participate    in    proposed    rulemalirva    re 
stDTage   &  disposal    of    nuclear    ua  sta-a .  Pos  I  tton    an    Issues: 
utl  1    must   undertake    respnnilblitij    of    providing    safe    of  f  a  1  te 
disposal.  Cert  if  icate    of  Svc    encl. 
VALDHE,  C.R  W.        Ocean    County,     NJ.        79/11/23.         lOpp. 


7^12130031    Comment!    on   proposed    rule    10CFR30:  endorses    camrnents   tc 
last imany   of  American   Mining   Congress    re   OEIS   on   U  milling, 
CANF1ELD,  K.B.      Affiliation  Unknown.       79/10/24.       lp. 

7-9I2130O3&  Notifies   Bubcommittae   on  Environ,  Energy    t  Natural    Resc-urces 
of   791015  notice   re    antitrust   review   procedures. 
DEMTON,  H,  R.      Office   of   Nuclear   Reactor    Regulation.       79/1O/IS.       Spp. 

7912130E}65  Notifies   Subcommittee    on  Energy    t.  Power    of   79101S   notice    of 
final    rulemiklng    re    antitrust    revieu   procedures.  Ffl   notice 
<ticl. 
DENTON,  H  H.      Office    of   Nuclear   Reactor   Regulation.       79/1O/13.       2pp. 

791HIS0077  Notifies   Subcommittee    on   Energy   d  Environ   of    791015 
notice    af   final    rulamaklng    re   antitrust   rev  low 
pTucfduriB.FR  notlca   encl. 
DENTON. H.R,      Office   of   Nuclear   Reactor    Regulation.       79/10/15.       2pp. 

79I2I3DZ59  Nntlci    of    Intent    to    participate    in   proposed    rulemaking    re 
s-taraga    8-   disposal    of    nuclear   uastes.  Post tlon  on    lisue-s: 
r*i>an.«bla  assurance    for    safe    onslta    storage   eiists. 
CRAMER,  EN.      Neighbors    for    the   Environment;.       79/11/1H.        lp. 

7912130261.   Notice    of    Intent    to    participate    in   proposed    rulamaklng    re 
ttc-rjg*    ti   disposal    of    nuclear   uiastes, 

AMDALHANiE.      Mlssiss Ippians   Against   DUpoial.      ANDALHAN.  E.       Andalman> 
Adilnan    S.  Steiner.P.  A,       79/11/20.       ip. 


7912130311    Notice   oP    intent    to    par  tic  i  pate    in    proposed    rulemaHng    re 
storage    &  disposal    of    nuclear   uastes.Due    to    uncertainty    of 
availability    of    Future   raduaate    disposal    sites, onelte 
storage    Impact  must    be    Included    in    environ    evaluation. 
MUCHWCKI.E,  D.      Ohio.     State    of.       79/12/12.       Bpp. 

7912130316  Notice   oF    intent    to    participate    in    proposed    rule-matino,    re 
itorau-a   &   disposal    of    nuclear    uaste-9.  Iden  t  Itij  i  qual  i  f  tea  t  i  one 
tt   potltionE    set    Forth    in  771123    petition    to    Intervene 
incorporated    by   ref. 
MILLER,  D.  S.        Sensible    Maine    Pomer,        79/11/36.         lp, 

7712130317    Notice    oF     intent    to    participate     in    proposed    rulemaVing    re 
storage   K   disposal    of    nuclear   wastes. Poi i tlon    on    issues: 
reasonable   assurance    of   saPe    raduaste    disposal    exists. 
IRWIN.D.P,       Uranium   Fuel    Ci^cla    Oroup.       1RHIN*  0,  I'.       Hunton   t-  Williams 
79/11/2A,        1pp. 


7912130319   Forward i    petition    for     intervention. 

WILfiQW,  R.  P.        South    Carolina,     State    of,        79/11/30. 


lp. 


— 79121303EO  Requests    to    in  tervejie.  RP    Wilson   mill    be    atty    of    record. 
UILSON.R.  P.        South    Carolina,     State    of.         79/11 /SO.         lp. 

7912130324   Forwards    "High  Level    Radwa^te   MS t   Revisited,"    presented    at 
American   Chemical    Society    790911    meeting    In   Mashing  ton. DC. 
HILL.  a.  F.       Affiliation  Untnouin         79/ll/Bl.        I  p. 


7912130S&7  Notlco    of    Intent    to    participate    In   proposed    rulemaklng    re 
itorigt   L   disposal    of    nuclear   uaatis. 

HOQRANEHY,  J.  P.       Scientists   «,  Engineers    for   Secure   Enerau. 
MCORANEHY.  J.  P,       LeBoauf,    Lamb.    Lelbu    ti   Macfian.      79/11/26.       3pp. 

T?lSia0274  Notice    of    Intent    to    participate    In    propo*ad    rulemaking    re 
itong*   it  disposal    of   nuclear  uastas. 

RKWARDH.  J.  R.       Scientists   &  Engineers    for   Secure   Energy. 
RICHARDS,  J.R.       Capital    Legal    Foundation.       79/11/26.       Hpp- 

7712130278  Notice   of    Intent    to    participate    in   propo*ed    rulemafclnB    re 
storage/   t<  disposal    of    nuclear   uiastes.  Position   on    issues: 
adequate    assurance    that  radwaite    can    be    safely    stored    ti 
d  Upoied    of   tilsts, 

Consumers   Pouier   Co.       OALLQ.  J.       Isham.    Lincoln   &   Deala. 
3ff. 


T!iai3D3B7   Notice   of    intent    to   participate    in   proposed    rulemaking    re 
itarag*  {i  diipotal   of  nuclear  uiaitei.  Position  on   issues: 
unclear   uhtthtr    storage   mill    be   available    in   future.  Onsltn 
ctoraga   ulll    be   proven   unsafe. 
LOCHBTET,  H.  A.       Affiliation   UnVnoun.       79/11/20.       Bpp, 


— 7912130336    "High   Level   [taduasto    Ngt    Revisited    " 

HILL,  O.  F.  .     NIOHTirjOALE,  R.  E      Da  t  tulle   M«morial     Inotltuti>.    Pacific 
Northwest  Laboratory.      PNL~SA-7g51.       79/09/30.       2?pp. 

7912130333  Dept    at   Consepva t ion,  »lv    of   (lines    &   Geology    notice    of    intent 
to   participate    In   proposed    rul  email  ing    re    storage   {<    disposal 
of  nuclear   wastes. 

OFIEW.P.  C.        California,     State    of.        79/11/27.         lp. 

7712130336   Notice   of    Intent    to    participate    in    proposed    rulffmaking    re 
storage   &  disposal    of    nuclear   uiastes. 

RAUBENBUSH.  M.  H,       S.M.Btoller   Corp.      (subs,     of    Afthur    D.     Little,     Int.). 
79/11/12.       lp. 

7912130342  Forward*   notice  li   petition    to    participate    in    ruleraaking    re 
nuclear   uaste    dispoial, 
LQWERRE-R.  H.        Taxas,     State    of,         79/ 1 1 /2D.         lp 

— 7912130344  Notice    of    intent    to    participate    in    proposed    rulemaking    re 
storage   I*  disposal    of  nuclear    washes, 
LQMERRE.R,  H.      Teiias,    State    of.       79/11/20.        Sop. 
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7913130340   Forwards   unties    of    intent    to    participate    in   rul.Mking    r. 
nuclear    uast*   disposal.  ,„,,,,-,,         i  „ 

DIALIK.E.  I          Nem   York.     State    of.        79/11/21-        IP 


moratorium    on    lUensi.g    fl-u.   f«u 
N.«   V-,,     State    of.        79/11/21-        App. 


7912130396   SseV*    dBnial    of     intervene 


T.qMt    for 


7912130496  Motice    of    intent    to    participate    in    proposed    rulemaking    re 
storage   t<    dUposal    of   nuclear   wastes.  Position    on    issue.: 
Bafe    storage    t,   disposal    may    be   achieved    by    implementing 
available    technology.  ,„, ,,,,,.,        ,„ 

MUNNERY-H.J.        Oeneral    Electric    Co.        79/11/23.        lp. 

7913130499  Notice    of    intent    to    participate    in    proposed    rulemaiing    re 
storage  i.   disposal    of   nuclear   wastes.  Position    on    issues: 
sefe    Btorage    b  disposal    reasonably   assured.  Formal    discovery 
unnacassarg.  Statement    on   nuclear   u..»te    disposal    encl. 
HALSKE.C.       Atomic    Industrial    Forum.       79/11/31.       4pp. 

7912130302  Notice    of    intent    to    participate    In   proposed    rulemaking,   re 
storage  t,    disposal    of   nuclear   wastes.  Position    on    issues 

not  advocated.  ,„,.„,„,         ,„ 

LEWIBiM,  I.       Affiliation  Unknown.       79/10/34.       lp. 


7912130393   Supplemental    1 11  ing  ^to^no  «  ice^r    ,n^v  j^/--  — '  " 
Portion   on'is^esftestimonroF    experts    from    educational    !. 
technical    institutions    should    be    "li£l*'f|n    ..         7W13/07        9pp. 
UILSON-n.J.       Natural    Resources    Defense    Council.       79/w/u/.      ^p  P 

7913130450  Notice   of    intent    to    participate    In   proposed   ruUmakinfl    re 
Itoraaefc disposal    of   nuclear  was  tes.  Posi  t  ion   on    issues: 
^F,  ttc.rageTdispo.al    reasonably    assured.  Formal    discovery 

',K.B.       Energy.  Dept.of.       79/11/23. 


3pp. 

7912130433  Notice   of    intent    t.   partiei  pat.    In  propo,  •-   rul 
storage   S,   dispo.al    of   nuclear  waste*.  Position    an    issue.. 


nDt  avoc-.c  » 

SAL2MAN.L.       Friends    of    the    Earth.       79/11/36. 


791=130459  Notice   of    tnt.nt    to 


in  prapos.d   rulemahing    re 


for   disposal    is   found.  -lanusi.       Ian 

BNAOER-H.6.       Tennessee   V»l  ley    Authority.       79/ll/2t,.      3pp. 


York.        79/11/26.       3pp. 


HftCAR™,J.D.      Delau-are,     State   of.       79/11/36. 


=PJ>. 


791B13M69   N»tlc.    of     intent    to    Mrtlcip.t.     l«    ,t|.po«,[    r«l. 
storaoe   8.   dl.oo.al    of    nuclear   uaat.«.  P««i  tlnn   on    '»*"«• 
safe    disposal   *   storaae    not    reasomabla    assured.  Nntica   of 


.  ing 


SHELDON,  K.  P. 
SHELDON.  K.  P. 


Neu  England   Coalition    on   Nuclear   Pollution. 
Sheldon,    Harmon    b  Weiss.       79/11/24.       9pp. 


791H130475  Notice   of    intent    to    participate    in   proposed    rulemak i ng    re 
storage   fc   di.posal    of    nuclear    wastes.  Pos  i  t   0,1    on    '"""• 
uill    asaist    in  establishing    basis    for    possibility    of    safe 
storage  b   disposal.  Detai  led    discovery    ur-nocB  ssnru. 
ROBINSON,  R,  K.      E»»on  Nuilaar   Co.,     Inc.     I  »ub*.     of   Exon   Corp.  V. 
79/11/26.        2pp. 

79121304H1    Notice   of    intent    to    part icipata    in    proposed    rularaakins    re 
storage    b   disposal    of   nuclear    wastes.  Position   on    issue*. 
,af.    storage  b  disposal    assured.  Dbjec ts    to   addl    procedures 
for    interparticipant    discovery.  Certificate    of   Svc    encl. 
AXELRAD,  M        Edison  Electric    Institute.       AXELRAD,  M. 
Lc.uienstein.Hsuiman.Rei^.ft.elrail   fc   Toll.       79/11/Hb.      20pp. 

7>J131304B5  Notice   of    intent    to    participate    In    proposed    rulemafclng   re 
storage   b    disposal    of   nuclear  wastes.  Pos  i  tt  on   on    I""": 
safe    Disposal    b  stor-oe   not    reasonably   assured . Notic e    of 


appearance   encl. 

SHELuElN,  K,  P.      Christa-Marlo, 

79/11/16.        3pp. 


SHELDCN,  K.  P.       Bheldon,    Harmon   &  Weiss. 


7912130490  Wotice  of    intent    of   Div   of   State  Energy    to    participate    in 
proposed    rulemaking    re    storage   &   disposal    of  nuclear   waste*. 
Position    on    Issues    not    advocated. 
MUNNERV.H.J.      Wisconsin,    State    of.       79/11/23.       lp. 


7913130510  Notice    of    int.nt    to    participate    in   proposed   rultm'Ung    re 
storage   t.   disposal    of   nuclear   wastes.  Position   on    lssu>» 
not   advocated.  Or.ater   participation   should    "e   encouraged 
Fl.  J.       Natural    Resources    Defense   Council. 


79/11/^6. 


791313051B   Notice    o*    intent   of    Lone   Star   Chapt    to   participate    in 
proposed    rul-iMklnfl   re    storage    t,   disposal    of   nuclear   wastes. 
Position    on    Issues   not    advocated. 
KRAMER.  K.      Bi«rra  Club.      79/11/21.      3pp. 

79S3130S23  Notice    of    intent   by    OR   DOJ   to   participate    in   proposed 
ruliMking    re   storage   t.  disposal    of   nucli.r  ua.t...  Portion 
on   ".sue.  not   advocated.  House   Dill    ES70   re   nuclear-fueled 
thermal    plants    end.  ..... 

BANDVIK.R.M.        Oregon,     State    of.        79/11/13.        9pp. 

7912130323  Notice    of    intent   by    Mockingbird   Alliance    to   participate    In 
proposed    ruliMklng   r.    stor.ge   (,  disposal    of   nucl»r  «it... 
Position    on    IMU»:  clarification    of   rUki    should    taK. 
nrecBdance    over    method*.  Comments    on   draft   Eiu   enci. 
BAKER,  B.L.       Affiliation   Unknown.       79/11/39.       Bpp. 


to 


7912130S29  Notice    of    intent   by    American    Inst    of   Ch.mical    Enil 
participate    in    proposed   rul.maVina   «•»»"••   *"«11"1    of 
nuclear   waste*.  Position   an    issues,  stated    in   bulletin. 
"Radioactive   Hastes." 
UEST.A.S,       Affiliation  Unknown.       79/11/20.       4pp. 

7912130930   Notice    of    intent    b*j   CA  Dept    of   Conservation    to  particlpati 
in   proposed    rul.Mklng    re    storage   (.  disposal    of   nucl  ear 
yastes  Position   on    issues   will    bi    coordinated   u/CA  Energy 

Commission.  _        _-....  m        .. 

OREW.P.C.      California,    State   of.       79/11/27.       lp. 

791B130333  Notice    of    intent   by    ANS   to   participate    it.   ^opae.il 
ru    emaUng    re    etorans   b   disposal    of   nuclear  waste..  Position 
on    Usuesrsaf.    di.po.al    in    mined    g.olo9ic    r.po.ltory    1. 
acceptable    approach.  Opposes    Jn-oepth    discovery.  Policy    .1. 


rpt 
HDWBOIBSE,  R.M. 


Pacific   Legal    Foundation.       79/11/26.       7pp. 


79iai3054b  Motion   for   reconsideration   of    proposed    ruleMklng   re 
t,  disposal    of   nuclear   wastes.  Coneqiiences    of    proposed    action 
should    be    subj    of    adjudlcatory    dec ision, Urges    completion   of 
oenaric    revieui    before    issuance    of    proposed    rula._ 
SHELDON,  K.  P.       Chrtsta-Maria. 
79/11/07.       7pp. 


SHELDONiK.  P,       Sheldon,    Harmon  &   Weiss. 


7912130S49  Forwards   CA  Energy   Commission  notice    or    intent    to 
participate    in    proposed    rulemaking    re    storage   fc   disposal    of 


nuclear   wastes. 
ELLIBON.C.       California, 


State    of.       79/11/26.       lp. 


—7912130882  Notice    of    intent   by   CA  Energy    Commission   to   participant    I 
proposed    rulem.king    re    storage   b   di.posal    of   nuclear  wastes. 
Position    on    issues:  safe    .torage   t,   di.posal    surround. d    hu 
significant    technical   b    nconomical    uncertainties. 
ELLISDN.C.       California,    State   of.       79/11/26.       Bpp- 

7912130399  Forward,   notice    of    intent    to   participate    in   proposed 
rulemaVing    re    storaoe   fc   disposal    of   nuclear   wastes.  7-,liyB4 

JOHNSRUD.d.      Environmental    Coalition    on   Nuclear   Power.      79/11/B4, 
lp. 

— 7913130568   Notice    of    intent    to    participate    In    proposed   rulemaklna  r 
«tora»e   &   disposal    of    nuclear   wastes.  Position    on    '"u"' 
r....Hnn   o"   radioactive    waste    generation    should    Be 
addressed. Objects    to    limited    discovery.  W/Cetlficate   of  Bve. 
OOHNSRUD.J.      Environmental   Coalition  on  Nuclear  Power.      79/11/23. 
9pp. 


7912130964  Forwards   NJ  Dept    of   Public   Advocate   notice   of    intent    to 
participate    in   proposed   rulfMklni    preceding. 
ONSuORFr-,K.A.       New  Jersey, 


State    of.       79/11/07.       lp. 
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— 7912I309&7  Notice   at    intent    bg    NJ  Dept    of  Public    Advocate    to 
participate    in    proposed    rulamablng    re    storage   &   disposal    af 
nucl»ar  wait**.  Position    on    issues: environ    impacts 
substantially    uncertain, 
QNSDQHFF,  K.  A.       Weu.  JBr»«y,     State    of.       79/11/07.       5pp. 


7912170395   Coinments    on    praposnd    ruin     1 QCFR30:  requlat  i  ons    fail    tn 
address    enforcement    &    integrity    of    operators    applying    for 
licenses    &    to    make    siting    primary    consideration    over 
control     technology. 
H.NAPP,  D,       Affiliation   Unfcnoun         79/1O/29.       3pp. 


77iai3-0370  Forwards   notice    of    intent    to    participate    in    proposed 
mistaking  re    storage   d  disposal    of   radioactive   unites. 
KINDER,  E.T.      New  Hampshire,    State   of.       79/11/21.       1P. 

—  791313O37B  Notice    of    intent    to    participate    in   propoaod    rulemalilng    re 
stBrane  ti  disposal    of   nuclear   uastas.  Position   an    issues: 
safe    (tnrage  *   disposal    surrounded    by    technologic*! 
unetrtainties.  Encourages    discovery    procedures. 
KINDER.E.  T.  .    RATH,  T.  D.       Neu  Hampshire,    State    of.       79/11/21.       3pp, 


Forwards   HN  Pollution   Control    Agency   notice    of    intent    to 
participate    In   propoied   rulemaktng    r«    storage   &   disposal    of 
radioactive  uait*i. 
SENECHAL,  H.  E,      Hinnesota,    State    of.       79/11/131.       Ip, 

7912130590  Motic*   of    Intent   by   HN  Pollution   Control    Agency    to 
participate    In   proposed    rulemaking    re    storage    d   disposal    of 
nuclear  waste*.  Position    on    lsiues:eafe    storage    h  disposal 
i*  uncertain. 

OLflOH.  J.F.,    8ENECHAL.  M.  E.  .    BPANNAUB,  U.       Hinnesota.     Stats    of, 
79/11/21,      4pp. 


7913190009    Informs    of    principal    area    of    commentary    fnr   Dept   of 
Conservation    geologists   at    rulomak  in-g    pro-c  ending    on    raduaEta 
disposal.  List    of    dept    qualifications     to    participate 
inc  luded. 
CREW.P.C.       Callfnrnia,    State    of.       79/11/3O.       2pp. 

—7712180015  Notice,  by    Daft   of    Con-servat  i  on.  of    intent    to    participate    in 
proposal!    rulemalcing    re    storage    E.   disposal    af    nuclear    wastes 
CA  Heath    7911Q8    1  tr    to    DDE    &   JF    Davia    of    State    of    CA   Div  of 
Minei    (<   Geology    commentary    an    draft    EIB   end 
OHEW.P.C.        California,     State    of.        79/IS/27.         15pp, 

7912190097    Requests    placement    Df    OF    Erouin    !<    R    Btein    of    DOE   t>   HA   Olora 
o*    Ofc    of    Nuclear   Waste    Isolation.  Columbus, OH, on    svc    list. 
BROUN, Q.F.        Energyj  Oopt.  of.        79/12/03,         Ip. 

7912300077   Petition    to    intervene    In    generic    rulemaking    hearing    on 
storage   t,    disposal    of    nuclear    waste.  Pet  i  tianer    resides 
mi-thin    50   mile   radiut    of    Dig    Rock    Point    raac  tor.  Outcome    of 
ruleraaklng    hearing    will    impact    Facility. 
O'NEILL.  J.       Affiliation  Unknown.       79/11/29.        4pp. 


Forwards   notice    of    intent    to    participate    in    proposed 
ruliMting  re   itar*oe  b  disposal   of  nuclear  uaita*. 
DALTOM-J.N.      Virginia,    State    of.       79/11/B6.       Ip. 

— 79121300.03  Notice    of    Intent    to   participate    in   proposed    rulamaking    re 
itorcgi  fc  disposal    of   nuclear   iiiasto.  Unable    to    state    position 
on    lisuet,Encour*g«i    full    ditcoverg- iubj    to  mechanism    of 
protective   orders, 
DALTON.J,,    KENLEV.J.B.       Viroinia,    State    of.       77/11/34.       2pp. 


791SSQ05SS  Follouup    to    79112&   notice    of    intent    to    participate    in 
proposed    rularaaliinD    re   storage    i.   disposal    of    nuclear   wastes. 
Position    on    li*UB3:ultl   be    stated    after    preparing 
conf»r»ntB,  per   791189    telecon    u/SB  Qatrjich, 
VANCE.  H.  L.       ViTjInia,     Stats    of.       79/1 1/H9.       2pp. 

7912210097  Submits   names    of    NRC   personnel    fop    addition    to    d  istrl  lint  i  on 
liat    in   wa»te    confidence  rulamating. 
CVR,  K,          Rulnmaklng    &   Enforcement   Division,       79/11/21.        Ip. 


7H?iai:Wfrl  1    Forward »   notice    of    intent    to   participate    in    proposed 
rul»*e.s.lTig   re    storage   b   disposal    of   nuclear   wastes. 
OAIFFIMrU.      Vermont,    State    of.       79/11/26.       Ip, 

— 7913I30&17  Notice    of    intent    to   participate    in    proposed    rultmaklng    re 
•  tar-tgi  fc  disposal    of   nuclear   wastes.  Position   on    iftiuvs: 
•vatlat i  1  itij   of    safe    storage   l<   disposal    thould    be 
dononstrattd.  Encourages    full    discovery. 
OfllFFIK.H,      Vtrmont,    State    of.       79/11/26.       2pp. 


7912210243  Notification    of  791136   meeting   u/AIF   Decommissioning 
Subcommittee    in  Bethifida.HD   to    discus-s    technical    &    financial 
aspects    of    decommissioning. 
HOWABD.E.D.       Atomic    Industrial    Forum.       79/11/21.        Ip. 

791B2B0114   Comments,    on    proposed    rule    10CFR3O:  cannot  make    detailed 
comparison    of   regulations    until    Plnal    judgment    reached    on 
Hinting    proposals. 
HAWKINS,  D.  O.       Environmental    Protection   Agency.       79/11/19.      Spp. 


7912140137  Coinments    on    proposed    rule    10CFRHO:  radiation    mtaiurements 
t*l*n  during   accident   are    inacciirata    due    to   antiquated    h 
Inaccurate   instruments.  THI    meets    extraordinary   nuclear 
occurrence  criteria. 
BHDUDY^P.      Affiliation  Unknown.      79/11/14.      2pp, 

— 7912M0144  Comments   on    proposed   rule    10CFR140:NRC    decision    la    foregone 
concludan,  Public    comment    simply    allous    individuals    hurt    by 
THI    incident   to    blou   off    steam, 
CRWLEV.J.A.      Affiliation  Unknown.      79/11/14.      9pp. 

7912140147   Coiwnonti    an   proposed    rule    10CFR140:  Met  Ed   ti   NRG   are    derelict 
In  roll    of  protecting    public    health    tc   safetg. 
CRUHLEV.J.  A.      Affiliation   Unknown.       79/11/30.       Hpp. 


7912280303  Comments    on   NuflEu-051  J :  SOVBTB  I    areas    LI/ Incomplete   covsraqn 
due    to    lack    af    inPo. 
HGDEMAMiW.N,       Environmental    Protection  Agency.       79/I1/H9.       24pp, 

79la3S021H  Comments    on   praptned    rula    lOCFRfil :  i-eJ eases    of   nonradioacli  v 
liquid    or    gas    affluents   sftould    meat    Federal    t    state    air   t, 
u*ter    quality    9tds. 
OVEN.H.  B.       Florida,,     State    nf.       79/11/23.        Ip. 

791MB0233  Comments    on   propaeed    rule    10CFR61 :  definition    of    "lou- 
«ct(vit«    buU    solid    uiaites"    needi    c  lari  flcab  ion.  Requ  irement 
for    period    of    post-closure   observation   !.  maint    i»    excellent 
uau    tc    assure    adequate    decommissioning    actions 
OERTEL.O,  H.       Enei-gg,  Dept.  of.       79/11/39.       7pp. 


7912140192  Comments    on   proposed    rules    10CFRSD  b  70;  FSAR    emargancy    plan 
thould    b«   amended    bg    referencing    datalli    In   original    plan. 
ProBoiid)  rule   is  redundant   h   should   be  withdrawn, 
JOMNBON.H.P.      Yankee  Atomic    Electric   Co.       79/11/23.       Ip. 


791S3BO&14   Notifies    that   Environ   Coalition    on    Nuclear   Power    intends    to 
participate    in   rulemaliing    proceeding.  Revues  ts    FR    notice    of 
proposed    rulemaUng. 
JOHNBHUDi  J.       Environmontfll    Coalition    on   Nuclear   Power         79/10/S3 


77IB140161   Comments    an   proposed   rule    10CFR70;  posl  tiv«   benefits    af   Pu 
piet-Miar  aver  risk   constitute   tatisfactorg  ratio.  Pu- 
fa**rti    pBctnaktr    should    remain   available. 
COLLINB.V.P.      Collins,    V.P.     MD.       79/11/17.       Ip, 

7913170360  CoiM*nt*    on   proposed    rule    10CFRQO:  regulations    deficient 
In   tre-Bfcnent  of   siting    crit«rla>  belou-grade   dispoaali 
financial   lurtty   provisionsi  agranment   state  regulators 
pro)  runs,   fc  in   situ   U   processing. 

E.      Affiliation   Unknown.       79/11/09,       lopp, 


7913170378  Commtntt  on   proposed  rules   10CFR30  h  70:  Implonmnting 
eroctdiiPBB  should    be    tubj    to   revieui   during    licensing 
proetss.An*  E   Inadequate   due    to    scant   requirement*   for 
•  •irjtncu,  planning   In  PQAR. 
HELLB^K.      Affiliation  Unknown.      79/11/19.      4pp. 

79121703B3  ODm»»nt»   on    proposed    rule    10CFR30;  In    ord»r    ta    asiurs    public 
hiatth   (c  tafetvNRC   Ucinilng   of  U  mill   tailings   should 
eentfnue   along  w/state   licensing. 
HCISS,  J.  L.      Affiliation  Unknown.       79/10/22.       Bpp. 


Comments    nn    proposed    rules    10CFR7O  tt   73:  Catagorg    I    spec 
should    lie    increased    to    higher    values    >uch   as    10    kg    for 
Irradiated    fuel. 
ROTH,  J.  M,       Uesblnghouse  Electric    Corp.       79/11/19.       5pp. 

79123101B7   Comments    on   proposed    rules    lOCFRSO,  4Q,  70.  ISO    t    170: 
application    eipresavs    concern    that    developing    regulatory 
scheme   dois   not  adequately    take    into   account    unique 
proceisas    aim    in    isolation   ei  tract  ion    af  U. 

i  H.  H.       Mobil    Oil   Corp,     fsubs.     Mnbll    Corp.).       79/10/33. 


10pp. 


PETITION  FOR   RULEHAKINQ 


79110502A8  Not let   af    issuance   &   availability    of    PRM  7l-7j 
"Nondestructive   Testing  Hgt  Assoclationi Denial    of   Petition 
for   Rulemak  ing.  " 

ODBBICKrL.V.       Office    of   the    Executive   Director    For    Operations 
79/10/08.        tOaa. 
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7912Ci(.06IO   Notice    of    intent    to     fullu     participate     ir    praposad    rulema fc im) 
re    storage    i    disposal     of    IH>C  (ear    waste    Stupe    uf    rul  pma  k  ing 
fails    to    inda le    sncioetono-mii     factors    I'rocodures    4na.ij    prevent 
msan  inqful    participation 
LAFCLLET1E.D    C    .     WALSH,  P         Wisconsin,     State    of          79/11/27.        7p|) 

79l2Oi0611    Notice    of    intent    to    fully     participate     in    proposed    rulema fc ing 
re    storage   >j    disposal     oF    nuclear    LJ.as.te.  States     interests. 
Support's    limited    par  1 1  ( i  pa  t  i  on    re    aspects    of    discovery. 
CAHILL,W   J        Consolidated    Edison    Co.      of    lletu   Yu-rV          79/11/26.        ipp 

7912130Q09   Comments    on    petition     For    rulamjking    2-4: favors    proposed 
limits    on    Biamination    to    contentions    admitted     by    rjASLR. 
Regulatory    proce.15    should    move     from    politics    t>    bark     to 
public    health    (•    safety 
PARKVN.O.D.       Affiliation   Unknown.         79/10/IO.         Ip. 

79121SOQ22   Deniea    7712O9   request     for     amend    of    regulation    re    agreement 
state    1  icenses.  Limi  t    oF    ISO    days    to    conduct    business     in 
nonagreement    states,  contai  ned     in    IOCFR]  5O.  3O.,  cannn  t    tie 
r han  ged . 

ODSSICH.L.V        Office    of    the    Eiecutive    Director     for    Operations. 
79/11/20.        1pp. 


7912040453  Comments    on   proposed    rules    1QCFR3Q.  40,  70,  1  50  &    17O:AgrEes  IB/ 
alternative   methods    of    establishing    financial     reaponsi b i 1 1 ty 
t/    formally    records    previous    oral     comments 
PROY05T.L         Affiliation    Unknown.        79/09/17.         Ip. 

791304O535  Comments    on    proposed    rules    10CFH30.  4O  &    ISO;  license 
requirements    covering    use    of    U    far    research    appear    to    be 
countorprnduc  t  i  ve. 
VAN   MICHAELIS.K      Affiliation    Unknown.        79/10/30.         Ip, 

7913050609   Forwards    corrections    to     intepvenors    Cities    of   Anaheim   & 
Riverside    791017    responses    to   PQ&E    fourth    set    of 
Interrogatories. 
MATT, P. K.       Spiegel    !.  McDiarmid.       79/10/29.       2pp. 

—7912050613  Errata    for    intervenes   City    of   Anaheim   791019  responses    to 
I) til     fourth    se-t    oF    interrogatories. 

•  Anaheim,     CA.        79/1O/39.        6pp. 

— 7912050614  Errata  for  intervenor  City  oF  Riverside  791O19  reiponsa  -to 
util  fourth  set  interrogatories. 

*  Riverside,     CA.        79/1O/29.        Ip. 


--791212002B   Notice    of    denial     of     petition    for    rulemaking    rH    Chem   Nuclear 
Sys.Inc   771209  request    for   amend    uf    10CFH150.  30   re    agreement 
state    licensee. 

C!OSS1CK,L.V         Office    of    the    Eiectitive    Director    for    Uperations. 
79/11/20        ipp 


7913050417  Comments    on   proposed    rules    10CFR30, 40, 70, 190  b    17O: 
Environmental    Policy    Inst   maintains    that   NRC    has    not 
considered    erosive   nature   of   mill    tailings    deposits. 
BERICH.  D,       Environmental    Policy    Institute.       79/10/34.       5pp. 


7912120163  Notifies   Subcommittee    on   Energy   &    Pocuer    of    791002  Ffl    notice 
oF    denial    of    petition    for    rulema  k  ing    PRM-71-7    requiring 
licensees    to    have    effective    OA    jrogr-ams    for    packaging    b 
tranapartatinn   to    improve   •safety.  FR    notice    and. 
MINOGUE.R.  0.       OFFice    of   Standard*    Deve-lonmant.        79/1O/23.        ^pp. 


7913090673  Submits    comments    on   Southern   CA  EdUon   Co    (Edison)    S.  CA  Dept 
of  Water   Resources    joint    statement   re    subpoena    duces    tecum 
directed    to  Edi  s  on.  Production    of    documents    bu    Edison    In 
lieu   of   subpoena    due  en    tec  urn    is    unsatisfactory, 
GOLDBERG,  J.  R.        Hearing    Branch    2.        79/11/14.        Spp. 


7912130333   Comments    on   proposed    rulemaking    SO-33    ainie    Seiommlis  i  nni 
of    nuclear    power    facilities     is     i  nevi  tab  le.  c  oat    estimates    of 
financial   mechanisms    to  meet    plannned    It   premature 
decommissioning    -should    be    incorporated     into    code. 
POLLACK,  n.  P.        Critical    Mass    Energy    Project.        (WRLOH.C.        PublU 
Interest  Hesearcli  Group.      CASCIATO.P.A        rtf  f  i  1  1  ation    Unlnouin. 
79/1  1/ai          llpp. 

7912170063  Comments    on  petition    for    rul*<riak  ing    20-12:  rad  i  at  inn  uiarniT 
posting    should   begin  at    transition    point   uhere    permissible 
unrestricted    area   eiposuro    levels    are    eiceeded 
URCIUOLQ,  L.  R.        Pennsylvania,     State    of          79/11/30.        3pp. 

7912IH0134  Forwards   quarterly    rc-pt    on   petitions    for    rulsmaking    as    of 
790930.  Requests    placement    in    PDR. 

Wi  J.  M  Djvi»ion  of   Rules    and   Records.       77710/13.        20pp. 


791231002?   Denies   79101B   i-aquest     for    reconsideration    of    NBC    791002 
denial    of    780510   request    for    revocation    at    App    E    to    1OCFR71. 
BBijuests    comment    on    uae    of    graded     approach    uherc    situatlor- 
spectfic   OA  procedures   used. 

GDSaiCK.L.V        Office    of    the    Eiecutive    Director    tor    Dperations. 
79/13/17.       2pp 


7912060016  Response    to  PG&E  motion    to    compel    answers    to  Citis-i    of 
Anahaim  d   RiversideiCA    fourth    set    of    interrogatories.  Bhal  1 
complg    u/ASLD    791109  order.  Certi  fiiate    of   Svc    encl. 

MATT.P.K,       Anaheim.    CA.       MATTj  P.  K.       Bpieool    &   McDiarmid.       79/11/20. 
4pp. 

7912060023  Comment!    on   proposed    rule    10CFR30:  Dept    of   Health    suggests 
appropriate   adjustments    be   made   re    health    effects    & 
restoration   of    tailings    s  i  tes.  Long-term  monitoring    should 
be  atjusted   according    tn   mill    alie. 
ANDERSON.  L.  F.        Utah,     State    of,        79/10/83.        2pp. 

7912060930  Comments    on   proposed   rule    10CFR30:  Dapl    of   Health    suggests 
further   evaluation   needed    of    environ  &   occupational    haiavda 
caused    by    U  mill*   b  mines. 
HAZLE,  A.  J.       Colorado,     State   of.       79/10/1B.       Spp. 

7912060039  Comment's    on   proposed    rule    10CFR30:  OE1S   reflect*   NRC    policy 
to    jeopardlie    public    health   !<   safety.  NRC    continues    to   thioart 
NEPA   objectives.  Radon    issue    first    raised    by    cltlien 
intervenors. 

KEPFORD,C,       Environmental    Coalition    on   Nuclear   Pouier.       79/10/31, 
23pp.  . 


--7913310032   Requests    recons Ldcration    of    NRC    791O02    denial     of   7B0510 
request    to    revoke   App    E    to     10CFR7I , Mo jori ty    of    tomments 
received    favored   revocation    Requirements    impose    unnec  e'saarij 
hardships   on   nuclear    industry. 
PEEPLES.W.P.       Gulf   Nuclear.      Inc.        79/1O/IB.        ^pp. 


7913060052   Comments    on    proposed    rule     1QCFH30;  NRC    should    have 
jurisdiction    over   disposal    sites.  Proposes    that    local    vote   re 
disposal    sites    be   accepted.  Uninhabited    areas    do   not   remain 
uninhabi  tad    forever. 
EIKUM.R.L.       Affiliation   Unknown.       79/10/20.       Ip. 


PROJ  PROJECTS   -   PREDE3CKET    LICENSING 

7912030042  Motion   by   Northern  CA   Pouier    Agency    for    reconsideration    or 
mod    of   rtBLB   791101    order    for    PGtE     insp    of    agcncg    files. 
"Qree'n   dotting"  process   should    not    be    imposed ,  Supporting 
documents   &   Certificate   of    Svc     end. 

HCDIARMID.  R.  C.     TSAUGER,  T.  C.  ,     ADRAQNA,  J.  M.        California,     State    of. 
79/11/09.       31pp. 

771203O103  Comments   In   opposition    to    proposed    revisions    to    IOCFR30i -40. 
70,  ISO  &    170  govorning   mot    af  V   mill    tailings    S<   const   op 
major    milling    plants.  Rules    not    based    on    final    EIS   &    are 
therefore  premature. 
3TEVEN3,  B.       Kerr-HcOee    Corp          79/1O/23.         16pp. 

7913030I1B  Response   in   opposition    to   Northern   CA  Power    Agency   motion 
for   protective   order  ve  PO&E    fifth    set    of    i  ntorrogatoriBB. 
Efforts   to   eliminate   depositions    by    propounding    detailed 
Huestions    should    be   considered.  Cer  tif  i  cate    of   Svc    end 
LEWIS, R. A.,    DDYLE.M.M.       Pacific    Gas    R   Electric    Co.       LEHIB,  H.  A. 
McCutchen,    |)oi|le,    nroum  t  EmBrson         79/10/30.        13pp. 


7913060063  Comments    on   propoaed    rules    10CFR30,  40i  70i  ISO  t-   17O:  health    b 
safety    of    future    generations    should    be   considered    prior    to 
present  day    economic    considerations   re   U  mill    tailings 
requiremen  ta. 
BATES.  A.       Affiliation  Unknown.       79/09/13.       Spp. 

79120fiOO7S  Comments    on   proposed    rule    10CFR30:  authority    to    license  U 
mills    on    Indian    lands    should    remain   u/NHC.  Charges    levied    on 
activities    an    Indian    lands    should    be   paid    to  US    in    trust    for 
Indian    tribes. 
OAERIEL,  E.       Council    of   Energy   Resource   Tribes.       79/10/23.        14pp. 

7912060032  Comments    on  proposed   rule    10CFR30:NRC    should    have    licaniina 
authority    over   DDE-owned    U  mill    tai  lings.  Erosion   must    be 
considered.  Suggests    that   annual    insp    results    be   made    public. 
LOCH3TET,  M.  A.       Environmental    Coalition    on   Nuclear   Power.       79/10/23. 
4pp. 

79120600B7  Advises    of  NRC    refusal    to    consent    to  POSiE    intention    not    to 
produce   documents    in  FERC    proceedings.  Document*    In    question 
subj    fco    Insp    per    ASLAB    7B011Q    order. 
GOLDBERG,  J.  R.       Antitrust   Division.       79/11/14.        Ip. 
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7912040103   Requests    plans    re    production    of    documents     identified     in    NHC 
objections    to    joint    statement    of    Southern    CA   Edison    Co    ti 
Scatt    of    CA   Oept    of    Mater    Resources.  Rea&onab  le    means    aF 
minimi i ins   burden   are    open    to    discussion. 
GOLDBERO,  J.  H,       Antitrust    Division.       79/11/14.       Ip. 


7913120063  Comments  on  proposed  rule  10CFP30 
td  lad  of  assoasraent  of  total  tJn-332  Ci  re 
period  of  tomcity  of  U  mill  tailings  piles 
JDHNSRUd  J.  H.  Erwi  ronmen  tal  Coalition  on  I- 


complu    m/Nbl'A   duu 

JBT     full 


7912QAOlfrA    Reply    of    CA   Dept    of    Water    Resources    to    POtE    791024   motion    to 
compel     further    answer*    to    PQtE    790719    fifth    set    of 
interrogatories,  ob  jects    to    all    ques  tions.  Cnrti  f  i  cate   oF    Eve 

HIRUWAESER.M.  .     DEUKMEJIAN,  O.  ,     CQNNETT.  R.  H.        California,     State    of. 

79/ii/oe.     iipp. 

7913040204   Comments    an    proposed    rule    1QCFR30: fac i 1 i tl es    For 
doungrad  i  ent   monitoring    of    grounduiater    should    be    included 
In   <J-B»io.ii   of    disposal    facility    for   U   mill    tailings   ft  wastes. 
HEIERDTTtt.L.  E.       Energy,  Dept.  of.       ER-79/BB2.       79/10/22.       2pp, 


7912120120    Fqrurards    locations    of     7flOlS-lfa    uater.soil    &    veget 
sampl  BS.  Analysis    should    t>  p    completed    ULJ     BOO130 
DHEESEN.D.  H.        Los    Alamos    Scientific    Laburatorg         LSb-Ti-SI 
79/10/19          qpp 


7912130136    Foruardb    comments    on   NUHEG-O51  1     re   U   mill     tailings 
Behalf    of    Americans    For   Rational    Energy    A\  ternative  5,  Inc 
General    philosophy    toward    radiation    protection    &    risk 
mitigation    is    too    eitreme. 
WILLIAMS,  D.  C.        Aff  illation    Unknown.        1454d          79/10/34.        5pp. 


7713060603  Comments    on    proposed    rule    10CFR30: sit Ing    should    be   primary 
concern    In    tailings   mgt. Suggests    morn    discussion    on 
Implementation   of    tailings    control    in   agreement    states, 
DANIELSON.L.  J.       National    Wildlife   Federation.       79/10/24.       23pp. 

7912060606  Comment a    on   proposed    rule    10CFR30: on   behalf    of   Spokane 
Indian    Tribe   nf   WA,  objects    to   placing    reaponsibl  litij   fe 
jurisdiction   of    tailings    reclamation    on    state.  Federal    govt 
fhould    carry    responsibility    to   ensure   adequate  monitoring. 
DELLWn,R.  D.      Affiliation   Unknown.       79/10/30.       1pp. 

77120&0&75  Comments   an    proposed    rule    10CFR30: private    property    rights    in 
uitvr   must   be   protected.  Out) ines    alternatives    to    prevent 
graundua-ter   contamination    From  U  mill    activities. 
DAN1ELEDN,  L.  J.       National    Wildlife   Federation.       79/10/25.        3pp. 

791HO7Q1E9  Notification    of    791114  meeting    re   response    to    comments    an 
Sraft   mill   GEIS   b   proposed    rule*    on    tailing   mgt. 
MILLER. H.J.  Uranium  Recovery    Liconsing    Branch.       79/12/Qt..       lo, 

7912070277  Comments    an    proposed    rule    10CFR30:  concurs   u/NRC    position 
that    control    measures    be    based    on    site-specific    evaluations. 
Pro-posai    that   public    health    be   made    primary    consideration    In 
ait    i>b  jHctlves. 
RITCHIE.M.  I.      Pathfinder   Mines   Corp.       79/10/33.       31pp. 

7912100169  Response    in    opposition    to   Cities   of   Anaheim  &    Riverside 
motion    for   protective    order    re   POtE    fourth    set    oF 
interrogatories.  Info   re    best    estimate   may    be   jirovldud    by 
*ng    municipal    finance    off  leer.  Certificate   of   Bvc    encl. 
ARMSrRTJNQ.W,  H.  .    DDVLE,  M,  M.       Pacific    OBB   (.Electric   Co, 
ftBKSTRQNO.H.  H,       McCutchen,    Doyle,     Drown   It  Emerson.       79/11/09.       App. 

791210D477  Motion    to   compel    Cities    of   Anaheim  !<  Riverside    tu    aniuer 
certain   of  PO(-E  790719    fourth    set    of    Interroaatoriea.  IiiFo 
provided    In   791019  re«pon*e«    Inadequate   &    Incomplete. 
Certificate   of   Svc    encl. 

ARMSTRONG,  W.H,  .    DDYLE,  M.  M.       Pacific    Oas   b  Electric   Co. 
ARM9TRONO.  H,  H.       McCutchen,    Doyle,    Brouin   fc  Emerson.       79j"ll/03,        10pp. 

79l21iOiaa  Comments    on   proposed    rule    10CFR30: supports    comments    by 
A«»ri ca,n  Mining    Congress,  Bui  tab  1  e    discussion    of    environ 
aipicts    of  mining    IB    omitted.  DDE    comments   on   proposed   EPA 
r*duitta   criteria    encl. 

BCHENDELiK.fi.       Ueatinghouse   Electric    Corp.,    Wijomlng    Mineral    Corp, 
CEA-79-933.       79/10/34.       38pp. 

79IBIB0039  Comments    on   proposed    rule    10CFR30: clarity    needed    in 
•Criterion  3  re   prime   option    for    tailings    di«po«al    b    in 
confttcblng   definitions    of    byproduct   matl. 
<      Rocky  Mountain   Energy    Co.       79/10/B4.       69pp. 


791312O130   Comments    on    NUREG-051  1  .     "Draft    Generic     Impact   Statem&nt 
U   Milling"     fails    to    mention    U   minini]     industry     in    eastern   US. 
i  S.«.        Affiliation   Unknown,        1455E.        79/IO/23.        3pp 


7913120169   Comments    on    NUREG-O51  1  :  ac  t  Ivi  ty    consistent    u./soc  ial,  sconom  i 
tc   physical    noala    !<   polities    of    GA   Ofc    of    Planning   I.    Budget. 
DADCER.C.H.        Georgia,     State    of.        79/10/29         Ip. 

7912130230   Comments    on    proposed    rulea     10CFR30,  40.  70.  ISO   &    170:  1  i  cenoi  n 
*tdi    for   U   mill    tailings  are    too    loose.  Criterion   6    is 
dangerous    &    counterproductive. 
LEWIS.  M.  L.        Affiliation   Unknomn.        79/09/22.         Ip. 

7912120240   Forwards    comments    on   proposed    rulen     10CFR30,  10,  70,  ISO   fc 
170  d    draft    GE18;  draft  GE]S   Pai  Is    to    acliieve    ttated    purpose. 
Should    fto   revised    &   ra  Issued  .  Threw   vols    of    comments    encl. 
OVERTOM,  J.  A.        American   Mining   Congress.        79/1O/24.        3UOpp 

7913120247   Comments    on    propoBed    rules     10CFR30,  1O,  70,  150   fr    170:  propoi.es 
amend    to   account    for    differences    in  mining    procedures. 
Sncouragos    redefinition   of   conat.Dtspos.al   »,    surveillance    of 
waste    impractical    !.    cotitlg. 
rlftRSHALL.  W,  H.       Mobil    Oil   Corp,      (subs.     Mobil    Carp     ).        79/10/33.       10p}j. 

791212025-3  Comments  on   proposed    rule-    10CFH30    nvereitirnated    risks, 

understated    costs  &    inadequate    support    for    prapos-ed    rules 

SCOTT.C.D.        Union  Oil    Co      of    California.        CDS    79-311.        79/10/23. 
2pp. 

—  791212€aiiO  Comments    on  proposed    rule    10CFR30.  oo  je-cts    lo  adoption   of 
ruldg    based    on    draft   EIA.  NRC    E  ho  LI  Id    re-evaluate   draft    OtlS   !. 
repropose    rules    aa    justified. 

SCOTT,  C.  D         Union    Oil    Co.      o-f    CalifOTrtla         COS    79-312.       79/10^33. 
3pp- 


Comments    on   proposed    rule    10CFR30. omi t B    discussion   of 
environ    Impacts    of   U  mill    mining    operation. 
BCHENDEL.  K.  R.        Wyoming   Mineral    Corp.        QEA-79-<733.        79/10/24.        31p(>. 

7912I203A6  Comments    on    proposed    rule    10r,FI(30:  fails    to    set  min 
containment    requirement    for   mill     tailings    fc    clarify 
how  noiu    stdi    apply    to   old    tailings    sites.. 
EABTiD.       Wyoming  Outdoor  Council.       79/10/23         Ip. 

791212Q44&   Response    bij    Northorn   CA   Power    Agon-cif     in    opposition    to    motii 
to   compel    ansuers    to   certain    of    POkE   79103O   Plfth    set    of 
interrogatories  Urgos   (\SLB    to    deny    motion   except    for 
interrogatories    for   which    add]    anaurera   will    be  provided. 
HCD1ARMID,  R.  C.        California.     State    of.        TRAUGEB,  T.  C.        North   Carolina, 
Stata    of.        MCDIARHID,  R.  C.        Spiegel     t<   McDiarnid.        79/11/lfl.       22po 


Common t»   an    proposed    rule    10CFR30:  should    not   allow  U 
Industry    to   continue   haphazard    dlspaial    oF  U  mill    ta.llir.gs. 
Rvgulitlon  definition!    need    clarity. 
WEIGa.fi.  H.       Affiliation  Unknown.       79/10/21.       8pp. 


— 7912120453   Response    bij   Northern    CA    PDUIBV    Agency     (NCPA>     to   PO&E    fifth 
set    of    Interrogatories   directed    to   NCPA  &   Dept    at    Uatcr 
Resources. Includes    answers    to    fourth    set    of    Interrogatories 
to   Cltlas    of   Anahaim   &   Rivflr»ide.  W/Cer  tif  icate    of    Bvc. 
#     California.    State   of.       79/10/19,       7lpp. 


7912130046  Comments    on    proposed    rule    10CFR30: supports    comment*   oP 
Anarlcan   Mining    Congress    ra    U  milling. 
CANFIELDiK.  S.       HnmmUke   Mining   Co,       79/10/24.       Ip. 


7912130031    Comment!    on   gropaaHd    rule    10CFR30: endorses    comments  & 
testimony    of    American  Mining    Congress   re    OEIS   on    U  milling. 
CANFIELD,  K.  S,       Af  fll  iation   Unknown.       79/10/S4,        Ip. 


79121^0031    Comminta    on   proposed   rule    10CFR30: falls    to    emphasize 
contamination   prevention   t<   outline    stringent    criteria    for 
cont'lnmont   siting   arias. 
PEHRYjL.      Black   Killi   Alliance.      79/11/05.      3pp. 

7?12I20035  Comments    on   proposed    rula    10CFR30:  NEPA  t>  health    h   fiafotg 
pTDVltloni  play    no    part    In    agency    consideration    of   radon 
prabltm. Cartlficats   of    Svc    re   NRC   answers   on   OEI9   encl. 
KEPFORD,  C.       Environmental    Coalition    on   Nuclear   Puuer.       79/10/S4. 


7912130149-  Summary   of    791106-07  meeting   u/Dechtel    Corp. Union  Carbide  t> 
DOE  at  GRNL   re-  Hat   Erporitnuntjil    Facility    project    process, 
equipment    deiigns,  schedules   fc  NRC    Involvment. 

CLAR«>A,  T.        Advanced    Fusl    t.   Spent   Fuel    Licensing    Branch.        79/13/04, 
3pp. 

-- 7912130154  Requests    meeting  u/HHC  ro    actions    required    to   achieve  NI1C 
review    of   Hot   Experimental    Facility. 
FERGUSON,  R.  L.       EneraiJ,  Dept.  of.        79/O5/13,        3pp. 
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791213037i    Comments    on    draft    GE1B   re   U   Mill    tailing     sit*s:atds    for 
reclaim-ad    tailings   covered   are   not   based    an    scientific 
evidence.  OEIS   should    be    revised. 

Western   Nuclear,  Inc.        14955.        79/10/23.        3pp. 


7912130403    Comment!   on    draft   QEIS   on   U   milling:! 
American    Mining    Congress. 
QflTLCFF.Q'.  D.       E«*on   Minerals    Co..     U9A.        14347. 


upports    comments    of 
79/10/94.         Ip. 


7912130404   Comment  a,  on    behalf    of  Black    Hills    Energy    Coalition,  on 
NUJ!EQ-0511.re   U   mill    tailings    sites:  dons    not    produce 
uorst-tatB   estimates   Val Idity    Is   limited. 
BANDERFORD,  J.       AFf i  1  iation   Unkncun.        1434.2.        79/11/03.         Ip. 

7912130489   Forward*  assessment   of  NUREG-051 1 .  draft   OEIS   re    If  milling: 
NEFA  does    not   permit    justification   of   dnsea    by    comparison    to 
bat  k ground. 
LCJCUSTET,  U.  A.        Pennsylvania    State   Univ.        79/10/24.         13pp 


7913380303  Comments   on   NUREQ-031 1 : several    areas   u/lncomp la te    coverage 
due   to    lack    of    info. 
HEDEMAN.H.N.        Environmental    Protec  tion   Agency.        79/11/29.        24pp. 

791231O1B7  Comments   on    proposed    rules    10CFR30,  40,  70.  ISO  &    170: 
application    on  presses    concern    that    developing    regulatory 
scheme    does   not    adequately    take    Into   account    unique 
processes    used    in    isolation    eitraction    of  U. 
MARBHALL.W.  H.       Mobil    Oil    Corp.     (nubs.     Mobil    Corp.).       79/10/23.       10pp. 

7912310294  Discusses  Northern   CA  Power   Agency    commitment    to   maintain 
privileged    status   of    current   negotiations. Vlabi 1 i ty    of 
privilege    jeopard!  led    by    CA  Dept    of   Mater  Resources 
objection    to    procedure.  W/supportlng    documentation. 


NQNCQMPLIANCE    REPORTS    AND   RELATED   CORRESPONDENCE 


79121400Q?  Ansuar    in   apposition   to  Northern   CA  Power    Agency    motion    for 
reconsideration   or  nod   of  ASLB  791101    order.  Motion    raises    no 
sulu-tant  ial    neu   arguments.  Requests   permission    to    file 
opposition    to  motion    For   reason  of    late    svc    on.  PG6E. 
ARfl3TRDNU,  W.  H.  ,     DOYLE,  M.  M.        Pacific    Gas    S,   Electric    Co. 
ARrlBTflONQ,  W.  H,        McCutchen.     DotjU,     Broun    ((Emerson.        79/13/05,        3pp. 


7912160049  Discusses   und etectaule    failure    in    engineered    safety    Peaturii 
actuation    sya.Sijs   ability    to    automatically    Initiate 
protective    function   could    be    lost    under    certain    conditions, 
Recommends   various    corrective   actions. 

ANDERSON.  T.  M,       Hestinghouse   Electric    Corp.       NS-TMA-2130.       79/11/07. 
13pp. 


— 791-21400SO  Application   to   file    opposition,   to  Northern   CA  Poiuer   Ajjency 
(NCPA)    motion    For   reconsideration   or  raoff    of    ASLB    79I1Q1 
order. NCPA  request    contrary    to   stipulation   &    to   ASLB   7H0415 
order.  Support  ing   documentation  encl, 

ftfUlSTRDNO,  H.  H.  ,    DDYLE,  M.  M.       Pacific   Oas    tt  Electric    Co. 
ARMGTRCNQ,  W,  H,        McCutchen,     Doyle,     Brouin    tEnffrson.        79/12/O5. 
17pp. 


79121QQ075   Informs   of   791106  source    exposure   machanlim  malfunction 
durino    clinical    use    of    AECL-CP    beam   telatherapy    unit. Caused 
bij    Intermittent    failure    of   electrical    relay.  Manufacturer 
will    correct    defect. 

RIDEdUT.E.F.       Atomic    Energy    of   Canada.    Ltd.       O.A79-1 1-334.       79/11/ 
6pp. 


7713I4022&  Responds    to  79110B   Itr   rs   applliation    for   reconsideration 
concerning    green    dotting    of    files  already    searched.  Filing 
indices   of  Northern  CA  Power  Agency  members,    are    open    For 
insp. 
MCD1AHMID,  R,  C,        Spiegel    (,   McDiarmid.        79/11/14.         Ip. 

7912170034  Requests   revieiu  of   NUfiEO-0635.  re    excesa    cancer    in  Mesa 
Count!)!  CO,  to   determine    Impact   on  NRC   analytic    of    health 
effects    of  U  mill    tailings    Industry, 
MILLER,  H.  J.  Uranium  Reco-vory  Licensing    Branch.       79/O9/27.        Ip. 

7913170251   Supplemental    response    to  CA   Oopl    of   Hater   Resources    fourth 
set    of    Interrogatories.  Submits    info  re    Interrogatories.   403. 
404   6  419.  Verifitation   bij  HIT  Furbush,  Buppor ting 
dDcumuntation  !.  Certiificabe    of  Svc    encl. 

HEISS.R.L.      Pacific   OBI   fc  Electric   Co.       MEJSB.R.L.       McCutehen.     Daijle, 
Broun  &  Emerson.       79/11/15.       IHpp, 

791H170360  Comments   on  proposed   rule    lOCFHSOj  reju  I  ations    deficient 
In    treatment    of   siting   criteria, belnu-grade    disposal, 
financial    surety    provisions,  agreement   state    regulatory 
program*    t,    in    situ   U   processing, 
LEWIS, B.E,      Affiliation  Unknown.      79/11/09.        16pp. 

79121703B3  Comments    on  proposed   rule    1QCFH30:  in   order    to    assure    public 
health  &   safety,  NRC    licensing    of  U  mill    taillnge    should 
continue    along   u/stale    licenting. 
WEISS,  J.  L.       Affiliation   Un  known.       79/10/22,        app. 

79121703B5  Comments    on  proposeil  rule    10CFR30:  requlat  1  ons    Pall    to 
address    enforcement  !i    integrity   of   operators    applying    for 
license!    I*  to   make   siting   primary   consideration    over 
control    technology. 
KNAPP.D,       Affiliation   Unknown.      79/10/39.       2pp. 

7912170413  Comments    on  amended    regulations    re   U   mill    tailings    Hennaing 
EIB.  Clarlf  Uatioin   needed    for    several   words    used    In 
regulati  on. 
MADDENiJ.L.      Alaska,    State   of.       14764.      79/11/OB,       2pp. 

7912170417  Supports   American  Mining   Congre-st    conmenta    r-e   draft   QEIB    on 
U  min  ing. 
ORTLOFF.O.D.      Enon  Minerals   Co.,    USA.       14320.       79/1O/24.        Ip. 

7912200396  Comments   on  draft  GE1S  on  U  mil  1  ing,  NUREO-091I.  Evaluation   of 
environ   impact  b    costs    of  dieposal    alterrabivas    inadequate.. 
Hept    does    not    fully   consider    time   scale   of    rad  iofcoiicl  tu 
of  mill    tailings. 
POHL.R.O.       Cornell   Univ.       14767.      79/10/31.       2pp. 

77I2B60359  Reaponse    by   Northern  CA  Power  Agency    (NCPA)    to  POI.E  791SQS 
applic.tlon  requesting    to   file   opposition    ta   NCPA  motion   & 
Pop    reconsideration  or   mod   of  ABLB  order.  DOBS    not    oppose 
application. Certificate   of  Bvc    end. 

TRAUQER.T.C.      California,    State   of.      TRAUQER,  T.  C.       BpUlel    t 
McDiarmid.      79/1S/13,       Sjp. 


QUALITY  ASSURANCE    INSPECTIONS 


7912030537  Forwards  OA  Prooram   Insp    Rept   99900239/79-01    on   790806-10. 
No   noncompllance    noted. 

POTAPDVS.U.  Region    4,    Dallas,    Vendor    Inspection   Branch. 

79/09/12.       app. 

— 79120S0544  QA  Program    Insp   Rept   99900239/79-01    on   790B06-10.  No 
noncompl iance    noted. Major   areas    Inspected:  Implimentation   of 
10CFR90,  App    D  4  applicable    codes    ti    stds    Including    action   an 
previous    Insp    findings   fc   callbr. 

BUTTGN.J.U.,    KGLLEY.W.D.,    IJH1TEBELL,  D.  E.  Region  4,    Dallas, 

Vendor    Inspection   Branch.       79/09/10.       9pp. 

7912100404  Foruard*   QA  Program    Insp    R»pt   99900S22/79-04   on   790910-11. 
No  nancompllance    noted. 

PDTAPOVS.U.  Region    4.    Dallas,    Vendor    Inspection   Branch. 

79/09/36.       2op. 

— 7912100409  QA  Projram   Insp   Rept   99900932/79-04    on  790910-11.  No 
noneompliance   noted. Major    areas    inspected: implementation    of 
10CFR50,App    B,re    IE  Dolletin   79-14. 

HALE.  C.  J.  ,     BRICKLEY,  R.  H.  Region    4.     Dallas,     Vendor    Inspection 

Branch.       MDDENOB,  L.  Region   4.    Dalla*.    Office    of    the   Director. 

79/09/26.       10pp. 

79taiOG412  ForiuardB   QA  Program    Insp   Rapt  99900385/79-01    on  790017.  No 
nancamjtliance    noted. 

PDTAPOVS.U.  Reoion    4.    Dallas,    Vendor    Inspection   Branch, 

79/10/S2.       Spp, 

— 7912100413   QA  Program   Insp    Rept    9990Q3B5/79-01    on   790B17,  No 
noncompl lance   noted. Major   area*    Inspected; dat*   re    failed 
suing1   Chech    valve   previously    reported. 

HUNNICUTT,  D.  M.  ,    ELLEHBHAW,  L.  E.  Region   4,    Dallas,    Vendor 

Inspection   Branch.       79/1O/17.       3pp. 

7912110016  Ack    receipt    oP   79072S  &    1O36    Itrs    Informing    NRC    of    itepi 
taken    to   correct    deviations   noted    in   OA  Prooram    Insp   Rept 
99900821/79-08. 

POTAPOVS.U.  Region    4,    Dallas,     Vendor    Inspection   Branch. 

79/11/16.       Ip. 

— 7912110024   Respond*    to   NRC  79101i    Itr   re    deviations   noted    in  OA  PraBran 
Insp    Rept  9990O5H1/79-02.  Corrective   action*: el iminated 
ambiguity    In   Section    17  HQ-TQP-1. 

CARACD,  I.R.       Bachtol    Power   Corp.     (subs,     of    Bachtel    Corp.). 
79/10/26.       Ip. 

— 7912110034   AcV   receipt    of   79072S    Ur    informing    NRC   of    steps    taken    to 
correct   deviations   noted    in  QA  Program   Imp    Rept 
99900321/79-02.  Requests    addl    info. 

PDTAPOVB.U.  Region   4.    Dallas.    Vendor    Inspection   Branch. 

79/10/16.       Ip. 
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— 791211OQ41  R.i pond i    to   NRC    79062S    Itr    re    deviations    noted    In 
Imp    Htjit  99900SS1/79-02.  Corrective    actions;  audit    schedule 
retirements   riviiad    to    reflect    current   audit   yr   fc   iiii  1 1    bo 
updated    during    first   month    of    Bach    neu   yr, 
CARACO).  I.R.       Qechtel    Foyer   Corp.     (subs,     of  BochtBl    Corp    ) 
79/O7/2S.      7pp. 


0)A  Program 


—7912110118   Responds    to   NflC    790914     Itr    re    deviation    noted    in   aft,   Proaran 
Imp    Rapt    99900302/79-03.  Corrective    atttorn:all     IIJB    design 
description*    reviewed    for    deviation  &    corrected    according    to 
•completion    schedule. 

PIEPERjW.B,        Brown    !.   Root    Corp.      <subs.      of    Halliburton    Corp     ) 
79/10/11.        3pp.  ' 


— 791S110Q42  Forwards  QA  Program    Imp    Rept   99900521/79-03    an   79O604-O7  b 
notice    at   deviation. 

PDTAPOVS.U.  Region    4,     Dallas,    Vendor    Inspection    Branch 

7T/04/2B.      2pp. 


—  79121  IOIB2    Forwards    OA   Program    Insp    Rapt    99900502/79-03    on    790B27-31 
notice    of   deviation. 
POTAPOVS,U. 


Region   4,     Delias,     Vendor     Inspaction    Branch. 


-7912110>04b  Notice    of    deviation    from    Insp    on   790604-07, 

»          Region  4,    Dallas.    Office    of    the    Director.       79/Oi/H7. 


3pp. 


— 7912110137    Notice    of    dsviatlon    from    inap    on    790B27-31. 

»  Region   A.    Dallai,    Office    of    the   Director.       79/O9/12. 


—  7912110032  QA  Program    Insp    Rept   99900521/79-02   on   7906O4-07. 
Noneospliance    noted:  fal  lure    to    Follow  audit    procedures    ti 
failure    to   follou  OA  records   procedures. 

BRICKLEY.R.H,  ,    JOHNSON,  J.  M.  ,    HALE.  C.  J.  Region    4.     Dallas,    Vend 

Infection  Branch.      79/06/27,       10pp. 

791S11009S  Forwards   QA  Program    Insp   R»pt   99900601/79-01    on    790B29-.  No 
nunconpl  lance   noted. 

PDTAPOVQrU.  Region   4,     Dallas,    Vendor    Inipectlon   Branch 

79/09/21.      2pp. 


QA  Program    Imp    Rept   99900601/79-01    on    790B29.  No 
noneampliancs   noted.  Major   areas    Inspected:  organliation 
qualification    of    authorlied    Imp    agency   I,   inspectors    & 
performance   of   authorlied    agency    duties. 

ANDERBOW,  0.  0.  ,    HALE,  C.  J.  ,    POTfiAPQVS,  U.  Region   4,     Dallas.     Vendor 

Inspection  Branch.      79/09/19.      App. 

79ISI1OO&S  Forwards   dA  Program    Insp    Rept   99900027/79-02    on   790918-21. 
No   noncDW|i.ll»nce   noted. 

PQTAPOVBjU,  Region   4,    Dallas,     Vendor    Inspection  Branch. 

79/10/31.       2pp. 

—  7912I1O071   QA  Program    Insp    Rept   99900029/79-03  on   7909JB-ai.No 
nonconplUnce   noted.  Major    areas    inspected:  action   an    previous 
Insp    findings,  review   of   vendor   activities,  matl 
{4«ntif  Icatlon   b   control    t<  radlographic    onmlnatian. 
DLLEH.R.E.,    HUNN1CUTT,  D.  M.  Region   4,     Dallas,    Vendor    Insuoction 

Brancfi.      79/10/29.       llpp.  r 

79131  1007A  Fofw»rd«   QA  Program    Insp    Rapt   99900828/79-02    an   790912.  Ha 
noncanp  1  IJIKI   notid. 

POTAPOV3,U.  Region   4,     Dallas,    Vendor    Inspection  Branch. 

79/10/03.       Bpp. 


— 79l311Of33    OA   Program    In»p    Rept    99900502/79-03    on    790027-31. 
Noncompl iance   noted : design    input   ref    for    aaoign    input 
parameter*   not    identifieil    in    tyo    dosign    description   w/ 
superscript   numeral    Indicating    footnote 

HALE.C.J..     ANDERSON,  D.  G.  .     DROWN,  R.  L.  Region    4,     Dallas.     Vendor 

Inspection   Dranch.       79/09/12.        I3pn. 

7912I10IO7   AcV    receipt   of  791109    Itr    Informing    NRC    of    steps    taken    to 
correct   deviation   noted    in   OA   Program    Insp   flept 
99900109/79-01. 

PQTAPOVa.U.  Region   4.    Dallas,     Vendor    Inspection   Branch 

79/11/23.        Ip. 

—7912110111    Hespond»    to   NJ1C   79102B    Itr    re    deviation  noted    in  Ofl  Prooram 
Insp    Rept    9990Q1O3/79-01.  Corrective    action*:  valve    seat  ring 
rehardfateif    at   proper   temp.  Meld  er«    instruttod    that    specified 
prshoat    temp   must   be   maintained. 

ESTILL,O.  D,       Fischer   Controls    Co,,     Inc.      Uubs.     of   Monsanto  Co.  ), 
79/11/09.        Ip. 

—7912110117   Forwards    QA   Program    Insp    Rept    999OO 105/79-01    on   790924-SB    & 
notice    of    deviation. 

POTAPOVSfU.  .Region  A,     Dallas,    Vendor    Inspection    Branch 

79/1O/22,       2pp. 

—7912110120  Notice    of    deviation    from    insp    on  79O924-2S. 

*          Reoion    4,    Dallas,    Ojfflce    of    the   Director.       79/10/19.       Ip. 

— 791211012B  QA  Program  Imp  Rept  99900105/79-01  on  79O924-28. 
HoncompllancB  nntrd: hardfacino  preheat  temp  not  maintained 
during  ueldlng. 

BUTTON.  J.  M.  ,    HHITEBELL.D.  E.  Region    4,     Dalian.     Vendor    Inspection 

Branch.       79/10/19.       Bpp. 


—  79181  1QOB1   OA  Program    Insp    Rept  99900S2B/79-02   on    79O912.  No 
noncomallance   noted.  Major    areas    Inspected:  ceismic    analysis 
For   Mi-bulH   safitg-related    piping    systems. 
HALE,  C.  0.  Region   4,    Dallas,    Vendor    Inspection  Dranch. 

HOEJEMOB.L,  Region   3,    Chicago.    Office   of   the   Director. 

LAQRANOE.R,  0,         Division   of   Dper*tinu    Reactors.       79/1O/02. 


4pp, 


791EM100BS  Forwardt   QA  Program    Intp    Rept   999000BO/79-03   on   790917-lfl. 
Ha   noncoMp  llance   noted. 

PD)rAPOVB,U.  Region   4,    Dallas,    Vendor    Inspection  Branch 

79/10/83.       2pj>. 


791S110S01    Forwards   OA  Program    Irvsp    fiept   99900091/79-01    on   791001-05. 
No    nancompl ianc B  noted. 

POTAPDVB.U.  Region    4,    0»JU»,     Vendor    Inspection    Branch 

79/10/30.       2pp. 

— 79 1211090 fa   QA    Program    Inap    Rept    99900091 /79-O1     on    791001-OS.No 
noncampllatite   noted. Major   areas    in»pec  ted;  ap  acia  1    in  up    of 
spent    fuel    shipping    cask    performed    in   response    to   request 
from  Transportation   Dranch. 

HCNEILL.H.M.  ,     HHITESELL,  D.  E.  Region    4,     Dallas,     Vendor 

Inspection   Branch.       79/10/29.       4pp. 


—  7912110035  QA  Pronram    Insp    Rept  999000BQ/79-02   on    7909J7-lS.Nn 
noncenpllance   noted,  Major   areas    Inspected;  cause,  correct  ive 
action   It   generic    considerations    re    deficiency    found    in 
iprsssurlur   pouer    operated    rellif   valves. 

OCLERrR.E.,    HUNNICUTT.  D.  H.  Region   4,    Dallas,    Vendor    tnippction 

Branch,      79/10/tB.      Bpp. 

77I2U0101    Aek   receipt    of  791011    (<   HOB    Itrs    informing    HBC    nf    stop  a 
t*tin    to    correct    deviation   noted    In   QA   Program   Imp   R<rot 
*WM  802/79-03. 

POTWOV8,U,  Region  4,    Dallas.    Vendor   Inspection  Branch. 

Ip. 


7912110110  Responds    to   NRC   791024  request    for  addl    info   n    QA    Insp 
Program  Repl  99900502/79-03.  Sijs    design    doeument«tlon  mithod 
r*  arfviilnfl   editors  of  deviation  ti  need   to  prevent 
recui-rance  uas    both    verbal    h   by   m*mo. 

JPIEPER,  hi.  B.      Broun  b  Root   Carp.     (subs,    of  Halliburton  Corp.). 
79/11  /OB.      2pp, 

7?iailOU4  Act   receipt  of   791011'ltr   informing   NRC   of   ttepi   taken   tc 
fo-rrect   devlntlon  noted   in  OA  Program   Insp  Rept 
99940902/79-03,  Requests  addl    Info. 

PQTAPOV3.U,  Reoion  4,    Dallas,    Vendor   Inspection   Dran-ch. 

79/10/Bi.       Ip. 


7912H0511   Forwards  Oft   Program    Insp    Rapt  99900903/79-04    on   791029-1102. 
No    nc-ncorap  1  ianc «   noted. 

POTAPQVB.U.  Region   4,    Dallas,     Vemfai-    Inspection   Branch. 

79/ll/2i.       Spp. 

--7912110516   Oft  Program    Insp    Ft»pl    99900505/79-04    on   791029-1 102.  No 
noncompl lanct    noted. Major    areas    Insp ected :  imp  1 ementation   of 
ETR-1001    In   areas    of    IE  Birkletln   79-14.  regional    reiluest   for 
insp    &    fallaiiiup    on    previous    insp    findings. 

CD&TELLD,  J.  R.  ,    ANDERSON,  D.  0.  ,    HALE,  C.  J.  Region    4,    Dallas, 

Vendor    Inspection   Dranch,       79/11/B6.       13jip. 

7912120077  Ack    recalpt    of   79IO1O  t,    1115    Itrs    informino    NRC    of   steps 
talen    to    correct   (tevUtion  notoil    in   OA  Program    Inso    Rept 
99900268/79-02. 

PDTAPDV8,  U.  Region    4,    Dallas.     Vendor    Inspection   Branch. 

79/J1/23,        Ip. 

— 7912120093  Respond*    to   NHC   791024    Ur    re    deviation   noted    in  OA  Program 
Intp    Rept    99900268/79-02.  Corrective    action*:  revised    OA 
maniral    abbreviation*    &  definitions    to    include    ualillng 
engineer   &  ueldlng    supervisor. 
MOON,  R.  E.       ARMCO   International,     Inc.       79/11 /IB.        Ip. 

— 79>121&OOB9  Ack    receipt    of  791010    Itr    informing    WHO   of    steps    ta*«n   to 
correct    deviation   noted    in    HA  Froflram    Insp    Rept 
99900S6B/79-02.  Requests  addl    info, 

PDTAPOVB.U.  Region  4,    Dallas,    Ventfor    Inspecfcton    Branch. 

79/10/24.        Ip. 
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7912120098   Responds    to    fJFiC    79O904    1  tr  re    deviation  notffd     in   HA    Progra 

Insp   Rapt   99900269/79-02   Corrective  ac  tions  :  Ha  1 1  Revie-ui 

ikunconfarming    rep  ts 

nOQN,H.e         ARMCO    International,     I  nc          79/1O/10.  3pp. 


7912170263   rtck    receipt    af    791102    Itr     informing    NHC    of    stops    taken    to 
correct   deviation   noted    in  QA  Program    Insp   Ropt 
99900510/79-03. 

POTAPGvS.U.  Region    4,     Dallas,     Vendor    Inspection    Branch 

79/11/23.        Ip. 


79)3120104   Forwards   dA    Program    Insp    Rept    99=900249/79-02    on    79Q733-27 
notice    of    deviation. 

POTAPOVS.U.  Region   A.     Dallas,     Vendor    Inspection    D  ranch 

7W09/04.        3pp 


791313010?   Notice    of    deviation     from    insp     an    790733-27. 

»  fleglnn   4,     Dallas.     Vendor    Inspection    Branch.        79/03/21. 


2pp. 


—  7912120!  IB   BA   Program     Insp    fiept    9990026B/79-02    on    790723-27. 

Noncomp  1  iance    rioted:  meld  ing    procedure    Specs    1O    It    11     revised 

by    unauthorized    personnel    J.    training    programs    not    arranged 

on  month  lij    bas  is. 

HUNNICUTT,  D.  M.  .     OLLER,  R.  E.  Region    4,     Dallas,     Vendor    Inspection 

Branch.       79/OB/24.         13pp 

7912120272   Ack    receipt    of    791112    Itr     Informing    NBC    of    steps    taken    to 
correct    deviation  noted    in   GA   Program    Insp    Rept 
999Q0279/79-O1. 

FOTAPuYS.  U  Region    ft.     Dallas,     Vendor     Inspection    Drench. 

79/11/27.        Ip. 

—  7913120278   Responds    to    NRC    791D31     Itr    re    deviation    noted     in   QA   Program 

Insp    Rept   99900279/79-01.  Correct  1  ve    ac  tiona:  003SB    cards 
corrected    for    specific    ins  (ructions*  cal  ibr    records 
indicating    deviation's  mill    be    filed, 
WATHEH.R.P,       Ooulif.      Inc.        79/11/12.        3pp. 

—  791212023!   Forwards   QA   Program    Insp    Rept    999QO279/79-01     on   790104-07 

fc   notice  of  deviation. 

POTAPQvS.U.  Region   4.     Dallas,     Vendor    Inspection    Branch. 

79/10/31.        2pp. 

—  79121202Q7   Notice   of    deviation     from    inup    on    77O904-O7. 

*  Region   4,     Dallas.     Uenrior    Inspection    Branch.        79/10/30.         I  p. 

—  79-13130293   QA   Program    Insp    Rejit    99900279/79-01     on    79O904-07. 

Nontomp  1  lance   noted:  fai  lure    to  record    calibr    t<   measurements 

b   nonconfoTming   components    discarded    as    trash. 

A3EE,  J.  R.  ,     HUNNICUTT.  D   H.  Region    4,     Dallas.     Vendor     Inspection 

Branch.      79/10/30.       Bpp. 


— 79121703B7   Responds    to    NRC    791003    Itr    re    deviation    noted    in   QA    Program 
Insp    Rept   99900510/79-03.  Correct ive   actions: spec    approval 
form  for   Revision   3   of   Spec    113   on    file. 

CURNrtNEiH.A.        United    Engineers    &   Constructors.     Inc.      (nubs,     -of 
Raiytheon   Co.  ).       79/11/02.       3pp. 

--7912170391    Forwards    QA   Program    Insp    Rept    999O091O/79-03    on    790910-11 
li  notice    of    deviation. 

POTAPOVS.U.  Region    4,     Dallas,     Vendor    Inspection    Branch, 

79/11/03         2pp, 

—  7912170393  Notice    of    deviation    from    Insp    on  790910-14. 

>  Region  4,    Dallas,    Vendor    Inspection  Branch.       79/10/02.       Ip. 

—7913170399  QA  Program    Insp   Rept    99900310/79-03   on   790910-14. 
Noncomp 1  lance    noted: failure    to    file    copy    of    spec    approval 
form  d  retain   vendor   nonconformance  repts    for   Seabrook. 
HALE.C.J,.     JOHNSON,  J.  N.  ,     CPSTELI.O,  J.  R.  Region    4.     Dallas,     Vendor 

Inspection   Branch.       79/10/03,       12pp. 

7913180113  Ack    receipt    of   791126    Itr    informing   NRC    of    steps    taken    to 
correct    deviation   noted    in   QA  Program    Insp    Rept 
999006SO/79-O1. 

POTAPOVSiU.  Region   4.    Dallas,    Vendor    Inspection   Branch. 

79/13/04.        Ip. 

— 7912IB0134  Responds    to  NRC   791107    Itr   re   deviation   noted    in  QA  Program 
Insp   Rept   999QO630/79-O1.  Corrective   actions: completed 
uirltten   procedures    describing    method    of   controlling    topical 
rept    copies   tt   QA  records. 

PESHEK.C.       American    Institute    at   Steel   Construction,     Inc. 
79/11/26.        2pp. 

— 79121B0132  Forwards   QA  Program    Insp    Rept   99900630/79-01    on  791019-17  I. 
notice   of   deviation. 

POTAPOVS.U.  Region   4,    Dallas.    Vendor    Inspection   Branch. 

79/11/07.       2pp. 

— 79131B013B  Notice    of    deviation    from   inap    on   791015-17. 

*          Region   4.    Dallas.    Office    of    the   Director.       79/11/09,       Ip. 


7912130374   Ack    receipt    of   791114     Itr     informing    KHC    of    stepa    takan    to 
correct   deviation  noted    in   OA   Program    Insp    Rept 
99900301/79-01. 

PDrAPOvS.U.  Region    4,     Dalla-s,    Vendor     Inspection    Branch. 

79/11/27.        Ip. 


— 79131B0142   QA   Program    In  up    Rept    99900690/79-01     on    791013-17. 
Noncnmpl lance    noted : fa i lure    to    establish    procedure!    fur 
topical    rept    control    &    failure    to   sign   ti    data    topical    rept. 
HALE.C.J.  ,     BRDWN,  R.L.  ,    ANDERSON,  D.  0.  Region   4.    Dallas,    Vendor 

Inipection    Branch.       79/11/OS.       10pp. 


-7912130331    Responds    bo    NRC    791013    Itr    re    deviation    noted     in   QA   Program 
Insp   Rapt   99900301/79-01.  Corrective    ac  tioni :  revise-fl    visual 
insp    procedure  &    implemented    temporary    attachments    use, 
removal    procedures    fx    instrument   lerial    number   racc-rding, 
&ELORENZO,  F.       Atlas    Industrial    Manufacturing    Co,        79/11/14.        2pp. 


79121QOI77  Acl    receipt    of   791031    Itr    informing    NRC   of    »teps    taken    to 
correct   deviation   noted    in  QA  Program   Insp   Rept 
99900217/79-01. 

PQTAPQVB,  U.  Region   4,    Dallas,     vendor    Inspection   Branch, 

79/11/26.        Ip. 


-77IS130423   Forwards   QA   Program    Insp    Wept    999OO3O1/77-OJ     n-n   79O91O-14 
J<    notice  of   deviation 

POTAPDVS.U,  Region   4,     Dallas.     Vendor    Inspection    Branch. 

79/10/12        3pp. 


— 7912130427   Notice    of    deviation     from    insp     on    790910-14. 

•          Region  4.    Dallas:    QPfite    of    the   Diractot-.       79/10/11. 


Ip. 


— 79I2I3042B   QA   Program     Insp    Rept    99900301/79-01     on    7909IO-I4. 
Honcomp  1  iance   noted:  no  ref   made   bij    Visual    Inap    Procedure    140 
of   acceptance   criteria   of    tolerance    for    vossel    shells,  max 
offset  of  aligned    sections   %    reinforcement   of    we  Us. 
WHITEBELL.D,  E.  .    SUTTON,  J.  W.  .     HCNETUU.W.M.  Region   4,     Dallas. 

Vendor    Inspection   Branch.        79/10/11.         13pp. 


--79I21B01H5  Responds    to  NRC   790714    Itr   re    deviation   noted    in  QA  Proaram 
Insp    rept   99900217/79-01.  Correc t Ive   actions:  revised 
organi tatlonal    chart    to    include    engineering,  mfg    6 
purchasing    depta. 
H3LCCMG.  D,  D,       Westlnghouse   Electric    Carp.       79/10/31.       4pp. 

— 79121GD1BB   Forwards    QA   Program    Insp    Rept    99900317/79-01    on   79O7S3-26 
tc  notice   of    deviation. 

POTAPOVB.U.  Region    4,    Dallas.    Vendor    Inspection  Branch. 

79/09/14.       2pp. 

— 79131B0190  Notice    of    deviation    from    insp    on  790723-3t. 

«  Region   4.    Dallas,    Vendor    Inspection  Branch.       79/09/07.        Ip, 


7912140543   Foruiard  s   QA   Program    Insp   Ropt    999O05B3/79-O1     on    790936-H&. 
No   noneompl lance    noted. 

PDTAPQVB.U.  Region    4,    Dallas,    veniai"    Inspection    Branch. 

79/10/22.       2pp. 

— 7913140343   QA   Program     Inflp    Rept    99900523/79-01     C-n    79O936-2B.  No 
noncompliance   noted.  Major    areas    icispac ted:  seismic    analysis 
Input. 
HALE.C.J.  Region   4,    Dallas,    Vendor    Inspection   Branch.      YIN.l.T. 

Region  3.    Chicago,    Office   of    the    Director.       BltlCKLEV,  R.  H. 
Region   4,    Dallas,     Office    of    the   Director.        79/10/19-.        7pp. 


— 79131B0196  QA  Program    Insp   Rept   99900217/79-01    on    790733-26. 
Noncnmpl iance   noted: fallore    to    Include   reaponiibi 1 ities    of 
enginEering. mffl    d   purchasing    dept    tn   product   assurance 
manual    organization    chert. 

HUNNICUTT,  D.M.  ,    ABEE,  J.  R.  Region  4.    Dallas.    Vendor    Inspection 

Branch.      79/09/07.      6pp. 

79121B0347  Ack    receipt   of  791131    Itr    informing   NRC    of    tteps    taken    to 
correct   deviation   noted    in   QA  Program    Insp    Rapt 
99900314/79-02. 

POTAPQVBrU.  Region   4,    Dallas,     Vendor    Inspection   Branch. 

79/1H/04.       Ip. 
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— 7712180256   Responds    to    NRC    791017    lir    re    deviation    noted     in    DA    Program 
Inap    Rapt    999O0314/79-02    Corrective    ac t i ona: personne 1 
reini-truc  ted    that    bundle    tickets   must    accompany    pipe    bundles 
b   aingle    lengths    of   pipe 
HEHHLE.  J.  L.        Colt    Indus tnea.      Inc.        79/11/21         2pp 

— 7912130261    Forwards    QA   Program    Insp    Rept    99900314/79-02    on    790927-31 
b  notice   of    deviation. 

POTAPQV3.U.  Region    4,     Dallas,     Vendor     Inspection    Branch. 

79/1O/17.        2pp. 

— 79iaiB026B   Notice    of    deviation    From    inap    on    790B27-31. 

»  Region   4.    Dallas,    Office    of    the   Director.       79/10/19.       Sjiy. 

— 7912160373  QA   Program    Inap    Rept    99900314/79-02  on    790327-31.. 
Noncompl iance    noted  :  fai  1  ure    to   maintain   rejection    tags 
u/four    none  (informing    stainless    steel    pipes. 

QLLER.R.E.  ,     HUNNICUTT.  D.  M.  Region    4,    Dallas,    Vendor    Inspection 

Branch,       79/10/15.       10pp. 

79I2LBQ4M   Forwards   QA  Program    Insp    Rept   99900003/79-11    on 
770314-0706.  No    noncompliance    noted. 
BOCK,  HE.  Region    5,     San    Francisco,     Fuel    Facility    &    Materials 

Sifetii   Branch.       79/11/13.      2pp. 

— 7912IBQ4£t7   OA    Program    Insp    Rept    99900005/79-11    on    790314-O906.  No 
noncomplianca-e   noted. Major   areas    inspected : cause   of    leakage 
of    Xi-133    From   primary    container    &   actions    to   preclude    addl 
leaking    shipments. 

CODLEV.  W.  J.  ,     BODK.H.E,  Region    Si     San   Francisco,     Fuel    Facility    fc 

Material*    Safety    Branch.       79/11/09.        15pp. 

7-S1220Q1S7  Forwards   OA  Program    Insp    Rept    999Q03Q9/79-01    on   771001-02. 
Mo   none omp liance   noted. 

PDTAPflVSi  U.  Region   4i     Dallas,    Vendor    Inspection   Branch. 

79/1UO&.        9pp. 


— 7713210036   QA    Program    Insp    ileut    999000^6/79-02    un    7VOB13-1/ 
None  omp  1  ianc  e    no  t  ed;  ujtld  i  ng    dPing    p  erf  ormerl     contrary    to 
procedures    1j    unidentified    alignment    F.    tie    strap    material 
found    uelded     to   vessel    aisemli  I  IBS 

BARNES.  I.  .     RDDERDS,  H.  W   p     HUNNICUTT,  K.  M.  llegiun    4.     Lallan, 

Vendor    Inspection    Branch.       79/09/Ob         12pp 

79122101<?i   Forwards   OA   Program    Imp    Rupt    999QO34&/79-O2    un    791016-10 
No   noncompl i anca   notat 

PDTAPDUS,  U.  Region    A,     Dalian,     Vendor     Inspection    Blanch 

79/11/Od.         2pp. 

-- 7712210199   Oft    Program    Insp    Repl    9990O34t/79-DE    un    771016-lB.Nu 
noncompliance    noted.  Ma jor    areas    i nspee terf i  imp Lementdt i on    of 
1UCFB50  «<    applicable    codes   l>    stds. 

WHITEBELL.  D.  E.  .     KELLEV.W    D  Region    A,     Dallas,     Vendor    Inspection 

Branch.       79/11/05.        lOpp. 

7912310198   AcV    receipt    Of    791112    I.    19    Itrs     informing    KftC    of    steps    taken 
to-    correct    deviations    noted     in    QA    Program    Inap    Rept 
97700355/79-02. 

PQTAPOVSi  U.  Region   A,    Dallas,     Vendor    Inspection    Branch. 

79/H/S9,         Ip. 

— 7912210201    Corrects    clerical     errors    appearing     in    791112     Itr    to   NI1C 
responding     to    deviations    noted     in    OA   Program    Inap    Ftept 
99900355/79-02. 

MIRATA,  Y.        Hirata    Valve    Industry    Co..     Ltd..     Kauiaski     Dlv.       79/11/19 
5pp. 

— 7712310210  Responds    to  NflC   7910O3    Hr    re    deviation*    noted    in  <!A  Program 
Insp    Rept    97900355/79-Qa.  Corrective   ac  t  i  ons:  vendor    statement 
correcting    HPH  number    on  we  1  d    repair   record    attached    to 
repair   record   melding    specs    revised 
HIRATA,  V.       lllrflta   Valve    Industry   Cc-    ,     Ltd..     Katuaaki    Biv. 


QA    Program    Inap    Ropt    999OO3B9/79-01    oil    791001-O2.  No 
noncojnp  1  lance    noted.  Major   areas    inspected  :  ini  tia  1    mgt: 
dieting    &    implementation    of    lOCFRSO.App    D, including     design 
control    re    Field    reported    deficiencies    in   air    locks, 
BROWW,  R.  L.  ..     WHITESELL.D.  E.  (legion    4,    Dallas,    Vendor    Inspection 

Branch.       79/11/05.       Bpp. 

7*13200491    Forwards    QA   Program    Insp    Rept    99900390/77-O1     on    791O04-03.  Nd 
no  neon  [i  1  lance    noted. 

PQTAPDVfi,  U.  Region   4,     Dallas,    Vendor    Inspection   Branch. 

79/11/06.       Hpp 

— 7912200499   QA    Program    Insp    Rept    99900390/79-O1    on    7910O-H-O5.  No 
nancomp  1  lotice    noted.  Major    areas    Inspected:  initial    mg  t 
.netting    &   implementation    of    1QCFR3QB    including   mifg    proccsa 
h  utld    controls    re    reported    airlock    deficiencies. 

UH1TEBELL,  D.  E.  .     BROWN,  R.  L.  Region    4,     Dallas,     Vendor     Inspection 

Branch        77/11/05.       Spp 

7912210001    Ack    receipt   791106  &  OS08    Itrs    informing    NRC    of    steps    taken 
to    correct   deviation   noted    In   OA  Program    Insp   Rept 
q 9900036 /79-Oa. 

fOTAPOVB,  V.  Region   4,    Dallas,    Vendor    Inapection  Branch, 

79/11/29.        Ip. 

— 7912210OL3   Re 5 panda    to    NRC    791029    Itr    re    deviation    noted     in    QA    Program 
Imp    Rept  99900036/79-02.  Correct ive   actions: documented 
detail    rept    of    insp    findings    forwarded    to   CNO  managers   & 
supervisors    requesting    written    corrective   action    responses. 
STDNE.  U  A.       Combustion   Engineer Infl.     Inc.       79/1 1/Ot.        Ip. 

— 7912310017  Ack    receipt   of    79100B    Itr    informing   NRC    of    steps    taken    to 
correct    deviation   noted    in   QA  Program    Insp   Flept 
•9770003(1/79-03.  Requests    addl    info    re    documentation   of 

*  nit  rue  Hotit,  r»-lnatruct  iona    b   personnel    discus^ione. 
POTAPOV3,  V  Region   4>    Dallas,    Vendor    Inspection  Branch. 
77/1O/29.         Ip. 

— 791321CD2O  Responds    to   NRC    790906    Itr    re    deviation    noted    in    QA  Program 
Imp    H»pt   79900036/79-02.  Corrective    actions:  tie    straps 
ri-Eirelded    per    welding    procedures   t<   unidentifierf    alionment    t 
ti(    strap   mater  ial,  ulelded    to   vessel    assembl  lea.  removed. 
SAlEBi  B.  J.  ,    MILLER,  L.  C.  ,    STONE,  U,  A.       Combustion   Eng  inaeclng,     Inc 
77/10/Oa.        <bpp. 

—7913210029  Forwards   OA  Program   Insp    Rept   99900036/79-03   or    790313-17 
&  notice   of    deviation. 

POTAPOVSi  V,  Region   4,     Dallas,    Vendor    Inspection    Branch. 

79/09/06,       2pp. 

—7712210033  Notice   of  deviation   from   Insp   on  790B13-I7. 

•  Ftflaton   4.     Dallas,    Office    of    the   Director,       79/O7/Q3,       3j>p- 


— 7912310319  Forwards    QA  Progi 
(k   notice    nf    deviation. 
5F.YFR1T.K.  V.  R&gitm  4,     Ball 

79/10/02.        3pp. 


Insp    Rept    99900 3S5/ 7^-02    on    790B27-0I)(J3 
IfFice    of    the    Director 


—7912210332   Notice    of    deviation     From    inap    o-n    790B27-0903. 

•  Region    4,    Dallas,    Office    of    tha    Director.       77/O9/27. 


3pp. 


—7912210233   OA   Program    Insp    Rept    9990O355/77-OS    on    790827-0903. 
None omp 1 ianc e    noted: vendor    statement   correcting    UPS   number 
on  LI eldi   repair  record    not    attached    to    repair    record   !< 
hard  lurfflt  1  ng    travel    spends    in    eicoss    of    permitted   values. 
BrtRNES,!.,    HUNH1FUTT,  D.  H.  Region   4.     Dallas.    Vendor    Inspection 

Branch.       79/09/?7.        Hpp. 

7-H2260Q.7£i   Ack    receipt    of    790713.0913   I,    lllii    Itrs     inFarminq    NHU    of 
stapv    taken    to   correct    deviation    noted    in    QA  Program    Insp 
Rapt    97700017/79-01, 

PQTAPOVa,  U.  Region    A.     Dallas.     Vendor     Inspection    Branch 

77/11/29.         Ip, 

—  79iasft(H04   Responds    to    NRC    791017     1  fcr    re    deviation    noted     in   QA   Program 

Insp    Rept    99900019/79-01.  Correct  ive    ac  tl  on-E  •  ar  ig  i  nal    test 
temp    unnec  essari  1  if    lota  I*  raised    Far    piping    sys    by    design 
engineers    Reteite    pi  farmed    uj/aat  i  s-Pac  tc-rij    results 
JOHK3QW.E.         ITT   flrimiell     Industrial    Piping-      Inc.      lauba.     of    I  FT 
Qrinnal]  1          79/11/16.        Ip 

— 7912240111    Ack    receipt    of    7909L3    Itr    re    Oft   Program    Insp    Ropt 
999OO019/79-O1.  Requests    info-    re    date    6y    which    dfltermi  nation 
&   tubmfctttil    at    Item   D   corrective    actions   uiill    be    completed. 
POTAPOVS.U.  Region  1.    Dallas,    Vendor    Inapettinn   Branch. 

7T/10/17.        Ip. 

—  7912260125  Responds    to   NHC   79OBli>    Itr    re    drviatiun    noted    in  QA  Program 

Imp    Rapt    9990Q019/7'?-OI.  CorrHc  I  Ivo   ac  tions .  procedure    being 
Implemented    to  resolve  design    spec    icnUiiti    using 
aequentla  1 1  y    numbered    form    to    document    quostions    S-   answers 
JDHHSON.E.       ITT  Qrlnnell    Indiistrial    Piping.     Int.     (subs      nP    ITT 
OrinnelJ  1.        79/O9/13.        6pp, 

— 79I3E60I30   Ack    receipt    of   79O713    Itr    jnForming    NRC    of    steps    taken    to 
correct   deviation  noted    in    OA  program    Insp    Wept 
99900019/79-01.  Requests   completion    data    for    rte I ermi nation 
t.    suhmittal    oF   proposed   corrective    actions. 
SEVFRIT.K,  V.  Region  4.    »allai.    Office    of    the    Director. 

79/OB/1A.       2pp   . 

—  79 12360 136   Rsspands    lo   NRC   7^0402    Itr    re    deviation,   note*    in  OA  Proardin 

Insp-   Rept    991?OOOI9/77-01    Co.rrective   actions:  apec    revised    to 
include    requ  irampnt    ^o^   stainle-is    stes-1    piping    tub  j    to   liot 
bending    to    TBCBIVB   -solution   anneal    &   rapid    quench. 
OOMNBON-e         ITT    Qrninell     Industrial    Piping,     Int.     <aubs,     of    ITT 
Orlnnoll  1.         79/07/13,        lEpp 
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R»C;uestii    e.  tension    For    response    to    deviation    noted     in    0<\ 
Program    Insp    Rept    99900019/79-01. 

JOHNSON,  E-       ITT    Qrinnell    Industrial    Piping,     Inc.      duba.     of    ITT 
Qrinnell).        71/05/21.        lp. 


-.-7912260146   Forwards   QA   Proovam    Insp  Rapt    999000  19/79  -01    on    79Q22fc-a3Ol 
!>  notice    of    deviation 

SEYFRIT.K.V.  Reninn   4,     Dallas  Office    at    the    Director. 

79/O4/QS.        2pp. 

—  79122A0150    Kotice    of    deviation    from    insp    on    79032i-03Ql. 

»  Region   4.     Dallas.    Office    Of    tne    Director.        79/03/26.        3pp. 

—  7912260155   OA  Program    Insp  Rept   99900017/79-01    on  79022A-03QI. 

Noncamplionca    noted  :  fai  lure   to   provide    criteria   assuring 
compliance    of    austenitlc    stainless    steel    hot    bends 
in/requirements    uF   Reg    Guide    i.  44. 

BARNES,  I.  flegion    1.     Dalla*.     Vendor     Inspection    Branch. 

79/03/28.        10pp. 

79123&Q152   Ack    receipt    of   791119    Itr    informing    NfiC    of    steps    taken    to 
torrect   deviation    noted    in  dft  Program    Insp    Rept 
9990-037B/79-01. 

POTAPQVS.U.  Region   4,    Dallas,    Vendor    Inspection   Branch. 

79/12/10.        lp. 

—  7912a&0154   desponds   to  NRC   79110B    Itr   re    deviation    noted    in   OA  Program 

Insp   flept  9990O37B/79-01.  Corrective   at  ti  ons;  purchase    orders 
nou  specify    certificate!    at   compl  iance    uhen    appropriate   & 
imp   equipmsnt    being    tallbr, 
EWANBON.  N.  E.        Acme-Cleveland    Co 
2pp. 


REOOD 


REGULATORY   GUIDES 


Narato    Controls    OJv.        79/11/19. 


—79 183601  Si   Forwards    QA  Program    Insp  Rept    9990 037B/ 79-01     on   790BO9-Q9 
!<   notice    of    deviation. 

FQTAPDvB.U,  Rsoion  4,     Dallas,  Vendor    Inspection  Branch. 

79/11/02.        2pp. 

— 7912260157    Notice    of    deviation    from    insp    an    79QBO3-09. 

•          fiejion   4,     Dollai,    Office    of    the    Director.       79/10/30.       lp. 

-- 7912260159   Oft    Program    Insp    l»«p  t    99900373/79-01    on    79080B-Q9. 
Moncompl  iance   noted:  purchase    orders    to   vendors    failed    to 
require   certificates   of   con forma nee    b    tnalrumants   not   calior 
although    used    in    insp  ti  tenting. 

AGEE.O.H,  .    HUNNICUITT.D.  M.  Region    4,     Dallas,    Vendor    Inspection 

Branch.        79/10/30.        6pp. 

79123<b01B3  Act    receipt    pf   791O3O   &.   G930    Itrs    Informing    NRC    of    steps 
taken    to   correct   deviations   noted    In  Oft  Program    Insp   Rept 
999D052o/79-02. 

rOTAPOVB.U.  llegton   4,    Dallas,     Vendor    Iti»p«Ction    Branch. 

79/12/12.       lp. 

—7913B60193   Responds    to   NRC    791O16    Itr    re    deviations    noted     In    QA   Proarom 
Insp    Reot   <!990052i/79-02.  Corrective    action*:  content    of 
current    itsue   of   project    design   manual    to    be    revisited    & 
listing    of    eFfective   content    of   manual    to    he    prepare*. 
ADftH.P.J.        Hlacli    (•   Vcatch.        79/10/3O,        2pp. 

— 791336019B  Ac k    receipt  of  7909SO    Itr    inFormlng    NIC   o*    at«ps    taken    to 
correct   deviation   noted    In  Oft  Program    Imp   B»pt 
99900526/79-02.  Requests  addl    inFo    rs    specific    tomcttve 
action*   t,    preventive  measures    for    deviations    ft  &   D. 
PDTflPQVSiU.  Resign  4.     Dallas,    Vendor    Inspection   Branch, 

79/10/1A,       lp. 

—  7912260202    Responds    to   NflC    790322    Itr    r»    deviations    noted     in    QA   Program 
ln-»p    Rept    9990O52o/79-03.  Corrflctive    act  i  ons  :  re(u  iremonta   for 
retention   of   design    intsrface   ravieu  records    tq    be    modlFied 
&   project    dBsisn  ma-nual   nou  properliji    identified. 
ADAM.P.J.       DIack  &  Veatch.       79/09/20.       3pp. 

—7912360203   Forwards   0 A  Program    Insp-  Rept    9990€324,/79-O2    on  79QSOA-1O   h 
notice  of    deviation.    ' 

POTAPOVS.U,  Reoion  4,     Dallas.    Vendor    Inspection   Branch. 

79/09/SS,       2pp. 

— 791S260204   Notice    of    deviation    from    Insp    on   790806-10. 

»  Region    1,     Dallas,    OPPice    of    thB    Director.        79/OB/BH.        2pp, 

—7912260BOA  OA  Program  Insp    Rept   999 00 32 A/ 79- 02  on    790B06.-10. 
Noncompliance    noted: failure    to    have   adequate   procedural 
requirement*    for  retention  of    ds*tfln    interface   r»Vlou 
records    ti   failure    to   identify    project    design  manual. 
BRICKLEV,  R,  H.  ,    FOX.D.F.,     HALE-C.J.  Rsgion-*,    D«ll»»,    Vendor 

Inipeetion  Branch.       79/OB/22.       7pp.. 


7912050034   "Pernotial    Dosimatry    Performance   Testing.  Pi  lot  Study." 
results   of   Test    i.in    support    of   Reg    Ouide   B.  XXX. 
I      Michigan,     Univ,      of.        79/12/04.        2400pp. 

7912050086   "Personal    Dosimetry   Performance   Testing: Pi  lot  Study." 
results    of   Tost    3,  In   support    of   Reg   Guide   B.  XXX. 

*  Michigan,  Univ.  of.   79/12/04.   2400pp. 

7912060601   Value/impact   assessment   of   proposed  Revision   2   to  Reg    Qutdt 
1    97,     "Instrumentation    in   Light   Water   Cooled   Nuclear  Power 
Plants    to  Assems    Plant   S.  Environs  Conditions   During    S, 
Following   Accident.  "   Revision   should    be    issued. 

*  Office   of    Standards   Developmant.       79/10/13.       3pp. 

7912110097  Summary    of    ACHS  BubcomraittBB    on  Rsflulatory    Activities 
meeting   u/EPRI,  GE,  IEEE  &  Yankee   Atomic   Electric    Co    in 
Washington, DC   ra    re-viuu  of   propossd    reg    guides    d  reviaion* 


.igto 

to   existing    rog    guides   t  stds. 

*      ACRS  -  Advisory    Committee    on   Reactor   Safeguards. 


79/07/13. 


—7912110104  Forwards    comments    on  Reg   Ouirfe    1.9,     "Selection,  Desion  i. 
Qualification   of    Diesel    Generator   Units  Used    as    Dnslte 
Electric   Power   Bu.»  at   Nuclear   Power   Plants." 
»      Tennessee   Valley   Authority.       79/04/03.      2pp. 

791B110233  Comments    on  proposed   reg    guide   (c  value/impact   statement, 
"Applications    on   Bioassay    for  Fission   &   Activation 
Product*."   Recommends    that    guide  not   be    implemented    in 
aresvnb   form.  Guide    should   not   endorse   ANSI   N343  attt. 
8KHAHLE,K.  W.       Lowell,    Univ.     of.       79/10/35.       133pp. 

791211O349  Comments    on  proposed   Reg   Quid*    1.131.     "Radiation  Protection 
Training    for    Light   Hater   Cooled    Nuclear  Power  Plant 
Personnel."   TraiiUno   may   discourage   mutually   beneficial 
short    visits.  Numerical    test   grade   should    he   delated. 
BAXTER,  R.  C.       Allied    ~  General    Nuclear  Services.       79/10/24.       lp. 

7912110554  Comments    on   proposed   Reg   Ouide    1.131,     "Radiation  Protection 
Training    for    Light   Hater   Cooled   Nuclear   Power  Plant 
Personnel."    Sub j    of    contamination   control    should    be   more 
unified  i  presented    u/more    prominence. 

COPELAND.R.L.       Energy,  Dept.  of,    Clinch   River   Breeder  Reactor  Plant. 
79/10/32.      2pp. 

7912110359  Comment*    on   proposed   Rsg   Ouide    1.  131,     "Radiation  Protection 
Training    for    Light    Hater  Cooled   Nuclear  Power   Plant 
Personnel."    Ouide    Is   reasonable  t  adequate.  Sub  js    covered    in 
Table    J   can    be    covered    in    less    than   one  week. 
LUNDVALLi  A,  E.       Baltimore   Oas   b  Electric    Co.      79/10/33.       If. 

7912UQ963  Comments    on   proposed   Reg   Ouide    1,131,     "Radiation  Protection 
Training    for   LIffht    Water   Cooled   Nuclear   Pouer   Plant 
Personnel."    Indi vidualiied    trainino.   would    be    Impossible   to 
efficiently    *•    effectively    achieve. 
PARKER.W.O.       Duke    Power   Co.       79/10/34.       4pp. 

7913110873  Comments    on   draft   reg    guide,     "Qualification   Test   for   Cablt 
Penetration    Fire   Btops    for   Use    In  Nuclear   Power   Plants. 
Design  verification   of    fire    stops   does   not    fall   uithin 
jurisdiction    of    1OCFRSO. 

D'DONNELL,  E.  P.       Ebasco   Services,     Inc.     Uubs.    of  Enserch   Corp.  1- 
79/10/11.       2pp. 


79121103BO  Comments    an   draft   reo    guide,    "Lightning    Prottetion    For 
Nuclear  POUIBT    Plant*."   Authors    confuse    usage   of   terms 
lightning    tttroko    b    lightning    surge, 

CAHN.A.L.       Dechtel    Power  Corp.     (sub».    of   Dechtel    Corp,  I. 
Hpp. 


79/10/19. 


79121105H4  Commthts    on   draft   reg    guide,     "Lightnino   Protection    for 
Nuclear  Power   Plants."   Guide  should   be  rewritten   to  address 
pertinent    interface   critaria. 
DAILiU.  C.       Dulio   Power  Co.       79/10/34,       4pp, 

7912130013  Comments    on   proposed    reg    guide,     "Audible    Alarm  Doiiniters, 
9t*.te-of-th«—art  r-enders   «uch   Instruments  uneceeptable. 
DERHVER,W.  D.       Affiliation  Unlinown.       79/10/33,       2p. 

7-?iaiS001i  Comments    on   proposed    r«g    guide,     "Haf etg-Relatsd   Permanent 
Beuiatering    By»    fop   Nuclear   Power  Plants."    Hems   C.  4»,  C.  4b   fc 
C  4(   are   too   vaguely  worded   for  application  by   deaionirs. 
BARNES,  P.  L.       Commonwealth    Edlion  Co.       79/10/23.       lp. 

79t21S0017  Comments    on   proposed   red    guide,    "Applications   of  Bioassa« 
for    Fission    *<  Acfcivitation  Products,"   Limits    established 
under    licenses    mnthodologu    should    be   soli    criteria 
CURTIBiN.H.       Pennsylvania   Power   (•  Light   Co.       79/1O/23.       lp. 
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7912130023  Comments   on   proposed   Reg   Quids    i.  131,  :  "Rad  iation   Protection 
Training    for  Light   Water   Cooled   Nuclear   Plant  Personnel." 
Length,   of   training   *iee«*iv«.  Six    to   sixteen   hours    of 
training   have   produced   e»cellent   results 
JGHTZ.  T.  L.       NUB  Corp.       HPS-79-334.        79/1O/23.        If. 


79IS2B0159   Comments    an    proposed    rug    guide,     1JQual  if  i  c  ation    Test    for 
Cable    Penetration    Fire    Stops."    Paragraph    C3(b>    ata te-o f -the- 
art   does   not    provltfa   data  on   calculating    actual    pressure 
if IP* *r antid  1    created   by    fire    in   given   fire   area. 
JACOBS,  S.  B.       Stuns   t<  Webster    Engineering   Corp.       79/11/14.       lp. 


7912120027  Comments   on   proposed   Rag   Ouide    1.  136,  Revls  i  on  2;  tasting    of 
concrete   containment   should   not    include    insp   of   embedment*. 
Concrete   embedments   do  not   affect   structural    capacity    of 
concrete, 

.O.      Northeast   Utilities.       79/10/16.      3pp. 


79iaaBOl73   Comment*    on    proposed    Reg    Ouide    01.  033:  Page    14, App   A, Section 
9.  a   lilt   of    routine   main*  activities    that   may    not    require 
itep   by    step   turitte-n   procedures    should    be   clarified    as    to 
when   -step   bij    step    instructions    are    unmet  essarij. 
MILLS.  L.  M.       Tennetsee   Valley    Authority.       79/11/19.       2pp. 


791SI30079   Draft  Reg   Ouide   8.  22,     "Personal   Dosimetry    Performance 
Ttttlng: Pilot  Study." 
»     Michigan.    Univ.    of.      79/13/11.       43pp. 

7?SB1303A7  Foruirdi   Reg   Quid*   4. 14.    "Branch   Position    for 
Pre operational   Radiological   Environ   Monitoring   Program   for 
UMIllt"    b   "Proposed   Branch   Position    for   Operational 
Radiological   Environ   Monitoring   Programs."   H/o   »n< 1 . 
6CAAAWX  R.  A,  Uranium  Recovery   Licensing   Branch.       79/11/19. 


lp. 


7915130542   Foruardi   notice   of    Intention   to   chine*  APP    D   of   OA   Program 
Topical   Rent  NO  QA-1,  Revision   3A.  Change   updates   commitment 
fron  ANSI   N45.  3.  13   to   Rag   Ouide    1.144. 
COUNBIL.W.O.      Northeast  Utilities.      OA-3961.      79/1S/06.      2pp. 

79l31IBO>i63  Concurs   in/issuance   of   Reg   Ouide    1.  9i  Revision   3,    "Section, 
Dtilgn   l>  Qualification   of   Diesel   Oenerator  Units   Used   ai 
Standby    (Qniite)   Electric   Pouer   Bys   at   Nuclear   Power 
Plants.  " 
ElBEISKUTjD.  0.         Dlviilon   of   Operating   Reactors.       79/13/03.        tp. 

7191SaOOS69  Faruird*   comments    on   draft   reg   guide   "Lightning   Protection 
for   Nuclear  Pouer   Planti. "   Alternative   regulatary    position 
in  Aft   A    to  valut /impact   statement   preferred   to   position 
cMered    in  guide, 
MILLS. t-,H.      Tennessee  Valley   Authority.       79/11/19,       2pp. 

791220027'*   Comment*   on   proposed   Reg   Quid  a    1.  137:  use   of   deiigr    base 
rathir   than,  performance   raqulrements    limits   flexibility   !• 
control    In   inforcemint.  Preicriblng   actual    cleaning   matls 
liniti    fleiiblllty   of   enforcement   fc   Improvements    In    IIJB. 
ECHOCKiK.       Affiliation  Unknown.       79/10/39.       lp. 

791-B3DOBB9   Foruirdi   comm«nti    on   proposed   R*g   Guide    1.  131: 

•auallflcatlon  Tests   of   Electric   Cablei   b  Fiald   Bplic««   for 
Light-Mater   Cooled   Nuclear  Pouer  Plants."   Syntrgiatic 
efrtcti    should   not   be   di«cu«»ed    on   individual   basis, 
MILLS,  L.M.      Ttnn.tntf   Valley   Authorlt«.      79/11/19.       3pp. 

7912200304  Comments   on   proponed   Reg   Ouide    1.  131,    "Radiation  Protection 
Training    for  Ught-Water   Cooled   Nuclear   Power   Plant 
Paricnnil."  Praises   NRC    for   efforts   made   to   establish 
petition  rt  acceptable   training  program*. 
P£TCOVICiH,L.      Nuclear   Support   Svcs    Inc.       79/11/03.       2pp. 


?•?! 3200193  Comment*    on   proposed    reg    guide,     "Lightning    Protection    for 
Nuclear   Pou-cr   Plants."   Subsection    3  wording    should    be 
chanavd    ta    Insure    that    lightning    dischargB   transient 
voltages   do   not   eiceed   voltage   withstand    levels. 
JOCOHSi  3.  H.       atone   fe  Uebster   Enginoariri^    Corp.       79/10/30.       lp. 

79122GOSB7   Comnenti    on    proposed    rag    guide-,     "Qualification    Test    far 
Cable   Penetration   Fire   Stops    For   Use    in   Hucltar  Pcuer 
Plants."1  No    technical   reaion    far   requiring   moc  kup    of   cable 
termination's   uithin   two   ft   of    barrier. 
KILLS.L.M.        TenneiSBB    Valley    Authoritu.        79/11/19,        Bpf 

7913300648  Cnmmenl»    on   proposed   Reg   Ouide   3,JD:tey    to    effective 
training    In   ALARA   is    training    af   supervisors    in  m^t    of  uork 
In   thvse   areit. 

ANDREWS,  J.  P.       Catalytic.    Inc.     (subl.     at   Air   Products   &  Chemicals. 
Inc.  ).       79/11/30.       3pp. 

79133&0&94  Comments    on   proposed    Reg   Ouide   01.  131iRevlslon    1:  addressing 
margin    in   qualification   testing    should   be    approached   as 
described    In    IEEE   Btd   £27. 
OA.RSHKK,  A.       Power   Engineering    Society.       79/11/15.       13pp. 

79123B06&I    Comments   on   pr-oposed    Reg   Guides    1.12O  Revision    1,1.133 
Revision    1,1.  70  Revision  3  E.  3.  44,  Conditions   under   which 
an   absorber    Fire    It    postulated    should    be    clarified. 
M1LLB.L.H,       Tennviaee   Vdlley   Authority.       79/11/O9.       Gpp. 

7912310012   Comments    on.   proposed    reg   guide.     "Audible   Alarm  Dosimetors,  " 
Suggesti   mandatory    IFBB   of  dotimnteri    ay    industrial 
red lagraphers   as   secondary    instrumentation   to    back    up 
primary    survey   maters. 
CLARKE,  E.  T.       Technical   Operatums,     Inc.       79/10/30.       3pp. 

7912310030   Comment*    on   proposed    Reg   Guides    1.  120,  1.  132,  1.7O  b  3.44: 
clarification    itiould    be   made   of    conditions    under   uhicli 
adsorber    Firs    should    be   postulated. Suggests   various    edit  oral 
cAangea. 
MILLS,  L.M,       Tennessee   Valleu   Author itij        79/11/16.       9(1  p. 


791331QQS6  Comments  an  proposed  reg  guidei 
High  nolia  environ  should  be  defined  bg 
HHITAKEfliM.  Q.  South  Carolina  El  EC  trie  ! 


"Audlb-le   Alarm   Doiimibars. 
db    level. 
Oas    Co.        79/11/03.       lp.. 


7913300419  Comment*   on   proposed   reo   BUi'le.     "Reporting    t>P   SaPeguarfl 
Events."   Dmitilont  made    In   reg    guide.  Part   31    fine*   & 
penaltla*   not  addressed, 
LEHIBiH.  I.      Affiliation  Unknown.      79/11/15.       lp. 


7912310031    Comments    on    proposed    Reg   Ouide    1.  131,  Revi lion    1 :  reviaion 
eiceeds    process    at   regulatory    ravleu1  EC   embark*    upon   design  b 
standard! tat  ion   elements   not   mi  thin   purview   of    NRC. 
BURBTEIN.N.  M.       Institute   of   EUctrical    8.   Electronic   EnginetrB. 
79/10/31.        7pp. 


Comments   on   proposed   reg    guide,     "Reporting    of   Safeguards 
Events.  "   Same   objective   could    be   accomplished   by    Integrating 
particular  requirement   for   reporting    into   present   LER 
requirement*. 
DEHMVERr  H.  D.      Af  f  11  latlon   Unlnoun.      79/11/14.       tp. 

7=)  1224  &3I  B  Comments   on   proposed   Reg   Guide    1.  145:  tugg»»t»    NHC    consider 
•upjl^lng   «ddl    info   re   met   deposition    effects   for    sites 
adjacent   to   lera*   water   bodies   &  alternative   topographic 
ichtnn   for  iltis   In  complex   terrain. 
PEUEVKO,  J.  H.      Ollbert/Commonuealth   Cos.       79/10/18.        lp. 

79L22BOQ27   Connentt   an   proposed   rag   guide,    "Lightning   Protection    far 
Nuclear   Pou«r  Plants."   Alternative   regulatory   position 
»rntntid    as  App   A   to  value/impact   statement   preferre/d    to 
that   offered   In   draft   reg   guide. 
HtLLBi  L.  M.       Tenne««te   V*l  lay   Authority.      79/11/19.       2pp. 

7713280143   Comnents   on   proposed   rag   guide,    "Outdance    an   Applications 
tor  Anvnds    to  OL  li  on  Refueling   b  Startup   T*its.  "   Duide 
iTioukd    be   revised   to   reflect   agreements   betueen  NRC   &   BUR 
ctHncrt   on    startup   physlce   testing. 

,  0.  0.      Qeneral   Electric   Co.      MFN-271-79.      79/11/13.       fipp. 


T7LB2B0191   Comments   on   proposed   reg   guide,     "Lighting    Protection   for 
Hucl*ar  Pouer  Plants,"   Surge   protection   requirement    Is 
»«v«re  t,  unwarranted. 
LOOHra,J.S.      Sargent  fc  Lund«,    Int.      79/11/06.      4pp. 


7913310D3A   Comments   on    proposed   Reg   Quids    i .  1 31:  Posit i on   C. 5  does 
not    eiplatn   criteria    to   be   used    to    determine    it    accelerated 
aging    techniques   are   nr   are   not    causing   cable    to   respond    in 
representative   manner. 

8ALDAR1NI,  J,  C.       Etui  co   Btr  vices,     Inc.     (subft.     at  Enserch   Corp.). 
79/li/0<b.       3pp. 

7913310110  Comments  on   prnpoted     Reg  Ouide  a.  JD.    "Radiation  Protection 
Training    Par   Light   Hater  Cooled    Nuclear   Pouier   Plant 
Personnel."   Reg    guide   strongly    endoried.  Training   program 
content   refs    in   Paragraph   9.1    considered    relevant. 
CROSS, L. A.       American   Nuclear    In»ur«TS.       79/10/20.       if. 

7913310130   Comments   on    proposed   reg  guide,     "LWR   Core   Offload  a: Guidance 

on  Appll-tationi    for   Amend*   to   OLs  on   Refueling    EC  Startup 

Telti. "    Initial    gas    fill   pressure  Is    considered    vendor 
proprietary    Info. 

UHRIO,  R.E,       Florida   Power  h  Light  Co.       7'9/11/SO.       3pp. 

7913310136  Comments   on   proposed   reo   guide,     "Lightning   Protection   for 
Nuclear  Pc-ujer   Plants."   Approach    In   Attachment   A    is   more 
logical    than    lit   reg    guide, 

QETTLER.F.W.       Olbbs    t.  Kill,    Inc.     (sub*,     of    Dravo   Corp.}.       79/10YSO. 
7pp. 
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stablish    rl 
atal.     requi 


79/1  I/O?         3pp 
79123IOIHa   CO-..M1 


gL,,d*,      '•Ultrasonic     Testing 


791211016S    "Assessment    of    Radiation    Doses    Resulting    From   Relea^i    Of 
Rn-222   !.    Ra-22fa    from   U   Mining    !-    Milling    Activities,       monthly 

TRAVia"    C^MCDOHELL-BOYEH.     HATSDN.  A.  P         Oak    (lid go    National 
Laboratory.        FIN   D-02BI.        79/10/3O.        3pp. 


7912110509    "Envirnn  Statemonts   Project."    monthly    progreB! 

I  O  7t£ 

Z1TTEL.H    E.        Oak    Ridge    National    Laboratory.        FIN    D-001. 
DRNL/ED/EIS-107.        79/09/30.        7pp. 


rept    For 


79123101B4   C0mn,.nl.    on    proposed   fie,    Guide    a.JE.     ''Radiation    Protection 
Training    for    Light   Water    Cuoled    NucUar    Po«r    PI-"* 
Personnel    "    Suggests    changes    to    varlous     paragraphs     oF    flu.de. 
Changes    inc  lud  •   man-rem   needs   b     training     P™"*"™'- 
JENCKES.r.A.       Pacific    Gas    !,   Electric     Co.        7<3/  1  I  /O7.        .>P)>. 

7912310194   C«..nU    on    propose*    reg    guide,      "Lightning    Protection     for 
Power    Plants    "    Draft    suffers    in    technical     content    due     to 
insufficient    IEEE    input    t-    should    not     be     issued     as    presently 

ALEXANEEHSON.E.        Detroit    Edison    Co.        79/11/31.         lp. 

79ia3l019BComm.nt.    on   proposed    rag     gutd..  ,      "L  i  ghtni  ng    ''"*«*"'"     fDr 
Nuclear   Power   Plants."   Possibility    of    eliminating    problems 
sucn    as    instrument    failure    or    fuse    blowing     by    ore-design    u 
antall    Once    problem    occur  5  ,  sn  Igt  ions    can    be     Found. 
DOVER.  V   S        Philadelphia    Electr.c    Co.         79/11/19.        4pp. 

7913310360   Commit    on   propped   Reg    <Juio*    S.   H  :  all     d  ec  i  s  i  anma  ki«ng 
supervisors    t,    tempcrdr^    !.    permanent    parties    should    receive 
radiation   prtectinn    training. 

HICKS,  MH..     DESTHDFF,!!    E         Utility    Wnrkors    Union    of    America. 
79/11/23         3pp. 

79133I03B7   Re9   Guide    1.97.  Revision    3.      "  Inalruraantatian     for   Light    Water 
Cnoled    rlutloar   Pomer   Plants    to    Assess    Plant    Environs 
Conditions    During   &  Follouinn  rticidont    '' 
*      Office    of   Standards    Development          79/12/31.        3Spp. 


7913J1049I    CDM»t.    an    propose 


,    guldo.      "LWR    Oor 


.  Ou  i 


on   Applications    for   Amends    to   OU»    t.    Rofuflllng    S,    btartup 
Teats    "  Quantification   of    imflact    not    addressed    In   valuey 


impdct   ass  essment. 
HOFFMAN.  D.  P.        Conn 


ers    Pouer   to. 


2pp. 


HES  RESEARCH   AND   TECHNICAL    ASSISTANCE   «E PORTS 

79120411103   "HTfln   Safety   Program,  "     For    Aug     1979. 

SCHUEJTZERiD   Q        Qrookhavon   National     Laboratory.        FIN   fl- 
79/QS/3I.        *I>  P. 


7-?iai)40lia    "Advanceil    Reactor   Safety    Analyst*    Technical    AsststanC 
neaLtor   Projects."    monthly    nignlishts     For    Sept    ly* 
DARl.n.A        Qroo*haven  National    Laboratory.       FIN  A-300O. 


"B&C   CoiiB    Development    t.    Validation."  month  It/    hinhlighta 
for    Sept    1971?  clw 

AGOAWA1..A   K.  ,     CUPPV.J.  R.        Droukhaven    National  Laboratory.        r-IN 
A-3015-B.        79/09/30        dpH 

7913040125   "LWfl    Thormal    Hydraulic     Opvulupmant    Pronram.  "    monthly 
Pn    lll^    ^r^r,          FIN    A- 


79120*0133    "Thermal    HijiJtaulie   LHHDR   Safety    Eiper  iments,  "    monthli) 

79/09/GO. 


7913100001    "Decoimnanitatitin    to  NRC    tar    'aER    of   TMI-1:  Inservice    Inap   & 
Testing   Program."    Hovisaon    1. 

CUPPOLA./v   .    PESTIVO,  f.  ,     LEITIE(*I,U.        Droofchavsn   National    Laboratory. 
F  IW  ft-3t  I  7.       UKL-HUREG-24B27.       79/08/31         40o  p  . 


"PeeomiflMidatlnns    to   NRC    for   SER    of   Cooper    Nuclear   Station 
Insarwice    Ins?    t.    Testing    Program."    Ruvinan    S. 

HALLrR.  E    .    DSDDRNE.WC.       Brook  haven   national    Laboratory.       FIN   ft- 
BNL-NUROJ   366Q7.        79/07/31.        flOpp 


7912140040    "Program    for    Standardized    Analysis    of    Fuel    Shlppina 
rnnl-atnera.  "    ouartprly    summary    for    Jul-Bept    1979. 

WHITEBIDEsio.E    ?    HEalFALL.R.M         Union    Carbide    Corp.        FIN   B-O.72. 
OnNL/CQD/INF-79.        79/10/23.        6pp. 

7913M0296    "Evaluation    of    TL.O   Ultrasonic   ProcedursB    for    Datettion  of 

ntet-nranular  Stross   Corrosion   Cracking    in   Stainless   Steel 
plpinB.Code    A  =  Eessment   S.  Applications   Program,"    evaluation 

REINHARDT.W.  U,        EO   fc   0.     Inc.        FlNA-616a.        EOG-FM-3035.        79/10/31. 


7912140300   "Water   Reactor   Research    Directorate   Monthly   Rept    for 
?BMFWNDb"l-.  J.        EO   t,   0,     Inc.        YQti-199-79.        79/11/30.        100pp. 

7912110309   "Evaluation   b  Recommendations    for    Ultrasonic   E<amlnat Ions  of 
ASME  Nuclear  Clan    1    *   2  Piping   Uelds.Code   Assessment  b 
Aoollcatiolis   Prooranu  "    evaluation   rept. 

BAKER,  D    L         GO    fc   6.     Inc.        COOK,  J.  F.  ,     WIUKIN.H.  A.        Energy,  Dept,  of. 
S  Operation*  Office.       FIN  A-6162,       EOO-FM-5034.       79/10/31.       95pp. 

7913110311    "Nondestructive  E.aminatlon  Methods    For   Detection   of 
Intergranular   Stress   Corrosion   Cracking    In   Stainless   Steel 
Piping. Codo   Assessment   &  Applications   Program."    evaluation 

W.        EO    b   0.     Inc.        FIN   A-6162.        EOO-FM-3036.        79/10/31. 


4Spp. 

7<7121403iB   "Decontamination   as    Precursor    to    Decommissioning,"    informal 
monthly    grograsa   rept    for   Oct-Nov    1979. 

PEfiRIQO.L  D        BattHlle   MEmortal    Institute,    Pacific    Northwest 
LaBoratnry.        FIN   0-3303.        79/1B/OS,        2pp. 

7712140391    "Impact    of    Decontamination   on  LUR   Raduia»t<   Trefltmer-t   Sy»j  ' 
Informal   monthly    progress    rept    for   Nov    1979. 

PERRIQQ.L   D.       Dattelle   Memorial    Institute,    Paciflt   Northuest 
Laboratorij.       FIN  D-22Q1,       79/13/04.       3pp. 

7912140418   B1L-001 

Ressarch    Info    Ltr  01:provides    experimental    Dvidence    that 
safe   failure   mode    {  leak-baf  ore-break  )    may    exist    for    reactor 
pressure  vessels.  Forwards   ORNL    teat   result    of   V-3 
intarmediate  vessel.  Further    study    under    uiau.  U/o    and. 
KOUTSiH.  J,  C.       Atomic    Ensrgy    Commission.       71/03/19.       lp. 

7912140420   RIL-OOa 

Research    Info   Ltr   02:  transmi  ts    draft    "3e  i  smotectonic    Map    of 
Eastern  United   States"    E,   accompanying    text,  prepared    by 

KOUTB.H   J.C.        Atomic    Energy    Commission.        74/09/30.        3pp. 

—7713140433    "Bel  smotectonic    Map    of   Eautern   United   States."    3   ih«etl  of 
oversl/Bmapencl.  ^rt,ji 

HAOLEY,  J.0.  .    DEV1NE,  J.F.       Intarior.    Dept.     OF,    U.S.    OeoloBl"! 
Sgrvay.       74/05/20.       flpp. 


Rerch    Info   Ltr   03:  transmits   ORNL  740734    UP  w/ppel  iminary 
test   results    for   heavy    section    steel    technology 
inlarmeiliatB    test   vessel    V-7.  ,,,„„,„.,         , 

KOUT8,H.J.  C.       Atomic    Energy    Commission.       71/QH/tV.       'P. 

7912140-127  ProvldBH    preliminary    test    rasults    for   heavy    lection   «te«i 
technology    intermediate    t»«t   vessel    V-7.  Largo    flaws    that 
extend   nearly    through    reactor    praBBiire   ves»sl    wall    do   not 


result    in    Failure   at   design    pressure    level. 
T11AUOER.  D.  Q.       Dak   Rtdge   National    Laboratory: 


,„„._.         . 

74/07/24.       ipp. 


7912140433  RIL-004 

Research    Info  Ltr   04:  transmits   USDS  Miscellaneous   File 
Studies   Hap   MF-SS3   to    provide    updated    info    on    faulting    in 
coastal    Southern   CA.  W/O    encl.  -,„,  no/in         o*n 

KDUTS,  H.  J.  C.       Atomic    Energy    Commission.       71/09/1O.       ^pp. 


7913100011    "Review  of   Critical    Experiment*   Performed    for   Fuel    Cycle 
Safety  Guidance, "    quartarly   progress    rept    for   Jul-Sept    1979. 
WHITEfilDBS.Q.E   •    WESTFAl-l-rR  M        Union    Carbide   Corp.       FIN  B-0«09. 
79/10/2'!.       17pp 
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7«2140«0  RIL-OQ3 

Reteirch    Info    Ltr   OS:  submit*    remits    of   DUNL   test    ITV-7A 
coapleted    7&0&1B   flawed, 6-inch    thick    intermediate    tmt 
viiftl    under    sustained    pneumatic    load.  Vessel    behavior    can 
bt  predicted   Accurately. 
JOMTHiD.  F.         Division   at   Reactor   Safety    Re*«arch.       76/06/28. 


2pp. 


7912H04B7  RIL-027 

Re*»areh    Info   Ltr   27:trantmils    DEACON /MOD   Z   code   manual    fe 
description.  Code    Intended    for   evaluation    of    ahort-t«rni 
thflrmuhydTaulie    condition!   within    full    pressuru 
iFLUlticompartmant  containment*    or    within    containment    drywell. 
LEVINE. S.        Office    o*    Nuclaar    Regulatoi-ij    Reiaarth.        7B/06./O2.        S3fp. 


T»1314<M*7   R1L-OO6 

Ritfarch    Info  i-tr  06:  foruardi    Sand  la   Lab    rept   "Critique    of 
Boar'-Hall   Model    for  Detonating   Thermal    Exploilons    ai 
Applied    to  U  Dioxide   -  Sodium  fig*."    Board-Hull   models 
Invalid    for   LMFHR   accident    condltloni. 
LEVINEiB.       Office   of  Nuclear  Regulatory   Research.       76/1O/1S. 


79121404BB   RIL-Qia 

Research    Info   Ltr    12: transmits   results    of   mods    to  QCTAV1A 
computer   cade    for    prei&ure   vessel    Failure    nrobability 
prediction.  W/o    end. 
LEVINE.  S.       Offici   of    Nuclear    Ragulatorif   Research.       77/06/16, 


3pp. 


79IB14O493  ."Critique   of   Board-Hall    Modal    Par  Detonating    Thermal 
Eiplottani   as    Applied    to   U  Dioilde   -  Sodium  Bg«,  " 
Draft  r*pt. 
UILLIAH9iD.       Bindla  Laboratories.       AT  (49-94  1-0  IB,      76/08/19.       9pp. 


R1L-02S 

Rusirch    Info  Ltr  25:  transmits   FRAP-53   code   description    d 
virif  icition  documentation.  Forward*   ID  Natl  Englniering   Lab 
Rlptl  TFBP-TR-144,  Rivlllon   2  tt  TFBP-TR-S28, 
trVIHE-3,       Office    of  Nuclear   Regulatory    Rt*earch.       78/03/24.       17pji, 


7912140493  R1L-O13 

Res»»rch    Info  Ltr    13: tranimi ts   verified    modal    for   predicting 

residual    itreliti   reiultinfl    from    girth-butt    lueldtno    of   pip»s 

d  estimation   at    rokldual   strna«>    resulting    from   weld 

repair*   of    veneli. 

LEVINE,  8.       Office   of  Nuclaar   Regulatory    Renarch.       77/11/11.       3pp. 

— 791H140503    "Eva tuition    of  Method    for  Pr*dUtln9   Residual    fltreum    in 
Birth-Butt  Welni.  " 
"      &attell»  Mtmorial    Inititutej     ColuwbiiK  L»bor*topieK.       77/11/11. 


7?!2U04e,l    TFBP-TB-164  VI 

•FBW-M  Analytical   Model*   ti    Input   ManualiFRAP-o3,CoaputBr 
Cad*   fur   Btaadv-Btete   Analusli    of   Oiide   Fuel   Rode,"    Vul    1. 
3DHN<M.P.i    DEARIENi  J.  A.  .    CROCKER,  J.  O,       Idaho  National    EnainearinD 
Laior*tDr|(.       EY-76-C-07-1370.       78/03/31.       17Bpp. 


TFBP-TR-aae  VZ 

•FRAP   93:Cooipiit*r  Code   for   Steady-Btati   Analyiit    of   Diid* 
Full   RodnVol    3  -  Model    Verif  icntlon  rtept.  " 

DEABlENiO,  ft.  ,     CROCKER.  J.  0.       Idaho   National   Engineering   Laboratory 
EY-7i-C-07-1370.       77/Ofl/ai.       157pp. 


RIL-007 

JHaifarch    Info    Ltr  07:iubmlti    info   re   8IMHCR-T   computtr    code 
••vltoatd   it  Lai  AUmot  Lab   to   Follow  motion  &  neutrontco 
if  LHFBR   eor*i    during    hupotheticel    core    disruptive 
•  ccldinti. 

i  a.       Dfflca   of  Nuclear   Regulatory    Fi»  march.       7&/OB/23. 


79121*0164  R1L-OOB 

Suppl    to    Research    Info  Ltr   8: transmits    draft  OHNL/NUREQ-14, 
"Decay   Heat  ApaUeabli    to   LOCA  Evaluation.  "  W/o    and. 
LEVIHE.S.       Of  flea   of  Nuclear   Regulatory    Reiearch.       77/O3/1B,        Ip. 

7912140167    "Rivliu   of  Critical   Experiments   Performed    for    Fuel    Cycle 
Safity  Ouldancei  *    informal    quarterly    progress   rapt. 

HHITEfllDea,  0.  E.  ,     HEBTFALL.R.M,       Oak    Ridge   Nttlonal    Laboratoru.       FIN 
B-0409,       DRNL/CflD/INF-79.       79/10/24.       IBpp. 

7912140471    R1L-OO9 

Rutjrch    Info   Ltr  09:  transmits    result*    of    completed 
rn«arch    on  high    tenp    oiidation   of    Zircaloy    full    cladding 
In  it*a«. 
LEVINEjB.       Dffiea    of  Nuclear   Regulatory   Research.       77/O3/14.        17pp. 


R«**arch    Infa  Ltr  24:  tranimi  ti    ratulti    of    computed    reiearch 
en  i«^*ct   of  off  •hurt  nuclear   genaration   stations  on 
raeriatlnnal   fcehavior  at  adjacent   coaital   *tt«« 


LEVIHEiB.      OPflc*  of  Nocltar  Regulatory   Resiarch.      7B/O4/27.      5pp. 

7713140483  HUREO-0394 

•Jftpict  of  Dffihori  Nuclear  Oinerating  Station*  on 
flicnatlonal   Behavior  at  Adjacent  Coattal  Bittt,  " 

.J.,    HOBB,D.J.,    WEST,  8.  0.       Florida  BtatI   Univ. 
-0320.       77/12/31.       147pp.       Available   at   NTIB. 


RIL-010 

Ritiirch    Info  Ltr    10:  transmit*    reiult*    of   completed 
ni-iarch   on   ivaluatlon   of   prabafalllty   of   prenure  V*»»B! 
fillun   fro«  prnnuri   tran»lint»  that   can  occur  during   PWB 
api-ritlori. 
HtVINE.8.       Office    of  Nuclaar   RejuUtory    Reiearch.       77/O2/B3.       4pp. 

7?tai40*BQ   RH.-011 

Riieirch   Info  Ltr   11:  trantmlt«   result*   of   completed   reaearch 
on  liva!aiM*nt   of   failure  rate   data  manual   applicabla   In 
rltk  *  fallibility   »nat«»is   of  reactor   «ui.  W/o  encl. 
lEVJNEjS.      Offici   of  Hue  liar  Regulatory   Rtseareh.      77/09/13.      2pp. 

7°iai4CHBfi  *Bhtpplng  Cask  Sabotage  Source   Term  Investigation.  "    informal 
•on  I  My  pTogrn*  rept  for  Nov   1979. 

SCHHIDT.E.H.       Battelle  Memorial    Inititute,    Columbia    Labor*  tor  I  e*. 
FIK  B-*Oia.       79/lB/Oi.       3pp. 


791HH0493  R1L-02S 

Research    Info   Ltr  28; dttcrlbei    INTER-1    code    par   calculatinfl 
effect!   of    IntHractlon   bitueen  molten   matls    t>   concrete. 
Foruirdi  8'ndi    Lab    Rapt    SAND77-3042,     "Einloratorij    Stujif   of 
Molten   Cor*    Mat  I/Concrete   Interact  Ions.  Jul    lS»73-Kar    1977." 
LEVINE.  B.       Office    of   Nuclear    Regulator?    Rniearch.       7B/05/09.       Bpp. 

—  7912140499  SAHD77-atJ42 

"Eiplaratory    Btudy    of    Molten  Core    Matl/Concrate 
Interactions.  Jul    1775-Mar    1977." 

POH£fla,D.A.,     DAHLOBEW.  D.  A.  ,    MUIR,  J.  F.       9andl«  L»boratori>«. 
AT<a9-ll~7a9.       7B/03/2B,       130pp.       Available    at    NTIB. 

7912140502  R1L-Q29 

ReBBJiTch   Info  Ltr  29:  ti-arnml  t*  renults   of   completed  ret  earth 

to    prepare   fc    tost  FRAP-T3  fuel    rod    Bnalifsii    computer    ccrfB. 

Forwards    ID   Natl    Lab   Rept  TFBP-TR- 1 94*     "FRAP-T3  -    Computer 

Coda   for  Transient   Analyst*   of  Oxide  Fuel  Rods," 

LEVINEiB.       Office    of  Nuclear   Regulatory    Reiearch.       7B/O6/07.       16pp. 

--7913140503  TFHP-7R-194 

"FRAP-T3  -   Computer  Code   for    Transient    An*lu«i«    of   Oildn 

Fuel    Rod*.  - 

DEAniEN.  J.A.  ,    CnoCKESt.  J.  G.        Idaho   National    Enginierlng    Laboratory. 

EY-7&-C-07-137O.       77 /OH/31.       384pp. 

791214090&  RIL-014 

Research    Info    Ltr    14: tranimlts    results    of   completed    portion 
of   NRC    fira   protection  reiearch    program  T«   adequacy    of    cable 
trag    separation   to    prevent  aprvad    of   elec tricallg    Initiated 
ti   oxgoiura    flren.U/a   encl. 

.       Office    of   NucUar   Regulatory   Raia«rch.       77/U/Q1.       7pp. 


7913140D07  RIL-030 

It  (search    Info   Ltr  30:  dlsciiiie*    Phaie-    I    final    rupt-     "Bar  Mar 
Penutratlon   Data   Ba»»,"    Df   study    "A»«tstaneo   -  Physical 
Pratictlon  AiiBBument*.  " 

LEVINE.S.       afflee  of   Nuclear   Fauulatory   RetBaTCh.       FIN  A-3H10. 
7S/0&/2B.       2pp. 

791H140309  HIL-01S 

Re»iarch    Infa    Ltr    19:tr»nimits    current    info    on    fracture 
mechanic*    character! latj on  of  noula    corner    cracki    in   EUR 
fetduiater   nonlea.U/a   incl. 
LEVIHE.fl.       Office   of  Nuclear   Regulatory   Rtnorch,       77/12/O1. 

7912140810    "Program  for   Standard  1 i«d   Analyais   of   Fuel    Shifptng 
Contalnirti  "    informal    quarterly    progreai    rapt. 

HHITESIBEB,  0.  E,  ,    HESTFALL.R.  H.       Oak    Ridge    Hatlonol   Laboratory. 
H-0172.       DRNL/CBD/:,NF-79.      79/10/S3.       Spp. 

791S140911    RIL-01<b 

Raieareh    Info    Ltr   1A: tran»mit«    varlfi*d    aiperlmvntal    data    an 
uiarn  pr<itre*ting   far    u»»    In    lie-anting    o valuation   of    nuclear 
pouir   plants. 
LEVlNErB,       Office  of   Nuclear  RE)iilator\j   Fteiearch.       77/12/01. 

7912140512  niL-OOa 

Reiearch    Info  Ltr  B:  transmits    r«>ult*    of    compIat-Bd   r»sB»i-ch 
re   decay   heat  4ata  ajipllcabli   to   LOCA  evaluation   for  LWRi. 
H/o   encl. 
LEV  I  HE.  8,       Office  of    Hue  1  sat-   Regulatory   Rn»»arch.       77/01/31. 


4pp. 


4pp. 


4pp. 


362 


NONDOCKETED  ITEMS 


1912140514   tilL-CJI  T 

(Jeseari-h     Infti    Ll-r    I"1    transmits    "Response    of    Unirradiated    & 
Irradiated    PUR    Fuel    Rods    Tested    Under   Power-Cool  i  ng-Mi  trna  tch 
Conditions"    prepared    bij    ID   NatI    Engineering    Lab. 
LEVINE.K         Office    of    Nuclear    Regulatory    Research.        7D/O5/05. 

7i?iaH05l'S    IUL-02L 

Reaearth     Info    Ltr   51     transmits    results    at    completed 
research. entitled    "Critital    Review    of   Sodium   Hydro-ids 
Aerosol     Tn*ltit«.  "    designated    HSPH/EHS    (NUREGl-BHO. 
LEVINE.S.        Office    of    Nuclear   Regulatory    Research.        78/03/24. 


—7913140517 

"Critical    Revieu   at    Sodium   Hydra  tide   Aerosol    Taiicity. 
COOPER- D   M.  ,     UNDEfJHILL,  t>   W.  ,     EL  LEND  ECU  EH.  H.        Harvard    Uni 
ATlA9-2fl>-0300.       77/12/31.        biipf. 


791214051FJ   RIL-OIH 

flusearch     Info    l.tr    IB    transmits    results    i 
on    development    of   FRANTIC    computer     code 
unava  liabilities. Forwards    usur  's    manual 
doscriptlve    rept.U/u   end. 
LEVINE.S.       Office  of   Nuclear   Regulatory 


completed    rest 
o    calculate    agi 


18pp. 


77/11/09.        2pp. 


7912170337    "Bandia   Corn    Melt    (t   Separate    Effects    Program."    monthly 
Itr    for  Oct    1979. 
HERMAN,  M.        Bandia    Laboratories.        79/11/30.        8pp. 

791217O359    "Neutron   Dosimitry    at    Commercial    Nuclear   Sites,"    prel  iininari| 
rept    at    Sites    E,  F    &   0. 

ENDjJES.G    U   R.  ,     AUDRICH,  J.  M.  .     GRIFFITH,  R.  V.        Batte 1 le    Memor ial 
Institute.     Pacific    Northuiest    Laboratory.        FIN    B-22B2.        79/1S/17. 
49pp. 

7912170492    "Environ    Assessments    of    Fuel    Cycle    Facilities,"    monthlu 
progress    rept    for    Oct    1979. 

ZITTEL,H.E.        Dai    Ridge    National    Laboratory,        FIN   B-O279. 
OHNL/ED/EIS-108.        79/10/31.        6pp. 

7912180143    "UWR   Pressure    Vessel     Irradiation   Program."    foraign    trip 

STALLMANN,  F.U.        Oak    Ridge    National    Laboratory.        FIN   D-0415. 
QHNL/FTR-76 1 .        79/11  /06.        IQp  p . 

79131H014/1   "LWR  Source   Term  Measurements   Program,"    informal    monthly 
progress   ropt    for    NDV    1979. 
HANDLER,  J.  N.        EOaO.     Inc.        FINA-6075.        79/11/30.        4pp. 


7912140519   RIL-Q23 

Research     3nfn    Ltr   33    transmits    results    of    completed    research 
on    development    of    graphics     display    version    of   EASI     estimate 
of    adversary    sequence    intcn-uption    nndel.  Forwards 
gAND7e-011S,SAND76-0500,SArJD76-0597    t   SAND77-OOB2.  M/o    encl. 
LEVINE.S.        Office    of   Wuclear    Regulntoru    Research.        7H/O4/1O.        3pp. 


7913140520   RIL-Olfl 

Research    Info   Utr    19.  transmi ts    research    results    on 
3s3B5smenl    of    GO   -   methodology    fur    performing    reliability 
evaluations    of    sgs   &    subsus    H/o    enc  1 
LEVINE.S         Office    of    Nuclear   Regulatory    Research.        78/O1/31. 


7912140531    RIL-024 

HeSBarth    Info    Ltr   34:transmits    results    nf    cnrapleted    research 
by    Bandia    Lab    on    FfSEM    forcible    ontry    e F f ectiveneas    madel. 
LEVINE.S.        OF*lce    of    Nuclear   Regulatory    Kuaearct).        7Q/O4/10. 

79131*0532   RIL-033 

Reaearcn     Infa    Ltr   33    Iransmits    documented    results    from 
pesoarch    program   to    design,  develop    k    test    PAI-1     Pu    package 
per  criteria    in    NUHEG-036O.  Foruarde    SrtN07B-O734i     "Pu 
Accidpnt    Resistant   Container   Prnjett"    8.    HUnE(!/-CR-OO30. 
LEWINE.S         Office   of    Standard-s   Oeve  1  opmunt.        7B/OB/'03.        Gpp. 


Spp. 


3pp. 


-7912140524    SAND7B-0724 

"I'u    /tccident    Resistant    Container    Project." 
ANDEftSEN,  J.  A         Sand  la   Lab  oratories..        73/05/31. 
NT  IS 


23pp.        Available   at 


-791214O5S6   NUREG/CR-0030 

"PARC     (Pu   Accident   Resistant   Contained    Program    HE 
Design    tt    DEVB  1  opment.  " 

ANDEREEM,  J   f\.  •     HUFFEY.T    A    ,     DUPREE.Q.  A.        Bandla    Le 
SAND7t-597         79/07/31.        397pp.        Available    at   NTIB. 


7912140523    RIL-Q20 

Research     Info    Ltr   20.  transmits    results    of    completed    research 

into    physical     protection    equl  pment.  Study     Is    Phase    I    of 

continuous    research    effort    re    insp    methods    far    physical 

protect  ion. 

LEVINE.S.        Office    of   Nuclear    Regulatory    Research.        7B/O1/2V        2pp. 

79iaUO54'0    "Code    Assessment    !,   Applications    Program, Addl    Audit 
Calculations    for   Westinghouse.   PUR    Small     Breaks,"    preliminary 
assessment   vept    for   Nov    1979. 
FLETCHEJJ.  C.  D.        EC   f:    O,     Inc         FIN    A-4047.        EQG-CAPP-3052.        79>  1 1 /30. 


79121B01S2   "Radiation   Streaming    Study."    informal    monthly    proonas*  rept 
for    Oct     1979. 
COHEN.M.a,       Mathematical    App  1  ications.  Inc.       FIN  B-6306.       79/11/20. 

4pp.. 

791318015B   "E:iperimental    Criticality    Data    for   Code   Validation," 
progress  rept    for    Nov    1979. 

DIERMAN.  8  R        uattellu    Memorial    Institute,    Pacific   Northwest 
Laboratory.       FIN  B-a094.       TDO-777.       79/12/03.       3pp. 

79131H0165   "Investigation    of  Post-Critical   Heat   Flux   Heat    Transfer  for 
Mater  Coaled   Reactor  Application   (.   Development    of   Tun-Phase 
Floiu    Instrumentation.  "   monthly    progress   rept    for   Nov    1979. 
CHEN.J.C,,     aUMDABAM.R.  K.  .    NI  JHAWAN,  9.       LohighUniv,       F1M  A-4O33. 
79/13/06.        Spp. 

791219O941   "Chemical   Effluents    in   Surface   Haters    from  Nuclaar    Power 
Plants,"    quarterly    progress    rept    for   Apr-June    1979. 
HARRISON,  F.  L.       Lauranco   Livormore   Laboratory.       FIN  A-0119.       79/Osyi3. 


7171219094fi    "Threadfin   Shad    Imp  ingement:  Populnti  on   Response,"    quarterly 
progress   rept    for   Apr-June    1979, 

VAN  WINKLE,  W.  .    MCLEAN,  R.  V.       Oak    Ridge   National    Laboratory.       FIN 
B-Q1D6.        79/06/30.        3pp. 

7912l*)05fl7    "Sediment   fc  Radionuclide   Transport    in   Rivers   Field    Sampling 
Pron.ram   Cattaraugus   k   Buttermilfc    Creeks,  NY.  "    quarterly 
pmnress   rept    for   Apr-June    1979. 

*  DattellG   Memorial    Institute,    Pacific    Northwest  Laboratory.       TIN 
G-S275.        79/Oi/30.        IQpp. 

79121*?0392   "nineties    of   Ch  lorinH-Ammonia   Reactions    in   3ea   Water," 
quarterly    progress    rept    for   Api  —  June    1979. 

JOHNSON,  J,  D.  ,     INI1AN.Q.U.       North    Carolina,    Univ.     of.       FINB-624D. 
NHC-04-77-119,       79/06/30.       9pp. 

7912190557    "Mathematical    Simulation   of   Sediment    fc  Contaminant   Transport 
in   Surface    Maters."    quarterly    rept    for   Apr-June    1979. 

*  Dattelle   Memorial    Institute.    Pacific    Northwest   Laboratory.       F1H 
B-2271.        79/06/30.        lipp. 

7912190S61    "ThraadPin   Shad    Imp  ingemnnt:  CausoB    ti  Ecological    Impl  1  catloni 
in    Southeaatevn  Reservior.  " 

MCLEftN,  R.D,  .     GRIFFITH,  J.  8.  ,     MCOEE,  M.  V.        Oak    Ridoe    National 
Laboratory.      FIN   D-0406.       77/06/30.       34pp. 


7912170167    "Div   of  Reactor    Safety   Research    -  ORKL  Programs,"    monthly 
htghlights    for  Del    1979. 

HYNftTT.F.H.        Da*    Ridge   national    Laboratory. 
QRUL-fl  1-99-55-  1 .       79/  1 1  /13        30p|t. 


FIH   D-0413. 


7919170347   "LOFT  Experimental    Program  Division,"    pretest    pr-odittion 

GRUsil.U.H.  ,     SHINKO.M.S-        EOt.0,     Inc.        FINA-604B.        DE-ACO7-76IDOIQ. 
79/11/30.        77pp. 


791217O174    "SaFeguards  Analysis    for    Buproiiuct  Matls   &  Small   Quantities 
af   SMM.  "    monthly    progress    rept    far    Dct     1979. 

CHEBTER.  H.  0.  ,     KANAH.K.K..     RANDOLPH,  M.  L.        Oak    Ridge    National 
Laboratory.       FIN  B-M08.       GRNL/HAERU-57.       79/11/13-       6pp. 

7912170(94    "SeitiiscalB  Program."   summary  rept    for    Oct    1979. 

COZIUDL,  J.M.  ,     HOQEFIS.0.11         EG   t,    O,      Inc.        FINA-&038.        EOO-BEMI-SO1P. 
79/10/31.        73PP- 

791217O33O    "  Intenration   of    NDE    (Nondestruc tivo   Enawinalion)    Reliability 
>j.  Fracture   Mechanics,"   monthly   progress    rept    For   Nnv    1979. 
BECKER.  F.  L.        Batte  lie   Memorial     Institute,     Pacifli    Morthuen  t 
Laboralory.        flN   B-2289         79/12/1O.        4pp. 


7912190570   "Code   Assessment   fe  Applications   Program,"    preliminary 
assessment    rept    for   Nov   1979. 

DAVIS,  C.B-,    FLETCHER,  C.  D.       EO  &   0,     Inc.       FIN  A-6047. 
DE-AC07-76ID015.       79/11/30-       13pp. 

7912200379   "Fission  Product  Transport  Analysis,"   monthly    Itr    for  Dct 
1979. 

01ESEKE,  J,  A.       nattelle   Memorial    Institute,     Columbus   Lab  orator  Its. 
NRC-04-76-293-OS.       79/11/27.       3pp. 
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7913310033    "Biocide  Byproducts    in  Aquatic   Environs."    quarterly    progress 
rapt   for   Apr- June    1979. 

ANDERSON,  D.  R.  .     BEAN.H.,     OIBSON.C.        Battolle   Manorial     Institute, 
Pacific   Northwest   Laboratory.       FIN  B-309B-9.       PNL-3081.       79/O7/31. 
7pp. 


791204Q17S   Advises    Dtpnt   of    Conservation    that    St    Patrick    Hasp    b   Teialopt 
Pharmacy    received     JCc-133    shipments    from   non approved    -supplier 
(OUNL)     in   FY73.  Review   of    license    condition    wording 
requested. 

KEfin,  0    M.  Assistant    Director    for    State    Agreements    Programs. 

79/11/15.        2pp.. 


REVIEW  ORP      NRC  RESEARCH  REVIEW  GROUP 3 


7912140353   Summary    af    7911O1    meeting    (ii/vendora.  utlls    d    licensees   r 
cladding   rupture    temp,  cladding    strain  &  assembly    flow 
bloc  hage. 
DEMISE,  R_  P.  Assistant    Director    for  Reactor  Safety.       79/11/20. 


791S219009D  Notifies   af    fuel    code    program  review  meeting    to    be    held 
BOOt  OB  in  Silver   Spring.  MD.  01  scussions   will    be  held    re 
lt*tuB  of  TRAP  -T  6  FRAPCON   fuel    codes   6   severe    fuel    damage 
node  ling   requirements. 

.  P.  Fuel   Behavior   Branch.       79/13/03.       3pp. 


79/12190273   Notifies    of    informal    meeting    u/Natl    Heath  or   Svt    to    discuss 
U*B    of   NDAA  weather   radio    for    early    warning   fc  notification 
criteria. 
AXELSON.  W-  L.      Emergency    Preparedness   Tasli   Force.       79/11/19.       Ip. 


79120401D5   Advises    Dept   of    Health    that    Methodist   Hasp    fc    Teiatapu 
Pharmacy    received    Xo-133    shipments     From    nonap proved    supplier 
(ORNL)     in    FY7B. Review   of     license    condition    warding 
req.uen  ted. 

KEHRrO.  H.  Assistant   Director    for    Skate    Agreements    Programs 

79/11/19.        2pp. 

7913010192   Adviios    Dtpt    nf    Health    I*    Social    Svcs     that   Holy    Family   Hosp 
Unw   af    MA  roceived    Xe-133   shipments    from   tin  nap  proved 
supplier     (ORNL)     in    FV7G.Ftevi.eui    of     license    condition    wording 
requested. 

KEfffli  Q.  H.  Assistant   Director    tar    State    Agreements    Programs. 

79/11/15.        2pp.. 

7912040199   Advises    NY   State    Energy    Off    that    Slaan-Kettering    Ins.t 
rocelved    Xe-133    shipments    from   nnnapproveel    supplier    IORML) 
In   FV7B. Review   of    wording    in    license   condition   requested. 
KERHiG.W.  Assistant    Director    for    State    Agreements    Programs. 

79/11/15.        tp. 


791219037&  Summary    of   791103-OB  revlout   of    facility    emergency    plan  6  AH 
radiological    emergency    plans. 

j  H.  L.       Emergency   Preparedness    Tank   Force.       79/11/15.        9pp. 


7913I9O2B1    Suggests   agency    contact   Federal   Emargancy  Hgt   Agoncij    natl 
oft    Ii   requBit  adequate   radiological    instrumentation    for    US 
Cnjst  •Cuard   emergency    teams. 
AXELGONiU.L.      Emergency   Pmparedness    Task  Force.       79/11/19.        tp. 


P091T1DN   PAPERS   BEFORE   THE   COMMISSION 


791SJ70OS4  Transcript   of   791203  discussion    in  Hash Ington.  DC    on  SECY-79- 
591.     "Plan*   for   Coping   u/Emergencies    at  Production  & 
Utllliatlon  Facilities.  "   Pp    1-31.  Summary    end. 

ERDWNiC.H.      Office   of    the    Secretary    of    the  Commission.       79/12/03, 
93pp.. 


7913040203    Advises    Div    of    Facility    Eve    that    Duto   Univ    received    Xe-133 
shipments,    from   nonap-proved    supplier     (OJINL)     ill    FV7D.  Hewi  e-u   of 
iiiDrding     in    1  i  cense    cnndi  t  Ian    requested. 

KEBR.G.  M.  Assistant   Director    for    State    Agreements    Prflgrans. 

79/11/15.        Ip. 

7912050g&5   Motiflea    that  on    79O?1 1,  Cnatrmartahlp    nf  Federal    IntEragency 
Central    Coordinating    Committee    passed    to   Federal    Emergency 
Mg  t    Agency. 

RYAN.n.O.       Federal    Interajency    Central    Coordinating    Conu*ittee. 
7^/11/19.        Ip 

— 79ia050'571   Notifies    that    on   790911    Chairmanship    of   Federal    Intorageniii 
Central    Coordinating   Committee    passed    to    Federal    Emergency 
Hgt  Agency. 

HENDHIE.J.M.        Commission.        KACY.  J.  M.        Federal    Emergency    Manaaemeiit 
Agency.        79/10/31.        Ip. 


791S3OOO87  Diicussas   delegation   of   authority    to   director    of    NMS9   to 
approve   actions    under   Public   Law  93-i04    (BECV-79HQ4). 
Action*    ra  concurrence    samo   as    performed    In    licensing    active 
«1  111.  Concurrence   actions   (i  Title    1    activities    lists   end. 
BIRCKSilf.  J.      Office   of   Nuclear  Material    Safety   fc   Safeguards, 
&ECY-79-434.       79/12/07.       7pp. 


BTA1E  PKQO      STATE  PROORAM3 


7?IHO3D289   Comments    on   emergency    preparedness   section    of   TMI    fcossont 
Ivarnod  rspt,  in   response    to   791017  memo. 
RYAN.R.O.       Office   of  State   Programs.       79/1 1/Oi,       Ip. 

7112010012  Comments    on   draft  rept    on    lessons    learned    from  TMI.  Sugflest-s 
Ofc   of  Btds   take    lead    in    coordinating    changes    in    emergency 
p-rvpar  Brine  SB   plans. 
RVAM.R.O.      Office   of   State   Programs.       79/11/0&.       2pp. 

791BO4O065  Notification    of   housing    arrangements    for   7912O3-O7  Federal 
Intaragency   course    in   Hi Iduood. FL    for   radiological 
eaergency    response    coordinators. 
COLLIM3.H.  E.      Office   of  State  Programs.       79/11/lfi.       Ip. 

791Z04CK)£a  Forwards   draft    copy    of   SANDI    8AI    contract   statement    of  uark 
t  axrclse   scenario.  Funds   not   available    for   continued 
support  of   technical    assistance    For    state   programs. 
COLLtNSrll.  £.      Office    of  State   Programs.       77/11/07.       Ip. 

7913040L4&  Forwards   special    inap   repts    to   MA  Dept   of  Social    b  Health 
Qvca.Ir  Aug    1979.NRC   conducted    special    Snaps   af  Nuclear 
Englniaring  Co   burial    sites    in   MA  &  Nv   to   observe   arrivals 
aF  raduaste   shipments    from  TMI-2.  H/o    encl. 

KERFtiO.M.         Atsistant   Director    for    State  Agreements   Program. 
SA/JOL.      79/1 1/OQ.       Ip. 

791HK0171    Adviies   Dept   of   Public   Health    that   CO  Springs    Memorial   Hasp. 
Dftnvftr  Mini-Dose  Labs   Si  CO  Springs   Penrose  Hosp   received 
Xn-133  from  nonapproved    supplier    (DRNL)    In  FV7B.  Requests 
review   of    llcensa   condition   wording. 

KERRiO.  H-         Assistant   Director    for   State  Agreements   Pnograns, 
BA/ECA.      79/11/18.       8pp. 


—7912050573   Notifies    that    an    79091 1    Chairroanshi p    of    Federal    Interaneiim 
Central    Coordinating  Committee   passed    to  Fedaral    EmErgencg 
Hgt   Agency. 

HEN13FUE.  J.  M.        Commission.        HACV.  J   M         Federal    Emergency    Management 
rtgencij.       79/10/31.       Ip. 

— 7913090579  HotiFiea    that    on   790911    Chairmanship    of   Federal    Interaqflncu. 
Central    Coordinating  Committee   passed    to   Federal    Emergency 
Hgt  Agency. 

HENDRIE,  J.  M,       Commission.       MACV.  J.  H.       Federal    Emergency    Management 
A^ancy,       79/1O/31.       tp. 

— 79120505B1    Notifies    thai    on    7-?091l    Chairmanship    of    Federal    Interaqency 
Central    Coordinating   CnmmLtteu    passed    to-   Federal    Emergency 
Hj  t  Agency. 

HENDRIE,J.M.        Commission.        MACV,  J.  U.        Federal    Emergency    Management 
Agency.       79/10Y31.       Ip. 

79120^0995   .Raijuests    tJiat    cnmmonts    on    NUREO-0<b3S    be    sent    to    Hit   Denton    b 
RO   Ryan    bi^    791 132. 

RVANi  R.  O,        Federal     Intel-agency    Central    Coordinating    Coaunl  ttea. 
79/11/Oi          Ip. 

79130602'JQ  Bisciissas   Western    Inleratate   Enerny   Board    decision  to   join 
TasTi    Force    on   Emergency  Planning    for   Transportation 
Ace  i  dents. 
RYAH.R.O.       Office    of   State   Programs.       7-7/11/O9.        Ip. 

7913100379  Forwards   NfiC   t  EPA  emergency    planning    guidance    publications 
&  regulations. M/o    encl, 

CQLLINB.H. E.         Assistant   Director    fnr    Emergency    Preparedness. 
79/11/2B.        Ip. 

7912100391    Notifies    of    forthcoming    draft    of    Dianple   plan    for   response 
to   radiological    accident   by    Fictitious    towni of   Brounvi lie. 
Requasts   evaluation   using    NUREG-75/1 J 1    criteria. 
COLLINSiH. E.         Assistant   Director    for   Emergency    Preparedness. 

79/n/aa.      if. 

791S1QO3H3  Requests    adill   PA  E*iergenci|   Mg  t   Agency    nrochures.     "Uhat  Vnu 
Should    Knou    About    Nuclear    Radiation    Inc  i  (Junta.  " 
COLLINS, H.  E.         Assistant   Director    For  Emergency   Preparedness. 
79/11/3H,         Ip. 
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7912110039  Forward*   copy   of   catalog   portions   pertaining   to   agreement 
natl    licences   !>   amend  i    to   IOCFF171.H/0   enila. 
ASHLEV.E.C.      Office    of   State  Programs.       79X11/23.       1  p. 

7912110053  Notifies   at   791210-14  revieu  of   TN  radiation   control 
program,  including   field   evaluations   by   -state    inapet  tions. 
Suggests    sunmar  list  ion    of    results    on   791214. 
KETlRtO.  U,      Office  of   State  Programs.      BA/KNS.       79/11/23.       if. 

7912110063  Discusses   791H1O  telcon  ra  revieu  op   HA  raflatlt>n   control 
program.  Suggest*   luitunarl  latton   of  results   on   7?  1334. 
KEBS.O.W.       Office   of    State   Programs.       BA/JDU        79/11/33.        Ip- 

79121  1024E  Foruiaras  draft   catalog   of   training   program.   on   radiological 
enmrsBncij  response    planning:   t  preparedness   re   79DB17 
request.  H/o   enel. 

COLLINS,  HE.         Assistant   Director   for  Emergency   Preparedness, 
79/11/2B.       Ip. 

7912120091   Responds   t-Q   790814   Itr  fc  foruanta    Info-  re   measurements   made 

to   deternine   time  raduaste   mall  mat)   be   disposed  of   a.  a 
regular   trash. 
KEFfl.Q.  H.      Office  of   3tatH  Progress.      79/11/05.       Ip. 

791S1201B3  Forwards  discrepancy  rept  ro  raduaste    shipment    From 
FL   shipper  to  Barnwell    site.  U/o  encl. 
KERR.Q.W,       Office   of    State    Program*.       79/11/05.        Ip. 

791212O371   Foiuartls   corai«nt»   an  790907  draft   of   "NY  Regulations    for 
Control   of  Radiation."   Strongly   urges   some   addition*   & 
corrections.  H/n    enc  1. 

KERH.B.H.        Assistant   Director   For  State   Agreement*   Programs. 
79/11/B3,       Ip. 

791217O1O3  Forwards   list   of   approved   state   govt   attendees    for  7911BH- 
12O7   radiological   emergency    response  operations   course   for 
security   rmuirentnti   I,  r*cordl«nping. 
COLLINS.  H.E.       OFfit*    of   State   Programs.        79/11/31,        Ip. 

791217Q39S  Eiprenea   appreciation   for  NRC   791O25    Itr.  describing    visit 
t    investigation   of  radiation   control   program.  Concurs 
Bi/findlngs  d  suggestions. 
TRAVLOR.F.      Colorado,    Slate    of.      79/11/Q9,       Ip. 

79121BQ101   Eipresses   appreciation  for  arranging    for   TERA  Corp   to 
microfiche  radiolog  ica  I  "emsrgonty   response    plans. 
OAttT.lt.       Office   of  State  Prograns,      79/1  1/H3.       Ip. 

791218O1D4  Do  tail  a   progress  made  on   providing   potassium   lodida    for 
large  scale   radiological   accident  at  nuclear   power   plant. 
GHEEH.K-      Dffice   of  Btato  Program.      79/11/09.       2pp, 

791S16O30O  Responds   to   79tlOi   Itr  re  rciaarch   proaratn*    In   eaergincy 
planning   ft  prep-aridneBB.  Suggestions   on  navtfad   research 
and, 

DIRCKQ.  M.  J.      Office    of    Nuclear  Hsterlat    Bafoty    k  Bafeguards. 
79/12/03.       3pp. 

7912190037  Dine  us  an   pntential    for  conflict   of   interest   In    util 
emergency  planning   for    state   b  local   jurisdictions. 
Op  In  inn  requeatid. 
RYAN.R.Q.       Office    of    Stata    Progr»s.       79/1  1/EB,        2pp. 

7?iai*700fiB  Discusses   optlanv   tar  financial   aislitancn    to   »tatn   &    local 
governments   for   BraargBnci)   preparedness   progran-s,  in  addition 
to    federally   ailnl.nl  stered   fund   suggested    in  NUREO  0553. 
RYAN.R.  0.      Office   of   Nuclear   Riactor  Regulation.       79/11/21.       Spp. 

791819O101   Responds   to   reQiiast   for  revieu   of   LABL   "Statement    of  Marl 
For  Technical  Assistance  in   Implementing  Energiticg 
Prepartdreis   Ri^uirenents.  "   Document  does   not   overlap   u/ 
Standard  Order   far   DOC  work    tINEL). 

COLLINS.  H.  E.         Assistant   Director   for  Btatr   Aoraenenti   Pro  grama, 
79/11/27.      Ip. 

7912190111    Forwards  matls   requestid   bg  OK   State.   Civil    Defense   m 
thyroid   blocking   &  NHC   training  program,  M/o   vncl. 
COLLINS.  H.  E.         Assistant   Director   for  State  Agreenintm  Programs. 
Ip. 


79122EOO13  Discusses  axmbeTshlp  li  history   of  Interorganliational 
AdvEsnr^   Comnltbee   on  Radiologic*!  E«»rs«ncg   nesponte 
Planning   t  PripBi-ndnxn.  Ack   AV  Godwin  participation. 
RYAN,  Ft.  e.      Office   of  State  Programs.      79/13/07.       If. 


791221O09&  Notifies   there   arc   no   instances  uhar«   emergency   plan 
concurrence  eipncted    to   pose   difficulty   provided   current   std 
Par   concurrancB    (NUREO-73)    used.Addl   requirement*   "ay   rai*a 
prob  1  ems. 

COLLINS. H.  E.         Assistant  Director   for  Emergency   Preparadnvss. 
79/11/29.        Ip. 


791S2&OOS3  Foriuardfi    comments   on   draft   City   of  Drobinsville.  TX 
radiological    emeraancy    response   plan   for   nuclear   facility 
accident. Plan   not   consistent  u/NUnEQ-79/ni. 
FIVAN.R.  Q.       Office   of   Stata  Programs.      79/1S/04.      7pp. 


1 1  ample   of 


791226Q123  Oatignatos   HE  Sanders   ai  Acting   Assistant   Director   791S15- 
1222. 

COLLINSrH.  E.         Assistant   Director   For   Emargoncg   Preparednian. 
79/12/14.        Ip. 

7912260363  ForuardR   commantt   on   French   emirgency   planning   documents 
requested    bo   French    Civil   Defense   Director.  Documents   fall    to 
give   clear    guidance   for    imergtncy   planning   procedural. 
CDLLIHSrH.  E.       Office   of   Btate   Program*.      79/11/27.      7pp. 

7912270037  Outline*   hlntory   of   Intarorganliatlanal   Advisory    Committee 
on   Radiological   Emergency   Response  Planning   &  Preparedniii. 
Ack   participation   of   LJ   Daly. 
HVAN,  R.  O.       Office   of   Bbate  Programs.      79/12/07.       Ip. 

7912270042  Outlines   dietary   of   Interorganiiatlonal   Advisory    CoMi.ttie 
on  Radiological   Emergency   Response  Planning   Ic  Prepar*dni*s. 
Ack   participation   of   MM  Djaranson. 
RYAN.fi.Q,       Office   of   State   Programs.      79/12/07.       Ip. 

7912S70O46  Outlines   htatorv   of    Inttrorganiiatiotial   Advisory   Canaitt** 
on   Radiological   Emergency   Response   Planning  t  Pr»paradnets. 
Ack   participation   of   TA   Hack. 
RVAN.n.O.       Office   of   State  Programs.      79/12/O7.       Ip. 

7912370074  Out  Una*   hiatury   of    Interorganliational   Advisory    Couwitte* 
on  Radiological   Emergency   Rupanse   Planning  t  PrapBradnis*. 
Ack   participation   of   Jl.  Hontgomiry. 
RYAN.R.O.       Office   of   Bfaate  Programs.      79/12/07.       Ip. 

791227O07i  Outlinoi   hietory   of    Interorganliational   Advisory    Conmltte* 
OTI  Radlalagical   Emergency   flesponse  Planning   &  Preparedness. 
Ack   participation   of   OH  Drawer. 
flYAN.fl.D.       Office   oC   State  Programs.      79/12/07.       Ip. 

7913Z70079  Outlines   history   of   Interorgani  latlonal   Advisory   CoBmtttee 
on  Radlaloglcal  Emtrgency  Response  Planning  fc  Prep0redne«a. 

Ack    participation   of   J-J  Kearns. 

RYAN,  P.O.      OPfice   of   Stati   Program!.      79/18/07.       Ip. 

7912370086  Outline*   hlataru   of   Interorganiiational   Advisory   CosunittoB 
on   Rari  I  olog  ic*l   Emergency   Response   Planning  Ir  Preparednesi. 
Ack   participation   of   3   DavtvB. 

.Q.       Office   op   State  Programs.      79/1B/O7.       Ip. 


791S270074  Outlinvs    history   af    Interorganiiational   Advisory   Comoitttt 
on  Radlnlogical  Emergency  Response  Planning  &  PreparednBss. 
Ack   participation   of   EE   Jones. 
RYAN,  R.  H.       Office   of   State   Programs.      79/12/07.       Ip. 

791327O1OQ  Outlines   history   of    Intsrorgsnl  tatlonal   Advisory   Caiamlttee 
on   Radiological   Eoiergencu   Response  Planning   d  Prepare'dneis. 
Ack   participation   of   BJ  HcClelland. 
RYAN.  R.  0.       Office   af   State   Programs.      79/12/07.       Ip. 

7912270112  Outlines   history   of   Interorgenliatlonfll   Advisory   CaRutlttae 
on  R*d  taloglc*!  Emergency  Response  Planning  It  Preparedness. 
Ack   participation   of   F   Hancuso. 
RYAN.  R.  O.      Office   of   State  Programs.      79/12/07.       Ip. 

7912270129  Forward*   AR   Emergency   Operations  Plan.  Annex   Q-Radialoglcal 
Incident  Responsei  w/790fla7   trensnttta.1    Itr.  M/o   «ncl. 
CLEVELAND'  R.         A««i»t*nt  Director   far  Emergency   Preparednesm. 
79^13/06.       Ip. 


7912270187  Outlines  hiatory  af  Interargenizatlanal  Advisory  Camalttii 
on   Radiological   Emergency   Response  Planning   Ic  Preparedness. 
Ack   participation   of   JH  Praetor. 
fiVAN.R.O.       Office   of   State  Program!.      79/12/07.       Ip, 

791 22806 1&  ForuarJ*  Tut   task  action  plan  refouree  reiiuirtB«nti   in 
responee    to   791214  -request. U/D   encl. 

.  O.       Office    of    Btate  Progran*.       79/12/20.       Ip. 
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-  7V123SO&34  Forward!    list   of  NRG  approved    itate   gqvt    attendtei 
Utvdanti)    for  B0009-1B  radiological    enargencu   response 
ipiratlone  course. 

COU.IHaiH.E-         A**lttent   Dirlctor    for  Enargency    PrapAi-Bdnen 
77/12/20.       Ip, 

791*310183  Confirm   diicusilone   follauilng   review  of    Gtatu    of    TX 
radiation   control   progran.  NRC  program   far  regulation    of 
aireeamt  Ditl    ii   adequate    to  protect   public   health   fc 
•at itu.  latproviMent   possible    In   budgeting. 
RYAH.R.CJ.      OfMcB   of  State   Programs.       BA/LAQ.       79/12/13.       Spp. 

791B3I0327  Forwards  CO  Dap*    of   Health    790625   Itr  requemting    that 
Federal   Eatrgancu  Mot  Agoneu    inventory   b  radistrlbuta  Model 
CDV  700    iurv»«  alters  t  CDV   13H   doaiatters.  Stgtt    views    re 
ueefulnei*  Ii  faailnilltu,   of  req,u»it. 
RYAN.N.O.      Office   at   State   Prograni.       79/la/ll.       ip. 

7««i0334  R*B,ue»t*   printed    descrlptlonal    natl   re   mini    terminal    data 
COLLINB.H.E.      Office   of   Btate  Programs.       79/12/06.        Ip. 

7912310434  For-ards   proposed    addition*    to   action  plan    I  tin.,  lnclu<Hrji 
fflCu»Bnfci   covering   radlotodln*   t sapling    collnction    dsvlen 
Wa  fncl. 

COLLIMS-H-E.         A«ilitant   D IT- actor   for   Emsrotrcu   Proj>«r»dnff»m 
7T/IB/09.       Ip. 


IQPfiEP 


VENDOR  REPOHTB  AND  REUTED  CORRESPONDENCE 


TW784094B  Dttcu»i«i    Invaitigatlon   of   ponlbla   avaraipocurm    of    four 
*«*]«V«tt    to  radloactlva   aatli.  Clt»B    ivldinci    Indlentino 
*ip<0*ur«  valuta   imported    by   H»lj»«on   Nuclnar  Bvci    ar>    In 
•  rror. 
REVNOLDSi  L.  E,      Chan-Nile  laar  Bgitan*.    Inc.      79/Ofcyi4.       Ip. 

79I.XKXXW4   Bunnaru   of  791025  minting   u/OE  J.  OE  ounar»   HToup    tn 
•aHitnTajHO  ra  davalopnant   of   BBarg»ncy    proctdur*i    fur 
INll    tra-ah  UJCAi  t  outitandtng   rsquaml   for  addl    Info. 
THOMABiC.  0.      TOI-2  BulUtlni  &  Drdari.       79/11/1A.        IBpp. 

79Ja03030O  Forward  I   proprlato.ru   t  nonpropriataru  vanloni    of  CENPD-2&3, 
•rtTWfl  Earlv  V«rlf  Icatlon.  "   in  rniponva  to  NRC  790219   Itr  re 
C-E  WBa.  Proprietary  varilon  withheld    (r«f   IOCFR3  79O) 
Ariidavlt  and. 
fOINDEXTCT.C.H.       C-E  Operating   Planti   Ounar*  Oroup.       79/11/30.       3pp. 


—  7912030203 

Honproprltt»r«.  version  of   "ATMS  Early  Varif  Icatlon,  M    In 
•  raipQiue    to  KfiC  7902  IB    Itr   ra  C-E  NBBB, 
«     C-€  Pnuer  Svitami.      79/11/30.      147pp. 


Forward*   Riviiian    1    to    -Nuelaar  Enarg«  Quilnaa*    Oroup    BHR 
CM  Pro|p»B  Dticription.  " 
BREED,  A.      Ciniral  Eloctric   Co.      79/11/29.      2pp. 


79120SOS09   SubBit.  re.ults  of    svaluation    of    all    aporatinn   plants 
llciniBil    u/M0»tinghoui.  ECCB   evaluation   modal    rs    us.    of 
hratup    rata    dcp.ndent    bunt    model    In    small    break    evaluation 
i»odel.Ho    safatv   problem    identified. 
ANDERSON,  T.  M.        Unit  inffhouie    Electric    Corp.        MS-TMA-2163         7?/ll/t6 


7913030348  Dlecuiaa.   abnarnal    event    evaluation   repts   re    nuclear 
lupplV    tyi   dosigned    bv   UBStinflhouao.  Hfigueati    feidbact    on 
fomafc   tc   content   oF   rspts   &   recommandations    re   distribution 
of  r*pt». 

™     ""tlfDhousB    Electric   Corp.,    PUR  S<,StBms   Dlv. 


ria  for   Harfc 
ill 


79ia0303&9  Rxtuesti    final  NOG    position  rB    acceptance    crit 
i    contflln»«nt    Ions-tar*  program.  Plant   unique   analgsiB   w 
be   Buimttted    upon    receipt   of    final    pesoljtion   of   rwc 
acceptance   criteria. 


D'1cUB"*JnBJtlod    used    fco    "leul.t.    claddinit    hq0p    str 
on.  Forwards   Suppl    A  TS   CHASTE  03    mailing    I  rueturr 

F 


n 
parf  or 

aoael. 

BUCHHOLZ.R.H,      0>n*ral    Eluetric    CD.       HFN-a7B-79.       77/11/16.      13pp. 


791B070391    Foriuardi   H*rk    1   contamination   proaran    errata    to 
NEBE-24S39-P,     "Full    Be«le   T.et    Prosra*  Final   n.pt    « 
Propriatary    info  withhold    (r»f    10CFR    2,790). 
BOSDM,L.J.      Oenarol    Electric    Co.       MFH-2B3-79.       79/11/H7.       2pp. 

7912070477   Notification   of  791304   elating   w/SfcH   to   discuia    technical 

•tipport   ctr   deiigm  lncluiling    data    tr*nsmiia  ion. 

TELFOHD.J.  T.       THI-2  L»>son*    Learnad   Task   Farce.       77/11/39.       3rf, 


79131  1O333  ForuiardB   sU    nrilBr    for    DDE  uork 

'  D'  Ol         Divi.ion  of   Qperating    Reaetni-a. 

.          Ip. 


FIN  A-6245 


—7912110357  Btd    order    for  DDE  i^ork:     "El.ctri.cal,  Ini.trijeiint.tlan  & 
Control   BUB  Support,,  "   issued   to  EO  &  Q,  inc 

11    N"Cl"r    "'""*'"•   R'BuJation.        FIN  A-6356. 

7912110593  BNL-NUFlEQ-2c,7B9 

"Canif>n*«tion    Indirired   Hat«r   lfa«m«T    in   Steam  Oenaraloraj  " 
erepared    for   prei*nta«Un  at    Joint    UB-Japan    Info  Etchanoe* 
on  Two   Flow  D(jTi»Bic»fDialu  Univ,  0«*fca,  Japan.  790H01-03, 

n2JeS,'«^'^A^"P"    HU'B-J-C        Brookhav.n  N-tlonal    Laboralor«. 

fl«.-NUREa-267B9.      79/06/30.        19pp. 

79laia010S  BNL-HUHEO-2M2a 

"LHFER  Thermal    Hgdraullc  Analijsle:  Impact    of   mat  Tr«n«poi-t 

MADNI,  l.K.  i    AOffAHAL.A.K.      Qranlhavan   National    Laboratoru.       79/12/11 


7918040033  NEKMia09-04A 
"NuelB^r  Enarau  Bu«ln*« 
Revision  1. 
*     Oinnral  Electric  Co.  •    Nuclear  Energu  Product*  Dlv. 


Enarau  Bu«ln*««  Croup   BUR  OA  Program  D»ocrip*ion> 
Revision  1. 


•Review  of   LLL  Draft   Bei*Blc  Hazard   Analyel*.  » 
M9/Jann  A.    Blueie  Ii  Asioc.    Engineer*   (*ubs.    of   URB).      77/10/31. 


BubMlti  re*ulti   of   evaluation  of  fuel  rod    h««tup  rate   ei-lor 
*«  fcgrHi.Wii  tafetu  probleni  for  Hectlnghouie  planti 
t,  all   plant*  are   in  canfarmance  u/NRC 


MtDCRBOK.  T.  H.      W»mtin|jhou»«   Electric    Corp,      NB-THA-21&3.       79/11/16 


79121B0112   Bunaary   of    791113  meeting   w/H»tlnghati*e  r>   LOCA   cladding 
JBodel*.  " 

DEMISE,  P.P.  Aniitant  Dlpoetoi-    for    Reactor  Safety,       79/11/16 

3pp. 

791B1BOIB1   BNL-NUREQ-344&4 

"Inciption    t  Dcv*lopnrnt  of   Voids    in  Flaahing   Liquids." 
prep*red    for   prugntation  at  Joint   UB   Japan    Info    Exchange 
°,™Jl!!  „   ""  FlQU  DM»»«tci,  Oflaka    Univ.  Dtaka,  Japan-  790601-03. 

JONEBiO.  C.       Drnakhaven  National   Laboratory.       79/04/30.       35pp. 

79121HQI29  BML-NUHEO-3A372 

"Feedback    Control  Su.*    For  Monlinaar   Simulation   of 

Operational    Trantient«    In  LMFBRs.  " 

KKVTIB-RAMBARIM,    AORAWAL,  A.  K.  ,    SPIH1VABAN,  E.  3.       Drookharven  National 

Labnratorij.      79/1S/11.       42pj. 


mM40387  Canflrai*  791102  telcon  re  nan  conservative   f«>fcura    In 
Ht»tlnghoui*  Urge  break  ECCB  evaluation  Nodal*. Overall 
evaluation  planned. 

H.      H*«tlnghou*e  Electric  Corp.      HB-TMA-21 58.      79/11/16. 


r*IM403B3  Bubailti  evaluation  of  NUTECH  791003  rept.BSP-Ol-OOl, 
«lawl«tlen  Prototype  Tait  Conducted  at  Yankee  Roue  Nucltar 
Plant."  Tr«cir  ga*  technique  feailele   for  itudu  of  mok* 

•    MVIt. 

JH       nVookbaven  National   Laboratory.      79/H/3O.        l»pB. 


•Saw  It* 


,  -HDr»al   Gp.rating   Cnntrole, 

.H.      Babcock   t,  Mllcoi    Co.       79/11/30.       Hpp. 


7912130009  BAH-10122A 

"Hor««£   Operating   Contrail.  • 
HANSON.  0.  E.       Bab  cock   t,  Uilcnx   Co, 


79/11/30.       7flpp. 
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7912130140   Forwards     "Analysis     to    Demonstrate    Adequate    Core    Cooling.  " 
Mure    detailed    description    of    analyses   mill     b-e    provided     by 
79132B. 

BUCHHOL.ZiR.il.       General    Electric    Operating  Plant    Owners   Group. 
HFN-29O-79.        79/11/3O.         lp. 

—  -7913130152    "Analysis     tn    Demonstrate   Adequate    COTE    Cooling." 

•      General    Elettric    Operating    Plant   Owners    Group.        79/11/30. 
400pp. 

7"71SI302'11  Notifies,   of    programmatic    changes    tn    topical  rep  I,  before 

implementation    oF    change.  Forwards    revised    Pages    19   S.  21    of 

"QA   Program    for    American     Inat    of    Steel    Const    Nuclear  Quality 
Certification  Program.  " 

PESIIEK.C.        American    Institute    of    Steel    Construction,  Inc.        79/12/O4.. 
3pp. 

7913130147    Submits    C-E    pre-test    analysis    of   Semiscale    Teat    B-07-10D 
performed    using    best-e-stimate   approach    u/modif  led   version    of 
araall    breat    evaluation   model  .  Anal  us  is    data    uiithheld 
Iref     10CFR2.  790). 
LIEDLER.O.        C-E    Operating    Plants   Owners   Group          797113/03.        3pp.. 

791213093B    Informs    at    delay    in    responding    to  79QB15    Itr   re    dc   power 
source    failure    for    DUR/3   i    1.  due    to    increasing    amount    of 
high    priority    Trtl    work.  Response     to    llama    1.   1.1.  3r  1.4    EC   2.  1 
yilt    be    submitted    nij    791221    L    to    remaining    items    by    800221. 
EN<JEL,  11.  e.        General    Electric    Co.        MFN-2ai-79.        79/11/2A.         lp. 

7912130312    Forwards    notice    u-F    intention    to   change    App    D    of    Qft   Program 
Topical    fleot    Nl>   GA-1  ,  Hevi  s  ion    3A.  Change   updates    commitment 
from   ANSI    N45.  2.   12    tn    Reg    Guide    1.  144. 
COUH31L.H.  0.        Northeast    Utilities.        QA-39&1.        79/12/Oi.        3pp. 

79I213Q563   Notifies    that   NKC   790H15   request    for    addl    info    re   CENPB-178, 
"Structural    Analysis    of    Fuel    Assemblies    for    Combined    Seismic 
ft  LdCA  Loading"    IB    under    review.  Dtie    to    intent    af    i-eqoest.no 
schedule    possible    until    Feb    1980 

.  E-        C-E   Power    Systems,.        LD-79-0&9.        79/12/01.        2pp. 


79l2l3056(.    Informs    of    availability    of    NGDE-25l,i>2.     "Lab    Examination    at 
Garigliano  Secondary   Gteam  Generator  D   Core   Samples.  "    Ropt 
contain*    projristarij    inf  a.  Af  f  i  davi  I    for   withholding 
(ref    10CFR2.  77(31. 
HATflNABE.H.T.        General    Electric    Cfl.        KFN-292-79.        79/13/06.        1pp. 

7913110251    Forwards    proprietary    rept    NEDE-24196,     "Basis     far    HUH/6    QiS 
Fuel    Thermal    Analysis   Application    "    Affidavit    re  withholding 
proprietary     inFo    •nel.  Documen  t    withhold    (rof     lQCFfl2.  79Q>. 
DUCHHOLZ.H.H.        General    Electric    Co.        HHH-Ofi3-79.        79/12/1O.       fipp. 


7912160151    Responds    to    FDIA   request    for    info   re    higher    fuel    burnupa    in 
commercial    LWIla.  Forwards    documents    listod    in   App    A.  Addl    info 
can    be    found    in    proceedings    of    79O429   t.   0503   ANB    topical 
meeting    in   Portland, OH   published    bo   ANS. 
CAHR,  J.  C.  Division    of    Rules    and    Records.        79/13/06,        2pp. 

7913100523   Responds    to    NRG    791017    telcon    re    small    broad    accident 
guidelines    in    NEDQ-24708.  Gui del  inns    structured    so    that 
misdiagnosis  mill    not    lead    to    inappropriate  action    for 
actual    break    1  oration.  Di  scusses    symptom  differences. 
STARK.B.J.        General    Electric    Co.        MCA92.        79/13/13.        3pp. 

7912190534  Forwards   ETR-1O01.     "Nuclear   QA  Program  Manual."   Revision   B. 
TENZEHiG.E.       Ebasco  Services,     Inc.     (subs,     of   Enserch   Corp.  ). 
79/13/14.        3pp. 

— 79J21FJO541     "Nuclear   OA   Program   Manual,     "Revision    fl. 

B     Ebascn  Services,     Inc.     (subs,     of   Ensereh    Corp.  1.       79/12/11. 
12pp. 

791219037-4  Forwards    documentation    to    support  791116  meeting    on   pouar 
generation    control   cample*    cablo    connector   requirements   ti 
proposal    for    supp  Icnmnting    NEDn-l01(.6A.     "Pouiar    Oenevation 
Control    Complox   Criteria   t<  Safetu    Evaluation." 
BTnOUF3EJ  E.  P.       General   Electric    Co.       MFN  300-79.       79/12/13.       lp. 

791219D5B7  Submits    info   re    floiii   path    betuiaen   control    vol    rapresanting 
core/uppor    plenum  li   control    vol    repreaenting    uppor   haad,  tn 
response    to   NHC   791120   request    for    addl    info. 
REEDjC.       HestinghousB  Operating   Plants  Ouners   Group.      79/12/10.       lp. 

79I2190O97  RetiuoBts  addl    info   ro    geometry    of   uppor    head   region   of 
reactor   vessel    to   complete    evaluation   of  HeHtlnflhousB   small 
braak    LOCA   analyses    presented    in  WCAP-9600. 
ROBa.D.F.       TMI-2   Bulletins   *  Orders.       79/11/30.       1pp. 

7912190209  flcli    receipt   of    790750  request    for  withholding    info   re  mobile 
raduastB   snl idif ieotion    sys   topical    ropt    from  public 
disclosure.  Request   granted    (ref    10CFR3.790). 
BAER.R,  L.  Light   Water  Reactors   Branch   2.       79/12/O5.       2pp. 

7913:190116  Forwards  WCAP-7HOO,  Rovision   SA.     "Nuclear   Fuel   Div  flA  Prograa 
Plani"    nonproprletary   version. 
ANDERSON,  T,  M.       HastlnghousB  Electric    Corp.       NS-TMA-217&.       79/1H/I2. 

IP- 

— 7912190424    HCAP-7BOQ   USA 

"Nuclear   Fuel    Div   OA  Program  Plan,"   Revision    9A, 

nonpropr  ietarij    version. 

HOuREiJ.3.       HHotinghnusB  Electric    Corp.      79/11/20.       79pp. 


7912110253   Notifies    of    organi  ta  tional    change    far   QA    dept    fc   Site    Const 
manager    re    79O7O2    approval    af     topical    QA   rep  t. 

E.        Florida    Pouer    &   LiBht    Co.        L-79-337.        79/12/O7.        lp. 


791317O023   Discusses    791120   mnoting     in   Lunchlmrg.  VA    u/D&U    to    discifas 
pre-tost    calculation    for    LOFT  L3-  1    eipei-ifneTit.  MUD  ting 
itrl  nutes    attached. 
HORIAN.P.E.        TMI-3   Dulle-tins    (.Orders.        79/11/21.        lp. 

—  7912170027    Summary    of    791120    meeting   w/HtiH    in   Lijnchburg  .  VA   re    pro-teat 

calculation   for   LOFT   L3-1    eiiper  imerit.  Moe  ting   minutes 

attac  hed 

NDRIAN.P-E.        ThI-2   Bulletins    tt    Orders.        79/11/20.        ?pp. 

—  7912170030    "Preliminary    Craft3   Mfliol    of   LOFT   L3-1    EKperimnnt    - 

Presented    to  P    Marian  E.   J   Butt  man.  " 

SAVAMI.N.R         Babcnck    b   Uilco«    Co.        79/li/HO.        21pp. 

771317O12B   Re%UBBts    evaluation    of    NUrECIt   tast    BBthod    6«    prcparod    hi 
J   Qntcio,  I    Aap.J    Klevan    t-   ^    l*in*el    1   submittod    by    791HO3. 
Evaluation    should    state   whether    prototype    satisfies    in    situ 
testing    criteria 
FERGUSON,  R.  L  Plant    Sya-tEins    Branch.       79/11/O7.        2pp. 

77iaiBO022  nespands-   to   79111*    Itr    re    evaluation   of   mods    of    *nial  1    break 
LQCA    guidelines    contained    in   Revision    l.NEDa-2170B.  Mods 
•acceptable 
RQSa.Q.F.        THI-2:   QullBtlns    t.   DrilBrs.        79/11/2B.        Hipp. 

7712I8Q021    Aflprovfla    at    791031    changes    to   BI.R-OO2A,  Revlsi  nn    3   "QA 
Program   for   Nuclear  Ppuer   Plants.  " 
HAASS,  W.  P.  ftualltil    Assurance    Branch.        79/11  /HI.         lp. 

79iaiB015i  NEBQ-ElibQ 

"ElperlencB   U/BUR  Fuel    Through   Dec    1976.  " 

ELKIN3iR.B..    DAVIES.J.H.    HBUT2CLAW,  K.  M.       Oonural    EJcctrii:    Co. 

77N£Oi2O.        77/07/31.        10pp. 


7913190509  Forwards   discusaion   of    criteria    for   use    in    local    pouar   rarjB 
monitoro    in  avorago    pouter   range   monitor    sys    of    operating 
DHBs.per  791106   commitment. 
BFWJOGE,  R.O.        General    Electric    Co.        MFN   3O4-79.        79/12/11.        9pp. 

791319055B  Rosponds    to  NHC   791108    Itr   ra   NUfiEG-0630.     "Cladding   Spelling 
(,   Rupture   Hoilois    for  LDCA  Analysis.  "   Rept  appears    to   be 
thorough    compilation   of    recent    experimental    data    on   cladding 
deformation. 
SCHERER.  A.  E.        C-E   Power    Systems.        LD-79-070.        79/12/11.        10pp. 

791HI90S6B  Responds   to  NRC   790H15  request    for    summary    of   reasons   fnv 
concluding    that    containment, NSSS  &   balanee-of-plant 
equipment    can    acenmodato    effects    of   ATH3  requlpina   boron 
injection    for    mitigation.  Spucific    answers   encl. 
BUCHKOLZ.R.H.       OanBral    Electric    Co.       MFH-303-79.       79/13/14.       19pp. 

7912190573  Responds   to  NFIC   79110B   Itr   ro  NUREO-Oo30,     "Cladding- Su«l  1  Ing 
1.  Rupture   Models    for  LQCA  Analysis."   Vendor   recommends 
evaluation  of    all    cladding    data    accumulatad    since   issuance 
of   1QCFR30.  16i  App  K.  Industry    committee    is   proper    forum. 
TAYLaafJ.  H.       Bab-cock    t<   Hilcoi   Co.       79/12/10.       3pp. 

791H190597  Forwards  HCAP-9639,     "Rnpt    an  Small    Dreali    Accidents    for 
UastinghousH    N3ES  ui/Uppar   H«ad    Injaction,"   nonpropr letary 
verfli  oh. 

ANDERSON,  T.  M.       Weitlngnouse   Electric   Corp.       N8-TMA-2177.       79/12/13. 
lp. 

— 7913190601   HCAP-9439 

"fiept   on  Small    Drsa*    Accidents    for   Westinghouse  N8SB  u/Upper 
Head    Injection,"   nonproprietary    version. 

OOHEHTY,  P.  J.  .     ORE8HAM.  J.  ,    ANBERBDN.  T.  H.      Hestinghouse  Elictric 
Corp.       79/13/31.       A3pp. 
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Forwards    response    to   MKC   79HOB    Itr    re 
••Cladding,  Smell  ing    !<  Rupture   Modela    for   LQCA  Analysis." 
Coorainti    an   model    representation- location    of    curves*  industry 
std.ECCS  mode 1> sensitivity    studies   (<    Future   programs. 
BuCHKQLZ.lt.  H.       General    Electric    Co.        MFN-294-79.        79/12/07.        Bop. 


791227O1O9   Forwards    results    nf    bail-off    rate    ana  1  u  SEE  ,  c  ontr  ol    rod    ATI: 
purap    makeup    capability    use)     for    plants    not    ji  rev  i  u-usly 
addressed    fi    draft    procedure    For    -ontimiiLng    control    rid    drive 
purap    FLou    to    reactor. 
SHERWOOD,  G.  G         General    Elettrlc    Ci>         MFN-2flS-7<?         79/11/27         7pp 


7?l2l9Qe39  Forwards    responses    to   NRC   791109    1  tr    re   NUflEO-0630, 
•C  ladding,  Buiel  1  ing    U  Rupture   Models    for    LOGA  Analysis.  " 
Ccncludes    that   rupture    blockage    data    supports    conservatism 
al    currant   vendor    rupture    blockage  model, 

•DVSLEV.O.  F.       Enon  Nuclear   Co.,     Inc.     lauba.     of   E»on    Corp    ) 
?W  13/10.       7pp. 

791220033.3   Forwards   summary    of   Westinghouae    investigation   re   cracking 
In  noillc    region   of  French    Fabricated    reactor    vessels 
cts*FV«d    by  French    licensee, 
AMDEHSDH.T.M.       Hestinghouse   Electric    Corp.       HS-THA-217S,       79/12/13. 


7912270162   Forwards    topical    repts    re    radua&te 
response    to    79110-1    request. W/o    end. 
DftEFMI.L.  Light    Hater   Reactors    Dranch    2. 


sal  i  d  if  xcation 


79M2/11. 


7912270200   Forwards    i-ept,     "We^  t  inghouso    Prediction    for  LOFT    Nuclear 

REED.C.        Commonuealth    Edison    Co.        QB-2fr         79/12/15.  |p. 

— 7912270207    "Wes t inghouse   Prediction    For    LDFT   Nuclear  Experiment    I 
*     tJe-stinghnuso    Electric    Corp.        79/13/E5.       Sfljip. 


7912200331    Flmponds    to  MIC    791030    Itr   re    raqueat    For    addl    info   on 
f  (EDO  -236  9  2    concerning    analysis    of    BUR  -6    atd    plant    mainsteam 
liB-ad    Fitting   analysis    documentation. 
CEBiB.j     ESSHEIN.G.A,        General    Eloctric    Co.       79/12/13.        3pp. 


791227O292   Forwards    pretest   predictions     For    two    small    hreal     tests     ta    hi 
performed    In    two- loop    teat    sppara tua.  Provides    basis     to    be 
used    to    evaluate    validity    of    assumption*    applied     in 
preparing    operator    guidelines    for     small     break    accidents. 
BUCHHOLZ.R.H.        General    Electric    Co.        PHU-O71-79.        79/12/13.        IDpp 


7912300919    "BtW  LOFT  L3-1    Prediction   Dec    1979." 

TAYLOR. J.H.        uabcock    {<   Wilcoi    Co.        79/12/31.        SIBpp. 

79-13200631    Affirms    acceptance    of   791103   revised    pages   re   guide-lines    For 
•  mrrgencu,    operating   procedures    for   nominal    14OO  pit    range 
•efety    injection  pump    plants.  Copy    of   approved    guide-lines 
«pcl.H/a    end. 
ROE9.B.F.       THI-2  Bulletins   t.  Orders.       79/13/06.       -1pp. 

TJiS2QObU5    Identifies    lead    plants   EC   dates    for   audit    oF    Implementation 
of  guidelines    for    emergency    operational    procedures    ro    small 
ferial  (.QCAi.  Auditors   will    repruient    operator    licensing, 
raactor   sigs,  IE  b   project   mgt    disciplines. 
fttlS3.n.F.        TMI-a   Bulletins    4   Ordera.        79/12/06,        5pp. 


Confirms   plena    to    audit   certain   OE  DUD    licane 
procedural*  t   opordtOT    retraining    re    small    bruak   LDCfti. 
t4tnklflts    plants  &  dates    for    audit. 
ROS3.  D,  F.        THI-3   Bulletins    b   Orders.        79/13/01.        3pp. 


Foruards    proposed    IE   bulletin   re   OE  cable    saparation 
Yialatlon. 
EIEENHUT.  D.O.         Division    of   Operating    Reactors.       79/11/23.       3pp. 

791221011?  Forward*    completod   LLL/ftRAt;    questlnnalre    in   response    to 
791138  request.  fiocomnonds    questionalre    be   sent    to  Federal 
Enirgancu   Mgt  rtgency-W/o   oncl. 

CCS-LIUS.  H.  E.         Assistant    Director    for   Emergoncij  Preparedness. 
79/13/07.        If. 

79l&2!il>347   Forwarda   BO-TOP-  lf  (levia  ion   3,     "QA  Program    for   Nuclear   I'otior 
P]»nti,  " 

DAVEQiH.K.       Bochtel   Power   Corp.     (subs,     of  Becfitel    Corp.).       79/12/13. 
IP- 

—79-12310353  DQ-TQP-1 

•Ofl  Program   for   Nuclear   I'ouer  Plants,"   naviatan   3. 

»      Bechbel    Pouer   Corp.     (subs,     of   Dechtel   Corp.  }.       79/1O/31.       lOipp. 


Fapuards   minutes    of   791119  mnoting    in   Hingsor.CT  re    status 
of  C-E  LOFT  L3-I    preteat   calculation. 

P.  E.       TM1-2  Bulletins   fc  Orders.       79/11/31.       ip. 


7912270546   Discusses    fuel    pellet/clad    interaction    analyses,  in    response 
to   NRC    ret|u«st    for    topical    rep  t.  Conclui  ions    OF    pre^ioui 
7dl21O   study    remain   va  1  id,  ofivi  ati-ng   npy   effort   at    present 
time. 
ANDERBON,  T.  M.        Westlnohouse    Elactrir    Corp.        -NS-TMA-2171 .        Tt/lSJW 


7912270601    Responds    to   MM    790903,  ID    t,    IO30    Itrs    re    tonrpletinn    dj 
for   analyses    of    tranaienls  ft    accid  onlt.  Mast  i  nghou&H    omners 
group    uill    submit    analysis    bij    300331.  per    HUHEC-O^TQ. 
REEDfC.       Hestinghouse  Operating   Plantg   Duinsrs    Group.       79/12/20. 

79122H0063  Transmits    memo    foruarJing    11NL    repts    on    iodine    monitors 
Sandia   Labs    repl    on    accident    -d  escr  1  p-tions.  W/o    encl. 
COLLINS'  II.  E.  Assistant    Director     (or    Emergency    Pr  epiirednoss 

79/12/04.        lp. 

79122Q0517    Foruards   flftI-TB~10fc.     "QA   Program    far    Nue  1  ear   »>nujer    Pla 
Revision   a. Revisions   reflect   organ  i  lat  ional    ctiang  sa.  Add  i 
c4iangtn    for    t  lar If  ication   t,    update    ai-e   marked     in   nargina. 
DARKER.  H.  H.        Oi  ISer  t/Comraonwca  I  th    Cos.        79/12/10.        tp. 

--7913380528  QAI-Ifi-lQi, 

"OA  rrogram    for   Nocloar  Power    I'ldnts."    nevision    2 
DARKER,  N.  R.        Gi  1ft  ort/CommDnueal  Ih    Coa.        79/1 1/30          115pp. 


Forwards   proprietary    errata   &   addonda    to    npp    D    of 
ll-P-A,     "Qaneric    Reload    Fuel    flpp  1  i  cal  i  oo.  "    Oocujnunit 
withheld    (ref    10CFfi2.  790) 

ENOEL.R.E.        General    Eloctric    Co.,     Nuclear    Energy    Products    Div 
HC-6S2.        79/13/14.        2pp. 

77122B03&9  Foruartfs   proprietai-y    updates    to    notes    on   791030    presentation 
Co    electric    util    eiocutivos,  LP    disc    Inap    rept    !=   discussion 
at  method    For    sotting    priorities    of    u-nit-s.in   ri'apunsa    to 
791217   r«quHst-5.   Info    uithho-id     IraC     1OCFR2    79(j ) . 
ANDERSON,  V.  S.        HeatingliousB   Electric    Corp.        79/13/2O.        2pp. 

7713310011   Notifies    of    completion    oF    review    af    BAU-155i,     "Evaluation    ol- 
Atypical    Weldiiiortt.  "    linquotti    re-isauance    <i  f    rept    actorilinq 
to    provisions   of  MRC    topical    rej t    program 
RUBEMSieiM.L.  B.  Light   Mator    Reactori    Branch    4.        79/12/12        3pp. 


— 7ff!2360017  Summary    of   771119  meeting   w/C-E  &  C-E  owners  group    in 
HlnnJior.CT  re   status    of  LOFT  L3-1    pruteot   calculatinn, 
UaHIAN.P.E.        TMI-2   Bulletins    &   Orders.        LDHODi  J.        Combustlnn 
En} ins er ing,     Inc.      wABPEfi,  J.       C-rE  Operating   Plants   Ownors   Group. 
79/11/19.       3pp. 

79L22D0020  DiacusaBa   Rscnmmondatinn   2.  1.  7a    of   Denton    791O30    Ifcr    to  all 
Il-c<n-i<t4   re  automatic    initiation   of   auxiliary    foeduiator 
f  l-o a.  Liceniaei'   reapon»es    ravoalEil    generic    issue    involvinj 
unr«vl«if»>f    «afetg    question.  Meeting    mill    be    held. 
FIO33,  D.  F.       THI-B  Uullotina   d  Orders.       79/11/HB.       3pp. 

791 23*01 2t  Discusses   791109  meeting    w/C-E  !.  C-E   owner,    uroup    re    draft 
ol    Drono«»d    r«pt  on  ATMS    in   C-E  plants.  Agenda    end. 
PAfiCZEWBUl-K.  I.  Reactor   Oafetg    Dranch.       79/12/07.       31pp. 


— 791E310O24    Topical    rapt    Evaluation    of    QAH-15St,     "Evaluation    of   rttiip 
Weldment.  "   Dopt  accaptablir. 
«          En^ineeTing   Branch.       77/12/12.       spji. 

791231O119  Fori-warils   evaluation,   rn    aroan    oF    d  i  aagreemunt    in   HCAP-V157. 
Inclifdios   methoil    of    calculating    qi/allfled     1  i  he    of    realatance 
temp    detectors  &  qualification    or    remota   balloua    sun  9  Ing 
pr-e^suro    transmitters.  End    withheld    (ref    IOCFR2,  790). 
STOLZ.J.F.  Light   Hater    Rnactors    Branch     1.        79/11/16          lp. 

7-912310-tee   Initiates   nou  generic    task    ID    develop   NRC   position 
entail  UMno   uater   shields    that    protect    sensitive    ulectricat 
equipment    from  uater   damage.  Forwjrilg  NBC   draft   jioaifcioti   on 
water    shicliEB   &   porti-on   of  Dent  nil    memo    to   Bradford, 
FEftfiUSOH.  R.  L.  Plfltit   Syttens   Branch.       79/12/12.       fijip. 


Forwards    "Hods    to  Uestinghouae   ECCB  Evaluation   Model    For 
Tat,  Loop   Uppur  Plenum    Injection   Plants    "    Document  withheld 
(rif    !flCFf!2.  790). 

AKBER80N,  T.  M.      Mestinghousa   Electric    Corp.       NS-TMA-2172:.       79/12/06. 
3(ip. 
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NONDOCKETED  ITEMS 


7912310333  Notification  of    791312  meeting    Lt/Sanifla   Lab    in   Bethesda.MD 
to    review  procedures    far    evaluating    fault   trees   using    sot 
equation  transformation    sys. 
ANftELQ.  J.  Light    Hater    Reactors   Branch    1.       79/12VQ5.       3pp. 


79I23103B9   BV7R-1-0 

Revised    pag«»    For    "Oft   Program   Description.  " 
•       Dlaci    t,   voatch.        79/12/04.        130pp. 


HASTE  MGT       NUCLEAR  HASTE  MANAQEHENT 


79 12 030026  Foruards   water   quality   analytical    data   collected    from 
Jul-Oct   1979. 
MA1XNER.R.  D.       Cotter   Corp.         I453B.       79/1 Q/O4.        llpp. 


7912170047  Responds   to   Technical    Assistance   Request    3331    re   Union 
CarbidH   U    tailings   retention   at   Uravan   project. InBp    has 
revealed   alarming    signs    of   retention    dam    instability. 
Unscheduled    safety   revieu  not    possible.  ,»,.«,„. 

KERR.G.H.  Assistant   Director    for  Engineering.       79/11/31.      2pp. 

7912170100  Responds    to   791025  request    for    draft   EIB  re    proposed  Mount 
Taylor   project  It  mill    tailings    impoundment.  No   EIB  mill    be 
prepared    since  NfJC   does   not   have    direct    licensing    authority 
over    U  mill    tailings. 
TRACER, E.A.  Uranium   Recovery    Licensing    Branch.        79/11/21.        1  p. 

7912170109  Notifies    that    request    for    hansan   project    environ   rant    should 
have    Seen   directed    to   Cyprus   Minus   Corp.  NHC   mill    forward 
request. 
MILLER, H.J.  Uranium  Recovnry    Licensing   Branch.       79/11/B3.       lp. 


791SQ5Q574  Notifies   that  Civil  Sy>,  Inc    79091O  drawing,     "Hokum  Resource,* 
Corp.Marquei   U  Hill    Tailings  Disposal   Area  -  Conceptual 
Design  Solid  &  Liquid  Haste    Disposal,"   has   been   forwarded 
in    response    tq   NRC   790911    request. 
TOPP.A.  A.       Neu  Me«ito,    State   of.      79/10/11.       lp. 

— 7912O305BO   Forwards    requisite   number   of    documents  re   Bokum  Resources 
•Corp    application. 
TQPP.A.A.      Nau  Meiico,    State   of.      79/1O/13.       lp. 


791217-01BB  Forward*    request    Cor    addl    info    to   perform  radiological 
assessments   of   ore-upgrading    operation!   I"   tailings    disposal. 
MILLER,  H.  J.  Uranium  Recovery    Licansing   Branch.       79/10/14.       7pp. 

791S1702BO  Eipressss   appreciation   for   participation    on   Hansen   project 
tour.  Forward*   aerial    photograph    of  mill    It   tailings   area  & 
app    to  Uahler   rapt   on   Han sen   project    bailing*    impoundment   & 
raffinate   pond.    H/o   encl. 
THOMPSON,  H.  A.       Cyprus   Mines   Corp.       14B02,       79/11/09,       lp. 


— 79120903B5  Forwards    "Designers  Menorandum  B,  Design  Concepts    for  Solid 
Haite  Disposal  Trench    1    for  Bokum  Resource!    Corp.Bante*  Per 
NM.  "   RL  Volpe   790936    Itr     to    Bokum   Resources    Corp    encl.  U/o 
•  nel. 
TGPP.A.A.        NBU   Heiico,     State    of.       79/1O/1S.        lp. 


79121E0030  Foruiards   background    info    for    u»e    in    preparing    for  790403 
meeting   re    technical    assistance*    to  State    of   KS    re   Lyons   KB 
salt    mine  waste    facility. 

KEHR,9.  W.         Assistant   Director    for   State   Agreements  Programs. 
79/03/23.       2pp. 


— 7913050389    "Designers  Memorandum  4, General   Design  Concepts   for  Solid 
Haste  Disposal,"   prepared    for   Bokum  Resources  Corp,  Santa  Ft, 
NK. 

•  Civil    Systems,     Inc.       14600.      79/09/24.       12pp. 

— 7913090601    "Designers  Memorandum  5, Revegetstion  Program: Marquet   Mill," 
prepared    for  Holura  Resources   Corp.Sant*   Fe,  NM. 
•*      Science  Applications.     Inc.       14600.       79/09/24.       14pp. 

— 7912050iO*    "Designers  Memorandum  6,  Qoomnrphology  Com  idurations:  Marquei 
Milli"  prepared   for   Bokum  Resources  Corp,  San  te  Fei  NM. 
«      Science   Application*.     Inc.        14600.        79/09/24.       5pp. 

— 791Z030&07   "Designers  H«inDrandum  7,Analyils   of  Capillary  Rise   Above 
Burled  Tai  lings:  Marquei   Hill,"   prepared    for  Bokum  Resources 
Carp, Santa  Fe,NM. 
»      Science  ApplicatlonB.     Inc.       1460O.       79/09/24.       JOpp. 

— 791EOSOblO    "Designers  Memorandum  B. Design  Concepts   for   Bolid   Maitn 
Disposal    Trench    1,  "   prepared    for  Bolun  Resources  Corp,  Santa 
Fe,  MM. 

•  Civil    Systems.     Inc.       79/10/10.      21pp. 

— 79I205Q613    "Designers  Memorandum  9,  Design   Concepts    For    Completion   of 
Stage    I   Dan,"   prepared    for  Bokum  Resources  Corp, Santa  Ft,  MM. 

•  Civil    Systems,     Inc        14600.      77/10/12.      9pp. 

77120A036B  Submits   outline    for    soil    sampling   program  revieu. 

EADie,  0. 0.  Uranium  Recovery  Licensing    Branch.      79/1CV29.       3pp. 

7912120373  Notification  of   791211   melting  m/AZ  Atomic    Energy 
Commission,  NM  Environ   Improvement  Dlvi  EPA  Regions  6,  B   d   9  !i 
Havajo  Nation   in  AlbuquerqueiNM  to  discus*   erf   programs    for 
public   re  U  development   on   Navajo   land. 
SCABANO,H.A.  Uraniuii  Rocoveru  Licensing  Branch.       79/12/03.       lp. 

7912110103  Forward*    "Radiological   Dose  Assessment    of  Church   Rock   U  Mill 
Tailings  Dam  Failure.  " 
EADIE.O.  Uraniun  Recovery  Licensing   Branch.       79/11/Z6.       2pp. 

— 7912140121    "Radiological    Dose  Assessment   of  Church  Hoek    U  Mill   Tallinn:* 
Dan  Failure.  " 

GNUONOLI.C.N. ,    EADIE.Q.B..    MILLER, H.J.  Uranium  Recovery 

Licensing   Branch.       79/ID/31.      23pp. 

7912140S3&  "Dround  Water  Discharge  Plan  Using  Beluui  Grade    Taillna* 
Dispo9al:HaTquei  Hill,NM.  " 

Applications.     Inc.      79/10/22.       pp. 


•avanmlll    tailings    status,  dun 
rument   it»tem, 
d   be  verified, 
ttg   Branch.      79/11/1A.       3pp, 


791S1S0053  Foruard*  meet   ritcent    info   re    fltatfl   of    KB  request    for 
aniitance    for   Rickano   Corp   application    for    lou    level 
uast«    facllltu   at  LyomKS. 

KERRjO,  M-         Assistant   Director    for   State   Agreements  Programs. 
79/1O/11.       lp. 

— 79121800iO  Foruiards  State    of  KS   Bureau   of  Radiation  Control   7VOV09    Itr 
to   Rickano   Corp   requesting    addl    info  r*    proposal    to    operate 
lou    level    uaste   facility   at  Lyons,  KB.  Request*    comment. 
BDCHeRTpH.fi.       Kansas,    Stats   of.       79/09/10.       Bpp. 

— 79121BOD67  Statement    of    cooperation   betueen   State    of   KB, Agreement 
State, Mine  Safety   b  Health   Administration   h  NRC. 

ALLEN,  0.  H.  ,    GFtAY.M.  K.  ,    8TDLTENBERQ.  0.       Kama!.    State   of.       7°/0?/B3. 
4pp. 

79121SD072  Foruards   Info  re  propaiad   salt  mine   storage  application    In 
LyonijKB   In   vleu   of   announced    closing    of   nuclear   waste 
burial    sites    In   Beatty.NV  &  Hanford/MA.  Forward*    Rickano 
Corp    791113  response    to   State    of   KS  790909   questions. 
DEIERLE.F.  P.       Rlchano   Corp.       79/1O/27.       240pp. 

7913190038  Advises    that   request   for    denial    of    byproduct  matl    llcenst 
for   Hansen   project   has    been   forwarded    to    state    of   CD  uaste 
control    offices. 
8CARANO.R.A.  Uranium  Recovery   Licensing    Branch.       79/11/23.       3fp. 

7912190070  Forward*   re«pons*    to   request   tor    info    f*    licensing   authority 
&  requirements   for  proposed  Han ten   project.  Permit! 
applicable    to   Cyprus   Mines   Corp    encl. 
BCARANQ, R.'A.  Uranium  Recovery    Licensing    Branch.       79/11/83.       app.. 

79121901B4  Submits   dose    estimates    from    ingeitlon    of  Church   Rock 
livoBtocli. 
EADIE.O,  Uranium  Recovery    Licensing    Branch.       79/12/02.      3pp. 

— 791B190223  Submits  preliminary   radltmuelidg  remulti  re   tlsiut  i*npl«» 
from  Church   Rock    livestock. 
DOUOLAS,R.L.      EnvlronmBntal   Protactlon  Agancu.      79/10/12.      lOpn. 

791B19D299  Foruards   comments  re   "Draft  EIS  far  Mgt   of  Gamatrclally 
Generated   Raduiastesi  Apr    1979." 

MARTIN,  J.  B.         Division    of  Uasta   Managament.  DDE/El B-0046-D. 
79/10/29.       4pp. 

— 7918190266  "Comment*   on  Draft  EIS  for  Mgt  of  Commercially  OtnirJtid 
Raduastis,  Apr    1979." 
«      Commission.       DQE/EIS-OCM&-D.       79/10/31.       93pp. 

79121902S3  "Designer  Memo   12:0tner«l   Design  of  Evaporation  Pond*   far 
Liquid  Haste   Disposal."    prepared    for   Bokum  Raiourcas   Corp. 
*     Civil    Systems,     Inc.       79/10/19.       250pp. 


WONDOCKETED  ITEMS 


791S190W3  Bunaaru.    of   791026  discussion  u/HomsitjtE   re    proposed 
aiitMflint   .tudlei   for    delineating    geologic   tt  hydroloolc 
condition.  at  Bit*   B   of   balow   gpode   dtjpa*.!    ar,a 
ROBINETTE.  M.  B.       Mill  latna-Roblnctta   t,  Associates,     inc         14BO3 
77/11/02.      4pp. 

7?12£90350  Formard.  revised   radioactive    licante   application   TO 
Draiiner  tfertb    IS  fc  Bokum  Ra.oupeai    copp    "Ground   Water 
DUehatS"  Plan  Utlng   Belou  Orade   Tailino.   DUpa»«l-Harqu»x, 
F01  *  H/o  end. 
TQPP.A.*,.      Niw  Heiicai    State    of.       14366.       79/1O/23.       lp. 

79111190333  flUMiary    of  NRC   790911    iltt   vi.it    re   propot.d    U  mill    t*£iin.. 
rfiiroial    icl..*e,a.  alternative    to   original    daiian  t«»lni« 

KRIMiKE.  Uranium  Recovery   Licen«ing   Branch.       79/10/14,       3pp. 


--7913190339 


°339i,"£?V5'£?S!<l1    D"lBn  «"P*'"«1«  Orede   Tailing.   Di.po.al 
at  i  U  Mill    Bite.       Overilio    drauiino    end. 
Civil   Su,*taitii     Inc. 


79/10/16. 


no 

9pp. 


79121M78B  Diicua.n.  NHC  791120  telcan  u/Bokum  Re.ource*  Cor*   PB 
radiological   qua.tiona   on  revi.vd    "Oroundwatar   Diicharoa 
Plan  Vtint   Bolou-Orade    Tailing.   Di.po.al"    for   Bolrum  Marquei 
HllI.SvoMary   of   o.ua«tioni  &  aniuar.   encl. 
WHJO.M.  E.  Upanlum  Recovepy  Llconilng  Branch.      79/12/04.      Spp 


..     .    -      /?rl(i?-!  Mllli*««  Matotan  fc  A..oci»te»,  Inc    drawing.     "Hill 

£11VZi«.Vfll£in!!i   Ar"::.E"elUlion  Ar"    fr™  ^"«n-TaroVa, 
Opan*i«eKinley,8andoval  I,  Valencia  Countieo,  "  re  Hokum 
naiourcat  Corp  application. 
TW.A.A.      Neu  Neilco.    Btate    of.       14883.       79/11/2B        lp 


^or          R"°r"d'   "<"Pli»9    lotatlonfi    for    monitDr  ing    ppagran.   re 
dl»ha?.ei   drinUn9  uatBr    D(1   *«illt.|    spill    fc  Rio    PUHriQ 
aTUMFH,  T.  L.      Envlronmontal    Protnction   AgencU.       79/03/15,       loop. 

-7912200177  Fopward.    lUt    of   c0nHtitUBntS    possiblg    ppB1Bnt    at   facility 
BTIIMPH'T  ,ipUi'*?p  °"    in  "nlfceping    prooT-ajn. 
BTUMPH.T.L.      EnviTonra.ntal    Protaction   flgencu.       79/iO/lS.       3pp. 


«  . 

Mmi  2      "•«!*•    ".pectod   aarly    in   Dct    1979. 

HOFFMAN,  R,       NeyM.dcq.     Btate    of.        79/09/13.        lp. 


RW™*"!".':"":*"    "*    l'v..t«»    radiat.cn    dose    irBB,tion. 
animals          refrl"ni"!'    *Porn   oat*"0    P»»»ii>ly    conta.ninfltBd 

EADIE,  0.  Uranium  (tecovaru    Llcaniing    Branth.       79/1B/O2.       3pp. 


P«--"«H««5    radlonuclid. 
collaetid    by    Indian 


n 

DDUOLAS.R.L.      Enviponmental    Protnctlon   rtg»ncy.       79/lO/la.       llpp. 

a"i0l09i"1    D°"    Al""m"'t    D'    Faculty    U  Mill    Tailing. 


—  T?iaaOOa93   »H1  II.  Haul   Road   fc  Tallinn-   Araa:E«cluilOn  Ar«    frnm  Juan, 
Tafoj.aJ'Orant.rJcKinU«,9andoval   I,  Valencia  CountiB*," 

Shut  a. 

'    HATOTAN.  H.  I.       Ho.    Matotao   t.  Aa.oclatui,     inc.       MBB2.       7H/U7/31 
'' 

7^12200500  ConplP*.  791026    tolcon   p.  NRC   t.   .t.te  ao.ncg    ?91  IDS  tour  of 
ttaritan  rrojact  iica, 
THDHPaDH.H.  A.       0«ppu»  Mintt   Corp,       14B01.       77/1Q/29.       Bpp. 


FDpuard.  791106  FR   nutlc.   at  ulthdraual    of  NRC    Intant   to 
prtpir*  draft  EI8,  draft   low  &  high    levtl   uatti  runt  pronra.., 
draft  KIB  r.  U  milling   I   Intarafl.nei,  R.vi.u  OpoSp   P.pt   to 
.     Prtildtnt  pa   nuclaac   wait*   mpt    In   r0iponia    to   791030   Itr 
•     ecMANO,R.  A.  Uranium  R.  cov.ru  Litansino   Branch.      7V/'ll/nt.      app. 

79iaaiOOTl    MKUMli    hy   Btat.   of   CO  D.pt    of   H.alth    POP   ACP..   Amaplcan 
rip*    to  Un  on  Car  bid,    intludinfl    cpitaria,  .nglntaplng    d.ttgn 
•Mcuitabilitation  wort   i   cpit«pia  t  dtilgn   iitimatti    Por 
PKai*  II   •tabllliatlon  uorli.  H      -"imasti   cor 

Colorado.    Stata    of.       79/11/28.       Spp. 


»lM  Forwapd.   H,t   of  out.tanding   g.ot-chnic.l   .nginaoring   ,.f.tu 
""  '•    "*'"*   d"lfl"   °f   Chupch   Rac*    *«1«HB"    "lam  Shlch  V 

«  8»r-t(|   t(  EnvlPona.ntal   AnalV.i.. 


Jul    IT/T. 

Divl'lon 


?»IBWOIOO  Forward.  «111  uatap  balanca   calculation.,  Natl   HUdlif. 
Fidaritian  Appaal   li  Fara.t  Bvc   rt.ponilva   itatammt   m 
«ppraval   of  Ho»titak*   operating   plan.  FEH  li   .till   InadaiiuatB 
4  aaproval   of  operating   plan   1.  not  within   law. 
BlrtCHUK,  0.      Hone.  take  Killing,  Co.      14776.      79/10/i9.      40pp, 

Miaa»133  Forw«pi(»   coapllatlon  of  docunant.  pe   facilltu  U  mill 
talllnil   dan  failure. 
CADI  C.  9.0.  Uranium  Recoveru  Licen.lnD  Branch.      79/1B/O7,      Kpp. 

""7fiKf212*f.Bll>l>l'r.1,"f   ?«*"*»   ""Vipon   Impact  a»a.a»nt  .ffopti. 
EADIE.0.0.  Uranium  Recovery  Llean.lno   Branch.      77/1S/07.      9PP, 

Advleef  of  reeult.   of  r«vleu  erfapt.   to  data  r«   fa 

Upoundment  fallura. 

'VB     D"ic"   °*   ttlB  e*«utlve  DiT.ctor   .OT.  operation.. 


Forwrde  procedure*   fop   tanpUng  Rio  Puarco  sbr*»*  bed 
to  ba  conpletad   791004. 
UOtFF.T.A.      New  Hail  co.    fltats   of.      79/09/3*.      3pp. 

T9IWWIAT  6u»«H»  outline  providing   oaneral   guidanca  re   fttlHtu   mil 
aMellna   prograa  review.  * 

«OIE.«,  «.  '          Uranitu*  Recovery  LlcBn.ins  Branch.      79/12/03.      Spp. 


< 
HCCRATH.E.  J.      McOrath.    B.    J.        ]fl361.       79/09/25. 


Amu,  tnc.      79/O7/31.      4app. 


Df1"'01i'  -Mtihg  u/Utll    Ma.te   Hg*   Oroup    In  flilvrr 
Bntl   °n   dr"t    af   m*    Nlgh-Uvel   ia.te   4t 

l9h  UVBl   ""*"   LI"n»lno   H-»-9«.nfr   Branch. 


EXPQRT 


IMPORT   LrCENBEB 


7912030023  Raiponie    to  C0-™i.,lon  791019    order    ra 
nuclear   r.actor  export  t.  Philippic..  n.c,uost. 

"    79 


i>ui«    Dn 


'ni.f:i.^ 

7912030041   Application    bg  Sp.x    lndu.  trie..  Inc    for    lU.na.    to   ..port 
?tlte2.rt  "      1  in    SO  g    U  mlrie.tn   Japan.  End    u.D  P 

COYNE.  M.  J.       8PEX    Industrial,     Inc.       01004.       79/10/01.       3pp. 


a*11  ypM"'u*»"'l'>n«  Hc.n.1.  incre-.tnfl  quantity 
P°      *•  742.fr  kg  U,  anrich.d  to  1  01X 


U-235 


Co  for 


Ch""1"1    Co' 


Corp.  J. 


i-        t;°?,iiv  Mitiui  *  c-ine  '«•  "c"«  t«  -«PW* 

Iipcalov-2  tubi  ihtll  co-axtrudad  u/liner  made  frnn 

iirconlum  iponge   tq  Japan. 

MONDENjT.      Kltiul    t  CD.  ,    Ltd.       136136.       77/11/07.       Spp. 

791M3004A  Comntnt*   on   lafitu.  t,  .nviron   factops   r.   propo.ad 
Ha.tlnBhou.a   applic.tlon.Oppos..    loan   to    Filipino    govttD 
finance   nuclear  plant.NRC  obliged   to  itudu   lafitu   haalth  & 
environ   impact!  of   facility. 
CQLUNS.B.H.,    CDHAP.C.,    JEFFER9ON,K.      Affiliation  irr,lnou,n.       79/11/19. 


!™?W3  fk5il!1cilf*tllti  on  l"«'ff^iir*l   &   juri.dieUon 
Involved   in  M*itlnghoui*  application.  NRC   h»e  no 
entraterrltoriel   jupl,  diction.  Hi»lth,  t.f.tu   k  anvipon 
SJE^S*   *T*  I'MponsiHHty   o'  raeipi.nt  eountru. 
DEPOIX.V.P.      Atomic   lndu,  trial  Forum.      79/11/1A.      Spp 
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NONDOCKETED  ITEMS 


7912030097   eiecutive   Branch    position    re    UBS* i nghou an    application     For 
license    to    eiport    1,  13Q   nicr  ograma    of    Cf-253    to    Spain. 
License    should    be    granted. 

NDSENZD.L.V.       State, Deflt    of.     Bureau    (if    Oceans    &     JntecnatJ     Environ 
Scientific   Affairs         79/11/13.        2pp 

791203D10B   License    for    Monsanto    Research    Corp     to    e-ipnrt    8.  SCO   g    Pu- 
to   flu  itra  Ha.  ftustrlaiDelg  lump  Canada.  Denmar  fc.Finland^FrsnrEi 
West    Germany.  Ireland:  Italy.  Japan.  LuiBifibourg.  Norway.  Thm 
Netherlands,  Bueden.  Sioi  tier  land    &    United    Kingdom. 

MOORE,  fl.N.          Assistant    Director    fnr    Ei  port/ Import    6     International 
Safeguards.       79/11/13.        2pp. 


V9l2O40Qtl    License     for    Isotec     Inc    to    e»port    1     kg    d  euterium,  containaii    in 
g    kg    deuterium    oiidepfc    1.3    kg     deuterium   as    gas    to   Austria. 
Australia.  Belgium,  Canada,  Denmark,  Finland,  Franco,  Italy.  Japan, 
Wost   Germany,  Netherlands,  Spain,  Stueden    fc   United    Kingdom. 
PETERSON,  M.  [i.  Assistant    Director    for    Export/Import    &    International 

Safeguards.        79/11/33-        2pp. 

7912O50O77   Response     in    opposition    to   Ctr    for    Development    Policy, 
Philippine    Movement    for    Environ    Protection    ot    al    791119 
request    that   Commission   waive    rulea    on    eiport    proceedings. 
Kellehur   rept    available    to    publ ic. Certi f icate   of    Svc    end. 
DECKED1,  J.  M.        Office    of    the    Eieiutivs    Legal    Diroctor.        79/11/39.        5pp. 


7712030110   Submits    application     For    amend     to    West tnghcuae    license,  to 
include   eiport   of    ttiio    addl   noveaOle    intore    detoctars    to 
Belgium. 

KEENflN.R.P.      Westinghau5c  Electric    Corn.  .     Nuclear   Energy    Systems. 
109-9374.       79/10/36.        If. 

79120130214   Eiecutive  Branch    position  re    Ed  low    Intl    Co    application    for 
license   to   aiport  6.5   Cf-252   as    cermet   wire    to    United 
King dnffl. License   should    be   granted. 
NOSENZQ.L,  V.       State,  De  pt.  of .        79/1 1/1 19.        3pp. 


791205009,7  Comments    iti   response    to   Commission   791019   order   requesting 
vinuJG    on   Commission    jurisdiction    to    consider    nuclear    realtor 
affects    in    foreign   country. Procaad ing    affects    foreign   policy 
uhich   NRC   cannot    formulate. 

SCAROLft.J.ft.       Ebaaco   Services,     Inc.     IsubH,     of   Enserch   Corp.). 
79/11/19,        17pp. 

7'912O5Q20i  Foruiards    revised    request    for    hearing    on    seven    issues 
outlinen    in  790419  request    to    intervene. 
ASHER.T.R.        Aaher.T.R.  ,     PC.        79/11/51.        lp. 


7912030215  Application   by   GE    for    license     to    eiport    15,  30fc    kg    U   dionifle 
powder   to   Japan. 

WILSON.B.D.       General    Electric    Co.        ODU   79232.         79/1I/O1.         lp. 

7912030216  Request*   Eiecutive    Branch    position    re    Edlou    !nll     Co 
application   for    license   amend    increasing    Amount    Por    eiport 
to   Japan    to   ±O,OOO   Ci    of    tritium   gae. 

PETERSDNi  M.  R.          Assistant    Director    for    E  i  p  ort/lmport    (<    Internationa! 
SafeguariJi!.       79/11/23.        lp. 

— 7913Q3Q31B   Raqueits    am.end    to    License    K8-1O05    increasing     amount     for 
eiport    to   Japan   to   60.000   Ci    tritium    gas.. 
HflRKGN,  D.  U.       Edlou    International    Co.        79/11/13.        2pp. 

7712Q3Q243  Forujarils  application   bg    DDE    For    litetua    to 'eiport    5   li  g    U 
metal,  enriched    to   45'<.   U-235.     !,   20   *fl    U   raotalr  enrich  ed     to 
19.75X   U-235,  to   The   Nethsrlanda. 
MCDONOUGH.H.  D.        EiiPrgu ,  Dept.  of.        79/1  I/OS.         lp. 

— 7IH2Q30a44  Application   by   DOE    For    license    to    eiport    5    kg    U  mntal. 
enrtch-ed    to    45X   U-235,    !,   20    iig    U   neta  1 ,  enri  ch  od     to     19.73V. 
U-335,  to   The   Netherlands. 
»      Enepgij.Depb.  of.        79/11/06.        2pp. 

79I2O30261    License    fur    Mitsui    ti   Co,  Inc     ta    oiaart    73,00(1    16     Of    Zircaloy 
2    tube    s-tiells    ta    Japan. 

SHEA,  J.  R  Aislstant    Dlrpctor    fur    Export/  Import    tt    International 

Safeguards.       79/11/23.        lp. 

7912010003  Application  bu   Teledyne    Wah    Chans   Albany    for    license    to 
eiport    Zircaloi)-a    tube-    shells    to-   Hcot    Germany. 
HflnENuARQER.S.       Tulodgna   Wah    Chang    Albania.        C     1382.        79/11/14.         lp. 


— 7912030311    Response    to   NRC    791019  request    for   views    on  Philippine 
eipnrt   proceed  ings. Hear  ing    an    seven    items    outlined    in  790419 
petition    to    intervene    requested. 

rtEHEH.  T.  R.       Center    for   Development  Policy.       ASHER,  T.  fi.       Aaher.  T.  ft.  i 
PC.        79/11/21.        69pp. 

7912OS0219  Forwards    notes   ti    errata    sheet    to   views    on   procedural   & 
jurisdicbional     issues    re    Wea t Inghouas    application    to    eiport 
nuclear   reactor    to   Philippines. 
PERLAS,  J.  N.       Affl  lifltlon   Unknown.       79/11/21.       Bpp. 

7912050328  Affidavit   of   C   Planas    on   791119  re   Hestinghouse   application 
to    ein-art   nuclear    reactor    to   Ph  i  1  ipp  inea.  Appl  ication   nhould 
bo    denied    due    to    health   8.    safety    rials   k   high    coat    of  maint. 
PLrtNAS,  C.       Affiliation   Unknown.       79/11/19.       4pp. 

7912050336  Foruiards    petition    stating    views    of    16    individuals   ti    11 
public    intareat   groups    re    Weatingliouae   application    to   eiport 
nuclear    reactor    to  P-hilippinoa    In   response    to   NRC   791019 
request    for   comments. 
ABHER.T.fl.        Aaher.T.R.  -     PC.        79/11/19.        lp. 

— 7912050343  Uryas    NRC    to   undertake    eiamination   of    health. safety   & 
environ    impacts   of    proponed    Philippines   reactor. 

MATT1QON.L.       Center    for    Development   Policy.       POLLACK, R.       Critical 
Masa   Energy    Project.       ALVAREZjFl.       Environmental   Policy   ConttT. 
79/11/13.        2pp. 

7912O50U9A  Statement   of    vi«us    bi|   Natl    Pouer   Corp    agency    of  Oovt   of 
Phillpp  ines,  in   response    to   Conimiasion   791019   order.  Atomic 
Energy    ti  Nuclear    Nonprol  i  f  erati  on  Acts   uiero    not    promulgated 
to    dictate    policies    on    foreign   nations. 
«      Philippines.       79/11/15.       Bpp. 


7912040037   Requests   amend    to    enport    licence    naming    Bristol    Aarnapace 
as    intermediate   consignee, 
SNYDER.u.      K91  Tube  Div.      79/11/05.        lp. 


7'7120305-W  Application    6y   NORCA   Machinery    Co   for    liconan    to   eipor-t 
3  -shear   valvoa    to    India. 
9TERN.R.N.       WQHCA  Machinery    Co.       79/11/06.       lp. 


7912040040   License    for   Mestlnghoufte    to     enport    1130   micrngTama    Cf-aSSi 
contained    in   tun    primarij   sourcei,  to    9paln. 

PETERSON,  M.  ft.         Assistant   Diroctor    for   Eipart/  Import   &    Intornational 
Bflf&guarus.       MNC-NRC-3A.       79/1 1/S3.        2pp. 

791 £04 0041    Amend    1    to  Westingnouae    llcansc    BI  ten  ding    expiration    date    to 
B01201. 

PEIERSQM,  H.  R.         Assistant  Dirsctor    far  E<  por  b/lmpor  t   &    Intornati  onal 
Safeguards.       /|HN-ZE-1OJ49.        79/11/33.         lp. 


7912060174  License    for    GE   to    eiport  miscellaneous    components, altept 
aa-aembled    pressure   vessel  s.  primary    coolant   pumps,  fuel 
charging   &    discharging    machines   tt  control    rods,  to    Italy. 
PETERSON, M,  R.         Assistant    Director    for   Eiport/lmport   fc    Intarnat ional 
Safeguards.       BDH-792I3B.       79/11/20.       lp. 

791206Q17B  Submits    application    to   amend    1  icenoei  adding   addl    10.000  Ci 
tritium   for   aaport    to   Japan, 
HARMON,  D.  H.       Edlow   International    Co.       79/11/13.       2pp. 


7912OflO042  Amend  2    to  NL    IniJustr  lea,  Inq    1  Ic  enae,  increasing    oiport    of 
U  metal    by    IB,  141   kg   &   extending    etplr.atian   data    to    HOO101. 
PETEHSQM,  M.  fi.         Assistant  Director    For   Ei  por  t/Impcvt   i    International 
Safeguards.      79/11/23.       lp. 

7913040047   License    for   Sigma  Chflmical    Co    tc-   export    5    Irg    deuterium 
oxide,  contained    In   compounds,  to    India. 

PETERSDH,  M.  R.         Assistant   Director    for   E«por t/Import  &    International 
SaFoguarils.      0-29.      79/11/23.      Hpp. 


7912060103  Application   by   Pathfinder   Mines    Corp    Por    license    to   export 
6S.OOD    kg    of    yollowcake    to   Meiico. 
*      Pathfinder    Mines    Corp.       79/11/14.       lp- 

7912QoQia7  Liccnae    Fnr  Sigmn   Chemical    Co    to   eiport    5   kg    deuterium 
ai IdBr contained    in   compounds, to   New   Zealand. 

PETERSON, M.R.         Assistant   Director    for   E«port/lmport  t.    International 
Bafaguarda.       D-26.       79/1 1/2O,       Spp. 


7912040055  License    for  EdlOui   Intl    Co,  aa   agent    for   Rad  iochoroical    Centre 
Limited' to   eiport  6.  9  rag   CP-E3H   to    Unitod    Kingdnnt. 

PETERSON, M.  R.         Assistant  Director    for   6iport/Import   Si    International 
Safeguards.      KC-CA.       79/11/33.       2pp. 


NOWDOCKETED  ITEMS 
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791EO40195  License    for  Paul-Munraa  Hudraul icsi Int    to    export    13 
hydraulic    snuhbers    to   France. 

FETEfiBON.H,  R.  Assistant    Director    For    Eiport/Import    &    International 

Safeguards.       79/11/30.       lp. 


7912110395   Forwards   application    by    Mitsubishi     liitl    Corp    for     license    to 
eiport    310    N    U-235,  con tained     in    9,  B24    kg    U.tu    Japan. 
WATAMABE.N.        Mitsubishi     International    Corp        (subs,      of    Mitsubishi 
1.        79/10/27.        [Jau 


7912M0199  License    far  Paul-t-tunrae  Hydraulics.  Inc    to    export    13 
hydraulic    snubbers    to   France. 
FErEHSON,  H.  R,  Assistant    Director    For    Eipor  t/Inport    t>    International 

Safeguards.      79/1  1/20.      lp. 

7flJ2OEQ20i  License    for   Sigma   Chemical   Co    to    export   5    kg    deuterium 
01  If  lr  contained    In   compounds'  to  Canada. 

PETERSON,  H.  R.  Assistant    Director    for   Eipor  t/Irapor  t   tt    International 

E*Ff  guards,        D.-27.        79/11/20.        2pp. 

7912O&0320  Forwards    application   by   Paul    Hunrae  Hydraulics,  Inc    For 
I  £c*n»   to   eiport   hydraulic    steel    supports    to  Uest    (Jermany. 
BIESFHrEDr  J.  R.        Paul    Monroe    Hydraulics,     Inc.       MNUB-B215.        79/11/li 
lp.  I 

—  79I20&O327  Application  by   Paul-Hunroe  Hydraulics.  Inc    for    license    to 
lip  art    20   hydraulic    steel    supports    to   West   Qeraanif. 
SIEOFRIED.J.  R.        Paul    Munvoe   Hydraulics,     Inc.       S76OBN,        79/11/1&. 


791SQ7Q191    Submits    partial    response   to   FdlA  request    For   documents   re 
»!iip«en.t   of   spont    nuclear   fuel    from   foreign   sources    tc 
Savannah   River    plant.  Forwards    documents    listed    in  app. 
CARHiJ-C.  Division   of  Rules   and   Records.       79/11/33.       2pp. 


Dlscussot  request    for   approval    of   route    fur    iapnrts    at 
Irradiated  HTR    Fuel.  Approves    proposed    route   on   interia 
b*ll  t.aeiLUatts    analysis    of   alternatives    be   subaitted    to  NRC 
by    710331.  Proposal    iubj    to    1OCFHH.  790. 
JHCCMHtE.  0.  H.        Commission.        79/O7/33.        2pp. 

791307O235   License     for   GA   Co    to    eipgrt    390    g    U-235,  contained    in    1,97O    g 
U  t  3.  1   a  U-335*  contained    in    5.  7   9   U,  to   United   Kingdom. 
PETERSON,  H,  R.          Assistant   Director    for  En  port  /Import    f-    International 
Bif»|uardn.        TFI-10B1.        79/11/20.        2pp. 

7713100216  Application  by   Edloui   Intl   Co   for    license   to    cap-art  Bd   g   U 
a*   natural   U  paudar   fc  slugs    to  United   Kingdom. 
HAHMOtf.  D.  M.       EdJou   International   Co.       BH  NAT  U.       79/11/1A.       lp. 

79J2KX1474  Rioponse    in   opposition    to   Ctr    for  Development   Policy, 
Fblltppln*   Movaimaiit    for   Environ  Pratectlon.  Movement    For  Free 
PhlSlfpirn   f.  NJ   Pvrlas   791119   pleading.  Uaiver   of    export 
Tulei  uill    create    uncertainty   among    importing   countries. 
SETTAUEH.R.  J.       State,  Deft.  oF.       79/11/29.       4pp. 

T912I1G15&  License    For   Sigma   Chemical   Co   to   export  5   kg    dnutariua 
axldt  contained    in   compounds    to   Canada. 

PErEHSOH.M.n1.         Assistant   Director   for   Eiport/Iiaport    &    Inlorna  tional 
HatajuarJi.       79/11/30.       Kpp. 


iport   5    kg    deuterium 


License    for  Sigma   Chenical   Co    to 
oiltft   contairtBd    in   compound  a    tn   Draiil, 

.  B.          Assistant  Director    for   Eiport/Import   *•    International 
s.       79/11/30.       2pp. 


7712L1O1&G  Llconsc    for  Mitsui    &  Co,  Inc    to    export  350    tb    af    Zlrcalny-2 
tub*    ihilli    co-citrudod   ui/i  irconium  sponge    liner   tu   BUB  don. 
PETEREOfljH.  R,          Assistant   Director   for   Eiport/Inport    &    IntDrnational 
Baftguardv.      77/11/30.      lp. 


Application   by   Bigma   Chemical    Co   For    license    to   enpart 
C0*pound«    containing   0   kg    deutoriun  to   Noricay. 
BTERH,  H,  C.       Sigma   Chenical   Co.     (subs,     af  Sigma  Aldrich    Carp.  >,       D-30. 
79/J1/20.        lp. 

7112110173  Ltcrnin    for  Thiokol    Corp    to   enport  250  g    deuterium   aaitfc   as 
liquid    to    India. 

pe.rtflSOM.rl,  R.         Assistant   Director    for  Eiport  /Import   &    International 
Safeguards.       79/11/23.       2pp. 

7912110390  Forwards    application   by   DDE  for    license   to    export   5   lg    U 
••tabvnrlched    bo    4BX  U-S3S,.ti  ZO   kg   U  oetal,  enriched    to 
19.  7M  U-235.  to   The  Netherlands. 
HCDOHOUOHiH.  D.       Energy.  Dept.  of.       79/10/31.       lp. 

—  7912110284  Application   by   DDE   for    license    to  eiport    5    kg   U  metal 

•  nrlrFod    *o  4SX  U-235,    t,  SO   kg   U  metal,  enriched   tn    17.  75X 
U-23S,  to  Tha   Netherlands. 

*  EB!*^5«i  0»pt.  at.      79/10/31.       3pp. 


—  7913110297    Application    by    Mitsubishi     Intl    Corp     For     license    to    eiport 
310    lig   U-235.  cuntaincd     in   9.  B24    kg    U.  to    Japan.  End    use 
statsnent    encl. 

FURAZflHA.  V.        Mi  tsubi-ahi    International     Cur  p.      (sub  a.     of    Mitsubishi 
Corp.  I.        HSft-54BQ-OI-        79/1D/29.        2up. 

79i2J103B3   Brief    in    Lieu    af    pleading,  re    nuclear    reactor    eiport    to 
Philippines.  Ones  tions   ability    oF    less,    developed    nationn     to 
deal    «/nuclear    technologij    issues.  Slipper*  ing    docuoiDiitatioji 
encl. 
IARHKV,  L.       Affiliation    Unknown.        79/11/11?.         132pp. 

7112110455   Forwards    application    For    eijiort     license    for    minor    nuclear 
eiport.  Ltr    of  assurance   required. 

PETEHSOM.  M.  R.          Asslstarht    Director    for    Eiport/  Irapor  I    tt    Intai'nationa  1 
Safeguards.        79/13/04.        lp. 

7913110523   Foruards    application    for    oiport     license    For    minor    nuclear 
eiport-  Ltr    of  assurance    required. 

PETEnSDH.M.n.  Assistant    Director    far    Ei  port/Import    fc.    International 

Safeguards.        79/12/Q4.        lp. 

751211052B   Foruards    application    for    eiport    license    For    nimr    nuclear 
eiport.  Ltr    -nf    assurancte    required. 

PETERSON.  M.R.          Assistant   Director    for    Eiport/  Imjiort    I,    International 
Safeguards.       79/12/01.        I  p. 

7913110547   License    fo-r   Euan   Nuclear    Co,  Inc     to    ejporl    ?ircalou    tubing    T< 
end   caps>  Inconel    plenum   springs,  alumina    i-nsulatitr    discs,  tie 
plates   &   skeleton    sets    tn    West    Gernanij. 

PETERSOfJrH.B-  AaslstflTit    Director    for    Eiport/Import    t    Inlcrnational 

Safeguards.       79/  1  1  /27.       1  p. 

7713120143   Azend    1     tu-   GE    eiport    license    uitending    cipiration    dote    to 
Q21301    t   rtcm-ving    Condition    t. 

PETERSOM.H.R.  Assistant    Director     for    E«port/  Irapor  t    8.    International 

Safeguards.        79/13/03.         lp. 


H5  Asieni    1    to   Hokc.  Tnc   enport    1  ice-use,  increasing    value   of 
equipnent   to   *3;i6,  fcoi.  25. 

PETCHBOM,  M.  R.  Assistant    Dli-Hccnr    for   Export/  Impart    tt    Irturnational 

Safeguards. 


7912123203   Requests   El  ecu  live   Branch    position    re    Paul-Hunroo 
HgdraLl  i  cs,  ITSC    application  for    license    to    a-tport   ib   snulibera 
to  Republic    oF    South    Africa 

WOGRE.H.H.          Assistant   Director    for   Einort/Irapor  t   &    International 
Safeguards.       79/11/13.       If. 

—  791212O203  Forwards    application    bj   Paul-Murroe   H^ilraul  ice,  Inc    For 
license    tn    export    &    anubbers    to   Reputilic    of    South    AFrica. 
SIEfiFftlED.  J.       Paul    Monrc-B  HijilTauiies,     Inc.       79/1O/30.       lp. 

791212O4-07  Amend    1    to   CE  eiport    license    e»tendani|    expiration    date   tu 
810301. 

POEHSOH.H.fi.          Amtstont    Director    for   Eiport/  Import   A     International 
Safeguards.       77/I3/O3.        lp. 

7912120456  Requests   Eieculive  Drnnch    position    re   Mcn-ca   Machinery  Co 
application   for    license    to   export    tuo    pieces   of    shear    valve 
to.  India, 

HDGilE.  R.M.         Aesist^nt   Director    fur  Eiport/Ifflpor  t    t,    International 
Sifegtiards.        KC-0252.        79/11/19.        lp. 


Application    bu    Norra   tlachinerg    Cn    for     license    tu    eipart    t 
shear   valves    to    India. 
STERN.  R.  N.       MQRCA  MacPiinHrij   Co.       EC-aaSH.       77/1  1/O6.        lp. 


Requests  Eie-cutive  Drancfr   position    re   CE  application    For 
license    to   eipart    12.304   ig  UranrichDd    to  3.  IX  (1-339.  to 
Japan. 
HOOflE.  Ft,  N.       Office   of    International   Prograna.       79/11/1O.        lp. 


7912l2047oi  Application   bu    GE  for    license   to    export    IS 
snrlcJiBd    to  3   \'A  U-235.  tD  Japan. 
»      General    electric    Co.       eVU-7f333.        79/1  i/Ol.        lp. 


kg    U. 


791B12Q537  License    for    Mestlnghouse    bo    import    1305    kg   U.  e-nriclied    to   nai 
STL  U-23^,  from  Sueden. 

PETERSON'  M.  R.         Assistant    Director   for    Eipoi-t/Inpart  fc    International 
Safeguards.       79/12/09.       3pp. 
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79121BQ539  License   for   Uestinghuuse    to    eiport    four    compensated 

PETERSON™.  R.         Assistant  Director    for   etonrt/lmport   &    Internationa! 
Sat*  guards.      79/13/05.       lp. 

7712120342  License   for   Paul-Monroe  Hgdraul ics, Inc    to    export   20 
hgdraulic    snubbars   for   steam  generator    fc   primary    pump 
seismic   t  accident  restraint   to  We  it   Germany. 

PETERSON,  M.  R.         Assistant  Director    for    Export/ Import  fc    International 
Safeguards.      79/13/05.       tp. 

7913120547  Uicenso    for   Taledyna  Hah    Chang    Albany    to    export    Bl.  000    Ib 
.ircalog. contained    In  two   tube   shelln.  to   West  Germar.u.  .„.,„„,. 

PETERSON- M.R.         Assistant  Director    Par    E. port/Import   «•    International 
Safaouards.      79/12/03.       lp. 

7912120351   Submit*  application   to  aasnd    license    tn    extend    expiration 
data    to   030101.  „        .        .       ., 

giLEON.H.D.      General    Electric   Co..     Nuclear  Energy    Product*  Div. 
BDH-79243.       79/11/16.        lp. 


re-export  of   matl   to   Japan.  ...  ...          i 

PETERSON, M.R.         Assistant  Director    for    Eip or t/ Import  fr    Intornatlonal 


7912120S49  Amend   1    to  Edlou  Intl  Co    o.port    1  leans*,  author li  ing 

re-export  of  matl  to  Japan. 
PETERSON,  M.R.  Asilatant  D 
Safaguards.  79/JS/03.  lp. 

791ZI20572  Forward*  application  bg  Marubeni    America   Corp    for    license   to 

*  i  port  20  g   Pu  fc  6  g   Pu   sulfate   t  a  tr  4  hu.il  rat  a    to   Japan. 
OKUDA.H.      Marubeni   Amnrlea   Corp.     (subs,     of   Marubeni    Corp.). 
HA1-HO-S976.      79/11/01.       lp. 

—7712120574  Application  bg  Marubeni   America  Carp    For    license   to    export 

HO  i   Pu  *.  4  g    Pu   sulfate   tetrahgdrate    to  Japan, 

MAMIYA.B.      Marubeni   America  Corp.     (sub*,  of   Marubeni    Corp.  >. 
ZH-01I9.      79/11/06.      2pp. 

7912130040  Application   bg   KauecU   Beru.lco    Industries.  Inc    for   lieansB 
to   eiport   164  ft  of   Zlrcalog    II    seamlasB    tublnj    to  W»st 

BHVDER.B.      KD1  Tubi   Div,      7<?373.      7-?/ll/21.       2pp. 

79121300B7  Forward*  application   for    license    amend    for    minor  nuclear 

•  iport.  Ltr  of  »««uranc>  r»nuired. 

HOOftE.R.N.      Office  of    International    Programs.       79/11/13.       lp. 

— 7912130102  Requests    license   amond    to    Include    two  addl    maveablo    incore 
detectors    for    eiport   to  Belgium. 
REENAN.R.P,      Hastlnghouio  Electric    Corp.       77/1O/B6.        lp. 

791S1301O9  Application   bg.  Drei»er    Industr le*.  Inc    Pur    U.CHHSB    to    export 
2  Ci   C«-137,O.OOOa  mCi   rai!lun,lB  Ct    Am-a*l-BB    »i  373   nCi 
fln-241-Bt  to  Soviet  Union. 
HILSON.D.J.      Dresser    Industries,     Inc.       B-1S4./1-007.       79/11/li.        lp. 

7912130123  Requests  E«ecuttvo  Branch    oositlon   TB   Maruaeni    America  Corp 
application    for   license   to    export   HUB    stds   containing    S3   g 

Pu    to  Japan. 

MOORE, R.N.         Asslit*nt  Director   for    Eipoi-t/lnport    It    Itit»rnatl ona  1 

Safeguard*.      79/11/13.       lp. 

— 7"?iai3O129  Application  bg  Marubeni    America  Corp    for    license    to    export 
MBS  vtds   containing   22  g    to  Japan. 

HAMIYA.S.      Marubeni   Amtric*  Corp.     (sub.».     of    Marubeni    Corp.  >. 
ZH-0119.      79/11/06.      3pp. 

7912130124  License   far  Tube  Div  of  tUuackl    BergKo    Industries.  Ine    to 
eipurt    164  ft  Zircalog    II   seamless    tubing    to   Mavt    Osrnuny. 
PETERSON, M.R.         A»*istant  Director    For   E«port/ Import   fc    Inlernationil 
SaPeguards.      79/11/37.       tp. 

7912130139  Application  bij  Sigma  Chemical    Co    for    licuni*    to   atport    3  kg 
deiiterlun  otlda    liquid    to  Australia. 

STEBMiH.  C.      aiBi""  Chemical    Co.     tsubi.     of   Sigma   Aldrlch    Corp.).       D-31. 
79/11/20,       lp. 

7912140004  Subalti  application   for   amend    to   flKport    license. Incrtaslng 
value. 
BRU8H,P.N.      Hoke,    Inc.      79/11/19.       lp. 

791S140010  Re<iue«t>  E*ecutlv«  Branch    position  re  M»»tirghoua» 
application  for  license  to   export  proportional   counter   to 
Philippines. 

PETERSON,  M.  R.         Assistant  Director    *or   EzportYlnfort   fc   International 
Safeiuardi,      77/1Z/03.       lp. 


7913140O13  nequsats  Eiacutive   Branch    position   re   Edlou   Intl    Co 
application   for    Hcenso   to   e.port    hnxafluoride    to  Unltsd 

PETERSONirl.n.         Assistant   Director    for  Export/Import   fc    Internatlnnal 
Safeguari!*.       79/1S/03.       lp. 

7912HOO17  Requests  Executive  Branch    position   re   Hoeing   Co   application 
for  Amend    S  to   eiport    license, adding    airlines    in  Thailand. 
Philippine*  &   Indonesia. to    list    of   ultimate    consionaBB    to 
receive   anergencg   aircraft  countaruelghts. 

PETERSON,  M.  R.         Assistant   Director    for  Export/Import   t.    International 
Safeguards.       79/12/03.       lp. 

7912140061   Roquests  ExacutivB  Branch   position   re   DRO    Intl.  Inc 
application   for    license   tD   export   BNM  to   Soviet   Union. 
PETEflSDN.M.  R.         Assistant   Olroctor    for  Eiport/Import   t.   International 
Safeguards.       79/12/04.       lp. 

7912140111   Executive   Branch   position  r*  WBstinohousB  application  for 
license   to   export  2.  B74    kg   U-233,  contained    in  82,  BHA   kg   U. 
to  Yugoslavia, Ltr  of   atsuranca    ancl-LIeanie    should    b* 

NOSEMZPJL.V.       Btoto.Dept.  of ,    Bureau   of  Oceans   li    Internatl.  Environ,    t 
Scientific   Affairs.       79/11/30.       3pp. 

7913110119  Amend    1    to   «iport    license  for  Paul-Hunroe  Hudraullcs.  Inc. 

adding    intermediate  consignee.  , 

PETERSON,  M.  R,         Assistant   Director  for  Eiport/Import  tc   Int«rn»tionil 
SafBDUards.       79/11/37.       lp. 

791314011S  Submit*  request    to   amend    eiport    llcenifti adding    lntsr«idlatt 
HIEOFRIE0C  J,  R.       P«ul   Munroe   Hgdraulles.     Inc.       79/11/27.       lp. 

7912140133  Submits   application   to   amand    llcvnie, Increasing   amount 
exported    to    10.  S  kg   U,  containing   0. 073   kg  U-B33. 
HARMQNiD.       Ettlow   International   Co.       79/11/26.       lp. 

7912140139   Forwards   application   for   eiport    license    for  winor  nucltlr 

BKport.Ltr   of  assurance  required.  

PETERSON,  M,  R.         Assistant  Director    for  Eiport/Import  &    International 
Safeguards.      79/11/30.      lp. 

791214O141   Executive  Branch  position  re'B&H  application  for   licanii   to 
export  60   kg    U-23Sj  contained    in    1.300   kg   U,  to   United 
Kingdom.  Bines  application   has   been  ulthdraun.no  action  will 

NQSEMZO.  L..  V.      Stat*.  Dept.  of.    Bureau  of  Oceans  &  Internatl.  Environ.,    fc 
Scientific   Affairs.       79/U/at,       lp. 

79121*0146  Submits   application   for   amend    to   export    lieansa. extend tn» 
expiration   date    to   B1O301. 

HILSQN.B.D.       Oeneral   Electric   Co.,    Nuclear   Energy   Products  Div. 
BDU-79245.       79/11/2A.       ip. 

791I214OH9  Executive   Branch    position  re  Edlou   Intl    application   for 
license  to   Bipwrt  6B.  300   tg  U  to  Buitierland  vU  France.  Ltrs 
of  assurance   encl.  License    should    be   granted. 

NOBENIO,  L.  V.      State.  Dept.  of.    Bureau  of  Oceans  fc  Int*rnatl.  Environ.    * 
Scientific  Affairs.      79/11/27.      23pp. 

791B14OIB3  Foruardi   application  for  export  license  for  ninor  nuclear 
export.  Ltr   of  assurance  required. 

PETERSON.H.R.         Assistant  Director    for  Export/Import  «   International 
Safeguards.       79/12/03,       lp. 

7912110176  Requests   Executive  Branch   position  re  Matl, Ballon*  Corp 
application    for   license    to   export  nuclear  reactor   components 

PETERBQNin.R.        Assistant  Director  for  Export/Import  t  International 
Safeguards.      79/12/03.      lp. 

791B17033Q  Forwards   application  by  Transnuclear. Inc   for  license  to 
export  3.008   kg   U.  enriched    to  93.  BOX  U-233,  tn   The 

Netherlands. 

rlATBON.v.       Transnuclear.     Inc.       79/11/14.       lp. 

— 791B170343  Application  bu,  Transnuelear.  Ine   for   llcenss   to  Bxpoi-l 
3.  OOB   kg   U,  enriched    to   93.  SOX  lf-239,  to  The   Netherlands. 
End  use  stataaent  enel. 
*     Tratisnuclaar.    Inc.      NUK  307, 79-319.      77/11/16.      3pp. 

791217034B  Forwards   appltcation  by   Boeing   Co    for    license    to  export 

depleted   U  exenpt    counterweights    to  China. 
HDR4AM.M.E.       Boeing.  Co.       79/1 1/B1.       lp. 

— 7912170333  Application  bu.  Booing  Co  for   license   to  export  daalatid  W 
exempt   counterweights   to  China. 
HDHOAM.  H.  E.       BoBino   Co.       DOC»  40-77B3.      79/U/21.      Spp. 
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.    19,12170356  Forward*  application  ay  Trammuelear,  Inc   for    license   to 
-1         eifOTt   34i9Ol   kg  U  hexafluopide,  enriched    to  3.  3SX  U-E35,  to 
Hut  Oiroatvu. 
fUTSDMiV.       Traninuclear,     Inc.       79/1  1/O7.       Ip. 

—  -7918170363   application   by   Traninucleap,  Inc   for   license   to   .inert 

34,901    If)    U  hoxafluorlda,  enriched    to  max    3.  33X  U-233,  to   Mast 
|  flaroany.End    uii   •tatinint    end. 

j  »     Traninircliar.    Inc.       RHU30379-307/01.       79/tl/OH.       3pp. 


Forward*  application  bij  Transnucltar,  Inc  for   license  to 
;    '     fiaort   17i<4OO  *B  U,  enriched    to   3.  3SX  U-239,  to  Hut  Oarn*nu 
[       HAIBON.V.      Traninuclear,    Inc.      77/11/07.      ip. 

i 

}  —  7713170344  Application  bu   Tran*nuclear,  Inc    for   llonne    to   export    17,  AIM 
!  kg  U,  »nrieh*d  to  3.  33X  U-23S,  to  Mist  Oarnany.End  use 

•  i  tat  taint   encl. 

•     rrrfninuelear.    Inc.      RBU  306  79-30B.      79/U/Ofl.      3pp. 


Application  by  Edlou  Intl  Co  fop  license  to  axport 
I  13,000  kg  tall*  daplated  U  hexafluorlde  to  United  Kingdom  ' 
|  HMHCW,p;H,  Edlou  Intirnational  Co.  79/11/21.  Ip. 

T»iai70371   Application  by   Riuter-Btokei    Inc    for    license    to    export   U-23S 
•Iffatfttd   as    U  dioxide   on    internal    surface   of  model 
ft  B-C  6-0301-231  radiation  detector,  to  France.  End   u«e 
Mateaant   ancl. 
SKMHJPfa  J.  D.       Reutnr-BtoVi.,     inc.       V-B374.       79/11/07.       4pp, 

'  T«ai7K)74  Application  by  Hiulett  Packard  Co  for   licinia   to   eiport  HP 
Hoeal    D736A    gat   chronatograph    equipped    u/ilictron   capture 
rfttictar   1B713A,  19  «Ci   Ni-43   plated   partita  China. 
JUHAHURA.D.       Htwlett  -  Packard   Co,       1020-01633.       79/1O/14.       Ip. 

J9iai7O37fi  Application   by   H«itln»hou»e    for    licinia   to  oxport    ona 
coapaniatad    limitation  chambir  ULB1Q3  to  H>it  Oermany. 
POCHM.rH.F.       HiitinghouRa   Electric   Corp.       ZE-J0369.       79/ll/2t.       ip. 

T9IB1BO«KJ  Application  by   Hathaion  Oa>   Products   fop   llcanaa    to   aiport 
3*OOO  lltari    diutiriux   to   Taiwan. 
HOOD.L.D.      Hathi*on  flat  'Product*,      79/12/04.      Hpp. 


J»iaiB0003  Application  bv    I«otopi   Ppodocts   Labs   for    licin 
1    mCi   Cu-244    to  Thi  Natheplandi. 
HE1J1-H.       Iiotopi  Product*   Labopatorii*.       79/12/04.       Ip, 


to   amort 


Application   bv  Haitinghouie   for   lie.  me   to   aiport   two 
Eint*B?*n*atari    ioniiatlon   chambops   to   Belgium. 
POCKAL^H.  F.      Miitinghoun  Elactric  Corp.      79/13/09.      Ip. 


Licann    fop  Edlow   Intl    Co    to   export   0.  A  nlcroaramg  Pn-H4a   to 
Finland. 

PETERSON,  «,  R.         A*«i»tant   Director   for   Eipopt/Import    b    International 
B*r»gu»ril*.      79/19/10.      2pp. 

mat  BOOM  Aaind  a   to   Hc.n»e    fop  OE.ixtinding   xplratlon    data    from 
SOOJOl   to  830101  l<  riMovlng  Condition*  1  (,  S. 

P£TEftaoH,M,  R.        Anlitant  Dirictor   for  Eiport/Inport  &  International 
Stfiguard*.      79/18/10.      Ip. 

TJiatB0079  Application  by  Bandia  Lab*  for  licanii  to  uport  approi 
4.4IR   Batch    1    U.  inrlchad  30X   to   U-233.  to  Wait  Oipmanu, 
MALKEH,  J,  V.      Sandla  L»horatoi«ioB.      79/11/13.      Ip. 


R«4U»ft*   tarnination   of  Liconsa  XBNM-13B4  due   tc 
C*nc*Llation    of  comaircial    contract.  Raturn*   Licunie    ISNM- 
otif  Icatlon   1*   praiantad    on   bahalf    of  D&M. 
.W.      EJlou  Intarnatlonal  Co.      79/11/13.      Ip. 


flaturn*  Llcini*  1BNM-79016  tc  raqut<t«  uithdr«ual    of 
Lltinn  )18»1-£9fl4  dua  to  cenctrlatlon  of  commercial  contract. 
HatLIU«llon   ii  prmntad  on  bahalf  of  BtW, 
HARHON«DJ.H,      Edlow  Intirnatlanal  Co.      79/11/13.      ip. 


«tat«menti  ppanantad  to  Philippina  Commt*»lor  on 
nuclear  rtaetnr  plant*. 
LAFLEUKnJ.D.      Offlca  of  International  Program.      79/11/15.       Ip. 


—  79lai-?07<?a  Application   btj   Appl*ton   P^para,  Inc    for    license   to   eiport 
oni   ilaetpon   capture   dotoctor    unit   containing   Ml-*3  source 
to  Soviet  Union. 
CRAINICH,  V.  A.       Applaton   Papers,     Inc.       73/774SO-4.  3.  19        79/11  /SO 


™  Mlthdl-au"1  applUfltlon    tor   export   Licenss    XCOM-O31ff. 

ORAV.J.O.       ITT   Orlnncll.       79/12/06,       Ip. 

791S200093  NotUiii   O*   ualv.r   OP    15-day   vaitinB    perldd    for   Issuance   of 
license   due   to   urgent   refl,ulremBiit   re   eiport    af   Zircalou-ii 
aeamleis    tubing    to  West   Germany. 

nDir'!Ct0r    '"   E"P"  *"«•»••   H    International 


7912H&02B3  Application   tf   Hitawl   &  Co,  Inc    Fop    HcensB   to   export   B,  SOD 
Ib   Zircalfli(~2   tube   ahalli   to  Japan 
MOKDEH.T.      Mttiul    6  Co,  ,    Ltd.       136123.       79/12/Q4.       Ip. 

79IS2002B6  Forwards    revlied   and    u.»    itaterasnta   fc  resBsrch    training    t.it 
raactor   directories   to    tin    included    in   eiport    license 
application*.  Amends   quantity   of  U-.233   an   License   JtBMM-1343 
froa  H4.  ESB   kg   to   34.  240   kg. 
__MATBO«,V.       TransnoclBflT,     Inc.       79/11/20.       IQpp. 


7912200310  BubnitB   aj.pllc.tton   to   amend    licen.e  adding    IAEA,  Vienna, 
as    IntermBiliate   coniipnee    In    foreion   countru 

In. 


TAVLOft.R.R.       Konsanta   Co.       79/11/27. 


7912200331    Am.nrf   1    ta   Monanto  Rinsrch   Corp    licen.9B.  adding    IAEA   ai 
ineerniiflate   conBlgnee. 

PEIERBOH,  H.  R,         Assistant   Director   for   Eapart/Import   fa   Intornatlonal 
Safeguarde.       79/12/07.       Ip, 


M  APPu"tiDn   by   OE   for    licenie   to    etport    US.flOO   k>g    U   diorld 

BUR   fu>l    bundles    to   Spain. 
WILSON,  B,       Oenaral   Electric   Co.       79/11/30.       Ip, 

7912200397   Submits   application  to   amend    license   changing    UceniBD 
name   &  address,  ultimate   ft   intermediate    consignee*    in   foreion 
tDuntry  fc   iJe.tr  1  pilot,   of  natls   exported. 
WKBt)H,B.  D.      Ginaral   Electric   Co.       79/11/29.       Hpp. 

7912200403  Respond,   to   79102A  Itr   confirming   authoj-iiaHnn   of   Korea 
EUttric   Co   to   receive   &  possess    ten   pieces    of   in-core 
riatvctor. 
PARK.S.      Korea,    Republic  of  (South  Korea).      79/11/15.       Ip. 

7912200407   Submits   application  to   amend    1  icons*.  RaUex    SA   of   Madrid, 
Spain.  importing    two   dBtectors   fop    transshipmint   to   Union 
Electrics   but   ullt   not    take  poaieiiion   of   metl 
QERAQHTV.C.      Reutap-gtokaa,    Inc.       79/11/27.        Ip. 

7912200413  Raq.jest«   Exacutlve  Draneh    position   PC   Bnex    nine,  Inc 
application,  fop    licansi    to   export  BMM   to   Japan. 

PETERSON,  H.F1.         Assistant   Director    for  E«port/lmport  b   Intsrnatl  onal 
Safeguards.       79/ia/Ofi.       Ip. 

79ISB00497  License    for  Transnuclaar,  Inc    to    Bipni-t   3.17   n   U-23S 
containid    in    Q    y    U  ai    NB3   mtd«    U-003,  U-005,  U-100,  U-SOO  & 
U-930   1,4.89   o   Pu   an  NDB  .tdn  BRM946,  947,  94B,  9-19J,  to   France 
PETERBtW,  M.  R.         Assistant  Director    fap   Eiport/Iinport   k   International 
3af*fluarilB. 


7912200301   Licinse    for  Me9tinghou*a   to   export   0.0410  o   U-233, 
contalnid    in   .  044O  a   U,  to   Sout.K   Korej. 

PETERSON,  M.  R.         ft*  «  I  start   Dirtctor   far  E«portyimport   b   International 
Safafluarda.      79/12/10.      2pp. 

791220O992  Raqueste  Executive  Branch   poiition   ra   Tr  an  «tiu  clear.  Inc 
Application   for   licenie    to   ixpcrt   SNH   to   Brjiil. 
OOBSICK.L.  V.       arrici   of    the  Ejiecutlve   Director   fop  OpBratlona 
79/1S/10.       Ip. 

79122Q0394  Raquetta  Eieeutivo  Branch  position  re  CE  application  for 
llcenia  to   eiport   BHM   to   Spain. 

OQStnCK.L.V.       Df*iea   of    the  Encutive   Director   for  Dprrationa. 
ftf  12/10.       If. 


BuB.lt  i  applleation    to   amend    export    llc«n»e    extending 
•palratlon  data   to  021  HOI. 


j  H.  D.      General  Elietrie  Co..    Noeleap  Energu  Ppodwete  DIv, 
»OW-  79242.      77/H/lo,       Ip. 


7913200398  Request!  Executive  Branch  position  re  Transnuc leap, Inc 
application   for   llctnia    to   aiport  BNM   to   Canada. 
COS8ICK.L.V.       Dfflct   of   the  Executive   Director   tar  Operation*. 
7  9/ 1 SS 1 0.       1  p . 


1412190709  r-arwrds  application  bu  Appleton  Papers,  Inc   for    llcania   ttr 
••port   iltctron   capture  detector   unit   containing  Ni-63 
•eurtt  to  Soviet  Union. 

V.  A.      Appleton  Paper*,    Inc.      79/11/21.      Ip. 
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791321001B   Requests   Eiecutive    Brant h    position    re   Transnuc lear.  Inc 
applltatinn    for    license    to   eipor>   SUM    to   The   Netherlands. 
GOSSICK.L.  V        Office    nf    the   E.etutive   Director    For   Operations. 
79/12/06.        Ip. 


-7713210173   "Technical    Assistance    In  OA  d  MonD&structive   Testing. 
Rept   2,790910-1110. 

ALBERT.  H,  G.        International    Atomic    Energy:    Agency     (Austria). 
79/11  /30.        30p  p  . 


Fl*Jd 


7912210027   Submits   application    to   an 
weight   at    3  oicrograms. 
JOHNSON. N         Eberliiie    Instrument   Ci 


end    license,  setting    raai    isotope 


7912210064   Notifies    of   cancellation    of    7B1002   application    due    to-    error 
in    spec  &  end   user    itateaent.  Seisoin  Trading   Co,  Ltd 
submitted    corrected    application    on   7906O5. 
CDVNE.M.J-       SPEX    Industries,     inc.        79/11/16.       3pp. 


— 7912210173   -Technical    Assistance    In  QA  &  NonDestructivo   Testing, "    Field 
Kept   2.790BIO-1110. 

ALBERT. H.G.        International    Atomic    Eneroij    Agency     (Austria). 
FHI/9F/06-D         79/11/30.        30pp. 

7913210157   Forwards    Itr    from    ITT   Grinnell    Valve    Co,  Inc,  uiithdrauini) 
licence    request    for   valve    export    to  Spain.  W/ a    end. 
PETERSON,  H.  R.        Office    of    International    Programs.        79/13/14.        Ip. 


that   791O02    eiport    license   application    has    been 


79122IO070   Advi 
cancelled. 

PETERSON, M-R.          Assistant    Director    for   Eiport/Imnort    t.    International 
Safeguards.       79/12/10.        Ip. 


7912260011    Advises    of    waiver    of    15-day    waiting     poriod    before    issuance 
of   eiport    license  to  Hia~Rad   Labs 

PETERSON,  N.  R.          Assistant    Director    for    Eiport/Import    &    Intel-national 
Safeguards.        79/12/Q3.        Ip. 


7913210077   Requests   Eiecutivo   Branch    position    re   Hoeing   Co 
application    for    license    to   etport    depleted    U   contained    in 
counterweights    lo   China. 

PETERSON,  M.R.          Assistant   Director    for   Ei port/Import   !•    International 
•Safeguards.       79/12/10.        Ip. 

7913310092   Advises    of   uithdraual    of    E(port    license   application    by 
Edlou    Internatidnal    Co   791113    Itr. 

PETERSON. M.R.          Assistant    Director    for   Eiport/lnporl   Jc    International 
Safeguards.      79/12/10        Ip. 

79122IOOB6   Forwards   791119    Itr    fran   Router-Stokes.  Inc,  withdrawing 
eiport    license    applications   KCOM-0206  fc   XCDM-0213   for   eiport 
af   components    to   Pakistan.  W/a    encl. 

PETERSON,  M.  H.          Assistant   Director    for   Eiport /Import   !.   International 
Safeguards.       79/15/10.        Ip. 

7912210092   Advises    of    applicant    end    use    of   NBS   Bids    fnr   MBS   BUM   946-949 
under    eiport    license   application    XSNH-1617. 

PETERSON, M.R.          Assistant    Director    for   Ei port/ Impart    &    International 
Safeguards.        79/13/11.        Ip. 

7912210099   Requests   amend    of    eiport    license   application    XSNH-1593 
revising   quantity    of  eiported  mat!. 
HERSCH.H.  M.       HeEtinghouse    Electric   Corp.        ICS-9479.       79/11/36.        Ip. 

7912210104   Corrects    physical    form   of   SHM   8.   requested   delivery    date    in 
791126   eiport    license   application    XSNH-1355. 
MATSON.V.       Transnurlear.    Inc.       79/13/04.       lp. 


— 7912260O14   License    for    Dio-Rad    Labs    to    niport    1    lig    deutorlum   uiiilfli 
contained    in   conpounds.  to   The  Netherlands. 
PETERSON,  M.  R.         Assistant   Director    For   Eiport/Import   & 
International    Safeguards.       79/12/03.       Ip. 

791226O06O  Forwards  application    for    eiport    license    for   minor   nuclear 
aatl.Ltr   af   assurance   required. 

PETERSON.  M.  R.         Assistant  Director    for  El  port/ Import   &    International 
Safeguards.       79/IS/Ofi.       Ip. 

7912260067  Forwards  application   for    opart    liconso    for  minor    nuclear 
natl.Ltr   of   assurance   required. 

PETERSON.  M.  R.         Assistant  Diroctor    for  Einor  t/Import   ti   International 
Safeguards.       79/12/IO.       Ip. 

7912260073   Forwards   application    for    export    Hcesnae    for    winor    nuclvar 
natl.Ltr   of   assurance   required. 

PETERSON,  H.  R.          Assistant   Director    for   Eiporfc/Import    b    International 
Safeguards.        79/13/1O.        Ip. 

7912260161    Forwards    end    use    statement    far   U    lieiaf luorido    stds    beinp 
purchased    by   Pnuer  Reactor  t  Nuclear   Fuel    Development  Corp. 
MCALDUFF.  H.  J.       EnorgiJ,  Dept.  of.        79/11/29.        Hpp. 

— 7912260165  Advises    that    total    mai    element   weight   for   7911O1    lltenso 
application   is    1,410  g. 

DKUDA-H.      Marubeni   America   Corp.     (subs,     of    Marubeni    Corp.). 
MA1-59B9.        79/11/15.        Ip. 


791231012B  Ltr   of   assurance    in    support  of    Iransnuclear   Inc   79OB27 
application   to    Hipurt    19   (JBB    stds   u/total    of   3.  O7B430   g 
U-335   t   4.25   g    Pu    to   France. 
GDPPEL.M.      European  Communities.    Commission  of.       79/11/20.       Ip. 

7912210139  Forwards    Itr    from  Eillow  Intl   Co  requesting  anend    to    eiport 
license   application    increasing    quantity    of    depleted   U   to 
10.  5   tg. 
PETERSON,  M.R.      Office   of    International   Programs.       79/12/14.       Ip. 


— 7912260168  Forwards   application    by   Marubeni   Araer icai Corp    fnr    llconi*    lo 
eiport   1.O49.011    g   U  heiaf luoriile   to  Japan. 

DKUDA,H.      Marubeni   America   Corp.     [subs,     of    Marubeni    Corp.). 
HAl-HO-5977.       79/11/O1.        Hpp. 

— 7912260174  Application   fay  Marubeni   America  Carp    far    license   to    ffipurt 
1.O49.O11    g    U   heiafluoride    to   Japan. 

DKUDAjH.      Marubeni    America  Corp.     (subs,     af    Marubeni   Corp.). 
77/11/01.        2pp. 


7913310139  Requests  withdrawal    of  79O30Q  &  29  applications    to    Eiport  U 
to  Pakistan. 
GERAGHTY.C.       ReutHr-Stokes,     Inc.       79/11/15.        Ip. 


7 91 32601 B9  Forwards  applicaton   by    Transnucloar. Inc    for  llcensa    to 

eiport    16.242  kg   U   in   form   of  U  hexaluoride,  enriched  to 
max  3.357.  U-333.  to  Braiil. 

HATSON.V.       Transnuclear.     Inc.       79-320/O1.       79/11/29.  Ip. 


7913210141    Forwards    IAEA   safctij    eipert   repls   t   cover    llr. 

HAUBER.R.D.      Office  of    International  Programs.       79/12/05.      2pp. 


-791S210160    "Technical   Assistance   In  OA  t  NonDestructive  Testing,"  Field 
Rept    1,79071O-OB10. 

ALBERT,  W-G.        International    Atomic   Energy   Aflency     (Austria). 
PHI/"JF/Oi-B         79/09/31.       Bpp 

-7912210160   "Technical   Assistance   In  OA  (.  NnnDestructive  Testing."  Field 
flept    1,790710-OaiO. 

ALBERT,  H.  0.       International    Atomic  Energy   Agency    (Austria). 
PHr/9F/0£vB.        79/OB/31.       Bpp. 

-7912210160    "Technical   Assistance    In  OA  Si  NonDestructive  Testinn,  "  Field 
Rept    1.79Q7IO-0910. 

ALBERT,  N.  G.        International   Atomic   Energy   Agency     (Austria). 
PHI/7F/06-B.        77/OB/31.       Bpp. 

-7912210173    "Technical   Assistance   In  QA  &  NonDestructive  Testinq.  •  Field 
Rept   3,790310-1110. 

ALBERT.H.  0.       International    Atomic  Energy  Agency    (Austria). 
PHI/9F/0£i-B.        79/11/30.       30pp. 


— 7913260196  Application   by   Transnuclear. Inc    for    license   to    eipurt 
16,242    kg    U   in    form   of   U   heiafluoride,  enriched    tn    mm    3.  33X 
U'335' to  Draiil.End    use   stateaent   end. 
MATSON.V.       Transnuclear.     Inc.        79/11/30.        Hpp. 

7912360205  Advises    that   physical    farm  of  mat!    listed    on   791136    llconsir 
application    should    bo    corrected    to   total    of    191    kg   U  an  U 
netal.AECL  requested    delivery   of   mall    in   early   Nov    19FJQ. 
KATSDN.V.      Transnutlear,     Inc.       79-231/O1.       79/12/01.       Ip. 

— 791226020P  Forwards   application   by   Transnucloar, Inc    for    license    to 
opart    191    kg   U   in    farm  of  U  metal,  enriched    to  max   93. 37. 
U-235..  to  Canada. 
HATSON.V.       Transnuclear.     Inc.       79-231  /5/Q1.       79/11/26.        Ip. 

— 7912260313  Application   by   Transnuclear. Inc    for    license    to    export    171    kg 
U  in    fora   of  U  netal.  enriched    to   nai   93.  3X   U-239.  to  Canada. 
HAT&QN.V.       Transnuclear.     Inc.       79/11/26.       3pp. 

7912860332  Anend    1    to  License   X8NM-1503   to    increase   amount    of  U-23S    in 
O.O132  s   U,  enriched    to   94X  u/o   max.  CaMBiEsion   or  European 
CoBtnunities  791307   Itr    to   DOE  requestlnij    incrnaBB    in   anqifnt 
of   U  end. 
PETERSON,  H.  ft.      Office   of    International   Programs.       79/13/11.       2pp. 
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J91S3BOOSO   Forwards    Transmit  loar,  Inc     Itr    trantfni  tting     add  1     Info    rn 
export    license    X5NM-t543i  to    be    considered    y/790737 
application. 

6DSB1CK,L.  V.        Office    of    the    Eiecutive    Director    for    Operations 
79/J2/14.       lp, 

791SaaOQ69  Discusses   Hestinghouse    791026  application    to    import    1 , 30S    kg 
U.enriched     to    37,   U-335.  f rom    Sweden. License    should    be     issued 
HOQRE.R.  N.        Office    of    International    Programs.        79/13/05.         lp. 

7912230116   Forwards    end    use    statement    by    Ministry    of    Trado    t,    Industry 
of   Finland    re    eiport    license    application    for    transfer    o* 
Pu-243  to   bo    used    at    calibr    std. 
MAK1PENTT1,  I.        Finland         79/11/99.        3pp. 

79133BQI53   Forward*    license    for    Wostinghouse    to    export     two 
un compensated    ioniiation    chambers    to   Belgium. 

PETERSQN.M.  R.          Assistant   Director    for   Eiport/Import    fc   Interna  t  i  onal 
9afi(uard».       77/13/11.       lp. 

— 79122BOI56  License    for    Westinohouse    to    export    tuo    unc nrapensated 
lotiliatinn    chambers    to   Bolgium. 

PETERSON, M.  R.         Assistant   Director    for   E«port/ Impor  t  t, 
I  nt*r  national     Bafeguartls,        79/12/U.        lp. 

7912280692  Application   by   Westinghouse    for    license    to    eiport    one 
piece  proportional    counter   UL3H793   to   Philippines. 
PCCHALiH.  F.        Wostinohouse    Electric    Corp.        ZE-601&O.        79/11/H6.         i ,, 

79132SOfi56  Forwards   application   by    TX   Nuclear  Division    for    licenae    to 

•  •ports   g    of    PU-23B8BD,  contained    in    sealed  source, to 
Brail]. 

HeNDRlCK.M.  0.        To.as    Muclear    Div.      (subs,     of  Ramsay    Eriu.     Co     ) 
T-9S07.        7W11/04,,        lp.  s          u 


— 79l3200(nb3  Application  Oy  TX  Nut  1 1 
of  Pu-23BaDe. contained  in  sealei 
stateiriB-nt  encl. 

HENCRICK.W.O         luias    Nut  1  far    !>i\ 
T-9SO^.        7-7/1 1/06.        2pp 


Lion     fi>r     Jic^nEB     to 
to    Braril. End    use 


Enq.     Cu.  ). 


79I32BO&77    Application    6y    Spe<    Disc,  Inc     For     Uconae.    to    Piport    0   C)3i   u 
U-235,  containeif     In     ID    9    of    U    oinlB.to    Japan    End    use 
statement    enc  1, 
CGVNE.M.J.        Spei    Disc.      Inc  IO!          79/O9/26.        3pp 


7912310117    Foruardi    Transnut  Uar,   1  nc     79]  JSB    itr    re    addl     info    o 
application    E.    reo.uast5     ititreaso     1  11    quantity    of    U-^35    to    be 
eiportcd.  Requests    cons  i  dsra  1  1  on     of     Itr     in    conjunction 
ui/ap  plication    foruarilefl    on    790727    W/o    encl 

ODSSICK,L.V.        Office    of     U.c    Eiec^tlvE    Director     for    Iteration 
79/  1  2/  IO          1  p. 


7913310122  ForunrJs    renuett    to    amend    application    for    e.port    license 
for    minor-   nuclear    Hipor  t,  dec  reasing    quantity    of   matl 
eiportad.  Hoquos  ts    Japanese    embassy     advised 

PETERSON,  H.  R.  Assistant   Director     For    E.pur  t/  Import    f,    International 

Safeguards.       79/1  3/SO.        lp. 

791231017i   Forwards    application    for    rtmend    5    to    eiport     1  ttetisu,  e  .  tendinn 
license    period    for    tiuo    yrs    t.    adding     throe    ultimate 


c  ons  (  DI 
MQHGAN,  W,  E. 


Hoeing    Co.        4-163S-79R-O317         79/11/20. 


~ 791S3i{HSO  Applttfltion    by    Boeing   Co    fur   Amend    &    to    eipoi-t    license, 
eitcnding    license    periou    for    tuio    yrs    f.   attdinii    three   ultimate 
con-s  i  griEBE. 

MDHGAN.W.E.        Hoeing    Co         DDC4O-77Q3.        79/11/aO.         2pp. 

7913310547   Application    by    HHaui    I.    Co     for     licente     to    o.part 
lirconlum   2.5    niobium    pressure     tube    samples     to    Japan. 


Mitsui    J-   Co..    Ltd.       79/12/1O 


lp. 
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ADt-ER.  T.  A. 

7912870111 
7912170066 
791317O070* 
7912140131 
7912270OB7 

30-209        D 
SO-289        0 
30-209        0 
30-289        fl 
50-2B9        0 

ADLEfl.T.  A. 

ADRACMA,  J.  M. 
AJWMW1A,  J.  M. 
ADRACHA,  J.  M, 

AEfllFtK. 

7912270111 
7918030042 
7913310894 
7912030042 
7918170297* 

SO-2B9        0 
PRDJ 
PRDJ 
PRDJ 
SO-346        S 

ACEE,  J.  R. 
ACEE,  J,  H. 
ACEE,  J.  R. 

ASH  ANAL.  A..  K. 
ACRAUAL,  A.  K. 

791H1B019&* 
7912120293* 
791826O159I 
7912040119 

79iaiaoioB 

OA999 
OA999 
OA979 
RES 
TDPREP 

ACflAHAL,  A.  K. 
AHEAHW,  C.D. 
AHEAHW,  C.  D. 
AH£ARW,  C.  0. 
AHEARN.C.D. 

7912120129 
79122B0627 
79122B0629 
7918230629 
7913280629 

TOPREP 
flfl-443        M 
50-443       M 
50-443        M 
30-443       M 

AHEARN.C.D. 
AM=ARN.C,O. 
ALBERT.  W.  O. 
ALBERT,  M.  0. 
ALBD3TA.  B. 

7912280629 
7912280689 
7912210160* 
7912210173*' 
7912120374* 

30-445        M 
50-445        M 
XPQRTL1C 
XPORTLIC 
50-155       U 

ALDEH.M.  M. 
ALDEHEON.C. 

ALDES6QN,C.E. 
ALDEHBON.C. 
ALDflUCH.  J.  M. 

7912140359* 
7918190751 
7912200423 
7918070026 
7912170339 

5O-277       R 
50-33B        B 
30-280        S 
30-393        fl 
RES 

ALEJIAKDEHSON.E. 
AULANj  J, 
ALJUW.J. 
ALLAN'  J. 
ALLAN,  J. 

'  7912310194 
7918800375 
791220QS67 
79122OO493 
7912200490 

REfiOD 
30-247        B 
30-334        B 
30-272        B 
30-247        B 

AULAM.J. 
ALLAH.  J.M. 
AU-AH.J. 
ALLEN,  J. 
AUJEH.0.U. 

7918200444 
79OB01O163* 
7918030114 
791219OOBB* 
79121B0067* 

30-247        B 
FQIA 
SO-28A       B 

so-sao      o 

HASTE  MOT 

AUTHDfl 

ACCESSION 

NUMBER 

SUBJECT 
CATEOOflV 

ALL  EN,  H.  L. 
ALLETI,  P.  B. 
ALLEN,  P.  B. 
ALTON,  C.  O. 
ALTON.  C.  0. 

7918190452 
79123IO432 

7912310433" 
7912Q7O4£2 
79iatBO5iBO 

50-272 
50-3Ai 
SO-3&A 
30-3  12 
50-244 

P 
R 
R 
J 
J 

ALVAREZ,  R. 
ANDALHAN.  E. 
ANDALHAH,  E. 
ANDERBOH.  D. 
ANDERBDH,  T.  K. 

7912050343* 
791313O2A1 
79iai302Al 
7912L3O224* 
791210O29S* 

XPDHTLIC 
PR 
PH 

30-329 

30-3 

B 

P 

AHDERBONi  T.  K. 
AMDERBDN,  T.  H. 
AKDERBDNi  T.  H. 
ANDERSON.  T.  H. 
ANDERSON,  T.  M. 

791Z1BOD49 
79188B034O* 
7912040336 
7912OW337* 
791203030? 

PT2I 
3O-393 
TOPfiEP 
TOPREP 
TOPREP 

S 

ANDERSON.  T.  M. 
ANDERSON.  T.  H. 
ANDERSON,  T.M. 
ANDERSON,  T.  H. 
ANDERSON.  T.  M. 

7912870346 
79taZ6D291 
77iai306B4» 
7912190416 
7913190397 

TOPREP 
TOPREP 
30-247 
TOPREP 
TOPREP 

P 

ANDERSON,  T.  H. 
ANDERSON,  T.  H. 
ANDERSON,  T.  H. 
ANDERSON.  V.  8. 
ANDERSON,  T.  M. 

79122O033B 
7912200396 
79132B036g 
791823Q5A? 
79lai90A01» 

TOPREP 
9O-545 
5O-2B2 
TOPREP 
TOPREP 

B 
S 

ANDERBOH,  T.  H. 
ANDERSON.  T.  H. 
ANDERSON,  T.  H. 
ANDERSON,  H.R, 
ANDERSON.  L.  F. 

7912040014* 
7912XM013B* 
7912050S40 
7712O&O307 
7912060053 

50-369 
50-413 
TWRBP 
MUflEO 
PHDJ 

Q 
Q 

ANDERSON.  D.  R. 
ANDERSEN.  J.  A. 
ANKHSEHi  J.  A. 
ANDERBOH,  D.  fl. 
ANDERSON,  0.  0. 

7913310033 
7912140324* 
7919140526* 
7912110133* 
791H1  100A1« 

RES 
RES 
REB 
OA999 
OA979 

ANDERSON,  D.  O. 
ANDERSON,  D.  0. 
ANDOCNINI.  O.  C. 
ANDOCNim.  0.  C. 
ANIHKNIMI.t).  C. 

79iaiSO142* 
791Q11O316* 
79120701261 
79121402B6 
791H070494 

QA999 
OA999 
3O-293 
50-293 
71-9081 

Q 

a 

ANDOBHIttt.Q.C. 
ANDOSNINI.C,  C. 
AHMSNIHI.O.C. 
ANDOON1MI.O.C. 
ANIMK)NINt,O.C. 

77108600^3 
79131B04B3 
791204O239 
7913120419 
7913180440 

30-293 
30-293 
SO-393 
30-293 
5O-293 

a 

Q 

p 
p 

F 

AN&OONINI.O-C. 
ANDOON1NI.O.C. 
ANDOflNINl.R.C. 
ANDOONIHI,  0.  C. 
ANDHA8.ff.F. 

7912130333 
7912270321 
7912S7O419 
7912310312 
7912270369 

SO-293 
9O-293 
50-293 
90-293 
50-844 

P 
D 
P 
F 
H 

ANDfiEMS,  J.  P. 
AKDREM9,  D.  L, 
AN8.H,  P. 
ANOQ-0.  J- 
ANTONOPOULOS,  P. 

7912SB064B 
79121BO3&4* 
791231O3OOI 
791231O323 
7912180337* 

REOQD 
9O-333 
50-348 
TOPREP 

5O-293 

a 
a 

p 

AUTHOR 

ACCEfiaiDN 
NUHBER 

SUBJECT 
CATEGORY 

AGHJILA,  N.H, 
ARCHITZEL.R. 
AHENAL.  A. 
ARENAL.  A. 
ARENAL.  A. 

7912880393* 

7W2O7O139* 
7912130704* 
79121B0924 
7912190608 

3O-320       H 
90-273       Q 
30-361        Q 
3O-3&1        B 
3O-3&1        S 

AREHAL,  A. 
AHM3TBDNO-  H.  H. 
ARnSTflQNfl'  U.  H. 
AflMSTBONO,  If.  H. 
ARhmTRONO,  M.  H. 

791220O541 
79121OO4&9 
7913100477 
79I214OOO? 
79I8140080» 

9O^3&1        B 
PROJ 
PRDJ 
PRDJ 
PRDJ 

AHMSTRONO,  U.  H. 
ARMSTRONG,  U.  H. 
ARMSTRONG,  U.  H. 
ARMSTRONG,  U.  H. 
ARNOLD.  R.  C. 

791810O4&9 
79181OO477 
7912I400O9 
7912140020B 
7712100341 

PRDJ 
PROJ 
PROJ 
PROJ 

SO-287       H 

ARNOLD,  R.  C. 
ARNOLD,  R.  C. 
ARNOLD.  R.  C. 
ARNOLD,  R.  C. 
ARYAFAtt.  A. 

7912120401 
7912180321 

7912130433 
7912130441* 
7912180223 

5O-2S7       P 
30-299       H 
30-32O       P 
3O-32O       P 
NUIEO 

ASH.  R.  F. 
ASHENDO4,  H.  C. 
ASHER,.  T.  R. 
ABHERiT.  R. 
ASHER,  T.  R. 

7V1206O33B 
79181  1O314« 
7912O3O023 
791805O21K 
7912O30O23 

SO-317        B 

so-a&i      a 

IPDftTLIC 
XPORTLIC 
XPDSTHC 

ABHEH.  T.  R. 
ABHEFt.  T.  R. 
ABHER,  T.  H. 
ASHLEY.  E.  C. 
A3WEU.,  D.  L. 

7912O3O33& 
79120302O&1 
7919030211* 
79121  1O039 
791H0701» 

XPQRTLIC 
XPOATLIC 
XPDSTLIC 
Stnt*  Prpg 
30-382       8 

A9HELL,  D.  L. 
ASHEU-.D.  L. 
ASWELL.  D.  L, 
ASMELL.D.  L. 
ASHELL.D.  L. 

79iaOA09At 

7912170362 
7913070143 
791H170337 
771207O392 

30-382       Q 
90-382       a 
3O-382       9 
3O-3B3       Q 
30-332       B 

ABMELL.  D,  L. 
ASMELL.  D.  L. 
AUDIN.  L. 
MISriN.  H.  A. 
AUSTIN,  H.  A. 

791207043S 
7912370274 
7V1212049B 
77123103S1 
77121201O&* 

50-383       S 
30-382       A 
FOJA 
70-133 
70-364 

AUTIO.H.  A. 
AUT10.H.  A. 
AUTIO.H.  A. 
AUTIO.  H.  A. 
AKELRDD.D.H. 

7912070437 
791C100292 
791211O2B7 
79121  10291 

791227OOB3* 

SO-29           B 
30-29          8 
9O-09          3 
30-39          B 
COMMISSION 

AXELRAD,  H. 
AXELRAD,  H. 
AXELRAD.  H. 
AXELRAD.  H. 
AXELRAD.  H. 

7912130481 
7912130237 
79121BOU3 
7718270091 
7712130481 

PR 
3O-344      0 
SO-344       0 

9O-344       0 
PR 

AXELRAD.H. 
AXELHON,  M,  L. 
AXELSON,  W.L. 
AXEL60H.  H.L, 
BABBITT.  3. 

7712130237 
7713170276 
7712190O73 
7713190281 
7712O7OU06 

30-3M       0 
REVIEW  OPP 
REVIEW  «W 

REVIEU  em* 

9O-32O       P 

377 


378 


ACCESSION 

SUBJECT 

AUTTKffl 

HUJffiEB 

CATEGORY 

BACOH.J.1- 

7912130397 

SO-329         A 

BADOER.C.a 

79121201A8 

PROJ 

BADRW.S. 

79121  4O491» 

5O-237         S 

BAER,  T.  B. 

7912130049 

71-6144 

BAER.  T.  B. 

79121BOM^ 

37-39 

BAER.T.9. 

7912310379 

71-6O5B 

BAER.R.L. 

7912200574 

5O-369         P 

BAOI.II.1-. 

7912190209 

TOPREP 

BAEH.R.L. 

791319021S 

SO-361        A 

BAER.R.L. 

7912270162 

TOPREP 

BAILEY.K- 

79iaaBOS65> 

5O-329        5 

3AILEV.(t.J. 

7913O40129* 

5Q-334        O 

DAILEY.ff-J- 

791220047B* 

5O-29           0 

BALLEV,  R.  J. 

7912260119* 

5O-277        0 

BA1HD.  J.  B. 

791231029H 

11£ 

BAIRD.  J.  B. 

791205O35?* 

9O-143        O 

BAIRD.  J.  H. 

7912260139* 

SO-33B         0 

BAIBDEM.L. 

791310011  A 

COHTRACT 

BAI5DEN.L. 

791210OO97 

CONTRACT 

aAISDEN,L 

7912070164 

CONTRACT 

BAISDEN.L. 

7912100385 

CONTRACT 

BAISOEN.L. 

7912110001 

CONTRACT 

BAISOEN.L. 

7912110006 

CONTRACT 

BAISOEH.L. 

7912110013 

CONTRACT 

BAISDEN,  L. 

7912120065 

CONTRACT 

BAKER.  B.  L. 

7912130525 

PR 

BAKER.  D.  L. 

791214O3O9 

RES 

BAKER.  E.  J. 

791214O4B3" 

RES 

BAKER.  C.  E. 

791219O01O 

40-8681 

BAKER.  D.  I1. 

7913130133> 

4O-H72I 

BAKER.  R-  R. 

7912070079* 

SO-346         0 

BAKEVICM.  0.  J. 

791S1B0007 

71-6O7H 

BALDUIK.  II.  A. 

7912170OQ7* 

50-70           0 

BALDWIN-  U.  A. 

79121404&3 

SO-224        0 

BALDWIN,  U.  A. 

79122BD50B 

5O-275        O 

BALDWIN.  M.  A. 

791213027A 

5O-27S        O 

BAUHtlH.  J.  H. 

7912190241 

5G-445        M 

BALDWIN,  M.  A. 

7912130176 

50-312       P 

BALDWIN.  U.  A. 

7912130276 

9O-275        0 

BALLARD,  f).  L. 

7912210416 

5O-4I6       A 

BALLAHD.  R.  l_ 

79121BO2A9 

5O-4S2         C 

BALLARD,  R.  L. 

79121B027B 

5O-4O9         O 

BALLARD,  ».U 

7912060563 

3O-5I4        D 

BALLARD,  R.  L. 

7912060973* 

50-914        D 

BAU-AHD,  R.  L. 

7912170036 

50-514        D 

SALLINOED,  P.  U 

7912140399* 

SQ-IWB        « 

BALOUW.R.C. 

7912O6O247 

SO—  145        n 

BM.OJ8H.R.C- 

7912280*39 

50-445       M 

BAHBAHT,  R.  L. 

791221C4O9* 

FOIH 

BAMta.an. 

79120701  60« 

SO-334        Q 

BAMKS.KR. 

7912O30a2S« 

5O-324        O 

BANKS,  a  R. 

7912050A29* 

SO-324        O 

BARAMJHSKY.P,  U. 

79123103241 

5O-3O9        T 

BAHBOUB,  0.  H. 

7913190109" 

50-363        H 

BARI.fl.A. 

7912O40112 

RES 

BARKER.  N.R. 

79122B052flii 

TOPHEP 

BARKER.  N.R. 

7913280517 

TOPHEP 

BARKER.  J-U 

7912050037* 

SO-1O          Q 

BARKER.  J.L. 

7912070143 

9O-249        S 

BARKER.  J.  U 

7912030008 

5O-1Q           S 

BARKER.J. 

7912300546 

5O-237        S 

BARLEY.  B.R. 

7912120130 

PRDJ 

BARNETT,  E-  U. 

7913O5O093 

9O-445        K 

BARNES.  P.  L 

7912120016 

RECfiD 

9ARNETT.  E.  H. 

7913O5OO92 

5O-445        K 

BARNES.  I. 

7912260  155* 

OA999 

BARNE9.I. 

791221OO3A* 

QA999 

BARNES.  I. 

7913210233* 

OA999 

HARflETT.  P.  A 

7912070162* 

5O-373        O 

BARRETT.  U 

7912070471 

NUREC 

BAHTH.CA. 

7912050426 

SO-35B        O 

BARTH.C.  A. 

79121  7O1  53 

50-*DO       G 

BARnETT.J. 

7912,1002091 

5O-22O        Q 

BARTUETT.J, 

791221O179 

so-aao     F 

BMTLETT.J. 

79la270ZS9 

SO-220        9 

BARTLETT.J. 

791S37OM7 

SO-B20        P 

BARTLETT.  U.  T, 

7912310337 

NUREfi 

BASH1H.K.P. 

79121404A4I 

9O-361         01 

BASK1H.K.P. 

7912100306 

50-306        P 

BASAIM.K.P. 

79121B03t5 

3O-2O6       P 

BASK  IN,  K.  P. 

791Z1BQ372 

9o-ao6      r 

BASK1N.K.P. 

7912210369 

so-aoi,      f 

BASHTH.K.P. 

7912270304 

9O-a06        P 

BASK1N.K.P. 

7912270390 

5O-361         A 

•ASK  IN.  K.  P. 

7912280902 

5O-361         A 

ACCESSION 

SUBJECT 

AUTHOR 

WUHBER 

CATECOHV 

BATES.  A. 

7912060062 

PHOJ 

BATES,  B.  ~1. 

791221O030* 

QA999 

BATES,  H-U. 

7912O4O426I 

5O-336         S 

BATES,  fl.  U. 

7912O404D1B 

5O-336         S 

BATES,  R.M. 

791213O46S" 

5O-336         S 

BATES.  H.  M. 

7912040413" 

SO-336         S 

BATES.  J.  U. 

791226O1B1* 

70-143 

BAUER,  E.F. 

791213O543" 

5O-317         S 

BAUKANN.C. 

7912280459* 

5O-32O         H 

BAUSER.  M,  A, 

7912O3OOD7 

5D-522         0 

BAUSER,  M.  A 

77J214OI77 

5O-3O9         0 

BAUSER.  H,  A. 

7912030007 

5O-5S2        O 

BAXLEV,  B-  X. 

79132704B9» 

5O-321         S 

BAXTER,  R.  C. 

7912110549 

REGOD 

BAXTEH,  T.  A. 

7912030027 

5O-312         0 

BAXTER.  T.  A. 

791Z030034* 

50-312        0 

BAXTER,  T.  A. 

7912270093 

5O-313        fl 

BAXTER.  T.  A. 

7912270347 

5O-312        fl 

BAXTER,  T.  A. 

7912380456 

SO-32O        R 

BAXTER,  T.  A, 

7912030027 

50-312         0 

BAXTER.  T.  A, 

7912030034* 

5O-312        O 

BAYHARD.  P.  V. 

791219O793 

5O-3O2        Q 

BAYHAttD.  P.  Y. 

7912130201 

5O-302        F 

BAVMARD.  P.  V. 

79iaiB0271 

5O-3O2         P 

BAVNE,  J.  P, 

7912170176 

5O-2S6        Q 

SAYNE.  J.  P. 

7912140293 

5Q-386        Q 

BAVNE.  J.  P- 

7912310367 

5O-2B6         Q 

BAVHE,  J.  P. 

7912040319 

5O-2O6         S 

BAVNE,  J,  P. 

7912040367 

5D-2O6        5 

BAVHE,  J.  P. 

7912O4D3BQ 

5O-3B6         S 

DAVHE,  J-  P. 

7912O404B2 

5O-3B6        S 

BAYTG.  J,  P. 

79IS31O32B 

5O-2Q6        5 

BAYNE,  J.  P. 

7912110332 

5O-336         S 

BAVNE,  J.  P. 

791H1B0569 

5O-2B6        S 

UAYNE,  J.  P. 

791220O342 

5O-2B6        H 

BAYKE,  J.  P. 

7912270^53 

5O-2B6         S 

BEAD,  J.G. 

7912170O06" 

5O-133        O 

BEAfJj  D.  P. 

791  a  110274  « 

CONTRACT 

BEANjfl. 

791231O035 

RES 

XEATDft.  R.  H. 

791217M17B 

50-7O           C 

BECHET,  L.  J. 

7912200  1B2» 

CON  IH  ACT 

BECHHEFEH.C. 

7912H0343 

5O-409         0 

BECtBlBEFEfl.C. 

791317O262 

5O-3B7         G 

BECKER.  F.L 

7912170320 

RES 

DECKER.  J.H. 

7913X150O77 

5Q-S74         0 

BECKHAN.B.  A. 

7912100353" 

5C-334         Q 

CECKHERrD.  A. 

7912190716" 

5O-3t3         P 

BECKNEHr  D.  A. 

7913170721" 

5O-313         P 

BECKNERrD.A. 

7912O4D412U 

5O-312        P 

BEDDHT.H.  E. 

7912310372 

4O-B731 

BFFI.FR.  T-  P. 

791217O3O3" 

50-346         S 

BEIERLE,  F.  P. 

79121OOO72 

HASTE  HfiT 

BEIRLACOUE.  A.  H. 

7912200337* 

5O-320         H 

BELANBER.R. 

7912120132 

NLHIEO 

BELANCER.  J. 

7912170166 

5O-1O           S 

BEL  ISLE,  O.  A. 

791B060673* 

SQ-3O2         Q 

BEU1SLE,  C,  A 

7918310310* 

5O-39O         Q 

BO-L.N 

7912170272 

SO-344         G 

BEHOER.H. 

79  IHl  70346" 

ACHS 

DENDEB.M. 

791214O2(HI 

ACRB 

B£t£DICKr  U.  B. 

7912310529 

MJREO 

BEWEDICT.R.  A. 

7912210107 

5O-3O2         A 

BEHJANINrA. 

79122OO&72* 

5O-367         U 

BEMHET,  D.  E. 

7912140165 

NUREC 

BEMETT.  0.  L. 

7912170193 

OHO 

BENQ1T.11. 

791219042D" 

FniA 

BERICK.D. 

791S050A17 

PRDJ 

BERKK.D. 

7912050617 

PRDJ 

BERICK.D. 

791S13O293 

PH 

BERKOU,  11.  N, 

791S1OO043* 

5O-2B6         P 

BERMAN,  ». 

7912170337 

REG 

BERNARD,  S.  R. 

7913110442 

NUREC 

BEHHREUTER.  D.  L. 

7912310343* 

5O-2O6         P 

BERNREUTER.O.  L. 

7912210332 

5O-2O6         P 

OERRYHILL.  F. 

7912O40OO6 

5O-209         0 

DERHYHILL,  F. 

791SO10OOB" 

5O-299         G 

BERRY,  fl.  T. 

7912O4O500 

5O-333         P 

BEHTTtAH,  K.  D. 

791B0505S3 

5O-IO3         J 

BEBECKER.  K. 

79/isaxMaa 

SO-39O         5 

BEHTHOFF,  R,  E. 

7913310360 

RECDQ 

BETTAUER,  R.  J. 

79121OO474 

5O-574         C 

BETTENHAUSEM,  L. 

7912260122* 

5O-213         0 

DETTENHAUSEH,  L. 

7912OSO395" 

5O-3O7        H 

BETTEMHAU5EN,  L. 

79122OD332* 

50-220         0 

BEVER,  J.  H. 

7912140534 

5O-32O        H 

ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

QIALIK.  E.  I. 

7912O6D644 

30-3            6 

BIALIK.E.  I. 

7913130348 

PR 

DIAL1K.E.  I 

791213O3S2* 

PR 

BIALIK.E.  I. 

7912140018 

5O-596        0 

BICKUIT.  U. 

791206OO34 

70-2433 

BICKUIT.  L. 

7912100217* 

SO-2W,        T 

DIDDLE.  C.  T. 

7912370053 

50-4  66        Q 

B1DEN.  J.  R 

79122B02Q7* 

SO-330        U 

BIELAUSKI.A.  P. 

7912370O49 

50-599       <S 

BIELAWBKI.A.P. 

7912200226 

50-597        0 

BIELAU5KI.A.P. 

79122B02S7* 

5O-599        0 

BIELAUSKl.A.P. 

7912280224, 

5O-577        0 

BIELAUSKI.A.  P. 

7912380257* 

50-599       0 

BIER,  J. 

7912210443* 

5O-155       0 

DIERHAN,  C. 

7912100457 

50-209       fl 

D1ERKAN.S.  n. 

7912180158 

RES 

BILEY.B.  H. 

7912O6Q152* 

50-33S       0 

BINCHAH.  J. 

7912140S2Q 

5O-3            U 

BIRKQ-.R. 

7809390053 

50-269       F 

BISCHOFF.C.  A. 

7912110371 

5O-275       H 

BISHOP.  C.  J. 

79120  5O4B1 

50-338        0 

BISHOP,  C.  J. 

791206DO59 

50-397        0 

BISHOP,  C.  J. 

7912060239 

5Q-33H        0 

DISHOP.C.  J. 

7912O6OO72 

5O-  523        0 

BISHOP,  C.  J. 

7912140063 

5O-389        0 

HI  SHOP,  C.  J. 

79131  40055 

5O-*i(,        0 

BISHOP.  C.J. 

7912190120 

50-399        8 

BISHOP.  C.  J. 

7912140QOE 

5O-333        0 

BISHOP,  C.  J. 

79122QO66B 

SO-4M        ft 

BISHOP.  C.  J. 

7912O6009B 

70-2623 

BISHOP.  C.J. 

7912060541 

5O-275        0 

TJISHQP.T.  W. 

7912190745 

50~<&0        S 

DlStlOP.  T.  U. 

791S18Q017 

50-397        S 

BISSCTT.P.  H 

791226OO95* 

5O-333        U 

DITEL,  J.  6. 

77131  4O376» 

FOIA 

DlVifJg.W.  B. 

7912180005 

5O-3B7        A 

DIVINE).  M.  B. 

79122OO156 

SO-47I        A 

1SLACKHAN,  V.  H. 

79121B0037* 

CDHTHACT 

BLACKSHAM,  O.  L. 

7912040449 

50-129        P 

BLACK.  11.  A. 

7912O6O3O7 

NUREO 

BLACK.  R.  L. 

7912O601O1 

50-522        0 

BLACK.  R,  L. 

7912170152 

50-522        0 

BLACK.  n.L. 

7912050376 

50-522        0 

BLACK,  R,  L. 

791206OOO4 

50-322        0 

BLACK.  H.  L. 

7912050421 

30-522        0 

BLACK.  R.  L 

791217035O 

5O-523        H 

BLACK.  R.  L. 

7912270054 

SO-  522        C 

BLAIR,  9.0. 

79121403B7* 

5O-341        ft 

BLAKE,  J.  J. 

791205O33H* 

SO-51D       Q 

BLAKE,  J.  J. 

79121B014S* 

50-2&1        Q 

BLALOCK.L. 

791219O13O 

71-9B53 

DLOTTNER.  F.  0. 

7912140339 

NUREO 

BLUJ1.R.  L. 

7712260357 

50-4*9       W 

BLUM,  R.  L. 

7912260357 

5O-445        M 

BLUNE,  H.  D. 

791211O37O 

&0-445       N 

BLUME.  H.  8. 

7912130236 

50-445       M 

BLUHE.  M.  B. 

7912190110 

SO-44S        M 

DDCCIO.  J. 

7912040333 

TOPREP 

OOCHERT.H   R 

79131BOO&OI 

HASTE  HOI 

BDDTKE.  P.  J. 

7912130297* 

50-255       R 

BBEHL.  D.  J. 

7912270439 

90-344        S 

nDtiDCN.  B. 

791213037A 

PHOJ 

EDO  DEN.  D. 

7912030032 

40-1163 

BDCIN.  M.  B. 

7912030023 

XPORTLIC 

BOOIN,  T.  R. 

7912030023 

SO-574        D 

BOHH-R.  J. 

791303O1B6 

SO-3&7        R 

BOHN,  R.  J. 

791203O1B4 

50-347        R 

BOHN,  R.  J. 

7912110364 

50-3&7        » 

BOHN,  R.  J. 

7912110254 

5O-367        R 

BUM,  R.  J. 

7912140234 

5O-3&7        ft 

BOMH.  H.  J. 

791231046& 

5O-367        R 

BQHH,  M.  P. 

7912140461* 

RES 

BOLSEH,  C.  H. 

7912310200 

40-B731 

BDLTE.  D. 

7912200348* 

SQ-320       II 

DDNCHER.F.  J. 

7913140307* 

FOIA 

DDND.R.T. 

7712130534. 

5O-2B7        B 

DDNZON.  L.  L. 

7912310153 

HUREO 

BOOK.  H.  E. 

7712,180092" 

7O-7S4 

BDDK.H.  E. 

7912190135* 

SO-142       0 

BOOK.  H.  E. 

7912380653" 

27-10 

BOOK.  H.  E. 

7912050691 

5O-94          Q 

ROOK.  H.  E. 

791203O693" 

50-94         0 

BOOK,  H.  E. 

7912O6OO31* 

SO-147       Q 

BOOK.  H.  E. 

7912060021 

50-147       Q 

BOOK,  H.  E. 

7912O5O355" 

3O-142       a 

PERSONAL  AUTHOR  INDEX 
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AUTHOR 

ACCESS  IQN 
NUMBER 
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CATEGORY 

IOOK.II.  E. 

7912050346 

90-142 

Q 

BOOK.II.  E. 

79iaiB0467» 

QA799 

BOOH,  H.  E. 

79121800B6 

70-754 

BDCK.H.  E. 

79121B0464 

QA999 

BDOK.H.  E. 

7912260139* 

90-23B 

Q 

BDGK..H.  E, 

7912260139* 

50-23B 

Q 

BOOK.  II.  E. 

791  3270  14B 

PDR    MI9C 

BDQUh  H.  E. 

7912360132 

50-235 

Q 

BDRDEHICK-D.H. 

7912100344 

50-916 

0 

BQRDEHICK.D.  M 

7913130431 

50-516 

G 

EOftES,  R.  J. 

7913170431 

50-273 

S 

SORES,  H.  J. 

7912260013 

50-273 

B 

CORES.  F>.  J. 

7912260339s 

50-3B7 

Q 

B  QRGMANN,  E.  A. 

7912110439 

50-35B 

Q 

BOAGHANNiE.  A. 

7912110376 

50-39B 

0 

BQHGMANN,  E.  A. 

7912030391 

30-39B 

F 

BOHOMANN,  E.  A. 

791220043B 

50-35B 

F 

6DSKEY,  B. 

7912060036 

70-1739 

BOSS.  H. 

791212050B 

50-273 

F 

BOUKN1QHT-J.  A. 

7912030092 

90-443 

H 

BDUKHIOHT,  J-  A. 

791211043B 

30-250 

M 

BDUKHIOHT,  J.  A. 

79121  1043H 

50-250 

M 

BQUKNIQHT,  J.  A, 

7912050092 

50-443 

M 

BUURMIA,  A. 

791231049B 

50-373 

A 

BOWERS,  C,  E. 

7912120340* 

70-830 

BOWERS,  C.  E. 

7912060091* 

70-830 

BDHEftB.C.  E. 

7912310399* 

70-830 

BOHERBiE.  B. 

7912060303 

50-250 

0 

BDMEJtS,  E.  B. 

7912060030 

50-333 

Q 

BOWERS,  E.  B. 

7912060130 

50-914 

0 

GDWERB.E.  S. 

7912060139 

50-275 

0 

BOWERS,  E,  S, 

791217019U 

50-332 

0 

EDHERB.G.  S. 

791214006B 

SO--312 

0 

BQWERS,e.  S. 

791231037B 

50-313 

o 

BOWERS,  £.  S. 

7912270143 

50-313 

0 

BOYD,  D  C. 

7912210041 

50-235 

s 

BQVD,  D.  C. 

7912180373 

30-293 

B 

BOYD.  O.  C. 

791205033U 

50-409 

0 

BOYD,  D  C. 

7912110271* 

50-315 

0 

BOYD.  E>.  C. 

7912120061 

50-315 

s 

BDYD.  O.  C. 

7912070070 

50-155 

8 

BOYD,  B.  C. 

7912260144* 

50-199 

0 

DDYD,  D.  C. 

79121800B4 

50-294 

s 

BDYD,  D.  C. 

79121S0090 

50-295 

s 

BQYD,  O.  C. 

7912310064 

71-23B 

EOYER.  V.  B. 

7912120311 

50-333 

Q 

GnYEft.  V  S. 

7913Q70151* 

50-352 

Q 

GDYERi  V.  S. 

7913310190 

REGUD 

BdYKlNiJ.  T. 

7912300376* 

50-339 

A 

BOYLE.  «.  L. 

791331O377W 

30-33Q 

G 

BDYTER.T.  A. 

79123B0456 

5O-320 

0 

BRADFORD,  B. 

7912180286 

50-340 

S 

BRADFORD,  W.  H. 

7912070097* 

50-34B 

Q 

BRADFORD,  W   >l. 

7912070020 

30-340 

S 

BRADFORD,  W.  H. 

7912070030 

50-34B 

S 

BRADFORD,  H.  H, 

7912070063 

50-34B 

B 

BRADFORD,  P.  A. 

79122130406* 

90-320 

P 

6HADLES-,  R,  D. 

7912210031 

50-400 

S 

BRADLEY,  R.  0. 

7912060669 

50-400 

B 

BRAD5KAH.  J   L. 

7712130410 

90-339 

H 

BflMJSHAH.  J.  L, 

7912200370* 

90-339 

A 

EH  ADV.  E. 

7912310113 

90-533 

D 

BflAMLETT.  L.  S. 

7912170335* 

50-313 

n 

GflAHLETT.  L,  S, 

7912260274* 

50-313 

B 

BflANAGAN,  D.  R. 

7912130353* 

90-330 

U 

BHANAOAH,  E.  F. 

7912130363- 

50-330 

U 

BRANDS,  F.  U. 

7913100267 

30-37 

F 

BRAUI..H  J, 

7912310S13B 

50-255 

P 

BREED,  A. 

7912040213 

TOPHEP 

BRICHUEY.  H.ll. 

7912110543* 

QA999 

BRICHLEY,  R.  H. 

7912110052* 

OA999 

BDICKl-EY.n,  H. 

7912260206* 

QA779 

BfltCHLEY.H.H. 

7912100407* 

QA999 

Bfl  [GQS,  L, 

79120302961* 

30-219 

Q 

entGQ3,L. 

7912200213* 

50-219 

Q 

BBItCHTiR.  M. 

7912040441 

50-302 

P 

BHtOHT.R.M, 

7912040497 

90-302 

P 

ERQCKETT,  J. 

7912300298 

IbE 

EROCKETT,  T,  H. 

7912200476 

50-293 

8 

ERODE3ftY,N. 

7912310078 

SO-3 

G 

8RDDKAM,  R. 

79122B0316* 

90-320 

H 

BROEirU.D,  J. 

79121B0321* 

50-344 

0 

BROEHL.  ft.  J, 

7912180618 

50-344 

S 

EROEI-tL,  D.  J, 

79121B0127* 

30-344 

G 

BROEHt,,!*.  J, 

7912190379 

50-344 

P 

AUTHOR 

ACCESSION 

NUMB  en 

SJB  JEC  T 
CATEGORY 

DRQEHL.D.  J. 

7913270163 

SO-314 

P 

BROEHL.  D,  J. 

791  2270  IB  1 

5O-344 

P 

DROOK9,  E.  H. 

7912310333" 

5O-2B1 

Q 

DROUDY.  P. 

7912140137 

PR 

BfiOWN.P.  D.  0. 

79  1  2200S7-6" 

SO-3 

0 

DROWN.  P.  0.  -6. 

79122Q027O 

5O-3 

S 

DROWN,  H.  H. 

7913170012 

30-275 

D 

BROWN,  L.  J. 

7912260097 

5O-133 

B 

DROWN,  C.  0. 

7913300039)t 

71-6581 

DROWN,  H.  H. 

7913O301O7 

5O-313 

0 

DROWN,  H,  H. 

7912030112* 

30-313 

Q 

BRDWHr  H.  H. 

7912030J17" 

5O-313 

0 

DROWN.H.  H. 

7912070171 

5O-27S 

0 

BROWN.H,  H. 

7913170012 

80-273 

0 

BROWN!  O.  F. 

7912130490 

PR 

DROWN-  0).  F. 

79131B0097 

PR 

DROWN,  M,  B. 

79121303DOa 

5O-315 

8 

BROWN,  D.  H. 

791  327039  •?* 

5O-346 

3 

DROWN,  S.  C. 

7912210330 

90-404 

S 

BROWN,  a.  c. 

7912060377 

9-0-338 

8 

BROWN,  S,  C. 

7912130134 

9O-339 

8 

DROWN.  S.  C. 

791204034? 

5O-404 

S 

DROWN,  S.  C. 

79122003D7 

5O-404 

8 

DROWNi  B.  C. 

79130404B7 

9O-339 

a 

DROWN.  S.  C. 

7912D7039B 

3O-339 

3 

DROWN,  S.  C. 

?•?  12190663 

SO-339 

a 

DROWN,  B,  C. 

79I2O7O395 

SO-339 

B 

DROWN,  B.  C, 

791331:  OE95 

SO-33B 

a 

DROWN.  B.  C. 

79131B053B 

5O-339 

s 

DROWN,  S.  C. 

7912180960 

5O-339 

s 

DROWN,  3.  C. 

7912300391 

5O-339 

s 

BROWN,  B.  C. 

7913360B1A 

5O-33B 

p 

DROWN,  B.  C. 

791  226025? 

SO-339 

A 

BROWN,  B.  C. 

79  1  2aBOS4  1 

5O-339 

8 

DROWN,  S.  C. 

7912270349 

9O-33E1 

p 

DROWN,  9,  C. 

7912S7034& 

50-339 

A 

DROWNLEE,  V.  L. 

7912110914* 

30-261 

a 

BRDWNLEE.y.L. 

7912060590* 

50-399 

Q 

DflOWN.R.  A. 

791H200395* 

37-47 

DROWN,  R.  A. 

79  122601  4  5» 

27-47 

BROWN,  R.  A. 

7<7  123  102381 

27-47 

BROWN.  0.  D. 

7912210fl05<t 

FQIA 

DROWN.  0.  D. 

79122803AO* 

40-S2S7 

DROWN.  0.  D. 

T)  1  203023  1  <t 

40-3483 

DROWN.  R.  L, 

7912110133* 

OA9<7<? 

DROWN.  R.  L. 

79121B0142* 

OIV999 

DROWN,  R..L. 

791  2300  196* 

Oft999 

DROWN,  R.  L. 

79  12200499* 

Oh,f}9 

BROWN.  C.  H, 

7912170054 

IOCFR 

EFiUGQER.R.  M. 

71?  12030220* 

SO-1Q6 

Q 

BRUGGE,  Fi.  0. 

791319050? 

TOPREP 

BRUNNHH.E.  J. 

7912360010 

30-273 

B 

DRUNNEH.E.  J. 

7912200436 

SO-317 

a 

DRUMMER-  E,  J. 

7912070200 

30-33S 

Q 

DRUHNER.E.  J. 

7912200542 

50-309 

8 

DRUNNEH.E.  J. 

79120606A2 

50-29 

B 

DRUNNER.E.  -J. 

7912030114 

5Q-HB6 

8 

DRUNNER.E.  J. 

7912030104 

30-3-15 

a 

DRUNNER.E.  0. 

7912180309 

SO-245 

B 

BRUNNER.E.  J. 

7912050331 

50-307 

Q 

DRUNNER.E.  J. 

791205008a» 

50-333 

a 

DfiUMNER.E.  J. 

79IH03024U 

50-S7E 

a 

DRUNNER.E.  J. 

791  2070132* 

50-393 

a 

BRUNNER.E.  J. 

7912060S14" 

50-334 

a 

DRUNNER.E.  J. 

791210Q197* 

90*213 

a 

DRUNNER,  E.  J. 

79122601ia» 

30-213 

a 

BRUNNER.  E.  0. 

7913O50179" 

30-347 

a 

DRUNNER,  E.J. 

7913030059 

SO-27H 

a 

BRUNNER,  E.  J. 

7  "712010003 

50-309 

Q 

DRUNNER.  E.  J. 

79  120600  6  B 

50-272 

a 

DRUNNER.  E.  J. 

7912210103* 

GO-2D6 

a 

DRUNNER.  E.  J, 

79  1  S2003  1  SB 

SQ-2EO 

Q 

DRUNNER.  E.  J. 

T^IEOSOS^O 

&0-309 

a 

BRUNNEH,  E.  J. 

79I206O191 

50-334 

a 

BRUNNER,  E.  J. 

7912100193 

50-213 

a 

DRUNNEH.E,  J, 

7713O7O123 

50-293 

a 

DRUNNER,  E.  J. 

7912030245 

50-219- 

a 

DRUNNER,  E.  J. 

79121907B7 

50-213 

Q 

DRUNNEH.E.  J. 

7913200054 

30-247 

Q 

BRUNNER,  E.  J. 

7?12IB0270 

50-27  1 

Q 

DRUNNER,  E.  J. 

79123002-06 

50-217 

Q 

BRUNNEH.  E.  J. 

791B200043 

30-272 

a 

DRUNNER,  E.  J. 

7912210337 

50-244 

Q 

DRUNNER.E.  J. 

79133101H5 

30-2B6 

Q 

DRUNNER.  E.  J. 

7912050164 

30-347 

a 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGOR1 

¥ 

DHUNNEn.E.  J. 

7913260301 

50-29 

Q 

DRUMMED,  E.  J, 

7912310041 

50-318 

a 

DRUMMER.  E.  J. 

791S310OS4 

&0-332 

a 

HRUNMEfl,  E.  J. 

791  21  3005  (. 

50-309 

a 

DRUWMeni  E.  J. 

7912200303 

50-230 

a 

BRENNER,  E.  J. 

791E210096 

SO-2B6 

Q 

DRUNNER  .  E.  J. 

7912-260113 

5O-313 

Q 

BRUSH,  P.  M, 

7912140004 

XPDRTLIC 

DRV  AN,  R.  H. 

79  122B064  5* 

27-10 

DRVAMT,F.  8. 

7912190473 

7  1  -3S9 

BRYANT-  F.  S. 

7912180IBO 

71-35B 

BRYAN,  J.  H. 

791  HI  80333 

30-4B3 

H 

BRYANT*  J.  C. 

79  1220001  A 

50-404 

8 

BfiYANTtJ.C. 

791BC-60S90* 

30-393 

0 

DRYANT.  J.  C. 

7912060669 

S  0-400 

S 

DRV  ANT,  J.  C. 

7912200462 

90-393 

s 

BRYANT,  J.  C. 

7912060&37* 

50-339 

a 

BRYANT.  J.  C. 

7912O50394* 

SQ-416 

a 

BRYANT.  J.  C. 

79123102BB* 

50-3B1? 

a 

BRYANT.  J,  C. 

7913170O16" 

50-364 

a 

BRYANT,  J.  C. 

791H1301OO" 

50-491 

a 

BUCHHDLZ,  R.  H. 

791204,0321 

TOP  HEP 

BUCHHOLZ^R.  H. 

7912310183 

REOQD 

QUCHHOLZ,  R.  H, 

79  121  00330  * 

90-3 

p 

BUCHHOLZ,  R.  H- 

7912170599 

HUREO 

BUCHHOUZ,  R.  H. 

79(2140251 

TOPREP 

BUCHHOLZ,  R.  H. 

79121  70368 

TDPREP 

EUCHHOLI,  R.  H 

791H270392 

TOPREP 

BUCHHOL2.R.  H, 

791213-0148 

TOPREP 

DUCHORN.P. 

7912130467 

5O-49Q 

0 

DUCHORN.  P. 

7912130467 

30-49B 

0 

BUCKLEY.  D.  M. 

7912120132 

NUREO 

BUCKLEY,  B.  C, 

7912060632 

30-461 

A 

HUCKLEY.B.  C. 

7912310E72 

90-275 

A 

auERCBLlH,  J.  E. 

79121H0069 

50-336 

0 

nuij  j. 

791217041B" 

50-133 

0 

BUaCHETTE.U.  H. 

7712260360 

30-445 

M 

PUHCHETTE,  W,  H. 

7911300277 

30-449 

H 

aUHCHETTE.  H.  H. 

7712260360 

50-445 

M 

BUKDETTE.  T.  E. 

79I23102BB* 

50-3B9 

a 

aUflDETTTE.T,  E. 

7912040590^ 

50-395 

Q 

BUHDETTE,  T,  E. 

7713200462 

30-393 

B 

QUflCEB,  A. 

79J20A0175 

50-29 

P 

DUROER,  A. 

7913190783 

30-29 

P 

DUFIKE,  D,  <J. 

7912050467* 

30-3DO 

Q 

DURKE.  D.  J. 

77120504.24* 

30-3BO 

Q 

BURNETT-  P.  T. 

77l20300iS« 

50-337 

Q 

DUflNETT.P.  T. 

771  2070  LO3« 

30-393 

Q 

aUHHETT.P.  T. 

771  20602  IS* 

30-369 

Q 

BURNETT.  P.  T. 

77iSOA0239* 

SO  -300 

a 

BURNETT-  P.  T. 

791216012:* 

SO-  302 

0 

BURNETT.  P.  T. 

79(2210069* 

ao-aa 

Q 

BURNETT.  P.  T. 

7912310353* 

5Q-2Q1 

Q 

BURNETT.  R.  F. 

791H070192* 

FOIA 

BURNETT-  R.  F. 

79t2070l99* 

FDIA 

BURBTEIN.N.  H 

7912310031 

REflOD 

HURBrEIN.B. 

7912110193 

PR 

BURETEtN.B. 

7712030172 

90-366 

P 

BURDTEIN.e. 

7912D40419 

30-302 

I 

BURSTEIN.B. 

79120404B6 

90-266 

P 

BURSTEIN.B. 

7912040247 

90-266 

P 

BUHBTEIN.B. 

7?121D0449» 

50-366 

R 

nURBTEIN.E. 

7912120230 

90-266 

F 

QURDTEIN.e. 

7712140422 

50-366 

P 

BURBTEIN.B. 

79121B0446 

90-266 

R 

BURSTEIN.B. 

79132BOS94 

30-266 

P 

DURBTEIN.B. 

7912270206 

30-266 

P 

BURBTEtN.B. 

7912SBD601 

50-266 

P 

nURSTElN.8. 

7712270492 

30-266 

P 

BURETEIN.B. 

7913EBD606 

50-266 

P 

BURT.  L. 

7912070143 

30-471 

0 

BURT,  L. 

7912070146* 

30-471 

0 

BURT,  L. 

7912070133* 

30-471 

0 

BURT,  L. 

79  1211  0276 

30-471 

0 

IIUflT,  L. 

79120404BI 

30-443 

0 

BURT.  L. 

7912110477 

30-443 

a 

BURT,  L. 

7912110460 

50-443 

6 

BURTOM.  U  D. 

791  2S  l  0529 

NUREO 

BUBCEMI,  O. 

7912230461* 

30-320 

H 

BU5SGLHAN.  O,  J. 

77122B0240* 

90-244 

p 

BUTCHER,  f. 

7712190634 

PDR   MISC 

BUrZEL,  A.K. 

77120-50451* 

30-849 

0 

BUTZEL,  A-K. 

7  71  2050447 

50-549 

0 

DUTZEL,  rt.  H. 

77120304S1* 

50-349 

0 

BVRON,  B.  B. 

7712120333* 

5O-320 

U 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGQHV 

CAB  A,  E. 
CAN  ILL,  H.  J. 
CAHILL.H.  J. 
CAHILL.H.  J. 
CAHILL.U.  J. 

79131303751- 
7912  1302  IB 
7912190395* 
79I21902B6* 
79  121  90253* 

50-346 
3O-3 
FOIA 
FDIA 

FOIA 

R 
a 

CAHILL.U.  J. 
CAHILL.H.  J, 
CAHILL.H.  J. 
CAHILL.H.  J. 
CAHILL.H.  J. 

791219024S* 
7918190336* 
7912190226* 
7913190204* 
7913030172* 

FOIA 
FOTA 
FOIA 
FOIA 
50-247 

a 

CAHILL.H.  J. 
CAHILL.H.  J. 
CAHILL.H.  J. 
CAHILL.H.  J. 
CAHILL.H.  J. 

79121701B6 

79I2060&11 
7912040465 
7912040470 
7912040466 

50-3 
PRM 
SO  -247 
50-247 
SO-S47 

Q 
Q 

p 
p 

CAIIILL.H.  J. 
CAHILL.H.  J. 
CAHILL.W.  J. 
CflHILL,H.  J. 
CAHILL.H.  J. 

7912130234 
79121Q0291« 

7912120465 
7912130667 
791H14Q41O 

50-3 
5O-3 

50-247 
5O-247 
50-247 

p 
p 
s 
p 

s 

CAHILL.H.  J. 
CAHILL.H.  J. 

CAH:LL,H.  J. 

CAHILL.H.  J. 
CAHILL.H.  J. 

7913180561 
7912170245 
7913170302 

7912270232 
7912270339 

5O-3 
30-347 
50-3 
30-247 
50-3 

p 

R 
R 
P 
P 

CAHILLpH.  J. 
CAHILL,  H.  J. 
CftHILL.U.  J. 
CAHILL.H.  J. 
CAKN.  A.  L. 

79  122701  BB 

7912310303 
791B310101 
7912310403 
79iai902lO» 

50-247 
SO-H47 
30-3 
50-247 
50-482 

P 
P 
P 
3 

a 

CAHN.  A.  L. 
CAIN.  C.L. 
CAIN.  C.L. 
CALCAQHO,  L. 
CALDHELL,  H.  E. 

7712110530 
79132B036O* 
7912310449" 
7912290279* 
7912190367* 

REGfiD 
4O-2259 
4O-4492 
90-3  20 
FOIA 

H 

CALDWELL,  H.  E. 
CALDWELL,  R.  A, 
CA'-HQUH,  J.  R. 
CALHOUW,  J.  R. 
CALHDUH,  0.  R. 

7913190347* 

7913090630* 
791S070306 
79120403O1 
791  3040477 

FOIA 
SO-  I  3B 
71-9079 

50-239 
30-260 

a 

3 

S 

CALHDUN.J.  R. 
CALHDUN,  J.  R. 
CALHOUH.J.  R. 
CALHOUN.  J.  R. 
CALHOUM,  J.  H. 

7918180613 
79121B0623 
7913270473 
79122705&4 
7913370399 

50-239 
SO-B59 
50-296 
30-296 
30-26O 

a 
s 

•B 
S 
fl 

CALHQW),  J.  H. 
CALHQUN.d.  R. 
CALVARU3O,  0. 
CAMFIELD,  R.  J. 
CAMPBELL,  P. 

79133G05O3 
79122BOSO9 

79iaaeo373» 

79120603A7 
79132G047O* 

50-296 

50-359 
50-320 
30-443 
50-320 

S 
8 
H 
H 
H 

CAMPBELL.  S.  E. 
CANDV.J.  V. 
CANDV.J.  V. 
CANFIELD,  K.  S. 
CAHFIELD,  K.  G. 

791386D353* 
79J20SOOOS 
7912120139 
7912130031 
7913120046 

5O-373 
NUREO 
NURE4 
PRDJ 

PRDJ 

C 

CANNADY.F.  X. 
CANNADY.F.X. 
CANRTELL,  F.  S. 
CAHTRELL,  F.  6. 
CANIRELL,  F.  S. 

7912120153s 
7912120137* 
791S06QOB9* 
79122004B9 
7912310039 

40-B643 
40-B663 

30-5AA 
50-390 
30-3  IB 

G 
B 
S 

CANTRELL,  F.  S. 
CAMrflELL,  R.  E. 
CANTHELL,  F.  S. 
CAUIRELL,  F.  3, 
CANTRELL,  F.  B. 

791207014? 
7912300471 
7912060299* 
79  120700*7* 
79120S04B9* 

S  0-437 
30-424 
50-390 
50-39O 
30-327 

S 

a 
a 
a 

Q 

CANTRELL,  F.  3. 
CANTRELL,  F.  B. 
CAPHTDN,  D.  L. 
CAPHTON.  D.  L. 
CAPHTDN,  D.  L. 

7913060574* 
7913260306* 
7912050395* 
791SOQ0341* 
7913260122* 

90-353 
50-327 
50-309 
5Q-3B7 
50-213 

(1 

a 
a 

Q 

a 

CAPHTON,  D.  L. 
CAPHTON,  tt.  L. 
CAPHTON,  O.  L. 
CAPHTOM,  ».  L. 
CAFHTOH,  D.  L. 

7912030192* 
79120702O2* 

7912060017* 
7918300332* 
7912310047* 

50-247 

50-323 
30-309 
50-220 
30-31  B 

a 

0 

O 

a 

Q 

CAPHTON,  &.  L. 
CABACO,  I.  R. 

CARACP,  I.  R. 
CARBON,  M.  H. 
CARBON,  M.  H. 

791231003B* 

7912110041* 
7912110024* 

79121BOS22* 
791219037S* 

30-322 
OA999 
OA999 
ACRS 

ACR9 

Q 

CARBON,  H.  W. 
CARBON,  M,  W. 
CARBON,  M.  M, 
CARBON,  M.  H. 
CARBON,  ft  H. 

7912170097 
7913210049 
7912170096 
7912140944 

79121700BO 

ACRS 

ACRB 
ACRS 
ACRS 

ACRS 

AUTHOR 

ACCESSION 
NUMBER 
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CATEGORY 

CARBON,  H.  H. 

7912170107 

ACRB 

CARBDN.H. 

7913100029 

ACRB 

CARBON,  H. 

7912100034 

ACRS 

CARFAOND.S.  P. 

791312059B 

FDIA 

CARLSON.  R.  T. 

7912090072* 

90-443 

a 

CARLSON.  R.  T. 

79  12060  664  « 

50-8B9 

Q 

CARLSON.  K.  T. 

7913060696* 

30-2B9 

Q 

CARLSON.  H.T. 

7912060023 

50-317 

a 

CARLSON,  F.  T. 

7912030043 

30-333 

a 

CARLSON.  Ft.  T. 

7912030034 

50-336 

a 

CARLSON.  R.  T. 

79122BQ2B6 

50-389 

a 

CARLSON,  H.  T. 

7912060194 

90-387 

Q 

CARLSON,  B-  T. 

79123B0330 

SO-320 

a 

CARLSON,  R.  T. 

7912030001 

30-206 

a 

CARLSON.  R.  T. 

7912180143 

50-4B2 

B 

CARLBON,  R.  T. 

7912120175 

50-311 

s 

CARLSON.  R.  T. 

7912140128 

50-311 

& 

CARLSON,  R.  T. 

7912140333 

50-311 

s 

CABLBGN.  R.T. 

7912030007 

90-333 

a 

CARLBDN,  R.  T. 

7912130456 

5O-354 

B 

CARLEQN,  R.  T. 

7912140D48 

5O-412 

B 

CARLSON,  R.  T. 

7912280379 

5O-320 

Q 

CARLSON,  R.  T. 

79120S006S 

90-443 

Q 

CARLSON,  R.T. 

7912130333 

30-3B7 

8 

CARLSON,  R.  T. 

7912200521 

30-433 

a 

CARLSON,  fl.  T. 

7912300159 

90-347 

a 

CARLSON,  R.  T. 

7912200166 

50-286 

a 

CARLSON.  R-  T. 

7912210319 

50-310 

a 

CARLSON,  R.  T 

7912300449 

50-410 

0 

CARLSON,  R.  T. 

7912260296 

90-353 

a 

CAHLSDN,  R.  T. 

791S260O51 

90-289 

a 

CARLSON,  R.  T. 

7912060&43 

SO-2B9 

a 

CARLSON,  H.  T. 

7912070144 

30-393 

a 

CrtflLSDN,  It.  T. 

7912310206 

30-412 

B 

CARLSON,  R.  T. 

7913210019* 

30-3B7 

0 

CARLSON,  J.  D. 

79I2O50316* 

90-187 

a 

CARNEY,  J,  A. 

77(2130337 

90-443 

H 

CARNEV,  J.  A. 

7913130361* 

30-443 

M 

CAftNEV,  J.  A. 

7912130366* 

3O-443 

M 

CAKNEV,  J.  A. 

791213037B* 

30-445 

M 

CAHMEY,  J.  A. 

7912H70104 

30-443 

M 

CARNEV,  J.  A. 

7912130337 

30-443 

M 

CARNEV,  J.  A. 

7912130361* 

50-449 

M 

CARNEV,  J.  A. 

7912130366* 

90-443 

M 

CAHNEV,  J.  A. 

791213QD78* 

50-445 

M 

CARNEV.J.  A. 

7912130337 

50-449 

H 

CARNEV,  J.  A. 

7912130361* 

50-443 

M 

CARNEV,  J.  A. 

7912120366* 

50-443 

M 

CARNEY,  J.  A. 

7912130370" 

50-443 

M 

CARNEV,  J.  A. 

7912130337 

9O-443 

M 

CARNEV,  J.  A. 

791213036J* 

30-443 

M 

CARNEY,  J.  A. 

7912130366* 

30-443 

M 

CARNEV,  J.  A. 

791213037B* 

30-443 

H 

CARNEY,  J,  A. 

7913130337 

30-443 

M 

CAtlUEY,  J.  A. 

7912130361* 

50-443 

M 

CARNEY,  J.  A. 

7912130366* 

50-143 

M 

CARNEY,  J.  A. 

791213Q37B* 

30-445 

H 

CARM.EV,  J.  S. 

7912130953 

50-271 

P 

CARR.  H. 

7912190045* 

50-275 

H 

CARR,  B.  E. 

7912060176s 

CONTRACT 

CARH.  J.  C. 

79  1  2060539 

FOIA 

cAUfi,  j.  c. 

7913060571 

FOIA 

CARS,  J.  C. 

7912050639 

30-142 

P 

CARR,  J.  C. 

791207023* 

FOIA 

CARR,  J.  C. 

7912070263 

FOIA 

CARR,  J.C. 

7912070271 

FOIA 

CARR,  J.  C. 

7912030471 

70-2209 

CftRR,  J.  C. 

7912170179 

FB  I  A 

CARR,  J.C. 

7912O70239 

FOIA 

CAF1R.  J.C. 

7912070250 

FOIA 

CAHR.  J.  C. 

7912100490 

FOIA 

CAHR,  J.  C. 

7912170300 

FOIA 

CARR,  J.  C. 

79  120701  Bl 

FOIA 

CARR.  J.  C. 

7912t004S4 

90-273 

A 

CARH,  J.  C. 

7912070266 

30-461 

A 

CARR.  J.  C. 

7912170181 

FOIA 

CARR.  J.C. 

79121B0263 

FOIA 

CARR,  J.C. 

791212053S 

FOIA 

CAHR.  J.  C. 

79  IB  170380 

FQIA 

CARR.  J.  C. 

7912110036 

FOIA 

CARR.  J.C. 

7912140174 

FOIA 

CARR,  J.C. 

79121401B1 

FOIA 

CARR.  J.  C. 

7912160283 

FOIA 

C&RR,  J,  C. 

7912180382* 

FOIA 

CARR.J,  C. 

7912120166 

FOIA 

AUTHOR 

ACCESSION 
NUMEEH 

SUBJECT 
CATEWMW 

CARR,  J.  C. 

79  131  303  tO 

FOIA 

CARR,  J.  C. 

791214031H 

FOIA 

CARR,  J.  C. 

7912170394 

FOIA 

CARR,  J.  C. 

7912170409 

FOIA 

CARR,  J.  G. 

7912190422 

FDIA 

CARR,  J.  C. 

7912120493 

FOIA 

CARR,  J.  C. 

7913130146* 

FOIA 

CARR.  J,  C. 

791212016D 

FOIA 

CARR,  J.  C. 

7912180640 

FO  I  A 

CARR,  J.  C. 

7912170191 

FOIA 

CARR,  J.  C. 

791S190Q96 

FOIA 

CARR,  J.  C. 

7912170178 

FOIA 

CAHft,  J.  C. 

79121S0131 

FOIA 

CARR,  J.  C. 

79121B0131 

FOIA 

CARR,  J.  C. 

7912190197 

FDIA 

CARR,  J.  C. 

79121B0116 

FOIA 

CARR.  J.  C. 

7912100377 

FOIA 

CARR,  J.  C. 

7912100302 

FDIA 

CARR,  J.  C. 

7912180369 

FOIA 

CARR,  J.  C. 

791S1BQ3BO 

FOIA 

CARR.  J.  C. 

791H19041O 

FDIA 

CARR,  J.  C. 

7913180409 

FOIA 

CARR,  J.  C. 

7912190467 

FOJA 

CAHfl.  J.  C. 

7912210394 

FOIA 

CARR,  J.  C. 

791E3JQ4Q2 

FOIft 

CARR,  J,  C. 

791H2B0444 

30-498       0 

CARR,  J,  C. 

791S2700J!a 

FQIA 

CARR,  J,  C, 

791  22806  »7 

30-193       R 

CARR,  J.  C. 

7912270032 

FDIA 

CARR,  J,  C. 

791  287003  B 

FOIA 

CARR,  J,  C. 

7912880679 

FOIA 

CARR,  J.  C. 

7912280683 

SQ-3S8       0 

CARR,  J.  C. 

7712370044 

FOIA 

CARRIER,  E.  D. 

7912130296 

PDR  MI8C 

CARROLL,  D.  E. 

7912190303 

ana 

CARTER,  R.  A. 

7912200132* 

NUREO 

CARTER,  P.  D. 

7912100344 

30-20B        J 

CA8TEH,  D, 

7912090443 

40-0723 

CARTER.  R.  B. 

7912140139 

71-9B33 

CARTER,  R.  9. 

7912100362 

30-104        F 

CARTER,  H.  L. 

791E0302BQO 

50-3  12       a 

CARTWRIOHT.  H.  H. 

7912040314* 

SO-33H       a 

CARTHRIOHT,  H.  R. 

79130703B6* 

30-338       3 

CARTHRIOHT,  H,  fl. 

7912070383* 

30-338        8 

CARTWFUOHT;  W.  R. 

791207C4O9* 

5Q-33B       S 

CARTWRIOHT,  W.  R. 

7912120311* 

30-33B       S 

CARTWRIOHT.  H.  R. 

791S1BQ37OC 

SO-33B       B 

CASY,  C.  N. 

7912310802 

NUREfl 

CASCIATO.P.  A. 

7912130332 

PRM 

CASE,  E.  0. 

7913170021 

50-346       A 

CASE,  E.  0. 

79iai7002i» 

50-946       A 

CASE,  E.  0. 

7912200068 

30-246       0 

CASE,  E.  0. 

791S200072* 

50-266       0 

CASE,  E,  0. 

79123000740 

30-244       0 

CASE,  E.  0. 

7912200079* 

ao-aii     a 

CASE,  E.  B. 

7912200649 

50-329       0 

CASE,  E.  0. 

79122Q0443« 

50-329       0 

CASE,  E.  C. 

7913270004 

90-329       0 

CASE,  E.  0. 

791227QOQB* 

50-329       0 

CATCHPOLE,  0.  J. 

791H21018A 

40-8743 

CATCHPOLE.  0.  J. 

791H1304O2- 

40-8749 

CATCHPOLE,  0.  J, 

7913300616 

40-8743 

CATTON,  I. 

7912190304* 

ACRB 

CATTON.  I. 

7912100294 

ACHS 

CAVANAUOH,  14, 

791  2040  1B7 

9Q-36B       P 

CAVANAUOH.  W. 

7912070424 

90-368       P 

CAVANAUOH.  M. 

79  1B1  30249 

30-313       P 

CAVANAUOH,  W. 

7912140327 

30-313       P 

CAVANAUOH,  W. 

7912210342 

BO-313       P 

CAVAZQB.  E.  C. 

7912180255 

FQIA 

CERNE.A.  C. 

7912300457* 

30-410     a 

CHADWELL,  H.  M. 

7912040430* 

90-316        S 

CHADHELL,  H.  H. 

7912070356* 

50-316       a 

CHADHELL,  H,  M. 

7912070377* 

3O-313       9 

CHALK,  W.  8, 

7912280AQB 

90-139       B 

CHANANIA,  F.  D. 

7912130236 

90-448       H 

CHANANIA,  F.  D. 

7912110349 

50-830       H 

CHANANIA,  F.  D. 

79122600B1 

9O-443       H 

CHANANIAi  F.  D. 

7912260044 

50-443       H 

CHANANIA,  F.  D. 

79122603&1 

90-449       H 

CHANDLER,  L.  J. 

7912380463 

90-320       4 

CHANDLER,  L.  J, 

7912130030 

30-445       * 

CHANDLER,  L.  0. 

79  120701  7O 

90-3SO       O 

CHANDLER,  L.  J, 

7912280319 

80-330       T 

CHANDLER,  L.  d. 

79122B04S6 

30-320       0 

PERSONAL  AUTHOR  INDEX 


381 


_....       AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

CUVHH-Efi'U.O. 

791SS00632 

50-443 

H 

CrtMNCFF.O. 

791S380439* 

30-320 

0 

CKMHOFFrO. 

791BSB0499* 

SO-330 

0 

tHMMOFFfO. 

79120SOOB7 

30-266 

0 

iUWWWRYja.K. 

791H3B0301* 

90-320 

Q 

CHECK,  P.  fl. 

7912190060 

30-193 

P 

•CHEM.-J-C. 

791H1B0169 

RES 

•C1CBTER.R.O. 

7912170174 

flEB 

CHTMWI.N.J. 

791S1303B6 

50-261 

8 

CHTMMI.N.J. 

791213044B 

BO-400 

8 

CHIAIWI.N.J. 

79123S0929 

90-261 

8 

CHILWjH.V,     . 

79121304S4* 

90-333 

B 

CHIL9&H.V. 

7912040313* 

30-333 

8 

CHILM..H.V, 

79iEiioaaa" 

90-333 

S 

CHILB^M.V. 

791R1  10329* 

90-333 

8 

CKlLBfl,H.V. 

79121103470 

90-333 

8 

CHILD*-  H.V. 

791H  110399* 

30-333 

8 

CHILW-H'.V.. 

791B  140449* 

90-333 

8 

OULM..H.V. 

79131BOS99* 

30-333 

B 

WILDS'  H.V. 

7912210322>t 

50-333 

B 

CHILDB.H.V- 

791S210336* 

30-333 

3 

CH1LEB<L. 

7912170393 

BQ-E9Q 

U 

CHILK.fl.0. 

791S060227 

30-279 

0 

CHILK.8..J. 

7912  110099* 

FOIA 

CHILK.B.J, 

7912190012* 

30-273 

H 

CHILK.B.J. 

7912130029* 

PR 

CH  ILK.  6.0. 

79121  00348* 

30-916 

0 

CHILK.B.J. 

7912200102 

30-922 

0 

CHILK.B.J, 

7912170019* 

90-SB9 

0 

CHILK.B.J. 

791S03016S 

30-922 

0 

CHILK.B.O. 

7912030439 

90-373 

0 

CHtLK.B.0. 

79120400B3 

30-320 

P 

CHH_HrB.J. 

7912050099 

30-922 

0 

CHI1-H.B.J. 

7913030069 

50-SBO 

0 

CHll*ifl.J. 

7912100336 

30-402 

0 

tHItMifl.J. 

7912100132 

30-922 

0 

CH11H,  8.  J. 

79  1H  11  0356 

50-346 

H 

tHlLH,  fl.  J. 

791  B  190239 

90-3 

D 

fHILK.fl.J. 

7912200317 

90-946 

0 

CHlLKia.J. 

791  S  2603*9 

SO-322 

0 

W]LM,a,J. 

7912260365 

30-443 

0 

CH1LK.S.J. 

7912260367 

SO-3BQ 

0 

CHlflHaUW.R. 

79  IE  200  173* 

CONTRACT 

«HCN,H.V. 

7713130144* 

SO-57 

Q 

<HOULE8.H.C. 

771E36Q103* 

3Q-E82 

Q 

CHCU.E.T. 

79120900360 

30-303 

Q 

CHfllfiTNAN.  J.  N. 

791214014B 

90-338 

0 

tHflieihAMi  J.  N. 

7912140172 

BO-33B 

0 

eHfllSTNER.R.  S. 

7912310343 

30-334 

I 

CHBI8TMAN.J.  N, 

77121E2016V 

90-338 

0 

tHRlSBQTJMOB.N. 

791S1BOOB4 

30-234 

8 

CMNIiF. 

791E0301SO 

40-8677 

tlEaZKIEHICZ.B, 

791fflB03B6» 

90-10 

R 

CLARKE.  E.T. 

7912310013 

REQOD 

CLARK.  L 

7913060146* 

90-20 

0 

CLAHHE.H.L. 

'    791B11O532* 

30-293 

0 

CLAHKi  H,  H. 

7712370262* 

90-239 

P 

CLARK,  A.  T. 

771B130149 

PfiOJ 

CLARK.  R. 

79121401B2 

90-277 

P 

CLAYTON,  F.  L. 

791S17OQ06 

50-364 

a 

CLAYTON,  F.  L. 

7912100094 

71-3026 

CLAYTON,  F.  L. 

79  12030  IBS 

30-34B 

a 

CLAYTON,  F.  L. 

791B140473 

30-348 

a 

CtAYTOH,  F.  L. 

7912140331 

SO-34B 

a 

Ci-AYTON,  F.  L. 

7912040369 

30-348 

B 

OJWTON.  F.  L. 

7912110333 

SO-34G 

B 

CLAYTON,  F.  L. 

7912310023 

30-348 

a 

CLAYTON,  F.L. 

7912120426 

50-348 

8 

CLAYTON,  F.  L. 

79131B0397 

30-34B 

p 

H-AYTON,  F.  L. 

7912210170 

30-348 

a 

CLAYTON,  P.  t.       , 

7912310274 

30-34B 

Q 

CtAYTON,  F.  L. 

7912160409 

30-348 

p 

CLAYTON,  F.  L. 

7912210010 

90-348 

a 

CLAYTON,  F.  L. 

7912180342 

30-34B 

p 

CLAYTON,  F.  L. 

79  IB  190390 

30-348 

F 

CLAYTON,  F,  L. 

7912310019 

50-364 

Q 

CLAYTON,  F.  L. 

7912190996 

30-348 

P 

CLAYTON,  F.  L. 

7912S703B6 

30-348 

R 

CLAYTON,  F.  L. 

7912310424 

90-348 

R 

CLAYTON,  f.  L, 

7912270212 

30-348 

a 

CLAYTON,  F.  L, 

791231044S 

30-348 

B 

CLADTDN,  E,  D. 

7912200019* 

71-6981 

CLEARV.  P. 

7913  110334 

NUflEQ 

CLEMENT,  C.  H. 

79120703B9* 

80-336     . 

B 

CLEHENBON.F, 

7912170337* 

30-344 

0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CAT£OOFIV 

CLEMONS'P.  E. 
CLEMON9.F.  E, 
CLKMON9,P.  E. 
CLEVELAND,!). 
CLDUOHjR.  L. 

79  120  50662" 
7912060540* 
7912060110* 
7912270129 
7912310133 

70-6  Q  7 
50-HtH         O 
70-820 
State   Prog 
NLJREO 

CLOUTIER,  R. 
CD98,  J.  M. 
CGBB.L.  I. 
COCHRAN.T.  B. 
CDCHRAN.T.  D. 

77121:30329 

7?12310513» 
7912100062* 
7912  170160 
7912160265 

30-277         P 
30-235         F 
50-286         P 
FDIA 
FDIA 

COGtlRANiT.  B. 
COCHRAK.  B.  J. 
CO  EN,  K.  B. 
COCO  IN.  C,  L. 

coaaiNiC.  L. 

79I2B70031 

79120&0299* 
7912190249* 
79121  10333* 
7912110372* 

FOIA 
30-390        0 
50-273        0 
30-321        B 
50-366        S 

CDOQIN.C.U 
CDOOIN,  C.L. 
CDOOIN.C.L, 
COHEN,  H.  0, 
COHEN.  8. 

7912  130436* 
79  122  70477* 

7912310430* 
79121QOISB 
7912120170* 

50-32  1         8 
30-32  L        B 
50-331          B 
RES 
FOIA 

COHEN,  W.  H. 
COHEN,  U.H. 
COHEN,  H.  M. 
COHENr.1. 
COHEN,  I. 

7912030233 
7912180162 
7912180193 
79122COOB8* 
7918070273* 

50-2B9         « 
SO-ES9        O 
90-239        O 
70-371 
70-371 

COHEN-  1. 
CQliN,  N.  B. 
COLE,  n.F. 
CO!  EUAN.  H. 
COLL,  H.  A. 

7712260063* 
7711190330* 
7912310378 
7712300322* 
7712130090 

70-830 
30-322        0 
90-312        0 
BO-337        A 
90-250        0 

COtL,  N.  A. 
COLL.  H.  A. 

ca<,L,H.A. 

COLLINS,  B.  H. 
COLLINS,  V.  P. 

7712140014 

7712130030 
7712140014 
771H030066 
771214D161 

90-250        0 
30-290        8 
90-250        0 
XPORTLIC 
PR 

COLLINS,  H.  E. 
COLLINS,  H.  E. 
COLLINS,  H.  E. 
COLLINS-  H.  E. 
COLLINS,  H.  E- 

771  204  0069 
7912040065 
7912170103 

77121^0004 
7712170089 

Slatu   Pros 
State   Prn<g 
State  Pm« 
PDR  HISC 
NUSEO 

COLLINS,  H.  E. 
COLLINS,  H,  E. 
COLLINS,  H.  E. 
COI-LINSjH.  E. 
COLLINSjH,  E. 

7712170094 
771S2AOBA3 
7712310334 
7712100379 

77121003B1 

so-aao  M 

Stota  Prog 
Bleta  Prog 
Stat*  Pros 
Bta-to  Prog 

COLLINS.  H,  E. 
COLLINS.  H.  E. 
CDLLIngjH.  E. 
CDLLINBjH.  E. 
COLLINS,  H.  E. 

79121O03B2 
7712110242 
7712210036 
77122Q0681 

77132EI0063 

State   Pros 
Bta-te    Prog 
Btate   Prog 
NUREO 
TOPREP 

CDLL1N8-H.  E. 
COLLINSjH.  E- 
COLLIN9-H.  E. 
CDLLTNSjH.  E, 
CDLL1N8.H.  E. 

791  B3  10484 
771S2O041S 
791  S3  1011  9 

7712260123 
771  2300634 

Stati    Prog 
90-3             P 
TOPREP 
Blata    Pros 
Btat<   Prog 

CDLLINQ^H.  E. 
COLL1N3J1I.  E. 
COLLINa.J.  T. 
COLL.rNB-0,  T- 
COLLINB-P.F. 

7712190111 
7712190(01 
791204008K 
771S1B0091 
77121E0332* 

Btat*  Prog 
Btat*  Pl-ofl 
50-320  B 

so-aao  8 

90-320  U 

COI.UlNa.P.  F. 
COLLINS,  P.P. 
COLL  INS.  P.  F. 
COLLINS.  P,  F. 
COLLINS,  H. 

791102OL80 
7712170102 

7?isaioies 

7712270017 

791S80Q022 

30-279        V 
NUF1EO 
50-83          P 
90-73          P 
50-3             F 

COLLINS.  -J.  T. 
COLLINS,  J.  T. 
COLLINB.  J.  T. 
COLLINS.  J,  T. 
COLHN9.  J.  T. 

79120400B4 
7912040095 
791SQ8046& 
7912040060 
7912040077 

90-320  f 
90-320  P 
50-330  H 
90-320  H 
90-320  P 

COLL  INS.  J.  T. 
COLLINB.J.  T. 
COLLINS.  J,  T. 
CDLLIH3,  J.  T. 
COLLINS,  J.  T. 

7913040101 
791B040116 
791SD40063 

791HD4G073 
7712040036 

90-320  H 
30-320  P 
90-320  11 
30-3SO  P 

so-sao  P 

COLLINS.  J.  T, 
COLLINS.  J.  T. 
COLLINS.  J,  T. 
COLLINB.J.  T. 
COLL  I  MB,  J.  T. 

7712040067 
7712040090 
77122BD331 
791S3G0362 
7912310934 

30-320  P 
90-320  R 
30-320  P 
30-320  P 
50-320  H 

COLLINS,  J.  T. 
COLLINS,  J.T. 
COLL1N9.  J.  T. 
COLLINS,  J.T. 
COLLINS,  J.  T. 

7912310933 
7913300369 
7913280433 
79123B041B 
791S280430 

30-320  H 
90-33:0  P 
80-320  P 
SO-320  F 
30-320  P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

COLLINS,  J.  T. 

7912280444 

90-330 

P 

CnLLIN3,  J.T. 

77121703B1 

27-47 

COLOMBO,  R.H. 

791  BO  70430* 

90-31  H 

8 

COLOMBO,  fi.  W, 

7912110337* 

50-312 

S 

COLOMBO.  R.  M. 

79121B0641* 

30-319 

a 

COLOMBO,  R,  U. 

791317027B* 

50-31S 

R 

COLOMBO,  K-  \t. 

77121  404S7* 

50-313 

8 

COLOMBO,  R,  U. 

79121^0993* 

50-312 

3 

COLOMBO,  R.  U, 

7912260339* 

90-313 

S 

COtOMBO.R.M. 

791526031  7* 

50-312 

a 

COLOMBO-  R.  M. 

7912240383* 

90-312 

B 

COLOMBO,  P.M. 

79I22A0277* 

SO-31S 

S 

COMBS,  C. 

791  2200  19H* 

CONTRACT 

COMBS,  T.  R. 

77121100B9* 

FOIA 

COMPTON,  R.  M. 

7712070112* 

SO-ZBO 

a 

COMPTON.R.  M. 

771  20  90622* 

30-aBO 

a 

CONOEL,  F.  J. 

7712130333* 

50-3ZO 

u 

CONQEL,  F.  J. 

7712130363* 

so-sao 

U 

CQNLDN,  T.  E, 

7712110247* 

30-370 

a 

CONLON,  T.  E. 

7712200631* 

50-43B 

a 

CONLONr  T.  E. 

7712030396* 

50-416 

a 

CDNLOHr  T.  E. 

77121B0367* 

50-389 

a 

CONLDN,  T.  E. 

791S1B0174* 

90-413 

a 

CDNLOH.  T.  E. 

79131  1O334* 

50-400 

a 

CBNLON,T.  E. 

79133103310 

9O-395 

a 

CQKLON,  T.  E. 

791B31O333* 

90-327 

a 

COHLOHi  T.  E. 

7913210021* 

90-34B 

a 

CDKNER,  T.  B. 

791313OL15 

50-379 

0 

CONNER,  T.  B. 

791B12O361 

50-416 

a 

CONNEfl,  T.  B. 

7912260290 

27-37 

CONNER.  T.  B. 

7912310403 

50-373 

a 

CONNER,  T.  B. 

7912360290 

27-39 

COHNETT,R.H. 

7912060166 

PROJ 

CDNNELL,  C. 

7912300349* 

30-3  B6 

ft 

CONNER,  T,  B. 

7913130113 

30-399 

0 

CONNER,  T.  B. 

7912210403 

30-393 

0 

CONSTABLE,  I. 

7912200019 

80-398 

8 

CONST  ABLE,  O.L. 

7912180204* 

50-333 

a 

CDNTE.  Fl.  J. 

7712040QB2 

5O-32O 

B 

CONWAY,  H.  F. 

79121  1O379 

9O-271 

B 

CONWAY,  W.  F. 

791H1  10402* 

30-271 

ft 

CONWAY,  W,  F. 

7912110382 

50-271 

O 

COMMA  Y,  H.  F. 

7713110383* 

50-271 

S 

CONWAY,  W.  F. 

7913130379 

50-371 

3 

CONWAY,  M.  F. 

79131303as» 

30-271 

B 

COMWAY,  W,  F. 

7913ia«HB£> 

50-271 

B 

CONWAY,  W.  F. 

791B1804B9* 

50-271 

8 

CDNWAY,  H.  F. 

7913170326 

30-271 

B 

CONWAY,  W.  F. 

7912170329* 

SO-H71 

3 

CONHAY,  W.  F. 

71  12870332 

50-271 

B 

CONWAV,  H.  F. 

79  L227033BK 

SO-E71 

B 

€OOH,  J.  F. 

7912140309 

REB 

COOK,  J.  M. 

79  131  10223* 

30-293 

R 

COOLEY.M,  J. 

7912190799* 

30-359 

Q 

COOLEY.M,  J. 

79131BOO92* 

70-734 

COOLEY,  W.  J. 

7912180467* 

QA999 

CDHNEY,  H.  J. 

7912040375 

30-278 

B 

CBONEY,  H.  J. 

7913040403 

30-278 

B 

CMMEY,  H.  J. 

791HO70349 

30-277 

a 

COPNEY.  H,  J. 

7912120343 

50-277 

B 

caONEY.M.  J. 

79!  3  12034-7* 

30-277 

B 

COONEY,  M.  J- 

7912120427 

50-277 

& 

COONEY,  H.  J. 

79121S043S* 

50-277 

8 

COONEV,  H.  J. 

7912140455 

50-277 

S 

COONEY,  H,  J. 

7912110463" 

30-277 

8 

COONEY,  H.  J. 

79121B05S6 

50-278 

B 

COONEY,  H.  J- 

7912180371* 

90-278 

B 

COQNGV,  M.  J. 

7912140344 

90-277 

R 

COONEY-  H.  J. 

7912180644 

90-277 

B 

COONEV,  H.  J. 

791H1BOA47* 

3O-277 

8 

COONEY,  M.  J. 

7912180338 

50-278 

8 

COONEV,  M.  J. 

7912270477 

30-B7B 

5 

COONEY,  M.  J. 

7912270910* 

90-278 

B 

COOPER  -.P. 

79131B0480H 

30-373 

U 

COOPER,  J.  H. 

7912030197* 

9O-263 

P 

COOPER,  D.  W. 

79  1214031  7» 

REB 

COOPER,  d. 

79121QQB75* 

30-302 

a 

CODPERSTE1N.R. 

7912170113 

40-B636 

CDDPERSTEIN.f). 

79121B0073 

4Q-8304 

COQPERHTEIN.fi. 

7912180100 

40-B3Q4 

COPELAND,  J.  0. 

7912140168 

SO-466 

D 

COPELiWD,  J.  D. 

7913140523 

90-466 

a 

COPELMTO.  J.  0. 

791  a  1702  46 

3Q-4id 

& 

COPELANO,  J.  0. 

7912100471 

30-466 

a 

COPELAND.  J.  0. 

7912120096 

30-4&i 

0 
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ACCESSION 
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SUBJECT 
CATEGORY 

CDPELAND.  J.  0. 

7912120067" 

50-466        G 

CDPELAHB,  J.  G. 

7912170046 

50-466        0 

CDPELAHB.  J.  0. 

7913140005 

50-466        0 

COPELANO,  J.  0. 

79  12  140008 

50-466        G 

COPELANB,  J.  Q. 

7912260306 

50-466        G 

COPELAKB,  R.  L. 

7912110554 

RECGD 

COPELAKB,  R.  L. 

7912310177 

REQOD 

COPELANB,  R.  L. 

791220057B 

50-537         A 

COPELAWB,  J.  0. 

791214016B 

50-466        0 

COPELANB,  J.  0, 

7912140525 

50-466        0 

COPELANB.  J.  0. 

7912170246 

50-466        0 

COPELANB,  J.  G. 

7912100471 

50-466        0 

CQPELAHD,  J.  G. 

7912120056 

50-466        G 

COPELAKfl.  J.  0. 

791S1200fi7» 

50-466        G 

CDPELANB,  J.  G. 

7912140032 

50-466        G 

CUPELANB.  J.  Q, 

7912170046 

50-466        0 

COPELAN&.  J.  0. 

7912140005 

50-466        G 

COP  ELAND.  J.  0, 

7912140003 

50-466        0 

CQPELAND,  J.  G. 

79123602BA 

50-466        G 

COPPOLA,  A. 

791B100001 

RES 

CQBBETT.  J.  S. 

79121B0095 

71-6275 

COHDrtNI.ff.  A. 

7912200030 

71-88 

CDRYELL,  C 

791B310315 

I&E 

COfl  YELL,  fr.  P. 

7913110541* 

70-27 

COSTELLD,  Q.  J. 

7912140338* 

50-230        R 

COSTELLO.F. 

7913310121 

IbE 

COSTELLQ,  F. 

7913310339 

I&E 

CDSTELLD.  J.  R. 

7912170398* 

QA999 

CDSTELLO,  J.  R. 

7912110516* 

QA999 

CQTA,  P.  C. 

7912120072 

50-3B3        A 

CDTA.  P.  C. 

7912100130 

30-416        A 

CDTNER,  M.  L. 

7912050464 

30-514         D 

COTTLE,  W.  T. 

7912050638" 

50-337        Q 

COTTLE.  W.  T. 

79131BOI30* 

50-327        Q 

COUNSIL,  W.  0, 

7912100196* 

50-213        Q 

CBUNSIL,  W.  G. 

7912260116" 

50-213        0 

CdUNSIL,  M.  G. 

791H1402B5 

50-313        0 

COUNSIL,  W.  G. 

7912210109 

50-213        Q 

C  DUNS  1C,  W.  0. 

7912170244 

50-213        Q 

•CQUNSIL,  W,  0. 

7912030173 

50-313        P 

CQUNSIL.M.  0. 

7912040306 

50-213        P 

COUNSIL,  U.  0. 

7912070400 

30-213        P 

CQUNSIL,  W.  G. 

7913IB024S 

30-213        P 

COUHSIL.H.  O, 

7912IB0478 

50-313        P 

CQUNSIL.M   0. 

7912170294 

50-213        P 

COUNSIU  U.  Q. 

79121B0476 

50-313        P 

COUNSIL.  H.  0. 

7712210388 

30-213        P 

CBUNSIL.  M.  G. 

7913270403 

50-213        P 

COUNSIL.  H.  0. 

79122705B9 

90-213        P 

CDWSIL,  u.  0. 

7912140357 

50-423        0 

CDUNSIL.  U.  0- 

7913140022 

50-423        Q 

COUN3IL.  H.  G. 

79121403B7 

50-336        0 

CDUNSIL,  U.  Q. 

7912140227 

50-423        A 

COUNSIL,  W    G. 

7913120027 

REGGD 

COUWSIL.H.  0. 

7912170228 

50-245        Q 

CQUNSIL,  H.  G. 

7912130113 

SO  -336        Q 

CQUNSIL,  U.  a. 

7913130383 

50-345        Q 

COUNSIL.  U.  G. 

79121B0487 

50-336        0 

CQUNSIL,  U.  0. 

7912030504 

50-245        P 

COUNSIL,  H,G. 

791S030206 

50-245        P 

COUNSIL,  U.  C. 

7912O4022S 

50-345        P 

cnuHSiL.  H.  e. 

7912050302 

50-336        P 

COUNSIL,  H.  O. 

7913060503 

50-213        P 

CDUNSIL,  H.  ». 

7913190361 

50-213        P 

COUNSIL.  W.  G. 

7912110305 

50-336        F 

CQUNSIL.  H,  Q. 

79131002B4 

50-213        P 

COUNSIL.  H.  G. 

7912120390 

50-213        P 

CDUNSIL,  U.  0, 

7912130543 

TOPREP 

COUNSIL,  W.  0. 

7912130321 

50-213        P 

COUNSIL,U.  G. 

7912130455 

30-213        F 

CDUN5IL,  M.  G. 

7912190409 

50-336        P 

CDUNSIL,  W.  G. 

79121B0379 

30-313        P 

COUNSIL,  U.  G. 

7912210148 

50-336        F 

COUNSIL,  U.  G. 

79122101S7 

50-336        P 

CCUNSIt,  W.  0. 

7912210882 

50-336        P 

COUNSIL,  M.  6. 

7912260276 

50-245        P 

CDUNSIL,  M.  G. 

79  12270  51  3 

50-245        P 

CQUMSIL,  M.  G. 

79123-BOQ04 

30-336        P 

COUN3I1.'  H.  G. 

7912270318 

50-313        P 

CDUNSIL.  M.  Q, 

7912310376 

30-245        P 

CDUNSIL.  U.  G. 

79123  103BO 

50-423        A 

COUNSIL,  U.  G. 

7912310543 

50-336        P 

COURTNEY.,  J.  H. 

7912210337 

NUREG 

COWAP,  C. 

7913030066 

JIPQRTLIC 

coy,  j.  N. 

7912130066 

30-B99        G 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

COVWE,  M.  J. 
COYNE,  H.  J. 

7912380677 
7912030041 

XPDRTLIC 
XPORTLIC 

COYNE.  M.  J. 

7912210064 

XPORTLIC 

COZ2UQL,  J.  M. 

7913170194 

RES 

CRAIG,  0.  U- 

7913100452* 

CONTRACT 

CRAINICH.V.  A 

7912190794* 

XPGRTLIC 

CRAINICH.V.  A. 

79121907Q9 

XPORTLIC 

CRAMER,  E.M. 

7913130255 

PR 

CRANE.  P.  A. 

7912050360* 

50-133    0 

CRANE,  P.  A, 

7912O50364* 

30-133    G 

CRANE,  P.  A. 

7912050369* 

50-133    G 

CRflNE.P.  A. 

7912140497* 

50-275    Q 

CRANE,  P.  A. 

7912270070" 

30-275    Q 

CRANE,  P.  A. 

7912190002* 

30-133    Q 

CRANE.  P.  A. 

79I203003B 

30-373    0 

CHANE.P.  A. 

7912040498 

50-275    A 

CRANE.  P.  A. 

7912110332 

30-275    A 

CRANE.  P.  A. 

7912130317 

30-275    A 

CRAVE,  P.  A. 

7912130271 

50-273   A 

CRANE,  P.  A. 

7913190614 

50-275    Q 

CRANE,  P.  A. 

7912050356* 

50-133    0 

CRANSTON,  A. 

7912120049* 

PDR  MISC 

CRANSTON,  A. 

7913310133* 

50-275    U 

CREED,  J.  R. 

79121B0043 

50-35B   B 

CREED,  J, 

791212Q06B 

50-1  0    S 

CREED,  J.  K. 

7912180331 

30-183    B 

CREED.  J.  fi. 

79121200G3* 

50-305   Q 

CREEK,  L. 

7913060032 

70-130B 

CREHER.  B. 

79121Q0267 

ACR8 

CREU3.E.  H. 

7912110049 

50-399   Q 

CREW3,  E.  H. 

7912130433 

30-393    Q 

CREWS,  E,  H. 

7912130560 

30-395    B 

CREHS.E.  H. 

79120301  45 

30-393    K 

CREU5,  E.  H. 

7913140360 

30-395    8 

CREWS.  E.  H. 

7912140350 

30-393    8 

CREHS,  E.  H. 

79132BD610 

50-395    B 

CREWS,  E.  H. 

79122B0332 

30-393    8 

CHEWS,  E.  H. 

7913210166 

50-395   F 

CREWS,  J.  L. 

7912310104 

50-344   B 

CREHS,  J.  L. 

7912210132 

30-206   Q 

CREWB,  J,  L. 

7913050272 

50-313    Q 

CREW8,  J.  L. 

7912060113 

30-344    Q 

CREWS,  J.  L. 

7912060090 

SO-S7S    0 

CREHS,  J.  L. 

7912070179 

50-B9    0 

CREWSr  J.  L. 

7912050094 

50-206   0 

CREWS,  J.  L. 

7912050312 

50-1B7   0 

CREWS,  J.  L. 

7912180479 

30-206    Q 

CREWS,  J.  L. 

7912190001 

50-133   G 

CREHS,  J.  L. 

7912190042 

SO-312   G 

CREW9.  J.  L. 

79122S0671 

50-344   a 

CROCKER,  J.  G. 

7912I4046B* 

RES 

CROCKER,  J.  G. 

7912140305* 

RES 

CROCKER,  J.  0. 

7912140461* 

RES 

CROCKER.  H.  W. 

7912040179* 

50-320   0 

CROCKER,  H.  W. 

7913060674 

70-1143 

CROCKER,  H.  W. 

791203010B* 

70-1143 

CROCKER,  H.  W. 

7912070113* 

70-6B7 

CROCKER,  H.  W. 

7912310320* 

70-B20 

CROCKER,  H.  H. 

7912120333* 

70-1143 

CROKE,  D. 

7912230304* 

30-320   H 

CROSS,  L.  A. 

7912310110 

HEQGD 

CROSS,  J,  L. 

7912140273 

50-259   P 

CROSBMAN,  W. 

79  122004  4B 

50-4B2   S 

GROSSMAN,  M. 

7912200454 

50-482   S 

GROSSMAN,  H, 

7912300080 

50-4B2    B 

CROSBMAN,  U. 

7912300091 

30-4B2    B 

CROSBMAN,  W.  A. 

7912050473* 

50-4B2   0 

CROSBMAN.  W.  A. 

7912050S3I* 

50-3B2   G 

CI10SSMAN,  H. 

791220QOB5 

50-482   8 

CROS3MAN,  M. 

7912210037 

50-4B2   B 

GROSSMAN,  W. 

7912260090 

50-4B2    S 

GROSSMAN,  W. 

791206059B 

50-4BB    B 

CRDS5MAN,  M.  A, 

7912060670 

50-49B    6 

CRDSBHAN,  H,  A. 

79133B0329* 

30-498   Q 

GROSSMAN,  U. 

7912200360 

30-482   3 

CRQS5MAN,  M.  A. 

7913130119 

50-482   B 

CROUSE.fi.  P. 

7912130310 

50-346    Q 

CRDU6E.R.P. 

791B310147* 

30-346    0 

CRQUSE,  R,  p. 

7912190127 

50-346   Q 

CHOUSE.  R.  P. 

7912190402 

50-346   P 

CROUBE.R.P. 

79121B05B4 

30-346    P 

CROUSE,  R,  P. 

791S280643 

30-346    Q 

CROUSE,  R.  P. 

7912190433 

30-346    P 

CHOUSE,  R.  p. 

7912180503 

50-346   P 

CROUBE.R.P. 

7912310463 

50-346    P 

AUTHOR 

ACCESSION 
NUMDER 

SUBJECT 
(TATEflDFlY 

CRQUSE,  R.  P. 

7912310480 

80-346    P 

CROW,  W.  T. 

79  13070299  * 

FOIA 

CROW,  H.  T. 

791  2070276* 

FOIA 

CROW,  W.  T. 

79121304B4 

70-11  SI 

CROW,  H.  T. 

7912130527* 

70-11  SI 

CROW,  H.  T. 

7912130443 

70-36 

CROW.  W.  T. 

79121HQ239 

70-1113 

CROW,  W.  T. 

7912200235 

70-1237 

CHOW,  W.  T. 

7912260103 

40-206.1 

GROW,  W.  T. 

79122601  06w 

40-2Q&1 

CROWLEV,  C.  J. 

7912310302 

NUHEO 

CROWLEV,  B.R. 

79120604B6" 

50-327   Q 

CROWLEV,  8.R. 

7912030532" 

90-369   Q 

CfiOWLEY,  B.  R. 

7912260151- 

30-327   Q 

CRUMLEY,  J.  A. 

7912140144* 

Pfl 

CRUMLEY,  J.  A. 

7912140147 

PR 

CBALA.  0.  P. 

7912180036 

30-387   0 

CULVER,  J.  C. 

7912120279* 

F01A 

CULVER,  M.  W. 

79121B0398W 

50-302,   R 

CUMM.INQS.  B.  C. 

79121B0484* 

30-275   U 

CUNNINGHAM,  J.  D. 

79120501BO 

30-2B9   0 

CUNNINGHAM,  J.  D. 

7912100246 

3Q-3B9   0 

CUNNINGHAM,  J.  D. 

79121B0246 

50-339   0 

CUNNINSHAM.fi.  E. 

7919140243 

90-7O    P 

CUNNINGHAM,  A.  L. 

79120306660 

SO-BAA   0 

CUNNINQHAM.A.  L. 

79122100G8» 

&0-267   Q 

CUNNINGHAM,  A.  L. 

79123100B6I* 

HO-3B9   <1 

CUNNINGHAM,  R.  E. 

7912170078 

40-6940 

CUNNINGHAM,  R.  E. 

791217007B* 

40-A'J4Q 

CUNNINGHAM,  R.  E. 

7912210430V 

FOIA 

CURNANE,  R.  A. 

79121703B7* 

OA999 

CURRAN,  J.  H. 

7912040473*- 

50-206   8 

CURRAN,  J.  M. 

7912030176 

SQ-2Qfa   B 

CURRAN.  J.  M. 

7912040408H 

30-20*   B 

CURRAN.  0.  M. 

79121B0332» 

S  0-204,   B 

CURRAN,  J.  M. 

7912110212 

50-306   R 

CURRAN,  J.  M. 

7912170293* 

SO-20&   B 

CURRAN,  J.  H. 

791H17Q314* 

30-206   8 

CURRAN,  J.  M, 

79121BQ617* 

50-306   B 

CURRY.  0.  J. 

7912IB0323 

BO  -272   P 

CURTIS,  A.  E. 

7912190321* 

30-244   B 

CURTIS,  N.  W. 

7912130347- 

30-3B7   B 

CURTIS,  N.  W. 

7912120019 

REOOD 

CURTIS,  N.  H. 

7913140273 

50-397   Q 

CURTIS,  N.  W. 

7913260333* 

30-3S7   0 

CURT1B.N.  W. 

7912040331 

00-3B7    B 

CURTIS,  N.  W. 

791S040307 

30-387   B 

CURTIS,  N.  H. 

7918030906 

30-307   9 

CURTIS,  N.  H. 

7912140265 

BO-3B7   0 

CURTia-N.  W. 

7912120384 

SO-3Q7   K 

CURTIS,  N.  W, 

7912870243 

SO-3-B7    A 

CURTIB,  N.  M. 

791227029B 

BO-397    B 

CURTIS,  rt.  E, 

79  1227Q442» 

90-244    B 

CURTIB,  J.  R. 

7912030693* 

30-94    Q 

CURTIS,  J.  R. 

7912060031* 

30-147   Q 

CUTCHIN.  J.  M. 

7912190127 

30-3Q7    0 

CUTCHIN,  J.  M. 

791381(1014 

30-3B7    0 

CUTHBERTBON.R. 

7913270116 

71-B937 

CYPHERT.B.  B. 

7912100307 

SO-44S   H 

CYPHER!.  S.  B. 

7912130043 

30-445   H 

CYPHEHT.  9.  B. 

791217006B 

50-443   H 

CVPHERT,B.  B. 

791  32701  S3 

30-443   M 

CYPHERT.  S.  B. 

7912310137 

90-443    M 

CYR,  K. 

7912210097 

PR 

DAHLOREN,  D.  A. 

7912140499* 

RES 

DAHLMAN.  L. 

7912070440* 

SO-2B2   Q 

DA1L.  L.  C. 

79121  10S84 

REOOD 

DAIL,  L.C. 

7912210145* 

30-491    Q 

BAIL,  L.  C. 

7912130QB9 

S  0-491    0 

DAIL.L.  C. 

7912370496 

SO-4BB   A 

DALE.  L.  F. 

7912190603 

30-416   S 

DALE,  L,  F. 

7912130324 

30-416   » 

DALE,  L.  F. 

7912130528 

80-416   S 

DALE,  L.  F. 

7912190611 

50-416   B 

DALE,  L.  F. 

7912190633 

90-416    3 

DALE,  L.  F. 

7912190702 

S0-4li    B 

DALE,  L.  F. 

7^12100339 

SO-41&   C 

DALE,  L.  F. 

7912190339 

30-416   H 

BALTQN.  J.  N. 

7912130396 

PR 

DALTON,  J. 

7912130603" 

PR 

DALTROFF.  S.  L. 

7912060044* 

30-277   Q 

DAUTRQFF,  S.  L. 

7912090103* 

3O-Z77   Q 

DALTROFF.  S,  L. 

7912170240 

30-277   0 

DALTROFF,  8.  L. 

79132B0031 

30-377   0 

DALTRQFF,  B.  L. 

7712180606 

30-277   P 

383 


ACCESSION 

SUBJECT 

AUTHQB 

WJMDEH 

CATEGORY 

AUTHOR 

DALTaOFF.B-L. 

79122SO561 

50-277 

P 

DELDKC.  B.  D. 

DANA.R.H. 

7912130OB9 

NUREC 

DELORENZD.  F. 

MHCe.H.C. 

79121G0299 

5O-29A 

S 

OENISE.R.  P. 

DANCE.  H.C. 

7912210O6O 

5O-325 

S 

DEMISE,  R.  P- 

EMNCE.K.C. 

791S260019 

50-325 

s 

DENTON.  II.  R. 

DANCC.H.C. 

7912050620> 

5O-327 

Q 

DEHTOH.  H,  R. 

DANCe.H.C. 

7912O60673" 

BO-3O3 

a 

DEHTTJM.H.R. 

DANCE.  RC. 

791205O6310 

5O-327 

a 

DEHTOH.  H.  R. 

DANCE.  H.  C. 

79120503790 

3O-259 

Q 

DENTON.  H.  f). 

DANCE.  R  C. 

79121H013OB 

50-327 

a 

DEHTON.  11.  R. 

DANCE.  H.  C. 

791231O31SB 

50-390 

Q 

DENTON.  H.  R. 

DAHIELBOK.L-  J. 

7912O60A03 

PHOJ 

DEHTON,  H.H. 

DAHIELEOH.L,  J. 

7912060675 

PROJ 

DEKTQN.H.R. 

DAHIEL.H.M. 

79I250O351B 

3O-339 

A 

DEHTOHiH.  R. 

DAHIEL.H.  C. 

79122D032S» 

5O-339 

A 

DEMTDH.  H.  R. 

DAHIELEDH.D.H. 

7912310115* 

5O-HB1 

Q 

DEHTDH,  JL  R. 

DAM  I  ELBDH.  D.  II. 

7912130O67< 

30-331 

a 

DEHTDN.  1L  R- 

EWsN  IELSOK.  D.  H. 

791230O194* 

5O-263 

a 

DEHTOH,  41.  R. 

DAN:  ELBDH.  D!H 

79122O05B9* 

SO-454 

a 

DENTON.  IL  R. 

DANIELBDN.D.H. 

7912180366 

50-29S 

s 

DENTON,  H.  R. 

RANI  ELBOW,  D.  II. 

7912O50O11B 

50-440 

Q 

DEHTON,  II.  R. 

BANIELBON.D.  H. 

7912O30257» 

5O-329 

a 

DEHTOH.  II.  R. 

DAMI  ELBOW,  D.H. 

7912O50O22* 

SO-341 

o 

DEHTDN,  H.  R. 

DAKKHEYER.  T.  R. 

7912O3O071 

5O-574 

A 

DEHTOH,  li.  R. 

JJAHBY.C. 

79121303S9 

PR 

DEtnON,  H  R. 

DAftHlTIEL.B-H. 

791214O365I 

SO-7O 

p 

DEHTDH,  11.  R. 

DMKHCRTVi  c"  E. 

7912170144* 

71-90O9 

DEHTOH.  H.  H- 

DAVIDSON,  D-H. 

7912040223 

50-44O 

o 

DEHTDM.  H.  R. 

DAV1D30H.D-R. 

7912O60OB4* 

3O-44O 

Q 

DENTOH.  H.  R. 

DAVIDSON,  B.  R. 

7912O3O519 

30-44O 

s 

DEHTDH.  H.R- 

PAVIDBOH.il.  R. 

7912140364 

30-440 

s 

DENTWiH,  R. 

DAVIDSON.  if.  J. 

7912130075 

NUREO 

DEHTOH,  H-R. 

DAVIESj  J.  H. 

79121B015&* 

FOIA 

DEHTDM.H-R. 

DAVIB.C. 

7912070255 

FDIA 

DENTOH,  H,R  - 

DAVIS.  W.  K. 

7913210347 

TOPREP 

DENTON.  H.R. 

DA.VIB.C.  V. 

7912190570 

RES 

DEHTOH.  H.  R. 

DAVIB.P.  L. 

7912070492" 

CONTRACT 

DEHTDN.  H.R. 

DA7IS.J.  P. 

7912140127 

SO-2B6 

H 

DEHTOM,  II-  H. 

DAVIB.J.  P. 

791214O15H 

5O-3 

II 

DEHTDN.  H.R. 

DAVIB.UD. 

7913O6O1O9 

SO-275 

O 

DEHTDH.  H.B. 

DAVIB.L.  D. 

7912050161 

30-373 

O 

DEHTDH.  H-R. 

DAV1B.L.  D. 

79120  5OO2S 

5O-275 

O 

DENTOM,  H,B. 

DAVIS,  L.D. 

791214OOO6 

90-556 

0 

DENTOH.  H.  R. 

DAVIS.  J.O. 

791HO702Q9" 

FOIA 

DEHTOH,  H.R. 

DAVIS,J.B. 

7912280650" 

27-1O 

DEHTDH.  H.n. 

DAVI8.0.0. 

791212O594* 

5O-313 

O 

DEHTDN,  M.  R. 

DAVIS,  J.  B- 

7913310321 

I&E 

DEHTDH.  M.  R. 

DAVIfljA-B. 

7912200663 

It£ 

DEHTDN.  H-  R. 

OAVIS.  A.  B. 

791219O799" 

5O-35S 

Q 

DEHTDH.  K.R. 

DAVIS.  A-  B. 

7912200473 

ItE 

DEHTON.  M-H- 

DAVIS.  A-  B. 

79I21BO1O3 

I  IE 

DENTOH»  H.  R. 

DAVIS.  A.  B. 

791209O4B2B 

7O-22O3 

DEHTOH.  H,  R. 

DAVIS,  A,  B. 

7912O50O73 

50-264 

Q 

DEHTOH.  H.  H. 

DAV  10,  A.  B. 

7912O7O264 

50-10 

0 

DEHTDN.  H.H. 

DAVIS.  A.  B. 

7912O40O13 

7O-925 

DEHTOH.  II.  R. 

DAVIB<  A.  B. 

7912030219 

50-1B6 

Q 

DEKTON.  H.  R. 

OAVIS.  A.  B, 

791B360O94 

5O-266 

Q 

DEHTON.  H   R. 

MVIflj  A.  B. 

7912130346 

50-264 

Q 

DEHTON.  IL  R. 

OAV  18,0,0. 

791219O323* 

FOIA 

DEHTDN.  H.  H. 

MVia.  J.  Q. 

7912190313" 

FOIA 

DEHTDH.  R  R. 

DAVI8.J,  0- 

7912I9O3O1* 

FDIA 

DENTON.  H.  ». 

BAVISjJ.  0- 

79121  9O3B9* 

FOIA 

DEHTDN,  K.R- 

BAVIH.J.  0. 

791319O397* 

FOIA 

DENTON.H-R- 

DAY.  B.  D. 

79122705BOa 

50-263 

a 

DEHTON.aR. 

DEWLE.V.  H, 

79I2O6O1SO 

50-322 

0 

DEHTON.  H.  R. 

DCAJ.E,  V.  B. 

79121  1O4O7 

5O-522 

Q 

DEKTDN.  H.  R. 

DCALE.V.B. 

791B140117 

SO-522 

0 

DENTON.  H.  H. 

DCALE.V.B, 

791327O09O 

50-522 

0 

DEKTDN.  H-  R, 

DEALCiV.  B. 

7913270106 

SO-523 

0 

DENTOH.  H-R. 

DCM-E.V.B. 

79123  1D2O7 

50-532 

e 

DENTON,  H.H. 

DCAR1EK,  J,A. 

79121404  6B» 

RES 

DEHTOH,  H.  R. 

DEAAIEM,  J-A. 

7913140SO5* 

RES 

DENTON,  H.  R. 

DCARIEH.  J-A, 

79J2140461* 

RES 

DENTOU.  H.  R. 

DC9.B. 

79133O03B1 

TOPHEP 

DEHTDH.  H.R. 

DEEDS.  U.  E. 

7913140206 

NUREO 

DENTDM.H.  R. 

DELAKD.F.  H- 

79131  1019B 

PR 

DEHTON.  H.  R. 

DEUEEUU.  M.  L, 

7912190531* 

PER  MIEC 

DEHTQH,  H.  H. 

DELCeOfiOe.L.O. 

7912030H01 

SO-373 

B 

DEHTDH.  H.  R. 

DeLCCDROe,  L.  O. 

7912100313 

50-373 

A 

DENTOH.  H.  R. 

DELLUKS.  R.  V. 

7912O7O256 

9O-7O 

0 

DEKTON.  H.  R. 

DCLJ-WJ.R  D 

7913O6O6O6 

PRDJ 

DENTON.  H-R. 

DELCBMr  B.  D. 

7912O4O390* 

50-31  S 

B 

DEHTOM,  KB. 

DCt-CIHQ*  B.  D. 

79I2O4037B- 

3O-316 

3 

DENTON.  H.R. 

DELJONO,  B.  D. 

79t213O37SW 

SOr-315 

S 

DEHTDN,  H.R. 

uauauo,  a.  D. 

79121702S2B 

SO-315 

S 

DENTDM.H.  R. 

ACCESSION 

NUMBER 

7912I7O257* 

7913130381* 

7912120112 

7912HO353 

791213OO2OI 

791204  OO86» 

79O91BOOO6 

791213OO35 

79I213OO36 

7912130065 

7912130077 

7912110264 

7912O4O14B* 

7912t3O371» 

7913210013* 

791226O315* 

791119O14B 

791220O4I1 

7912190733 

771217OOO9 

79J21OO419 
7912I10O38 
791213OO5O 
791S17DO3B 
7912170O64 

79122OO1541 
791Z1BO66O 


SUBJECT 
CATEGORY 

5O-315  S 

OA999 

TDPSEP 

HEVIEtJ   GflP 

5O-3O3  U 

5Q-32O  P 

5O-32O  H 

PR 

PR 

PR 

PR 

SO-275  A 

50-32O  P 

5O-320  U 

SO-SB3  f 

50-289  P 

50-3  P 

3O-22O  P 
PDR   niBC 

SO-2B9  C 

5O-33Q  M 

5O~3  O 

5O-273  C 

5O-27S  A 

5O-H73  A 


79122OO2O4 

791231O19S 

791219O133 
791ZI9039I 
79122OO264 
79122OO274 

7912380288 
77122BOS90 
7913280309 
79122BO33O 
791228O326 

7912230332 
7V123BD34O 
7912280353 
79122BOO&7 
79132303711 

T9122OO388 
79122BO399 
7912200415 
7V122BO433 


50-275 
50-2Q9 
5D-363 
5D-2BO 

CflO 


OBC 

FDR   MISC 
50-2Q9         H 
50-330         If 
5O-3BO         H 


7912200452 
7912200457 

79122B04&0 
79132B0462 
79I22SO4£S 

7912200472 
7912200476 
791228O4B1 
79IB2B04B4 
7912280510 

79122BO5I6 

7912260534 
79122BO543 
7912280553 
7913190526 

7912190530 
79121  9O53A 
7913190530 
79121  9054O 
7912200603 

79J331O322 
79121  90019 
7912210438 
791221O441* 
7913260347 

791K260350" 

791226O351" 

7912200634 

79122B01Z6 

7912270012 

7912270O6B 
79122SOMX) 
7912200061 
791228O62O 
791231O171 


5O-32O 
5Q-32O 
SO-32O 
5O-33O 
5O-32O 

SO-32O 
50-32O 
5O-32O 
50-32O 
5O-32O 

5O-32O 
50-32O 
5O-33O 
50-32O 
5O-32O 

5O-32O 
SO-32O 

so-3ao 

5O-32O 
5O-320 


5O-330  H 

5O-32O  H 

50-320  H 

5O-32O  H 

50-320  H 

50-320  H 

5O-32O  H 

5O-32O  II 

5O-32O  H 
MJREC 

5O-3II         fl 

pen  msc 
PDR  msc 
PDH  mac 

5O-S68         II 

PDA   HI&C 
50-56B         H 
5O-155         C 
50-155         C 
5O-373         C 


5O-373  C 

SO-373  Q 

5O-3O2  H 
WJBEfl 

5XH344  H 


5O-244 
5O-275 
50-3M 
1OCFB 


ACCESSIHN 

SUBJECT 

AUTHOR 

MUKEER 

CATEGORY 

DENT  ON,  H.  R. 

T?  t2310OO2 

5O-2O6        C 

DEIfTCIMrH.fi. 

791231OOO4> 

5O-2OA        C 

DEHTDN.H.fl. 

7912310240 

50-32O        H 

DEHTOM,  H.  It. 

791228O634 

5O-317        P 

DEPOI  X.  V.  P. 

79I2O3OO75 

UPCHTLIC 

DERIWEH.  II.  D. 

7  "71212001  3 

RECCD 

Denm-EH.  u.  D. 

791221OOA5 

HECCD 

DEUHWEJlftM,  C. 

7912O6OL66 

PRDJ 

DEVI  HE.  J-F. 

7912190791 

5O-HOA        P 

DEV1NE.J.  F. 

79121404  33« 

RES 

DEV1ME.J.C. 

791S04OI04 

50-33O        P 

DEVINCENTIS.  J. 

7912O50Q70* 

SO-  443        O 

DEVIHCENTI5.  J. 

7912130513 

50-443      a 

DEUIHCENTIS.  J- 

7913140231 

SO-443        A 

OEVI  MENTIS.  J- 

7913130464 

SO-  443        S 

DEVIMCEMTIS.J- 

79121E048& 

5O-443        B 

DEVllfCEMTlS.  J, 

791314  O363 

5O-443        S 

DEVLIN,  J.  H. 

79122OO552 

5O-334         S 

DEVLIN.  J-  H. 

791B3OQ575 

50-247        S 

1X.Vt.lH,  J.  H. 

7912200567 

5O-334        S 

DEVLIN,  J.  II. 

79122OO490 

50-247        S 

DEVLIH,  J.  II. 

7912200414 

5O-247        B 

DEVLIN,  J.  H. 

79122OOO73 

5O-247        S 

DEVLIN.  J. 

79I2180O41 

50-213        S 

DEVLIN.  J.  H. 

7912O4O12I9» 

5O-3M        0 

DEVLIN,  J.U. 

7912  UK121  S* 

5O-220        Q 

DEVLIN,  J.  H. 

7913060664  » 

SO-2B9        0 

DEVLIN.  J. 

79122tl047fl» 

50-39           Q 

DEVLIN,  j.  a. 

791226QI19* 

SO-277        Q 

DEVLIN.  J.  a 

79I2O5O262* 

5O-293        O 

DEVLIN.  J.  U. 

7912O3OOB6> 

5O-1B4        Q 

DEVLIN.  J. 

7912Q7OD91* 

7O-2756 

DEVLIN-  J.  H. 

79121OOOS7* 

7O-E32O 

DEVLIN^  J.  U 

79J22A007I* 

7O-E143 

DEUEY.  L-  S. 

791311O34S 

50-2SO        M 

DEUITT.R.D. 

7912O6O535* 

5O-2S5        E 

DIAZ.H.J. 

7912210056" 

5O-O3           Q 

DICA*F- 

79122QO293t 

S-B-32O        H 

DICKEBEO*J,  KU- 

7913  f  202231 

5O-267        0 

DIDESCH.T   E- 

791331050  l« 

5O-355        P 

D1ECKAHP.  H. 

79I23BO477 

SO-2Q9        T 

DIETZ.  D.  R. 

7912O5OOO2 

MUREO 

DIBCS.  R.  M. 

7912130177 

5O-445        ft 

Dices.  R.  H 

7912190510 

SQ-36A        P 

DIOCS.  R.  Ft 

791319O164 

50-321         P 

TJICCS,  H.M 

79122IQO61B 

50-25O        F 

OIOGS.R.M. 

79122OO&3a 

5O-261         P 

D1GCS.R.H. 

79132OOO94 

5O-3O2        F 

nrccs,  R.  n. 

79122OO672 

5O-H54        F 

DIGKAN,  T.  B. 

7912170053 

5O-3O9        0 

DICHAH.  T.  0. 

79121OOOSa 

5Q-309        C 

DlfiftAH,  T.  C. 

7912170053 

50-309        G 

DIGNAN,  T.  O. 

79121QOO23 

5O-309        0 

DirECLIOrA.F 

7913130522 

5O-193        B 

DIMECL1B.A-F. 

79121305,11 

SO-  19.3        B 

BIhE«,IO,A.F. 

7912I9O59O 

5O-193        S 

DIPIAZIArR-P. 

79131B0304 

71-5395 

BIP1A2ZA.R-P. 

79122UOO23 

7O-1143 

DIHCK8,  II.  J. 

79I2150D44B 

PDR   WISC 

DIRCKS,  M.  J. 

7912a702O6a 

FD1A 

DIHCKS,  U.J. 

7912O7O1B6* 

FDIA 

DIRCKS.  U.  J. 

79121BOSOO 

State   Prat 

DIRCKS,  M.  J. 

79122OOO87 

SECY 

DIRCKS.  U.  J. 

7912280033 

71-W.9H 

DISE.  D.  P. 

7912040  462 

5O-B3O        P 

DISC.  D.  P. 

7913O4O277 

50-320        Q 

DIBE.  D.  P. 

7912O4O4&9 

5G-220        P 

DIBE.  D.  P. 

7913050492 

5O-220        P 

DISE.  D.  P. 

79I2O4O315 

SO-22O        P 

DIBE.  D.  P. 

7912040346 

5O-22O        P 

DIBE.  D.  P- 

79121DO547 

5O-22O        P 

DIBE,  D.  P. 

7912100539 

5O-22O        F 

DIBE.  O.  P- 

791SaiO377 

SO-32O        P 

DIEE,  D.  P- 

791227KJ79 

5O-220        P 

DIBTEFANO.  J. 

79iaJ3O4SO 

PR 

DOAN.P.  F. 

791331045O» 

5O-29B        H 

DDAK,  P.  F. 

79123  1O444* 

SO~290        S 

DODD.  C.  V. 

7912140206 

NWEC 

DODOS,  R.T. 

7713I9O74S 

SO-460        S 

DODDS.R..T. 

79121  1O493* 

5O-5OB        O 

DODDS,  R.  T. 

79121  3O723* 

50-3A1         Q 

Donna.  R.  T. 

79121  2O5OS* 

5O-5OO        0 

DODOS,  H.  T. 

7912O&OO35* 

SO-361         Q 

DODOS.  R-  T. 

79120600471 

5O-5H8        « 

DODDS.R-T. 

7913O60OA5» 

sa-275      a 

AUTHOR 

ACCESSION             SUBJECT 
NUMBER                   CATE60RY 

DQGETT.  9.  A. 
L05ETT,  S.  A. 
DOCCETT.  B.  A. 
KKCETT,  B,  ft. 
DOCCETT,  S.  A. 

7912310168           3O-4&6.         6 
7912310168           5O-46&         0 
7912380631          50-466        0 
791331017O*         30-44i         0 
7912310170*        50-446         0 

EOCGETT,  S.  A. 
DOMETT,  9.  A. 
DDGOETT,  3.  A. 
DOCCETT.  S.  A. 
KKSETT,  S.  A. 

7913310)83*        30-46*         O 
79123B063  1           5O-4&6         D 
7913310170*        5O-46&         0 
791231017B*        50-46A         0 
7913310183*         50-4&6         0 

IXDERTV,  J.  F. 
DOtCHTY,  J.  F. 
DOHESTY.  J.  F. 
tXttffZRTY,  P.  J. 
MILAN,  J.  E. 

7912130054           50-466         0 
7912170001           50-466         0 
7913170003           50-46&         0 
7913190601*        TOPflEP 
7912170018           50-31:5         P 

OCCAM,  J.E. 
DOLAN.  J.E. 
DOLAN,  J.E. 
DOLAM,  J.  E. 
DOLAH,  J.  E. 

7912040254           30-316         P 
7913040104          50-316        P 
791220003&           50-315         Q 
791211030B           5O-315         P 
7912110312           50-313         p 

DOLAM,  J.E. 
DOLAN,  J.E- 
DOLAM.  J.E. 
DOLAH,  J.  E. 
DOLAN.  J.  E. 

7913130404           50-319         p 
7912180390           30-313         P 
791H1B0436          50-316.        p 
7912190560           5O-319         p 
7913270431           5O-315         p 

DOLANj  J.  E, 
DOLAN.  J.  E. 
DOLAN.  J.E. 
DOLAN.  J.  E. 
DGLAN.J.E. 

7912200509         50-316        P 
7913270253           SO-313         P 
7912070107           50-313         0 
7912200687           30-3  13         Q 
79130404B9           50-315         P 

DOLAM.  J.E. 
DCLAM,  J.  E. 
DONAHUE,  J.  F. 
DONAHUE.  J.  F. 
DONAHUE.  J.  F. 

7913040257          90-315        P 
7912270604           50-315         1 
7912030105          SO-4&1         B 
79121B0045          50-398        B 
7912130068           50-1O            S 

DONAHUE,  J.  F. 
DONAHUE.  J.  F. 
DONALDSON,  D. 
DQNAT.  T.  J. 
COHAT.  T.  J. 

7913170166          50-10           B 
791H1BQ027          90-440        S 
7912130158B        50-57           G> 
791303006S*        50-337         Q 
7912070103*        50-395         U 

DOHAT.  T.  J. 
WHAT.  T.  J. 
DONAT,  T.  J. 
DONNELL.  J.  n. 
DOPBOVIC.D.A. 

79121B0134*        50-327         a 
7912310313*        30-39Q         Q 
79133B0174*       50-3i9        O 
7912310403          71-AiTS 
7912100307           50-443         H 

DOflHAN,  R.  H. 
DGRMAN,  R.  W. 
DQUCHEHTY.  J.  B. 
DOUWERTV.J.B. 
DOUOHEHTY.  J.  8. 

7912370156"        50-313         P 
79122701&1*        50-31  3         P 
7912120197*        50-33O         6 
791  3  130174*       50-338        O 
791212017B*       30-33O        0 

DQUCHEHTY,  J.  B. 
DOUGHERTY,  J.  B. 
DOUttEHTV.  J.  B. 
BOUWeHTY.  D.  J. 
DOUOLA5,n.I_ 

79121S01B4*        50-338         O 
7912  1201  B9»       50-330        Q 
79131B0374           FOIA 
7912t70420»        CONTRACT 
7913190325*       HASTE  HOT 

DOU6LAS-.  R.  L. 
WKWLAS.  R.  P. 
DOYLE,  tt.fi. 
DOYLE,  H.  H. 
DOYLE,  M.H. 

7912390303*        HASTE   MOT 
7912190092*        SO-272         O 
7913030MB         PROJ 
7912100477           PRDJ 
7912I40OO9           PflOJ 

DOYLE.  M.  M. 
DOYLE,  H.  H. 
DQVLE.  H.  H. 
DOYLE.  H.  M, 
COYLE,  M.  It 

7912I4002Q*       PROJ 
7912030118          PKQJ 
7912100469           PBOJ 
7912100477           PflOJ 
7912140009           PfiDJ 

BOYLE.  M.  M. 

nRACQNETTE,  K.  s. 

DflACOMErTE,K.3. 
tWACOKETTE.  K.  8. 
EJMeDHETTE,  K.  B. 

7912140020*        PROJ 
79121.40119*       27-47 
7913140114          27-47 
7912310259*        27-4H 
7913310349          27-48 

WAGONETTE,  K.S. 
UfiAKE.  J.  H. 
DflEESEH.  D.  R. 
mOKERICK.  A.  H. 
DROfl£RICK.A.M. 

7912310271         '27-48 
791S2I0136*        50-2O&        Q 
79121120120          PflOJ 
791BOA01B6           50-339         A 
79I21O0212          50-339        A 

DaOWRlCK.A.W. 
DROHERICX.  A-  H. 
&ROHERICK.A.W. 
DHOHERKK.A.  H. 
BBUWHO'ahL, 

7912110289          30-339        A 
7912180071          50-311        A 
7912140046          30-339        A 
7918270007          30-339        A 
791228032Q*        30-320        H 

DHYES.R.L. 
DU8INSK1.L. 
DUBHY.N.E. 
DUCKWMTH,J.P. 
DUEHH.  H.  F. 

7913280679          FOIA 
7912210433"       FDIA 
7915040016*       70-925 
79120&0313*        50-2O1         Q 
7912190376           30-336         P 

ACCESSION              SUBJECT 

AUTHOR 

NUMBER                   CATEGORY 

DUFF,  J.  B. 

7712180577            5O-223        J 

DUFFEY,  T.  A. 

7912140526*         RES 

DUFFY.  J.  P. 

7911190354*        NUflEO 

DUttaLETOM.  D, 

79122B03B9*         5O-320        H 

DUKQAfi.  J. 

791SS70265*         3O-337        B 

DUNCAN.  H. 

7913170773          30-438       C 

DUNCAN.K. 

7913190777            5O-3U7        C 

DUNCAN.K. 

7912200109            50-361         C 

DUHCAN.M. 

791  3370061           9O-399       C 

DUKCAN.H. 

7912270065            50-397        C 

DUNCAN.H. 

7912270081            50-98O        C 

DUNCAN.  H. 

7912200090            30-522        C 

DUNCAN,  H. 

79  1  2300  1  04            50-323        C 

DUNCAN,  H. 

7912200636            50-394        C 

DUNN,  N.  M. 

7913200116            71-9t 

DUNN,  C.N. 

7912D401  05*         BO-334         Q 

OUWJ,  C,  N. 

7912060203*         30-334        0 

DUNN,  C.  N. 

7912170164           50-334        Q 

Dlft4H.  C.  N. 

7912100224*        50-334       Q 

IMJWJ.  C.  N. 

79laO402B9          50-334       P 

DUW,  C.  N. 

79113040379            50-334        P 

DUNN,  C.  N. 

7718050465          50-334       P 

DUMH,  C.  N. 

791S1OD3OS          50-334        P 

DUNN,  C.  N. 

791H1S0313          50-334       Q 

DUNN.  C.  N. 

791328DOO2          50-334        0 

DUNN,  C.N. 

79121803A2            50-334        R 

DUNN.  C.  N. 

7912270334          50-334       P 

DUNJJ,  C.  N. 

791  3270456            50-334         P 

DLRW,  C.  H. 

7913270370          90-334        P 

DUNK,  D.  R. 

79ia0500O3          NUHEO 

DUNNINO.&.  E. 

7913110442          NUHEQ 

DUPflEE.  B.  A. 

7912140326*        REB 

DURR,  J.  P. 

791ZOfi0026»        30-317        0 

DUTTOM,D. 
DYHC2AK.  Z.  M. 

7912170301            30-424         8 
7913040491           50-406        A 

DYER,  J.  A. 

7913180326           30-290        S 

DYER,  J.  A. 

79I31S0391            30-333         B 

DYER.  J.  A. 

791SQ60353          30-270        8 

DYER,  J.  A. 

7912Q701O3          30-2B7        B 

DYER.  J. 

7913070020          30-340        B 

DYER,  J.  A. 

7912050049*        30-302        Q 

DYER.  J.  A. 

791216O194*         90-337         Q 

DYER,  J.  A. 

7912280174*        50-3A9        0 

EADIEr  O.  0. 

79iaOi03i8          WASTE  MOT 

EAlMEf  C.  0. 

7913140121*        HASTE  MOT 

EADIE.  0.  0. 

7912380210*        HASTE  HOT 

EADIE,  O. 

7913140102          HASTE  MOT 

EADIE.  B. 

7912190104          HASTE  HOT 

EADIE,  C. 

791H2B0192*        HASTE  MOT 

EADIE,  O.  0. 

79132B0169*        HABTE  MflT 

EADI  E,  O.  0. 

7913280133          HABTE  MflT 

EADIE,  D.  0. 

79122BOI39*        HABTE  MOT 

EARLY  iH.  P. 

79123IOOBS          NUfiEO 

EARLY,  P.  J. 

791303016B           30-333         P 

EARLY.  P.  J, 

79120301S1            30-286         F 

EAHLYj  P.  J. 

7912040200          50-286        P 

EARLYj  P.  J. 

791RQ6QS28*        3O-2B6        P 

EAULY.  P.  J. 

791BO60336          50-286        P 

EARLV,  P.  J. 

791210O31&          30-333        Q 

EARLY.  A.  E. 

791S13O291*        50-3            p 

EARLV,  P.  J. 

791H070397          50-2O6        P 

EAflLYiP.  J. 

791213Q421           50-333        p 

EARLY.  P.  J. 
EARLY.  P.  J. 
EARLY,  P.  J. 

791312O4S7          BO-333        P 
7913130543          SO-333        P 
7912130547*        50-333        P 

EARLY,  P.  J. 

791B170296          50-2H6        P 

EARLY,  P.  J. 

79121BO543          SO-SB6        p 

EAULY.  P.  J. 

7?iai30S71           50-2B6        P 

EAULY.  P.  J. 
EARLY,  P.  J. 

791219D418          BO-2BA        H 
7912190513          30-23A        H 

EARLY,  P.  J. 

7912190S72          SO-2B6        P 

EARLY,  P.  J. 

7912300804          30-286        H 

EARLY,  P.  J. 

7912270303          50-256        p 

EARLY.  P.  J. 

7913270313          3O-2B6        P 

EARLY,  P.  J. 

7912270333          M-2B6        P 

EARLY,  P.  J. 

7912270447»        3O-286        P 

EAJILV*  P.  J. 
EASLV.P.  J. 

7912270353          SO-2B6        P 
7912380612          SO-2B6        P 

EAST.  D. 

7912120366          PROJ 

EATON.  R.O. 

791219O&71*        50-219        P 

EBEHaOLE.J.C. 
EBERSDLE.  0. 

7912140308          ACRB 
791SB10331          ACRS 

EBNGTEfl.  S.  D. 
EBMETER.S.D. 
EHNETER.  S.  D. 

7912Oi0644*        5C-2B9        Q 
791S3S0301-        30-320        d 
7912OSOOO4B       5O-2B&        & 

ACCESSION            SUBJECT 

AUTHOR 

NUMBER                   CATEWJHY 

ECHQDOM,  U,  B. 

7912300O29*         71-63S1 

ECKHAHDT,  J.  H. 

771206O047*        30-323       a 

ECONOHOa,  N. 

7912110214*        3O-3B9       a 

ECONOHOB.N. 

7912030638*        3O-4DO      0 

ECDNOKOS.  N. 

7912310387*        30-438      0 

EDDLEHAN.M. 

7912120224           30-400        B 

EDUARDS,  D.  R. 

7912040267          SO-123       p 

EDUARDS,  D.  R. 

7912200364          SO-123      F 

EDWARDS,  D.  R. 

7913200433          5O-123       p 

EDWARDS,  D.  H. 

79121B0470          90-309       P 

EHERTfl,  R.  F. 

7913180469*        30-317       S 

EHLER8.R.J. 
EWENSPEROER.  W. 
EHRENSPERQER.M. 
EHRENBPEROB1,  H. 

7912200011*        71-iMl 
7913100139          50-311       H 
7912040449          30-42*       A 
79133103440        5O-4M       B 

EHRENSPEROER,  U. 

7913140336          5O-424       A 

EHRENSPEROER,  H. 
EHRENSPDtOER,  U. 

7912210340          50-424       B 
79133B04B3          50-424       A 

EIDEH.M,  E. 

791211036&*        go-Mi       a 

EIKUH.R.  L. 

7912060032          PRQJ 

EILPEBIN.B.  F. 

79132B0439*        50-320       « 

ElfiENHMJER,  C. 

791KO40109          90-330       t 

EIEEN8TAT,  B.  E. 

7912180333*       PDR  mec 

EIBQ«UT,D.O. 

7913130017*        3XJ-303       U 

EI8ENHUT,  D.  Q. 

7912190031           DfiO 

EIBENHUT,  D.  0. 

7912100171           90-380       P 

EISENHUT,  D.  O. 

7913310218          ORB 

EIBENHUT,  D.  0. 
EIBENHUT,  D.  0. 

7912270077*       CQHHIBBIDN 
7911090248*       3O-3           P 

EIBENHUT,  D.  O. 

7912070O3B»        50-379       A" 

EIBENHUT.D.  0. 

7912100031*        5X1-386       P 

EIBENHUT,  D.  0. 

7912120097          Pfifl  MIBC 

EISENHUT.  D.  0. 
EIBENHUT,  D.  0. 

7912170384*       87-47 
7913100169          90-3           p 

EIBENHUT.D.  0. 

7913110332          TDPHEP 

EIBENHUT.  D.  0. 

7912200063          50-306       P 

EI9ENHUT.  D.  0. 

7913030100          PDR  HIBC 

EIBEKHUT.D.  0. 

79121B0219          OHO 

EISENHUT,  D.  0. 

7913170361          30-247       F 

EIBENHUT.  D.  O. 

7912200697          TOPflEP 

EIBENHUT.  D.  0. 

79121B0126          50-339       Q 

EIBENHUT.  D.  C. 

7913190784          3O-2S7       B 

EIBENHUT.  D.  a. 

7913200123          SO-3            F 

EIBENHUT,  D.  B. 

7913210115          50-286       P 

EIBENHUT.  D.  0. 

791H1B06A2          REOOD 

EIBENHUT.  D.  B. 

7912360333          PDR  HIBC 

EIBENHUT.  D.  O. 

7912190J264          3D-312       p 

EISENHUT.  D.  8. 
EIBEHHUT,  D.  0. 

7912190776          50-349       P 
7912170084          5O-29         f 

EIBENHUT,  D.  0. 

7913190033"        50-373       H 

EL-ABtBY.  H.  T. 

79132B0607          SO-310       A 

ELIABOH.  L.  R. 

791B270444          3O-2A3       B 

ELK  INS,  fi.  Q. 

79131B0136*       FOIA 

ELLENHECKER,  K. 

7912140317*       RES 

ELLEHBHAH,  L.  E. 

791210041S*        OA999 

ELLISON.  C. 

7913030107          90-313       0 

ELLISON,  C. 

79120301  12*        30-313       0 

ELLISON,  C. 

7913030117*        30-313       0 

ELLISON,  C. 

7912140034          30-312       0 

ELLI8CM,  C. 

7913170003          30-3M       0 

ELL  ISDN,  C. 

791B130S49          PH 

ELLISON,  C, 

7913130332"       PR 

ELROD,  B.  A. 

7913210043          30-SflO       S 

EHPSON,  F.  «. 

7912tl041A          70-1308 

ENDUES,  11.  H.  R. 

7913170359          RES 

EMOELDER,  T.  C. 

791B100038*        70-C24 

ENfiEL.  R.  E. 

791213053B          TOPREP 

ENOEL,  R.  E. 

79122B0947          TOPREP 

ENCELKEN,  R.  H. 

79132703B1          3O-204       & 

ENOELHARDT.  T.  F. 

7912190000          3Q-27S       H 

ENQELKEN,  R.  H. 

79123SQA67D        87-10 

ENBELKEH,  R.  H. 

7913120903          3O-3CB       0 

ENOELKEN,  R.  H. 

7912100271          50-928       0 

ENOELKEN,  R.  H. 

7913100373          90-133       0 

ENOELKEN,  R.  H, 

7912100278          30-344       O 

EM&ELKEN.  R.  H. 

79121002BO          30-2M       0 

ENOELKEN,  R.  H. 

79131O03B3          9O-313       0 

ENOELKEN,  H.  H. 

79121002B3          50-397       fl 

ENOELKEN,  R.  H. 

791311030B          90-52S       0 

ENDELKCN,  R.  H. 

7912110510          30-133       0 

ENOELKEN,  R.  H. 

7912110317          SO-aOi       0 

ENOELKEN,  R.  H. 

7913110319          90-3112       d 

ENQELKEN,  R.  H. 

7912110932          90-397       0 

ENflELKEN.  R.  H. 

7912130449          90-397       A 

ENOELKEN,  R.  H. 

7913070016          30-529       G 

386 


ACCESSION 

SUBJECT 

—  ftmvR 

.      NUMBER 

CATEGORY 

BtaeUtEHrR.H. 

7913070018 

30-344 

Q 

EMCCLKEN>R.H. 

7913070022 

30-133 

a 

DWO-KEN.  R.H. 

7912070023 

90-206 

a 

EHOELKEN.R.H. 

791307002B 

30-312 

a 

EHOELKEN.  R.H. 

7912070031 

50-397 

a 

EHQELXEN.R.H. 

7913110366 

50-328 

a 

E3MCUIEH.  R.H. 

79121102AB 

80-133 

a 

EMO&LXEN.R.H. 

7913110369 

30-344 

a 

EWQCLKEN.  R.H. 

7912110272 

30-806 

a 

:    EWCELKEN.  R.H. 

7913110373 

3O-312 

a 

EHCClLKEH.  R.H. 

79  121  10374 

30-397 

a 

J3WCLXEN'  R.  H. 

7913110492 

30-328 

a 

EMOELJLEM.  R.H. 

791  31  10494 

90-133 

Q 

OWG-REH.  R.  H. 

7913110493 

50-344 

a 

EHOeUHEH,  R.  tL 

79121  1049& 

HO-306 

a 

EJWELHEH.fi.  H. 

7912110499 

30-313 

o 

E«eUUEM,fl.  H. 

7912110500 

30-397 

Q 

tMOBLKCH.fl.  H. 

7912190118 

90-539 

Q 

.    EM9ELK£M,iR.  H. 

7912190121 

30-275 

a 

1   CMQEUKEH.*.  R 

7912190143 

30-133 

0 

I   O*fifiLh£M,R.  H. 

7912190147 

BO-344 

0 

OMO-KEH.H.H. 

7912190131 

50-312 

o 

*  QeSeUW*.H.H. 

7912190133 

90-206 

a 

f   EHOO_KEN,n.H, 

7913190136 

30-361 

a 

|   CM9CLHEN.R.H. 

7912190161 

30-397 

0 

i 

i    EMOCUlENiR.H. 

7913200139 

50-312 

o 

i    EMBGLKEH.R.H. 

7912310260 

3O-S28 

o 

:    EMOCLKEH.H.H. 

791331026? 

SO-133 

a 

EWE1JUEH.  R.  H. 

7912310272 

90-344 

Q 

EMOEUIEH.  R.  H. 

7912310273 

50-2D& 

a 

i    ENCO.KEM.R.  H. 

7912310277 

30-318 

Q 

<    EHQELACR.R.H. 

7912310279 

30-377 

a 

I   EXOCLKEH,R.  H. 

•    7912200229 

3O-3SB 

o 

EMOEL«£N.lt.  H. 

7912200236 

30-133 

a 

EMQCLJtm  H.  hi. 

7913200237 

3O-273 

a 

EMOCUtEH..  R.  H. 

7912200240 

30-344 

Q 

EMOCLKEH4  R.  K. 

7913200244 

30-206 

a 

EHHBLKEH,  R.  If. 

7913S00247 

30-361 

Q 

fMQCLK£N.  R.  H. 

7912200348 

30-312 

Q 

CNOCLKEN.  R.  H. 

7913300292 

BO-397 

Q 

EMOEL11EM.  R.  H. 

7913280395 

SO-32B 

a 

EMOCLKEN.  R.  K. 

7913260417 

30-133 

0 

EMeELKEH.  R.  H. 

79132B0623 

50-344 

0 

ENOCUKEM.  R.  H. 

7912280625 

30-206 

a 

EKSEUCEM,  R,  It. 

7912S90626 

90-397 

a 

OttELXEN.  R.  H. 

79122B0911 

30-508 

E 

OttELKEM.R.  H. 

7913280636 

30-397 

S 

EHeLEiL. 

7912140134 

30-338 

P 

EH9UE.L, 

79132QCM7 

90-338 

P 

!   EJ4ZIKMA.R.8-, 

791  22701  36» 

30-313 

P 

EMZ]rWA>R.B. 

771  32701  61  « 

30-313 

P 

EM.C.H. 

7912310113* 

3O-2B1 

a 

EXB.C.H. 

791905001  I* 

90-440 

a 

E3U,O.H. 

7912030023* 

80-341 

a 

EHteHBOM,  P.  B. 

79i3ijjoaao 

5O-S03 

p 

EHICKBCM.?.  B. 

7913060360 

5O-2B3 

p 

EatCHBOK.fi.  A. 

7912070ai8» 

F01A 

£flrCHBON,3.  A 

79120703149 

FOIA 

£RMHT,T. 

793  2180473* 

30-273 

u 

espaaiTOtfi. 

791231030Bi 

8O-253 

p 

CS&IC.T.  H. 

7912O7O135 

3O-2B& 

B 

tsaio,T.K 

7912ai009fl« 

30-266 

a 

EBBIHBTOH.E.  H. 

7912140123 

NUHEO 

EBeunH»«.A. 

79122003B1 

7QPREP 

EBTEnDtflTZ.R- 

7912.110073 

50-3 

0 

EBTEBr  J. 

7913130478 

SO-26A 

H 

-  tSTESW. 

7912140930 

3O-K6A     . 

0 

ear  ILL.  D.D. 

79ianoni* 

QA799 

ETHER  1  NOTCH.  H. 

7918140200 

Acns 

ETHER  INC  TON.  H. 

7912140211 

ACRB 

EVEBCTT.R.J. 

7910310039 

I  IE 

.  EVERETT,  F.J. 

79123i0077 

Ifcc 

EVERETT.  R.J. 

7912180111 

IbE 

EWtETTift.iJ. 

7912030328* 

30-382 

Q 

EVERETT.  A,  J. 

7912030229 

4O-3433 

tVEHerr.fi,  J, 

.     7913200265 

40-2259 

EMALO.  B.  C. 

7912210191* 

30-43 

o 

EUIMM.J. 

7912210033 

30-320 

H 

EalHOrT.  N- 

79131BOSA7* 

90-996 

A 

CUUWrT.  K.     • 

7912100339 

90-956 

A 

EYED,  J.  A. 

7912170031* 

5O-946 

A 

CVED.  J.  A. 

7912210364ft 

90-046 

0 

EYED,  J.  A. 

791&2103AO 

30-346 

0 

FAHttefl.U.  J- 

7913120382 

90-341 

B 

FAHRMER.W.J. 

7918120437 

30-341 

B 

ACCEBBIOH 

SUBJECT 

AUTHOR 

NUMBER 

•CATEGORY 

FA1HT1LE.M.  B. 

7BO919O330 

30-369 

J 

FALK,  K.  H. 

7912030091 

5O-2&6 

B 

FALH,  K.  M. 

7912100470 

90-Z66 

O 

FALK.  K.  M. 

7912100473* 

BO-3&6 

O 

FALK,  K.  H- 

7912190S34 

30-264 

Q 

FAHOM,  R.  B. 

7912140167 

3O-244 

H 

FARRAR,  M. 

791220OA01 

SO  -389 

T 

FARRAH.  M. 

7912300il3 

80-389 

T 

FARRAR,  H. 

79122OOA3& 

30-389 

T 

FARRAR,  H. 

79122005B7 

SO-389 

T 

FAULKENflEflRY,  B. 

79120AOSOi 

SO-206 

B 

FAULKEK9ERRV,  B. 

79120502BQ» 

9O-312 

a 

FAUJIENBEBRY,  B. 

791207019fit 

30-09 

a 

FAULKENBERRy.B. 

791203009fi» 

30-206 

a 

FAV.C.H. 

7913310139 

SO-366 

a 

FAV.C.H. 

7913050474 

50-266 

p 

FAV.C.H. 

7912030171 

3O-2fc6 

p 

FAV.C.H. 

7912070412 

90-366 

s 

FAV.C.  U. 

791Z070416» 

3O-2&6 

s 

FAV.C.M. 

7912070427 

30  -at  6 

8 

FAV.C.  M. 

791  2070433  » 

3O-2ii 

8 

FAV.C.  U. 

791WQ0027 

S0-Sbt> 

a 

FAY.  C.  H. 

79121  302?  S 

SO-26£ 

F 

FAV.C.H. 

7912U0369 

30-366 

P 

FAY.O,  U. 

791S1B0978 

SO-S66 

P 

FAY.  C.  U. 

791S7B0630 

9O-S66 

a 

FAY,  C.  H. 

79I219054S 

3O-266 

p 

FAV,  C.  VJ. 

7913210143 

so-afA 

p 

FAV.  C.  U. 

7912270300 

SQ-Shf, 

f 

FAV.  C.  H. 

791S270209 

50-266 

p 

FAY,  C.  H. 

79132:70430 

90-266 

p 

FAY,  C.  H. 

7913270495 

50-Stfc 

F 

FAY,  C.  H. 

7912380390 

90-266 

P 

FAY,  C.  H. 

7918270191 

50-266 

F 

FEOEYKO.  J.  K. 

791  23603  IB 

HEBCO 

FE£rW.  F. 

7912170244 

50-213 

Q 

FFE,  M.  F. 

7912180B4B 

90-213 

P 

FEE,W.  F. 

7912170294 

30-213 

P 

FEErH.  F. 

79131Q0476 

90-213 

P 

FEE,H.  F. 

7913140237 

30-423 

A 

FEIF-ft  ABEND.  C.  D. 

791KO  50406« 

oo-aoa 

0 

FELERABENt).  C.  Q. 

791S2  10074* 

30-233 

a 

FEIL.R, 

79120900104 

30-333 

0 

FEIL.H. 

791B2001A7* 

3O-247 

a 

FELDHAN.  J.  H. 

7912190002 

30-3  M 

0 

FELDMAN,  J,  II. 

7913130033 

5C-3&B 

c 

FEI.DNAM,  R.  H. 

7912170011 

NUflEO 

FELT,R. 

79133603559 

50-373 

0 

FELTON.  J.  M. 

7903340190 

FOIA 

FELTDN,  J.  H. 

79121S0134 

PRM 

FELTON-  J.  H. 

791E070161 

FD1A 

FELTON.  J.  M. 

791D17041B 

FCIIA 

FEWER,  E.  H. 

791H  100303 

50-57 

o 

FEROUBOM,  R.  L. 

7912130134* 

PRDJ 

FEfiOUBOM,  R.L. 

7913170293 

50-2&1 

F 

FEROUEON,  R.L. 

7913170129 

TOPREP 

FERGUSON,  R, 

7913160113 

PW  nine. 

FEBOUBOH,  R-L. 

791S31018B 

TOPHCP 

FEJ1HY.J.  L. 

79133B042S 

MUflEO 

FICKIEfB.  n.  H. 

7913130039 

HUflEO 

FIELDS.  H. 

7913120432 

SO-13S 

a 

FUTLDB,  II. 

7913310493 

90-135 

B 

FIHDLEY.  D.  E. 

7712120)63 

FOIA 

FirJDLEY.  D.  E. 

7913130141 

FOIA 

FIKFROCR.I.R. 

7913160401 

SC-363 

0 

FIKFROCK.    .H. 

7911200395 

3C-319 

p 

F  UNFROCK.    .  R. 

7912040504 

SO-S19 

p 

FIKFHCCK-    .R. 

7912070327 

50-219 

e 

FINFAOCK,    .R. 

791211O2tO 

30-219 

p 

PJKFflDCK.    .R. 

7913140209 

BO-219 

p 

FINFHDCK.    .H. 

7913190631 

50-K19 

p 

F1NFRDCK.     .  fi. 

7913140*17 

SQ-219 

p 

FINFflDCK,    .n. 

791214M19* 

BO-219 

p 

FIKFHDCK.    .  R. 

791H190S&4 

30-219 

p 

FIf4FROCK.     .R. 

7912270384 

SO-B19 

p 

FINKKL.A. 

791206  0231  a 

90-334 

Q 

FIWEL.A.E. 

7913300«7« 

50-4  1O 

Q 

FIDfIELLI.0. 

791217OOS9 

30-329 

8 

FICWELLI,  0. 

7913310047 

30-346 

B 

FICBELLI,  0. 

791R31OO33 

30-440 

B 

F1DRELLI.O. 

771230O007 

50-44O 

8 

FIOttELLI.C. 

7913180376 

30-403 

8 

FIORELLI^O. 

7912070033 

5O-4B3 

8 

FIOttELLI.9, 

7912300442 

30-34* 

S 

FKORELLI.  C. 

7912170416 

30-339 

8 

AUTHOfl 

ACCEBBIDN 
MUMDEJ1 

EUDJECT 

CATEGORY 

F10RELH.O. 

7912160366 

3O-295 

B 

FIORELLI.O. 

7913310122 

3O-440 

S 

FIDRELL1.0. 

79120S0006 

30-440 

Q 

FIORELLI.O. 

7918030260 

SO-329 

Q 

FIORELLI.O. 

7913030249 

30-339 

Q 

FIORELLI.O. 

7912050016 

90-341 

Q 

FIQRELLI.O. 

791SOB0043 

5O-44O 

0 

FIORELLI.O. 

7918130131 

30-546 

0 

FIORELLI.O. 

7913060043 

30-436 

a 

FIOH£LLI.O. 

791H03053B 

30-454 

a 

FIORELLI.O. 

7  7121  10261 

50-&4£i 

a 

FIOftELLI.O. 

7912O701  33 

30-373 

a 

FIOfiELLI.O, 

7712360129 

SO-339 

Q 

FIDflELLl.O. 

791213M64 

30-331 

Q 

FIORELLIiO. 

791S1B0333 

30-373 

Q 

FIDRELLI.O. 

7713100234 

30-293 

a 

FIDRELLI.O. 

791320&1Q9 

30-263 

a 

FIDRELLI.O. 

7913200577 

50-434 

0 

FIDRELLI.O. 

7713210O2B 

30-483 

a 

FIDRELLI.O. 

791326OOQ7 

50-461 

a 

FIORELLI.O. 

7912130418 

50-329 

B 

FIDRELLI.O. 

7913170105 

50-329  - 

5 

FIORELLI.O. 

7713360167 

30-367 

Q 

FIDRELLI.fi. 

7912260148 

50-346 

Q 

FIORELLI.O. 

7712050410 

50-346 

•a 

FIORELLI.O. 

7712050290 

50-3  4  4 

a 

FIORELLI.O, 

7712O7O402 

50-346 

a 

FIORELLI.C. 

7712140300 

50-4  4O 

s 

FIGflELLI.O. 

7912110303 

D0-3t7 

s 

FltMELH.O. 

7912O£.<M)12 

30-329 

Q 

FIOnELLI.fi. 

7712O6OO73 

50-4  4O 

o 

FIORELLI.O. 

7712120536 

5O-341 

o 

FIQHELLI.O. 

7<?  12360O79 

50-374 

a 

FIDRELLI,0. 

7712260079 

50-373 

a 

FIDRELLI.O, 

7712170062 

90-329 

s 

FIDHELLI*  0, 

77132BOOSQ 

30-341 

B 

FKHCH.  R.  H. 

79  182004  34« 

BO-339 

A 

FISH.H. 

7713190107 

50-3 

0 

FtSFLH. 

7713190114" 

5O-3 

0 

FIBHjR. 

7912060^65 

30-344 

B 

FISHER.  M.  L. 

7913210091 

30-346 

D 

FIBHEH.W.  L. 

771E070270* 

30-10 

0 

FISHER.  M.  L. 

791H190799B 

30-235 

Q 

FISHER,  U.  L. 

7912050313" 

50-2M 

0 

FITHIAM,  F.  J. 

77132006920 

30-3A7 

U 

FIT38IMMON9.  K. 

771BSS0434K 

30-320 

H 

FITZBIhHlQNS,  T.  R 

7912140116 

71-6345 

FLACK.  0, 

771S270118 

80-434 

0 

FLAIWIQAN.R.D. 

7912310-fl67« 

50-399 

El 

FLEIBC  MAKER.  0.8 

7712130160 

50T-273 

0 

FLEIBCHAKER.D.  8 

7713130169 

50-275 

0 

FLEIBC  MAKER.  D. 

7912060608 

70-2623 

FLEIBCHAKER,  D. 

7912110432 

70-2633 

FLEIBCHAXEP,  D. 

7912100433 

30-273 

A 

FLEIBCHAKER,  D.B 

7912130160 

30-27  S 

C 

FLEIECHAHten^  D. 

7712O3D036 

30-275 

C 

FLEI8CHAHER-B. 

7912030117 

30-27  S 

o 

FLEIM  HARES,  D.  3 

771213014B 

50-275 

Q 

FLEI8C  MAKER,  D. 

7712140011 

90-27  S 

0 

FLEISCHAKEfi,  D. 

7912040608 

7Q-262D 

FLEISCHAKEH.D. 

7712110432 

70-2633 

FLEISCHAKER.D.  B 

771  23104  57 

50-275 

o 

FLEIECHAKERjD,  B 

79122700&4 

50-27  S 

0 

FLETtHEB,  C.  D 

7713E4O5¥D 

RES 

FLETCIfEHi  C,  J>. 

791  HI  503  70 

RES 

FLOWER9,  M.n. 

7912200373B 

30-33? 

A 

FLYNN,  E. 

7713170377 

FOIA 

FLYNN,  P.  0, 

7912(40184 

5O-44S 

H 

FLYNN.J'.O. 

7712310314 

90-479 

M 

FLYNN.  P.  0. 

771H3IO319* 

5O-49B 

M 

FLVNN.P.  0. 

771E2B0649 

30-445 

M 

FLYNN,  M. 

77  1  2260292 

3O-396 

0 

FLYNN,  J.  D. 

77iat7030H 

3Q-35B 

A 

FLYNN.  J.  D. 

77I227O33b 

5O-358 

A 

FLYNN,  P.O. 

7712120249 

30-443 

M 

FLYNN.  «. 

7912070439 

CONTRACT 

FoaES.fl.L. 

771331O423* 

30-B35 

S 

FOBES.Jl.L, 

7712310441* 

30-289 

e 

FDBES.fi.  L. 

77I21SOS12W 

50-K35 

s 

FDBEB.H.  L. 

79I2180S14- 

30-299 

8 

FOBEB.fi.  L. 

79121B0517" 

30-253 

S 

FtWO.  W.  0, 

7912060319 

30-233 

K 

FDOO.M.  O. 

7712O7O123 

50-195 

P 

FDLEV.  T. 

77120fi017l« 

30-80       ' 

•Q 

FOLEY.T. 

7713O50192* 

30-247 

O 
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ACCESSION              SUBJECT 

AUTHOR 

NUMBER                    CATEGORY 

FOLEY.  T. 

7912200167.         50-247         0 

FQRD,  H. 

7912200014           40-B5O2 

FORD.  U.  H. 

7912130011            40-8502 

FORD,  H-  H. 

7912130171            50-544         U 

FORT,  C.  If. 

79122B0676*         27-1O 

FOSTER.R.H. 

79121D0332           5O-33O         H 

FOSTER.  R.F. 
FOUCHARD,  J.  J. 
FDUKE.  H.  L. 
FOUNTAIN,  L.  H. 

7912120641            NUREG 
7912120552           5O-344         U 
7912050203           50-445         O 

791220038SB         50-337         A 

FDHINKLE.E.  U. 
FOUL  EH,  E.  B. 

7912110009*        CiDf4TRACT 
79131401HS           NUREfi 

FOWLES,  B.  O. 

791220051H*         50-316         P 

FOX.  C.  U. 

791313060B           5O-366         P 

FOX,  D.  F. 

7913260306*         OA999 

FRALEY,  D.  W. 
FRALEY,  H.  F, 

7913040520           NUREO 
7912100066*         50-236         P 

FHALEY,  R.  F. 

7913190363*        ACfiS 

FRANKLIN.U.J. 

FRANKLIN,  M.  O. 

7912060040           5O-49B         M 
7912130313           50-498         H 

FRANKLIN,  H. 
FRANK.  L. 
FRANKLIN.  W.  J. 
FRANKLIN,  H.  J. 
FHAKKLIN.  H. 

79122B0630           50-498         H 
7912050325           5O-344         P 
7913060040           SQ-498         11 
7912130313           50-498         H 
791E280630           30-498         H 

FRANK,  L. 
FREEMAN.  D.  H. 

FRE1TAO.  J.D. 
FRENCH,  L.D. 
FRENCH,  L.  B. 

7912110341            50-344         S 
791B120139           NUREO 
7912190629           50-3O3         J 
791  2O70444*         SO-29            S 
7913110290*         5O-29            a 

FRIEDLAND,A.  J. 
FRIZZLE,  C.  D. 
FRIZZLE.  C.  D. 
FRIZZLE,  C.  D. 
FRIZZLE.  C.  D, 

791  32005B4*         5O-S37         A 
7913O4032S*         50-3O9         S 
7912140501*        30-307        S 
79121B05S7*         50-309         S 
791204039HB         5O-3O9         S 

FHOELICK,  R.  H. 
FROST.  S.  R. 
FROST,  S.R. 
FROST,  S.  R. 
FROST,  B.R. 

79131  SOI  79           50-446         A 
7913110303            50-255         P 
7912280499          50-355        O 
791S310394           5Q-255         0 
7912310344            5O-255         P 

FRDST,  B.  R. 
FROST,  S.  R. 
FROST,  S.  R. 
FUKAZAWA.  V. 
FULLER,  E. 

7913310373            5O-255         P 
7912310417            SO-235         S 
7913310436           5O-355        a 
7913110297*         XPDRTUIC 
79121B0059            71-206 

FULLER,  J.K. 
FULLER,  J.  K. 
FULLER,  J.  K. 
FtfflflUSH,  H.  H. 
FURR,  B.  J 

791321009B            50-347         Q 
7912O40216            SO-267         p 
791H180246            50-H67         O 
791S03003B            50-275         B 
7912I10497*         50-261         O 

FtRR,  B.  J. 
FURR.B.  J. 
FURR,  B.  J. 
FURR,  B.  J. 
FURfi,  B.  J. 

7912040270            5O-324         f 
7912040905            5Q-324         p 
79123.1  OOS3            50-361         Q 
791S3105OO            50-324         Q 
79121  1037S            50-32S         S 

PURR*  B.  J. 
FUHR.  fl.  J. 
FURR,  B.  J. 
FURfi,  fl.  J. 

FURR.B.  J. 

7912280173            50-361         Q 
7912310266            30-324         Q 
7912130334            50-321         R 
7913310195           50-261         Q 
79123102B2          50-324        Q 

FUTTER,  J.  L. 
OA3ETTA,  8. 
GABRIEL.  E. 

7912130010            50-596         O 
7912170024            WJREO 
7912060075          PROJ 

OAO,  H.  K. 

7913170053            50-309         G 
7913170202            50-3O9         O 

GAD.H.  K 
GAD.R.  K. 
BAFFHEV,  C.  M. 
GAHM,  J.  N. 

OAHH.  J.  H. 

79131  700S3          50-309        O 
7912170203            50-309         O 
791SEOQ375*         50-393         R 
7912180429*        50-267        R 
7912040341*         50-347         B 

GAHM,  J.  U. 
GAHH.J.  M- 
GAHH,  J.  W. 
QAHM,  J.  U. 
QAHM,  J.  H. 

79  1S04  0298.        5O-347        B 
7913040335*        50-367        8 
7912040330*        50-247        B 
7912040363*        5O-367        g 
7912040433*         50-267         3 

BAW.J.  H. 
OAHH,  J,  U. 
OAHH,  J.  U. 
OAHM,  J.  H. 
GAHM,  J.  M. 

7912040323*         SO-267         5 
7912040406*         50-367         a 
7912140335*        30-367        R 
791231039B*        50-247        R 
7913120336*        50-267        S 

GAHM,  J.  W. 
BAKU-  J,  U. 

7913120341*         50-367         S 
7912180410*         30-347         S 

eALLABHER.J.  H. 
GALLAGHER,  E.  J. 

7912270433*         50-247         S 
7912170171            50-377         Q 
7912210031.         50-237         Q 

AUTHOR 

ACCESSION              SUBJECT 
NUMBER                   CATEGORY 

GALLO,  J. 
GALLO.  J. 

7912030004           5O-556         C 
7912130270           PR 

OALLO,  J. 
GALLO,  J. 
GALLD.  J. 

7912170179           50-155         G 
7912170008           50-155         G 
791217005G           50-153         G 

GALJLG.,  J. 

7912130396           PR 

GALLD,  J. 
OALLO.  J. 

7912070344.         50-155         0 
7912130278           PR 

GALLD,  J. 
GALLO.  J. 

7912170179           50-155         0 
7912170008           50-155        8 

OALLO.  J. 
CALLO,  J. 

791217005B           50-155        fl 
7913130394           PR 

GALLO,  <J. 
CALL  Q,  R.  ft. 
GALLO,  R.  M. 

7912030004           5O-356        C 
7912060200.         SO-3B7        Q 
7912210024*         5O-3H7        O 

GAHMILL.H.  P. 
GAMMILL.H.P. 
GAMMILL,  H-  P. 
SAMHILL.H.  P. 
GAMMILL,  H.  P. 

7912310512*         50-133         0 
791B310229           PDR   HISC 
7908140497           PER   HISC 
7912200455           50-309        H 
7912270119           50-36H        p 

GANNIB.  B. 
OAHNIS,  3. 
CANHGN.  J. 
GARDNER,  D.  C. 

79132B053Q*         50-320        H 
79131701B7          FOIA 
7912270043          FOIA 
79122B04B2.         50-320        II 
79121B0137           71-360 

BAfiLOU.C. 
BARRETT.  E.  O 
OARBHICK.  A. 

7912130332           PRH 
7912110227           MUHEO 
79122B0654           HESOD 

eARv.V  S. 

7912060595           50-445        A 
7913030040           30-146        A 

GARV.R.  J. 

GARY.  R.  J. 
6ASV.ll.  J. 
GARY.  R.  J. 
GASPER.  J. 

7912140240           50-445        Q 
7912140364           5O-445         K 
77121B0412           30-445         1 
7913190429           5Q-445        A 
7912260017*        TOPREP 

GAUT,  H. 
SAW-  IK,  I..  R. 
BAZD'AO.L. 

7912IB0101          state  Prog 
791H19029B*         5O-445        H 
7?123Q04BO»        5O-3SO       H 

OEHR.A.  C," 

7913120073*        CONTRACT 
791203003P           50-375        0 

CENDLEH,  H.  W 
CENBLEH.  M.  U. 

7912030039          50-375       O 
7913060115           SO-S22        0 
7912060125.        50-523       6 

GEORGE,  J.  " 

7913310494           50-522        G 
7912100412           50-224        0 

CERAGHTY,  C. 
GERACftTY,  C. 
GERDLD.  C. 
SETTLER,  F.  H. 
GETTY.  B.  C. 

7912310139          XPORTLIC 
7913200407           XPOHTLIC 
7912280410.        5O-320        H 
7912310136           REOGD 
7913120330.         5O-133        R 

fiHItWER,  J. 
GIBE  ENS.  T.  D, 

7912310109           50-3              o 
7913110247*         50-370        O 

OTBBQHs'  T!  D. 
GIBBONS,  T.  0. 

7912030596*         30-416        O 
7913310333.         5O-337        o 
7912310021*        50-348        0 

eiBBB,  n.  E. 

OIBBS.H.  E. 
OI£SON,  J.  D. 

OtBSOSJ.C. 
OIBSON.  A.  F. 

7912030004           5O-556        Q 
791S030004           50-354        G 
7912200119         71-347 
7912310035           RES 
79121B02B6          50-34B       g 

GIBSON.  A.  F. 
CIB5ON.  A.  F. 
OIBSON,  A.  F. 
OIHSQtJ,  A.  F. 
OIBSON.  A.  F. 

7913100467.        50-395        Q 
7912030003.         5O-341         Q 
7913100070*        70-824 
79'13O40447.         50-327        Q 
791B310191*        30-42           Q 

GIBBON,  A.F. 
OIEBEKE.  J.  A. 
OILDENHOfW,  A.  J. 
6ILFOY,  n. 
QILINSKY.  U. 

79123O0612*        70-27 
7913200279           REB 
7912190453.       FOIA 
791331050Q*         50-255        P 
7912180462*         ACR8 

GILINSKY,  V. 
BILIhtSKY,  V. 
QILL.H.H. 
SIU.ETT.  U.  T- 
OILLELANO,  J.  E. 

7912280397*        50-320        P 
79121B009B           50-277        H 
7913130350*       50-344       B 
7912170371*        50-315        R 
791B210356.        3O-327        A 

OILLESPIE,  F.  P 
CILLESFIE.  F   P 
UILLESP1E.F.  P. 
OILLEBPIE.F.  P. 
CILLEBPrE.F.  P. 

791B200477          7O-143 
791  218021  3           50-359        s 
7913110544*       70-27 
7912260101*        7O-143 
7912310335*       70-1151 

01LLEN,  D.  M. 
OILLEN,  0.  H- 
01LLIDH,  J.  R. 
GLASBeSC,  V.  H. 
GLAS3PIEOEL,  H. 

7913170093          40-4493 
7913190413           40-2259 
791214050B*       FOIA 
7913200410*        30-339        A 
7912100326           5O-382        6 

ACCESSION 


SUBJEtl 


CLASSPIECEL,  H. 
GLASSPIECEL,H. 
CLAS8PIEOEL,  H. 
BLASSPIEGEL,H. 
GLASSP1EGEL,  H. 

7912170209            30-332       « 
7912170217            30-332       C 
79131  00326            5O-3B2       fr 
791217O2O9            5O-3B2       & 
7913170317           30-382      0 

GLENN,  J. 

791231  OOSl           lt£ 

GNUGNOLI,  G.  M. 
GHUCNOLI.C.  N 
GODDARD,  R.  J. 
GODDARD,  R.  J. 

7913140131*        WASTE  HST 
7912280210*        WASTE  HOT 
7913130049          SO-597      o 
7913310539           30-5W      H 

GGDDARD,  R.  J. 
GODDARD,  R.  J. 
QODOARD.  R.  J. 
GODDAHD.  fl.  J 
GODDARD,  R.  J. 

7912100476          5O-395      g 
79121  BO  173            50-293       Q 
7913210406          SO-597      g 
79122104SO          50-KS      « 

7913340110           5O-59?      0 

GODDARD,  R.  J. 
CODY,  A. 

791331QO93           &OHK9       fl 
791312O54O.        7O-620 

CODY,  A. 

79123600*3*        7O-Q2a 

GOGOL,  E. 
GOLDBERO.  J.  R. 

7913240355*        3O-373      C 
7912050673            PflOJ 

GOLDBERG,  8.  C. 
GOLDBERG.  8.  C. 
GOLDBERG.  S.  C. 

7912170347           5O-347      A 
7913130049            50-599       0 
7912O7O16B            SO-SSO       p 

GOLDBERO,  B.  C. 
GOLDBERO,  B,  C. 

79131BO168            5O-33S       & 

7912200634          50-338      C 

GOLDBERG.  S.  C. 
GOLDBERG.  8.  C. 

7912260360            5O-39S       0 
7912310510            HO-133       0 

GOLDBERO.  J.  R. 
GOLDBERG,  J.  R. 
eOLDBERO,  B.  C. 

79120AOOB7          PROJ 
7913040103            PftOJ 
7912100332          5O-1M      D 

OOLDHAGEN.B.  I. 

791317O1B3          ForA 

COLDKANN,  K. 
GONZALEZ,  M.  B. 
OCOmtOPE,  A.  C. 
OOODHAN,  L.  B. 

7912270027           71-250 
79I213OO64*        SO-498      II 
7913130390          87-39 
7913O4O433*        5O-409       B 

COQDKAN,  L.  8 
GOODMAN,  U  9. 
GOODWIN,  C. 

7913110309*        90-409      B 
791231O9O4*        9O-409      B 
7913310163*        50-304      Q 

GOODWIN-  C. 
GOODWIN,  C. 

791238O67E}*         SO-344       Q 
791319OOO3*        9O-133      G 

QOODUIN,  C. 
GOODWIN,  C. 

7913O4038O          3O-344      p 
7912060496            5O-344       F 

GOODWIN,  C. 

7913070493          3O-344 

COOIHJIM,  C. 
OOODUIN,  C. 

7912120319          3Q-344 
7913140353          5O-344        ' 

GOODyiN,  C. 

7913100S4B          5O-344 

GOODWIN,  C. 
GOODWIN,  C. 

79121B0422I            5O-344 
7912310364.          HJ-344      P 

GOODWIN,  C. 
COODHIN,  C. 

791227O249          5O-344       F 
7919380491           9O-3H4       P 

GOODWIN.  C. 
GOODWIN.  C. 
fiOODMIN,  C. 
COODHIN,  C. 
fiOPPEL.  M. 

791338051B          SO-344      P 
7913200535B         SO-344        P 
7912310516          5O-344       P 
7912O704O5          SO-344       F 
791  33101  SB          XPORTLIC 

GQBSICK.  L.  V. 
GOSSICK.  L.  V. 

79133B014B*        HASTE  H&T 
7911Q3O24S*         PRH 

GOSSICK.  L.  V. 
COSSICK.L.V. 
GOSSICK,  L.  V. 

7912120348          FOIA 
791SO4O1O7           50-330      « 
7912120343          3O-aa9      U 

COHSICK.  L.  V. 

7913130258           5O-2O?       H 

GOS8ICK,  L.  V. 

7913130014            3O-3O3       If 

GOSSICK.  L.  V. 

7912270OO1            PDR   HIBC 

GOS8ICK,  L.  V. 

7913120034          PDR  HIBC 

OOSSICK.L.  V. 

GOSSICK.L.V. 

7913120530          NU8EQ 

GDS8ICK,  L.  V. 
OOSaiCK.  L.  V. 

7912130370            3O-133        U 
7913210095          50-353      U 

GOSSICK.  L.  V. 
GOSSICK,  L.  V. 

791B310164          5O-437      U 
7913310353           50-353       U 

GOSSICK,  L.  V. 

7913120053          5O-4VB      U 

GQSBICK,  L.  V. 
OOSSICK.L.  V- 

79132000B4*        PDB  HI«! 
7913370043          9OHIS4       U 

GOBSICK.  L.  V. 

791212003S          PDN  HIBC 

eossrcK,  L.  v. 

7912a40124>          PDH  HIBC 

OOSS1CK,  L.  V. 

79123101B3          50-319       U 

eossicK,  i_  v. 

791321O19O           5O-319      U 

OOSSICK,  L.  V. 

7912310337          90-319,       U 

GOSSICK.  L.  V. 

7913300677          SQ-3A7       U 

GOSSICK,  L.  V. 

7913200484*        5O-367       U 

80SSICK,  L.  V. 
GOSSICK.  L-  V. 

791321OO02          5O-367       U 
791231021A          50-275       U 

COSSICK,  L.  V. 

791312O52S           5O-33O       U 

GOSSICK.  L.  V. 

7912130541           PDR  MI  EC 

COSSICK,  L.  V. 

7913310071           30-336       U 

PERSONAL  AUTHOR  INDEX 
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AUTHQfl 

ACCESSION 
NUMBER 

8UUJECT 
CATEQDftY 

6CS8ICK,  L.  V. 
CCSSICK,  L.  V. 
CGSSICK,  L.V. 
CCflalCK,  L.  V. 
CCSSICK.  L.  V. 

7913210124 
79IB270033 
77122B0253 
7912200397 
7712120032 

30-273         U 
PDR   MISC 
50-320         U 
50-320         U 
PRM 

enssiCK.uv. 

SGBSICB,  L~  V. 
GCSSICK.L.V. 
eOBSICB.  L.  V. 
UOSSICK,L.V. 

7912120020* 
79132B0111 
79122B0471 
79I21B0230 
771212Q901 

PSM 
50-320         U 
30-289         U 
PDR   MIBC 
FOIA 

QCSSlCKi  L.  V. 
ffOSSICK.L.V. 

ooasicK,  L.  v. 

BD.3BICK,  L.  V. 
DCSSICK,  L.  V. 

7912210018 
7912200666 
7912200992 
7912300394 
791220039S 

XPDRTLIC 
DRO 
XPDHTLIC 
KPQRTLIC 
XPORTLIC 

&OSBICK,  L.  V. 
&OBBICK,  L.  V. 

<jcsaicK,  L.  v. 

(JOUOE,  M.  J. 
•UOUflE,  M.  J. 

7912310117 

77132B0030 
771  S3  10029 
79120504B9» 
79120600S9- 

XPORTLIC 
XPDRTLIC 

PRN 
50-327        Q 
50-566        Q 

eouoe,  H.  j. 

COUER,0.  G. 

eo*J£R,o.  c. 

QCttER,  0.  C. 
OR  ACE,  R.  H. 

7912260306* 
7912200398 
7912200476 
7712280640 
7912140292 

30-327        Q 
I&E 
50-273        S 
27-10 
50-29          0 

ORAllAM,  E.7. 

OBAHAM.E.  T, 
QflAIIAM,  J. 
OflAHAM.P.  D. 
QJIAHAM,  P.  D. 

7912270204* 
7913200473 
79122B0477 
791  2260  1S2« 
7713200332H 

30-293        B 
50-393         B 
30-2B9        T 
30-213        0 
30-220        Q 

OflAIHEY,  M.  H. 
OHANr-W.  B. 
OflAHT,  P. 
OffAVES,  R.H. 
OHAVE9,  R.  H. 

771S260372 
79121701B3* 

7713030322 
7712040301 
79131B0437 

90-413        0 
40-2061 

30-10          P 
30-213        B 
30-213        R 

CRAVES,  R.  H. 
QflAYh  J.  Q. 
OBAVrH.  K. 
QRAV-J.  R. 
CRAY,  J,  R. 

7912260262 
791B200044 
79121  BQ067* 
7912060074 
7712130074 

30-213         S 
XPORTUIC 
WASTE  MOT 
30-34-I        0 
50-389        0 

CRAY,  J.  Ft. 
flRAY,  J.  R. 
ORAY.  J.  0. 
ORAY.  J.  R- 
ORAY,  J.  R. 

79I21300B1 
771219016B 

7912050142 
7913100126 
7912120302 

30-203        0 
30-344        0 
50-314        0 
30-344        0 
30-344        0 

CRAY.  J.  R. 
OHAYi  J.  R. 
OnAY.J.  R, 
QUAY.  J.  R. 

CREEN,W.  H. 

771S140942 
7912170218 
79121904BB 
7912280130 

791231090U 

50-344        0 
50-344        0 
30-344        0 
30-344        0 
30-233        P 

OREEH,H.  H. 
OREEH-D.  0. 
OHEEM.O.e. 
SREEN.  D. 
OREEH,  K. 

7912310473* 
7911300021 
7912210429* 
7912140393" 
79121B0104 

30-153        P 
30-443        M 
71-364 
30-239         (1 
Btflta  Prog 

CREOER.L.ft. 
OREOER-L.R. 
OltENDDM,  A. 
ORE3HAM,  J. 
&REH.P.C. 

79122100S1 
7912040016* 
7912130398 
7912190601* 
7912130333 

60-346        B 
7O-929 
ACF1B 
TDPIiEP 
PR 

GREW,  P.  C. 
OREH,  P.C. 
CREW.P.C. 
OH1BBON.  D.  M. 
OR1BBON,  D.  M, 

7912130530 
79121B0015* 
79121B0009 
7912110130 
79121  1043B 

PR 
PR 
PR 

50-230        M 
90-230        H 

OR1DER.H.  0. 
DRIER,  B.H. 
OHIER,  B.H. 
OFTIER.B.  H. 
OR1EH.B.  H. 

7913140381 
7912030231* 
7912210011 
7912060049" 
791  20601  33a 

90-274    '    J 
30-219        Q 
30-293        Q 
30-377        0 
30-30          Q 

CRIER,  D.  H. 
OFIIER.B.  H. 
OFtlER.  B.  H. 
gFtlER.  B.  H. 
OFtlER.  B.  H. 

7912040166 
77121002360 

7912030236 
7912050074 
7912060033 

ao-sao     a 

30-334        Q 
30-272        Q 
30-333        0 
50-277        0 

ORIER.B.H. 
OntER.B.H. 
OAfER.B.H. 
OHIER.B.H. 
OHIER,  B,H. 

7912060131 
7712100217 
7912100402 
7912120101 
7912050017 

30-20          0 
30-334        Q 
30-320        Q 
70-364 
30-293        Q 

ORIER.B.H. 
ORlCRiB.H. 
oaiER.B.H. 

OFtlEfl.B.H. 
ORIER.B.H. 

7912050021 
7912050023 
7912050024 
7912030026 
7912030027 

30-317        0 
30-3              0 
.    30-213        0 
80-334        0 
30-412        0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

OFtlER.  B.  H. 

7912030030 

50-36-3 

Q 

QRlERjQ.H. 

7913050032 

30-217 

Q 

GRIER*  11.  H. 

7912050036 

50-332 

0 

QRIER.D.H. 

7913050038 

50-309 

Q 

QRIER^B.H. 

79120S0039 

50-249 

Q 

ORIER.B.H. 

7912030040 

30-230 

a 

GRIER,  B.H, 

7912030044 

50-410 

a 

GRIER,  B.H. 

791205004S 

50-333 

Q 

GRIER.B   H. 

791205004-7 

50-2B6 

Q 

ORIER.B.H. 

7912050049 

S  0-377 

a 

QRIER.B.H. 

7913050051 

50-367 

a 

ORIER.B.H. 

7912090053 

50-273 

a 

DRIER.  B.H. 

7912050057 

50-311 

Q 

QRIER,  H.  H. 

79130300  5fl 

50-443 

0 

GRIERjQ.H. 

7913030061. 

50-244 

a 

GRien.n.H. 

7912050064 

50-495 

a 

aFtlER-D.H. 

79120B006S 

30-271 

a 

GRIERjfl.  tl. 

7912050067 

50-39 

D 

an:  I  En,  B.  H, 

7912050223 

50-293 

0 

ORIER.B.  H. 

79  12030330 

SO-31  7 

0 

CRIER,  B.H. 

7912050234 

50-3 

0 

GRIEJIpB.  H. 

7912050237 

50-313 

a 

ORIER.B.  H. 

7912050241 

30-413 

a 

QHIER.G.  H, 

7912050345 

30-334 

Q 

QRIER  ,0.  H, 

7912030350 

50-363 

o 

QRIEJI.B.  H, 

7912050393 

30-317 

Q 

ORIER.B.H. 

7912090256 

30-323 

Q 

OR  I  Eli,  B.  H. 

7912050360 

50-H&7 

0 

OK  I  EH,  B,  H. 

7912090264 

30-309 

a 

DRIER,  B.H, 

7912050366 

30-245 

a 

CRIER,  B,  H. 

7912050371 

30-410 

a 

CRIER,  B.H. 

79120S0274 

50-220 

a 

QRIER.B.H. 

7913050378 

90-333 

G 

DRIER,  11.  H. 

7912050231 

SO-S96 

a 

GRIER,  B.H. 

79I20502H6 

30-377 

a 

GRIER.Il.  H. 

79ta0302B9 

50-352 

Q 

GRIER,  D.  H. 

7712090295 

50-307 

Q 

QRIER,  B.H. 

7912030397 

30-272 

a 

GHIER.B.  H. 

7913090399 

50-311 

a 

GRIEil.B.'H. 

7913030302 

30-44,3 

Q 

ORIEft.D.  H, 

791E030304 

30-244 

O 

OBIEfiiD.  H. 

7912090306 

30-483 

<1 

CRIER,  B.H. 

7912050309 

90-271 

11 

QHIEfl.B.  H. 

7912050311 

90-29 

Q 

QHIER.B.  H. 

791210&107 

50-293 

a 

ORIEfi.D.  H. 

7912100109 

30-317 

a 

GRIEfJ.B.  H. 

7913100113 

90-3 

a 

QniER.B.  H, 

7912100113 

50-313 

a 

OHIER.B.  H. 

7912100117 

30-412 

a 

QHIER.fl.  H, 

7912100110 

50-334 

0 

ORIER.B.H. 

7913100120 

30-319 

a 

ORIEH.B.  H. 

7912100123 

30-363 

a 

CRIER,  D.H. 

7912100124 

30-322 

a 

QRIER,  G.H. 

7913100127 

30-EB9 

a 

ORIER.B.H. 

7912100139 

50-309 

a 

ORIER.B.H. 

7912100131 

50-245 

a 

ORIER.B.H. 

791B100133 

30-410 

a 

ORIER.B.H. 

7912100134 

90-220 

a 

QRIEFt.B.  H. 

7912100136 

30-333 

a 

QRIER.B.H. 

791210O130 

90-296 

a 

QRIER,  B.  11. 

7912100140 

30-392 

a 

GRIER,  B.  II. 

7912100144 

30-277 

a 

QRIER.B.H. 

7912100145 

SO-3B7 

a 

GRIER,  B.H 

7912100146 

50-31  1 

a 

QRIER.B.H. 

791H10014B 

50-372 

a 

ORIEfi.B.H. 

7912100LSO 

30-443 

a 

GRIER,  D.H. 

7912100152 

30-4B5 

Q 

GRIER,  B.H, 

7912100153 

50-S44 

Q 

ORIER.B.H. 

7913100156 

SO-271 

a 

ORIER.B.H. 

771210O157 

50-29 

Q 

ORIEFI.B.H. 

791S100405 

50-332 

a 

CRIER.  B.H. 

7912230266 

50-3B7 

a 

QRIER,  B.  H. 

79121103B7 

5O-293 

a 

QRIER,  B.H. 

7912110394 

90-317 

Q 

GRIEft.B.  H. 

7912110376 

50-3 

a 

ORIER.B.H. 

7912110400 

50-313 

Q 

QRIER.Q.H. 

791S110404 

50-334 

a 

ORIER.B.H. 

7912110405 

30-41B 

Q 

ORIER.B.H. 

7913110409 

90-219 

a 

ORIER.B.H. 

7912110411 

50-363 

Q 

ORIER.B.H. 

7912110413 

30-322 

a 

CRIER,  B.H. 

7912110413 

90-2B9 

Q 

CRIER,  B,H. 

7912110419 

50-307 

Q 

QRIER,  B.  H, 

7912110422 

50-245 

0 

CRIER,  B.H. 

7912110449 

50-410 

Q 

AUTHOR 

ACCESSION 
NUMB  EH 

SUBJECT 
CATEGORY 

iGHJER.B.  H. 

7912110449 

50-230 

a 

CRIER.  B.  H. 

7712110455 

50-333 

a 

CRIER.  B.H. 

7913110453 

5Q-2H6 

a 

•QRIER.B.  H. 

7712110456 

3O-352 

a 

GHIER,  B,  H. 

77121  IQ43B 

5O-377 

a 

QRIER,  B.  H. 

7912110461 

5D-3S7 

a 

GRIER.  B.  H. 

7913110466 

50-311 

a 

CfllER,  B,  H. 

7912110469 

50-272 

Q 

SHIER,  B.  H. 

7913110470 

50-443 

a 

GHIER,  B.  H. 

7912110473 

30-244 

a 

QRIER.  B.  H. 

7912110479 

50-4B5 

(i 

CRIER,  B.  H. 

79121  104Q7 

5O-271 

a 

CRIER,  B.  H. 

79121  10470 

50-29 

a 

SHIER,  a,  H. 

7912130073 

5O-3O9 

a 

DRIER.  Q.  H. 

7712050313 

50-373 

a 

9R1EK.B.  H. 

7912050317 

50-317 

a 

GRIEW,  B.  H. 

7712050321 

SO  -3 

Q 

QRIER,  B.  H. 

7912050336 

5O-213 

a 

GRIER,  B.  H. 

7912OS022B 

5O-334 

0 

QRIER,  a,  H. 

771HOS0233 

50-413 

a 

QRIER,  B.  H, 

79  1BO  50235 

50-363 

0 

DRIER.  B.  H. 

7912050337 

50-219 

Q 

SFIIER,  B.  H. 

7912050243 

50-322 

Q 

CRIER,  B.  H. 

791205Q34a 

30-2R9 

a 

QRIER,  D,  H. 

791E050251 

50-307 

a 

GFUER.B.H, 

7913090255 

50-336 

a 

ORIER.B.H. 

79120503511 

50--245 

a 

QRIER.B.H. 

7712G30361 

5O-410 

a 

QRIER-  B.  H. 

7912050263 

50-22O 

0 

QRIER,  B.  H. 

7912030267 

50-286 

0 

QRIER,  B.  K. 

791EOS0269 

S  0-333 

a 

QRIER,  B.I*. 

791S050273 

50-352 

a 

QFUER.B.H. 

7912050277 

50-277 

a 

GRIER.  8.  H. 

79130302B2 

50-387 

a 

QRIER,  3.  H. 

79120503B7 

50-311 

a 

on  i  ER,  D.  H. 

7912Q50271 

S  0-273 

a 

QRIER,  B.  H. 

7912030327 

50-443. 

0 

GRIER,  B.  H. 

7912050330 

50-241 

a 

ORIER.B.H. 

7912050332 

50-4B9 

a 

GfllER,  B.  If 

7713050333 

S  0-271 

0 

ORIER.n.  H. 

7912050337 

50-29 

a 

GRIER.B.  H. 

7912260332 

5O-3B7 

G 

QRIER.B.H. 

7912060964 

50-293 

D 

QRIER.D,  H. 

7912060565 

50-317 

Q 

ORIES,  B.H. 

7712060366 

50-3 

G 

ORlER.n.M, 

79  1  2060947 

50-213 

a 

GRIER.  H.  H. 

7913060970 

50-334 

a 

CRIER,  B.  H. 

7912060573 

50-217 

Q 

GRIER.B.  H. 

7913060374 

50-322 

a 

GRIEH.B.  H. 

7912060576 

50-2  B7 

Q 

OitlER.  B.  H, 

7712060577 

50-307 

Q 

GR.1ER.  E).  H. 

771HO60979 

30-S45 

a 

CRIER.  B.  H, 

79120605BO 

50-220 

a 

GRIER,  D.  H, 

7912O605B2 

50-333 

a 

CRIER,  D.  H. 

791HO6C-3B3 

50-286 

a 

CRIER,  D.  H. 

7912060SH4 

90-277 

Q 

ORIEF1.B.  H. 

7712060  5  Bi 

50-3  37 

Q 

GRIER.  tt.  H. 

79130405SQ 

50-272 

0 

GRIER,  B.  H. 

7712060576 

50-413 

a 

BRIER.  B.  H. 

7712O6Q597 

50-244 

G 

OSIER,  B.H. 

7912060599 

50-271 

Q 

OBIER,  a.  H. 

7912060400 

00-29 

Q 

aRIER.H.  H. 

79t21  10022 

50-293 

a 

GRIER.B.  H. 

791H1  10027 

30-317 

a 

CRIER,  B,  H. 

7912110031 

5O-3 

a 

CRIER.  D.  H. 

7912110035 

50-213 

Q 

QRIER,  B.  H. 

79121  10037 

50-331 

a 

CRIER,  B.  H. 

791B  110044 

SO  -412 

Q 

QRIER,  B.  H. 

7912110047 

50-363 

Q 

CRIER,  B.  H. 

79121  1004B 

30-219 

Q 

OHIER,  B.H. 

7912110051 

50-332 

a 

CRIER,  B.  H. 

7912110054 

SO-2Q9 

Q 

QRIER,  B.  H. 

7912110036 

5tt-309 

Q. 

QRIER,  B.  H, 

7913UOD60 

30-243 

a 

QRIER.B.H, 

7712110064 

50-410 

a 

QRIER,  B.H. 

7912110066 

50-220 

a 

GRIER,  B.H. 

7912110067 

30-2H6 

D 

GRIER-  B.H. 

791  2  1  1006-9 

30-333 

a 

QniER.B.H. 

7912110073 

50-277 

a 

CRIER,  B.  H. 

7913110079 

S  0-353 

0 

GRIER,t>.  H. 

7912110077 

9O-3B7 

a 

QRIER,  B.H, 

7913110077 

50-272 

a 

CRIER,  B.H, 

771211QOBO 

50-311 

a 

GHIERrB.H. 

7912110003 

50-443 

fl 

OR1ER-D.  M. 

7912110037 

5Q-4B5 

a 

AUTHOR 

ACCEBBIDH 
NUMBER 

BUflfECT 
CATEGORY 

CRIER.  B.H. 

7912110091 

80-344         Q 

CRIER.  B.  H. 

7912110094 

5O-271         Q 

CRIER,  B.H. 

7912110096 

30-29          Q 

DRIER,  B.H. 

791E210003 

30-277        Q 

OfiIER,B.H. 

791  S3  10007 

50-273        0 

OR  I  ER,  B.  H. 

7912310022 

50-29            Q 

CRIES,  B.  H. 

7912190011 

30-293         Q 

DRIER.  B.  H. 

7912190017 

50-317         Q 

BRIER.  B.  H. 

7913190018 

3O-3               Q 

CRIER.B.H. 

7912190020 

50-213         Q 

OR  I  EH,  B.H. 

7912190021 

SO-334         Q 

DRIER,  B.H. 

7912190022 

5O-412        a 

BRIER,  B.  H. 

7912190027 

3O-317         Q 

DRIER.  B.  H. 

7912190031 

»0-322         Q 

OHIER.  B.R 

7912190034 

50-26?         Q 

OR  I  EH,  0.  H. 

7912190036 

BO-30-9         0 

CRIER.B.  H. 

7912190039 

30-249        Q 

CRIER.  B.  H. 

7913190041 

•     30-410        Q 

BRIER.  B.H. 

7912190044 

50-220         Q 

DRIER.  B.H. 

7918190049 

so-28i      o 

GAIER.B.  H. 

7912190033 

SQ-333         Q 

GRIEft.B.H. 

7912190059 

3O-3S2         Q 

OHIEH,  B.  H. 

7912190063 

30-277        Q 

CRIER.B.H. 

7912190063 

BO-387         Q 

BRIER.  B.H. 

7912190071 

30-311        Q 

CHIER.fi.H. 

7912190073 

30-394        Q 

ORIER.  a.  H. 

791319007B 

3O-272        Q 

CRIER.B.H. 

791219QOB7 

SO-443        Q 

ORIER,  B.H. 

791  S  190099 

50-403        a 

CRIER,  B.H. 

7912190094 

80-244         Q 

CfllER.B,  H, 

7912190099 

30-271         Q 

CHIER.B.K. 

7912190099 

30-2.9            G 

CRIER.B.H. 

791  S3  10204 

50-293        Q 

CRIER,  B.H. 

7912310303 

30-3  1  7        Q 

CHI  EH.  B.H. 

791231QB09 

30-3             Q 

CRIER,  B.H. 

7912310210 

50-213        Q 

DRIER.  B.H. 

7913310211 

50-413        Q 

DRIER.  B.H. 

7912310313 

50-334        Q 

CRIER,  B.H. 

7912310216 

90-219        Q 

ORIEH-B.  H. 

7912310219 

50-3A3        Q 

CRIER.  B.H, 

7912310820 

50-322        Q 

OSIER.  B.H. 

791S310224 

30-30?        Q 

CRIER,  B.  H. 

791  23  10326 

BO-245        Q 

ORIER.B.  H. 

7913310223 

30-2BO        0 

CflIER.9.  H. 

7912310532 

3O-41O        0 

DRIER,  B.  H. 

7912310334 

30-2B6        Q 

ORIER,  B.  H. 

7912310239 

50-333        0 

CRIER,  a.  H. 

791231QS37 

30-277        Q 

CRIER,  B.  H. 

791  23  10241 

30-352        Q 

ORIEfl,B.  H. 

7912310243 

50-387        0 

OfllEH,  B.  H. 

7912310244 

SC—31  1         Q 

CHIER.S.H. 

7712310246 

30-273        0 

DRIER,  B.  H. 

791231024B 

30-443        Q 

DRIER.  B.H. 

7912310290 

50-244        a 

CfllER.B.  H. 

7912310293 

30-495        Q 

MIEft.B.  H. 

7912310253 

50-271         0 

DRIER.fi.  H. 

7912310294 

3O-S9    .       0 

CRIER,  B.H. 

7912190533 

SD-J193        Q 

OR  I  EH,  B,  K. 

7913190731 

30-317        fl 

DRIED.  B.H. 

7912190734 

30-3             0 

SHIER,  B.  H. 

7912190736 

50-213        0 

OfllER.B.  H. 

79131  90739 

SO-334        Q 

CRIER.B.H. 

7912190744 

50-412        a 

OR1  EH,  B.H, 

791B190747 

30-363         Q 

DRIER,  B.  H. 

791219074B 

EO-2I?         Q 

BRIER,  B.  H. 

79121907BO 

3O-3H2         O 

BRiett,  B.  H. 

7912190733 

90-289        fl 

CRIER,  B.  H. 

79121907S3 

9O-309        Q 

OSIER,  B.H. 

7912190794 

30-245        Q 

OH'ER.B.  11. 

7912190736 

30-410        0 

ORIER,  B.  H. 

791B190737 

90-220        Q 

CRIER.B.H. 

77121907B8 

30-SBl,        Q 

CRIEH.B.  H. 

7912190760 

50-333        0 

CRIER.  B.  H. 

7912190761 

50-277        Q 

CRIER,  B.  H. 

7912190762 

50-332        a 

CfllER.B,  H. 

791S190763 

30-337        a 

CfllER,  S.  H. 

7912190764 

5Q-S72        a 

ORIER.B.  H. 

7913170763 

50-311         Q 

ORIER.B.  H. 

791219076A 

3O-443        Q 

OftlEfl.  B.  H. 

7912190767 

00-4  as     a 

CRIER.B.H. 
CRIER,  B,H. 

7913190769 
791  a  190770 

90-844        a 
BO-S71        Q 

ORien.B.H. 

7913190773 

SO-29          11 

OHIER.B.H. 

79  12280  J  91 

90-^293        a 

ORIER.B.  H. 

79123B01B3 

50-317        0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEQORV 

ORIER.B.  H. 

79122801QB 

80-3              Q 

eniEH.B.  H. 

79132BO190 

50-213        0 

DRIER,  B.H. 

79122B0193 

80-413        Q 

ORIER.B.  H. 

79122B0194 

50-334        0 

DRIER,  B.H. 

7912230196 

50-363       0 

ORIER.B.  H. 

79122B0199 

90-219         Q 

ORIER.B,  H. 

79123G0200 

SD-333         Q 

ORIER.  B.H. 

79122BD204 

50-289       0 

OBIES-B.  H. 

79122B0209 

30-309         0 

ORIER*  B.H. 

79133B0207 

30-248        0 

ORIER.B.  H. 

791S2BO312 

50-410        Q 

CRIER.B.H. 

79122B0219 

30-aao      Q 

CRIER,  B.  H. 

791S2S0317 

50-2B6         0 

ORIER.B.  H. 

7912200230 

30-333        Q 

DRIER,  B.H. 

79122B0924 

30-332        Q 

ORIER,  B.  H, 

7912300227 

30-277         Q 

OR  IER,  B.  H. 

7912260230 

30-387        0 

DRIER,  B.H, 

7912280234 

30-272        Q 

ORIER,  B.  H. 

791  8500236 

50-311        0 

ORIER,  B.H. 

7912S8O243 

50-443       <1 

ORIER,  B.  H. 

79122S0244 

50-244        0 

ORIER,  B.  H. 

79122B0346 

BO-4B3        Q 

ORIER.B.  H. 

79122B024Q 

30-271        Q 

ORIER.B.  H. 

79129S0292 

50-29          0 

ORIFFIN.H. 

791B13Oill 

PR 

OSIFFIH.U. 

7912130619» 

PR 

GRIFFITHS,  R. 

791B040374 

30-273        J 

ORIFFITH.fl.  V. 

7912170339 

RES 

GRIFFITH,  J.  S. 

7912190561 

REB 

on  loo,  K.  a. 

79121  B02  17" 

90-4OB        0 

GRIHE9-C.  I. 

7912310343 

GEN  TEC    IS 

GRIMES,  B.K. 

7913190133 

NUREO 

CRIMEB.fl.  K. 

7912310013 

PDR  MI6C 

ORIMES.B.  K. 

7913-200022 

3O-3             F 

ejUSHMI.U. 

79121203S61. 

NUREO 

OROCE.R.  H. 

7912120536 

5O-3O9        Q 

QROCE.  R.  H. 

7912O400S7 

30-3O9        0 

GROCE.  R.  H. 

7912040019 

90-309       0 

fiROCE.  H.  H. 

79121300S6 

90-3O9        Q 

OROCE.H.  H, 

7912310472 

30-309        0 

OHQCE,  R.  H. 

791213021B 

5O-29          Q 

CROCE,  R.  H. 

7913140370 

9O-2?          P 

OROCE,  R.  H. 

7912130096 

SO-29          Q 

oRoce,  n.  H. 

7912030175 

50-27          P 

onocE,  R.  H, 

791804020B 

50-29          P 

OROB3MAN,  H. 

7912060120 

50-321        0 

ORDBESMAN,  H. 

7912100353 

90-402        0 

OH08SMAN,  H. 

7912100319 

50-135        D 

OROBBHAN,  H, 

791  31  90344 

30-153        T 

eRQTEMHUia.M. 

79121E0070 

90-250        P 

CFlQTEMHUia,  K. 

791  SI  301  03 

50-382       P 

ORQTENHUIH.M. 

791321000B 

50-2Q2       P 

CRUSH,  H.  H. 

7913190967 

RES 

OUMBLE,  F.  H. 

7712O4032U 

30-266         B 

OUM8LE,  F.  W. 

7913O40369* 

50-2B&         B 

GUMflLE,  F.  tl. 

7912110333* 

50-206         3 

OUKBLE,  F.  W. 

7912160502* 

30-286        B 

OUMGLE,  F.  H. 

7712270562* 

50-2B6       8 

OUPPV,  J.  0. 

7912040119 

REE 

OUSTAVE,  R.  P. 

79121100-03 

CONTRACT 

OUBTAVE.R.r. 

79121B0006 

CONTRACT 

CUTHAN,  J.  B. 

79120702B4 

FOIA 

OUTMAN.  J.  G. 

791B0702HO 

FOIA 

HAASS,  H.  P. 

7912100024 

TOPREP 

HAASS,  M.  P. 

7912130334 

50-313       P 

1IAAB9.  U.  P. 

7918310236 

30-32O        H 

HAASS,  14.  P, 

7912310343* 

50-320       H 

HAASS,  H.  P. 

7712310251* 

90-32O       H 

HAAB9,  U.  p. 

79133102S7» 

90-320        H 

HAASS,  H.  P. 

791S31023B* 

30-32O        H 

HACKUEY.  R. 

79  1204  022  U 

BO  -267        P 

HADLEY.  J.  B. 

7913H04S3» 

RES 

HAEUS3HER,  T.  E, 

7912190664* 

30-2  19-       P 

HAEUBBNER.  T.  E. 

79IS1906S9« 

30-219       P 

WAFER,  F.  D. 

791H040349 

90-209        I 

HAFER,  F.  D, 

79120400B7 

B  0-289        I 

HAFERi  F.  D. 

7912030311 

30-259        I 

HAFEfi,  F.  0. 

791B1E0243 

90-289        C 

HAFER.  F.  D. 

79133&0219 

30-2Q9        I 

HAFF,  K.  H. 

7912180700 

QHO        ' 

HrtOAN,  T.  F. 

7913200177 

CONTRACT 

HAOANi  T.  F. 

79  1821  0392 

CONTRACT 

HAWNr  T.  F. 

791221.0393 

CONTRACT 

HAOWJr  T.  F. 

7912200149 

CONTRACT 

HAOAN,  T.  F. 

7913200190 

CONTRACT 

AUTHOR 

ACCESSION            SUBJECT 
NUMBER                  CATECORV 

HAOAN,  T.  F. 
HAOEY,  H. 
HAOEY.  H. 
HAOEY,  H. 
HAOEY.  H. 

7912200179          CONTRACT 
7912100087          CONTRMT 
7913120070          CONTRACT 
7912100390          CONTRACT 
791212030B          CONTRACT 

HAOOERTV.  P.  E. 
HAIO.  D.  A. 
HA1R8TDN.U.  G. 
HAIRSTON.H.  0. 
HAIfiSTON.  W.  0. 

79120700DA           30-320       P 
7909  1  SOOO7*        90-3M       H 
7912130422          30-34B       B 
7912130421           SO-31B       3 
79  120301  Q7*        9Q-3«      & 

HAIRSTON-W.  0. 
HAIRBTON.  U.  0. 
HAIfiBTDN,  H.  0. 
HA1RSTON,  W.  0. 
HAIRBTON,  H.  0. 

771  2040381*        50-340       9 
7912270389*        50-34B       R 
7912310426ft        90-349      ft 
7912110336*        BO-343      fl 
7912110337"        BQ-349      6 

HAIR8TON.  U.  Q. 
HAIRBTON,  W.  0. 

7912110338*        30-3*8       B 
7912110339*        9<HHa  '    B 

HAIflBimHio; 

7912120433*        90-349       B 
7912120459'        30-34B      3 

HAIRSTON-U.  0. 

791227022B"        50-34H       S 

HAIRBTON,  W,  fl. 
HAIRBTON,  W.  0. 

7912270333*        50-340       B 
79123104BU        90-348       B 

HAI8T.D.  P, 

7913110493*        90-.MW      Q 

HALE,  C.  J. 

7912110032*        QA997 

HALE,  C.  J. 

791226020&*        QATT9 

HALE,  C.  J. 

7912110133*        OA999 

HALE,  C.  J. 

7912110061*       OA979 

HALE.  C.  J, 

7912100409*        QA999 

HALE,  C.  J. 

7913110091*        OA999 

HALE,  C.  J. 

7912170398*        OA979 

HALE.  C.  J. 

7912140543*        QAVTV 

HALE,  C.  J. 

79121H0142*        M999 

HALE,  C.  J. 

791SU10S16*        QA999 

HALL.  R.  E. 

791  SI  00003           RES 

HALL.  R.  E. 

79120B0931*        30-382       Oj 

HALLIOAN,  T.  d. 
HALLMAN,  D. 

7912090207           90-3B7       D 
79130404120        90-312       P 

HAMADA,  0. 

791207Q37fi»        FOU 

HAMMDMD,  E.  L. 

79120S0305           90-331       B 

HAMMOND,  E.  L. 

7913110340           90-331       B 

HAMMOND,  E.  L. 

79121QQ&14           50-331       9 

HAN.  J.  T. 

7912120190          HUREO 

HANCOCK,  J.  A. 

7912060666*        90-302       Q 

HANCOCK,  J.  A. 

7912100207          30-30K      a 

HANCOCK.  J.  A. 

7913030134           30-302       fl 

HANCOCK.  J.  A. 

7912070460           30-302      P 

HANCOCK,  J.  A. 

79121002A9           9O-302       B 

HANCOCK,  J.  A. 

7912110410           90-302       P 

HANCOCK-  J.  A. 

7912110330           BO-302       S 

HANCOCK.  J.  A. 

7912140222           00-303       P 

HANCOCK,  J.  A. 

7912140239           30-302       f 

HANCOCK,  J.  A. 

7912310018           90-302       4 

HANCOCK.  J.  A. 

7912310016           30-302       fl 

HANCOCK,  J.  A. 

7912180371           90-302       R 

HANCPCK.  J.  A. 

7912360245           90-302       f 

HANCOCK,  J.  A. 

7912260Q39           BO  -3  03       B 

HANCOCK,  J.  A. 

7912370373           30-303       P    • 

HANKEV,  D. 

79122B0492*        30-2B9       U 

HANNON,  J.  N. 

7912110429           90-293       F 

HANNON.  J.  N, 

79122A0077           90-393       P 

HANBEN,  L.  E. 

7?12B00029ct        71-69S1 

HANSEN-L.E. 

791220000B           71-63B1 

HANBEN,  L.  E. 

7912200011W        71-69BI 

HANSELL.  D. 

79121701BOH        40-2041 

HANSELL,  D, 

7912030024          40-20il 

HANSELL,  D. 

7912190217           40-8061 

HANSEN.  D.  I». 

79120704400        30-292       0 

HANBEN,  L.  E. 

7913E0001S*        71-6331 

HANSEN,  H.  A. 

7912180379          30-463       a 

HANSEN.  H.  ft. 

7913810033ft        30-403       Q 

HANSON.  0.  E. 

7912130009*        TCPREP 

HAHDIH,  A.  K, 

79121S0326           30-390       8 

HAHD1N-A.  X. 

7912180291           50-339       9 

HARDIH.A.  K. 

79  1  2070097*        80-3  43       0 

HAROErT,  D. 

79121003B3*        CONTRACT 

HARMON.  D.  W. 

7912030218*        XPORTUIC 

HARMON.  D.  W. 

7913060178           XPORTL1C 

HAfiMON,  D.  H. 

79121B009i           XPORTJ-IC 

HARMON,  D.  H, 

7912180106           XPDRTLIC 

HARMON.  D.  W. 

7912100216           XPOJtTUC 

HARMON.  D.  W. 

7912170369           XPDflTLIC 

HARMON.  0. 

7912140123           NPORTLIC 

HAfifllfi,  0.  E. 

7912170144*        71-9009 

HARRIS,  J.  a. 

79181  80601*        30-334       a 

HARRIS,  J,  B. 

7912180961*        30-334       B 

PERSONAL  AUTHOR  INDEX 
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—  W/THOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEQOflY 

KWtfilBON.F.  L. 
HMRI80N,J.  J. 
HAHRJBON.H.  C. 
HMtRIBON,K. 

HAAR1BW.O.  A. 

7912190544 
79121102B6* 
7912280360* 
791231029B 
7911190538 

RES 
30-346         Q 
40-2239 
I  IE 
SO-322        0 

HARTrH.  C. 
IHARTOtf,  J.  J. 
)     HMUrtJCD.T.P, 
HMUDOD.  T.  P. 
:     HMItEHrfl.D. 

7912200170 
7913070387 
791B130410 
7912300370* 
7912210141 

71-3987 
30-313        J 

50-339        H 
90-339        A 
XPORTLIC 

tUVERKAHP,  E>.  R. 
KMJK1KB.D.O. 
KUM1NS.F.C, 
1     HUWIH6.F.C. 
WYEB^P.y, 

7912040179* 
7913300114 
79121  10286" 
7912130136* 
7912110373 

30-330        Q 
PR 
30-346        Q 
90-346         Q 
30-574       0 

HAYCBjJ.K, 
.     HAVES'  D.M, 
HAVEBf  D.  U, 
HVTCBjD.U. 
HAYEB^D-U, 

7918140229 
7913030363* 
791SlloaBi» 
7912130136* 
79121B0236* 

50-250        S 
90-329        a 
50-346         0 
30-946        Q 
50-293       0 

'     KAYEB.D.N.* 
HAYES.  D.N. 
HAVHCBjJ^. 
HAfKEej  J.  ft. 
HA1LE.A.J, 

7912210031* 
7912030032* 
7912120443 
7912140340 

7912040030 

30-337        0 
90-440       Q 
30-306       F 
90-206       P 

PROJ 

<    HA7LE.A.J, 
KEADr  J.  T. 
HEM},  J.  T. 
HEAD.  J.  T. 
HEADv  J.  T. 

7912210091 
7912210142 
791S0404A8 
7913040397 

79121B0328 

UABTE  HOT 
90-206        Q 
50-206        S 
50-206       B 
90-306        S 

UEADv  J.  T. 
HEAD,  J,  T. 
HEAD,  -J*  T. 
lEARNEi  T.  J. 
HEARNE.  T.  J. 

7912170293 
791317O3tl 
7912180609 
7913110393 
791S1700B3 

50-206       S 
90-206         B 
50-206        B 

30-482        0 
30-432        0 

IflE&EMAN,  W,  N.      . 
HEJEEL.fl.P. 

HE1BEL.R.P, 
HE1BEU.R.P. 
HEIBEL.n.P. 

7912200203 
7913060454* 
79120604B3* 
7912060499* 
791213O943" 

PBOJ 
30-317         9 
30-317        S 
30-317         8 
90-317        fl 

HEICEL.C.H. 
HEIOHMAH.R.  F. 
HEISHHAH.R,  F. 
»EieHHAN,R.F. 
HE18H«AH,ft.  F, 

791237O44B 
7912200435 
7918360364 
7912310083 
791B1B0373 

HQ-341        A 
30-346       8 
30-331        B 
30-346        8 
50-293         B 

HE,  ISHMAH.lt.  F. 
HEJeWtAH,  R.  F. 
HElflHrtAH,  R.  F. 
HEISHtiAH.  R.  F. 
HEISHItAN.il.  F. 

7912200364 
791231O04S 
7912310093 
7912O70066 
7912070143 

30-346        3 
50-293       S 
30-395        fl 
30-346       0 
90-249         S 

MEISHHAK,  R,F. 
tCISHEtAH.R,F. 
HE  ISHHAH.  R.  F. 
HEIS(HAH.n,F. 
«E1SH»«K.R.F. 

7913130061 
7912030088 
7913060654 
7912060650 
7913170390 

30-315        G 
50-10           B 

50-293        B 
50-304        B 
30-10           5 

HEISHMAM,  R.F. 
HEJSWtAM.  R.  F. 
HEJE1WAM.H.F. 
HEIBHHAW,  R.F. 
KEIBtKAM,  R.F. 

791217O4H3 
7912030090 
7912030013 
79120SOOSQ 
7912050330 

SO-2B2         S 
30-393         Q 
30-10          Q 
50-303        Q 
50-409        Q 

HEIBHHAK.  H.  F. 
HE1BHHAM.  R.  F. 
HEIfltWAN,  R,  F. 
HE1BHHAM.R.  F. 
HEIBHHAN,R.  F. 

7913110237 
791B030400 
7913070079" 
7912050401 
7912090348 

30-3  IB        0 

30-303       Q 
30-346       fl 
50-2B2       a 
90-346       0 

HElSlttiAN,R.F. 
HEISH«A«,B.F. 
KE1&HHAN,R.  F. 
HE1SHHAN.R.  F. 
HSIBWWU.R.  F. 

7912260103 
7912310130 
7912200243 
7913Z10066 
7912260140 

90-3B3        0 
50-373        Q 
30-346        Q 
50-303        Q 
30-155        a 

HEISWHAK.R.  F. 
HE1BHHAN,  R.F. 
HEIBWtAN.R.  F. 
HEi.OEBm  0,  L, 
HEU1WS.O.  L. 

7912040009 
7913030667 
7912210140 
791217O3B5* 
7918200030" 

50-10       a 

30-282       0 
90-346       Q 
40-3339 
71-6381 

tELLER.L.  M. 
MEtlEfl,  L.  H. 
HELH,X. 
HELK8<  J. 

HENDEDBON.  B.  A. 

7913190203 
7912180316* 
79121B0003 
7912200388* 
7912310493" 

30-367       A 
PDR   M1BC 
XPDRTLIC 
30-339       A 
30-255        P 

HENDR1CK.H.  0. 
HCWDfiICK-W.  0. 
H£T(DHIGKB,D.M. 
NCNDHIE,  J.  M. 
HENDRIE.  J.  M. 

7912280636 
7912280663* 
7912280676* 
7913190321" 
7912170004 

XPORTLIC 
XPORTLIC 
27-10 
ACRB 
30-70          0 

AUTHOR 

ACCEBBIBH 
NUHSER 

SUBJECT 
CATEGORY 

HENDRIE.  J.  M. 
HENDRIE.J.  H. 
HENDRIE.  J.  M. 
HENDRIE.O.  M. 
KENDfUE.W.  M. 

7912170013 

79ie060359» 
7  •?  12270062 
7912030371* 
791  2030573* 

90-7O          0 
FOIA 

CBMM1BHIOM 
Btat*  Prog 
State  frog 

MENDRIE,  -J.  H. 
HENDfllE.  J.  M. 
MENDRIE.  J.  M. 
HENDREE.  J.  M. 
HEND-R1E.  J.  M. 

7913030378* 
791  2030  58  !• 
7912130241 
7913130314" 
7912310126 

State    Prog 
State    Proa 
50-330        U 
30-320         U 
COMMISSION 

HEH&RIE,  0.  tl. 
HENDRIE.J.M. 
HENDRIE.O.  M. 
HENOBIE.O.M. 
HEKDRIE.J.  M. 

7913300034 
7912270132 
791S270125" 
7912270131" 
791327O139* 

CQHMIBBION 
COMMISSION 
COMMISSION 
COMNIBBIQN 
COMMISSION 

HENBRIEj  J.  M. 
HSNDRIE*  J.  H. 
HENDRIE,  J.  M. 
HENDttlE,  J.  M. 
HENDfllE,  J.  M. 

79132701  49» 
791227O1S11' 
7912270158* 
79i227OI6O« 
7912270163 

COMMISSION 
COMMISSION 
COMHIsaiON 

cdHHiaanJH 

COMMISSION 

HENDRIE.  J.  H. 
HENHRIE,  J.  M. 
HEHDRIE.  J.  M. 
HENDRIE,  J.  M. 
HEWDR1E,  J.  H, 

791S37O192 
7913370110 
79132701  17» 
791B200334* 

7912200345* 

COMMISSION 
COMMISSION 
COMMISSION 
50-339        A 
30-339        A 

HEJJDRIE,  J.  H. 
HEKDRIE,  d.  M. 
HENDRIE-  J.  M. 
H6NDH1E,  J.  M. 
HENDfllE,  J.  M. 

7912270083 

7912270080 
79  12270  102 
7712270107 
791337QOB9 

COMMISSION 

COMMISSION 
COMMISSION 
COHHIBSIOH 
30-330        P 

HENDRIE.  J.  H. 
HENDRIE.  J.  M. 
HENFUXEDNrP.W, 
HERBERT,  B. 
HERBE1N.  J.  0. 

7913270092 
7912270097 

77  1204  0249  H 
79I2030196« 
79120  i.0433» 

30-330        P 
COMMISBIOH 
50-263        P 
50-337        B 
SQ-3B9        0 

KERDEIN.  J.  0. 
HEBBEIN,  J~Q. 
HEHBE1N.  J.Q. 
HERBEIM,  J.  B. 
irERBEIN,  J.  0, 

7912170820 
79121B049& 
7912130367 
7912030170- 
791207O13fc 

50-289        0 

50-8H9         O 
&0-2B9        S 
30-320        F 
30-320        K 

HEHBEIN,  J.  0, 
HERBEIH,  J.  0. 
KEHBEIM,  J.  0. 
KER3EIM.  J.  «. 
HERBEIM.  J.  0. 

7912030320 
791St>i0340 
7912060346 
791^100320 
79121S0339 

50-2B9        P 
SO-EB9        P 
50-239        P 
90-2B9        P 
50-2B9         B 

HERBEIM,  J.O. 
HERBEIN,  J.O. 
HERBEIN,  J.  0. 

HERBEIN,  J.  0. 
HERBEIM,  J.  0. 

7912120414 
7913270333 
7912300813 
79121B0254 
7912300349 

50-HB9        P 
30-SB9         S 
50-299        P 
&0-289         P 
50-209        R 

HEHBEIN.  J.  0. 
HERBEIN.  J.O. 

HERBEIM,  J.O'. 
HERDTi  A.  R. 
HERDT.  A.  H. 

79  1  2270523 
791231037B 
79123103B2 
7913210039 

791  3310300* 

&0-SB9        P 
SO-3B9         P 
50-2B9        F 
50-516        B 
50-346        0 

HERDT,  A-R. 
HERDTi  A.  n. 
HERDT.  A.  R. 
HERDT.  A.  R. 
HERDT.  A.  R. 

79ia0701Ji2« 
79iail02l4tt 

791206O49SB 
79iao604B£,» 
79120S03B5" 

50-580        0 
80-38?        0 
30-380        Q 
30-327        0 
50-327        0 

HERJJT,  A.  R. 
HERDT-  A.  R. 
HERDT,  A.  R. 
HER&T.  A.R. 
HER&T.  A.  R. 

79  120306  IB* 
79l203O33Bit 
791205-0535" 
7912O3O622» 
79iaO300B9» 

5O-4  1  6        0 
30-3  1  a        Q 
30-S81        Q 
30-230        <t 
30-416         O 

HEftDT.  A.  R. 
HEflDT,  A.  R. 
HEfiDT.A.  R. 
HERDT,  A.  R. 

nenoT,  A.  R, 

7912310172* 
7912050333* 
79121BO149* 
79t203043B» 
79iaai021B» 

30-491          ft 
5Q-369         0 
50-361          0 

SO-40O      a 

50-239        a 

HEROT,  A.  K. 
HEUBT.  A.  R. 
HERDT.  A.  R, 
HEnDTtrt.R. 
HERHELL.D.  C. 

791231011B* 

7912310100* 
79183  103B7* 
7913260151* 
7913110326* 

30-2B1         Q 
50-390        d 
30-4,38        0 
50-337        0 
50-333        P 

HERHINa.K.  B. 

HERRINfl.K.  B. 
HEflRINB.  K.  B. 

HEARINQ,  K.  B. 
HEHRINC.  K.  B. 

790BQ3057B 
7915170333* 
7912170339* 
7912170246* 

79133l02ta 

50-244        P 

SO-344        0 
30-344        G 
30-344        0 
PDR  MISC 

HERBINO.K.  B. 
HERRMANN.  H. 
HERRMANN.  H. 
HERBCH.  H.  H. 

HEHBCHLEH.  E. 

7912Z9O137* 
791212035B 
79121B0455 
7912210099 
7912310212 

30-344        fl 
30-471        Q 
BO-471        O 
KPORTLIC 
4O-B743 

AUTHOR 

ACCESS  ION 
NUMBER 

SUBJECT 
CATECORY 

HEilSLOFT,  L.  H. 

791227O252 

4O-B452 

HEBTERMAN,  I.  F. 

7912200019 

30-298         8 

HEWARD.R.W. 

791  22B04  37* 

50-310        P 

HEHARD.R.H. 

7912130441" 

5O-330        P 

HI  ATT.  J.  H. 

79iaoso3i5» 

5D-2&4        O 

HIATT.J.U. 

79  1  3070270- 

3o~io       a 

MICKEY,  C-.R. 

79121BO207 

NUREO 

HICKIN.R.  A. 

7912IB0019* 

CONTRACT 

HICKLE,  B.  J. 

79  12140352» 

30-239        R 

HICKS.  K.  M. 

7913310360 

RECOD 

HI  (JOINS,  J.  C. 

791S070202» 

3O-322         a 

HILL,  d.  F. 

7912130324 

PR 

HILL.O,  F. 

791213032&" 

PR 

HINCM-eY.  U.  H. 

79iai003Bfi* 

CONTRACT 

HIND.  J.  A. 

791.3130-063 

30-1O            S 

HIND.  J.  A. 

7913170166 

30-  1O            3 

HIND.  J.  A. 

79121BQ037 

50-440        3 

HIND,  J.  A. 

791S03O103 

3O-4&I        3 

HINDj  J.  A. 

79  L2  13  0679 

so-  10        a 

HIND,  J.  A. 

7912110275" 

7O-36 

HIND,  J.  A, 

79121KOOS5* 

50-309        a 

HIKE,  J.  A. 

7912110322 

70-3fi 

HINDi  J.  A. 

7912120079 

90-305         d 

MINES,  E. 

7912120363* 

5O-34I         Q 

HIRATA,  V. 

79132  10210* 

QA999 

HIRATA,  V. 

791  221  020  1* 

OA999 

HIRBCH.  D.  O. 

7912190105* 

90-142         0 

HJELHFELT.B.  C. 

7912190333 

SO-34B         M 

HJELMFELT,  D.  C. 

79  IB  130344 

90-346        M 

HLOHATY.n. 

79laaB0465» 

50-330         H 

HLUCHAN.  R.  M. 

7912130399 

PR 

HOB8ON.  J.  M. 

791S030661* 

3O-142         P 

HODDER.M.H. 

7913270117 

30-329        0 

HODDER.M.  H. 

791  £2701  30* 

30-3H9         B 

HDDQDON,A.  P. 

7912130094 

30-443-         M 

HODODDN.  A. 

791226QOB1 

50-449         M 

HQDQDDN,  A.  P. 

7912130336 

ftfl-443         M 

HOEFLIKQiR.  K. 

7912060079* 

90-322        0 

HOEFLINO.R,  K. 

79  120303  IB 

70-3*23 

HOEFLIN<J.  R,  K. 

791Z100137 

SO-313         0 

HOEFUINft,  R.  K. 

7912100143* 

5O-31S         0 

HOEFLINO,  R.K. 

7912100147" 

3O-3  1  Z         0 

IIDEFLINO.  R.  K. 

7913100153* 

30-313         e 

HOEFL1NO,  R.K. 

79  1  21  001  SB* 

50-313         O 

HQEFL1NO.  R.  K. 

79l2100]6L<> 

5O-31H         O 

HOEFLINfl.  R.  K. 

79121700B3 

30-312         0 

HQEFLINQ.  R.K. 

7913100  1  3S 

70-2633 

HOEFLINO-R.K. 

7912130030 

30-322        0 

HOEFLINSrR.  K. 

7913190178 

QO-323         C 

HOEFUINO.R.  K. 

7912170158 

50-312         O 

HQEFLIHO.R,  K. 

791  El  70266 

50-31S         0 

HQEFLINO.R.  K. 

79121BQ040 

90-313         0 

HOEFUNO.R.K. 

79122AO337 

5O-31B         O 

HOEFLINB.R.  K. 

79123^0329" 

50-313         0 

HOEFLINO.R.K. 

7912260344* 

30-312         B 

HOEFLINO.fi.  K. 

791  23  40343* 

SO-313         0 

HDFFMAH,  H. 

79122BO312 

3O-275        O 

HOFFMAN.  0.  L. 

7912170143 

40-3259 

HOFFMAN.  R. 

7912230103*- 

MA9TE  HOT 

HOFFMAN,  D.  P. 

771CO602IO 

30-355        Q 

HOFFMAN.  D.  P. 

791E20067B 

50-253        Q 

HOFFMAN,  D.  P. 

7912Q40219 

50-255        Q 

HOFFMAN.  D.  P. 

771H31Q491 

REBOD 

HOFFMAN.  D.  P. 

79IK050497 

30-155         P 

HOFFMAN,  0.  P. 

791304,0446 

3O-159         8 

HOFFMAN.  ».  P. 

7912060621 

50-15S        P 

HOFFMAN.  0.  P. 

7912100374 

3O-135         P 

HOFFMAN,  ft.  P. 

791S170235 

50-155        P 

HOFFMAN,  D.  P. 

7912tBOt04 

50-1  &5        F 

HUFFMAN.  D.  P. 

7912IB050B 

50-255        8 

HOFFMAN,  D.  P. 

7912190466 

30-253        P 

HOFFHAN,  0.  P. 

7912310453 

50-193         P 

HOFFMAN.  B.  P. 

7913310476 

30-235         P 

HOFFMAN.  D.  P. 

7913310353 

30-195        P 

HOFFMAN.  D.  P. 

7913310364 

3O-833         9 

HOFFMAN,  J.  R. 

791204034H 

30-29           P 

HOFFMAN,  J.  R. 

7912200313 

NUREO 

HOFMAVER.  C.  H. 

7918130008 

50-219        P 

HflLCOHB.D.  0. 

79121BQLB5* 

OA999 

HOLLAND,  P. 

791H030166* 

50-249         B 

HOLLAND.  P. 

791H14Q404* 

80-237        B 

HOCLINOBHAW,  H, 

7912O4O333* 

5O-3B7        8 

HQLLDHAY.  C.  J. 

7912130236* 

PDH  MISC 

HOLLOHAV.  C.  J. 

79  IS  100039  * 

50-2B6        P 

HOLODY,  D.  J, 

7912ia03iO» 

7O-O20 

390 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGQRY 

HOLODV.  D.  J. 
HOLODV,  D.  J. 
HOLODY,  D.  J. 
HOLDDV,  D.  J. 
HDLOUKriA.P. 

7913240071* 
7912190  761* 
7713200309* 
7912110273* 
7912190393 

5O-54 
7G-1100 
70-33 
70-36 
30-320 

a 

0 

HOLTZCLAW,  K.  M. 
HDHKONEN.D.  U, 
HDDD,  D. 
HOOD,  D. 
HOOD.  D.  S. 

79131BOI36* 
7912210434* 
7912050305* 
7913140175 
7912070511 

FOIA 
71-5467 
50-329 
50-329 
50-329 

A 
A 
A 

HOOD,  D.  g, 
HOOD,  D. 
HODH.  J.  0, 
HOPKINS.  H.  Fl. 
HORN,  A.  J. 

7912110406 
7912120297 
7912380565" 
7712110045* 
7912060104* 

50-339        A 
50-339        A 
50-329        S 
CONTRACT 
50-375        0 

MORN.  A. 
HORNE.C.G. 
HQSEY,  C.  H. 
HB5FORD,  B.  B. 
HOSFORD,  S.  D. 

79i2050096» 
7912200316" 
7912200012 
791203009B 
7913120092 

50-306 
50-339 
SO-2B7 
50-29 
50-369 

0 

A 
Q 
P 
P 

H05FOHD,  S.  B. 
HQUOHTONi  T.  C 
HfflJGHTON,  T.  C 
HOUGHTQN,  T.  C. 
HOUSTON,  R.  \l. 

7912130262 
7912110231 
7912130127 
7912310004 
7913170399* 

30-355 
50-416 
50-416 
50—114 
FOIA 

P 

A 
A 

F 

HOWARD,  T.  (!. 
HOWARD,  E.  D. 
HOWARD,  J,  E. 
HOWARD.  J.  E. 
HO  WE,  P.M. 

791328063B 
7912310213 
7912260342 
7912370320 
7912110306 

40-3453 
PR 
50-S93 
50-293 
50-400 

P 
P 

a 

HOHELL,  S.  H. 
HOHELL.S,  H. 
HOWELL,  S,  H. 

HDHELL,  B.  11. 
HQHELL,  S,  H. 

791206001  5» 
7912040110 
79121201BO* 
7913030155 
7913030IB8 

50-329 
50-329 
30-339 
50-329 
50-329 

Q 
R 
Q 
C 
C 

HOHELL,  S-  H 
H01JELL.  S.  H. 
HOHELL,  S.  H. 
HOME1L.  S.  H. 
HDUELL,  B.  H. 

7912040366 
7912070451 
791211033B 
7912130219 
7912180176 

SO  -329 
30-329 
50-329 
90-329 
50-329 

A 
A 

S 
a 
s 

HOHELL,  S.  H. 
HOHELL,  3.  H. 
HOHELL,  5.  H. 
HDHELL.B.  H. 
HOWELL,  0,  H. 

7-913160536 
7913110363 
7912130544 
7912270193 
7912370197* 

50-329 
50-329 
50-339 
50-329 
50-339 

s 

B 
3 
A 
A 

HOHELL,  S.  H. 
HOWELL,  B.  H. 
HDWELL,  3.  H. 
HQWELL,  J,  C. 
HOWELL,  J.C. 

7913330433 
7912330523 
7913200560 
79122103B3» 
79130300-74* 

50-329 
50-329 
50-339 
50-369 
50-330 

a 

R 

s 

Q 
Q 

HOWLEfT,  L. 
HOHLETT,  G.  H. 
IIUBACEK,  H.  G 
HUBACEK,  H.  0. 
HUODLESTOH,  H.  D. 

7-713170143 
79121Q0403" 
7912060670 
7"?  12280339* 
79I3210GB9* 

40-2239 
50-33i 
50-499 
50-493 
50-358 

R 
S 
Q 
U 

HUEBEL,  J.  0. 
HUFHAM,  J.  W. 
HUFHAH.  J.  W 
HUFHAM,  J,  H. 
HUFHAM,  J.  U. 

7913050005 
7912310315 
79121803A4* 
79121004,610 
7913100274" 

NUREO 
IfeE 
50-335 
30-335 
50-335 

0 

a 

Q 

HUFHAH,  J.  W. 
HUFHAM,  J.  M. 
HUFHAM,  J.  W. 
HUFHAM,  J.  U 
HUCHEG,  W.  Q, 

79120904660 
7912060134* 
7912120355* 
79133100BD* 
7912270361 

50-566 
50-361 
50-327 
30-36? 
50-206 

Q 
Q 

a 

Q 

I 

HUGHES.J. 
HULrtAH.L.O. 
HULMAN.L.  0, 
HULMANiL.  0 
HUNN1CUTT,  D.  H. 

7713050052* 
7309270104* 
7809370093 
79132000B3 
79121201  lfl» 

50-440 
30-369 
50-269 
30-3B3 
QA999 

a 
p 
p 
p 

HUNNICUTT.D   M 
HtWmCUTT.D.  M 
HUNNieuTT.D.  M. 
HUMNICUTT.D.M. 
HUNN  1  CUTT,  D.  M. 

7712210036* 
7912180196* 
7912210333* 
7912160273* 
7712100415* 

GA999 
QA999 
OA999 
OA999 
OA999 

HUNNICUTT.D.H 
HUNNICUTT.D  M 
HUNNICUTT.D.  M 
HUNNICUTT,  D.M. 
HUNSTAD,  A.  A. 

79131100BB* 
7912110071" 
7913120293" 
79-12260139" 
7913030202* 

QA999 
GA999 

QA999 
OA999 
50-306 

8 

HUNBTAD,  A.  A. 
HUNBTAD,  A.  A. 
HUNSTAD,  A.  A. 
HUNBTAD,  A..  A. 
HUNSTAD,  A.  A, 

79131B062B* 
7912180634" 
7913100636* 
79121B064Q* 
791237049B* 

50-263 
SO-2B3 

so-  sea 

50-282 
50-263 

R 
R 

R 
R 
S 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEODRY 

HUN8TAD,  A.  A. 
HUNT,  J.  B. 
HUNT,  M.  D. 
HUNT,  D. 
Hl/NTER.R.  S. 

791331047B* 
79123003630 
7912170016* 
7912200471 
7912S70384 

30-282         B 
50-339         A 
50-364         Q 
50-434         3 
50-316         P 

HUSEBV,  D.  E. 
HUSEBY,  D.  E. 
HU3EOY,D,  E. 
HUSEDV.  D.  E. 
HUSTON,  R.  W. 

79  18310357* 
77120&0454* 
7913IB0602B 
79121B0619" 
7913140407 

30-317        S 
50-317         S 
90-317         B 
50-317         B 
90-139         S 

HUSTON-  R.  W. 
HUSTON.  R.  W. 
HUSTON,  R.  W. 
HUSTQN.R.  W. 
HUTSQN.T.  W. 

7913140412 
7912140415 
79L3310146 
7-7123101BS 
7912060047* 

50-155         8 
SO-255         P 
30-159         P 
30-159         P 
50-52B         Q 

HUTSON.  T.  H. 
IANN1.P.  W. 
INDYKErC.  M. 
INMAN,  D.  W. 
IPPDLITCh  T.  A. 

7913060065* 
7913130500* 
79  1  2S6O203 
791219OS5H 
79  1  205O379 

SO-375         a 

30-447         A 
50-596         0 
RES 
30-H71         P 

IPPOL1TO,  T.  A. 
fPPOLlTO,  T.  A. 
IPPDLITO,  T.  A. 
IPPDLITO,  T.  A. 
!PP£1LITO.T.  A. 

79120503920 
7912050307* 
7912170039 
7912030233 
7912030335* 

50-571         P 
50-271         P 
SQ-2B3         p 
50-331         P 
50-331         P 

IPPDLITO.  T.  A. 
IPPOLITO,  T.  A. 
IPPDL1TO,T.  A. 
IPPOLITO,  T.  A. 
IPPOLITO,  T.  A. 

7912030240* 
7913070476 

791207O4B3B 
7912070460" 
7913070497 

50-331         P 
50-393         P 
90-393        P 
50-293        P 
90-366         P 

IPPDLITD,  T.  A. 
IPPOLITO,  T.  A. 
IPPQLITQ,  T.  A. 
JPPOLITO,  T.  A. 
IPPOLITQ.  T.  A. 

791207O501* 
79l20705oa» 
791B26001S 
7912180064 
7912190343 

30-366         P 
30-3M         P 
30-R39         P 
30-331         P 
90-366         P 

tPPQLITO,  T.  A. 
IPPOLITO,  T.  A, 
IPfDLITO,  T.  A. 
IPPDLITD,  T.  A. 
IPPtJLITO,  T.  A. 

791326O17B 
791  2280  1H9 
7912140007 
7912140290 
791S130439 

50-293         P 
90-293         P 
50-293        F 
90-293         P 
50-396         P 

IPPOLITO,!.  A. 
IPPULITO,  T.  A. 

rppanTD,  T.  A. 

IPPOLITO.T.  A. 

IRELAND,  A. 

791S130706* 
7918130726* 
7912370063 
7913170106 
79-12120546* 

30-296         P 
50-296         P 
50-1O           F 
50-393         P 
P0R   MIBC 

IRELAND.  J.  H. 
IRVING,  S.  M. 
IRVINQ,  B.M. 
IRUINQ,  B,  M, 
IRVJNO,  S.  H. 

791H040447 
7  •?  12200025 
791Ha6O210 
7912240313* 
79  1  3300035 

50-155         J 
50-3B3         0 
90-333        0 
5O-3B3        0 
50-3B2        0 

IRWIM,  D.  P. 
IRH1N,  D.  P, 
JABLON,  FI.  A. 
JA13UON,  R.  A. 
•JAI3LON.R.  A. 

7913130-317 
7912130317 
7912190337 
7913300287 
7912060020 

PR 
PR 

30-449        M 
50-3D9         H 
90-330         M 

JAULDN,  R.  A. 
JA9LONSKI.F.  J. 
JACKSON,  0.  H. 
JACX90N,  Q. 
JACKSON.  T.  J. 

79J23002B7 
79  13360  169» 
79iaia0475« 
7912-2Q010a» 
79130501169 

50-3B9         M 
50-367         Q 
50-875        U 
40-8&74 
50-277        Q 

JACKSON,  L.  L. 
JACKSON,  R.  E. 
JACOBS,  3.  D. 
JACOBS,  A. 
JACOBS,  A. 

7912060467" 
7912270126 
7912280155 
791SO60167 
7912110539 

50-327        Q 
WASTE  MOT 
REQQD 
CONTRACT 
CONTRACT 

JACOBS,  A. 
JADHIN,  0, 
JAFFE,  S. 
JANECEK,  R.  F. 
JANECEK,  ft.  F. 

7912120H61 
7912070470 
7912190175 
7912120323 
7912070417 

CONTRACT 
50-155        0 
FOIA 
SO-1O          P 
50-1O          P 

JANECEK,  R.  F. 
JANECEK,  fl.  F. 
JANECEK,  R.  F. 
JANECEK,  R.  F. 
JANECEK.R.F. 

7713310361 
7912140366 
7912190343 
7912310370 
7913270345 

5O-1O           P 

50-10            P 
30-237        P 
50-237        P 
50-10            S 

JANECEK,  R.  F. 
JANECEK,  R.  F, 
JANECEK,  H-  F. 
JANECEK,  H.  F. 
JEFFERSON-  K. 

79122BO&05 
7912270394 
7912270459 
7912310349 
7912030066 

HO-tO           H 
50-254        9 
50-237        P 
50-10          P 
XPOSTL1C 

OENCKEB,  T.  A. 
JENS,  D. 
JENfl.  D.  C. 
JENKINS,  0.  R, 
JENKINS,  B.  R. 

7912310184 
7912180307* 
79121B0331* 
7912-030083* 
791E13000S 

REQOD 
PDR  MISC 
PDR  M18C 
50-361        Q 
50-327        8 

AUTHOR 

ACCEBBION 
NUMBER 

SUBJECT 
CAT  EIHfFl  V 

JENKINS.  0.  R. 

7913100467* 

30-371   Q 

JENKINS,  0.  R. 

7912310086* 

90-3-Et?   Q 

JENQUIN,  J.  P. 

7913300030* 

71-6981 

JENS,  U.  H. 

7912040508 

30-341   A 

JENS,  H.  H. 

7913140420 

30-341   A 

JEN3,  M.  H. 

7912270B35 

30-341   A 

JENS,  U.  H. 

7912S709&9* 

30-341   A 

JENTZ,  T.  L. 

7913120033 

REQOD 

JERMAN.P.C. 

791S310321 

ItE 

JERMAN,  P. 

7912310051 

It,E 

JERNIOAN,  E.  P. 

7913SB0392* 

90-330   Q 

JERNIOAH.E.  P. 

7912260056" 

30-389   Q 

JOCDBSrS.  B. 

79  12280  IBS 

REJGOQ 

JOHN-  D.  F. 

7912140203 

30-449   H 

JOHN,  D.  F. 

7912270084 

30-443   H 

JOHN,  D,  F. 

7912270084 

50-445   M 

JOHN.  D.  F. 

7912370084 

30-445   H 

JOHN.  M.  N. 

79123I02B3* 

50-369   Q 

JOHNS.  S.  J. 

7913310443" 

9-0-133   0 

JOHNSRUD,  J,  H. 

7912130063 

PROJ 

JQHNBRUD,  J. 

7912380614 

PR 

JOHNSRUD,  J. 

7913130362* 

PR 

JOHNSRUD,  J. 

7912130399 

PR 

JOHNSON,  C. 

79121401BB" 

50-466   g 

JOHNSON,  C. 

791E140091 

30-46A   0 

JOHNSON,  C. 

7913180170 

30-466   0 

JOHNSON,  C. 

79121400B1 

5  0-4  ii   0 

JOHNSON,  J.  D. 

7912190552 

RES 

JOHNSON,  N. 

7912310027 

XPQHTLIC 

JOHNSON,  B.  L. 

79122B0340" 

SO-244   P 

JOHNBON,  E. 

7912260141* 

O.A999 

JOHNSON,  E. 

791  2260  13B« 

QA991? 

JOHNSON,  E, 

7912360125K 

OA999 

JOHNSON,  E. 

7913260104* 

OA99? 

JOHNSTON,  P.O. 

7913280344 

30-330   H 

JOHNSON,  J.  M. 

7912180646 

FOIA 

JOHNSTON,  0.  L. 

79131B0990* 

50-409   D 

JOHNSON,  0.  L. 

7912310434* 

30-366   R 

JOHNSON,  0.  L. 

7913180434" 

90-321   R 

JOHNSON,  0.  L. 

791H1BQ443* 

30-366   ft 

JOHNSON,  M.  C, 

7913060589* 

50-39  3   ft 

JOHNSON,  H.C. 

7912100463 

30-393   ft 

JOHNSON,  M.  C. 

791S190563 

30-393   S 

JOHNBON,  M.  A. 

7912100334 

90-346   1! 

JOHNSON,  H.  P. 

791B140133 

PR 

JUHN80N,  M.  P. 

7912280131 

MURED 

JOHNBON,  M.  R. 

7913100033 

50-936   0 

JOHNSON,  D. 

7912200456 

30-317   8 

JOHNSON,  D. 

7913300S42 

30-309   B 

JOHNSON,  R. 

7912200067* 

90-347   D 

JOHNBON,  J. 

7912310131* 

50-206   Q 

JOHNSON,  J. 

7913060058* 

SO-277   Q 

JOHNSON,  A.  H, 

7912060215* 

S  0-369   Q 

JOHNBON.  A.  H. 

79131B0131* 

30-303   0 

JOHNSON,  W.  D. 

7912050342* 

50-313   Q 

JOHNSON,  J,  M. 

79181  10QS2* 

OA999 

JOHNSON,  J.  H. 

7912170398* 

OA999 

JQHN9DN.  P. 

79120902(30* 

50-313   Q 

JOHNSON,  A,  D. 

791  2070  198* 

30-H9    Q 

JOHNSON.  R. 

7913200601 

30-307   T 

JOHNSON,  R. 

7912200613 

SO-3Q9   T 

JOHNSON,  R. 

7912300623 

30-389   T 

JOHNBON,  R. 

79122005B7 

SO  -339   T 

JONES,  L.  L, 

7912120345 

50-3Q2   0 

JONES,  L,  L. 

7912120352* 

90-392   0 

JONES,  V.  I. 

7912130376 

50-273   0 

JONES.  D.  M. 

7912130615 

50-538   9 

JONES,  B.  M. 

7912100394* 

CONTftACI 

JONES,  0.  M. 

7913310297 

50-533   J 

JONES,  R,  D. 

7908290539 

PDF1  HI3C 

JONES,  L.L. 

7913120343 

50-332   0 

JONES.  L.  L. 

7912120353* 

SO-3S3   0 

JONES.  J.  A. 

7913130433* 

50-4  00   S 

JONES,  J.  A. 

79121304610 

30-400   H 

JONES,  J,  A. 

7913130472!* 

30-400   B 

JONES,  VI.  C. 

7913190363 

5D-SB9   Q 

JONES,  W.  C. 

7912210105 

30-2B9   a 

JONES,  M,  C. 

7912170193 

50-289   a 

JONES,  W.  C. 

7912030212 

30-2B3   P 

JONES,  M.  C: 

7913130416 

30-30  3   P 

JONES,  M.  C. 

7912070464* 

30-3BS   P 

JONES,  H.  C. 

7912070463 

90-289   P 

JONES,  H.  C. 

7913140347 

50-263   R 

JONES,  M.  C. 

7918140397 

ftO-SBS   P 

JONES,  M.  C. 

7912190988 

30-3B3   F 

PERSONAL  AUTHOR  INDEX 
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AUTHOR 

ACCE88ION               SUBJECT 
NUMBER                    CATEGORY 

JOKES.  W.  C. 

•JOf&.U.C. 
OONEB,  H.C. 

JCMES.  D.C. 

79I219O301            30-2OS         H 
7912190365           SO-2H5        P 
7912270270           50-2B3        P 
7912270376            50-205         P 
7912110533            TOPJ1EP 

JOHEB.D!C! 

JONEB.O.  C. 
JWJES.L.  U. 
JOHC8.L.M. 

7912130121            TQPREP 
7913040123            (1EB 
7912040133            RE3 
7912200493            3O-272         8 
T712030114           SO-2B6        B 

JONES.  E!  M! 
JONEB,  P. 
JOKES'  X>.  M- 

79122O047Q*         3O-29            Q 
791303O262*         5O-273         Q 
7912260071"         70-1143 
79121OO213            3O-259         B 
791221O233B         7O-1151 

JONEB.C^e! 
JCROAH.H,  d, 
JORDAN,  U.  Q. 
JOHDAH,  H,  a. 

791K060063-*         30-436         Q 
7912360133"        30-346        G 
7912OA023Q          50-289        O 
7912O60242"         3O-289         0 
7912130036           30-2B9        O 

JORDAN.  U.  Q. 
JORDAN,  U.  B. 
JCHDAH.  M.  B. 
JDHEHW.  H.  B. 
JORDAN.  M.  B. 

7912360362          5O-2B7        O 
791H06O23O            30-2B9         O 
7912O&0342B        30-2B9        0 
7912130026           SO-2Q9        0 
7912260362          50-289        G 

JORDAN,  H.  B. 
JQRDAK.ELL. 

JOHDANjE.L. 
JORDAN,  E.  E.. 
JORDAN.  E.L. 

7912270011            50-2B9         0 
79OB1403OV"        POT  M18C 
7912050027           SO-233        0 
7912Q4O133          30-346        a 
7912I3O1  SO          30-239        0 

JOfi  DAN.  E.U. 

oovNEHr  j.ti. 

7912200143           30-1O            U 
7912310064            71-23O 
79122701OO*         7O-1113 
7V1212036O"         70-82O 
7912030141*       70-133 

•JOTfHfK.J.H. 
JOWNER.  J.H. 
iXmffHi  J.  11. 
•JOVMEHi  J.  H. 

79I226OO74"         3O-34            Q 
791230OOOH*         7O-371 
791219O7H1"         7O-1IOO 
7912O70273*        70-371 
7912O303D3*         7O-1143 

JOVNEH,  J.  11- 
JOVMEH.  J.  H. 
Od  YHOtJ.lt- 

JOVNEfi,  J1.  H. 

7912200333"        7O-371 
79132CO316"         70-364 
791226OO9S"        30-333        0 
7912260331"        3O-134        0 
791  2200300  »        70-33 

OOYNER.J-H. 
OOYHEH,  J.  ht 
JQYMEfl.  J.  H. 

.JUUIAN,  C. 

7912200534-         3O-334         0 
7912260063"         7O-O20 
7913260016"       7O-371 
7912200100"         70-133 
77I2210069*        50-83          Q 

KAtVI.  J.  D, 
KAU1VXAHAH1B,  N. 
KAU1VTANAKIB.  N. 
KAl_IVIANAHIB.N. 

7913Q602S*»        30-333        0 
79I2200222»         30-244         P 
7912120080          30-231        P 
7912070443           3O-2S4         B 
7912100332           50-H54         B 

KAUMAN.O. 
KAHIAN1.!.. 

791231Q047"         3O-31B         Q 
79122HO4B?"        5O-2B7        U 
79122O049>3»        30-320        U 
791231007H          30-3            O 
77123101O7          9O-3             0 

KAHAK.  H.  K, 
KANE.U.F. 

7912170174          REB 
79132B0112          30-312        1 
79122B02AB"        SO-320        H 
79I2030173>        5O-272        B 
7912040317*        50-372        S 

KAFPLE.  A  H. 
KAPftf  .  A.  U. 
KAPJU,e.  A.  H. 
KAPfLC.  A.  H. 
KAfPLE,  A.  H. 

79120103*3*        50-272        B 
7912040360t        SO-272        S 
7912040393"        50-272        B 
7912O4Q4O9*        3O-272        B 
7912040416*        SO-272        B 

(•APPLE.  A,  H. 
KAITLE,  A.  M. 
KAPPUE-  A.  H. 
tWPLJE,  A.H. 
KATJPLE.  A.  W. 

7912030439*        BO-272        8 
77iaU02TO«        SO-272        S 
791227O290*        30-272        » 
7912270S91*        W-3™        „ 
791S270AOO"        3O-272        a 

KAAHAHrH. 
KA&  rENBEHe-  U.  E. 
KAULi  E.  O. 
MAURANK.  B.  A. 
HAMAMJRA.  0. 

7912060343          5O-4M        8 
7912050660*        3O-142        P 

791H170374          XPOHTLJC 

KAMUtA.  IL- 
KA*. J-  A. 
KAY,  J.  A. 
KAY*  J.  A. 
HAY.  J.  A, 

7912170299"        *%-?£'        " 
791S1B01M          50-B?          £ 
7912100135          90-29          P 
7912270434          50-29          P 
7712270203          SO-29          P 

ACCESSION             SUBJECT 

AUTHOR 

NUKBER                  CATEGORY 

KEEMAN.R.P. 

7912130102*        XPOHTL1C 

KEEHAN,  R.  P. 

7913030110           XPCflTLlC 

KEENAN,  T.  D. 

7912310921           50-271        P 

KEIHIQ.H.  R. 

7913260010          50-273        S 

KE1H10.R. 

7913200436           50-317        S 

KE1HIQ.R.R. 

7912100253*        50-334        fl 

KEIKIO.R. 

7912200542          50-309        S 

KEIHIO.R. 

7913030104           30-245        B 

KElHID.R.n. 

79I21B0309           50-245        S 

KE1HID.R.R. 

791SO60221*       50-334       Q 

KEIHlfi.R.R. 

7912100199*        50-313        0 

KEIHIO.R.  R. 

7912O30064*        50-272        Q 

HEIHIO.R.R. 

79120A0076*        50-273        0 

KEIHIO.R.  n. 

7912210363*        50-244        fl 

KEIHIO.H.R. 

7912190777*        5O-B13        O 

KEIHIO.R.  R. 

7912200067*       5O-247       Q 

KEIHIO.R.  R. 

79122OOOfl6*        50-272        0 

KEIHIO.R. 

7912310131*        5O-2B6        0 

KEIHIO.R.  R. 

7912260302*        5O-27          Q 

KELGLEY,  H.  D. 

7912060001           71-5796 

KELBLEY,  N.  D. 

7912070509          71-5796 

KELLEY.D.  L. 

7912130339*        SO-131        Q 

KELLEV.  H.  D. 

7912050344*       QA999 

KELLEY,  U.  D. 

7912210199*        QA979 

KELLDOe.P.  J. 

7912190751           50-338        S 

KELLOOO,  P.  J. 

7912200423           30-280        S 

KELLOOO.  P.  J. 

7912210060           50-323        B 

KELLOOO,  P.  J. 

7912260019           50-325        B 

KELLOOO,  P.  J. 

7912210045           50-280        S 

KELLDCO,  P.  J. 

7912070046           5O-333        S 

KELLOOO.  P.  J. 

7912060646           50-338        B 

KELLDCD,  P.  J. 

791220M67           50-323        S 

HEU-003,  P.  J. 

7912280157*        50-395        0 

KELLDCO.  P.  J. 

7912170407           5O-338        S 

KELLOCO.  P.  J- 

7912060152*        50-323        O 

KELLOQO.P.  J. 
KELLOCO.  P.  J. 
KELLOCfi.  P.  J. 

7912070167*        50-324        Q 
7912050641*        5O-324        0 
7912050467*        50-280        0 

KELLOCO,  P.  J. 
KELLOOO,  P.  J. 

7-J1205D119*        50-261        Q 
7912050624*        5O-2BO        Q 

KELLOCO.  P.  J. 
KEU-aCO,  P.  J. 
KELLOM.  P.  J. 
KELLOOO.  P.  J. 
KELLOGG.  P.  J. 

79120601  14*        50-33B        d 
791212027S*        30-338        O 
7912160343*        30-324        Q 
7913310346*        50-302        fl 
7912B60260*        30-416        d 

KELLY.  R-  J- 
KELLY,  R.  J. 
KELLY,  R.  J. 
KELLY,  ft.  J- 
KELLY.  R.  J- 

7912280539           50-331        F 
7912050150           50-321        P 
7912050533          30-321        P 
79I2I40321           50-321        P 
7913270519           50-321        P 

KEHENY,  J.  0. 
KENFORD,  C. 
KEHLEY,  J.  B. 
KENHARD.N.J. 
KENHARD.  N.  J. 

7912070006           3O-320        P 
7913210423           50-289        O 
7912130603*        PR 
79121B0162          50-289        « 
7912180193           50-289        O 

KEHHA.H.  D 

7912H10263*        30-269        Q 
7912110536         70-27 

KENNA.H.D. 
KEHNA.M-  H. 
KENNA.U.B. 

791226017B*        70-143 
7912030030           50-335        a 
7912030070           50-339        Q 

KEW4A.M.  D. 

7912310224           70-1151 
7912210202           50-259        « 

HENNA.  M.  B. 
KEWW.H.  B. 
KENT.  0.  0. 

7912310227         5O-269       Q 
7912110019*       CONTRACT 

KEPFORD,  C. 
KEPFORD,  C. 
KEPFDRD.C. 

KEPHAHT,  C.  0. 

7912060039           PRDJ 
7912UOD43         30-277       O 
7912120055          PRCW 
7912170095         50~??L       I 
7912300*03*       50-339       A 

KEPPLER.  J-  0- 
KEPPLER.  J-  O- 
KEPPLER  >  J-C- 
HEPPLEB.  J-  «- 
KEPPLER.J.  0. 

7912190282*        ACR8 
7912210047           30-546        9 
7912050014           50-346        Q 
791307C049         5O-341        a 
7912140302          FOIA 

KEPPLER.  J.O- 
KEPPLER.  J.  0- 
KEPPLEH-  J.  0. 
KEPPLER.  J-0- 
KEPPLER.  J.  0- 

7912180320           50-440         Q 
791S1907B6           30-2S5         0 
7913300128           50-329        <* 
7-91M50I03           50-315         O 
7913050106           50-10           O 

KEPPLER.  J.  0- 
HEPPLEH.  J-0. 

7712050113           30-353         0 
79,3050114           50-440         0 
79  120301  IB           3O—  I"        u 

KEPPLER  i  J.O- 

7419050  122           30-329        0 

KEPPLER  i  J.  6- 
KEPPLER.J-0. 

7712050133           50-409        Q 

AUTtlOn 

ACCESSION             &1JBJECI 
HUMBEfl                  CATECOft* 

KEPPLER.  J.  0. 

791B050134           »-34!         0 

KEPFLER.  J.  C. 

7912050126           55-331         a 

KEPPLER.  J.  C. 

7912O501M           50-461         Q 

KEPPLER.  J.  G. 

7912050130           50-315        O 

KEPPLER,  J.  Q. 

7912050140           50-347         Q 

KEPPLEH.  J.  0. 

7912050144           50-263        0 

KEPPLER,  J.O. 

7918030147           30-560        Q 

KEPPLEH.  J.O. 

79  ICO  50  143           5O-5*&        Q 

KEPPLER.  J.O. 

79120501S2           50-316        0 

KEPPLER,  J.  0. 

7912020154           W-4B3        3 

KEPPLER,  J.  G. 

7912O50156           SO-26A.        (* 

KEFPLER,  J.  0. 

7712050150           5O-3S3        Q 

XEPPLER.  J.  0. 

79I21O0209           5O-313        O 

KEPPLER,  J.  C. 

79I31O02I3           30-1Q           Q 

KEPPLER.  J.O. 

79I21O021B           50-35B        a 

KEPPLER,  J.  G. 

79I2IOQM1           50-440        0 

KEPPLER,  J.O. 

7912100223           3^-337        3 

KEPPLER.  J.O. 

791210022&           50-155        Q 

KEPPLER.  J.  0 

7912100327           5O--4K        Q 

KEPPLER.  J.O. 

7912100230           W-341         Q 

KEPPLER.  J.  C. 

7912100232           50-331         O 

KEPPLER,  J.O. 

7912100233           50-461         Q 

KEPPLEH.  J.  G. 

7913100235           50-367        0 

KEPPLER,  J.O. 

7912100237           3O-263        O 

KEPPLER.  J.  G. 

7913100241           50-590        Q 

KEPPLER.  J.6. 

7913100243           50-546        0 

KEPPLER,  J.  0. 

7912100244           50-3*6        O 

KEPPLER,  J.O. 

79  121002  *H           50-463        <J 

KEPPLER.  J.  O. 

7912100249           50-EM.        Q 

KEPPLER,  J.O. 

7912100252           50-305        0 

KEPPLER.  J-  C. 

7912110357           SO-10           O 

KEPFLER.  J.  G. 

7913110567           5Q-3OT        Q 

KEPPLER.  J.  0. 

7912110369           5O-44S        Q 

KEPPLER.  J.  0. 

79tK11037t           50-155        Q 

KEPPLER.  J  0. 

7912110574           5G-327         0 

KEPPLER.  J.  0- 

79121  lOSl'fi           30-409        Q 

KEPPLER,  J.  0. 

791211037Q           30-3«1         '1 

KEPPLEfl.  J.  G. 

7912110579           50-331         Q 

KEPPLER.  J.  0- 

79121  1O5B1           5O-461         Q 

KEPPLEH.  J.  O- 

7912110502           50-315        Q 

KEPPLER.  J.  0. 
KEPPLER,  J.  G. 
KEPFLER.  J.O. 
KEPPLER.  J.  B. 
KEPPLER.  J.  G. 

791211Q5B3           50-367        O 
79121  IOS35           53-263         Q 
79121105B6           50-580        O 
7913110530           50-344,         0 
79121  105B9           50-3*6         G 

KEPPLEH,  J.O. 
KEPPLEH.  J.  0. 
KEPPLER.  J.  G. 
KEPPLER.  J.  G. 
KEPPL-HR.  J.  0. 

7912110572           50-48:1         Q 
7912HC593           5O-21d        Q 
7912120001           53-303        0 
7713310023           5O-23J         O 
7912050340           SQ-315        O 

KEPPLER.  J.O. 
KEPPLER.  J.O 
KEPPLER,  J.  0. 
KEPPLER,  J.  0. 
KEPPLER.  J.  G. 

7712050344           50-295         Q 
7913050350           SOMO           Q 
7912050353           50-353        3 
7912050361           50-4<U        Q 
7912C50363           5C-1SS        Q 

KEPPLER.  JO. 
KEPPLEH.  J.  0. 
KEPPLER.  J.  C. 
KEPPLER,  J.  G. 
KEPPLER.  J  0 

79I20503&7           5O-253        O 
7912050370           5O-327         0 
7913050372           50-437        0 
7912050375           30-241         3 
7913050377           50-331         O 

KEPPLER,  J-0. 
KEPPLER.  J.  0. 
KEPPLEH,  J.  G. 
KEPPLER.  J   G. 

KEPPLER.  J.O- 

79120503B4           5O-46I         O 
7912050389           5O-3t7        O 
791B050397           50-263        a 
7712050404           50-233         Q 
7912O5O4D5           30-580        O 

HEPPLER.  J.  0. 
KEPPLER.  J.  G. 
KEPPLEH.  J.  B. 
KEPPLER.  J.O. 
KEPPLEH.  J.  fl- 

7912050407           50-546        O 
7912050410           50-34*         Q 
7913050413           50-433        3 
791S05M14           50-246         Q 
7912050416           5O-305        0 

KEPPLER.  J.  O 
KEPPLER.  J-0. 
KEFPLER,  J.  0. 
KEPPLEB.  J.  0. 
KEPPLER.  J.  O- 

7913130409           50-315        P 
791B280632           5O-315        1* 
791310O417           50-10           Q 
7912100423           5O-35U        O 
7912100424           50-440        *> 

KEPPLER.  JO- 
KEPPLER.  J.  6. 
KEPPLER.  J-  0- 
KEPPLER.  J-  0- 
KEPPLER.  J.  0. 

79121004S5           50-337        Q 
791310042B           5O-155        0 
7912100429           5O-4O9        O 
7912100430           50-341         Q 
7912100434           50-331         fl 

KEPPLER.  J.  C. 
KEPPLEH.  J". 
KEPPLER.  J.O. 
KEPPLER.  J.  0. 
KEPPLER.  J  0. 

7912100435           5O~*t"         ° 
79,2100436           50-315        0 
7912100433         5O-367        « 
771210O440           SO-363        O 
7912100441           50-5BO        a 
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ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

KEPPLER.  J.  0. 

7912100*42 

30-546        Q 

KEPPLER,  J.  0. 

7913100444 

30-346        Q 

KEPPLEH.  J.O. 

7913100446 

30-433        Q 

KEPPLEH.  J.  0. 

7912100147 

30-346        Q 

KEPPLER,  J.  0. 

7913100448 

50-303        a 

KEPPLER.  J.O. 

7913110244 

30-440        0 

KEPPLER.  J.O. 

7912110249 

30-329        Q 

KEPPLER,  J.O. 

7912110252 

90-135        Q 

KEPPLER,  J.O. 

7912110355 

50-409        fl 

KEPPLEH,  J.O. 

791211025B 

30-341        Q 

KEPPLER,  J.  0. 

7912110239 

30-331         Q 

KEPPLER.  J.  0. 

7912110262 

50-461        Q 

KEPPLER,  J.  0. 

79131  102,65 

50-367        Q 

KEPPLER,  J,  0, 

791  21  SOI  72 

50-329        Q 

KEPPLER,  J.O. 

79121401B7 

SO-10           Q 

KEPPLER,  J.  0. 

7913140203 

50-35B        Q 

KEPPLER,  J.  0. 

7912140213 

50-316        Q 

KEPPLEH,  J.O. 

7912140216 

50-263        Q 

KEPPLER,  J.O. 

7913140223 

50-5BO-        Q 

KEPPLER,  J.O. 

7912140228 

50-346        Q 

KEPPLER,  J.  0. 

7912140337 

50-346        Q 

HEPPLER.O.  0. 

7913140242 

50-4B3        0 

KEPPLEH.  0.0. 

7912140343 

30-266         Q 

KEPPLER.  0.0. 

7918140249 

50-309         Q 

KEPPLER.  O.  0. 

7912200143 

30-946         3 

KEPPLER,  J.  0. 

7912110393 

30-315         a 

KEPPLER,  J,  0. 

7912110393 

50-10           Q 

KEPPLER.  J.  0. 

7912110397 

50-35B         0 

KEPPLER.  J.  Q. 

7912110399 

50-440        0 

KEPPLER,  J.  0. 

7912110403 

30-153        Q 

KEPPLER,  J.  0. 

7912110420 

30-329         Q 

KEPPLEH.  J.  0. 

7912110433 

50-409        Q 

KEPPLER,  J.  0. 

7912110424 

50-341        0 

MEPPLER,  J.  8. 

7912110427 

30-331        Q 

KEPPLER,  J.O. 

7912110430 

50-461         0 

KEPPLER,  J.  0 

7913110431 

30-367        0 

KEPPLER,  J.  0. 

7912110433 

50-263         Q 

KEPPLER,  J.  0. 

7?  121  10437 

50-580        0 

HEPPLEH,  J.  0. 

79121  10440 

BO-546         Q 

KEPPLER,  J.  0. 

791311044-3 

50-346         Q 

KEPPLER,  J.O. 

7913110444 

50-493        Q 

KEPPLER,  J.  0. 

7912110H4B 

50-266         Q 

KEPPLER,  J.O. 

7912110450 

50-303         Q 

KEPPLEH,  J.  0. 

7912140375 

90-346        0 

KEPPLER.  J.  0. 

7913190199 

50-10           Q 

KEPPLER,  J.O. 

7912190207 

50-373         a 

KEPPLEH,  J.  0. 

7912190211 

30-358        Q 

KEPPLEH,  J.  0. 

7913190213 

50-440        0 

KEPPLEH,  J.  0. 

7912190316 

50-193       0 

KEPPLER,  J.  0. 

7913190210 

50-329         Q 

KEPPLER,  J.O. 

7912190219 

SO-409        Q 

KEPPLER,  J.O. 

7912190S21 

30-341         Q 

KEPPLEfl.J.  0. 

7912190233 

50-331         Q 

KEPPLER,  J.  0. 

7912190224 

50-461         Q 

KEPPLER,  J.  0. 

791219022B 

50-315        0 

KEPPLER,  J.O. 

7912190329 

50-367         Q 

KEPPLER,  J.O. 

7912190231 

50-263         0 

KEPPiER.J.O. 

7912190233 

50-346        Q 

KEPPLEH,  J.  «. 

7913190235 

50-266        Q 

KEPPLER,  J.O. 

7912190230 

30-303        0 

KEPPLEfi,  J.O. 

7912190240 

50-  5  BO       Q 

KEPPLER.  J.O. 

791  HI  90244 

90-546       Q 

KEPPLER,  J.  0. 

7912190246 

30-4B3       0 

KEPPLER,  J.  0. 

7913310073 

30-153       F 

KEPPLER,  J.  0. 

79123IQ09B 

50-263        F 

KEPPLER.  J.O. 

7912310103 

50-346       F 

KEPPLER,  J.  0. 

7913210127 

30-295        F 

KEPPLEF,  J.  0. 

7912210129 

50-305       F 

KEPPLER,  J.  C. 

7913310144 

90-266       Q 

KEPPLER,  J.  0. 

7912M005& 

50-10           Q 

KEPPLEfl,  J.  0. 

7912140069 

50-398        Q 

KEPPLER,  J.O. 

7912140074 

50-440        0 

KEPPLER,  J.  0. 

7912140077 

30-329       Q 

KEPPLER,  J.O. 

791S140079 

50-135       a 

KEPPLER,  J.  0. 

791H14009B 

30-409        Q 

KEPPLEH.  J.  0. 

791B140DB6 

50-341        Q 

KEPPLER,  J.  0. 

7912140OB7 

30-461        0 

KEPPLER,  J,  0. 

7912140089 

50-315       Q 

7912140090 

30-367       Q 

7912140093 

50-263       Q 

7912140095 

30-900       G 

7912140098 

30-346       Q 

7912140099 

50-346       a 

7913140104 

30-483       Q 

7912M0106 

30-266        Q 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 
CATEGORY 

KEPPLER,  J.  O. 

7912140109 

30-305         Q 

KEPPLER,  J.  0. 

7912200006 

SO-10           Q 

KEPPLEFI*  J.  O. 

7912200099 

50-3  53        Q 

KEPPLER,  J.  H. 

7912200103 

30-440        Q 

KEPPLER,  J.  Q. 

7912200106 

50-135        Q 

KEPPLER,  J.  Q. 

791S3001  OS 

50-329       Q 

KEPPLER,  J.  Q. 

7912200112 

50-409       Q 

KEPPLER.  J.  0. 

7712200115 

50-341         Q 

KEPPLER.  J.O. 

7913200117 

30-331         Q 

KEPPLER,  J.  O. 

7912200133 

30-461        a 

KEPPLER.  J.O. 

7912200127 

30-313         Q 

KEPPLER.  J.  O. 

79132C-Q130 

50-367         Q 

KEPPLEH,  J.  8. 

7912200134 

50-263        Q 

KEPPLER.  J.  O. 

7912200136 

50-50O        Q 

KEPPLER,  J.  O. 

7913300141 

50-546        0 

KEPFLER,  J.  O. 

7912200144 

50-346        Q 

KEPPLER,  J.  0. 

7913200140 

30-403        a 

KEPPLER,  J.O. 

7913200133 

50-266        Q 

KEPPLER,  J.  0. 

7913200153 

30-305         Q 

KERB,  H. 

7912100029 

ACRS 

KEflH.H. 

7912100034 

ACR8 

KEfiR,  H. 

791S21O331 

ACRS 

KEfiR.O.  g. 

7912120091 

State  Prog 

KERR.O.  U. 

7912120183 

State  ProB 

HERH.O.  U. 

7912110053 

State  Prog 

KERfl.O.  W. 

7912110063 

State  Prog 

KERR,0.  H. 

79121B0050 

WASTE   M8T 

KERR,  0.  W. 

7912100053 

HASTE  MOT 

KERR.O.  U. 

79J204O13I 

30-330        0 

KERR.O.  U. 

7912040140 

30-32O        0 

KERR.O.  W. 

791E040I46 

State  Frag 

KERR,  0.  U. 

7912040171 

Stato  Prog 

KERR.O,  H. 

7912040175 

State  Prog 

KERR  ,  0.  W, 

7912040103 

State  Prog 

KERR,  0,  U. 

7912O4O192 

State   Prog 

KEflR.O.  H. 

7912040199 

Btatu  Prog 

KERH,  0.  W. 

79I204O203 

State  Prog 

KERR,  0.  H. 

79  IS  120371 

Stato   Prog 

KERR.  0   H. 

7912170047 

WASTE   MOT 

KETCHEN,  E.  O. 

79  1  3260371 

70-2623 

KETZLrtCH.N. 

79  121  10544* 

7O-27 

KGTZLACH.H. 

7912090093 

7O-27 

KETZLACM,  N. 

7912170043 

70-27 

KETZLACH,  N. 

79.132B0594 

7O-27 

KHATIH-RAHBAFt,  M 

7912120129 

TDPREP 

KIDB.M.  9 

7912060114* 

50-33B         Q 

KINDER,  E.  T. 

7912130970 

PR 

KINDER,  E.  T. 

771313057B* 

PR 

KINOSLEV,  S.  S. 

791  SI  00  107* 

71-358 

K1NGELEV.  a.  S. 

791H19Q-179B 

71-35B 

KIKNEY,  W.  W. 

79120S010B* 

7O-1143 

K1NNEY,  W.  M. 

77  iH3  10320* 

7O-820 

KINNEV,  W.  H. 

7712130353* 

7Q-H43 

KIWJEY.H.  W. 

7712060674 

7O-1H3 

KINTNER.L.  L. 

7712H70178* 

30-364         ft 

HINTMEH.L.  L. 

7912270035 

5O-341         A 

KIRKPATR1CK.  D. 

7912190237* 

5O-275         G 

KIRSCH.  D.F. 

79121  10493* 

50-508       Q 

KIRSCIND.  F. 

5001110502 

50-30B        S 

KIRSCH.D.F. 

7912130509* 

30-300         Q 

KinBHEN.A.H. 

791SQ5Q599 

50-289         0 

KIRBHEN.  A,  11. 

79ISO60&12 

50-205         6 

KIRSHEN.A..  II. 

7912030599 

50-285         0 

KIRSHEN.A.H. 

7912060612 

3O-2B5         0 

KISSEL,  G.  J. 

791217QO36* 

50-2B9       0 

KISTER.H.  B. 

7912050131* 

3O-333         Q 

K1BTER.H.  D. 

791  2060059* 

5O-277         0 

KJSTER.H.  B. 

79J2100274* 

5O-271        Q 

KLEINBOSeC,  W.  P. 

7712O30533H 

5C--3B1         0 

KLIE,  T. 

7913280537* 

50-320         0 

KLIHE.  J.  A. 

7912070171 

30-275         0 

KLINE,  J.  A. 

7912170013 

30-K79         0 

KNAPJ*,  D. 

79121.7031)9 

PfiDJ 

KNJ&HT.C.  F. 

79  1  220007  1« 

50-289         0 

KNH3HT.J.  E. 

7913170242* 

30-344         O 

KNIGHTt  J.  P. 

79IHO70030* 

30-273        A 

KNIGHT.J.  P. 

77IE  100305 

PDH  MI3C 

KNOLL,  M, 

79122B03S1* 

90-320        H 

KNOP,  ft.  C. 

7912180370 

SO-4B3        S 

KNOP.H.C. 

79>ta260137« 

SO-329        0 

KMDP,  R.  C. 

7912070033 

50-4B3        3 

KNOP.fl.  C. 

7912210033* 

50-483         Q 

KNDP,  ft.  C. 

79122601691 

30-367       0 

KMQP.K.  C. 

771234009  U 

30-461        Q 

KMOP,  R.  C. 

7912170416 

30-329        8 

AUTHOR 

ACCESSION      SUBJECT 
NUMBER        CATEQOftY 

KNOTT8,  J.  D. 
KNOTTS,  J.  B. 

7912200627     3Q-44S   H 
79122B0627     3O-443   M 

KNUPP,  R.  L. 

7912060066     30-3(19   0 

KNUTH,  D.  F. 

7912210053     NUfiEft 

KNUTH.  D.  F. 

791219O183*    FOIA. 

KNUTH,  D.  F. 

791  H  190201*    FDIA 

KNUTH,  D.  F. 

791219017U    FOIA 

KNUTH,  D.  F. 

791219O179*    FOtA 

KNUTH,  D.  F. 

7912140440     RES 

KNUTH,  D.  F. 

7912190331*    FOIA 

KMUTH,  D.  F. 

7912190330*    FOIA 

KOCH-  U. 

7913200064*    30-320   H 

KOCHER.D.  C. 

7912120033     NUREG 

KOCK.  L.  J. 

7912040278    30-461   F 

KODNER,  J.  L. 

7912260354»    30-373   0 

KODNER,  J.  L. 

791  3  130294     50-399   C 

KODNER,  J.  L. 

7912130117     50-399   0 

KOUKER,  J.  L. 

7912130120*    50-399   0 

KODNEH,  J.  L. 

7912130121*    30-599   0 

KODNER,  J.  L. 

7912130128     5O-399   0 

KODNEfl,  J.  L. 

7912140295     50-399   0 

KODNER,  J.  L. 

7913130117     SO-S99   B 

KDDNER,  J.  L. 

7912130120*    50-399   0 

KODNER,  J.  L. 

791  31  30  120     30-399   0 

KODNER.  J.  L. 

7912140293     30-399   Q 

KOEPKE,  H. 

7912190210*    50-402   Q 

KOESTER.O.  L. 

7912060362     50-133   F 

HOESTER,  0.  L. 

7913070140    5O-4B2   S 

KOESTER,  0.  L. 

7912070174     50-402   5 

KDE8TER,  0.  L. 

79133703BO     50-483   A 

KOHLEH,  J.  E. 

7912030066*    5O-295   0 

KOHLER,  J.  E. 

7912060634     5O-393   3 

KOHLER,  J.  L. 

7912060650     50-304   3 

KOHLER,  J.  E. 

79121B0090     SO-29&   3 

KOHN,  B. 

79122B0660     FOIA 

KQLTAY.P. 

79122B0301*    50-320   01 

KOLTAV,  P.  S. 

7913050004*    50-SBfi    0 

KONKLIN,  J.  E. 

7912210059     30-440    S 

KONKLIN.  J-  E. 

7912200007     50-440    S 

KOPECK,  J. 

7912190327     PDR  H1BC 

KORCHYNSKY,  M, 

7912140469*    3O-237   S 

KORCHYNSKY,  M. 

79121B0399*    50-249   S 

KDTSCH.  J.  L. 

7913120575     40-229 

KOUTS,  H.  J.  C. 

7912140410     RES 

KOUTS.H.  J.  C. 

7912140420     REB 

KOUTS.  H.  J.  C. 

7912140424     REB 

KOUTS,  H.  J.  C. 

7912140433     BE5 

KOWftLSKI,  J.  1. 

79  1  2060333     7  1  -9035 

KRAMER,  K. 

79121303IB     Pft 

KRANISH,  A. 

7912100109     FOIA 

KRER0.A.  II. 

7912100091*   COMTRACT 

KRESS,  T.  S. 

7913120190     NUREO 

KREYSA.  F.  J. 

7912200662    71-fcflOQ 

KRDEHN.  T.  A. 

7912100585*    50-409   D 

KRUESI.F.  E. 

7912190360*    FOIA 

KRUQ,  H.  E. 

7913190355  -   HASTE  MOI 

KRUO,  M.  E. 

79121907B5     HASTE  MQT 

KUHtMAN,  C.  M. 

79J2070342*   FOIA 

KUMP,  R. 

7912280321*    SO-32Q   H 

KUNZE,  H.  E. 

7912110036*    CONTRACT 

KUSEK,  L.  T. 

7912110366*    5O-H93   9 

KU5HNER.M.  L. 

7912200100*    7O-135 

KH1RANT,  E.  M. 

7912070503     71-6717 

KYGEfl,  J.  A. 

7912050009     NUREO 

L'HEUREUX,  J. 

7912100035     71-4949 

LADUN,  R. 

79122601  19*    50-277   0 

LADUN-  R.  H. 

791205DQ8&*    50-101    0 

LADUN.  R. 

79(2100057*   7O-8BO 

LAFLEUR,  J.  D. 

7912190153     JtPORTLK 

LAFOLLETTE.B.C. 

7912060610     PRH 

LAOIEHBK1,  J.  B. 

79  JH3  10357*    50-317   B 

LAOIEHSKI.J.  a. 

79121B0602*    SO-317    fl 

LAOIEHSKI.J.  S. 

791^180619*    5O-3J7   8 

LACaHARSING,  H. 

7912040126*    5Q-320    U 

LAQOMARSIND.R. 

791221022B*    50-275    U 

LAGDMARB1MO,  R.  J 

7912210030    5O-275   U 

LAQOHARBirJO,  R.  J 

7912130206     30-275   U 

LAOOHARSINO.R.  J 

79121  B046B    5Q-27S   U 

LAORANOE,  R.  Q. 

79121100B1*   OA999 

LAINAS,  Q. 

7912110577    50-34B   P 

LAINAS,  0. 

79121800B3    50-321   P 

LAINAS.  C. 

7912260062     5O-346    0 

LAINAB,  0. 

7912100037     30-317   P 

LAIMA8,  0. 

7912180117     5O-333   P 

LAINAS.  0. 

79121B0317    SO-Z69   P 

PERSONAL  AUTHOR  INDEX 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOR1 

t 

LAI  WAS.  0. 

79  12050146 

50-263 

P 

LAI  1MB.  0. 

79121B0319 

50-324 

P 

LAIKAQ.O. 

7912190123 

90-271 

P 

LAIKA9.  0. 

7912100359 

50-219 

F 

UU  HAS.  <*. 

79121B0335 

90-155 

F 

LrtlHAS.  0. 

79121S0198 

50-369 

P 

LAI  HAS.  0. 

79121B0200 

50-313 

P 

LAI  HAS.  0. 

7912190046 

90-273 

P 

LAI  NAB.  ft, 

7913190163 

50-336 

P 

LAIHAH.O. 

7912260327 

90-243 

P 

LAMIAS.  0. 

7912200114 

90-309 

F 

LAINA9.0. 

7912200123 

50-155 

F 

LAENA9.  G. 

7912200139 

90-289 

P 

LAI  MAS.  0 

7912260131 

50-321 

P 

LAEKAS.C. 

7912200097 

90-409 

F 

LAINAS.G. 

7912200062 

90-317 

F 

LA  IHAS.  0. 

7912190057 

30-244 

P 

LAINAS,0. 

7912190069 

90-269 

P 

LA  IHAS,  0. 

7912310470 

90-317 

P 

LAlflAS,  0, 

7918310148 

90-335 

P 

LAUIAB,  0, 

7912310144 

ORO 

LAINAS.O. 

7912310217 

90-266 

F 

t-AIHAB,  0. 

7912310393 

50-245 

F 

LASNAS.O. 

79000  10339 

50-29 

P 

LAUCABTER,  J.  L. 

7912170254 

50-261 

J 

LANCASTER,  K.  F, 

791  2030187* 

90-303 

9 

LANCASTER,*.  F. 

7912110331* 

50-302 

S 

LANCASTER,  K.  F. 

791  2260243* 

90-302 

S 

LAWCKER.R.  ft. 

7912130350* 

50-264 

Q 

LAJJOSTDNrM, 

7912O3O469 

30-313 

I 

LANFHER.L.C. 

7912140034 

90-312 

0 

LAHPHER.L.C. 

7912170005 

50-312 

0 

LARSON.  L.H.. 

7912030037 

50-313 

0 

LAflEaN.L.K., 

7912030034* 

90-312 

(i 

LAREON.L.K. 

7912140015 

50-312 

a 

LAREON,L.  K, 

7912140023* 

90-312 

0 

LARBON,L.  K. 

7912140033 

90-312 

0 

LARGDN.L.  K.. 

7912140041* 

90-312 

0 

LAREDN,L.  K, 

7912140124 

90-312 

0 

L-AflSONrL.  K, 

7912140159* 

50-312 

0 

LARBQN,  H.  C. 

7912190212 

40-B749 

LAftBOW,  L.  K. 

7912030027 

90-312 

0 

LAfiBQN,  L.  K. 

7912030034* 

90-312 

0 

LAFBGHi  L.  K. 

7912140015 

90-312 

0 

LARBQN.L.  K. 

7912140023* 

90-312 

0 

LARBON.L.K. 

7912140033 

90-312 

0 

i-ARBON.L.K. 

7912140011* 

90-312 

0 

lAHEQNrL.K. 

7912140124 

90-312 

0 

LAHEONiL.H. 

7912140159* 

90-313 

0 

tAtlflN.  V.  H. 

7912190230 

90-273 

0 

LAWRENCE.  L.  I. 

7912130393* 

90-29B 

S 

LAHHQEKI.8, 

7912190352* 

ACRB 

LrtMRUSKI.S. 

7912190396* 

ACRS 

LAUSQN.  K 

79121B0616* 

90-224 

P 

LrtZiftHUe.H, 

7912100199* 

90-213 

Q 

tAZARUB,  U- 

7912190797* 

90-213 

Q 

LAZARUS.  H, 

7912060662 

90-29 

B 

LAIARUa-  W.  J, 

7912260302* 

90-29 

Q 

LAId,  R.  H 

7912110367 

90-263 

0 

L.AZO.  R.  K- 

7912030692 

50-402 

G 

LAZQ.  R.  H. 

7912090433 

50-312 

0 

LAZQ.  R>.  H. 

7912130277 

90-309 

0 

LEACH,  C.  G. 

7912280B22* 

90-244 

P 

LEAR.  0. 

79121  B0650 

90-440 

A 

LEAR.  0, 

7912050637* 

90-142 

P 

tEAft.  0. 

7912030640* 

50-143 

P 

LEASE,  H.  S. 

791317OS71" 

50-316 

a 

tEe.  EJ. 

7912190904 

ono 

LEG,  a. 

7912190190* 

F01A 

LEE.  E>.  R. 

7912180062 

50-267 

B 

LEE.  E.  H.  K. 

7912180342* 

50-373 

a 

LEE.  E.  H. 

7913200589* 

50-454 

a 

LEE,  J.  T. 

7912200336 

50-809 

p 

LEE,  M.  F. 

7912180478 

30-213 

p 

LEECH,  K. 

79121B0370* 

50-254 

s 

LEED,  R.  M. 

7912110267 

50-522 

G 

LEED.fl.M. 

7912140025 

90-922 

0 

i^FEVflE.  H. 

7912170226 

27-47 

i_EM«HAH,  J,  0. 

791B1B0367* 

90-309 

a 

LEHAHAM.J.  J. 

7912110334* 

90-400 

0 

LENTSCH.  J.H. 

79  12090470 

90-344 

p 

LEOKARD.J.  D. 

7912050004* 

90-333 

0 

LEONARD.  J.  0. 

7912120003 

30-333 

0 

UEOMARDi  J.  D. 

7912130200 

90-333 

Q 

LEONARD.  J.O. 

791S120304 

50-333 

Q 
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ACCESS  I  OM 

NUMBER 
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LEONARD,  J.  D. 

7912120128 

30-333 

B 

LEONARD,  J.  D. 

7913140279 

90-333 

Q 

LEONARD,  J.  0. 

7712170214 

30-333 

a 

LEONARD,  0.  D. 

7713360053 

90-333 

a 

LEONARD,  J.  0. 

7912260057 

90-333 

a 

LEONARD,  J.  D. 

7912130449 

50-333 

s 

LEONARD,  J,  D. 

791  30403  OB 

50-333 

s 

LEONARD,  J.  0. 

7912110277 

50-333 

s 

LEONARD,  J.  D. 

79131  10323 

50-333 

s 

LEONARD,  J.  D. 

7912110343 

S  0-333 

3 

LEONARD,  J,  D. 

79121103S3 

30-333 

B 

LEONARD.  J,  D, 

7912110250 

30-333 

H 

LEONARD,  J.  D. 

7912140433 

50-333 

S 

LEONARD,  J.  D. 

79121B0573 

50-333 

P 

LEONARD,  J.  0. 

79131B0594 

50-333 

S 

LEONARD,  J.  ». 

7912210316 

50-333 

S 

LEONARD,  J.  B. 

7912210327 

50-333 

s 

LESSOR,  L.  C. 

79121303B7 

50-298 

s 

LESSOR,  L.  C. 

7912130391 

30-298 

s 

LESSOR,  L.  C. 

7913310435 

50-H98 

s 

LESSOR,  L.  C. 

7913310447 

50-398 

s 

LEBBOB,  L.  C. 

7912140399 

30-296 

n 

LEBSOH,  L.  C. 

7912310499 

50-298 

s 

LESSOR,  L^C. 

7912310443 

30-298 

s 

LESSOR,  U.  C. 

791231043S 

50-298 

s 

LESSY.R.  P. 

7912060009 

50-449 

M 

LE83Y.R.  P. 

7912030098 

30-346 

M 

LE89Y,R.  P. 

7912130236 

50-449 

M 

LE8SY.R.  P. 

7912360044 

30-445 

M 

LES3V.R.  P. 

79  1  226036  1 

50-445 

M 

LETARTE,  H. 

7912060133 

50-155 

0 

LETT1ERI.  V. 

7912100001 

RES 

LEVIN,  C. 

7912140530 

50-155 

U 

LEVIN,  H,  ft. 

7912100307* 

rcn  MISC 

LEVIN,  K,  A. 

7912180312* 

FDR    MISC 

LEVIN,  H,  ft. 

7912110412 

50-206 

P 

LEVIN,  H,  A. 

7912170411 

90-29 

P 

LEVIN,  H.  A. 

79121103-93 

90-10 

P 

LEVINE,  B. 

7913140532 

RES 

LEVINE.  S. 

7912140493 

REG 

LEVINE,  B. 

7912140447 

RES 

LEVINE,  S. 

7913140512 

RES 

LEVINE,  3. 

7912140475 

RE8 

LEVINE,  B. 

7913140471 

RES 

LEVINE,  B. 

7912140444 

RES 

LEVINE,  S. 

7912140483 

RES 

LEVINE,  fl. 

79121  404BO 

RES 

LEVINE,  8. 

79  121  40506 

RES 

LEVINE,  9. 

791214QS1S 

RES 

LEVINE,  S. 

7912140493 

RES 

LEVINE,  S. 

7912140509 

RES 

LEVINE,  B. 

7912140511 

REB 

LEVINE,  B. 

7913140523 

REB 

LEVINE,  B. 

7912140S20 

REB 

LEVINE,  B. 

7913140454 

flEB 

LEVINE,  B. 

7912140515 

flES 

LEVINS,  B. 

7912140519 

fiES 

LEVINE,  B. 

7912140531 

.REB 

LEVINE,  S. 

7913140474 

RES 

LEVINE,  B. 

7912140314 

RES 

LEVINE,  B. 

7912110495 

RES 

LEVINE,  B. 

79121404B7 

RES 

LEVINE,  B. 

791  2140502 

RES 

LEVINE,  B. 

7912110507 

RES 

LEVINE,  B. 

7912200043 

POR    MISC 

LEVY,  A. 

7912230479 

S.Q-2H9 

T 

LEWALD,0.  H. 

7913310100 

30-471 

0 

LEHAUD.O.  H. 

791S210100 

&0-47I 

0 

LEU  IS,  M.  I. 

7912040092* 

50-320 

H 

LEUIB.M.  L. 

7912120233 

PHQJ 

LEUIB.K.  1. 

7712130502 

PR 

LEWIS,  B.E. 

7913170360 

PROJ 

LEWIS,  M,  1. 

7912200419 

liEOOD 

LEWIS,  M.  I. 

7712270093 

50-289 

0 

LEWI  8,  M.  J. 

79122B0485 

30-389 

H 

LEHISifi.  A. 

791  20301  IB 

PRDJ 

LEWIS.  B.  R. 

791B070442* 

50-2B7 

B 

LEWIS,  B.  B. 

7912110309* 

50-2B7 

B 

LEHia-B.fi. 

7912270509* 

90-S7O 

S 

LEWIS,  R,  A, 

7912030119 

PfldJ 

LEWS,  B.  K. 

7913030242 

50-312 

0 

LEWIS-  B,  H. 

7912100475 

30-4B2 

0 

LEHI0.  B,  H. 

7913170073 

50-312 

0 

LEWIS,  B.  H. 

7912170O33 

30-312 

0 

LEWI  a-  B.  H. 

7913170216 

30-313 

D 

AUTHOR 

ACCESSION 
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CATEQDF!' 

/ 

LEWIS,  8.  H, 

7912170149 

50-596 

Q 

LEUIS.B.  H. 

7912060024 

50-313 

G 

LEWIS,  S.  H, 

7912170366 

50-312 

6 

LEWIS,  6.  H. 

7912180048 

50-312 

C 

LEWIS.  8.  H. 

7913210431 

50-312 

G 

LEWIS.  R.C. 

79  1  2070  1  03 

50-387 

B 

LEWIS.R.  C. 

7912060354" 

50-333 

0 

LEWIS,  n.  C. 

7912070163* 

50-324 

0 

LEWIS,  R,  C. 

791  2050  632« 

50-324 

0 

LEWIS,  R.  C. 

7912030456* 

5O-3BD 

0 

LEWIS.  R.  C. 

79121109D2H 

50-261 

Q 

LEWIS.R.  C. 

7912050605* 

50-327 

Q 

LEWIS.R.  C. 

7913050111 

50-261 

D 

LEWtS.R,  C. 

7912O30O61 

50-337 

D 

LEMIB.R,  C. 

7912060192* 

50-369 

Q 

LEUISiR.  C. 

7913060668* 

50-303 

0 

LEUIS.R,  C. 

791207QOB9 

50-349 

a 

LEWIB.R.  C. 

7913070099 

50-395 

a 

LEWIS.  R,  C. 

7912050060 

30-302 

a 

LEWIS.  R.  C. 

79120S0627 

50-327 

a 

LEWIS.R.  C. 

7912060228 

50-2BO 

a 

LEWIB.R.  C. 

7913030366 

30-35? 

Q 

LEWIS.R.  C. 

7912030623 

50-2BO 

Q 

LEWIB.R.  C. 

7912Q6Q1C-0 

5  0-33  B 

0 

LEWIB.R,  C. 

7912060249 

90-333 

Q 

LEWIS,  ft.  C. 

7912120264 

90-33B 

0 

LEWIS.  H,  C. 

7913180149 

50-337 

Q 

LEWIS.R.  C. 

7912L8D337 

90-324 

Q 

LEWIS.  R,  C. 

79121BOI14 

50-303 

Q 

LEWIS.fi.  C. 

7912180125 

90-327 

Q 

LEWIS.R.  C 

771  22301  &2 

90-393 

Q 

LEWIE.  R.  C. 

7912310349 

90-2B1 

D 

LEWIS.  R.  C. 

7712100134 

90-36V 

0 

LEWIB.R,  C. 

79  13310307 

90-39O 

0 

LEUrS.fi.  C. 

7712310336 

90-302 

a 

LEWIS,  n.  C. 

7912050597 

50-327 

Q 

LEWIB.R,  C. 

7912050636 

50-324 

a 

LEWIB.R.  C. 

79ia060£frl 

30-303 

0 

LEWIS.  R-  C. 

79  1  2O70  1  99 

90-324 

0 

LEWIS.  R,  C, 

791221006U 

30-83 

Q 

LEWIS.R.  C. 

7912050446 

30-2BO 

Q 

LEWIS.R.  C. 

791  2200  163" 

30-369 

a 

LEWIS.R.  C. 

7912060182 

50-369 

a 

LEWIB.R,  C. 

79121I04B6 

50-261 

0 

LEWI0.  R.  C. 

7913210052 

50-B3 

a 

LEXA,  ft.  F. 

7912310513* 

50-255 

p 

LIUARKIH-H.  M. 

7912190273* 

ACRS 

L  I  GERMAN,  D. 

791S1700B3 

30-443 

0 

LI  GERMAN,  D. 

79121700GB 

50-145 

0 

LIBfllZZI.F.  P, 

79  1  3030  1  90 

50-273 

s 

LIHIUZZI.F.  P. 

79  1  204031  1 

50-273 

s 

L1BHIZZI.F.  P. 

79  1  2040  3  3B 

5-0-272 

8 

unnizzi.F.p. 

7912040339 

50-272 

S 

LIDRIZZI.F.  P, 

7912040336 

50-272 

s 

HESIZZI.F.  P. 

7912040402 

30-27H 

B 

LIDHIZZl.F.P- 

7912040414 

30-272 

B 

LIEHIZZI.F.  P. 

7913050437 

30-273 

F 

LIDHIZZI.F.  P, 

79  1  20104  10 

50-272 

P 

Linnizzi.F.p. 

7912060313 

30-273 

P 

LIBHIZZI.F.  P. 

7912010504 

50-372 

P 

LIER1ZZI.F.  P. 

7913050423 

50-372 

B 

UIBHIZZI.F.  P, 

7912110276 

90-272 

B 

LIBRIZZI.F.  P. 

7912140304 

50-H73 

P 

LIB-RIZZIiF.  T. 

7912190569 

SO-272 

H 

LIIHIIZZI.F.  R. 

7912190577 

50-273 

P 

LIBFIIZZI.F-P. 

7912200337 

50-272 

P 

LIBRI2ZI.F.  P. 

79122B093B 

5O-273 

P 

LIBRIZZI.F.  P. 

7913270336 

50-373 

S 

LIDRIZZliF,  P. 

7912S703B4 

90-272 

8 

LIDRIZ7I,  F.  P. 

791S270995 

50-272 

S 

LICITRA,  E.  A. 

79131906,27 

50-:32S 

I 

LICITHA,  E.  ft. 

7912310DS9 

50-498 

F 

LIEDLER,  0. 

791H13O447 

TOPREP 

LIEDLER.O.  E. 

791219O330 

50-309 

P 

LIEDERBACH.F.  J, 

7913060007 

PDR    MISC 

LIKE,  1. 

7712060079* 

30-322 

0 

LIKQFF.W. 

7<?ia06O239l- 

7O-1363 

LIHDERjF. 

791S13OOQ6 

90-409 

a 

LIHDER,F. 

771313Q4O7 

50-409 

p 

LINDER.F. 

7712040418 

90-409 

s 

LINDER.F. 

79120S0493 

90-409 

p 

LIHDERj  F. 

7  -712100319 

50-409 

p 

LINDER,F. 

7912110240 

HO-409 

p 

LIMDER.F. 

791B21O174 

50-409 

a 

LINGER,  F. 

7712100242 

5O-4O9 

p 

394 
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L1NDEH,  F. 

79121  1Q2O6 

50-409        R 

UNDER.  F. 

79131B01B9 

30-409        P 

LINDER,  F, 

7912120345 

50-409        P 

UNDER,  F. 

7912200427 

30-409        P 

LINGER,  F. 

7712200568 

50-409        3 

L1NDER.  F. 

7912140416 

50-4O9        P 

LINDEH,  F. 

79123B0444 

30-4O7        E 

L1NDER.  F. 

79122703B9 

50-409        P 

LINDEH,  F.H. 

7913270494 

30-409        S 

LINGER.  F. 

7712310197 

50-409        8 

UNDER.  F.U. 

7912130419 

50-4O9        P 

LINDEH,  F.  W, 

7912110330 

50-409        P 

LINDER,  F.  U. 

79I31702B7 

50-409        3 

LINEHAN,  J.  J. 

7912170099 

40-7869 

LINEMAN,  J.  J. 

7913170114 

40-4493 

L  INCH  AM,  J.  J. 

7913310443 

40-4492 

LIN7.ER-M. 

7912050003 

NUREQ 

LIQTTA,  R. 

77123804Q7* 

30-320       H 

LIPPDLD,  W.  J, 

7912260064* 

SO-317        S 

LITTLE.  D.  5. 

77120703S5 

50-522        0 

LITTLE.  D.  S. 

7913100473 

50-522        0 

LITTLE.  D.  S. 

7912170030 

50-523        G 

i-ITTLE,  D.  S. 

7912170041* 

30-522        0 

LITTLE,  D.  S. 

7712I7004B* 

50-532        O 

LITTLE,  D.  S. 

7912030007 

50-522        0 

LITTLE,  D.  S. 

7912070333 

50-533        fl 

LITTLE,  D.  a. 

7912100473 

50-322        0 

LITTLE-  l>.  S. 

79  J  31  70020 

50-522        Q 

LITTLE,  B.  B. 

79  121  7004  U 

50-523        8 

LITTLE.  U.S. 

7712170Q4B* 

30-533        O 

LITTLE.  I,.  IJ. 

791227001  1 

50-2B9        O 

LLOYD.  R,  C. 

791220001  5* 

71-65-81 

LO.  R. 

7912050333 

50-10           P 

LDCHSTET.  W.  A. 

7713130287 

PR 

LQCHSTET,  M.  A. 

7712O60033 

PROJ 

LGCH3TET,  U.  A. 

7912130489 

PROJ 

LOCKE,  R.  F. 

7912050347 

30-133        B 

LOCKE,  R.  F. 

7912090351" 

30-133        G 

LOCKE,  R.  F. 

7913040251 

50-133        0 

LOEFFLEFI.  T. 

7912270039* 

PDft   MI8C 

LQFY,  H.  A. 

7912100105* 

CONTRACT 

LOOIUD1CE,  J.  M. 

7912110541* 

CONTRACT 

LONG,  C. 

79(2110158 

50-313        P 

LPNOrtlRE,  J.E, 

7912310143 

50-339        A 

LONCO,  J. 

7912260017* 

TOP  REP 

LODMIS,  J.  S. 

7913290151 

REOGD 

LQDMIH,  P.  A. 

79122BQ479 

SO-2B9         T 

LaUDENSLAOER,  T. 

771204030B 

50-155        H 

LOHERRE,  R.U. 

79121DQ33B 

30-466       0 

LDWERflE,  R.  W. 

7913130342 

PR 

LQkERRE,  R.M. 

7913130344)1 

PR 

LDURV.L.  H. 

7912120645 

NUREO 

LOYSEN,  P. 

7912070340* 

FOIA 

LQVSEN,  P. 

791207030O* 

FOIA 

LUCAS,  a.  V. 

791  3040044 

71-9070 

LUKENS.T.  H. 

79121105IB* 

50-295        G 

LUNDVALL,  A.  E. 

7913110559 

REOCD 

LUNDVALL,  A.  E. 

791S040443 

50-317        F 

LUNDVALL,  A.  E. 

7912120374 

50-317        P 

LUNDVALL,  A.  E. 

7913120269 

50-317        P 

LUNDVALL,  A-  E. 

7913360010 

30-317        fl 

LUNDVALL,  A.  E. 

7912190344 

50-317        P 

LUNDVALL.  A.  E. 

7912190403 

50-317        P 

LUNDVALL,  A.  E. 

791  El  90497 

50-317        P 

HJNDVM.L.  A.  E. 

771B190571 

30-317        Q 

LUNDVALL,  A.  E. 

7913270404 

50-317        P 

LUNDVALL.  A.  E. 

791  23704  16 

30-317        P 

LUNDVALL,  A.  E. 

7913260230 

50-317       F 
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K4TT  lSdNP  L. 
HATT  ISON^  L- 
HATT1HOE,  J.  J 

MATTlttOerJ.-J1. 
HATTIKOE.  J.  J. 

7913050343  • 
7912050343- 
791231O155I 
7?12(Ka392 
791BO4O47O 

XPORTLIC 
5O-37«         O 
5O-2Ofi        O 
5O-313        P 
5O-31H        P 

KATTIMOE.  J.  J. 
MATTIHOE.  J.  J 
KATTIMOe,  J.  J 
KATTIKOE,  J.  J 
HATTIKOE.  J.  J 

79IBO5O5OO 
79I2O7042& 
7912110325 
79I218063H 
7912110319 

50-312         J 
3Q-3I2         S 
5O-312         S 
5O-313        S 
5O-312         P 

HATTIKOE,  J.  J. 
HATTlKOe,  J-  J 
MATTIHOE,  J.  O. 
KATTinQE.  J-  J. 
MATTIHOE.  J,  O. 

7912140450 
79132704  &2 
79121D05S1 
79121DO6O7 
79122QO575 

50-312         S 
50-313         P 
5^312        S 
5O-312         P 
50-312         P 

KATTIKOE.  J.  0. 
KATTIKOE,  J.  J. 

KATT)KOe.J.J- 
KATTIKOE,  J   J. 
HATTIKOE,  J.  J, 

7912270346 
7912260215 
7912260379 
7912270329 
7912310358 

50-313         Q 
5O-312         S 
5O-312         S 
5O-312         Q 
50*312         P 

KATTinOE.  J.  J. 
KATTItlOE,  J.  J. 
KATTIKOE,  J.  J. 
KATTIHOE.  J.  J. 
HATTIKOE,  J.  J, 

79122  Wt  273 
79122AD23O 
79122OOS05 
79133&O22& 
791228O4&7 

5O-312         S 
5O-312        F 
5O-312        P 
5O-313        F 
5O-312        P 

HATTIKOE,  J.  J, 
HATTIKOE.  J,  J- 
HAITI  A,  H.  J, 
HATTIAj  H.  J. 
MATT  I  A.M.  J. 

79122SO496 
7913310453 
79122O01B2' 
791330OO37> 
79122OO19&* 

50-312        P 

so-aia      a 

CON1HACT 
CONTHACT 
COWtHACT 

KATTIAj  H.  J. 
KATTIA*  H.  J, 
HATTIA.H.  J. 
HATT1A.M  J. 
HATTIA.M.  J.     , 

79121  1O1BSI 
7913140294* 
791214O3O3* 
79IH070H93* 
7913210383* 

CGHTRACT 
COWISACT 
COHTHACr 
CDKTRACT 
COHTHACT 

KATTIA^H.  J, 
MATTIA,  H.  J. 
HATTIA*  H.  J. 
HATTIA..M.  J. 
HATTIA,  H.  J. 

7912210397* 
79123OQ175* 

7912170406* 
79I22OO1B3* 
7913180026* 

CDMTHACT 
CfWTRACT 
CQNTBACr 
CONTRACT 
CONTRACT 

MATTIfe  J. 
(1ATTIA,  J. 
MATTBQN.  R.  J. 
HATTSON,  R.  J. 
MATT80W,  R.  J. 

791205007B* 
79122*0296" 
79123eO63O 
7912O7O321* 
7912O7O1O3> 

SO-443        G 
5O-352        Q 
1OCFR 
FQIA 
5O-155        0 

ACCESSION 

SUBJECT 

funtoa 

NUHSER 

CATECOnV 

HATTBOH.  ft.  J. 

7912O4O122 

30-320         P 

MAUPIH.H.U. 

7912120169 

5O-338         C 

HAUTAP  F.  A. 

7933310154* 

5O-373         Q 

KAXlCLt-.  J.  C. 

79121SO2S4 

ACHS 

MAXWELL,  fi.  F. 

7913Q5Q554" 

5O-434         Q 

MAY.  E.  L 

79iaLO039£» 

5O-29            S 

MAY,  E.U 

79131  1O293* 

50-29            S 

KAYEH,  E_  O. 

7912040301 

5O-382         P 

KAYER.  L  O. 

7912030197 

SO-30A         S 

HAYER,  l_  a. 

7912040343 

5O-2&3         P 

KAYERr  l_  D. 

7912070431 

50-2t3         F 

KAYER,  (_  B. 

79131100369 

5O-2&3         F 

KAYEH,  L  B. 

7912120244 

50-2B3         F 

MAYER,  L  O. 

7912070434 

50-332         Q 

KAYER.  L.  D. 

79»aUQ3O7 

5O-2O2         P 

MAYER.  L  Q. 

79131  1O31O 

5O-2&3         P 

MAYER.  L-  a. 

7912120364 

5O-2&3         P 

HAVER,  L.  O. 

79I2HO259 

5O-263         P 

KAYER.  L-  B. 

7912140367 

50-263         R 

KAYER,  l_  0. 

791H30O414 

5O-afc3         P 

MAYER.  L-  B. 

79121BOA2O 

50-382         R 

MAYER,  L.  O. 

79IB19O167 

5O-263         F 

KAYER,  L-  B. 

79121  7O3O4 

50-243         F 

MAYER.  l_  D. 

79I319O354 

5O-2&3         F 

KAYER.  l_  B. 

79122OO432 

50-203         P 

KAYER.  L  B. 

7912200369 

SO-2&3         P 

KAYER,  1_  B. 

79132OO36? 

&O-2B2         P 

KAYER.  L.  B. 

79122705AB 

50-363         S 

KAYER.  1-  O, 

7912370333 

SO-263         S 

KAYER.  L  B. 

7912270491 

50-283         S 

KAYER.  L.  B. 

7912270540 

SO-263         P 

KAYER.  L.B. 

79I331O47S 

5O-282         S 

KAYER.  L  B. 

791231036'S 

50-363         F 

KAYER.  l_  B. 

79I231O422 

5O-263         8 

HCALDUFF.  H.  J. 

79I2Z6O161 

XPOHTUIC 

KCBHEARTY.  R.A. 

79I303OO4B> 

5O-333         Q 

tWBREARTY,  ft.  A. 

79122OO472* 

SO-2S6         Q 

HCCABE.  E.  C. 

79I2O7O139* 

5Q-393         Q 

MCCASe,  E.  C. 

7912O6O171<t 

5O-2O            Q 

MCCAHE.  E. 

79123OO213E 

5O-HI9         Q 

KCCAIM.R. 

7912O7O1AS 

FdlA 

rtCCWtlKY,  ft.  tL 

79122706O3 

5O-286         J 

KCCAUCHY.R.  U. 

7912O4OOB2 

5O-33O         S 

KCCLAREH.  5.  A. 

79121130175 

50-209         J3 

KCCLAIN.  C.  H. 

79122LO31OV 

5O-219         R 

nCCLIHTOCK,R.O. 

7912310121 

IfrE 

KCCLIHTDCKr  R-  O- 

7912310329 

IfcE 

NCCLIKTOCK.  R.  a. 

7912O6O269* 

70-1362 

rtCCLINTDCK,  R.  O. 

7912O3O224ff 

4O-13B6 

HCCLINTD£K,R.O 

7912O4OO3a» 

4O-341 

KCCLINTDCK.  R.  O. 

791211O1B2 

4O-8&31 

KCCLIHTOCK,  R.  Q 

7913H0175* 

40-734-4 

HCCLINTDCX.R.a. 

7912O4OO31 

40-341 

HCCLINTOCHrR.O 

7912O3032! 

40-13B6 

MCCLIMTDCK.R.  O. 

7912060240 

7O-I362 

HCCLIHTOCK,R.O. 

79121  1O1S9 

4O-734* 

HCCORKUT.B.  A. 

79iai3COfUi 

50-466         D 

NCCQRHLEfB.  A. 

79123101S5 

5O-466        C 

KCCBHHACK.  J.  E_ 

79121903821 

FUIA 

HCCDRHICK.  R-O- 

7912070303* 

FQIA 

HCCOHW-E,  B,  U- 

7912270003 

SO-2A7        P 

KCCBRK1JI.  C.  U. 

7912ll3O17a 

70-B 

Bccaaw-F.e.  H- 

79123IOOB2 

7O-13OO 

HCCOHKLE:,  c.  u. 

791231O1A6 

7O-754 

MCCORKLE,  D.  U, 

7912O7O21LO 

FBIA 

ttEOIARJIID.  R_C 

79I2O30042 

PRDJ 

MCniARMID,  H.C. 

791212O44& 

PROJ 

HCOrARKID.R.C. 

7910140226 

PROJ 

KCOIAHHID.  R.  C. 

791213O4B3 

50-445         H 

MCTJIABtUD,  R.C. 

793213O4B3 

5O-443         K 

KCDIARHID>R.C 

7912O3O043 

PROJ 

rtCDIAHKID.R.C. 

79J212O446 

PRDJ 

MCDOMDUOtM-D. 

79  121  1OSBO 

WDRTLIC 

HCDOMOUCH.  M,  D. 

7912O3O343 

)CPDHH_IC 

KC  DOUELI.HBHIYER 

79121  1O4&3 

RES 

KCDUFFJE.H-A. 

791238O559B 

5O-4OO        A 

HCWJFFIE.H.A. 

7912170142 

5O-4OO        O 

KCOUFFIE,  Mu  A, 

7912I7O14I 

5Q-4OO        O 

HCMIFFIE.  H.  A.     , 

7913120392 

SO-4OO        A 

MCDUFFIE,  K.A- 

7912130416 

5O-4OO         A 

nCOUFFIE,  H.  A. 

79129BO54& 

5O-4OO         A 

KCBUFFIE.N.A. 

7912270342 

30-40Q        A 

KCFADDEH'  J-  R- 

791311O1A7* 

4O-7344 

HCFARLNOI.  C.  R. 

791BOAO£S7« 

50-339        a 

MCFARLAND.  C.  R. 

7912OiOA57" 

50-399        a 
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MCFARLANDiC.R. 
HCGAUQHV.  B. 
MCOAUGHY.  B.  H. 
MCGAVQHY.R.  H, 
MCOAUOHV-  R.  H. 

7913310D51            90-400         B 
791205Q07B*         SO-443         O 
7913O603OO*         50-387         Q 
7912200437*         30-410         Q 
791326029B*         30-333         0 

MCGAUiQHY.R.W. 
MCGEE,  H.  V. 
MCCDVEflN,  J.  J. 
MCGDVEflN,  J.  J. 
nCCOVEftN,  J.  J. 

7913310Q24»        30-387         0 
7912190561            RES 
7913070086*        70-687 
791307QOBB*        70-607 
79I305064B*         70-667 

MCGOVERN,  J.  J. 
MCQOVERH,  K.  S. 
MCCQVERN.K.  S. 
HCGRANERV.  J.  P. 
MCGRANEHY,  J.  P. 

791236006U         50-54            Q 
79131401  12*        70-2623 
7912130450           PR 
7912130367           PR 
7913130247           PR 

KCGRATM.  E.  J. 
MCGREGOR,  L.  0. 
HCGUIRE.P.  J. 
MCGU1RE.P.  J. 
MCGUIRE.P.  J. 

7913380634           WASTE   MOT 
79120904  1  2»        30-305         O 
7912040359           50-393         p 
79ia0403B7           SO-393         S 
7912050448           30-293         R 

MCGUIRE,  P.  J. 
MCQUIRE,  P.  J. 
KCQUIRE.P.  J. 
MCGUIRE.P.  J. 
MCGUIRE,  P.  J. 

79IS07O39O           50-293         S 
7912200373           30-293         R 
7912110311            50-293         B 
7912110370            30-293         S 
7912130630           30-393         3 

KCGUIRE,  P.  J. 
HCGUIRE.P.  J. 
MCGUIHE,  P.  J. 
MCGUIHE,  P.  J. 
KCCUIRE.P.  J. 

7912200333            50-293         5 
79  122  701  B2           50-293         S 
791226027B           50-393         S 
7913310413          50-293        H 
7912310453            50-393         B 

MCCUIRE,  U.  F. 
MCGUftHEN,  H.  J. 
MCGUflflEN,  H.  J. 
MCGURREN.H.  J. 
KCGURflEN.W.  J. 

7913270369           50-490         A 
79130S06U            30-490         0 
79  130506  1S»        50-490        D 
7912070343            50-333         O 
79I207024B*         50-3B2         0 

HCGUHREN.H.  J. 
HCGUflflEN.H.  J, 
MCGURflEN.H.  J. 
MCHENRY,  T.  J. 
MCHENRY.  T.J. 

79121BOOB7            50-49B         Q 
791336000  fa            50-309         O 
7913260292          90-309        G 
79I3030I19*         SO-261         a 
7912310346.B         50-302         Q 

MCINTVRE.  J. 
MCKEOWN,  L.  M. 
HCKEDUM,  L.  H. 
MCKINLEY.J.  C. 
MCLEAN,  n.  V. 

79121  1010BB         ACR0 
7912040129*         50-334         Q 
791205QOB6.»        50-1B4       O 
7912110090"         ACHS 
7912190544           RES 

MCLEAN,  fl.B. 
MCHAHAN,  J. 
MC  MULLEN.  R.  B. 
MCNAMARA.A.  E. 
HCNATT,  T. 

7912190561            RES 
79131B0393            FQIA 
79IS36037S*        50-443        B 
79I21H0351*         90-344        H 
7912060221*         50-334         0 

MCNEILL.H.  M. 
MCNEILL.H.  M. 
MCNIEL.N. 
MCNULTV.  A. 
MCNULTY,  A. 

791B13043H*         QA999 
79121  10506*         GA999 
7912200SBA          50-339       H 
79iaiC-0449          CQHTRACT 
7912110040          CONTRACT 

MECCA,  J,  E. 
MECCA,  J.  E. 
MEDLGCK,  B.  L. 
MEDRQW,  L.  A.  K. 
HEDROH.  L.  A.  K. 

7912370315            50-333        A 
791S270Sia           50-522        H 
7913200604          40-9452 
7912170401           CONTRACT 
7912140230           CONTRACT 

MEDRDH,  L.  A.  K. 
MEIEROTTD.L.  E. 
MEIBB,  H.  L. 
MEISS,  H.  U. 
MENARO,  H.  M. 

7912140397            CONTRACT 
7912060204           PRDJ 
7912170251           PROJ 
79  12  17025  t            PROJ 
79123IO515            40-Q745 

hEHCZER,  U,  n. 
MERRILL,  J. 
MERROW,  R.  J. 
HERSON,  B.  D. 
HERSDN.S.  D. 

7912170414          CONTRACT 
7912190415          FOIA 
79120303S2*        40-13B6 
7913310416.            50-317        R 
7918310418"        50-317       R 

MEHSQN,  S.  D. 
MEHSQN,  S.  D. 
HERTZ,  L.  R. 
METZENBA.UM.H.  M. 
MEYER,  R. 

7913300523          50-3  IB       R 
7913230337*        90-3  IS       R 
7912M0143          71-160 
7912130563*        30-346        U 
7912I704BB          FOIA 

MEYER,  M. 
MICHELBON.C. 
MIDUDA.H.  J. 
HIDURA.  H.  J. 
MIDURA.H.  J. 

791B0701SS*        90-471        O 
7913310339*        ACBB 
7912040311           30-272       R 
7912040321           30-273       H 
791  BO  40493           SO-272       R 

M1DURA.H.J. 
MILLER,  0.  8. 
MILLER,  0.  fi. 

MILLER,!}.  S. 
MILLER,  E.  F. 

79121  B0379           50-272       R 
7912130316          PR 
79121  1O410*         30-309        0 
7913110425"        30-309       0 
791318001  U        CONTRACT 
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ACCESSION 
NUMBER 
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MILLEfi-M.  I. 

MILLER,  M.  I. 
MILLER,  M.  I. 
MILLER,  L.  C. 
MILLER,  H.  I. 

7912190163 

7913170059 
7912310339 
79132.10030* 
7912170179 

50-329        0 

50-133         0 
30-329         0 
QA999 
50-155         0 

MILLER,  M.  1. 

MILLER,  H.  M. 
MILLEN,  C.K. 
MILLER,  L.  K. 
MILLER,  M.  E. 

791S170O59 
7912120340 
791H170201 
79121B0393* 
79133&OOBS» 

50-133         0 
30-50O        P 
50-247         Q 
30-272         R 
SO  -445         M 

MILLER,  M.E. 
«ILLE.R,M.  E. 
MILLER,  M.  E. 
MILLER,  M.  E. 
KILLER.  M.E. 

7912040075 
7913040079 
79I32S0310 
7915120030 
7912180303 

50-320         0 
SO-33O         G 
30-32O         0 
50-341         B 
SO-449         M 

MILLER,  M.  E. 
MILLER.M.  E. 
MILLER,  M.E. 
MILLER,  M.  E. 
MILLER,  M.  E. 

79I21Q02O9* 
7912100231* 

7912180240* 
79121B0232* 
79121B0262* 

30-443         M 
50-443        M 
30-443         M 
50-445         M 
30-445         M 

MILLER,  M.E. 
MILLER.  M,  E. 
MILLER,  M.E. 
MILLER,  M.  E. 
MILLER,  M.E. 

7912180273* 
79131002B1* 
79121803B9* 
7912130397* 
79I21S0306* 

90-445        M 
50-443         M 
50-445        M 
30-443       M 
50-443        M 

MILLER,  M.E. 
MILLER,  M.E. 
MILLER,  M.  E. 
MILLED,  M.E. 
MILLER,  M.E. 

7915100311* 
7912180330* 
7912180339* 
79IS1B0340» 
79121Q0349* 

50-445        M 
50-445        M 
90-445       M 
30-445       M 
30-445        M 

MILLER,  M.E. 

MILLER,  M.  E. 
MILLER,  M.E. 
MILLER,  M.  e. 
M1LLEB,  M.  E. 

79121803SO* 
79131B0373» 
791Z1003B10 
79121  00395* 
7913180404" 

50-445        M 
30-443         M 
50-445         M 
50-443         M 
30-445        M 

MILLER,  M.E. 
MILLER,  M.E. 
MILLEB.M.  E. 
MILLER,  M.  E. 
MILLER,  M.E. 

7913100414* 
79121  00423* 
79121401OB 
7912270103 
7912270137 

90-443         M 
50-443         M 
70-2633 
30-445         M 
50-445        M 

MILLER,  W.  a, 
MILLER,  H.  D. 
MILLER,  H.O. 
MILLER,  W.O. 
MILLER,  H.O. 

791  H  100079* 
7912120030 
7913120050 
7912100350 
77131003S3 

50-2B6         P 
70-B 
70-734 
70-754 
70-1357 

MILLER,  W.  D. 
MILLER.H.Q. 
MILLER,  W.O. 
MILLER,  U.  0. 
MILLER,  U.  0. 

7912110115 

79121  1030B 
7912120043 
7912130052 
7912120252 

40-1162 
70-27 
70-734 
70-B 
70-27 

MILLER,  W   O. 

MILLER,  U.  0. 
MILLER,  W.O. 
MILLER,  H.O. 
MILLER,  W.O. 

7912040023 
791210002H 
7912100283 
7912170133 
7912190326 

50-201         F 

so-aoi      p 

50-346         P 
50-300         P 
30-393         F 

MILLER,  W.O.' 
MILLER,  M.  0. 
MILLER,  W.  0. 
MILLER,  U.  0. 
MILLER,  H.  P. 

7913170043 
7912170071 
7912170133 
791  2  I  901  SG 

7912190327 

SO-153         P 
50-318         P 
50-344        P 
50-305        P 
30-346        P 

KILLER,  H.O. 
MILLER,  U.  0. 
MILLER,  W.O. 
MILLER,  M.  0. 
KILLER,  H.  0- 

7913190337 
7912190617 

7913300674 
7912260256 
79133700BB 

50-208        P 
50-S89        P 
SO-36B        P 
70-1100 
50-10          F 

MILLER,  W.  0. 
MILLER,  W.O. 
MILLER,  H.O. 
MILLER,  H.  D. 
MILLER,  L.  F. 

7912310131 

7912300060 
7912200064 
7913300147 
7912050096* 

30-313        P 
50-247        P 
30-393        P 
30-244        P 
30-206        0 

MILLER,  H.  J. 
MILLER.  H.  J. 
MILLER,  H.  J. 
MILLER,  M,  J. 
MILLER,  H.  J, 

7913O40029 
7912170034 
79121701H3 
79121B0394 
79121  40131* 

40-B102 

PROJ 
UASTE  MOT 
40-973B 

WASTE  MOT 

MILLER.H.  J. 
MILLER,  H.  J. 
MILLEH,H.  J. 
MILLER,  H.  J. 
MILLER,  M.  J. 

7912280210* 
7912040033 
7913130214 
7912170129 
7912200293 

HASTE  MOT 
PR 
PDR  WISC 
40-0745 
40-872B 

MILLER,  M.  0, 
MILLER,  H.  J. 
MILLER,  H.  J. 
MILLER,  H.  J. 
MILLER,  J.R. 

7912170131 
7912170109 
79122700i7 
7912070129 

7912120440* 

70-1237 
WASTE  MOT 
40-B74S 
PROJ 
50-SU         S 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 
CATEGORY 

MILLB.L.  M. 

791S140255 

40-1341 

MILLS,  L.  N. 

7910310325 

30-327    S 

MILLS,  L.  M. 

7913040448 

30-327    Q 

MILLS,  L.  M. 

7912030602* 

9O-337    Q 

MILLS,  L.  M. 

7913040132 

PR 

MILL8,  L.  M. 

7913110202 

30-337   0 

MILLS,  L.  M. 

79122B0661 

REOQD 

MILLS,  L.  M. 

7913130429 

5O-S53   B 

MILLS,  L.  M. 

791H1303B1 

SO-51B   B 

MILLS,  L.  M. 

7913310020 

RE09D 

MILLS,  L.  M. 

7913130520 

50-337    B 

MILLS,  L.  M. 

791230026H 

REG-CD 

MILLS,  L.  M. 

7913200389 

REGOD 

MILLS,  L.  M. 

79123B0027 

REG  00 

MILLS,  L.  M. 

7912800173 

RE-OUD 

MILLS,  L.  M. 

7913380SB7 

REOQD 

MILLS,  L.  M. 

7912050307 

50-327   Q 

MILLS.L.  M. 

7912030513 

30-390   0 

MILL0.L.  M. 

79120S0317 

5O-43B   B 

MILLS,  L.  M. 

79  12050323* 

50-43B   S 

MILLS,  L.  M. 

7913030324 

50-337   9 

MILLS,  L.  M. 

79130S0341 

50-366   Q 

MILLS.  L.  M. 

7912190378 

30-566    S 

MILLS,  L,M. 

7913030199 

5O-S46   S 

MILLB,  L.  M. 

7912190692 

30-SA6-   9 

MILLS,  L.  M. 

7912030477 

3O-39Q   S 

MILLB,  L.  M. 

7913040433 

50-259    P 

MILLS,  L.  M. 

77130304  B4 

SO-390    B 

MILLS,  L.  M. 

79120S050S 

50-259    P 

MILLB,  L.  M. 

7913300003 

30-39O    Q 

MILLS,  L.  H. 

7912130521 

50-430    A 

MILLS,  L.  M. 

7913140233 

5  0-31  B    A 

MILLS.  L.  M. 

7913190620 

50-390   S 

MILL0,  L.  M. 

7912050071 

5G-43B   A 

MILLS,  L.  M. 

79120A0525 

50-337   ft 

MILLS,  L.  H. 

7912060923 

SO-327   .A 

MILLS.L.  M. 

7912110369 

5O-327   A 

MILLB,  L.  M. 

7912120423 

30-337    S 

MILLS,  L.  M. 

7912130477 

50-337    B 

MILLB,  L.  M, 

7913130358 

30-390    R 

MILLS,  L.  M. 

7913130482 

5O-259   P 

MILLS.L.  M. 

7912100339 

30-337    K 

MILLB.JL-M. 

7912100361« 

50-327   K 

MILLS,  L.  M. 

7913170313 

5O-39O    B 

MILLB,  L.  M. 

7912170317 

30-390    S 

MILLS,  L.  M. 

791  SI  70333* 

50-390    S 

MILLS.L.  M. 

7913170334 

30-390    B 

MILLS.L.  H. 

791  S3  10008 

50-337    Q 

MILLB,  L.  M. 

7912190574 

50-327    S 

MILLS,  L.  M. 

7913210348 

9O-337    A 

MILL0,  L.  M. 

7913370289 

50-327   ft 

MILLS,  L.  M. 

7913300503 

50-327    A 

MILLS,  L.  M. 

7912280544 

SO-327   8 

MILLB,  L.  M. 

7913370251 

SO-359    P 

HILLS,  L.  M. 

7912370434 

50-333   ft 

MILLS.L.  M. 

7913380557 

50-438    S 

MILLB,  L.  M. 

79122B03B1 

50-337    S 

MILLB,  L.  M. 

7913370473 

50-337    0 

MILLS,  L.  M. 

7918370430 

50-390    8 

MILLB.  L.  M. 

7912270354 

5O-390    A 

MILLB,  L.  M. 

7912270327 

50-339    P 

MILLS,  L.  M. 

7913270333 

30-337    K 

MILLB,  L.  M. 

791S2B0495 

50-43B   A 

KILLS,  L.  M. 

7912370363 

50-327   A 

MILLS,  L.  M. 

7912310332 

50-327    A 

MILLS  AP,  W.  J. 

7913100070* 

7O-B34 

MILLSAP,  H.  J. 

7913200413* 

7O-27 

M1LLTEH,  D.  B. 

7913110408 

30-309   0 

MILNB.M.  C. 

79080B0606» 

5O-31  1   0 

MINECK,  D.  L. 

7913140470 

5O-331    B 

MINECK,  D.  L. 

7913140479 

50-331    S 

MINECK,  D.  L. 

7912170313 

50-331    B 

MINECK,  D.  L. 

7913170224 

5O-S31    0 

MINECK,  D.  L. 

791218051B 

5O-331    S 

MINECK,  D.  L. 

7913190398 

50-331   R 

NIHOOUE,  R.  B. 

7910010550 

SO-239   P 

MINOOUE,  R.  B. 

7912130321 

PDR  MISC 

MINO&UE,  R.  B. 

7913120163 

PRM 

MINOOUE,  R.  B. 

7913380474 

50-32O   T 

MITCHELL.R. 

79121B0058* 

50-3B7   0 

MITCHELL,  C.D. 

7912100276* 

CONTRACT 

MITCHELL,  D.  0. 

7913130479* 

30-2B9   0 

MITCHELL,  D.  0. 

7912370328* 

541-289   S 

MITTL.R.L. 

7912130330 

90-311    A 

MITTL,  R.  L. 

7912270367 

5O-334   A 
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-AUTHOR 

HO  DEMOS.  L. 
M3DEMO3.L. 
nODEHOa,  L. 
HGDEHGS.L. 

1-SCELLER.  tt.  M. 

KOLELLD,  S.  A. 
HONDEN.T. 


HQKDEH.T. 
MONROE.  &.  E. 

ttONTI.W.  A. 

rtDODV.R. 
MOODY,  D.  E. 

KOCIDY.Q.E. 

IttXJBY.  D.  E. 

BMDV,  D.  E. 
HOQIJY,  D.  E. 
MOODY.  D.  E. 
WXJDY.  D,  E. 
KOODY.D.E. 

HQQGY,  D,  E. 

MOODY,  D.  E. 
MOODY.  IK  E. 
HOOOV-  D.  E. 
MOGQY,  D.  E. 

HOODV.  D.  E. 
HOQDV.  D.  E. 
MOODY,  D.  E. 
MOODY.  D.  E. 
MOODY.  D-E. 

MOODY,  D.  E. 

HOOW.R.E- 

WGN.R.E. 

MQON.B.T. 

HGOtl.C-M. 


MOOH.C.H, 
WXW..C.H. 
KOOMiC.  U. 
MOORE.  R.  E. 

MOOflE.J.S. 
MOOHE,J.  8. 
HQQBE.J.  8. 
rtOCWE.  0.  H. 
KQOSE.  O.  M. 

HOQHE.Q.  C. 
MOORE,  a.  C. 
KOOREiQ.  C. 
MOORE,  0.  C. 
KJOflE,  d.  C. 

HQQRE.J.E. 
MOORE,  R,  H. 
MOORE,  R.  N. 
MOORE,  fl-N. 
MOORE,  R.N. 

HOOHE.R.N. 

HOORE.fl.  N. 
HOWE.  ft.  N. 
MOORE.  R.  N. 
HOWE,  J.  E. 

HOORE.J.  E. 

MOORE-  J.  E. 
WBOHEjJ.E- 
HDORE.J.  E. 
MOORE,  J.  E, 

HDORE,  J.  E. 
HOOBE,  J.  E. 
HOOflE,  J.  E. 
HDOftE'  D.  E. 
WORE.  D.  E. 

HOORE.D.  E. 
HCWAN.R-0. 
MQHOftN.  D.  VI. 
MOflOAN,  M.  E. 
MQROAN.H.  E. 

HOHQAN.  W.  E. 
MORGAN,  H.  E. 
HOHftAN-  R, 
HORCAHrR. 
HOHOAN.R. 

HOfiRILL.P,  J. 
HOT  FULL.  P.  J. 
MORRILL.  P-  J. 
MORTON.  K.V, 
MOfiTOM.  K.  V. 


ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

79120503B5it 

90-337 

0 

7912050622* 

50-3BO 

Q 

7912110081* 

QA999 

7913100409* 

OA999 

7912190341* 

ACRS 

79121300B9 

NUREO 

791203009B 

XPORTLIC 

79132002B3 

XPORTLIC 

7912310549 

XPDRTLIC 

79121B02BO 

FOIA 

7912140333 

50-3 

R 

7913160310* 

50-275 

U 

7912140016 

50-309 

Q 

7912260232 

50-309 

P 

79121803B7 

30-309 

R 

79120300B6* 

50-371 

Q 

7912170365 

30-271 

Q 

7912140260 

50-271 

Q 

79  121  300  IB 

50-271 

P 

79121B0433 

50-271 

Q 

79121B023B 

50-271 

P 

V9121B0403 

50-371 

R 

7913310341 

50-271 

P 

7913O601B5* 

50-29 

Q 

7912110314 

90-29 

P 

7913120299 

50-39 

P 

7912130230 

50-29 

P 

79121B0611 

50-39 

P 

7912180341 

50-29 

R 

7912270532 

50-29 

P 

7912310356 

50-29 

P 

791212009B* 

QA999 

7912120083* 

OA999 

7912280174* 

50-369 

Q 

7913070469 

50-466 

F 

7912110433 
7912110417* 
79121 10463* 
7913110479* 
79121 101B5* 

7912190424* 

7912030099* 

79120500BS* 

7912040439 

7913040443* 

7913100114 
7912110331 
79121203QB 

7912310010 
7913310333 

7912030211 
7912120468 
79121300B7 

79132S0069 
791303010B 

7913120203 
7912130123 
7913030046 
7912130456 
7913130106 

791207O314* 

791204007B 

7912070076 

7912190206 

7912190310 

7912260368 

7913310132 

791207000B 

7913210383* 

7912030100 

7912030093* 

7913110213* 

7912310223 

7912310176 

7913310180* 

791317034B 

7912170393* 

79122003BB* 

7912200312 

7912120096 

7912060104* 
79 130701 9B» 
7912090316* 
7913070169* 
7912110036* 


50-454  A 
50-194  A 
50-454  A 
30-454  A 
CONTRACT 

TOPREP 
70-1143 

70-1143 

50-334 

50-334 


50-302 
50-302 
50-302 
50-302 
5O-303 


50-350    S 
XPORTLIC 

XPORTLIC 
XPORTLIC 
XPDRTLIC 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPDHTLIC 
50-372  O 


50-135 

50-3 

50-155 

50-133 

50-155 

50-3 

50-272 
50-139 
50-269 
IJ.E 

SO-335 

90-206 

50-297 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

50-339 

80-339 

NUREO 

50-275 
50-89 
90-187 
CONTRACT 

CONTRACT 


ACCESSION              SUBJECT 

AUTHOR 

NUMBER                    CATEGORY 

MORTON,  K.  V. 
MORTON,  ¥..  V. 
MORTON,  K..  V. 
MORTON,  K.  V. 

MORTON,  K.  V- 

7913110004*         CONTRACT 
7912110002*         CONTRACT 
79121  10009*         CONTRACT 
791311O019*        CONTRACT 
7913130073*         CONTRACT 

HORTON,  K.  U- 
MORTOM,  K.  V- 
MOHTON,  K.V. 
MORTON,  K.  V. 
MORTON.  H.  V. 

7912120310*         CONTRACT 
7913100091*         CONTRACT 
79121  10941*         CONTRACT 
79  13  1300B6*         CONTRACT 
79  13  1  30266*         CONTRACT 

MORTON.  K.  V. 
MQRTQN,  K.V. 
MO&tTON.K.V. 
MORTON.  K.  V. 
MORTON.K.  V. 

79  1  21  00037*         CONTflAGT 
79121001S5*         CONTRACT 
7913060176*         CONTRACT 
7912100  IC-S*         CONTRACT 
7912180019*         -CONTRACT 

MORTON.  K.  tf. 
MORTON.  K.  V, 
MORTON,  K.  V. 
HQSELEY.  M.  C. 
MOSS,  D.  J. 

7912100386*         CONTRACT 
7913100394*         CONTRACT 
79121BO-011*         CONTRACT 
7912030084           PDR   MIBC 
79121401B3*         RES 

HOTT.J.E. 
MOTULE1W.  A.  0. 

7913110326*         50-333         P 
7912270056*         30-522         0 
7912370059*         90-332         O 

rtOHDOIBBE.R.M. 
HOWRY,  M.  0- 

7912130333            PR 
7912120012           PR 

HOWRY,  W.  R- 

791H070226           71-6300 

MUCHNICHI.E.  D. 
MUELLER.  E.F. 
MU1R,  J.  F. 
HULERO,  J.  C. 

7912130311            PR 
79131B0237           30-466         0 
7912140499*         RE9 
7912310B09           WASTE   MOT 

MULKEY.M.E. 
MULKEY.M.E. 
MULKEY.M.E. 
MULKEY,  M,  E. 
MULR1N.R. 

7912190606            90-3B9         0 
7712130130            50-2B9         0 
7912310120            50-389         0 
791B31013B           50-269        0 
7912190113           70-754 

MULLEH.  D.  H. 
MULLER.O.  R- 
WLLER.D.  H. 
MULLER.D.  R. 
MULLEH.  D.  R- 

7913110126*         50-3              0 
7912130070*         50-273         Q 
791  3300  16B*         50-275         O 
791220D069          PDR   M15C 
7913190292            PUT    H'sc 

MUNNERtf.  H--J- 
MUNNSRY,  H.  J. 
MUNRJ1.  J.  J 
MUNRO,  J-J. 
MUNRO.  J.  J. 

791213019A            PR 
7912130490           PR 
7912100H93          71-9038 
79122103B9           71-9137 
7913200461            71-9027 

MUNRO,  J.  J. 
MUflPHV.P.H. 
MURPHY,  C.E. 
HUflPHY.  C.  E. 
MUftPHY.C.e. 

7913300619          71-6144 
7712030539            50-4S6         O 
7913200016            50-404         B 
79121  10233*        50-370        0 
7912060297*         30-390         0 

7912110203*        SO-389        Q 

MURPHY.  C.  E, 
ttUHPHY.C.E. 
MURPHY,  C.  E. 
MURPHY.  C.  E. 

7913060631            50-339         <j 
7913070056          90-390        ft 
79120503B6           30-4-16        0 
7913060479            50-327         0 

MURPHY,  C.  E. 
rtUflPHV.  C.  E. 
MURPHY.  C.E. 
MURPHY,  C.E. 
MURPHV.  C.E. 

791-2060190          90-2BO        Q 
7913:050380          30-327        S 
7912030362          50-416        Q 
791Z050616           SO-416         0 
79120605B7*        30-395        Q 

MUHPHY,C,  E. 
MURPHV.C.E. 
MURPHY.  C.E. 
MUflPHY.C.E. 
MURPHV.  C.E. 

7912070103           SO-3BO        0 
79130500B3            50-4  14         0 
7912030333           90-51B        0 
79120504B6            50-327         « 
7913030550          30-2B1        0 

MURPHY.  C.  E. 

MURPHYj  C.  E. 
MURPHY.C.  E. 
MURPHY.  C.  E- 
MUHPHY.  C.  E. 

7913030621            30-SBO         0 
79120A0077           50-366        <J 
7913060593           50-533        Q 
7912310152*        50-491        Q 
7913030S3B*-        50-369        0 

HURPHY.C.E. 
HURPHY.C.E. 
MURPHY,  C.E. 
MURPHY.  C.E. 
MURPHVtC.E, 

7912180357*        50-3B9        8 
791Z300617           SO-438        Q 
7912180141           30-261        0 
.79121B0166*        50-413        Q 
7913310073          SO-390        Q 

HURPHY.C.E. 
MURPHY.  C.E. 

MURPHY.C.  E. 
MURPHY,  C.E, 
MURPHV.  C.E. 

7913310107           90-281        Q 
7912030636*        50-400       0 
7913210203          30-259        Q 
79123102B1           30-3B9        Q 
7913310370          30-438        0 

HU-RPHY.  C.  E. 
MURPHY.  C.  E. 
MUBPHY.C.  E. 

7913110321*        50-400        Q 
791B170010*        30-364        <i 
7912310292          3O-34B        0 
791S260147          50-337        0 

MURPHY.  C.  E. 

7912260303          80-327        Q 

ACCESSION              SU^" 

AUTHOR 

NUMBER                    CATEQOfiY 

MURPHY.C.  E. 
MURPHY.  C.E. 
MURPHY.C.  E. 
HUHPHY.C.E. 
MURPHY,  C.E. 

7913310325            50-395         Q 
7912310326            90-327         Q 
7913130093*         5O-491          0 
7912110220            90-370         0 
7912110193           30-3B9         O 

•joi  :«lAfl2i6            90-390         0 

MURPHY.  C.E. 
HUHFHY.C.  E. 
HURPHV.C.E. 
KURPHf.  C.  E. 

7912060SBI            50-393         0 
7912310016*         SO-34B         ft 
79121B0347            50-399         0 

MURPHV.  C.E. 

791231 

MURRAY,  T.  D. 
HURHAY.  J.-O. 
MURRAY,  T.  D, 
HURftAYr  T.  D. 
MURRAY.  T.  D. 

7913100279            30-346         8 
7912130476            50-346         S 

7913130373            50-346         H 
7912170293            50-346         B 
7912170300            5O-346         3 

MURRAV.T.  B. 
MURRAY.  T.  D. 
MURRAY,  T.  D. 
MURRAY,  T.  D. 
MURRAY,  T.  D. 

791217030&           50-346         S 
7912260234            50-316         B 
7912260253          SO-346        S 
7912270594            50-346         B 
7912270395            SO-346         B 

MURRAV.T.  D. 
HURRAY.  T.D. 
MYNATT.  F.  R. 
MVRADO.  A.L. 
NACHTER.L.  J. 

7913270402          50-34.6        5 
7712270413            50-316         B 
7913170167            REE 
79121-40371*         50-263         Fl 
7912370545*         50-263         P 

NAGAI,  V. 
NAG  AC.  Y. 
NAC-AI.  Y. 
NAIQU.H.ft. 
NAIDU.K.  R. 

791304035B          SO-219        P 
79120*0327            50-319         P 
7913270544           50-319        P 
7912030263*-         50-339         Q 
791-2260137*         50-329         O 

NAIDU.K-.  tt. 
NAUGHTON.W.F. 
NAUMAH.  0. 
NAVARRO,  J.  P. 
NAYLDrt.  R.  M. 

791B1B0336*         50-295         O 
7912210349            5O-10           P 

7912260335*         90-373         -0 
7912370517            50-322         0 
79121003H8*         90-346         3 

NAYLO-B,  FLU. 
HAYLOR.R.H. 
HEEL,  J.  N. 
NEEt-Y,  D.  R. 
NEGLV,  D.  R, 

7912130486*         90-346         S 
7913170309*         30-346         B 
79122B0674*         27-49 
7913030396*-         SO-219         0 
7912010179*         90-330         Q 

NEELY.  B.  R. 

7912310065*         50-219         Q 
7912190200            50-280         P 

NEIBLER,  J.  H. 
NEIBLER.  J-  H. 
NELSON,  J.  D- 

7912070162*         50-373         0 
791S1B0342*         50-373         Q 
79  13310  1  69            40-B6B1 

NELSON,  B.  M. 
NEL60N.  P.R. 
KELSON.  P.P. 
NELBDH,  P-R- 
NEUMANN.  M.  R. 

79123B0645*         27-10 
7913070368*         FDIA 
7913070335»        FfHA 
7912070316*        FOIA 
7912170367           40-8721 

NEUMANN,  M.  R, 
NEV1NSHI.D.E. 
NEMACHECK..  R.  L. 
NEWMAN,  P. 
NEWMAN.  P. 

79121B0003           40-8721 
791231042H*         -30-263         S 
7912260134*         50-320         O 
7912130360            40-7667 
79  1  2280  108*         4O-B671 

NEWMAN,  J-  R. 
NEHMAH,  J.  R- 
NEWHAN,  J.  R  • 
NEWMAN,  J.  R. 
NEWMAN,  J.  R. 

7912140533            50-466         O 
7912170346            9O-466         0 
7913100471            30-466         O 
7912140193            50-466         O 
7913190104           SO-46&        O 

NEWMAN,  J.  R. 
NEWMAN.  J.  R. 
NEWMAN.  J.  R. 
NEWHAN.C.L. 
NEWMAN.  O.R. 

7913190073           9O-A66        0 
791=140179            50-466         O 
791S360386            5O-46*         « 
7913190309*        FQIA 
79120904*2            50-49B         O 

NEWMAN,  J.  R. 
NEWMAN,  J.  R- 
NEWMAN,  J.  R- 
NEHMftN,  J.  R. 
NICHOL8,  L.A. 

7913110525            50-466         0 
791217O216           50-466        » 
7913100471           30-466        a 
79122A02B6           30-466        O 
7912190541*        PDR  ™SC 

NICHOLAS.  H.  H. 
NICHOLAS,  H.  H. 
NICHOLAS,  H.  H. 
NICHOLSON,  H-  A. 
H1EHAUS.  P.M. 

7912070302*         50-332         0 
7913-030341*         50-3B7         O 
7912310039*        50-332        0 
79  121003  IB            ^E.t,          , 
79121B0094            50-416         t 

NIELSEN.  A.  D. 

NIELBDN,  K.  K. 
NIOHTINOALE.R. 
NIJHAWAM.  B. 
KILBQN,  R. 

7913190170           50-273        1 
7912120137           NUREO 
E             7912130336"        PR 
79121B0163           5ESLK_, 
7913300110           71-6SB1 

HILSON.  R. 

NILBOM,  R. 
NILSON.  R. 
MIX.  R.  T. 

NIX.R.T. 

7912270124           71-3  „. 
7913280003          71-6581 
79122SOOOA*        71-&5B1 
791K0304.43"        9O-366      , 
791BO7044B»        50-3-66 
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NIX.R.  T. 

7913130373"        5O-366        B 

NIX,R.  T. 

7712130400s        5O-366        S 

NIX.R.  T. 

791213040Q*        50-366        S 

NIX.R.T. 

79121304214        5O-366        S 

NIX.H.T. 

7913140436*        5O-321         S 

NIX.R.T. 

791214D44B*        5O-366        S 

NIX.R.T. 

7912170316*        5O-321         S 

HIX.R.  T. 

7913170331*        50-321         S 

Nl  X.  R.  T. 

7712360224«        5O-366        S 

NIX.R.T. 

7913260249*        5O-321         S 

NIX.R.T. 

7912260269*        5O-366        S 

NIX.R.T. 

791231046B*        5O-366        5 

NIX.R.T. 

791E31O430*        5Q-321         S 

HIXON.M.  A. 

7712D50019           4O-2O61 

NIXON.  M.  A. 

7913170177           4O-3Q61 

NIXON,  U.A. 

7913050041           4O-2061 

NORDEHHAUO.L.  R. 

791303O1O1            5O-344        S 

NOHDERHAUO.  L   R. 

7913300437           7O-1257 

KOflDERHAUS,  L.  R 

79131B0244           70-734 

NOHDERHAUS,  L.  H. 

7913110095           50-37           Q 

NDRDERHAUe,  L.  R. 

79121IO1OO           5O-243        O 

NDRDERKftUC,  L.  R. 

79121  1QSOQ           SQ-2EB        a 

NORDEHHAUG.  L.  R. 

7913100433           7O-25 

HORDEHHAUC,  L.  fi 

7913130150           53-344         Q 

HORDEHHAUO.  L.  R. 

7913360162           5O-3O4        Q 

WWDERHAUO,  L  R 

7912360029           7O-73* 

NORDEflHAUO.  L.  R. 

79132fi0375           5O-7O           0 

WWELIU3.  C.  E 

79I2O7G062*        5O-34I         Q 

No/JELius.c.e. 

79131BO234*         5O-4W        O 

MORI  AN.  P.  E. 

7912260017*        TOPREP 

NORIAN,  P.  E. 

7913170027*         TOPBEP 

NQfllAN.  P.  E. 

7912176O33           TDPBEP 

NORIAN,  P.  E. 

7912260012           TOPREP 

NOKSHQLM,  L.  J. 

7913O30O64*         5O-372        Q 

NDHRHOLM,L.  J. 

7913060076*        5O-272        Q 

KQflRHDLM.  L.  J, 

7912200046*         5O-273        Q 

NOR  11  IS.  J.T. 

7912130310*        CONTRACT 

NUSENZDj  L   V. 

7912030214           XPEHTLIC 

NOSEHZO.  L.  V 

791303G097           XPDRTLIC 

NOSEWZO.L.  V. 

7912140141           XFDHTLIC 

NOSENZO.L.  V. 

7913140149           XPORTLIC 

WKJENrO.  L  .  V. 

7913M0111           XPDHJLIC 

MWAX.  T.  M. 

7909230421           5O-320        P 

NOVAHRO,  J.  P. 

7913120181           50-322        Q 

NOVARRO,  J.  P. 

7712130451           50-323        a 

NQVARRQ.  J.  P. 

7912130015           50-322        O 

HOUICHI,  S.  J. 

7913060133           50-219        P 

NUGENT.  E.  L 

79122C0331*        4O-3259 

HUOENT.  E.  £.. 

79133BD311*        40-2359 

HUCENT.  E.  L. 

79125B0275*        40-3259 

NUGENT,  E.  L. 

7912170382           40-2259 

HUCENT,  E.  L- 

79121703B4           4O-325* 

KUTT.  6.  H. 

7913370554           50-514         D 

O'COHHDH,  P.  U. 

7912070475           5O-10           P 

O'DONNCLL.e.  P. 

7912110572           HE60D 

O'HEILL,  J.  P. 

7912110374           50-155        O 

O'NEILL.  J. 

7912200077           PH 

O'NEILL,  J. 

7912260258*       50-346       S 

O'NEILL.  J.  H. 

7913380154           50-266        C 

O'REILLY,  J  P. 

7912030227+        5O-324         0 

O'REILLY.J.P. 

7912030076*        SO-361         0 

O'REILLY.J.P. 

791B060097           50-348        Q 

O'fiEILLY.  J.  P. 

7912060106           50-361         Q 

G'HEIU-Y.  J.  P. 

7913060119           5O-4GB        Q 

O'REILLY.  J  P. 

7912O6012B           5O-369        Q 

O'REILLY.  J.  P. 

7912060136           50-302        Q 

O'HEILLY.J.  p 

7913060143           5O-250        Q 

O'REILLV.  J,  P. 

7912060148           50-321         0 

n-RElLLY.J.P. 

791306O156           50-416        Q 

O'SEILLY,  J.P. 

7912060159           30-395        0 

O'REILLY,  J.P. 

7913060163           50-359        Q 

D'REILLY,  J.P. 

7912030233           50-334        a 

O'REILLY.J.P. 

7913070*99           50-359        Q 

0'REIILY.J.P. 

79121OO159           5O-348        Q 

D'BEILLY.  J.P. 

7912100160           50-261         Q 

Q'REILLY.  J.  P. 

7913100166           5O-4B8        Q 

O'REILLY.  J.P. 

7912100169           50-269        Q 

O'REUiY,  J.  p. 

7912IO0176           5O-3O2        a 

O'REILLY,  J.  P. 

791210O1B1           3O-23O        Q 

D'REILLY,  J.  P. 

7912100184           50-331         Q 

D'REILLY,  J.  P, 

79131  OO1B3           90*416        Q 

O'REILLY,  J.  P. 

7912IOO18B           SO-437        O 

P'REILLV,  J.  p. 

7913100192           SO-339        O 

O'REILLY,  J.  p. 

7912100300           50-395        O 

U'flEILLY^J.  P. 

7913100301           50-380        O 
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Q'REILLV.J.P. 

7912110539           50-348        Q 

0'BEIU.V,  J.  P. 

7912110540           5O-361         Q 

O'REILjLY.  J.P. 

791211O545           50-269        fl 

O'FEILLY.  J.P. 

7913110551            5D-4BB        Q 

D'REtLLY.  J.  P. 

79121  1055B           50-302        0 

O'HErLLY,  J.P. 

7912110561            50-25O        O 

O'REILLY,  J  P. 

79131  105A3           50-321         0 

O'REILLV.  J.  P. 

7912110566           50-416         Q 

O'REILLY.  J.P. 

79131  105AB           50-395         Q 

D'HEILLY.  J.P. 

7913110570           50-395        Q 

O'fieiU,Y,  J.P. 

7712110575           50-259        O 

0'HEHJ_V,  J.P, 

79131  1O5B7           3O-38Q        Q 

0'REIU_V.  J.P. 

79121  105VO           50-437        Q 

O'REILLY.  J.P. 

791130OI40           5O-2BO        Q 

a'RElLLV,  J.  p. 

79(2060604           50-34B        Q 

O'HE1LL.Y.  J   P. 

7912060&O5           50-261         a 

tTREILLY,  J  P. 

7912O606O7           2O-26-7        fl 

D'REILLY,  J.  P. 

7912060614           50-302         Q 

0'KEIU.Y,  J.P. 

7913060616           50-2SO         Q 

O'ffEiLLY.  J.  P. 

79120A0617           50-321         0 

O'REILLY.  J.P. 

79120606tB           50-416         Q 

O'REIULY,  J.  P 

7913O&O619           5O-395        Q 

D'HEILLY.  J.  P. 

7912O60620           50-359        Q 

D'fiEIU-V,  J.P. 

7913O700O7           5O-2BO        O 

O'ROLLY.J.p 

7912O7001  3           50-437         O 

O'REILLY.  J.P 

7913110113           50-34B         Q 

0'REILL.Y.  J.P. 

79131  1O123           50-261         Q 

O'REILLY,  J.P. 

7912110134           50-269         Q 

O-fiETLLY.  J.  P. 

7912110140           50-4(39         Q 

O'REIULY,  J.P. 

7912110143           50-302         Q 

0'REIU.ViJ.  P. 

7913110147           50-250         Q 

0'fiEILL.Y.  J.  P. 

7912110147           50-331         Q 

O'REJLLY,  J.P. 

7913UO153           50-416         0 

O'REILLY,  J.P. 

7912110154           SO-395         Q 

0'REIU,V,  J.  P. 

7712110157           5O-259         Q 

O'fiEII_LV.J.  P. 

79121101B6           50-2BO         O 

P'REILLY,  J.  P. 

7912110192           50-437         Q 

O'REfULY,  J.  P. 

7913060143           5Q-325         Q 

O'RE1U_Y,J.P. 

7912060255           5O-416         O 

D'HEILt,Y,  J.F. 

7913190371            5O-364         Q 

G'REILUY.J.P. 

7913190374           50-34H         a 

D'fiEILLY,  J.P. 

79I219O37&           50-1OO         Q 

D'REILLV,  J   P. 

79131903B3           5O-261         ft 

O'REILLY,  J.P. 

79121903B6           5O-369         0 

Q'fiEILLV.  J.  P. 

79(2190393           50-370         Q 

O'REILLY,  J.F 

791219O397           50-4  Bfl         Q 

O'fiEILLY.t!.  P. 

7912190439           SO-3OP         0 

D'BEJU,Y,  J.P. 

7913190442           50-350         Q 

O'REILLV,  J   P. 

7?1219(M47           50-309         Q 

Q'REILLY.J.  P. 

7913190449           50-434         Q 

Q'HEILLY.J.  P. 

7912190454           50-331         Q 

tJ'REIU-Y.J.  P. 

7912190457           50-416         fl 

D'HEILLY.  J.  P. 

7912I9O457           50-417         Q 

O'HEILLV.J.  P. 

7912190463           50-395         Q 

Q'KEILLY.J.  P. 

7912190464           50-395         a 

O'REILLY.  J   P. 

7912190472           5O-339         Q 

0  'ftEIU-Y.  J.  P. 

7913190478           50-330         Q 

O'fiEILLV.  J.  P. 

791219CM92           &0-3BO         a 

O'REILLY.  J   P. 

791319O495           50-4O4         Q 

O'BEIULY,  J.  P. 

7912190500           50-437         0 

0  'REILLY.  J.  P. 

7912310234           5Q-34Q         a 

0  'BEILLY.  J.  P. 

7712:310385           5O-2&1         a 

D'BEELLY.J.P. 

7913310290           5O--4BB         0 

a'REOJLY.J.  P 

79133IO393           5O-369         Q 

O'REIULY,  J.P. 

7912310297           5Q-250         Q 

O'REtLLV.J  P. 

7912310301            5O-321         Q 

O'REILLY.  J.P. 

7913310306           5O-416         0 

D'REILLY.  J.P. 

79I331030B           5O-395         a 

O'HEILLV.  J.  P. 

7912310310           5O-395         Q 

0-REILLV.  J.P. 

7912310313           5O-3O3         Q 

D'REILLY,  J.P. 

7913310316           5O-259         O 

0-REILL.y,J.P. 

7913310330           5D-280         0 

D'REILLY.J.P. 

7912310552          5O-437        a 

Q'REIULV.  J.  P. 

79123OOO05           50-348         Q 

O'BEILLY.J.  P. 

79122OOO06           5O-261         Q 

O'BEIU-Y.J.P. 

7912200010           3O-4S8         a 

O'HEILLYrJ.P. 

7912300036           5O-369         Q 

O'SEILLY,  J.P. 

7913300033          50-303       Q 

Q-BEILLY.  J.P. 
O'REILLY,  J.P. 

79122OOO33          5O-350        0 
7912300038           5O-32I         Q 

O'REILLV.  J.P. 

7913300049           5O-416         Q 

0'BEIU.Y,  J.P. 

79122OOOB2          SO-395        Q 

O'REiLLY.J.P. 

7913200055          5Q-393        Q 

O'BEILLVr  J.P. 

77123OOO60          50-259        Q 

O'REILLY-  J.P. 

7912200O7O           5O-28O         a 
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O'REILLY.J.P. 
O'REILLV,  J.P 
O'REILLV,  J.P. 
O'REILLY,  J.P 

7912200075           50-437      ~Q 
7913230365           SO-34H        a 
7912380370           50-261         fl 
79133B0377           3O-369        a 

0'HEILLY.  J   P. 

79123S0391            50-4BS        Q 

O'FIEILLY,  J.  p. 
O'REILLY.J.P. 
O'REILLV.  J.P. 
D'HEILLY,  J.P. 
O'BEILLY,  J.  P. 

79  1  228039B           5O-3O3         Q 
79122B0403           50-25O         ft 
79132B04Q4           30-321         O. 
7912280416           50-41A         Q 
79122B043I            50-393         Q 

O'REILLY,  J.  P. 
O'REILLY.J.P 
O'REILLY,  J.  P. 
O'REILLY,  J.  P. 

7912200423           50-395         a 
7913280436           50-359         Q 
79122G0441            50-2DO        fl 
79132B0450           50-437        <| 

D'REILLY,  J.P 

7913280115           30-34B         a 

O'REILLY,  J.  P. 
O'HEILLY.J.  P. 

79122B0119           50-361         0 
7913280134            3D-4BG         a 

O'REILLY.J.P 

79122B0129           50-269         Q 

O'REILLY,  J.P. 

7912280134           50-302         Q 

D'REILLY,  J.  P. 

79132B0136           50-25O         ft 

O'REILLY.J.P. 

79122BO141            50-321         Q 

O'REILLY.J.P. 

7913280144           50-416         Q 

O'REILLY,  J.  P. 
0'HEIU-Y,  J.P 

79122B0146           50-395        O 
7713380130           50-359         Q 

O'REILLY.J.P. 

79122E0161            50-2BO         Q 

O'REILLY.J.P. 

7912280164           30-437         0 

ODERC.  C. 

7912200439           5O-482         B 

ODERO.  C. 

7912200448           50-483         5 

DEEHO,  C. 

79122004S4           SQ-4eP         B 

OBERO.  C.  R. 

7912050473*         50-4H3         a 

ODERC,  C, 

79122000B5           50-483         S 

OBEne,  c. 

7912210037           5O-4S2         S 

OBERO,  C. 

79123AOO9O           50-483         9 

DDEHQ,  C.  R. 

791206059B           50-45B         B 

OQEF10.  C. 

7912300560           50-4B3         3 

ODERG.C.  R. 
OEHTEL.  0.  K. 

7913180119           50-483         S 
7912280233           PR 

BESTMANM.H   J 

7913070135           50-383         S 

OESTMAMN,  H   J. 
OESTMANN,  M.  J. 

7912060593           50-203         S 
7913260105*         50-383         0 

OESTMAMH.  M.  J 

7913260098*         50-266         -Q 

QESTHANN.  M.  J. 

791231003U         50-237         a 

OKBEfJT,  D. 

7912140211          ACRH 

OKUDA.  H. 

7912120572           XPORTLIC 

OKUDA.  H. 

79  13360168*         XPORTLIC 

OXUOA.  II. 

7913260174*         XPORTLIC 

DKUUA,  H. 

7912360165"         XPOUTLIC 

OLIU,  M.  E. 

7913170011            NUJIEG 

OLLER,  «.  E. 

7912120118*        QA999 

OLLER,  R.  E. 

79121S0273*         OA999 

OLLER,  R.E 

791311008BK         QA999 

OLLER,  R.  E. 

7912110071*         QA999 

OLHSTEAD.  M.  J 
DLMSTEAO,  W.  J. 

7913310314          50-3B9        T 
7912140100           50-329         O 

OLSEN,  A.  F. 

7913070456           SO-13            P 

DLSHAN,  L.  N. 

7912060136          50-247        P 

OLSHAN,  L.  N. 

7912040102           50-305         P 

OLSHAN,  L.  N. 

7913060029           50-305         P 

OLSHAN,  L.  N. 

7912O6007O           50-206         P 

OLSHAN.  L.  N. 

7912120064           50-206         P 

OLEHAN.  L.  N. 

7912260003           50-3              F 

OLSON,  0.  L. 

7912030220*         50-1B6         a 

OLSON,  J.  F. 

7913130590*         PR 

OLSON,  R.  C. 

7912380419           NUREO 

DLSON.R.  C.  L. 

7913260300           5Q-31B         Q 

OMSDOHFF,  K.  A. 

7913050177           50-273         O 

ONaOOfiFF.  K.  A. 

7912130564           Pfi 

ONBDDHFF,  K.  A. 

7913130567*        Pfl 

OPEKA,  J.  F. 

7912040431            50-336         S 

OPEKA,  J.  F. 

7912040396           50-336         S 

OPEKA.  J.  F. 

7912130459           50-336         B 

OPEKA.  J.  F. 

7912040407           50-336         g 

OPEKA,  J.  F. 

7913070381           50-336        S 

OPEKA.  J,  F. 

7912070343           50-345         S 

OPEKA.  J.  F. 

7913100299          30-249        S 

OPEKA,  J.  F. 

7912180363           30-245         R 

DPEKA,  J.  F. 

79131B05B9           50-336         3 

OPEKA,  J.  F. 

7913180392           50-336         R 

OPEKA.  J.  F. 

79121H0573            50-336         G 

DPEKA,  J.  F. 

7912270515           50-245         S 

OPREA.O,  H. 

7912060555           SO-49B         Q 

ORR,  M.  D. 

7912140541            71-159 

OHTLOFF.  0.  D. 

7913130403          PROJ 

ORTLOFF,  0,  D. 

7913170417           PROJ 

ORTLOFF,  0.  D. 

7913310190          40-8102 

PERSONAL  AUTHOR  INDEX 


399 


AUTHOR 

ACCESSION              SUBJECT 
NUMBER                    CATEGORY 

CftTLOFF.O.  0. 

79131907BO            40-0102 

DESORKE.M.  C. 
QUITS.  J.  E. 
DUIT3,  J,  E. 

7912100005            RES 
7913050641-         50-331         Q 
79121B0343"         5O-324         Q 

GVEN,-  H.  S. 

79132B031B            PR 

Ci-.-ESTOW,  J.  A. 
OWSLEV,  0.  F. 

tSfSt-EV.  Q.  F. 
CWSLEY.  O.  F. 
C«EtEV.  0.  F, 

7912120340            PROJ 
79121004O7"         50-3              P 
7912100456«        50-3             P 
7912130305            50-261         P 
7912190639            NUREO 

FA-SL1AHO,  J.  A. 
FALHEH.H.  E. 

79121B031B            HE 
7913210023           NUREG 

PWEftlELLO.  C. 

7912200663            I*"E 

PAPER  IELLO.C.  J. 
PAFERIELLO.C,  J. 

7913IS0103            !»•£ 
7912200450            40-3061 

PAPPAS.H. 
FAPPAS.H 

79120601B4            ORG 
7912190013            50-10           O 

PAPF-rtS.K- 

7912190025            OHO 

PAPPAS.H. 

7912130004            ORG 

PAFPAS.M. 

7912120545            ORO 

PARftKETER.F.  H. 

791H10Q3Q7            50-113         H 
7912260136            TOPREP 

PAHtS.Q  .«. 

PARK.  S. 

7912190314            50-155         T 
7912200403            XPORTLIC 

PftSKES,  F.  L. 

7912180290            ACRB 

•FAS  HER.  M-  D- 

7912040476*         50-269         S 
7912110359"         30-370         Q 

PARKER.  U.  D. 
PASKEH^H.  0. 

PASKEfl.H.O. 

7912110565           REGGD 
7912170211            90-269         Q 
7913040010            50-369         Q 

r-ARKER.  W.  0. 
PAFHER.  W-0. 
FAJIK.ER.W.O. 
PARKER.  W.O. 
PASKER.H.O 

7913040130            50-413         Q 
7911160164            50-369         S 
7913100165"         50-369         Q 
79l?06OlBBa         50-369         Q 
7912060549            5O-369         0 

fl 

V912210248»         50-269         Q 

PARW.ER.M.Q. 
PARKER.  WO. 

PARKEfl,W.  0. 
PAHKER.W.O. 

7912170127            50-269         0 
791305051B            50-369         O 
7913130430            50-287         B 
7913040355            50-369         P 

PAHWEft,  H,  0. 
FARKER,W,  D. 
PAS  HER.  W.  0. 
FA-RHER.W.  0. 
PARKER,  U.  0. 

7912040293            50-269         F 
7912010115            50-269         P 
7912040131            50-369         Q 
7912040516            50-269         P 
7913190790            50-369         « 

_ 

7912050592            50-369         S 

0Vc[f  pn   u"  n' 

7912050503            1)0-369         S 

PAHWER.W.O. 
PAftKER.H.O, 
PARKER.  H  O 

7912070439            50-2H7         B 
7912190710           30-369         S 
79ia21023Bfc         50-369        Q 

PAKHER.U.  D. 
PAnKER.M.O. 
PARKER.  W.  O. 
PARKER,  M.  0. 
PARKER.  U.  0. 

7912060302            50-369         P 
7912120434            50-269         P 
7912040-174            50-369         B 
79121E0294            50-269         S 
79131B016I            50-413         O 

PARKKR.W.  0. 
PrtRKEfl,  H.  O. 

7913140349            50-369         0 
7912280017            50-269         Q 
7912110363            50-387         B 

•PARKER.  U.  O. 
PARKER.  H,  0. 

7912310005            50-269         O 
7912310023            50-269         Q 

PAHKER,  H.  D. 
PdMtKEfl.H-0. 
PAHKER.M.O 
PARKED,  It.  0. 

PAfiHER.H.O. 

7913130411            50-369         B 
791B210075            5O-269         Q 
79121B0160          50-270       P 
79121B05BB            50-413         S 
79122B0159            30-369        « 

PARKER.  H.O 

PARKER.  H.  D. 
PARKER,  H.O. 
FAHHEft.W.  D. 
PARKEft,  H.  O. 

7912160375            50-269        F 
7912210151            50-369        A 
1912210171           50-369       f 
7912270266            50-269         P 
7912370352            5O-369         A 

PAR  HER.  M.  0. 
PARKEft,U.  0. 
PARKER.  HO, 

PARKER,  M.  0. 
PARKER,  W.O. 

7912370327            30-369         A 
7912270503            30-27O         S 
79123B0197            50-270         B 
7912310460           30-369         A 
79123101B9            50-413         3 

PARKS.  B.  I. 
PAHKYN,  J.  D. 
PARMENTEft.  F.  H. 
PARMENTER.F.  H. 
PAHHENTEfl.F.H. 

7912090003           NUREO 
7912120009          PRM 
7912120043          5O-445        H 
791217006S            50-445         H 
7912310137            30-443         M 

PARR,  D.  D, 
PARR.Q.  B. 
PARRa  D.  D. 
PARRrD.D. 
PARR.  D.  D. 

791S190417          50-373        A 
7912050320          50-3B7        A 
791231010B          50-311        B 
7912310114           50-339        A 
79121B0122           50-339         A 

ACCESSION              SUBJECT 

AUTHOR 

NUMBER                    CATEGORY 

PARR.  0.  D. 
PARR.  O.  0- 
PARR.O.  D. 
PARR,  0.  D. 
PARR.D.  D- 

7912140057            5O-337         V 
7912180465            SO-4.9B         A 
7912270060           5O-373         F 
7912280597           50-3B7         A 
7912230603           50-311         A 

Toionnoo7a»         FOR    MIEC 

PAflSQNTjM.  A. 
PARTLOH.  J.  0. 

7912170073           70-1257 
7912170067            70-B20 

PArtTLOH.  J.  0. 
PAnTLDW,  J.  0- 

791217&052           70-27 
7913170061            70-27 

PARTLOUi  J.  0. 
PftRTLOH,  J.«. 
PARTLOH.  J.  0. 

7912130197            70-33 
791317O044            70-143 
7913370015            70-37 
7913130353*         50-320         U 

PASCIAK.  M- 

7912130363*         50-320         " 

PATE.H.  J- 
PATE,  R.  J. 
PATERSON,  J.  M. 
PATEH6DN,  J.  M.  R. 
PATON.  W-  0. 

7912130723*         5O"^I          ^ 
79I2060025»         30-361         u 
7912W0005           50-309         C 
7?1S190009«         50-309         0 
7912130169            90-2B9         0 

PATTERSON,  J.  P. 
PAUL,  R-  A. 
PAWLICKT.3.  B. 
PEAHBON.O.  F. 
PEEBLES,  V.  B- 

79121  1O275*         70-36 
79122001/3            liE 
7912310366            90-339         G 
7912270090            90-3B.9         B 
791220P605S         30-368         H 

PEEPLEB,  W.F. 
PEERV,  W.  W. 
PELTIER,  I.  A. 
PELTIER.  1.  A- 
PENDERCRAFT,  R. 

7912310033*         FUM 
7913100a?H         50-333         u 
79123100BO            50-525         A 
79133(0007            BO-35B         ft 
7912170279*         SO-36B         S 

^-j,            5Q—  3tQ         ^ 

PENDERGSIAFT,  R- 
PENUERQRAFT.  R. 
PENDERCRAFT.  R. 
PENNEY.  J.  A- 
PEOPLES,  D,  L, 

79ia2702B3»         5O-36B         R 
79133104043         50-368         a 
7913140096            71-9853 
7913040011"         50-10            0 

PEOPLES,  D.  L. 
PEOPLES.  D.  L. 
PEOPLES,  D.  L. 
PEOPLES.  0.  L. 
PEOPLES.  B.  L. 

7912060190            S0~^|         S 
7912200401            5O-263         ^ 
7912040361            30-1  O            p 
79iaiH0012            50-^37         0 
79120403Fib            30-454         T 

PEOPLES,  D-L. 
PEOPLES.  D.  L, 
PEOPLES.  D,L. 
PEOPLES.!).  L. 
PEOf  LES,  D.  L. 

7912010195            30-10            P 
7912130425            5O-1O            r 
7912110309           Bt>"3'r         Q 
7912110318            50-295         P 
79121103-30            50-237         P 

PEOPLEBj  0.  L. 
PEOPLES.  0.  1- 
PEOPLES.  D.  L. 
PEOPLES,  D.  L. 
PEOPLES.  D.  L. 

7?122!0169            50-373         0 
7913190632            30-349         P 
79  12  ID  053  I           50-237        F 
7913270469            50-  1O            ' 
7912270470            50-i237         P 

PEOPLES.  D.  L. 
PEOPLES,  D.  L. 
PEOPLES.  D.L. 
PEOPLES,  D.  L 
PEREI.  J.  B. 

791H270597            SO-  237         P 
7913270461            50-295         P 
7912300533          50-237        F 
791-3370267            50-J              P 
7912030015*         50-556         Q 

PERKINS,  T.  J. 
PERKINS.fi.  W. 
PERLAS.J.N. 
PERLMAN.  J. 
FEflLHAN.  J. 

79122602AS*         5O-220         R 
7912120157            MIHEO 
7-912050219           XPORTLIC 
7912100*52*         CONTRACT 
79t207035a»        CONTflACT 

PERLMAN.  J. 
PFRLMAM,  J. 
PEHLHAN.  J- 
PERRIN,  J.  B. 

7912100376"         CONTRACT 
7913110015*         CONTRACT 
79121O03BO            CONTRACT 
791312061S            NUREC 
7912140391            REH 

7913140368            ""^^         „ 

FEflRDTTI.D.  J- 
PERROTTItD.  J. 

PERRV.  L. 
PERRVMAN.6.  I. 

79iaiOOfl61t         5O-33J         « 
7912060131"         50-361          O 
7912120051            p"°^,, 
7912010036-         40-341 

FERRYMAN.  6.  I. 
PESHEK.C. 
PE6HEK.C. 

79122SOOO7            4.0-34-1 
79121fl0121'»         OA997 
7913130244           TOPREP 
7912300304            REGOD 

PETERSON.  B.  H. 

79I22A0036          71-60 

PETERSON.  R-K- 
PETEI1S.  R-  J- 

PETERSON,  M-fl. 

7912270099*        COMHIBSIQH 
791S040132            50-273         A 
7912260232            »«££ 
7*?lfi2lOi3B            XPuRTLILp 

PETEnaON.  M.  R- 
PETER  SON.  H.R. 

7912310157           XPORTLIC 

PETER  BON.  If  H. 
PETERSON.  M.H. 
pETEftBON.rl.R- 
PETERSON.M.H. 
PETERSON.,  M.  R. 

791M60174           XPORTLIC 
7912060197            XPDRTLIC 
7912060193            XPORTLIC 
7912060199            KPOHTLIC 
7912060306           XPDRTLIC 

AUTHOR 

ACCESSION               SUBJES1U 
NUMBER                     CATEGORY 

PETERSON.  M.  R. 
PETEflBON.il.  H. 
PETERSON.  H.R. 
PETEttSDN,  M.  B. 
PETERSON.  M.  R. 

7912070235            XPQHTL1C 
7912030216            XPORTLIC 
7912040010            XPORTLK 
7912040041             XFQftTLlC 
7912010042            XPOHTLIi. 

PETERSON,  M.  R- 

79120400-17             XPORTLIC 

PETERBOM.  M.  R. 
PETERSON.  H.  R. 
PETERSON.  H.  R. 
PETERSON.  M.  R. 

791E040061             XPORTL1C 
7912110173            XPORTLIC 
7912110517            XPORTLIC 

PETERSON.  M.R. 
PETEHSON.M.  it. 
PETER  SON.  M.R. 
PETERSON,  M.  R. 
PETEHSON.M.  R. 

7912130134            XPCRTLIC 
79131-10113            XPORTLK 
7912200093            XPORTLIC 
7912110156            XPDRTLJC 
7912110160            XPORTLIC 

PETtHSON.H.  R. 
FETEFlSnn.M.  R- 
PETEREOH.  M.  R. 
PETERSON,  H  R. 
PETEFJSQN,  M.  R 

7912110163            XPORTLIC 
7912110139            XPORTLIC 
7912120143            XPDRTLIC 
79    3120143            XPOHTLIC 
7912120407            XPDRTLIC 

PETERSON.  H.  ft- 
PETERSON.  H.R. 
PETERSON,  h   H. 
PETERSON.  M.R 

7912120569            XPORTL1C 
79121-10010            XPDRTLIC 
7912140013            XPCRTLK 
7912140017            XPOHTLIC 
7912140153            XPDRTLIC 

PETEfiSOh,  M.  R. 
PETERSON.  M.R. 
PETERSON.  M.  R. 
PETERBDM,  M.  » 
PETERSON.  M.  R. 

7912140176            yPORTUC 
7912360011            XPORTLIC 
7912360014*          KPDRTLIC 
7912110435            XPCIULIC 
7913110523            XPORTLIC 

PETERSON,".  R. 
PETERSON.  M.  Ft- 
PETEHSON.  MR 
PETERSON.",  fi. 

7912U052B            XPOFJTLIC 
7913110061             XPORTLIC 
7»3I21"1Q537            JtPfrRTLlC 
79.3130339            WWRTLIC 
791212Q34|2            XPU"  in1- 

PETERSON,  M.  R. 

PETERSON.  H.  fl- 
FETERSON.M.  H. 

7912.120547            XPORTLIC 
79123004.3            *P«"L£ 
791326C06Q            KrLW  I  UL^ 

PETERSON.  H.  B. 

79122003-21             XPORTLIC 

PETEREON.  M.  R. 
PETET1EON,  M.  R. 

79121B0016            XPOHTL1C 

PETERSON.  M.R. 
PETERSUN.  M.  R 
PETER  SON.  H.R. 

7913180061            XPCftTLIC 
791fiil00497            XPOHTL  1C 
79I2S00501             KPOHTL1C 

PEHEREON..M.  R- 
PETEfJSON.M.  R- 

7912-210077            XPOIULIC 

7*7  \22iQ002            X.PDR  T  LiL, 

PETERGON.M.  R. 
PETEHSBH.  M.  R. 
PETERSON.  H   R- 
PETERfiON.  M-  R. 
PETERSON,  H.  R. 

79129100Hfc            XFOHTLIC 
7912260067            XPORTLIC 
79    §260073            XPDRTLIC 
7912310122            XPOHTLIC 

TViaaiOOVS            XPDRTLIC 

PETERSON,  h.  R. 
PETER  SUN.  M.R. 
PETERSON.  M.  R. 

7913280153            XPOHTLIC 
791S3B01560         XPURTL1C 
79)2190197            BQ~a(!;i 

0 

PETRICH.N.  A 

7912120146* 

PETRICK.N   A 

7=712060536            so-ill 

a 

PETRICKrN.  A. 
PETIUCK.H.  A. 
PETRICK.N.  A 
PETFI1CK.  N.  A. 

7912120395           50-103 
79132H0593            3Q-4H2 
79122B0139            30-4B2 

5 
B 

PEVRICK,  N.  A. 
PEU1TT.E.  0. 

7912380469            SO-4B2 
79130300O9            NUHUO 

PHILLIPS.  Ji.  R. 

PH1LLIP6..0.  H. 
PHILLIP9,  J.  R- 

791205011?            ^?~|'* 
7912140011             50-275 

0 
G 

PH1LLIPS.P.  W. 
PHILLIPS,  P.  W. 
PHILLIPS,  n.  L. 

7912110393            s°-4t^ 
7912170-003            50-1B2 
7912130309=         SO-29B 

o  o  at  01 

PHILLIPS,  D.  L. 

PHILLIP,  0-  A. 

791S070062«         SO-311 

° 

PHILLIP,  G-  A. 

79121B0334»          ggl^fa? 

Q 

a 

IPHILLIPB.RB. 

7"?1P"-B0339*         5O-19B 

0 

PH1LLIPS.H.  S. 

Di3-annA53»         27-10 

PHILLIP.  0.  A. 
PICKENB.  F.  W. 

79121B0359»         71-359 

P1EPER.W.  H. 
P1EPER.W.  Q. 
PIEHCE.  J. 
PIGOTT,  D.  H. 

PIODTT.D.  R. 

79131101ia»         QA999 
79121  IO110»        QA999 
7912170101           5S"S?7 
791B100332           50-361 
7912130061             50-361 

< 
i 

i 

PIGOTT.  D.  R. 
PIGOTT.  D.  R. 
PIGOTT,  D.K. 
PI80TT.  D.  H. 
PIODTT.D.  R. 

791B1003S2            50-361 
7912130061           50-361 
7912110142           so~S^i 
79121401*2            50-361 

400 


PERSONAL  AUTHOR  INDEX 


ACCESSION              SUBJECT 

AUTHOR 

NUMBER                   CATEGORY 

PILANT,  J.  M. 
PILANT,  J.  K. 

7913140248           5O-29H          0 
7912140233           50-29B         P 

PIUANT,  J.  M. 
PILANT,  J.  M. 
PILANT,  J,  M. 

7913190150"         50-3tB          ft 
79I20402S1            5Q-29H         P 
7912070329           50-293         P 

PILANT,  J.M. 

7912130359           50-293          P 

PILANT.J.  M. 

7912170549           50-2<7H         p 

PILANT,  J,  M. 

7912380542           90-298         P 

PL  AW  AS,  C. 
PLUMLEE,  K. 

79I20SO32B           XPORTLIC 
7912260008           5O-146         a 

PL.UMLEE.K. 

7912060201*         5O-39            Q 

POCHflL.lJ.  F. 
POCHAL.W.  F. 
POCHAL.U.  F. 

7912170376           XPCRTL1C 

79J23S0653       XPORTLIC 

79131BOQ39           XPORTLIC 

POHL.  R.  0. 

7912200596           PRQj 

PDINDEKTEH.  C.  H 
PCHRIER.M.  R. 

7912030203           TQPREP 
771219013B           50-445         M 

PDIRIEfl.M.  R. 
POIfllER.M.  R. 

79I33101B9           90-445         H 
791231014,1            50-443         M 

POIRIER.  M,  R. 

7912310189           30-445         M 

P01RIER,  M.  a. 
PQIHIER.M.  n. 

791331O16I            90-445         M 
7912110459           50-445         M 

POLAND,  C.  P 
POLLACK.  R. 
POLLACK,  H.  P. 

7912200413*         90-339         A 
7-712050343*         XPDRTL1C 
7912130332           PRM 

POLLARD,  R,  D, 
POLZER,  W.  L. 
POSTDN,  J.  D, 
PDTAPOVS,  U. 
POTAPOVS,  U. 

791205D003           50-244          Q 
7912140135           NUREQ 
7912270033.         30-498         M 
79131  10042*         QA999 
7912260203*        Q  A9  99 

POTAPOVB.U, 
PQTAPGVS,  V. 
PQTAPQV5,  U 
POTAPOVS,  U. 
PDTAPOVS.  U, 

7912120104*         QA997 
79122100391         QA999 
7912050337          QA99<? 
79I311QI22"         QA999 
7912180188"         QA999 

POTAPOVS,  U 
POTAPOV3.  U. 
POTAPDVS.  U. 
POTAPOVS,  U. 
FOTAPOVS,  U. 

7912IIOO5B           OA999 
7912100-104           OA999 
7912110076           QA999 
7912130423*         GA999 
7912110034"         QA999 

POTAPOVS,  U 
POTAPOV9,  U. 
PQTAPGVS.  U 
PQTAPOVS.U. 
POTAPQVS.U 

7912260199"         QA999 
7912180261.        OA999 
7912360111"         QA999 
791210Q4I3           QA99? 
7913110117*         OA999 

POTAPDVS,U 
POTAPOV5,  U. 
PQTAPDVS.  U 
POTAPOVS.  U. 
POTAPQVS,  V 

79121405-43           QA999 
79J21100S3           GA999 
77121200B9*         QA959 
79121  101  14*         QA999 
7912210017*         OA999 

POTAPBVS,  U. 
PQTAPOV3,  U. 
PQTAPCVS.  U 
POTAPDUS,  U. 
PDTAPOVB,  U. 

791211QS01            OA999 
7912110065           OA999 
79121202S1"         QA999 
7913360156*         QA999 
7912170391*         QA999 

POTAPOVS.  U. 
POTAPDVS,  U. 
POTAPOVS,  U. 
POTAPBVS,  U. 
POTAPOV9,  U, 

7912200197           QA999 
7912300491            OA999 
791S210196           OA999 
79131BOI32"         OA999 
79131  1001A           QA999 

PQTAFQUB,  U. 
PDTAPDVS,  >U, 
PQTAPQVS.U. 
PQTAPOVS,  U 
POTAPCVS.U. 

7912110101          QA999 
7912110107           OA999 
7912120077          QA999 
79121703BH          OA999 
791  21  1051  1           OA999 

POTAPOVS,  U 
POTAPDVS,  U, 
POTAPOVS.U. 
POTAPQVB,  V. 
P-QTAPOVS,  U. 

79121B017?           OA999 
7912130272          QA999 
7912130374          QA999 
7912210001            OA999 
7912H1019B           QA999 

POTAPQVS,  U. 
POTAPOVS,  U. 
PDTAPOVS,  u. 
POTAPQVS,  U. 
POTAPOV3.  U. 

.   7912360096          OA999 
79IS1S0112          QA999 
79121B0247          QA99? 
7912260192          OA999 
79122601B9           QA9<J9 

POTHAPOVB,  U. 
POTTER,  J.  P. 
POTTER,  J.  p, 
POTTER,  J.  P. 
PQTTEfl,  J.  P. 

7913110061*        QA999 
79123600B5"        37-47 
7912200393*        27-47 
791S260H5*        27-47 
79122000Q2»       27-47 

POTTER,  J,  p. 
POTTS,  W.  E. 
PQWEflB.J.A. 
POWERS;  D.  A. 
PRE8SESKV.A.  J, 

791231023B*        27-47 
7912040043          30-289        8 
7912130313*        FOIA 
79ta-140499fl        fiEB 
7912310247-        30-320        H 

ACCESSION              SUBJECT 

AUTHOR 

NUMBER                   CATEGORY 

AUTHOR 

ACCESSION              EUBJECF 
NUMBER                   CATEGORY 

PR  ICE,  D.  S, 
PRICE,  D.  S. 
PR  ICE,  E.  N. 
PRIETO.fi. 
PHIETO,  R. 

79121B0299           50-296         S 
7913090379*         30-259         Q 
7912190373*         FOIA 
7912120319           90-3B4         K 
7912120474            50-584         A 

REID,  R.  U. 
REID.R.W. 
REID,  R.  W. 
REID,  H.  W, 
REID,  fi.  W. 

79122B0390*         SO-3U        P 
79133B0616           30-34ff        p 
7913380609           50-313        P 
79132B0641.         30-317        P 

7912120206           50-3             p 

PROCTOR,  W.  G. 
PROFFITT.  W.  L 
PROVENZAND,  V. 
PROVOST,  L. 

7912170408*         CONTRACT 
791320051B           30-230         P 
7912170024           NUREG 
7912040433           PROJ 

REID.R.W. 
REINHARDT,  W.  W 
REINHARDT,  N.  W. 

7912120301            50-317        P 
7912140296           ftEB 
7912140314           RE9 

PRYOR.D. 

7912310178"         50-437         U 

REIS,  E.  J. 
REIS,  E.  J 

7913140539           50-337        Q 

7912160173          50-387       o 

PRYOR,  D, 
PTAK,  J. 

7912280261            50-313         U 
79131B0133           FOIA 

REIS,  E.  J. 
RE  IB,  E  J 

7912180301            50-337        o 

PTAK.  J, 
PULASKI.L.  J. 
PUTNEY,  L.  M. 

7912170403           FOIA 
7913060475           50-3B7         Q 
79131S0327           50-302         O 

REIS,  E.'  J,' 
HEITER.L. 
REKEMEYER,P.C. 

79121B02I1            50-4B9        fl 
7912360372          50-443       C 
7913260375*         50-443        0 
7912170306           40-29? 

QUEENEH.D.  S. 
QUICK.  D.  R. 
QUICK,  D,  R. 
OUIGO.C. 
RADER.R,  M. 

7912140186           NUREG 
7913050068"         50-303         Q 
7912170403           50-387         B 
79121B0147           FOIA 
7912130115           50-395         G 

REKITO,  W.  A. 
RENBEROER,  D   L 
RENBEROER,  D   L, 
RENBERGER,D   L 
RENBEROER,  D.  L. 

7912060017*         SQ-309        O 
7912110471*         50-50B        0 
79123B0409           WUREQ 
7913030204           50-397        fl 
7912040246           50-397        A 

RADER,  R.  M. 
RAGONE,  S. 
RANDOL.A.  G. 
RANDOLPH,  M.  L. 
RASH,  J.  L. 

7912130115           50-395         G 
7913300382*         90-339         A 
7912200399"         50-339         A 
7912170174           RES 
7912260246*         50-393         P 

RENBERQER,  D   L 
RENDEROER.D.  L 
RENDERGER,  D   L 
RENBERGER,  D.  L 
RENDERSER.D,  L. 

7912040253           30-397        A 
7912120413           50-397        S 
7913280643*         50-397        S 
7913060476           5O-460        A 
79131B0636           90-fl60        A 

RATH,  T.  D. 
RATTA,  A.  D. 
RATTA,A.  D. 
RAUDENBUSH,  M.  H. 
HAUSCHENHACH,  P. 

791213097B*         PR 
79132701BO*         70-1143 
7912200516*         70-364 
7912130336           PR 
79133BOS14*         90-320        H 

RENBERQER.D.  L 
RENNELB,  A.  E 
REBTIVO,  T. 
REUTER,  F. 
REVELY.  H.  T. 

7912280966           50-397        A 
791203000S           40-2061 
7912100001            Reg 
7913130500"         SO-447        A 
7912040074            50-322        f} 

RAUSCH,  J,  K. 
RAUSCH,  J.  K. 
RAWA,  E. 
REAVIS.  J.  A. 
REBELOHBKI,  T. 

7912050394*         90-416         Q 
7912130100"         50-491         Q 
7913360176*         SO-330         H 
79-121H03B-1*         50-369        R 
7912300067*         50-247         O 

REVELY,  W,  T. 
REYEB.  L.  A 
REYES,  L.  A 
REYES,  L.  A. 
REYES,  L   A 

7912060079*         50-323        & 
7913300435           50-346        S 
7912050018*         50-346        Q 
7912200564           SO-346        B 

791205036S*         50-344        Q 

HEOELOWSKI,  T. 
REDMORE,  G. 
REED,  C. 
REED.C. 
REED,  C. 

7912310131*         90-2B6         O 
7912120-102           FOIA 
7913040397          50-10          p 
7912120411            50-10           P 
7912270300           NUREO 

REYES,  L.  A. 
REYES,  L.  A 
flEYEB,  L.  A. 
REYES,  L.  A, 
REYNOLDS,  W. 

7913200350*         SO-346        Q 
7912180094           30-344        B 
7912180221            50-346        S 
7912300028           50-346        S 
7912070172           FOIA 

REED.  C. 
REED,  C. 
REEVES,  E.  A. 
REEVES.  E.  A. 
REGAN,  W.  H. 

79131SQ5B7           TOPREP 
7913270601            TOPREP 
791304.0141            50-348         P 
791204021B           50-348         P 
7912050646*         50-142         P 

REYNOLDS,  N.  B. 
REYNOLDS,  W.  B 
REYNOLDS,  W.  B 
REYNOLDS,  L    E 
REYNOLDS,  N.  S. 

79121700BB           50-445        G 
7912060061            50-329-        0 
7912190039           30-329        G 
7907240948           TOPREP 
79I21700BB           50-44B        G 

REOAN,  W,  H. 
REGAN,  H.  H. 
REGAN,  W,  H. 
REGAN,  W.  H 
REOAN,  W,  H. 

7912130063           50-375         D 
7912130059           30-416         A 
7-712190079           50-3B2         A 
7912310213           30-313         H 
79121904B2           PDH    MISC 

RHODE,  0.  R. 
RHODE,  0.  K 
RHODE,  G.  K. 
RICHARDS.  J.  R 
RICHARDS,  J.  H. 

7912140382           50-410        0 
7913270324           30-410        A 
7912270330          50-220       p 
7912130274           PR 
7913130374           PR 

REOAN,  W.  H. 
REHM,  T.  A. 
REHM,  T.  A. 
REHM,  T.  A, 
REID,  A.  B. 

7912310037           50-275         A 
7913170051            COMMISSION 
7912040315          COMMISSION 
791218014B          COMMISSION 
791S310399           FOIA 

RICHARD,  A.  W. 
RICHMOND,  J. 
RICKARD.M.  H, 
HIDEOUT,  E.  F 
RIDGWAY.K.  R. 

7913070410"        50-335       S 
7912310439           50-305        P 
79121206-11          NUREO 
7912180073           PT2J 
79  ISO  30231"        50-409        Q 

REID,  R.  H. 
REID.  R.  H. 
BEID.B.  W. 
REID,  R.  H 
REID.R.W. 

7913310331            50-313         F 
7912310070           50-269         P 
7912100422          50-31B        P 
791210047B          50-269        P 
79IS0500S1           50-209        P 

RIDCWAY.K.  R. 
RIDOWAY,  K.  R. 
RILEY.C.  I 
RILEY.  B.H. 
RISCHLINO,  J,  L. 

7912070070          50-155        S 
7912360144.         50-153        a 
7912260359          50-320        H 
7912300467            50-325         B 
7912270S9B*        30-314       fi 

REID,  R.  W, 
REID,  R.  H. 
REID.R.W. 
REID.R.W. 
REID.  R.  U. 

7912060591            30-31S         P 
7915100322           30-302         P 
7912100239          30-313        P 
791S100237          50-346        P 
7912100416           50-269         P 

RISCHLINQ,  J.  L 
RITCHIE.H.  I. 
RITTS,  F.  H. 
RITTS,  F.  H. 

7912270402*         30-314        E 
7912070377           PROJ 
7912260360          30-443       M 
7912340360           50-445        M 

"• 

7912200357*        50-33?       A 

REID.  H.  H. 
REID.R.H. 
REID,  R,  M. 
REID.R.H. 
REID,  R.  H, 

79131B03B7           30-312         Q 
7913210073          50-312        0 
7913050042          50-302       P 
791305004B*        50-303        P 
791H050O33*         50-302         P 

ROQERDB,  H.  W. 
RDBINETTE,  M.  S. 
ROBINSON,  R.K 
ROBINSON,  J.  C 
RODRIGUEZ,  R.  J. 

7913210036*         GA999 
791219028B          HASTE  MOT 
7912130475          PR 
7912U0326*        50-335        p 
7912190032*        50-312        a 

REID,  R.  W. 
REID.R.H. 
REID.R.H. 
REID.W.R. 
REID.R.H. 

79IS110I31          30-269        P 
791B130003           30-336         P 
7912170063          50-309        P 
7913180118           30-346         P 
7912140013          SO-3B5        P 

RODRIGUEZ,  R.  J. 
RODRIGUEZ,  R.  J. 
ROGERS,  0.  H. 
ROGERS.  H.  W. 
ROGERS,  C.  L. 

7912170277          90-31  H        R 
791B190437          30-312        P 
79I2170I94          RES 

7913140075          71-9033 
7912070432*        30-298        3 

REID,  R.  H. 
REID.R.U. 
REID.R.  H. 
REID.R.U. 
REID,  R.  H. 

791S1B0233          50-309        P 
791B260035           30-302         P 
7912360B07          30-2B5        P 
791226032B          50-333        P 
79123B0637          30-302        p 

ROGERS,  H.  H. 
ROGERS,  W.  H. 
ROGERS,  M.  E. 
ROGOVIN,  M. 
ROOOW,  B.  B. 

7912030457*        50-321        B 
7913180642*        50-3&(,        B 
7912070091*        70-3736 
79132701  14*        COMMISSION 
7912130015            30-330         H 

REID,  R.  H. 
REID.RiU. 
REID.R.H. 
REID,R,H. 
REID.fi.H. 

7912H00150          50-309        P 
791BS70070          50-313        F 
791BH600B3          30-366        P 
79I22S0275          50-346        P 

79iaaBoafli»      so-346      p 

ROOOW,  fl.  S. 
ROGOW.  B.  B. 
ROGOW,  B.  S. 
ROHREfi,  E. 
RQIBMAN,  A.  Z. 

7912130135          50-250        Q 
7912120013          30-330        H 
7912I301H3            50-23O         0 
7913370407*        30-346        3 
7912140IA4          FOIA 
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nOONEV.M.  A. 
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77121900B1 
7912050392 
791213Q04B 
771213OI56 
791212004B 
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50-574 

70-1309 
70-1300- 
70-1303 
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HdCNEY.h.  A. 
RGONEY.h. 
HOGNEY.V.  L. 
HOCKEY.  V.  L. 
ROOT.  L.  D. 

7912130156 
79121  B0504 
7712O700B7 
7912200439 
791204O364 

70-130B 
5G-27B 
50-271 
50-133 
50-331 
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P 
O 

ROOT.L.  D. 
ROOT,  L.  O. 
HOOT,  L.  D. 
ROOT.  L.D. 
ROOT,  L.  D. 

79122006B3 
7912130227 
791205047S 
7912040330 
7912070141 

5O-331 
50-331 
50-331 
5O-331 
50-231 

a 
a 
p 

F 
P 

ROOT,  L.  D. 
ROOT.  L.  D. 
RDPEH,  B. 
ROSAND.R, 
ROSE.  D.  O. 

79I22B06I  1 
7912310369 
7912260355* 
7912100057* 
7913170113 

50-331 
5O-331 
50-373 
70-B20 
7O-754 

a 

p 

G 

ROSEIJBAUM.  H.  E. 
RDSOLIE.  E. 
ROES,  W.  W. 
RDS3.  D.  H. 
ROS3,  D.  H. 

7912200533 
7913170373 

77121B0212 
791205045B 
7913310419 

50-244 
50-344 
50-329 
71-5467 
71-5467 

a 
a 

M 

ROSS.  H.  H. 
RDSS,  M-  H. 
ROSS.  D.  A. 
ftDSS,  D.  A. 
ROSS,  D.  A. 

7912070130 
7913160313 

791203024B» 
7912070323 
7912070336* 

50-329 
50-329 
50-219 
50-319 
50-219 

H 
M 

a 
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3 

RD3S,  D.  A. 
RDSS,  D.  A. 
ROSS,  D.  A. 
ROSS,  D.  A. 
ROSS.  D-  A. 

7912070334 
7913070340* 
7912070359 
7918070345* 
7912070333 

50-219 
50-217 
50-319 
50-217 
30-217 

S 
5 
5 
S 
S 

ROSS.  D.  A. 
ROSS,  D,  A. 
ROES,  D.  A. 
ROSS,  D.  A 
ROSS,  D.  A. 

7912070345* 
7912070350 
7913070364* 
7912110315 
791211O317* 

50-319 
5O-217 
50-319 
30-219 
50-217 

S 

s 
s 
s 

s 

ROSS,  D.  A. 
ROSS,  D.  A. 
RQ5S,  D.  A. 
ROES.  W.  J. 

FOBS.  D.  F. 

7912280015 
7912210306 
791221033B 
791206OO13 
7913190097 

50-217 
50-217 
50-219 
50-272 
TOPREP 

a 

R 

s 
p 

ROSS,  D.  F. 
ROSS,  D.  F. 
ROS3,  D.  F. 
ROSS,  D.  F. 

ROSS,  D.  F. 

7912180023 
7912260020 
791220063B 
7912200631 
7913300635 

TOPRSP 
TOPREP 
TOPREP 
TOPREP 
TOPREP 

«OTH,  J.  L. 
ft  DTK,  J.  M. 
ROTH,  J.  M. 
ROTH,  U, 
ROTH,  J. 

79130400B1 
7912070341 

79133101  14 
7712120155 
791307O113* 

50-320 
50-B7 
PR 
50-320 
70-637 

U 

p 

U 

HOTlfE,  P.  K. 
HDTKFLE1SCH,  J.  E 
ROTRFLEIECH,  J.  E 
RDTKFLEJSCH.  J.  E 
RDTKFLEISCH,  J.  E 

77  1H3  10302 
7912130091* 
7712130702 

79121300B4 
7713260250 

NUHEG 
40-B721 
40-8731 
40-B721 

40-B721 

RDTHFLE1GCH,  J.  E 
HOTHFLEIECH.  J.  E 
flOTHSCHILD,  M.  U. 
ROTHSCHILD,  M.  U. 
RDUNDTREE,  R.  E. 

7913190638 
7913170172 
7712110142 
7912110176* 

791219026S* 

40-6692 
40-B3BO 
70-1303 
70-1308 
50-445 

H 

ROUSE.  L.  C. 
ROUSE,  L.  C. 
ROU5E.  L.  C. 
HCWj  M.  T. 
HOV.  0. 

791B190GB4 
7912180325* 
7713240352 
7912150032 
7912200490 

70-2423 
FOIA 
70-23 
70-371 
40-2061 

ROVTEK,  C. 
HUDENSTEIN,  L.  B. 
RUBEN3TEIN.L.S. 
RUBENSTEIN.L.S. 
flUHENSTEIN.L.S. 

79  1326  009  B* 
7912130159 
7912130163* 
7912100272 
7912130001 

50-366 
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30-329 
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HUBEN9TEIH.L.Q. 
RUBEH9TEIN.L.e, 
RUBENStEIN.  L.  S. 
RUBENSTEIN.L.S. 
RUCKER.  ht.  J. 

7912180074 
7913300070 
7912210006 
7912310014 
7912130239* 

50-327 
30-424 
50-434 
TOPREP 
50-143 

A 
A 
A 

a 

RUFF,  A.  B. 
RUPPE.  L. 
RUSE  ELL.  L.  B. 
RU8BEL,  L.  B. 
RUSSELL.  L.  8. 

791  2310331* 
79132B0439* 
7912260062 
7913060453 
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SO-375 
50-320 
30-317 
50-317 
50-317 
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RUSSELL,!..  B. 
RUSSELL,  L.  B 
RUSSELL.  L    B. 

RUSSELL,  L.  8. 
RUSSELL.  L.  B. 

79120A0494 
7912130841 
79131BO436 
79I2IB0597 

79121B060B 

50-317         B 

50-3  1  7         S 
5O-317         S 
50-317         H 
50-317         S 

RUSSELL,  L.  B, 
RUTHERFORD.  0.  F. 
RYAN,  R.  0. 
RYAN,  R.  0. 
RYAN,  «.  M. 

7913310394 
7912170197 
7912050595 
7913050563 
7913310503 

50-317         S 
FdlA 
State   Prog 
State    Prog 
50-532         G 

RYAN,  ft.  0. 
RYAN,  R,  B, 
RYAN,  R.  (3. 
RYAN,  S.  G. 
RYAN,  R.  Q. 

7712030259 
7912040012 
7913O6029B 
791219073B 
791319O14B 

State    frag 
State    Prog 
State   Prog 
50-312         F 
PDR    HISC 

RYAN,  R.  0. 
RYAN,  R.  0. 
RYAN,  S.  B. 
RYAN,  R.  0. 
RYAN.  H.  0. 

771227O02b 
7913190037 
79  1  22&OO33 
79  !  2240  1  B4 
7912200406 

NUREO 
State    Prog 
State    Prog 
fJUREU 
50-32O         H 

RYAN.  R.  B. 
RYAN.  R.  O. 
RYAN,  R,  B. 
RYAN.  R.  O. 
RYAN,  R.  O. 

79I3310O15 
77  1  2270O37 
7913370042 
7712D70046 
77  1  327OO74 

State    Prog 
State    Prog 
State    Prog 
Stats    Prog 
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RYAN.  R.  O. 
RYAH,  R.  O, 
RYAN,  R.  O. 
RYAW,  R.  O. 
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7712270D71J 
7912370079 
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7913370091 
79  122701  OB 

State    Prog 
State    Prog 
State    Prog 
State    Prog 
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RYAW,  R.  O. 
RYAN.  R.  G. 
RYAH.  R.  O. 
RYAN,  R.  O. 
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7912270157 
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RYAN,  R.  G. 
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7912190O6B 
7912110555 
7912310153 
7913310034 
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NUREO 
TDPREP 
NUREO 
REQCD 

SALMDNSON,  B.  J. 
SALTZMAN.  J. 
SALTZMAN.  J. 
SALTZMAM.  J. 
SALTZMAM,  J 

79  1  2200  1  69 
7913SBQ474 
79121B0579 
791  22703  B9« 

7912180344 

40-aioa 

50-330         T 
50-2S3        J 
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3O-2O3         J 

SALUJA.  -J. 
SALZHAN.  L. 
SALZMAN.R.  S. 
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BALIMAN.R. 
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79121B0O32 
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79  1  2200&1  3 
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80-339         T 

5AL.ZHAN,  R. 
SALZHAH,  R. 
5AHUCIRTH,  S.  B. 
SAKDAS.S.M. 
SANDERFOBD,  J. 
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791S2005B7 
79121B0207 
7912280492" 
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50-307         T 
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NUREO 
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SANDERS,  H.  F. 
SANDERS.  M.  F. 
SAHDELL.P.  S. 
SANDUIK.R.  H. 
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7912130523 
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FOIA 
PR 
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SATTERFIELD,  B.  E 
SATTERFIELDjR. 
SAVANI.N.  K. 
9AVDLAIHEN.A. 
SAXEr  R.  F. 

791320032B« 
7912310221 
791H170O30* 
7912170011 

7912130432 

30-339         A 
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TDPREP 
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SO-111         P 

3CARANO.  R,  A. 
SCARANO,  R.  A. 
SCARANO,  R.  A, 
SCARANO.  R.  A. 
SCARANO,  R.  A. 
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7912IB0364* 
7912I3019S 

79121B0260 
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10-8475 
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BCARANO.R.  A. 
BCAHANO.B.  A, 
SCARANO,  R.  A. 
BCARANO.R.  A. 

7912270069" 
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79121200U 
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7913130318 
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40-1162 
4O-B&B1 
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SCARANO,  R.  A. 
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SCARANO,  R.  A. 
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SCARANO,  R.  A. 

7913130002 
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40-9436 
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SCARANQ,  R.  A. 
SCAHANO,  R.  A. 
SCAHANO.R.  A. 
8CARAKO,  R.  A. 
SCARAKO.  R.  A. 

791S200137 
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7913IBOO73 
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40-1162 
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SCARAND.  R.  A. 
SCARAND.R.  A. 
BCARANO.R.  A. 
SCARANO,  R.  A. 
ECARAND.  R.  A. 

BCARANO.R.  A. 
BCARANO.R,  A. 
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SCHMIDT.  A.  B. 
SCHMIDT.  A.  D. 

SCHMlDT.ft.  D. 
SCHMIDT,  A.  D. 
SCUM  IDT-  A.  D. 
9CHMlDTrA.  D. 
SCHMIDT,  A.  D. 

9CHM1DT.A.  D. 
BCHMIDTr  A.  D. 
SCHMIEDER.  J.  R. 
SCHMIDT,  H.  C. 
SCHMIDT.  E.  M. 

SCHNEIDER.  R.  R. 
SCHNEIDER.  R.  H. 
SCHNEIDER.  R.  R. 
SCHNEIDER.  R.  R. 
SCHNEIDER.  R.  R. 

SCHNEIDER.  R.  R. 
SCHNEIDER.  J.  R. 
SCHNEIDER.  F.  H. 
SCHNEIDER.  F.  U. 
SCHNEIDER,  F.  U, 

SCHNEIDER,  F.  U. 
SCHNEIDER,  F.  U. 
SCHNEIDER,  F.  W. 
SCHNEIDER.  F.  M. 
SCHNEIDER,  R.  N. 

HCHDCK,  K, 
SCHDLL.  R, 
SCKDPPMAN.  M.  A. 
BCHC-PPMAN..H.  A. 
SCHDFPMAN.rt.  ft.. 

SCHOPPMAN.H.  A. 
SCHOPFHAN.  H.  A. 
SCBOPJ>HAN.  H.  A. 
aCHDPPHAN,  M.  A. 
BCHOPPHAN.  M.  A. 

SCHOPPMAN.M.  A. 
SCHOPPMAN.H.  A. 
SCHUERMAN.L.  E. 
BCHULTE,  F.'L. 
BCHUTT,  R- 

SCHUTT,  R. 
BCHHAB.  J-C. 
SCHWAB.  J.C. 
SCHWARTZ,  H.  H. 
SCHUARZ,  H.  D. 


.  D. 

SCKWAKI,  M.  D. 
SCHWAM,  C.  A. 
SCHHEIKER.tt.  B. 
SCKMCND1MAM.  L.  C 

SCHWeiTIER.D.  0. 
SCHWEIHINI,  E.  R. 
BCHkENCERj  A. 
ECHUENCEB,  A. 
SCHUEHCEB,  A. 

SCHWEHCER,  A. 
BCHHEMCER,  A. 
SCHUENCER.A. 
SCHHEHCER,  A. 
SCHUENCER,  A. 


7912170022 
7912130369 
7912170069 
7912200615 
791219005B 

791H19007O 
7912120573 

7912050097 
7912380530* 

791213O3O7 

7912310193 
791231O197 

79taii  01  ea 

79  I  21  2  0363 
791217O17O 

791219O7BB 
791221Q042 
791227O047 
7912130563 
791S19O55S 

7913200766 


791204O43Q 
7913040423 
7913130440 

791303O11& 
791203O152 
7913130639 
771213O653 
791313O433 

7912130534 
771H19052O 

79L22BOOOS 


7912140436 

791  2170  16S 

79132OO3I3* 
7712310427 
7913140157 
7913380019 

7913260267 

7912130*15 
791  2O30?39« 
79121B0472 
7912170190 

7913360032 
791204047S* 
791H060329* 
7912070423 
791  30704  B7 

791H200274 

79122B0633 

7913040444* 

7712040425* 

7913130457* 

7  71  3030149* 
7712030160* 
7712130647* 
7712130638* 
7719130&4-1* 

7712130536* 

79-12190522. 

7713040364 

7912190434 

771313OO40 

7713120D4O 
791213009S 
771H140O31 
7712280232* 

7713050442 

771B190061 

7712050443 

77131200B5* 

771331O26&* 

77121201S7 

7713040103 

7712060063* 

7712100413 

7713040161 

771ZOSO159 

791  2050  16S 
791S050163 
771205016S 
7912050167 
7712050170 
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SCHUENCER.A 
SCHWEHCER,  A. 
SCHWENCEE.A 
SCHWENCER,  A. 
SCHUENCER.A. 

7912050174           30-2SO        P 
7912050173           50-315        P 
7912050176           50-233         P 
791S03017B           50-244         P 
791S0501S1            50-366         P 

SCHHENCEH.A 
BCHWENCER,  A. 
BCHWENCEft.  A. 
BCHHENCER.A. 
SCHUENCER,  A. 

7912Q301B3           50-344         p 
7912050196           30-273         P 
7912050167           50-306         P 
7912050193           30-266         P 
7913050194           50-303        P 

SCHMEHCER.A. 
SCHHENCEH.A. 
BCHWENCER.A. 
ECHUENCEfl,  A. 
SCHMtHCER.  A. 

7912050199           50-2BO         P 
7912100403           50-334         P 
7912170029           50-2SO        P 
7913100410           50-372         P 
791B100411            50-33B         P 

SCHWEHCER,  A. 
SCHVJENCER,  A 
SCHWENCER,  A. 
BCHHENCEH,  A. 
SCHWEMCEH,  A. 

7912100163           50-344         P 
7912100178           EQ-P72         p 
7912100180           50-273        Q 
7912100346           50-250         P 
7913130415           50-303        F 

SCHWENCER,  A. 
SCHWENCER,  A. 
SCHHENCEfl.A. 
SCHKENCEfi,  A. 
SCHWENCER,  A. 

7913170015           50-250         P 
79t£>;00266           50-34B         P 
79I210026HB         50-349         P 
7912130068           50-2,61         P 
7913130071*         30-3,11         P 

ECHWENCEH.A 
SCHUENCER.  A. 
SCHWENCER.  rt, 
SCHWENCES.fl. 
SCHUENCER.  A. 

79I31200SO*         30-P41         p 
7912100174           50-2SO         P 
7912040I09           50-P72        p 
7912040124*         50-372         P 
791S040137*         50-3V2         p 

ECHWeNCER,  A. 
SCHWENCER,  A. 
BCHWENCER,  A. 
SCHWENCEff,  A 
BCHWENCER,  A. 

79121B3346           50-35!         p 
7912210126           50-334         P 
7912210134           50-313         p 
7912310505           30-34B         P 
7912200609           50-372         P 

BCHUENCER.A. 
SCHWENCER,  A 
SCH«EMCER,A. 
SCMWEMCER.A, 
SCHWENCER.  A. 

7912210121            50-303         p 
79  123  101  99           50-33  B         P 
7912310159          50-333       p 
7912270018           50-315         p 
7912270021*         30-313         P 

SCHUENCEn.A. 
SCHHEKCERrA. 
SCISTINO.  A. 
SCDTT.O. 
SCOTT,  J. 

7912270024*         50-315         p 
7912200041            30-293         p 
7913260449*         30-320         II 
7913060003           50-46A         rt 
7913140210           SO-46S         0 

SCDTT.  J. 
SCOTT.  J. 
SCOTT,  J.  M. 
SCOTT,  C.  C. 
SCQTT.  C.  B. 

7912130473           SO-46&         o 
79121700:15           50-466        fl 
7912180170           30-466,         0 
7912130333           PROJ 
791S1202603        PROJ 

SCOTT,  M.  J,. 
SEJDLE,  H. 
CEtDLE.  H.  C. 

79la06Q02B           50-367         Q 
7912200439           50-403         B 
7913030226           30-362         Q 

SEIDLE,  H.  C." 

7912050526           50-39;)         o 
7912050463           50-4H2         Q 

SEIDLE.W.  C. 
SEIDLE.W.  C. 

SEICLA.A. 
SEIVER,  J.  D. 
SEHULER.S.  W. 

7912030011           30-356         a 
79132B0322           50-499         a 
7913380361*         50-330         H 
7913070231           FOIA 
7912130557           30-399         « 

6EKW.ER,  S.  N. 
SELKOHITZ.L.  B 
EELKDWITZ.L.  B 
SELKOHITZ.L.  B. 
SELKOH1TZ,  L.  D. 

7912310340           30-D99         o 
7713290456           50-320         0 
7912140151            50-2B9         U 
7912140151            50-387         S 
7912280456           50-330         0 

SELLS,  D.  E, 
SELLS,  0.  E. 
SELLS,  D.  E. 
BENECHAL.M.  E. 
SENECHAL.n,  E. 

7913190163           50-52B         A 
791  2  190186*         30-338        A 
7912200649          50-337        A 
7912130382          PR 
7912130390*       PR 

65RABIAN.  J.  A 
BEUELL.H.  D. 
SEHEU..R.B. 

SEXTON,  H. 
SEYFHJT,  K.  V. 

79J2050116«        30-277        Q 
79132BOOB2           40-8674 
79123SOQB9*         40-B674 
7913100301            50-339         H 
7912560146*       OA999 

EEYFRIT,  K.  V. 

BEYFRIT.K.  W. 
SEYFRIT,  K.  V. 
SEVFRIT,  K.  V. 

SEYFHIT,  H.  V. 

7912200339*        40-2259 
7913260130*         QA999 
77123B0323B       40-3239 
7912290303*         40-2259 
7912210319.       QA999 

SEYFrtlT,  K.  V. 
SEYFRIT.K.  V, 
BEYFim,  K.  V. 
SEYFBIT.K.  V 
BEYFRIT.K.  V. 

79I214007S          50-3B5        Q 
7913140094          50-267        0. 
7912140103          50-313        Q 
7912140133           50-298         0 
771204002B          50-367        Q 

AUTHOR 

ACCESSION              SUBJECT 
NUMBER                   CATEGORY 

SEYFRlr,  K.  V. 
BEYFHIT,  K.  V 
SEVFRIT,  K,  V 
SEYFRIT,  H.  V, 
SEVFRIT.  K.  V. 

7912120561            50-313         Q 
7913120564            50-29H         Q 
7912120565            50-2S3         Q 
7913120566            30-267         Q 
7912100257            50-4SB         Q 

SEVFRIT,  K.  V 
SEYFRIT,  K.  V 
SEYFRIT.K.  V 
SEYFRI7.K.  V 
SEYFRIT.K.  V. 

7913100H58            50-49B         O 
7912100361            50-4B2         0 
7912100264            30-382         Q 
7913100265           50-443         Q 
7912110536            50-45B         0 

SEVFRfT.K.  V. 
SEVFftlT.  K   V 
BEYFHIT,  K.  V. 
SEVFRIT,  K.  W 
SEYFRIT,  K.  V. 

7913110530            50-49H         o 
7912110533           30-492         0 
7912110335            50-382         O 
7912110537            50-445         0 
7912190036           SO-290         Q 

SEYFRIT,  K.  V 
3EYFHIT.  K.V. 
SEVFRIT,  K.  V 
SEYFfilT.K.  V. 
BEYFRIT.K.  V. 

7912190029           SO-2£J^         Q 
7912190030            50-267         Q 
7912190033           50-313         0 
7912120550            50-313         Q 
7912120553           50-298         Q 

SEYFRIT.K   V 
SEYFRIT,  K.  V 
SEYFfllT.  H.  V 
SEYFRIT,  K.  V. 
SEYFRIT,  K.  V. 

7912120555            50-285         0 
7912130559           50-267         Q 
79121I027&           30-458         (1 
7913110279           50--39S         Q 
7912110381            30-493         Q 

BEVFRIT,  K.  V 
SEYFRIT,  K.  V 
SEYFRIT,  K.  V 
SEYFRIT,  K.  V 
SEVFRIT,  K.  V. 

7912110303            30-393    .     O 
7913110295           50-445         0 
7912110467           30-313         0 
7913110473           50-458         G 
7912110476            50-49S         Q 

SEVFRIT.K.  v 
BEYFRIT.K.  V. 

79121104BO           50-4B3         Q 
7912110493           5Q-382        Q 

SEVFRIT.K!  v 

SEYFKIT,  M,  v. 

79121104B4           30-293         0 
7912110495           50-2B5         0 
79121104B9           50-3,67         Q 

SEYFfllT,  «.  V. 
SRYFRIT,  u.  V 
SEYFfUT,  K.  V. 
StTYFHIT,  K.  V 
SEYFRIT,  K.  V. 

7912110491            50-445        0 
7912100055           50-202         Q 
7913190040           50-43B         0 
7913190043           30-493         Q 
7912190050           30-4S2         0 

SEYFRIT,  H..  V 
SEYFOIT,  K.  V 
BEYFRIT.K.  V. 
SEVFffIT,  K    V 
SEYFHir.K,  V. 

791219003t           50-445         Q 
7912190141            30-299         o 
7912.190169           50-313         Q 
7913190174            50-4SB        Q 
7912190177           50-49B         Q 

BEYFRIT,  k    V 
EEYFHIT.K.  V 
BEVFRIT,  K.  V 
SEYFRtT.K.  V. 
SEYFHIT,  H.  V. 

7912190180           SQ-4B2         Q 
7913190191            50-36H         Q 
7912190183           50-298         Q 
79121901SB           50-2H5         0 
79121901B9           50-347         Q 

BEYFRIT.K   V 
SEYFHIT,  K,  V 
SEYFfilT.K   V 
SEYFRIT.K.  V 
EEVFR1T.  K.  V. 

7913190193           50-445         ft 
7912310360           SO-4SB         Q 
7912310261            50-499         0 
7913310264           30-4S3        Q 
7912310363           30-3B2         Q 

SEVFRIT.K,  V. 
SEYFRIT.K.  V 
EEYFRIT,  H.V 
SEYFRIT.K-  V. 
SEVFRIT.  H.  V. 

7912310267           50-445         Q 
79I32Q0210           5O-45B         Q 
7913200212          50-49B       Q 
7912300215           So-,02         „ 
7913300319           50-392         0 

SEYFRIT,  K.  V 
5EVFRIT.  K   V 
SEVFRIT,  K.  V 
SEYFfiJT,  K.  V. 
BSYFRIT.K.  V. 

7912200222          50-445        ft 
79123305B3           50-45B         Q 
7912300585          50-49H        a 
7913330386          50-493        Q 
77I22B0589           SO-382         Q 

SEVFRIT.K.  V, 
SHACKLEFORD,  B.  H 
EHACKLETON,  0.  C. 
SHALLEH,  D.  V. 
SMALLER,  D.  V. 

79123B0592          30-443        Q 
79122602BO           50-275         K 
7912120305.        50-508        0 
/9J3a80524»         50-315         R 
7912040394          50-315        S 

SHALLER,  D.  V. 
BHALLER.D.  V 
SMALLER,  D.  V 

7912040363          30-315        B 
£J!=0*°37S           90-316         8 

SMALLER,  D.  V 
SMALLER,  D.  V. 

7912070351            30-316         S 
7912070371            30-315         S 

SMALLER,  D.  V 
SMALLER,  D.  V 
SHALLER,  D.  V 
SMALLER,  D.  V 
SMALLER,  D.  V. 

7913070378           50-316         3 
7912100277          30-316        g 
7912130312           50-316         S 
7913130330          50-313        S 
791317023B          50-315        B 

SMALLER,  D.  V 
SHALLER,  D,  V 
SHALLER,  D.  V. 
SHALLER,  D,  V. 
SHALLER,  D.  V. 

791  S  170260          ao-316        S 
7912170270           30-315         R 
7913270590          50-316        B 
7912270337          50-316        Q 
79iaSB0521           30-313        R 

AUTHOR 

ACCESSION      SUBJECT 
NUMDER       CATECOflY 

SHALLER,  D.  V. 
3HAHEL,  H.  H. 
SHANBAKY,  M. 
SHANBAKY,  M.  M. 
BHAN^fON,  P.  C. 

7912310343     5O-31t   S 
7912310495*    90-255   P 
7912260013     3O-372   a 
7913260339*    50-3B7   0 
7912130410     30-339   H 

SHANNON,  P.  C, 
SHANNON,  R. 
BHAPflH,  H.  K. 
SHAPAR,  H. 
5HAUB.E.  T. 

7912300370s    30-339   i 
79131  I0325B    50-293   0 
79132B0486H    50-2S9   11 
7912290474     50-320   T 
79i3340095«    80-333   fl 

SHAW,  H,  E. 
SHEA,  D.  F. 
SHEA,  J.  B. 
SHEA,  J.  J. 
SHEA,  J.  J. 

7913190220    30-275   K 
7913210194    PDR  MIBC 
7912030261    JfPORTLIC 
7912040144    50-244   p 
7912060170     50-306   P 

SHEA,  J.  J. 
SHELDON.  K.  P 
SHELDON,  K.  P, 
BHELDON,  X.  P. 
SHELDON,  K.  P. 

7913060117     50-244   P 
7913130546    PR 
79131304B3    PR 
7912060640     50-155   0 
79120703441.    SO-155   a 

SHELDON.  K.  P 
SHELDON,  K.  P. 
SHELDON,  K.  P, 
SHELDON,  K.  P, 
SHELDON,  K.  P. 

7912130469    PR 
791206033B     50-HB9   0 
7912060243B   3Q-2B7   fl 
7912130026    50-239   6 
7912060238    30~3Q>?   a 

SHELDON,  K.  P. 
SHELDON,  K,  P, 
SHELDON,  K.  P. 
SHELDON,  K.  P 
SHELDON,  K.  P. 

7912060243B    30-^87   I) 
7913130546    pn 
7912I304B3    PR 
7913060440    50-155   0 
79121J0169    PR 

SHELLEY,  H.  J 
SHELLEY,  H.  U, 
SHEPHERD,  A.  M. 
SHEPHERD,  R.E 
SHEPHERD,  R  E. 

7912030017    40-H037 
7913190101     40-B727 
7912310320    50-443   A 
7912200073     50-247    fi 
7912100315B    50-230    Q 

SHERLOCK,  P, 
SHERMAN,  F.  L. 
SHERWOOD,  0.  8. 
SHERWOOD,  0.  0 
SHERWOOD,  0.  0. 

7913190i79»   50-319   P 
7912040093     70-33 
7912280143    REGGD 
7913270109     r  OP  REP 
7912130493     50-4^7    A 

SHIELDS,  5.  W. 
SHIELDS,  8.  W. 
SHIELDS,  3.  W, 
SHIELDS,  S.  H. 
SHIELDS,  B.  W. 

7912050301*    5D-S4Ji    a 
7913060057     50-946    3 
7912070411*   S0-54i   0 
7912050424*    50-5fl&    a 
7912120398     DO-546    A 

SHINKO.M.  S. 
SHIVELY,  C.  M. 
SHIVELY,  C.N. 
SMIVELY,  C.  N. 
SHIVELY,  C.  N. 

7912190567    REC 
7912170264*    30-313    ff 
79iai70369»    30-313    B 
79121702S1*   50-363   S 
7913310304*    30-3iSJ    6 

SHIVELY,  C.N. 
SHIVELY,  C.N. 
SHIVELY,  C.N 
SHODLOBKY,  T. 
9HOLLY,  S. 

79  123  10393*   50-34  B   B 
79(2310399*    50-36B    a 
7912310409*   SO-36B   a 
7913030104     50-S4S    B 
7913210069    NUREO 

SHOLLY,  B.  C 
SHON,  F.  J. 
SHDN,  F.  J. 
SHORT,  R.  H. 
SHRIVER,  H.L. 

7912210423     50-239    <3 
7912190344     50-133    T 
7912310270    50-313   0 
7913180120*    30-3*4    & 
7912130041     MURES 

SHRIVER,  H.N. 
SHULTZ.Q.  R. 
SHUH,  E.  Y. 
8HU3TER,  D. 
SIEGFRIED,  J. 

791221003BB    50-62     Q 
7913110161    30-3B7   e 
7912190320    70-1113 
7912120250*   50-389   U 
7912120205*    JfPORTUIC 

81EOFRIED,  J.  R. 
SIEGFRIED,  J.  R. 
SIEGFRIED,  J.  R. 
SILBERD,  J.  E. 
SILDERO,  J.  E, 

79J2060327*   XPORTLIC 
791SOi03ao     XPDHTLIC 
7912140118    XPOSILIC 
7912050321     30-4B3    0 
7912270096     50-397    0 

SILQEHO,  J.  E. 
BILBERO,  J.  E. 
SILVER,  R.  0. 
SILVER,  H. 
9IMCHUK,  0. 

7913050321     30-492    0 
7912130244    30-3-B7   0 
7912I907B2    50-H13   P 
7912050033    50-289   P 
7912380100    HASTE  HOT 

SIMMONS,  J.  W. 
SINGER,  L,  N. 
SINKIN,  L.  A. 
SINKIN.L.A. 
aiNKIN.L.  A. 

791H190461    NUREO 
7913120522    50-289   S 
791212007J*   50-49B   t/ 
7913170334    30-49B   0 
7912170355*   50-49B   0 

SINKIN.L.A. 

SISESTA.J. 
SJ08REN,  R.  N. 
3JOQREN,  R.  M. 
SJOCREN,  R.M. 

7912280669    FOIA 
791  3040333*    30-397    3 
7?12IB03B9*   50-309   R 
79121B0407*   50-371   R 
79121B0348*   30-29    R 
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SXARITKA.  J. 

79122Q0213« 

50-244         P 

SKARUPA.  J.  D 

7913170371 

XPORTLIC 

SXCLDSj  J.  L. 

7912070167* 

50-324         0 

SKDLDE-J.  L. 

79132QD157" 

50-393         Q 

SKDSOHAO"  P-  M. 

7912210433 

71-363 

BKDVHOLT,  D.  J. 

79120506651 

50-143         P 

SHflABLE.  K.  II. 

7913110233 

RECGD 

BLAPiA 

79132B0459" 

50-32O        0 

BLAP.A. 

7913300459s 

50-32O        0 

SMITH,  J.  L. 

791231C006" 

50-3O6         G 

SMITH,  J   H. 

79121  1000H» 

CONTRACT 

SMITH,  H    L. 

7913170310 

50-371         P 

SMITH.  I.H. 

7912050698 

50-2B9         0 

SMITH,  I.  H. 

7913100314 

50-361         C 

SMITH,  I.  W. 

7912180032 

5O-239        C 

SMI  nr,  i.  M. 

7912270011 

50-2Q9         G 

SMITH.  Q.  H. 

7913070093* 

5O-373         G 

SMITH,  D    M. 

791204011fl» 

50-320         U 

SMITH.  D.  H 

7913130106 

50-272        0 

SM1TH.D.  M. 

7912110134 

50-471         0 

SMITH.  Q.  H. 

7912040074 

50-3              G 

SMITH,  G.  H. 

7913100327 

5O-272         G 

BM1TH,  B.  H 

7912100337 

SO-471         G 

SMITH,  0. 

7912260013 

50-373         B 

SMITH,  G.  H 

791226000B 

50-146         S 

BHITH.G.  II. 

7912310329 

IfcE 

BMml.  T.  H. 

79130600  17» 

5O-309         Q 

SMITH,  R.  H. 

7913O70091* 

7O-27S6 

BMETM.  0   H. 

791213034D 

70-1143 

SMITH,  0. 

79123OO534" 

50-334         Q 

SMIIH.G.  H. 

7912060674 

70-1143 

SMITH.  E).  11. 

7912210034* 

50-387         G 

SMITH.  O.K. 

7912120147" 

30-57           0 

SMITH.  Q.  H, 

7912050103* 

70-1143 

SMITH,  O.  H. 

791E070075* 

70-6B7 

SMITH,  0.  H 

7912050655» 

7O-6H7 

KM1TH,  0.  H 

7912050095" 

70-1143 

GHITH.G.  H. 

791203Q089* 

50-271         Q 

SMITH,  OH. 

791  2060233  » 

50-201         0 

EMITH.D   il 

7912120110* 

70-36* 

SHITil.C.  H. 

79ia0601B9» 

50-39           Q 

BHITH.O.  H. 

791  2030107* 

50-277         0 

BHITH.O.H. 

7912060096* 

70-B20 

EMITH.O.  H 

7913310304* 

70-83O 

SMITH.O.  H. 

7912^60333" 

50-3B7        Q 

SMITH,  0.  H 

79120500BO 

70-1143 

BM1TH.O.  H. 

7913070077 

70-687 

5NI7H.O.H. 

7913120141 

50-87          Oj 

SUTH.O.  H. 

79120300BO 

50-271         O 

SMITH.  0.  H- 

7913050643 

70-607 

EM1TH-0.  H- 

7912050101 

90-877       » 

BM1TH.O.  H- 

7912060177 

5O-29          Q 

SMITII,  (J.  H. 

7912060209 

50-201        Q 

SMTTH4  0.  H. 

7913310060 

50-219        O 

KMITH,  0.  H. 

79120600B5 

70-820 

BMITILO.  H. 

7912310391 

7O-B20 

SMITH,  0   H. 

791231O011 

SO-293        P 

BMITH.D.  C. 

7912050141* 

70-135 

eMITH.O.  C. 

79120503BS* 

70-1143 

SMITH,  0. 

79  12200333* 

70-371 

SHITK.R.  D. 

791231011O* 

27-4B 

EHITH-fJ.  D. 

791321O10B 

37-48 

BMAGEil.  II.  B. 

791213045B 

PR 

SMieieK.  j. 

7913300023 

50-3            F 

SIMDVI-8.  A. 

7912130526 

50-344        S 

BFHK1.  D.  A. 

79121B034B 

50-B44        R 

BNQW,  B.  f>. 

79122706O3 

50-244         B 

SNVIffiR,  D. 

7912040037 

XPORTLIC 

sr^iTJen.  D. 

7913130040 

XPORTLIC 

BOB  OH.  L.  J. 

791207O391 

TQPflEP 

BOG  DM,  L.  J. 

7912050339 

TDPHEP 

SOFER,  G.  A. 

7912200011* 

71-6501 

GOFER  ,  O.  A. 

79122H024O* 

50-244        P 

EQHJNKI.  S.  M. 

7912190192 

M-466        0 

50HINXI.5.H. 

7912050132 

50-466        S 

SOHINHI.S.  H. 

7913100479 

5O-466         0 

BOHIMKI.S.  M. 

79121004B2» 

50-466        8 

SCHIINMI.  3.  H. 
SGHIHKI.3.  M. 

791217O207 
791217O20B* 

BO-4&&       O 
50-466       0 

SOHINKI.  3.  H. 

7913170213* 

3O-466       C 

SOHIHKI.B.  H. 
BOHINKI.3.  M. 

7912170315*- 
7912170221* 

90-466        O 
50-466        0 

BOHINKI-  B.  M. 
BOHIWKI-S.  M. 
BOHINKI-a.  M. 

7912170323* 
7912170165 
7912170173 

50-466        O 
90-466       O 
3O-4M.       0 

ACCES3ION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

SOHINXI.B   H. 

791319O5O3 

30-4ii         0 

SDH1WI.S.  H. 

7V1219O533 

50-466         0 

SOHINHI.S.  rt. 

7912SiO2Ai 

50-466         0 

SOHINKI.E.  H. 

7712310139 

5Q-t66         0 

ECHERVILLC,  K.  C. 

791319O379 

40-S2OO 

BOUDER.J.  L. 

79  1321JO233 

50-209         P 

BOUCEfi,  J.  L.. 

7912SOOa'»3 

50-312         P 

SPACEMAN,  T. 

79131BO1D7* 

50-277         H 

SPALLOHE.  K. 

79ialBO314 

5Q-3B7         8 

fiPANCLER.  R.  0. 

791212O239» 

50-14B         Q 

SPANGLER  ,  M.  Q. 

79121  903Q2* 

PDR   H1SC 

BPAWJAUS.  H. 

791213O59O* 

PR 

EPeNCER.  H.  A. 

791BI191O351 

71-357 

GPEHCER.  H.  A. 

79122Oat46 

71-199 

SPEMCER.  H.  A. 

791E190251* 

71-357 

SPENCER.  H.  A. 

79123OO1S4" 

71-199 

SPEtJCER.  W.  C. 

79133  1O5QO 

5Q-2BO         Q 

SFEHCEfl,  U.  O. 

79131BO536 

50-2BO         0 

EPENCEfl.  11.  C 

7913310390 

50-290         P 

SPENCER^  ft.  S. 

7"Jtaiio4ai« 

9O-5OB         0 

SPENCER,  G.  S. 

79ial3O7Q7» 

50-361         Q 

SPENCER*  O.  B. 

7912OiOOlB 

50-361         Q 

SPENCEH..  G.  5. 

7912O&O05& 

50-275         Q 

SPENCER*  a.  B. 

7'912OtOO35 

50-52B         Q 

SPENCER.  O.  S. 

7=?1211D4ba 

50-300         0 

SPENCER.  O.  5. 

791213O7OO 

5O-3A1         0 

SPENCER.  G.  B. 

7-J1214O47& 

50-361         Q 

SPENCER,  B.  S. 

7I71314O492 

50-275         Q 

SPENCER.  O.  B. 

79131BO43? 

50-52B         0 

SPENCER,  0.  S. 

7912S70O72 

SO-373         0 

SPES5AHD.  R..L. 

7912S6O364 

50-331         B 

EPESaftHD.  R-  '-. 

7912Q50037a 

30-  1O           Q 

SPEBSMm.R.  L. 

7912O5OO&fo» 

50-399         Q 

SPESSftHB,  R.  L- 

7-71S31QO45 

50-295         S 

SPES5ARD,  n.  L. 

79iaO7O143 

50-249        S 

3PE3BARD.  Ft. 

79iaO30Q!>a 

50-10           D 

EFEBBABO.R.L. 

7912D&QA54 

50-295         S 

SPESSftBD.H.L. 

7912OtOi50 

50-304         3 

SPE83ABD.  B. 

79122QQ546 

50-337         S 

SFEB3WJD.  S. 

7913170370 

30  -ID           8 

GPESSAHD.  R.  U. 

7912170*10 

50-254         S 

EPIN£LLI.I),  J. 

79t231O917« 

50-255         P 

BP1NIVABAK.E.  S. 

7912130129 

TOPREP 

3P1SAK,  J,  F. 

79S331O375 

4O-4493 

SPISAR,  J.F. 

7915O30O19 

4O-4492 

SPITZNQGLE.A. 

791Hin03£9" 

3O-334         H 

SPITZBERfl.O.  B. 

79l2O303HSs 

5D-3Ba         0 

3PRAUL.  J.  fl. 

791H13OO23 

rio-231?      P 

EPHAUL,  J-  O. 

791231  OOS7 

pm  MIEC 

SPRAl/L.  J-O. 

79122  lOOa? 

FWt   H1BC 

BTAEHLE.R. 

7913110542* 

5O-39S         D 

STAHL,  D. 

79iaO50tQ3 

50-445         M 

STAHL.  D. 

791213OO57 

30-445        M 

STAH,.  D.  H. 

79iaa7Qioi 

50-49B        H 

STAHL,  D-  H. 

79ieaaD67o 

50-118         M 

STAHL.  D- 

7912O5D653 

50-445        M 

BTA1IL.  D. 

791SIOO3DD 

5O-44&        M 

EtfAtfl-.  D. 

791213OD57 

5O-44S       H 

STAKL.  D. 

79iai3DO57 

SO-445        H 

3TAHL.  D. 

791213DO57 

50-345        M 

STAW-tD 

7912J3OO57 

50-445        H 

STArt_E.C.B. 

791S21OOO3 

50-327        A 

STAIR.  J.  R. 

79123Q03AH* 

5Q-2B9        H 

STALLIPWS.C.H. 

791S12O449 

RO-33B        P 

STALLINCS.C.H 

791  HOBO  4-53" 

50-3BO        tt 

STW-LINO9.  C.  M. 

791312OO59 

50-33O        S 

STAU-JfWS.  C.  M. 

7912O4O399 

50-280        F 

BTALLIH09<  C.  H. 

7912>11O53a 

so-sso      a 

STALLING^.  C.  H. 

7912040496 

5O-33B        P 

STAU.INSS,  C.  M. 

7912190A6B 

50-333        3 

BTALLIHeS,  C.  M- 

79  1  2030301 

50-aeo     P 

5TAU-1NOS,  C.  M. 

7912IO3O2O9 

SQ-33B        P 

STALLTNGS.  C.H- 

7912040312 

50-33B       S 

BTALLlWOSpC.M, 

791HO4O376 

5O-306       F 

BTALL1IIS9.C.H. 

7913050570 

50-33B       F 

STALL  IHCg.C.rt. 

7912050576 

50-3BO        F 

STALL  IMG9.  C.M. 

7912SOOO97 

50-3QO        0 

srAu.iMes.c.  M. 

7912200107 

50-33B       Q 

STALLIMOB.C.M. 

7913O3O1B9 

50-2BO        F 

HTAU-IHeS.C.M. 

7912O70  1  31 

50-330        F 

BTALLIMOS.C.M. 

7912O7O3BD 

5O-33B        3 

STALL  1MOS.  C.M. 

791EO7O407 

5Q-33B        B 

STALL  1HOS.C.  M- 

791210O250 

5O-3t3O        F 

STALL  I  HB8.  C.M. 

791H1OO3O2 

5O-2BQ        P 

STALL  1  HOS.C.M- 

7912070338 

SO-339       A 

AUTHOR 

ACCESSION 

NUMBER 

7912070325 
791210O3&4 
791211Q3B7 
7912120306 
7913130136 

SUQJECT 
CATEGQUV 

5O-33B 
3O-33B 
•5O-2BO 
5O-33B 
5O-33O 

P 
P 

3 

S 

a 

STALLINCH,  C.  M. 
STALLIHG5,  C.  M. 
BTALLINQS,  C.  M. 
BTAU-INS3.  C-M. 
STALLING  5,  C.«. 

STALL1HCB,  C.H. 
BTALLINSS.  C.  H. 
STALLINGS,  C.H. 
STALLINGS.  C.  M. 
STALLINCB.  C.M. 

7913130327 
79  12  140133 
791314O466 
7913140324 
7913140377 

50-33fl 
50-HBO 
90-260 
5O-2BO 
SO-33B 

F 
3 
S 
E) 
R 

STALLIMG5,  C.M. 
STALLING,  C.  M. 
BTALLINCS,  C.  M. 
ETALLIN05,  C.  H. 
STALLtrWS,  C.M. 

7912140336 
79121BO364 

79i2inoia2 

7913300370 
7913200363 

30-230 
30-333 
50-2flO 

so-aei 

5O-338 

E 
E 
P 
Q 
P 

STALL1KCB.  C.M. 
STALLINGB,  C  .  M 
5TALLINC3..C.  H 
BTALLlfttJS.C.  H. 
STALLTMQB.C.H. 

791  2273  IO7 
7912260209 
791226Q3U 
7912260231 
7915340244 

5O-338 

50-333 
50-330 
SO-E30 
50-233 

P 

P 
P 
Q 
Q 

STALLIMG5.C    M. 
STALL  INQS.C.  M, 
STALLIWHE.C.  H. 
STALL1MGB.C.M. 

STALLIMES.-C.H. 

791224,0251 
791227016O 
7913270307 
791227O421 
7912370  441 

SO-5BO 
5O-338 
50-SBO 
50-33B 
50-230 

a 
s 

3 

Q 

a 

STALLIHCS.C.  M. 
BTALLING9.  C.  M. 
BTALLINGS.  C.  M. 
5TAU-1HG5..C.  M. 

STAU-iricSjC.  M. 

791327O494 
7-712370547 
791327G5B2 
79S22BQ49Q 
7913280494 

50-333 

5D-2OO 
SO-  333 

so-aai 

50-290 

p 
s 

c 

a 
a 

STALLINGB.C.  H. 
HrALLIHOS.C   M. 
STALUINOS.C.  H. 
STflLLKANN.  F.  tl 
SrAKPLJEY.M.  L. 

791231D34B 
7913310499 
7912310371 
7912180143 
7912030193 

SO-33B 
5O-2EO 
50-338 
RES 

SO-41& 

a 
p 
p 

c 

ST«IPL£¥,N.  L.. 
5TAWLEV.  «.  L. 
STAIIPLEY.  H   L. 
STANCAVAGE,  P.P. 
STANLEY,  C. 

7912O30194* 
79130ir0497 

791231  0901 
79  121  30500  r 
7912190210* 

5&-416 
3O-41& 

50-416 

50-^^7 
50-SBB 

c 

R 

K 
A 

a 

BTAJ1K.S.  J. 
STARKEY.n.  B. 
BTAHKEYaft.  D. 
STAPKGY,  ».  D. 

ST/JUKEV,  a.  a. 

791318Q5D3 
75J3O3O073* 
7913050519* 
791304O42B 
7c?12040-132if 

TOPREP 
50-361 
50-2A  1 
5O-26  1 
SD-261 

o 
s 

3 

s 

STAHKEV.  a.  B. 
3TAHKEY,  R.  B. 
3TARKEV.  H.  H. 
GTASKEY.  H.  S- 
ST.EED,  L.  S. 

7912050^34 

79iaisoaa5 

79121404*5 
79iaifl0151» 
7913050443" 

50-36  1 
50-2il 
50-261 
50-261 
90-334 

11 

3 
S 

f! 

STEELE,  T.  A. 
STEELE.  T.  A. 
STEtNDLFR.H.  J. 
BTELLD,  V. 
STELLQ,  V. 

79121B0577 
79laiB05i.5 
7912tH037t 
79113OOO&2 
791313017& 

50-409 
50-409 

ACfiS 
5Q-3.&O 
5O-313 

1J 
D 

HJ 
P 

HTELLD,V. 
5TELLC,  V. 
3TELLO,  V. 
BTELLD,  V. 
STEU..Q.  V. 

79121301B1 
791213D1Q4 
79131301(17 
7913130190 
7913370071 

50-302 

50-32O 
50-346 
5O-2&9 
50-4  33 

P 
P 
P 
P 
S 

STELLO,  V. 

STeLLO.V. 
5TELLO,  V. 
STEU-D,  V. 
STELLD.  V- 

79122903O7 

7912280312 
791S310345 

791219'}Q91 
79iaiI?O098» 

50-443 
50-352 
5D~35fl 
50-142 

50-142 

A 

A 
H 
0 
C 

STELLfl.  V. 
BTELLO.  V- 
STELLD.  V. 
STELLO-  V. 
STELLO.V. 

791320  IWiSS 
79133OO&&7* 
79laHOOfc37 
7912200642 

79iaa0QS45* 

SO-331 

50-334 
50-213 

50-329 
S  0-329 

G 
Q 
Q 
O 
G 

HTELLO,  V- 
BTELL.Q,  V. 
STELLEJ,  V- 
BTEU-QfV. 
STELLa,  V. 

7912270004 
791337OODB* 
7913270144 

7913380003 
7912?BQ08b 

SO-339 

•SO-329 
50-293 
30-329 
5O-327 

O[ 
G 
P. 
C 
B 

BTEU-0.  V. 

STEHPLE,  P.  J. 
STEPHENStlN,  B-S. 
STEPHENSQM,  B.  &. 
STEPHENBOHfB.  B. 

79122BO31B 

7913110004* 
791SO30163 
791  3030192 
79121404.62 

50-3B7        A 
CONTRACT 
50-349        S 
SO-237        B 
30-237        8 

STEPHENS  ONhfi.B. 
gTEPHENSQN.S.O. 
5TEPHENSDN.fi.  a. 
STE.PHENSQN.B.B. 
BTEPHENSOH.B.B. 

7912140398 
7913140421 
79121fl0459 
79121B0419 
79121H0377 

50-237 

50-H47 
30-237 
50-349 
50-10 

B 
B 

a 
s 

R 

AUTHOR 

ACCESSION               SUBJECT 
NUMBER                     CATEGORY 

STEPHENSON,  E 
BTEPHENSON,  B 
STEP  TOE,  p. 
STEP  TOE,  P.  p 
STEPTOE,  P, 

*-                 79121S0376            50-249         0 
D-                 79132702:54             3O-337         S 
7913110503           go-395        Q 
771S19Q01S            30-295         0 
79!2170179            3O-1  55         O 

STEPTOE,  P.  p 
STEPTDE,  P 
STEPTDE,  P. 
STERN,  fl.N. 
STEfiN.R.N. 

7912180330             50-393         0 
7913170179             30-153         0 

791217005B            SO-15S         0 
7913050546            XPQRTLIC 
7912120443*          XPORTLIC 

BTEHN.W.C. 
BTERN,  W.  C. 
STEftN,  U.  C. 

7912030049            XPORTLIC 
791211016&           XPOftTLIC 

STERNBERG,  D. 
STERNBERC,  D.  M. 

7912310104           30-344*C  s 
7912060123.          50-344         Q 

STERNflERO,  O  M 
STERNBERO,  D   M 
STETKA,  T.  F. 
BTEVEWSON.A.C 
STEVENS,  B. 

7912060104.         30-273         Q 
7913030314.          5O-1O7         0 
7912060171.          30-20            Q 
7912040354            3O-320         H 
791H030103            pflQJ 

STEVENS,  S.  C 
STEVENS,  S.  C 
STEVENSON,  R.  L 
STEVENBOM,  R,  L 
STEVENSOW,  H.  L. 

791B070406             50-3B3         B 
7913110360            50-2B5         B 
7912130327.         7O-1  191 
7913170118            70-36 

7912180035           70-1113 

STEVENSON,  R.  L. 
STEWART,  W.  p, 
STEWART,  W.  L 
STEWrtHT,  H.J. 
STEWART,  H.L. 

7912180029           7O-I3S7 
7913190248           50-303        p 
7912110390*        30-SBO        S 
791314044S*        50-2BO        B 
7913140477*         BO-2BO        s 

STEWART,  H. 
BTEWART,  R.  C. 
STILES,  H.  E. 
STILL.  B.C. 
STOHHr  J.  p. 

79-12300091             50-4B2         H 
7912130204.         5O-3B2        Q 
7913310163           40-8745 

ZZ1,^0036*         CONTRACT 
7913170421             50-373         8 

BTQHH,  J.  P. 
STOHR,  J.p, 
STDHft,  J,  p. 
STOHR,  J.  P. 

3TOFIR,  J.  P, 

7912120158*          50-37            0 
79120301  14*          30-877         Q 
7912050662"         70-687 
7913030094.          50-371          O 
7912060340*         50-2O1          Q 

STQHR,  J.  p. 
BTQHH.J.  p. 
STOHR,  J.  p. 
BTOHR.O.  P. 
STOICK,  A.F. 

791204O30I*          SO-29            n 
7912060110*          70-820 

7912310O6S*         30-219        Q 
7912070347.          FOIA 
7912120150.          40-0663 

STOICK.A.F. 

7912130135            40-8663 

STOLTENBEfiO,  0. 
STOLZ,  J.  F. 
STGL2,  J.  F. 

7913310112            10-B663 
7912180067*        WASTE   MOT 
791  3  1004  IB             50-3Sa         A 
7913310119           TOPHEP 

STOLZjJ.  F. 
8TQLZ,  J.  F. 
STOLZ,  J.  F. 
STONE,  C.L. 
STONE.H.  A. 

791213007B           30-341         A 
7913190534           50-35B        A 
7912310262           30-358        A 
7913120136            FOIA 
791221002O*        QA999 

BTDNE.  M.  A. 
STONE,  R. 
8TDNE,  R. 
STOODLEY,  O.  Q. 
BTOODLEY,  D.  8. 

791B3I0012.         QA999 
7912130032.          50-303         U 
7912370009.         PDH   HISC 
7912190154           50-471         e 
7912310100           90-471         0 

STOUT.  J,  W. 

STOWE,  ft.  L. 
STRACCIA,  F.  P 
STHACCIA,  F.  P. 
BTRAND,  H.  0. 

7912310276           30-317         B 
7913190390*         50-344         P 
791B040069           71-9O7O 
7913170135           71-9070 
7912120470           3O-3OB        S 

STflAND.J.  A. 
STRATTON,  W.  R. 
8TRATTON,  H.  R. 
BTREETERjJ.  F. 
3TREETER.J.  F, 

7912130641           NUREO 
7913190323.        ACRB 
7913190336*        ACRB 
791331  OO95           SO-a93        s 
7912070079*         SO-346        Q 

3TREETER,  J,  F 
STREETER.J.F. 
JTREETEH,  J.E 
STRINMR.B.  H 
1THNIBA-F.  V. 

79I3210134*         30-373        Q 
7912030033*         3O-303        O 
7913050412*         SO-3OS        Q 
79120401  SB*         30-330        H 
79130703191.        FOIA 

ITflOUPE,  E.  P. 
ITnUHHABBER.M. 
ITUMPH,  T.  L, 
TUMPH,  T.  L. 

7913180374           TOPBEP 
7912060166           PROJ 
791H2B017K        WASTE  MOT 

UERMANN,  J.  F. 

•rat^AEnl.f            HASTE   MOT 

'T4acOaQ334.        50—454        A 

uesg,  M.  E, 

ULLIVANfJ.  H. 
UMMERB,  R.  T. 
JHMERB,B.                 ....    ' 

7913190279           3O-397        A 
791331039(6           FOIA 
791S2*Q331»         90-134        a 
7912300334*         SO-334        a 

Jmen&i  R, 

79130303B3«         70-1143 

AUTHOR 

SUNDABAH.R.  K. 
SUTHERLAND,  J.  T 
SUTHERLAND.  J.  T. 
SUTHEBLAND,  J.  T 
SUTHERLAND,  J.  T. 

SUTHERLAND,  J.  T. 
SUTHERLAND,  J.  T 
SUTHERLAND.  J.  T. 
SUTHERLAND.  J.  T 
SUTHERLAND,  J.  T. 

SUTHERLAND,  J.  T 
SUTHERLAND,  J.  T. 
SUTHERLAND,  J.  T 
SUTHERLAND,  J.  T 
SUTHERLAND,  J.  T. 

SUTHERLAND,  J  T 
SUTHERLAND,  J.  T. 
SUTHERLAND,  J  T 
SUTHERLAND,  J.  T 
SUTHERLAND,  J.  T. 

SUTHERLAND,  J.  T 
SUTHERLAND,  J.  T 
SUTHERLAND,  J.  T. 
SUTHERLAND,  J.  T. 
SUTHERLAND,  J.  T. 

BUTTON,  J,  W. 
SUTTON,  J.  W. 
BUTTON,  J.  M. 
SUANBY,  0.  T- 
SHAMBV,  0.  T. 

SWAHBV.  0.  T 
6MANBY,  O.  T 
9HANBY,  0.  T. 
BHAN50N-  N.  E. 
BWANSON.  D.  T. 

SMANBON,  D.  T 
SWART,  F.  E 
SWART,  F.  E. 
SMART,  F.  E. 
SWART,  F.  E. 

SWART,  F.  E. 
BWITZEH.D.C. 

S2HAJROHSKI.R.  W 
SZHAJKOWBKI.R.  W 
SZHAJKOHSKI,fi.H 

SZHAJKOHSKI,  R.  W 
TABOADA,  A. 
TAOQART,  D. 

TAMBLINO.T.  N. 
TAMBLINO,  T.  N. 

TAMBLINO.T.  N, 
TAMflLINQ.  T.  N. 
TAP  I  A,  J.  I, 
TAFIA,  J.  I. 
TAUB,  S.  H. 

TAYLOR,  L.fi. 
TAVLOR,  D.  R. 
TAVLOH.J.H. 
TAVLOR,  J.W. 
TAYLOR.  J.R 

TAYLOR,  T.  H. 
TAYLOR,  R.  R. 
TAYLOR,  P.  A. 
TAYLOR,  p.  A. 
TELFORD,  J.  T. 

TENZER.B.E. 

TERC,  N.  H. 
TETER,  H.  M. 
THADANI.A. 
THIE,  J.  A, 

THIELMeiER,L.F. 
THIESINfl.J.  H. 
THIES,  A.  0. 
THIES.A.C. 
THIES,  A.  C. 

THOM,W.T. 
THOMAS.  C.  D, 
THOMAS,  E.  B. 
THOMAB.M. 
THOMAS,  G.  0. 


ACCESSION 
NUMBER 

SUBJECT 
CATEOORV 

7912180163 

RES 

7912180355 

30-33S 

0 

79121004S3* 

30-335 

Q 

7912100056* 

70-024 

7913100260 

30-335 

Q 

7913060*88 

50-337 

0 

7912030697 

50-366 

Q 

7912310043* 

50-62 

Q 

791236007HB 

37-47 

7912060121 

30-261 

0 

7912120248 

30-327 

Q 

7913100464* 

30-395 

Q 

791220060B 

70-37 

7913200001 

27-47 

79132Q0344 

37-47 

7913360072 

37-47 

7912360142 

37-47 

79I32100BO* 

30-269 

Q 

7912030060 

50-361 

o 

7913100046 

70-824 

791S310230 

27-47 

7912310076* 

SO-3B9 

O 

7912100451 

50-335 

a 

7913310067 
7912210034 

50-389 

50-62 

<3 

a 

7913030544" 

QA999 

791213043B* 

OA999 

7913110128* 

QA999 

7912030330* 

40-3453 

7913170241 

40-3453 

79I303003S 

7913200162 

791S310163 

7912260154* 

7913130103 

7913050015 
7912170206 

79121905BO 
7913100595 
7912270333 

7912310173 
7912310543 
7912120048 
7913130136 
7712130048 

791 21 301 B6 

79121S01B6* 
791 20301 5B« 

791231000B 
791203001B* 

79121G0094 

7912200038 
7915200000 
7912030331* 
791 a 1 BOOBS 

7913180461. 
791 320041 8* 
7912130003 
7913190573 
7913200519 

7912100310 

7912200310 

79131B0364* 

7912060134* 

7913070477 

7913180534 

7912260339* 

79131B04BB* 

7912110196 

7913170199* 

7913310183 
79132B0477 
7913040313 
7912270399 
7912270431 


40-3453 
10-3433 
40-3453 
OA999 
50-70    B 


50-289 

C 

30-267 

a 

30-267 

p 

30-267 

p 

30-267 

p 

50-267 

p 

50-336 

p 

70-1308 

70-1  SOB 

70-1308 

70-1308 

50-395 

o 

50-339 

c 

30-346 

s 

30-346 

a 

50-346 

0 

30-346 

S 

30-482 

5 

50-302 

a 

40-1341 

ACHS 

30-339 

A 

TDPREP 

NUREO 

TOPREP 

30-416   A 
XPORTLIC 
30-333   Q 
30-261   Q 
TOPREP 


TOPREP 
30-3B7 
50-275 


OEN  TEC  IS 

ORB 


71-114 
50-389 
80-369 
50-369 
30-369 


THOMPSON,  H.  A. 
THOMP80M,M.A. 
THOMPSON,  D, 
THOMPSON,  D. 
THOMPSON.  D.  0. 


7912060470 

7913040094 

7912030170 

791SO&0399. 

791S030094 

7913200980 

79131702BO 

7912190232* 

7913190397* 

7913200096* 


30-307 
30-320 
30-341 
30-390 
TOPREP 


WASTE  MOT 
HASTE  MOT 
FOIA 
ACflB 
30M24        A 


AUTHOR 

ACCESSION     SUBJECT 
NUMBER       CATEC03Y 

THOMSEN,  F.  T 
THOMBEN,  F.  T 

THOMSEN,  F.  T 
THOMSEN,  F.  T 
THOMSEN,  F.  T. 

7913070472.    3O-a23~~~e 
7912030007    ao-322   C 
7912070355    30-522   D 
7912170020     30-525   £ 
7913170041.    So-522   e 

THOMSEN,  F.  T. 
THOMSEN,  F  T 
THDMSEN,  F.  T. 
THOMBEN,  F.  T 
THOK8EN,  F.  T. 

791217004B*    SO-MjJ   o 
7912360039     50-382   fl 
7912030007    3O-523   j 
7913070355     50-322   I 
7912170020    50-523   fl 

THOMSEN,  F.  T 
THOMBEN,  F.  T 
THOMSEN,  F.  T 
THONUS,  L.  H 
THORNBERftY.R. 

7912170041*   50-523   a 
791217004B*    50-532   C 
7912260039    5O-523   ( 
7913030096»    30-271   O 
7913200515.   50-316   P 

THOflNBURQ,  H  P 
THORTON,  L. 
THRASH,  H.  O 
THULLEN.  P. 
TIBDETTB.D.  L. 

7910040479    3O-3a«   a 
791  2030  1B9     50-361   I 
79132S0401     50-34Q   u 
7912190703.    50-319   P 
7912030028     BO-393   A 

TIBBITTB,  D  L 
TIBBITTS.D.  L 
TIHBITTS.D  L 
TILLMAN,  A. 
TILLMAN,  A. 

7913140105     50-393   A 
7912190779     SO-332   A 
791231038ft     50-393   F 
7912030074*    30-33B   a 
7912310213.    50-259   Q 

TDALBTON.  A. 
TOBIN.W.  T. 
TOBIN.M.  J 

TOBIN.H.  J. 
TOBIN.W.  J. 

7912060406     3O-341   H 
7913030100     lt,E      " 
7912030074.    50-333   Q 
7913030033.    SO-33g   0 
7912310212.    50-339   Q 

TODD,  0.  A. 
TOKARZ,  F.  J, 
TDLF,  M.  L. 
TOLLIBON,  A.  C. 
TOLLIBON,  A.  C. 

7912310235*    70-1151 
7913210332     50-206   P 
791231050B*    30-255   P 
7913030177     50-334   B 
7912130539     30-333   S 

TOLLIBDN.A.  C 

TOLLISON,  A.  C. 
TOLLISON.  A.  C 
TOLLISQN.A,  C. 
TOLLISON,  A.  C. 

7912050432    30-335   8 
791205043B"    50-323   3 
7912050462    50-32S   fl 
7913080470.   50-323   S 
7913050473     30-335   B 

TOLLISON,  A.  C 
TOLLIBON.  A.  C. 

TOLLIBON,  A.  C. 
TOLLISON,  A.  C. 
TOLLISON,  A.  C. 

7913050480*    30-329   g 
7912310307     30-334    Q 
791S110301*    50-335   S 
7912180477    30-334   B 
79131S0482*    3O-324    B 

TOLLIBON.  A.  C 
TOLLISON,  A.  C 
TOLLISON,  A.  C. 
TOLLISON,  A.  C 
TOLLISON,  A.  C. 

79131B0333     50-324    3 
7912180337*    50-334    B 
7912180603    50-33S   H 
79121B0613*    50-325   3 
7913270279    5O-334   S 

TOLLIBON,  A.  C. 
TOLLISON,  A.  C. 
TOLLIBON,  A.  C. 
TOLLIBON,  A.  C 
TOLLISON,  A.  C. 

7913370301.   50-324   3 
7913130398     50-324    B 
7912120303*    SO-324   ft 
79121BOS49    30-335   B 
79131B0352.    5O-3aa   3 

TOLLIBON,  A.  C. 
TOLLISON,  A.  C. 
TOLLISON,  A.  C. 

TOLLIBON,  A,  C. 
TOLLISON,  A.  C. 

7913180494    SO-334   E 
79121B049B*    30-324    B 
79131HQ940    50-323   B 
7912180545*    SO-335    B 
7912270536    50-324   S 

TOLLIBON,  A.  C. 
TOLLIBON,  A.  C 
TOLLIBON,  A.  C. 
TOLLISON,  A.  C. 
TOLLISON,  A.  C. 

7912270836*   5O-324   S 
7912370549    50-324   B 
7913270361*   30-324   a 
7912270306    30-335   9 
7913270317"   3O-32S   S 

TOLLISON,  A.  C. 
TOLLISDN,A.  C. 
TOLLIBON,  A.  C. 
TQLLISQN.A.  C. 
TOLLIBON,  A.  C. 

7913370406    30-334   S 
7912370414*   5O-324   a 
7913270532    50-325   S 
7912370529    BO-323   B 
7912370335.   SO-3S3   B 

TOLLISON,  A.  C. 
TOLLISON,  A.  C. 
TOLLIBON.  A.  C. 
TOLLISON,  A.  C. 
TOLLISON,  A.  C. 

7912370341*   30-323   S 
7913270963    5Q-323   a 
7912370487    50-325   8 
7913270490.   30-335   B 
791227081B    50-325   8 

TDLLIBON,A.  C. 
TOLLISON,  A.  C. 
TOLLIBON,  A.  C. 
TDLLIBON.A.  C. 
TOLLISON,  A.  C. 

791237033B*   50-320   S 
7918370537    50-333   B 
79J2270531*   50-328   S 
79*3370336    30-333   B 
7912270339    5O-334   fl 

TOLLIBPN.A.  C. 
TOLLISON,  A.  0. 
TOLLIBONi  A.  C. 
TOLUBON.A.C. 
TpLHSON,A.C. 

7912270370*   SO-  324   & 
7912370378    30-325   B 
79132703B3»   5O-32S   a 
7912370540   -  5O-324   B 
7?tB27095B.   SO-334   B 

PERSONAL  AUTHOR  INDEX 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

TONGUE.  T.  M. 
TONCUE,  T.  M. 
TOWUE-  T.  M. 
TOPP'  A.  A, 
TOFF-  A.  A. 

79  12030476" 
791205O479* 

7913050489" 
7912030374 

79130SO380" 

FQIA 
FOIA 
70-2305 
WASTE  MOT 
WA9TE  MOT 

TWP.A.  A. 

TDPP.A.  A. 
TOPP.A.  A. 
TOYNE.  0.  H. 

TRflOEBER.C.  M. 

79ia05O5H5» 
7912190330 
7912300446 
7912190907 
7912070173 

WASTE  MOT 
WASTE  MOT 
WASTE  MOT 
50-331        J 

CONTRACT 

TRACEBEM.C.M. 
TRADER*  E.  A. 
JSAQERj  E.  A. 
TRACER*  E.  A. 
TRMIBLINQ,  T.  N. 

7912100270 
7913190612 
7912190725 
791217O100 
79121GO221 

CONTRACT 
40-8733 
40-1311 
UA8TE   MOT 
30-346        8 

TRAMM.T-  R. 
TRAMMELl.,  C.  M. 
TRAMMELL,  C.  M. 
IflAHMELL,  C.  M. 
THAMHELL,  C.  M. 

79I21IO313» 
791317O233» 
791B17O24H* 
7912040167 
7913070096 

30-393         0 
30-344         0 
50-344        0 
30-266        P 
90-314         P 

TRAMMELL,  C.  M. 
TRAHHELL.  C.  M. 
TRAHMEU-.C.M. 
TRAUQEH.  T.  C. 
THAUCERj  T.  C. 

791212GOVS 
7913130012 
7912200137* 
7912120146 

7912260359 

30-344         8 
90-266         P 
50-344        0 
PROJ 
PHOJ 

T.RAUQEH,  T.  C. 
TRAUCERj  T.  C. 
TRAUOETI..  T.  C. 
THAUCER-  D.  D. 
TRAUTMANiD. 

7912030012 
791HS60359 
7912120446 
7912140127* 
7912360237* 

PROJ 
PflOJ 
PJIOJ 

riEB 

50-314        3 

TBAVIS,  H.H. 
TBAVlfi.  C.C. 
TBWfLOR.  F. 
TRIBLE.F.S. 
TRIMBLE,  D.  C. 

7912170136 
7912110163 

7912170392 

791  aaoosBO* 

7912170131 

71-9009 
RES 
atata  Prog 
50-339        A 
90-313        0 

TRHHBLE.  D.  C. 
TRIMBLE,  D.C. 
TRIHBLE.  D.  C. 
TRIMBLE.  D.C. 
TRIMBLE.  D.C. 

7912140230 
79130306H7* 
79I20401B1 
7912040303 
7912040139 

30-360        0 
90-313        0 
90-368        P 
SO-313        Q 
&0-313        P 

TRIMBLE,  D.  C. 
TRIMBLE.  D.C. 
TRIMBLE.  D.  C. 
THIMBLE,  D.  C. 
TRIHQL.E.D,  C, 

791201QI91 
7912040197* 
7912070146 

7912130336 

7912120203 

50-313        P 
90-313         P 
50-360        fl 
50-313        P 
30-313        P 

TftlHaLE.D.  C. 
TRIHBLE.D.  C. 
TRIMBLE.  D.  C, 
•HUMBLE,  E.G. 
TfllHBLE.D.C. 

7913170256 
7912170279 
7912170312 

7913300320 
79122003231' 

50-313        8 
SO-34Q        B 
30-340        P 
30-313        K 
QO-313        K 

TRIMBLE.  D.C. 
TRIMBLE.  D.  C. 
TRIHQLE.D.  C. 
TRIMBLE,  D.C. 
TftlKBLE.D.  C. 

7913270109 
7913190709 
7912170196 
7912170331 

7913360230 

SO-313        P 
50-313        P 
90-360        ft 
90-313        fl 
50-360        P 

TRIHBLErD.C. 
TRlflBLErD.C. 
tRIHBLE,  D.  C. 
TRIMBLE,  B.C. 
TRIH&LE.  D.  C. 

791227Q27Q 
7912310496 
7912360272 
7912310333 
7912270133 

90-348        R 
50-360        P 
30-313        8 
30-313        P 
50-313        P 

TRIMBLE.  D.  C. 
TRIHBLE,  D.  C. 
TRIPtETT.M.P. 
TRIPLETT.H.  P. 
-fRIFLETT.H.P. 

79  1331  0303 
7912310471 
7913180222* 
7912110357" 
7912190064* 

30-360        B 
30-313        F 
DRO 
TDPREP 

ORO 

TR1PLETT.M.P. 
"TRIFLETT.M.P. 

1RIPP.H.  14. 
TRIPP.L.  E. 

1R1FP,  L.  e. 

791  231  0333* 
7912310233* 
79132001821' 
7912030048* 
7912060036" 

DRO 
ORO 
30-339        A 
30-333        Q 
30-317        Q 

TR1PP,  L.  E. 
TR1PP,L.  E. 
TRIFP.L. 
TRIFF.L.  E. 

TRIPP.L. 

791  2030036  * 
7912G30O10* 
791  2280343- 
79123B0392" 
791  3200  1  67" 

30-336        0 
30-333        Q 

so-aso     Q 

30-330        Q 
30-247        0 

TRIPP.  L.  E. 
TH1PP,  L.  E. 
TR1PP,  L.  E. 
TRIPPj  L.  E. 
THOHKIHOINEN.O. 

791B300936H 
791230Q472* 
7713310331" 
79132600360 
7913310301* 

3Q-4E3        Q 
SO-2B6        0 
30-318        0 
3Q-2B9        0 
50-295        P 

TRQHKIHQINEN.  C. 
TROHKIMQINEN.  0. 
TflDHKIHCHNEN,  0. 
THOJANOHBKI.R.E 
TRDJArWHBKI.R.E 

7912310465* 
7913310493* 
7913310469* 
7912100161* 
7913130233* 

SO-1S8        P 
50-3S5       P 
30-139       P1 
30-333'      0 
S  0-327        0 

AUTHOR 

ACCESS  IQH 
NUMBER 

SUBJECT 
CATEGORY 

TF?OUP,Q. 

7912300012 

90-237 

B 

TROWBRIDQE.  0 

.  F. 

7912170209 

30-303 

0 

TROUGH  I  DOE.  0 

.  F. 

7913170217 

50-332 

G 

TROUBRIDQE.O 

.  F. 

7912060093 

50-389 

0 

TROWnillBGE.O 

.F. 

79121300B9 

30-239 

0 

TRouiiniaoE.fl 

.  F. 

7912130308 

50-289 

0 

TRDUrjRIDQE.O 

.  F, 

7913330103 

30-383 

0 

TRDUBRIDQE,  0 

.  F. 

7912.130034 

50-239 

e 

TROWBRIDOE.O 

.  F. 

7913130042 

90-382 

0 

TRDWDRIDOE.O 

.  F, 

7912130110 

90-239 

0 

TRDHSRIDQEi  0 

.  F, 

79  132801  10 

50-392 

0 

TROUTJRIDOE.O 

.  F. 

79133700B2 

30-239 

0 

TRDWBRIDQE,  0 

.  F. 

7912310196 

SO-S89 

0 

TROUQRIDOE.O 

.  F. 

791S3A0100 

50-289 

0 

TRDUDRIDOEiO 

.  F. 

7913260293 

SO-289 

o 

TRDWDRIDGE.O 

.  F. 

791231014V 

50-400 

0 

TROUDDIDOE.a 

.F. 

7912130042 

50-302 

o 

TRQWDRIDOE.O 

.  F. 

7913310149 

SO-  4  00 

G 

TnDWBRIDQE,G 

.F. 

7912170209 

50-3B2 

0 

TROUTJRIDOE.O 

.F. 

7912170217 

30-382 

a 

THDHBRIDOE.O 

.  F. 

79132B014Q 

50-3B2 

0 

TRDUBRIDOE.O 

.  F. 

7912130009 

50-209 

o 

TROUIKilDQEi  a 

.F 

79131103S4 

SO-2B9 

Q 

TROUBRIDGE.  0 

.  F. 

79  IS  130300 

30-SB9 

0 

rnawsRiDOE,  o 

.  F. 

7913130034 

50-2  B9 

0 

TRQWBRIDOE,  Q 

.  F, 

7912130110 

50-289 

o 

T  ROWER  I  DOE,  0 

.  F. 

7913270003 

50-209 

0 

TRQHERIDOE,  0 

.  F. 

791231O196 

30-289 

o 

TROWBRlDoe.  0 

.  F. 

7913360100 

50-309 

0 

TROWDRIDOE,  0 

.  F. 

791S260293 

30-289 

0 

TRIVNA,  0. 

7912070457» 

50-S95 

B 

TUPPERi  3.  R. 

7912110400 

50-309 

Q 

TUHI.O.P. 

791H170230* 

27-17 

TUHKER,  J.  A. 

7912040099 

50-320 

11 

TUnNER.E.  A, 

7912060560 

50-49B 

A 

TURNER,  E.  A. 

7913070361 

50-49B 

A 

TURNER,  E.  A. 

7912070370* 

90-498 

A 

TURNER,  E.  A. 

79L2210211* 

50-466 

D 

TURNER,  E.  A. 

79132101GB 

90-466 

A 

TURNER,  E.  A. 

7912210209 

50-466 

D 

UDflLL,  M.  K. 

7912130377* 

30-320 

U 

UDHADIA,  F.  E. 

7913180333 

NUHEO 

UHfHO.R.  E. 

7912110199* 

90-339 

Q 

UHRIO.R.  E. 

7912100433* 

30-333 

Q 

unnio.n.  E. 

7913140527 

50-309 

a 

UHRIO.R.  E. 

7913310130 

REQOD 

UHflia,  R.E. 

79121B0333* 

90-339 

0 

UIIH1Q-R.E. 

7912040276 

5Q-H5Q 

P 

UHRIO.R.  E, 

791206049S 

50-339 

P 

<JHflIO,R.  E. 

791S07Q127 

50-350 

P 

UHRIO.R.  E. 

7912110304 

50-250 

P 

(JMHIOrR.  E. 

7912200004 

50-350 

a 

UHniO.R.E. 

7912310072* 

30-389 

a 

UHRIO.R.  E. 

7913110334 

50-339 

p 

UHRIO.R.E. 

7912130337 

50-335 

p 

UHRIO.R.  E. 

791B14025Q 

TOPREP 

UHRIO.R.  E. 

79121S0343 

90-250 

p 

UHHIO.R.  E- 

7913140346 

3O-350 

p 

UHRIO.R.  E. 

791  2  M  0290 

90-333 

p 

UHRIO.R.  E. 

7912200408 

90-333 

p 

UHRIO.R.  E. 

791  320  0308 

90-250 

p 

UHRIO.R.  E. 

7913370391 

50-230 

p 

UHRIO.R.  E. 

7913270324 

90-350 

p 

UHRIO.R.  E. 

79122703SO 

30-230 

p 

UHRIO.R.  E. 

7913370429 

90-350 

F 

UHRIG.R,  E. 

7913370313 

90-350 

P 

UHR1Q.R.  E. 

7913370337 

90-333 

P 

UH1IO.R.  E. 

79132B054B 

30-330 

P 

ULLRICH.  W.  T. 

79121BOQ10 

50-27S 

3 

ULLRICH,  U.  T. 

791231  0333 

50-377 

a 

ULLRICH,  W.  T. 

79t21301BO 

BO-37B 

a 

ULLRICH.  M.  T. 

7913310191 

50-277 

a 

ULLRICH.  M.  T. 

7912130117 

50-278 

8 

ULLRICH.  H.  T. 

7913270393 

50-277 

s 

ULLHICHi  H.  T. 

7913190366 

BO-377 

B 

ULLRICH.  U.  T. 

7912270596 

90-377 

S 

UNDEFWILL.  &. 

H. 

791214QH17* 

RES 

UNOARO.  A.  R. 

7912310336 

30-373 

A 

UfiCIUaLO.L.  R 

791217036B 

PRM 

UTLEV,  E.  E. 

7912040283 

30-324 

a 

UTLEV.  E.  E, 

7912040340 

50-261 

p 

UTLEY.  E.  E. 

7913210039 

(JUREO 

UTLEY,  E.  E. 

V9121H0316 

90-261 

p 

UTLEY.  E.  E. 

7912120360 

50-361 

p 

UTLEY,  E.  E. 

79  131  80409 

SO-324 

p 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

UTLEY,  E.  E. 

791213054B 

BD-261 

P 

UTLEY,  E.  E. 

7913190559 

30-261 

P 

UTLEY,  E.  E. 

791227035B 

5O-361 

P 

UTLEY,  E.  E. 

7912370300 

90-324 

P 

UTLEY,  E.  E. 

7712270325 

50-334 

a 

UTLEY.  E.  E. 

7912270383 

5O-361 

p 

UTLEY.  E.  E. 

7913270534 

SO-261 

p 

UADEN,  J. 

7912110170 

PR 

VAHHENWiM-Q-  J. 

7913070450* 

SO-254 

a 

VAKERICH.  T.  U. 

79120S-0466 

FOIA 

VALEHT1NE,  P.  C. 

7912130276 

5O-375 

0 

VALENTINE,  P.  C. 

7912130176 

3O-312 

p 

VAtEMTINE,  P.  C. 

7912130276 

3O-275 

0 

VALLISH,  E.  J. 

791206-049S* 

SO-260 

Q 

V  ALL  ISM,  E.  J. 

79130SOOB9* 

3O-416 

0 

VALUISH,  E.  J. 

79133101OO* 

5O-390 

Q 

VAtCRE.  C.  H.  H. 

7912130309 

PR 

UAH    BRUNT,  E.  E. 

79121B0445* 

50-528 

Q 

VAN    0RUNT,  £.  E. 

7912130561 

5O-528 

D 

VAN    DQDRN,  P.  H. 

79130  5061B* 

5O-416 

a 

VAN    DQDRN,  P.  K. 

7913210172* 

5O-491 

a 

VAN   DQDRN,  P.  K. 

791231021B* 

5O-259 

a 

VAN    ECK.  0.  J, 

7913060307 

NU-REO 

VAN    MICHAELIS,  11 

7912040525 

PHOJ 

VAN    NESS,  9.  C. 

791205'0177 

SO-272 

0 

VAN    S1CKEL.J. 

7912190405* 

3O-331 

R 

VAN    MINKLErU. 

7912190546 

RE8 

VANCE,  ft.  L. 

7912200585 

PR 

UANDENBURQH.D. 

79122-00551 

SO-29 

p 

VANOELiT.  E. 

791236O137* 

50-329 

a 

VANDEL,  T.  E. 

7912260091* 

5O-461 

a 

UAH  EL  A,  A. 

791205007B* 

5O-443 

a 

VAHCA,  B,  A. 

7912O70213 

50-373 

A 

VAHCA,S.  A. 

791EO50294 

SO-339 

A 

VAHOA,  5.  A. 

7913070004 

9O-275 

A 

VARCA.B.  A. 

7912060363 

5O-3B7 

A 

VAROA.B.  A. 

791EO60609 

SO-311 

A 

VAROA,  B.  A. 

7913110005 

5O-390 

A 

VAROA,  5.  A. 

7913110007 

50-369 

A 

VARQA,  B.  A. 

7913110010 

5O-339 

A 

VAROA.  B.  A. 

7912110070 

50-361 

A 

VAROrt.  B.  A. 

79121  10134 

30-395 

A 

VAROA.  S.  A. 

7912130135 

50-333 

A 

VARQA.  S.  A, 

79121000B1? 

50-275 

A 

VAROA.  B..A. 

7912180314 

50-341 

A 

VAHQA.S.  A. 

79121B0323 

50-350 

A 

VARGA.B.  A. 

791S370167 

30-364 

A 

VAROA.  B.  A. 

7912170139 

5O-35B 

H 

VAROA.  S.  A. 

7913170145 

50-35B 

H 

VARQA.  B.  A. 

7915190076 

3O--350 

H 

VAROA,  B,  A. 

791213O048 

H  0-528 

A 

VAFtOA.  5.  A. 

791?13D132 

30-320 

A 

VAROA.  S.  A. 

7913130135 

S  0-328 

A 

VARQA.  S.  A. 

791319O137 

&Q-3B7 

0 

VAROA.  S.  A. 

7913300048 

30-267 

P 

VARQA.  S.  A. 

79122600B6 

50-3H2 

H 

VA3SALLO,  D.  B. 

79121IOO11 

50-273 

A 

VASSALLO,  D.  D. 

7911280153 

50-353 

A 

VAS3ALLC1.  D.  U. 

7911140152* 

&0-31B 

A 

VASSALLO,  D.  D. 

7912040143 

5O-337 

A 

VASSALLU.  D.  B. 

7911270467 

50-275 

A 

VA33ALLO,  D.  B. 

79130fl0471 

50-27  S 

F 

VASSALLO.  0.  B. 

7912t90173» 

50-538 

A 

VASSALLO,  U.  B. 

7912280049 

50-545 

A 

VASSALtO,  D.  B. 

79&B07O31O 

50-34  1 

A 

VAUOHNi  H. 

7913170155 

71-27 

VELAZOUE1BUAREZ 

79121BO140* 

71-360 

VERSACE,  P.  A. 

7913100335 

50-97 

J 

VETTER.W.  E. 

791319O173 

NUREO 

VIZZINt.  J. 

79122B0422* 

30-330 

11 

VOELZKE.  D. 

7fia050630 

FD1A 

VOOEL,  R.  J. 

791  3200  1  34 

71-349 

VQOEL,  R.  J. 

7912200140* 

71-349 

VdQLEUEDE.  J.  C. 

7911160314 

90-32O 

P 

VOOT.  J.  F. 

79122104:18 

71-364 

VOIBT.  H.  H. 

7912200522 

30-344 

0 

VdlQT,  H.  H. 

791327O034 

FOIA 

VOIOT.  H.  H. 

791S2BO19B 

50-244 

P 

VdlOT.H.  H. 

7912130460 

PR 

VQIOT,  H.  H. 

7913130460 

PR 

VOIOT,  H.  H. 

791213O460 

PR 

VaiOT,  H,  H. 

7912200522 

50-344 

0 

VDLLHER.  R.  ». 

7913040100 

5O-320 

P 

VOLLHER,  R.  H. 

7912260309 

90-389 

P 

VOLLMERrR.H. 

7913O4O153 

50-299 

P 

ACCESSION              SUBJECT 

AUTHOR 

NUMBER                   CATEGORY 

VOLLMER,  R.  H. 
VQLLNER,  R.  H. 
VOLLMER,  R.  H. 
VOLLMER,  R.  R 
VDLLMER,  R.  H. 

791B040O76           50-32O         P 
7912040151           50-330         H 
7912040136           50-32O         P 
79I21101Q2           5O-289         P 
7912060440           5O-289         P 

VOLLMER,  H.  H. 
VOLLMER,  R.  H. 
VOLLHER.R.H. 

7912040OBS           5O-32O         H 
79122B0324           50-33O         P 
79122BOOSO           3Q-32O         T 

VOLLMER,  R.  H. 

79132101  IB           5O-289         P 

VDTH,  M.  H. 

7913030002           71-60SH 

VOTIKEN,  V.  0. 
WACHTER.L.  J. 
WACHTER.  L.  J. 
HACHTER.L.  J 
WACHTEH,  L.  J. 

7912200030*        71-6581 
7913050671*         50-3B2         O 
7912I90B01           50-283         O 
7912380O4A           50-363         Q 
7913360053           30-263         Q 

HACHTER,  L.  d 

79123BOO&7           50-382         Q 

WACHTER,  L.  J. 

79132B0041            SO-2B2         Q 

MANNER,  A.  8. 
WALBR  IDCE,  H.  C. 
WALES  IDSE.W.C. 

791206026O*        5O-416,         a 
7912360229           50-312         B 
7913190553           5O-312         P 

WALKER,  H.S. 

7912200313*         3O-32O         U 

WALKER,  J.  V. 
WALKER,  R.  D. 
WALKER,  D.  I. 

7912180079           XrORTLIC 
79  12050037*         5O-IO            O 
791231042S*        FOIA 

WALKER,  D.  I. 

7912210424*        FOIA 

WALL,  L.  S. 
WALLACE,  J.  J. 
WALSH,  P, 

791312032B           5O-514         a 
7912140363*        5Q-303         ft 
791S06Q61O           PRH 

WALSH,  P.  J. 

7912U0443           NUREG 

WALSKE,  C. 

7913130499           PR 

WALTERS,  O.K. 
WALTDM,  C. 
WALTON,  0.  A. 
WALTON,  G.  A. 
HANDKE.N.E. 

79121B0174*        5O-413         Q 
791  33803S2  a         5O-320         Q 
7912210331*         50-31B         Q 
7913360056*        50-289         O 
7912140431*        FOIA 

WANDKE.  H.  E. 

7912140453*        FOIA 

WANDKET,  N.  E. 

WANDKE,  H.  E. 
KAWDKE,  H.  E. 
WARD.  J.  E. 

7912070418           50-295         S 
7912070453          50-295        S 
7913110219           50-295         R 
7912210073           HUREO 

HARD,  E-  C. 
WARD,  K.  D. 

7912070332           5O-283         S 
7912030257*         5O-329         a 

WARD,  K.  D. 
WAR-JMBOUfie.  D. 
WAHEMBQURO,  D. 

7912070063*       50-341        a 
79121B0509           50-267         H 
79121B050O           50-267         R 

WAREMBDURO.  D. 

7912040337           5O-267         S 

WAREHBOURO,  0. 
WAREH30URB.  D 
WAREWBCKJR&,  D. 

7912040296           SO-367         S 
7913040326          30-267        S 
7913040332           5O-267         5 
7912040342          50-267        B 

UAREHBOURQ.D. 

WAHEHBQURfl.D 
tMREMBOURQ,D 
UAHEMfiQURO.D. 
WAHEMBQURQ,  D.  W. 

7912040439            50-367         B 
7913040320           50-267         3 
7913040400          50-367        S 
79I2I2040&           3O-267        p 
7912310074            50-267         P 

WAREHBOURO,  D.  U 

WAHEMBOURO,  D. 
WAREMBOURO,  D. 
WAREMBDURC.D. 
WABEMBOURO,  D. 

7913110316          5Q-2t7        p 
7912120324            50-267         B 
7912120333          5O-267        S 
7912140331            30-267         R 
7912IB0596          5O-267        B 

WAREMBOURe,  D. 
UAREMBOURG,  D. 
WAREMBOURQ,  D.  W. 

7912210373           5Q-267        P 
7912180413            30-267        R 
79122B0563            50-367        P 

WAREKHOURC,  D! 

7913270426           50-267         H 
7912310396            3O-267         K 

MARN1CK.R.F. 
HARWICH,  R.F. 
HARNICK.  R.F. 
HARNICK.  R.F. 

HARWICH,  R.F. 

7912200435            50-346         B 
79123100BB            5O-346         S 
7912030018*        50-346        Q 
7913200564            5O-346         B 
7912050406*        5O-283       Q 

UARNICK,  H.  F, 
WAflNIGK.R.F- 
HARNICK,  R.  F. 
HARNICK,  R.F. 
WARNICK.  R.  F. 

7912O50365*         5O-346        Q 
791B26010S*         30-282        a 
7912300250*         50-346         a 
7912210074"        50-282       a 
79121  70433          50-362       S 

'  HARNICK.  R.  F. 
WARWICK,  R.  F. 
UAfimCK,  R.  F. 
MATAHABE.  H.  T. 
WATANABE.  N. 

7913180094          30-346        g 
7913180221            50-346        S 
7913200028          50-346       S 
7912130366          TDPREP 
79131  10293            XPOHTLIC 

UATFORD,  M. 

MATHEN,  R,p. 

7913130288*        5O-3M        R 
791c£12Gi£7fHi         OA999 

MATH  INS,  D. 
UATSON,  K.  8, 
WATSON,  A.  p. 

7912190280*         40-8200 
7912070120          3O-329       H 
7912110465          RES 

ACCESSION              SUBJECT 

AUTHOR 

NUMBER                    CATEGORY 

HATTEKBARGER,  B. 

7912040003           XPOHTLIC 

VSAVER,  W.  W. 
WEAVER,  H.  W. 

791327O156»         5O-313        p 
7912270I61«         5O-313        p 

HEAVER,  J. 

7912130377*         50-33O        U 

WEBSTER.  E.  H. 

7912120275»         5O-338        Q 

WEBSTER,  E.  H. 
WEBSTER,  E.  H. 
WEBSTER,  E.  H. 

7912070046            5Q-33B         S 
79J20A0646.           5O-338        S 
7913070012            50-395         5 

WEBSTER,  E.  H. 

7912170407            50-338        S 

WEEKS,  E.  D. 

7913120346            5O-I33        R 

WEEKS,  J.  R. 

79I21BO1B1*         5O-295        G 

WEHRLE,  J.  L. 

79121B035&*         OA999 

WEICAND,  J.  G. 

7912070137            5O-4SB        Q 

WE  I  BAND,  J.  G 
WEIGAND,  J.  C. 

791206O5S1            BO-458        Q 
7912050353            5O-45B        A 

WEIOAND,  J.  e. 

7912210335            50-458        A 

WE1NER.  M. 

7912170140*         50-358        H 

WEISS,  R.  W. 

7912120043          PROJ 

WEISS,  J.  L. 

791317O383           PROJ 

WEISS,  E.  R. 

7912O5OOO3            50-266         G 

WEISB.E.R. 

7912200066.*         SO-289         G 

WEISS,  E.R. 

79121BO423*         3O-3              0 

WEISS,  E.  R. 

7912050606           ORO 

WEISS,  E.  R. 

79121703B6           FOIA 

WEISS,  E.  R. 

7912200063           50-389        6 

WEISS,  E.R. 

weiss.  E.  R. 

7?1230O066>         5O-289         O 
79I21BO410            50-3              O 

WEISS,  E.  R. 

79131SO432*         50-3              C 

WEISB.E.R. 

7912270040            FOIA 

WEISS,  J.  D. 

79I330O305            70-143 

HEISS,  J.  D. 

7913260047*         71-9006 

WEISS,  D. 

7912270055*         71-62O6 

WEISS.  B. 
HEITZHAH.P.M. 

7912190543          70-1357 
7912190465            50-346         S 
7912120193*         50-33B        G 

WELLING,  S. 
WELL  ING.  B. 
HELLING,  S. 
WELLS,  K. 
WEW5LAUSKI.F. 

7912130338            50-445        M 
7913360397            50-445         M 
7912360297           50-445       M 
791217037B          PR 
7912360O16            50-344         B 

WEHSLAWSKI.F.  A. 
WEWSLAWSK1.F.A. 
KENSLAUSKI.F.  A. 
WENSLAWSHI.F. 
UERLING,  J.  A. 

7912190135*         50-143         0 
7912280653*         37-1O 
7912310066           50-344        S 
7912O6066S            SO-344         B 
79131701B2            50-334         0 

WEflLINC,  J.  A. 

7912040522            50-334         S 

WERLINcij^A" 
WERLINO,  J.  A. 
UERLINQ,  J.  A. 

79123  103B3            50-334         S 
7912130627            50-334         S 
7913130634*         50-334         S 
79121B0633          50-334        B 

UERLING,  J.  A. 
WERLINO.  J.A. 
WERLINO,  J.  A. 
WERLING,  J.  A 
WERHER.J. 

79121  B0639>         30-334        S 
7912270502            50-334         S 
79132705Q6*         50-334         S 
7912270530*         50-334         S 
791237039B*         50-346         S 

WERNER.  J. 
WESCOTT,  R  M. 
HEBSMAN,  R.  H. 
WEST,  A.  B. 

7913270420*         50-346         S 
791234QO9I*        5O-461        Q 
7912110514*         50-361         Q 
7912130529          PR 

WEST.  S.  0. 

7913140483*         REB 

WESTERMAN.  T.  F. 
WESTERHAN,  T.  F. 
WEBTERKAN,T.F. 
WESTERMAN.  T.  F. 
HESTER  MAN,  T.F. 

7913310055            5O-367        S 
791H3100&9           SO-313        S 
7913310073          5O-313       B 
7912310084           50-368        s 
7913050313*         50-313         Q 

WESTERHAN.  T.  F 
WEBTERMAN.T.F 
WEBTFALL.R.M. 
WEBTFALL.  R.  M. 
WESTFALL,H.M. 

7912120204*        50-382        Q 
791213O223*        30-367        Q 
79I3I00011           RES 
7912140040            RES 
7912140467            RES 

WEBTFALL,  R.  M. 
METMORE,  J.  B. 
HETTERHAHH,  M.  J. 
WETTERKAHN,M.  J. 
HETTERHAHH,  H.  J. 

791214O51O            REB 
7912O6O1BO            50-409         P 
79121900B3           5O-272       G 
7912110361            50-358        O 
7912130090            50-358        G 

WETTERHAHN,  M.  J. 
WETTERHAHN,M.  J. 
HETTEHHAHM,  M.  J. 
WEZELHAN,  J.  A. 
WHAftTON.  R.  J. 

7913110361           50-358       G 
7912130090          30-358        B 
7912140030          SO-372       O 
791319O40&          FOIA 
7912100392          5O-3A1        6 

HHARTQN,  R.  J. 
HHARTQN.R.J. 
HHARTQN.  R.J. 
WHEELER,  H.A. 
HHITAKER.HB. 

7912130061            50-361         fi 
7913100352          5O-361        e 
7912130061            50-361         0 
7912280574          5O-133       e 
791231003&           HEC0D 

AUTHOR 

ACCESSION     SUBJECT 

MUMBER        CATESQHY 

WHITESIDES,  Q.  E. 
WHITEBIDES.O.  E 
WHITE,  L.  D. 
WHITE,  L.  D. 
WHITE,  L  D. 

7913100011     RES 
7912140040    RES 
7913120289     50-344   P 
79)2140047     50-244    0 
7913170247    50-344   fl 

WHITE,  L.  D. 
WHITE,  L.  D. 
WHITE.  L.  D. 
WHITE,  L.  D. 
WHITE,  L.  D. 

7713040048    5O-244   O 
7912260033     50-244   0 
7913050494     5O-244   p 
7912130447     50-344   P 
7913120450     5O-244   p 

WHITE.  L.  D. 
WHITE,  L.  D. 
WHITE,  L.  D. 
WHITE.  L.  D. 
WHITE,  L.  D. 

7912130445     50-314   P 
79132B0023     5O-244   Q 
7912180418    50-344   P 
79131B0516     50-244   P 
7913180527     50-244   P 

WHITE.  L.  D. 
WHITE.  L.  D. 
WHITE,  L.D. 
WHITE,  L.  D. 
WHITE,  L.  D. 

7913190315     50-241    8 
7912210380     5Q-244   P 
79123BO306*    50-244   P 
7912270393     50-244    F 
79123H0501     50-244   P 

WHITE,  L.  0. 
WHITE,  L.  D. 
WHITE,  T.  J. 
WHITESIDES.  0.  E. 
UHITEBIDES.  0.  E. 

7912370434     50-344    S 
7913310391     30-244    P 
7912370362*    50-259   P 
7912140467     RES 
7912140310    RES 

WHITE,  J.H. 
WHITENER.H.  L. 
HH1TENER.H.  L. 
WHITENER,  H.  L 
WHITEBELL.D.  E. 

7912190314*    FOIA 
791306O21  3*    30-369   Q 
7912060335*    5Q-28O   O 
79123103S3*   30-281   0 
7912050544*   OA999 

WHITEBELL.D.  E. 
WHITESELL.D.  E. 

7912130428*    QA997 
79131  1O128*    QA999' 

WHI7ESELL,  D.  E. 
WHITESELL,  D.  E 
WHITEBELL,  D.  E. 

7912110506*   OA999 
79122O0196>   QA999 
7912200499*    OA999 

WHITESELL,  D.  E 
WH1TLEY,  H.  D. 
WHITNEY.  Q.  G. 
WHITNEY,  G  G 
WHITNEY.  B.  G. 

791221O199*    OA999 
7912270377     5O-269    I 
7912060375*   SO-293   R 
7912040394*    50-293    3 
7912110313*    SO-293    3 

WHI1NEY.6.  0. 
WHITNEY,  G.  B 
WHITNEY.  G.  G. 
WICKERS,  D.  L. 
WICKERS.  D.  L. 

7913110377*    50-393    S 
7912180637*    3O-293   E 
7912200360*   50-393   S 
7913280106     40-8502 
7912310203     40-B3O3 

WIDNER,  W.A. 
WIDNER,  W.  A. 
WIDNER,  W.A. 
WIDNER,  W.  A. 
WIENCUS,  L. 

7913040007     50-321    Q 
7912110055     50-321    Q 
7913310181*    SO-331    Q 
7912310177    50-331   3 
7913070346    FOIA 

WIOHINS.E. 
WIGGINS,  E. 
WIGGINS,  E. 
WIQCINTQN.D. 
WIGQ1NTGM,  D. 

7913200031    CONTRACT 
7913110179    CONTRACT 
7913180033    CONTRACT 
7913040176     5O-315    P 
7913050054    50-315   P 

WIGOINTON,  D. 
WieeiNTON.  D. 
WILBORN,  L. 
WILKIN.H.A. 

7912O6O03S    5O-334   p 
7912190007     50-334    P 
7912030228*   5O-3B2   0 
7913140309     REB 

WILLIAMS.  D.  C. 

7912130126     PHOJ 

WILLIAMSON,  T.  O 
WILLIAMS,  C.  E. 
WILLIAMS,  R  A. 
WILLIAMS,  E.  R 
WILLIS,  E. 

79131  30O41    NURE0 
7912270002     71-9O1O 
7912310197*    50-219    U 
7912270185     50-331    P 
791313035B*    50-334    R 

WILLIAMS,  H.  0. 
WILLIAMS,  D. 
WILLIAMS,  C.C 
WILLIAMS,  C.C. 
WILLIAMB,C.C. 

7912310437*    50-298    S 
7912140453*    RES 
7913210055     50-44O    S 
7912200007    50-440   B 
7912130136*    50-546    0 

WILLIAMS,  C.C. 
WILLIAMS,  C.  C. 
WILLIAMS,  C.  C. 
WILLIAMS,  C.  C. 
WILLIAMS,  C.  C. 

7912050554*   50-454   a 
7913060063*    50-456    a 
7912310095    SO-295   3 
7913070163*    5O-373    0 
7913180342*   50-373   a 

WILLIAMS,  C.  C. 
WILLIAMS,  C.C. 
WILLIAMS.  C. 
UILEDN.R.J. 

791226Q1S3»    SO-54&    O 
7912100362    50-346   T 
7912180334*   SO-440   0 
7912130310    PR 

WILSON.  R.  J. 

7913130398    PR 

WILSON,  W.  R. 
WILBOH,M.R. 
WILSON,  W.  H. 
WILSON,  J.  H. 
WILSON.O.J. 

791306OO88     50-49B    It 
7912270048    50-498   M 
7913380118    SC-T-49B   H 
7912310001    50-443   M 
7913130109     XPORTLIC 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

WILSON,  B,  D. 
W1LSOW-  D    D. 
W1USQN.D. 
MILSDM,  B.  D, 
MILSDN,  B.  D. 

7912030215 
7912200397 
7913300329 
7912120351 
7913190412 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
XPOHTL1C 

NILEON,  B.  D. 
WlLEOHf  F.H. 
W1L£OW.  fi.  P. 
WILSON.  R.  P 
WILSON,  ft.  P. 

7912140146 
7913260003 
7912060041 
7913060045 
7912130319 

XPBRTLIC 
NUREO 
70-17S9 
50-491          <5 
PR 

MILSON.  n  p, 

WILSON,  w.  R. 

WILSON-  R. 
WILSON,  R.  F. 
WILSON,  R.  F. 

79  1  2  1  3032O" 
79122B011B 
79122B0477 
7913040104 
7912310446 

PR 
50-493         M 
50-3B9         T 
50-330         P 
5O-320         P 

Viii,sorj.fl.  F. 

tilt.  SON.  R.  F. 
WlL.8dN,R.  F. 
WIUSQN,  R    F. 
WILSON,  ft    F. 

7912310337 
79I31D04B3 
79131S042S 
7912270349 
7912270343 

50-32O         S 
30-320         P 
50-32O         P 
50-320         P 
50-32O         P 

WILSON,  R    F 

WIUSDN,  j,  N. 

WILSON.  J.  N. 
MIMEORAD.G.  U. 
W1ZNER.D  0. 

79123BOS99 
79120700B4 
7913140053 
7912170116 
791301037!" 

50-320         P 
30-332         A 
50-320         A 
50-317         P 
50-315         S 

WIZNERi  D.O. 
N12KER.  D.  G. 

H1ZWER,  Q.  Q. 
WIENER,  D.  Q. 
WOLF.  3.  F. 

7912070379e 
7912100H91* 
7912130323* 
7912310350s 
7912140O4B 

50-31A         B 
50-3  li         B 
50-314.         S 
50-316         S 
3O-295         0 

WOLFE.  S.  J. 
WOLFE.  S,  J 
WOLFE.  S.  J 

WOLFE,  S    J 
VJQLFE.S.  J. 

7913060233 
7912060320" 
79120iO07B 
7913060212 
791205019B 

50-4id         G 
50-4  6fa         G 
50-466         G 
5Q-466         G 
50-46fa         Q 

WOLFE-  S,  J. 
WOLFE,  B.  J. 
UOLFE.  S.  J. 
WOLFE.  S    J. 
WOLFE.  B.  J. 

7912120301 
7912190335 
7912190396 
7913200655 
7913380662 

50-4  ii£>         0 
50-466         G 
50-3B3         B 
50-46t         G 
50-46&         G 

UOLFF,  T.  A. 
WOL1VEH.  J, 
WdLLETT,  S. 
WOLLETT,  S 
WOi.LETT.B. 

791229Q16B* 
79123B06B3 
79131B0031 
79121  1O02B 
79131B0014 

WASTE    MOT 
FOIA 
CONTRACT 
CONTRACT 
CONTRACT 

WQLTHER.  E. 
WC3LTNER.  E 
WQLTMER,  E. 
WDNO,  T, 
WDOT)>W.  L. 

7913360046* 
7912070273* 
7912200333* 
791231015B 
79122103B3* 

70-371 
70-371 
70-37  1 
40-299 
CONTRACT 

AUTHOR 

ACCESSION 
NtMBER 

SUBJECT 
CATEGORY 

WOOD.  L.  D. 

7912160002 

XPDRTLIC 

WOODr  J.  C. 

79121S06'54 

71-352 

WOOD.  J.  C. 

79121S06&7* 

71-352 

WDOD.  E.G. 

7912040335 

50-3O1? 

a 

HOOD,  E.  C. 

7913140496 

50-309 

s 

UQQD.  E.  C. 

79121SQB54 

50-3O9 

s 

KQOD.E.  C. 

7912040339 

50-309 

s 

WODDHEAD,  C.  P. 
UOODHEAD.C.P. 
WaODHEAD-C-P. 

7913030113 
7912100337 
7912190E06 

90-409 
50-466 
50-4B3 

G 

0 
0 

WOOBH£ftD,C.  P. 

791226Q02E] 

50-409 

G 

WOODRUFF.  R.  L. 

79  1  226-0  OB5t> 

27-47 

WOODRUFF,  R.  L. 

7912300003* 

37-47 

WOaLEVEH.E.  J. 
WDOLEVER.E.  J. 

7913170332 
79131  1034B 

30-334 
50-412 

a 
s 

UOOLEVER.E.  J, 

7913260473 

50-4i2 

A 

WRAY.  J.  R. 

7912310191* 

50-62 

G. 

WRIGHT,  K.  H. 

791219017'? 

40-4493 

HRK3HT,  R.  R. 

7912170144* 

71-9009 

WilH!HT,F.  S. 

7912O7O153* 

50-471 

G 

WRIGHT.  G.  C, 
WF1IGHT.R.  W. 
WR1GHT.R.  W. 
WRIGHT.  R.  W. 
WU,  B    J.  C. 

7912070067* 

7912070149 
7913110555 

30-331 
50-390 
SO-533. 
30-439 
TDPREP 

S 
Q 

a 

5 

UULLER.  C.  E. 

79120S04B3 

50-161 

A 

YDARRONUQ.  L.  J. 
YIN.  1.  T, 

791314030O 
7912140545" 

flEB 
OA999 

YIN,  I.  "f  . 

7912130O67" 

50-331 

0 

YIN,  I-  T. 

7912300194* 

50-263 

° 

VODER,  R.C. 
YOUNG.  J-  B. 

7912210337 

NUREO 
50-3G9 

U 

YOUNODAHL.R.  C. 
YOUNQ&AKL.R.  C. 
YOUNODAHL.R.  C. 

7912130195 
7912060534 
7913130339 

50-155 
50-255 
,50-255 

0 
G 
P 

VOUNO.  Rr  H- 

7912O70316* 

90-243 

3 

YOUNG.R.H. 
YOUNG,  R 

791210O304-* 

50-245 
50-245 

5 
11 

YOUNG,  R.  H. 
YTHJEffi  P. 

7912370543* 
79122001S2« 

5O-245 
CDNTRAC' 

S 

r 

YUHAS.  0.  V 
YUfJDT,  C   P. 

791219Q214* 
7912110344* 

FOIA 

50-344 

s 

YUNDT,  C.  P. 

7912110302 

50-344 

5 

YUNDT,  C.P. 

7912180627 

50-344 

s 

VUMDT.C.P. 

7912110361 

S  0-344 

R 

ZARAKAS,  P. 

791219O357e 

FOIA 

ZARAKAS,  P. 

79I2190332* 

FOIA 

ZARflKAS,  P. 

7912190316" 

F01A 

ZARAHAS,  P 

7912190  19&* 

FOIA 

ZARAKAS,  P. 

7912270-312 

50-217 

P 

ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

_ 

ZARSKY,  L. 

791B1103B3* 

XPOHTL1C 

ZARSKY.  L. 

79I21103B3* 

50-574 

0 

ZECH,  0. 

7912110239 

CONTRACT 

ZECH.  Q. 

7912060649 

50-247 

P 

ZEFF,  D.  W. 

791S270051 

71  -£,306 

IEFF,  D.  W. 

7912270058" 

71-6506 

ZEFF.  D.  W. 

79  1  33BOOO  1 

70-1201 

ZENTNER.M.  A. 

7912200175" 

CONTRACT 

ZiaULSKY.H. 

7912260074* 

50-34 

Q 

IIBULBKY,  H. 

7912200516* 

7O-364 

ZIEMANN,  D.  U. 
ZIEMANN,  D.L. 

7912050201 
791218Q172 

50-29 
50-337 

P 

P 

ZIEMAWN.  D.  L. 

7-9L2300O50 

5O-21  9 

F 

ZIEMANN.  D.  L. 

7912110015 

50-S37 

P 

ZIEMANN,  D.  L. 

791E110017 

50-10 

f 

ZIEMANN,  D.  L. 

79121  IQOfcS 

30-155 

P 

ZIEMANN,  D.  L. 

7913110020 

50-255 

P 

ZIEHANN,D.  L. 

7912110023 

5O-21  3 

P 

ZIEMANN.  n.  L. 

7912110025 

50-409 

P 

ZIEMANN.  T>.  L. 

7912110024. 

50-219 

P 

ZJEMANN.  D.  L. 
ZIEMANN.  D.  L. 

79121  1QD29 
7912110030 

5O-245 

SO  -24  4 

P 

P 

ZIEMANN,  D.  L. 

7912110032 

30-206 

P 

ZIEHANM.O.  L. 

7912110033 

30-29 

P 

ZIEMANN,  D.  U. 

71  13  1  70079 

SO-244 

P 

ZIEMANN,  D.  L. 

7912170157 

50-10 

P 

ZIEttANN.D.  L. 
ZIEMANN,  D.  L. 

791217O192 
7912170193 

5O  -29 
50-206 

P 

P 

Z1EMAWH.  D-L, 

7912170204 

50-237 

P 

ZIEMANN,  D.  L. 

7"J121BOI67 

50-2  1  3 

F 

ZIEMANM.  D.L. 
ZIEMANN.  D.  L. 
Z1EMANN,  D.  L. 

7913130032 
791217Q063B 
791H170077 

50-155 
5O-155 
50-2  1  9 

P 
G 
P 

ZIEMANW.D.  L 
ZIEMANNrD.  L. 

7913170189 
V9121BOOB1 

5O-30& 
50-E5S 

P 
P 

ZIEMANN.  D.  L 

79131301  12 

50-155 

P 

ZIEMANN.  D.  L. 
ZIEHANN,  D.  L. 

7912190203 
7912140107 

5O-255 

50-  1  55 

P 

P 

ZIEMANN,  D-.L. 
ZIErtANN.  D.  L. 

7912210150 

7912270006 

50-29 
50-237 

P 
P 

ZIEMANN.  B.  L. 

791B210153 

50-155 

P 

ZI6MANN.  D.  U. 

7912270030 

5O-29 

P 

ZIEMANN,  D.  U. 
ZIMMERMAN.  A. 

7912310009 
791S1B0502* 

50-206 
50-275 

F 
U 

ZIMMERMAN'S.  R. 

7913030633 

3O-4CO 

0 

ZIMMERMAN.  J-C. 
ZIMMERMAN.  J.  C. 

79iai4Q1Q7« 

50-331 
50-33  1 

E 
S 

Z1MMERMAN.O.  C. 
ZIMHEflrtAN.  J.  C. 

791  3170219* 
7912170331* 

50-331 
50-33  1 

B 
S 

ZIMMERMAN.R.  P. 

79131H02740 

3O-27  1 

G 

ZIMMEUHAN.R.  P. 
ZIMMERMAN,  R.  P. 

7*12180309 
79120S0131* 

30-3*5 
50-333 

S 
fl 

ZITTEL.  H.  E, 

7912110509 

RES 

ZITTEL.  H.  E. 

7912170123 

RES 

ZUEHLK.E.  J.  R. 

7912aOQ5BB 

40-B722 

ZUF-EL.T-E, 


79131102969          50-333 
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ARMCO   International,     Inc. 

79121200B3* 
791312O09B" 

QA999 
OA999 

ATCOR 
Acme-ClevElanil   Co.  .    Namcn   Controls   Div. 
Advanced    Modical    Bystems,     Inc. 

7912O7O303* 

791226O154* 
791306OOB1 

F01A 

QA999 
71-5796 

7912070509 

71-5796 

AdwIsoTy    Council    on   Historic    Preservation 
ABTDteat   Operations 

,  791212032B 
7913260134* 

50-514 
30--22B 
50-514 

a 
a 

D 

Agriculture,  Dapt.  of 

7912H70354 

50-514 

0 

Alin.    Gump,    Hauer  t,  Felt 

7912140202 
7912270O94 

SO-445 
50-443 

M 
M 

Alabama  Power   Co. 

7912030183 
791203O1B7* 

90-348 
90-34B 

s 

B 

791BO40368 

5O-34B 

B 

7912O403B1* 

50-340 

S 

79121000B4 

71-3036 

7913110335 

50-34B 

S 

791211033&* 

SO-348 

B 

7912110337* 

50-348 

5 

79121  1O338* 

SO-34B 

B 

7912(10339* 

50-348 

B 

7912120426 

50-343 

E 

79121BO433* 

50-34  B 

G 

791  3  120  1  59" 

SO-34B 

9 

79121304S2 

50-34B 

S 

7912130621 

50-34B 

B 

7912140473 

50-34B 

a 

7912140531 

50-34B 

a 

7912170006 

50-364 

a 

7912100397 

30-348 

p 

791218O40S 

50-34B 

p 

7912180542 

SO  -348 

p 

791H19033O 

30-34B 

F 

7912190356 

50-340 

P 

7912210010 

50-34B 

a 

791221O17O 

5O-34  B 

Q 

791231017O 

50-348 

a 

791227021S 

50-348 

B 

791227O223* 

50-34B 

Q 

791S27023.B* 

50-34O 

S 

7912370366 

3O-34B 

R 

7913270399* 

5O-34B 

R 

79  1  2230  4O  i 

30-348 

H 

7912310015 

30-364 

0 

7912310033 

30-348 

Q 

7912310374 

50-34B 

•a 

79  13310*24 

5O-34B 

R 

7912310426* 

50-348 

R 

791231044B 

30-348 

S 

791231O431* 

90-318 

B 

AL«neda    Countyi    CA 
Alaska.     Btat*    of 
Allied   —  Qineral    Nuclear   Services 
AfBKrlcan  Friends  Service  Committee 

791B1B0612 
7912170413 
79121  10349 
7912070172 

5O-2B4 
PROJ 
REOOD 
FOIA 

a 

AUTHOR 

AFFILIATION 

ACCESSION              SUBJECT 
NUMBER                    CATEGORY 

American    Industrial   Hys^ne   Assotlafclon 
American    Institute   of   Sto.l    Construction. 

7912040138*         50-320         H 
771213O244           TOPREP 

Int. 

79121S0124*         QA999 

American  Hinlng    Congress 
American  Nucloar    Insurers 

7912130240            PHOJ 

7909290523            PDR    MISC 

790B290534            3O-32Q         J 

7912070462           50-312        J 

79121BOSBQ            BO-244          J 

7913310110            REGOB 

American   Nuclear   Society 

7912170199*         ORO 

7912050612*         PROJ 

Anaheim.     CA 

7912060016          PltOJ 

Andalman.    Adelraan   t  Steiner.  P.  A. 

7912130261            PR 
7913260355*         50-373         C 

Appleton   Papers.     Inc. 

79121907B9           XPDRTLIC 

7912190794*         XPDRTL1C 

Argonne   National    Laboratory 

791S05O009            NUREO 
7912070503            71-6717 

791H180276            ACRB 

Ariiona   Public   Servico    Co. 

7912130561            50-523         D 

79121B0445*         30-32B         0 

Ariionar    Univ.     of 
Arkansas   Poiner    It  Light   Co. 

7912060176*        CONTRACT 
79120401B1            SO-36B         P 
7912040IB7            5O-36B         P 

7912040191             50-313         P 

79  1204019  5"         50-368         P 

7912040197*        50-313        P 

7912040305           50-313        0 

7912040439           50-313        P 

7913050469           5O-313        I 

79120506B7*         30-313         O. 

791207O3B7           50-313        J 

7912070307           30-313        J 

7912070424           30-368        P 

7912O7042B*        30-3&H        P 

7912070446           5O-36B        Q 

7915070447*         5O-36B         0 

79J21202B3            50-313         P 

7912120396           50-313        P 

7912130042            &0-3B2         0 

7912130249            50-313         P 

7912130249           50-313        P 

791214023B            30-36B         Q 

7912140327            50-313         P 

7913140327           30-313        P 

7912170134           50-313        Q 

7912170JL96           BO-36B        R 

7912170203*        5O-3&B        R 

791S170256           50-313        B 

7912170264*        3O-3I3        B 

7912170269*        50-313        S 

791H170275          50-36S        B 

7912170279*        5O-3AB        S 

79IH170281*        50-36B        B 

409 
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CORPORATE  SOURCE  INDEX 


AUTHOR 
AFFILIATION 


Arlansas.    State    nf 
Army,  Dept.  of 


Asfter,  T.  R. ,    pc 


Atomic   EnErgy   of  Canada.    Ltd 
Atomic    Industrial   Forum 


Austin,     TX 

Automated   Sci antes  Group,    Inc. 

Automation    Industries,     lnc 
Aieli-dil.D.H. 

BUM  Corp. 

flabmci   &  Uilcoi  Co. 


ACCESSION 
NUMBER 

7912170312 

791317Q315* 

7912170331 

791317O335* 

79I2I9O703 

7912200520 
7912200533* 
7913210343 
79I221O343 
71 1226O33B 

7912360341* 
7912260372 
79 I 3260274* 
7912370153 
7912370370 

79123702B3. 
771 2270409 
79 1 33 1 0335 
791231O383 
791331O3B4* 

7912310393* 
7913310399" 
79I231O4O4* 
7912310409* 
7912310456 

791231O461* 
79I33I0471 
791 2310474* 
79131 10O19* 
791219D39O* 

79132701 la 
7912030023 
7912050206 

7912050311* 
7913050336 

79121303B1* 

7912O30O35 
771203023O* 
7 71 SI  7034 1 
7913200163 

79I22B063B 
791231O1&2 
79131BOQ75 
7912030075 
7912130.199 


SUBJECT 
CATEGORY 


50-3&B 

SO-36S 
50-313 
5O-313 

5O-313 

SO-3I3 
50-313 
50-313 
50-313 
5O-36B 

5O-3tB 
5O-3I3 
50-313 

50-313 
5O-368 

5O-34B 

50-313 
50-313 
SO-368 

50-360 

50-36S 
SO  -368 
50-36B 

SO-36H 


R 
H 

P 

K 
K 
P 
P 
P 

P 

S 

s 
P 

R 

R 
P 
P 

B 

S 


50-36B         p 
30-313         F 

50-313         F 
CONTRACT 
50-344         P 

71-5939 
XPOflTLIC 

XPOHTLIC 
XPORTLIC 

XPORTLIC 

QA999 

40-3453 
40-3453 
40-3453 

40-3453 

40-34S3 
40-3453 
PT21 

XPORTLIC 
PR 


7913190504 
7912210073 
7912310243 

79I30i0247 


7712I9043H* 
7912190436* 
791  3190448* 
79  123*0042 

7913270095. 

7913170197 
79  120404  12* 
7912040417* 
7913O704S6 
7912100052» 

7912130003 
7913J30009* 
7912170030* 
7912170155 
791  2170162* 

791219O573 
791219O716* 


DRO 

HUHEG 

PR 

50-445 

50-445 

FOIA 
FOIA 
FOIA 
71-9O06 


791230O03O 
7912300035* 

7912200519 

7913270051 

7912a?005B* 

791327O156* 

7912370161* 

79123BO001 

7913310227* 

7912310339* 

7912310331 

791231O4B6» 


FOIA 

50-312 

5O-312 

50-13 
7O-H34 

TOPBEP 

TOPREP 

TOPHEP 

71-37 

71-37 

UUREO 

50-313 

50-313 

71-BB 

71-BH 


TOPREP 
71-6306 
71-6306 
30-313.        p 
50-313         P 

70-1201 
ACRS 
ACRS 
70-135 
50-346         P 


aococl   t   Hilcoi   Co   ,    Hue1.»   u   »      ,    ,  791231O513" 

Dlv.  Nuclsar  Material  79l31PninA. 

o^H^   *   Hilcn«   °P«ating   Plants   Our 


7912130106* 
7913310331 


50-255 
70-364 


50-271 


AUTHOR 
AFFILIATION 

ACCESSION      SUBJECT 
NUMBER        CATECORV 

Qaker  S,  Dotts 

7913050092     50-445   M 

7912050093     50-445    M 

7913050442     50-498    0 

7912050451*    50-549    0 

7913060040     5O-49S   M 

7913100471     30-466    8 

7912130056     50-466    fl 

7913120067"    5O-466    G 

7912130313     50-49B   M 

7913140005     5O-466    0 

791314000B     50-466    0 

791214016B     50-466    0 

7912140525    50-466   Q 

7912170046     50-466    G 

7912170346     9O-466    0 

7913190061    50-498   0 

7912190341     50-445    M 

79123603B6    50-466   G 

7912360337     50-445    M 

7912260357     50-443    M 

7912370053     50-466    G 

alduin,  H.  A. 

79133B0630     5O-49H    M 
7912130176    50-312   P 

alt  inure  Gas  i  Electric  CD. 

7912130276    50-275   0 
7913040463     50-317    F 

7913060331)     50-317   0 

7912060453     50-317    B 

7912060454*    50-317    S 

7912060469    50-317   B 

79130604B5*    50-317    S 

7913060494     30-317    S 

7912060499*    50-317    S 

7913110339     flEOGD 

7912120369     50-317    P 

7913120269     50-317    P 

7912130274     5O-317    P 

7912120389     50-244    P 

7912130S41     50-317    g 

7913130543*   50-317   8 

7912180456     5O-317    g 

7912180469*    5O-317    S 

79131B0597     50-317    B 

7912180602*   50-317   B 

79131B060B     50-317    S 

79131B0619*    50-317    B 

7913190364     5O-3I7    p 

7913190364     50-317    P 

7913190403     50-317    p 

7913190403     50-317    P 

7913190497     50-317    P 

7913190497     50-317    P 

7912190531*    30-244    B 

7912190571     50-317    0 

7912190571     50-317    Q 

7912210276     5O-317    S 

7912360063     50-317    S 

7913360064*    50-317    8 

7912360330    50-317   F 

7913260300     50-31B    Q 

7912370404     50-317    P 

7913370404     SO-317    p 

7913270416     50-317    P 

7913370416    5O-317   p 

7912280010    50-317   Q 

79133B001O     5O-317    0 

79133B0419    NUflEO 

7912280523     50-31B    R 

79I22B0537*   50-318   R 

7912310354    3O-317   3 

7913310357*    50-317    B 

791331  03BB     50-317    F 

79123103B8     30-317    F 

7913310416     50-317    R 

7912310416     30-317    R 

791231041B*    50-317    R 

791231041B*    50-317    R 

791231O431*    50-317    F 

7912310431*   50-317   F 

7912310482*    30-317    F 

7912310490*   30-317   F 

7912310496*   5O-317   p 

7912310502*    50-317    F 

7912310511*   30-317   F 

79I3310511«    50-317    F 

7913310335*    5O-317    F 
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AUTHOR 
AFFILIATION 

ACCESS!  QM               SUBJECT 
NUMBER                     CATE8DRY 

7912310323*         30-317         F 

7912310530*         30-317         F 

7913310530"          50-317         F 

7912310934*         3O-317         F 

7912310534*         30-317         F 

7912310541*         30-317         F 

7912310544*         5O-317         F 

7912310544*        30-317        F 

Eattella  Memorial    Institute,    Columbus 

7912130645           NUREG 

79121404B6           REB 
7912140503*        REB 

7912200279            REB 

BattellB  Memorial    Institute.    Pacific 

791204O52O          NUREO 

Northuest    Laboratory 

7912120137           NUREO 

7912120641           NUREO 

7913130326*        PH 

791214O36B            RES 

7912140391            RES 

7913170320           REB 

7912170359            HEB 

79121B015B           RES 

7912190517           RES 

7913190337            REB 

79122000IS»        71-65B1 

7912200O2O*         7J-65B1 

7912200766            NUREO 

79132.0023           NUflES 

7912210337            KUHEO 

79.231O03S            RE9 

Bear   Creak    Uranium  Co. 

79122O06O4            4O-B452 

1     Corn 

79121  3O224*         50-329         B 

Bechtel    Corp. 

79132BOSi5«         50~3^?,         „ 
791319O21O*         50-4H3         " 
79121904S7*        30-255        P 

79122B0477            50-HS9         T 

Dethtal    Poiuer  Corp.      (subs,     of  Dechtel 

7912040353*        50-387        S 

Corp,  } 

7912110024*         QA999 

7912110041*        QA999 

79121  105BO            RECOB 

7912310347            TOPREP 

7912310393*        TOPHEP 

Derteleg,     CA 

79  1  31  B  04.  16*         30-324         P 
7912050447           SO-349        G 

Black    It   Ve-atch 

7912260202*         QA999 

79133103S9           TOPREP 

Black    Kills   Alliance 
Seeing    CD. 

79121200S1           PRDJ 
791217034B           KPDRTLIC 
7912170353*        XPDRTLIC 
7912310176            XPDRTL1C 

Boeing    Computer   Bervicos,     Inc.     (subs. 

7913310180*         XPDRTLIC 
pf      7912110045*         CONTRACT 

Boeing    Co.  ) 
Begin.    M.  B, 
Boston    Edison   Co. 

7912030023            50-574         •& 
791H040239           SO-293        P 
79120403B7           50-293        B 

7912040394*          5O-393         B 

791203014B            SO-293         R 

7913060373*          3O-293         R 

7912070126*          30-393         Q 

7913070390            50-293         S 

7912070393*         50-293         S 

7912070494            ™-90Bl       _ 
7912110311           50-293        B 

7912U0313*        SO-293        S 

7912110370           50-293        B 

7912110377.         50-293         8 

7912.30333           5O-373        P 
7912120337*        50-293        P 
7913120419            50-393         P 

7912120440           50-293        F 

79121402S6            50-293         O 

79121B04B3            s?~="         ^ 

79121B0630           50-393        S 

7912180637*        5°"?Z?        „ 

7912190154            5O-471          0 

7913200383            5O-293         S 
7912200360*        30-293        3 

791220037B           B9~??^        S 

7912200379*         3O-393        R 
7912210100            50-471         Q 

AUTHOR 
AFFILIATION 

ACCESBION               SUBJECT 
NUKBER                     CATEOOflV 

7912260243            SO-293         P 

7913360B7B            50-293         B 

79122602B1*        50-393        S 

79I23701B2            50-393         S 

7913270204*         50-393        S 

7913270316            50-293         S 

7912370320            50-393         P 

7913270321           50-293        0 

7912370419            30-S93         P 

79132B0175            5O-293         B 

7912200577            5O-393         9 

7912310313            30-293         F 

7912310413            50-393         R 

79123  10114*-         50-293         Ft 

7912310453            50-293         B 

7912310434*         5-0-393         S 

Briggs   Engineer-ins    <•  Testing 

791E210433            71-363 
791221043-7*         71-363 

Jjpookliaven  National    Laboratory 

7912040103            REB 
7912040112            HES 

791204O119            HES 

7912040129            RE9 

7912040133           RES 

79120403B3            TOPflEP 

7912100001           RES 

7912100005           RES 

79121  103S5            TOPHEP 

791212010B            TOPREP 

7912120121            TOPREP 

7912120129            TOPREP 

7*71  EtlflQO^i*            71—  vG5  J 

791217029B            5O-261          F 

79131B01B1*          50-295         B 
7912100276*         CONTRACT 

Br*unifc9Rf.otSCoTpt&ls''l>»-     °f    Halliburt*. 

n      7912110110"         OA999 

Corp.  1 

79121  101  IB*         OA999 

79131304B3           50-445        n 

U      n    in-cvllle.TX 

7912310001             50-445         « 

7912310001             30-445         M 

7912310001             50-445         H 

7912310001             50-445         M 

7912310161            50-443         M 

7912310161             30-445         M 

7912310161            50-44S         M 

7913310161             50-445         M 

79133101B9            50-445         H 

7912200589           40-6732 

Hrush-Uellinan,     Int. 
C-E  Qperatina    Plants  Ouinars    Group 

7913030203           TOPflEP 
7912130447           TOPREP 

79121B05SO            50-309         P 

7912360017*         TOPHEP 

C-E  Pnuer   Systems 

7912030205*        TOPREP 
7912130363            TOPHEP 

7912180007            71-6070 

791219055B          NUREG 

California,     Elatu    of 

7912030043            PRDJ 
791  303O1  07           5O-31S        0 

7913030112*         50-3  IS         « 

7913030117*        3O-313        0 

7913060146           PRDJ 

7912070171            50-275         O 

7912070171           50-2:75        0 

7912120446            PROJ 

791312O453*        PROJ 

7913130333            PR 

7912130530            PR 

7912130349          PR 

791213033211         PH 

7912140054            50-312         0 

7912170005           50-312        O 

7912170012            50-275         Q 

79131BOOQ9           PR 

7912160015*        PR 

7713260339           PRDJ 

California,    Univ.     of,    Berkeley 

7912110373            50-574         B 

California.    Univ.     of,    Laa   Angelas 

7912050660*         30-142         P 
79120&0&61*        50-142        P 

7912O50664-*        5O-142        P 

7912050&6S*         SO—  142         P 

Capital    Legal    Foundation 

7912130274          PR 

•__  •fjf\rtt\ft7f^n           SO—  2il            *^ 

Carolina  Power   &  LIsht   Co. 

7912030177            50-334         B 

7912030223*        SO-324        u 

7912040370           3O-324        P 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


7913040303  30-334 

7912040893  30-324 

7912040340  50-261 

7912040340  50-261 

7912040340  30-261 


791204Q42H 

7912040433* 

7913040303 

7913050432 

7912050438* 

7912050463 

7912030470* 

7912050475 

79120S04BO* 

7912030534 

7912050549* 

7912050629* 

7913030,633 

7912070160* 

7912110306 

79121 10370 
7912110331* 
79121 10197» 
791212029B 
7912120303* 

7912120316 
7912120360 
7913120392 
7912120409 
7912120409 

7912120416 
791S1302B3 
79 I 21 302 BB* 
7913130354 
791213035B* 

7913130358* 

791213044B 

7912130452* 

7912130461* 

7912130461. 

7912130461* 

79I213046K 

7913130472* 

7913130539 

7913130543 

7913130594* 

7912130336 

7912I305&6 

7913130586 

7912130596 

7912I305B6 

7912140317* 

7912140319* 

7913140322. 

7912140329* 

7912140332* 

7912140337. 

791S14034&* 

7912140445 

7912140451* 

7912140504* 

7912170142 

7912170142 

7912170143 

7912170161 


161 
61 
54 

7 


50-361 
50-261 
50-324 
50-325 
30-323 

50-325 
SO-325 
5O-32S 
SO-325 
50-261 

5O-2S1 
50-324 
5O-400 
30-324 
30-400 

90-325 
50-325 
30-261 
50-324 
S 0-324 

SO-261 
50-361 
50-400 
50-324 
50-334 

30-400 
50-261 
30-26! 
50-324 
50-324 

90-324 
50-400 
SO-400 
50-400 
SO-400 

50-400 
3O-400 
50-400 
SO-325 
50-261 

30-261 

30-241 
30-261 
50-2*1 
50-261 

SO-261 
FQIA 
FQIA 
FOIA 

FOIA 

FOIA 
FOIA 
FOIA 
5O-261 
50-26 i 

FOIA 

30-400 

50-4OO 

5Q-400 

50-400 


50-400 
50-100 
SO-S61 

30-324 


AUTHOR 
AFFILIATION 

ACCESSION      SUBJECT 
NUMBER        CATEOORY 

791  227030  U    50-324    S 
7912270306     50-325    S 
7912270317*    50-325    S 
7912270335     50-324    B 
791B270342     50-400    A 

791227033B     30-261    p 
791S2703BO     30-324    P 
79132703SO     50-324    p 
7912270383     30-261    P 
7913270406     9O-324    8 

7913270414.    90-324    8 
79122704B7     50-339    B 
7912270490*    90-323   g 
7912370518     50-335    B 
7912270522     90-335    a 

7912370936     90-334    a 
791227052S*    30-325    S 
7912270929     90-325    S 
7912270534     50-261    p 
7912370535.    50-335    S 

7912270536.    50-334    B 
7912270537     50-325    S 
7912270541*    50-325    B 
7912270548     90-324    a 
7912370549     50-324    S 

7913370551*    30-323    S 
7912270396     50-323    S 
7912270338.    30-324    g 
7912270559     50-324    S 
7912370561.    50-334    S 

7912270563     50-325    3 
7912270370*    30-334    B 
7912270571"    90-325    B 
7912270572     30-335    B 
7912270383*    9O-323    a 

7912280172     50-261    Q 
791  2280  B29     50-261    8 
7912280529     30-261    9 
7912280539    50-261   S 
7913380529     50-261    a 

7913380539     50-261    S 
79122BOS29     50-361    S 
79122B0546     50-400    A 
7913380546    50-400   A 
7913280546     50-400    A 

79122B0946     50-400    A 
79122BOS55*    50-40O    A 
7912310053    50-261   Q 
7912310149     50-400    0 
7912310266     5O-324    Q 

7912310266     3O-324    Q 
79123102B2     30-324    Q 
7912310500    30-324   0 
7912310500     30-334    0 
7912310507     50-324    Q 

c?h«?"r  In,c-  laub3-  af  Aip  "•"'"ti  i 

Chemicals,  Inc.  ) 
Caterpillar  Tractor  Co. 

Center  Far  Development  Policy 

7913310507     50-324    Q 
!<  7912380648    REGOD 

7913200124     71-349 
7912200140.    71-349 
7912030023    XPDRILIC 

Center  for  Law  In  the  Public  Interest 

7912050211*    XPDRTL1C 
7912050343*   XPORTLIC 
7912050343.    30-574    G 
79130S0046     50-275    0 
7912050117    90-275   0 

Central  t  Southwest  Corp. 

7912140011     50-275    0 
7912130057    50-445   M 
791H130337    30-449   M 
7912130337     50-445    M 
7913130337     50-445    M 

7912130337    50-443   ft 
7912130361*   50-449   M 
7913130361.   50-445   M 
7912130361*    50-445    N 
7912130361*   30-445   M 

7912130366*   90-445   M 
7912130366.    50-443    N 
7912130366*   50-445   M 
7912130366.   50-445   M 
791213037B*   SO-445   M 

7913130378*   90-445   M 
7912130378*   50-445   rl 
79iai3037fl*   50-449   M 
7912260297    50-445   M 
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AUTHOR 
AFFILIATION 

Central   &    Southwest   Services.     Inc. 
Central    lauia  Pouer   Cooperative 
Cintral    Power   t  Light  Co. 


Crt em-Nuclear   Systems.     Inc. 

•Chicago    Bridge   &    Iron   Co. 
Ch  lefcering    L  Qreoorij 

Christa-Maria 

Cincinnati   Gas   t<   Electric   Co. 


Citiiens    Against   Nuclear    Dangers 
Citizens    Against   Nuclear   Power 


ACCESSION 
NUMBER 

7912130037 
79123701B5 
7912050693 
79120506B3 
79120306B3 

7913050683 
7912100300 
7912100300 
7912100300 
7912100300 

7913130057 
791S130337 
7912130337 
7912130337 
7913130361* 


Cltlians    Concerned   About  Nuclear  Power, 
Inc. 


na    United    for   Responsible   Energy 
Cltii*n»    for  Equitable  Utilities 
Cttii>n»    for  Fair  Utility    Regulation 

Cibiivns    for   a  Better   Environment 
Civil    Bgsteum.     Inc. 


Clevnland   Electric    Illuminating.   Co. 


Cl*v»land-CUff«    Iron  CD. 


79121303il« 
79121303o6» 
7912130366* 
7912130366* 

791213037B* 

7913130379* 

791313037B* 

7907260949 

79131101191 

79121B0095 

79121W703* 

7912190707* 

791S1G0353 

79121O0352 

7912130061 
791213006) 
7912140113 
7913060640 
7912O70344* 

7912130405 
7912130346 
79121704  IS 
7912090391 
7912110361 

7912110376 
7912110139 

7912130090 
7912I7030B 
7912200439 

7913200440* 

7912270336 

7912050207 

7912040455 

7912130117 

7912130117 

7912130120* 

7912130120» 

7912130131* 

79131130131* 

7912130139 
791213012B 
7913130294 
7912140295 
7912140399 


SUBJECT 
CATEOOHY 

30-443 

H 

30-331 

P 

50-445 

M 

50-445 

H 

50-445 

M 

50-443 

M 

80-445 

M 

30-445 

M 

50-415 

H 

50-445 

H 

50-445 

H 

50-445 

M 

50-445 

M 

&0-445 

M 

9O-449 

M 

50-443 

M 

90-445 

M 

50-449 

M 

50-443 

M 

30-445 

M 

50-445 

M 

5O-449 

H 

SO-445 

H 

TOP  HEP 

27-47 

71-6275 

30-219 

P 

50-219 

P 

50-361 

0 

30-361 

0 

50-361 

0 

50-361 

G 

50-3il 

G 

50-155 

G 

50-155 

0 

PR 

PR 

50-153        0 

50-359        F 

50-39B        0 


80-398 

Q 

5O-39B 

0 

50-35B 

G 

50-359 

A 

50-35B 

F 

9O-35B 

F 

5O-39B 

A 

50-3B7 

G 

50-299 

0 

&0-S99 

G 

50-599 

0 

50-59? 

Q 

50-599 

G 

50-399 

G 

50-599 

0 

50-59? 

0 

50-599 

O 

50-999 

G 

50-599 

a 

30-599 

s 

79121E007U          30-499        U 


7913130467 
7912170354 
7912170354 

7912170355* 


791217O353* 
7915280669 


7913130467 
7912050303 

7912110224 

79I20509B9* 
7912050610* 
791  2050613* 
791219OUB3 

7912190339* 
791  3040233 
791.2090919 
79120600B4* 
7912140364 

7912140364 
791E140371* 
7912140371* 
7912190275 


50-49B 
5O-49B 
30-49S 
50-476 

50-493 

FOIA 

50-373 

50-493 

50-445 


NUREQ 
HABTE  MOT 
HASTE  MOT 
HASTE  MOT 
HASTE  HOT 

WASTE  MOT 
50-440       Q 
5O-440         S 
30-440       Q 
50-44O       S 

BO-440  S 

SO-440  6 

50-440  S 

4O-B200 


AUTHOR 
AFFILIATION 

ACCESSION               SUBJECT 
NUMBER                  CATEGORY 

Coalition    for   Nuclear   Power    Plant 

7912040006            5G-2B9         Q 

Postponement 

791H040QOB*         50-2B9         G 

Coalition    for  Safe   Payer 
Colbu-Thielmier    Testinfl   Co..  Inc. 

7912170273            50-341         Q 
79122101B5            71-114 
791231O1B9*         71-114 

Cole.     Raywid   &  Braverman 

791307O231            FDIA 
7912140161            PR 

Collins,     v.P.     HO 

791231O1&9            40-B6B1 

Colorado    State   Univ. 

7913060030            PROJ 

Colorado.     State    of 

7912170392           State   Pr-nsi 

7912210091            WASTE   MOT 

7?131B0256«         OA999 

Cult    Industries,     inc. 

7912160344            5O-209         J 

Columbia  Univ. 
Combustion  Engineer  infl.     lnc- 

7912210012*         QA999 
791221QO20*         OA999 

79133'60Q17*         TOPREP 

7912310481*         50-255         P 

7912-310523*         50-255         P 

t    O.P.     National     Bureau    of 

7912040109           50-320        P 

Standard* 

7913050002            NUREG 

7912100262            90-  IS*          F 

79  12140133            71-9953 

Committee    for    Application   of    Nuremberg 

791226O354*         50-373         S 

Principles    to   US  Nuclear   Poiuor   Product 

7912260354*         50-373         G 

7912240355*         50-373         H 

791226O3S5*         50-373         Q 

Committee    to   Hridoe    the   (Jap 

7912030630           FO1A 
7912190103*         50-142         0 

7912190119H         50-142         B 

791E030162            30-249         B 

Commonwealth   Ediaon    Co. 

79  1  303O1  fife*         50-249         S 

7912030192            30-237         8 

79  13030196*         50-237         S 

7912040011*         30-10            a 

7913040361             50-10            P 

791204024,1           50-10           P 

7912040205            50-454          P 

7913040297           50-10           P 

7912040297            5O-10            P 

79  ISO  40297            5O-10            P 

7912040297           50-10           P 

7913040297           50-10           P 

7912040297           &0-1O           P 

7912040297            50-10            P 

79130404B9            50-1O            P 

79120404B3            SO-1O            P 

791204O493            50-10            P 

791204O4B3           50-1O           P 

7912040485            50-10            P 

7913050301             50-373         E 

7913O&Q190           50-265        Q 

7912070417            50-10            P 

7912070417           50-1O           P 

7912070413          90-393        S 

7912070423*          50-299         S 

7912070443           50-254         B 

7913070450"        50-254        B 

7912070453           50-295        B 

79  1  20704  57*        50-295        3 

7912100313            30-373         A 

7912110219           50-395        R 

7912110219           50-293        H 

7712  1  10233*        50-290        R 

7912110223*         50-295         fl 

791211.0309            50-295         P 

7912110309           50-293        P 

7912110318            50-295i         P 

7912110318           50-295        P 

79121103BO            50-337         P 

7913110330           50-237        P 

7913110300           50-237        P 

7912110391*          30-237         P 

7912110313*        50-293        0 

7912J10313*          30-395         0 

79121  10318*        50-395        Q 

79121  10318*        50-293        0 

7912110325*        3O-H9B        0 

7912U0325*        30-295        0 

7912120016            REGQD 

791H12Q01B3           30-254        P 

7913120333           5O-1O          P 

79  1  aia0337*        30-1  0           P 
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AFFILIATION                                                 ACCESSION 
NUMBER 

SUBJECT 

CATEonnv 

7712130330* 

50-10 

p 

7912130411 

50-  1O 

p 

7912130411 

50-  1C 

p 

7912120411 

50-  1O 

p 

7913120411 

50-  1Q 

P 

7713120411 

50-1O 

p 

7913180411 

50-  1O 

P 

791S120411 

50-  1O 

P 

7913130^25 

50-1Q 

P 

7913120425 

50-10 

P 

7913120425 

50-IO 

P 

7913120435 

50-10 

P 

7912130315 

50-3 

Q 

7912140192 
7912140366 

50-399 
SO-10 

G 
P 

79  I  21  40246 

50-10 

p 

7912140266 

50-10 

p 

79131  40366* 

FOIA 

79  121  40373* 

FOIA 

7912140372* 

FOIA 

7912140376* 

FDIA 

7912140376" 

FQIA 

7912140379* 

FDIA 

7912140379* 

FQIA 

7912140369" 

FOIA 

7912140309* 

FDIA 

791214039B 

SO  -237 

g 

7912140400* 

FOIA 

79J3140400* 

FOIA 

7913140402. 

FOIA 

7912140403* 

FOIA 

7912140404* 

50-337 

g 

7912140400* 

FOIA 

79131404QB* 

FOIA 

7912140431 

50-249 

8 

AUTHOR 
AFFILIATION 


7912140426* 
7912140426. 
7912140430* 
7912140431. 
7912140431* 

7912140435* 
7913140433* 
7913140439* 
7912140439* 
7913140446* 

7912140446* 
7912140153* 
7912140433* 
7912140456* 
79121404S6* 

7912140459 

7913140460* 

7912140460* 

7913140462 

7912140465* 

7912140465* 
7913140469* 

7912140473* 
791314047B* 

791214Q47B* 


FOIA 
FDIA 

50-249   9 
FOIA 
FOIA 

FOIA 

FOIA 
FOFA 
FDIA 
FOIA 

FOIA 
FDIA 
FOIA 

FG:A 

FOIA 

50-337        3 
FOIA 
FOIA 

50-337         a 
FOIA. 

FDIA 

50-337         S 
FOIA 
FOIA 
FDIA 


7912140481* 

7913140481* 
7912I404B5*        .  „.„ 
7913H04BS*       FOIA 
7912H0490*       FOIA 


FOIA 
FOIA 
FDIA 


7912140490* 
7913110491* 
7912140494* 
79 1S1 40494* 

791214049S" 

791214O49Q* 

7912140500* 
7913140500* 
7912140504. 

791314050B* 

7912140513* 

7912140513* 
79I2IB0013 
79131BO332 
7912180370* 

79131BQ376 
79121B0377 
7912180386* 

791S1B03B6* 
791 3 I80386* 


FOIA 

5O-337 

FOIA 

FDIA 

FDIA 

FOIA 
FOIA 
FOIA 
FOIA 
FDIA 

FOIA 
FDrA 
30-237 

50-2S4 
50-254 

30-249 

50-10 

50-10 

50-10 

30-10 


ACCESSION 
NUMBER 

79121BQ399* 

7912180419 

7912180431* 

7912180531 

79121B0531 

79I21B0531 
79121B0931 
79131B0531 
79121B0531 
7912190106* 

7913190115* 
7912190117* 

7913190122* 
7913190126* 
791219013B. 

7912190139* 
7912190139* 
7912190145* 

7913190152* 
7912190159* 

7912190190* 

7912190194* 
7912190543 
7912190342 
7913190542 

7912190543 
7912190542 

7912190543 
791H1 90543* 
7912190545* 

7912190545* 
7912190543* 
791S190S45* 
7913190543* 
7912190623 


SUBJECT 
CATEOORV 


50-249 
50-249 
50-249 
50-237 
50-237 


30-337 

50-337 
50-237 
50-337 

FOIA 

FOIA 
FOIA 
FOIA 
FOIA 
FOIA 

FOIA 

FOIA 
FOIA 
FOIA 
FOIA 


FOIA 

50-237  p 

50-237  p 

50-237  p 


50-237 

P 

HO-337 

P 

50-237 

P 

50-337 

P 

30-237 

P 

50-237 

P 

30-337 

P 

50-237 

P 

50-237 

P 

50-249 

P 

7912190626* 

7913200404 

7913310169 

7912310349 

791H270200 

7913270254 

7912370365* 

7912370367 

7912270267 

7912270375* 


50-249  P 

50-265  Q 

50-373  Q 

50-10  p 
NUREQ 


50-337 

30-237 

50-3 

50-3 

50-3 


7912270273* 
7912270273* 
7912370275* 
7913370343 

7913270345 

7912270343 
7912370394 
7912370394 
7913270439 
7912370459 

7913270464 
7912370469 
7912270169 
7912270469 
7912270469 

7912370469 
7913270469 
7912370469 
7912270470 
7912H7047O 

7913270470 
7913270470 
7913370470 

7912270470 
7913270397 

7912280333 
79123B0333 
7913290333 
7912280333 
7912380605 

7912380605 
7912280609 
7913310348 
7912310348 

791231034B 

7912310348 
791331034B 
7912310349 
7913310348 
791231O359B 


30-3 

50-3 

50-3 

50-10 

50-10 

50-10 
30-234 

50-251 
30-237 
50-337 

50-295 

30-10 

50-10 

50-10 

30-10 

50-10 

50-10 

50-10 

30-237 

50-237 

50-237 
30-237 
50-237 
30-237 
50-237 

30-337 
30-237 
50-337 

30-337 
30-10 

SO-10 
50-10 
30-10 
50-10 

30-10 

50-10 
80-10 
30-10 
50-10 
30-10 


B 

S 

a 
p 
p 

p 
p 
p 
p 
p 

p 
p 

p 
p 
p 

p 
p 

p 
p 
p 

p 
p 
p 
p 

H 

H 
H 
P 

P 
P 

P 
P 
P 
P 
P 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMB  EDI 

SUBJECT 
CATEGORY 

791231  03tl 

3D-10 

P 

79123  1O36I 

50-10 

P 

79123  1O37O 

30-237 

P 

Coaraunitij    Supported    Television   LA' 

7912O7O1A5 

FOIA 

Cal  Ifornla 

Computer   Data   Systems*     Inc. 

7912200190* 

CONTRACT 

Concerned   Cltiietis    Reactor    Eiport   Review 

79121  1O3B3* 

SO-574 

O 

Hoard 

Connecticut   Yankee  Atomic  Power  CD. 

7912O30I73 

30-213 

P 

7912O4O3Qfi 

50-313 

P 

7912O405O1 

SO-213 

3 

7912O704DO 

50-213 

P 

791210019&* 

50-213 

0 

79121402B5 

50-313 

a 

7912170244 

50-213 

a 

7912170394 

50-313 

p 

7913170394 

50-313 

p 

79131BO348 

50-313 

p 

7912180437 

50-313 

R 

791218O441* 

50-313 

R 

79121G047& 

50-213 

p 

7913!B0478 

50-313 

p 

7912310109 

SO-313 

a 

791221O3SS 

50-213 

p 

7-?|33iOllt* 

80-313 

a 

79122iO2i2 

50-213 

s 

791337O403 

50-313 

p 

7912270339 

30-313 

p 

Canner*    Moore  &  Corner 

79131  lOSil 

50-35B 

o 

79121SO3&1 

5D-.fli 

G 

791313O09O 

50-3S3 

C 

791S130115 

50-395 

G 

791219O085 

50-272 

0 

791221O4O3 

SO-395 

G 

79122&0290 

37-39 

Consolidated   Edison  Co.     of  New  York 

7912O404&S 

50-347 

Q 

79l204O4&(b 

50-247 

P 

79I3O4O47O 

50-247 

P 

79i2O5O172«- 

50-247 

0 

7913O&O611 

PRM 

7912120465 

30-247 

S 

7912120469* 

50-247 

S 

791213O3E34 

50-3 

P 

791313O2S4 

50-3 

P 

791213O2S4 

5O-3 

P 

77121  3O291* 

30-3 

P 

791213039H" 

50-3 

P 

7912130291* 

50-3 

P 

79121303OAC 

50-3 

P 

791313030i« 

50-3 

P 

79121303DA« 

50-3 

P 

7913130467 

50-347 

P 

7912140137 

50-20i 

H 

7912140158 

50-3 

H 

791214O1BS 

30-3 

H 

791314O333 

50-3 

R 

791214O11O 

50-317 

3 

79l21404ll» 

50-247 

S 

79131701Bi. 

SO-3 

a 

7913170245 

50-S47 

R 

7912170299* 

30-347 

R 

79  IE  170302 

5O-3 

R 

7912170302 

30-3 

R 

791S17O302 

50-3 

R 

791317O307" 

50-3 

R 

79121BO323 

50-372 

P 

79121SO3A1 

30-3 

P 

79121B05il 

50-3 

P 

79121901'916» 

FOIA 

7913190204* 

FOIA 

7912190236* 

FOIA 

791219O33&* 

FOIA 

791»190242» 

FOIA 

791S19O249* 

FDIA 

79iai9OBS3* 

FOIA 

7912I902S6* 

FDIA 

7912190295* 

FOIA 

7912190  306» 

FOIA 

79iai9O31B> 

FDIA 

791319O332* 

FDIA 

791  2190347" 

FDIA 

7912190337* 

FOIA 

79iai9O3A7« 

FOIA 

7912190  3B2« 

FOIA 

791  2270  IBS 

50-247 

P 

AUTHOR 
AFFILIATION 


Consumers   Pouier   Co, 


ACCESSION 

NUMBER 

791237O190* 

791S27O232 

791237O3A7 

79122702" 

7713270367 

791237O373* 

7913270312 

7712270339 

7913370339 

79122flO33i 

79122O022A 
79  1220.023  7  » 
79122B0257* 
79133101DI 
7913310303 

791231O4Q3 


791231O410* 
7912030155 
7913030  JOB 

791  3030  IDS 
79  1  30301  VI  » 
7912Q3Om» 
7913O4O11O 
7912040219 

79120402ab 


7912Q4OH7 
7912040447 
7912050497 

7912OMHH3" 


77I20AQ45Q* 
79120&05OQ 

7912060508 
77I2D&O90B 
79120*0900 
7712060319 


7912O&O534 

7913040533* 

7912040631 

7912<WiQfi31 

79130iQ&22» 

7913060623* 
79120M)623* 
79I2O6QA33* 

79  laoto&TH" 

7913060623* 
791HO&O62&" 


79120&OA27" 
7912060fi27« 


7912O60A37" 


791SOAOt30» 
791  2O6O&30* 


79  120606:1  1  « 


79I20A0634* 


7912D&OA3&* 


7912O&O637* 


EHIBJECT 
CATEGORY 

30-247 

50-247 

3O-3 

5O-3 

50-3 

50-3 

50-247 

50-3 

5O-3 

5O-599 

50-599 
SO- 599 
50-599 
SO-3 
50-247 

50-247 
50-217 
50-247 
5O-329 
5O-3H9 

5O -33 9 
50-329 
50-329 


<] 
C 
d 

C 

C 
C 

It 

5O-253   0 


5O-339 
30-329 
50-155 
50-153 
50-153 

50-329 
30-353 
50-133 
50-133 
50-133 

50-153 
30-135 
50-133 
5O-255 
50-353 

50-235 
50-333 
50-199 
50-135 
50-153 

so-isa 

5O-135 
SO-135 
50-155 
3O-I35 

50-135 
50-155 


791SOW1M1* 
7912070130 
791B07OJ2O 
7912070125 

7912070123 

791207O344« 

791H07D413" 

7912O70414* 

791B07O419* 


7912070433" 
791207O429* 


7912O7O435* 


50-153 

50-133 
30-155 
30-155 
SO- 135 
SO- 1 35 

50-133 
SD-195 
SO- 153 
50-103 
5O-135 

5O-15S 
SO- 198 
50-133 
3O-133 
3O-13S 

3O-135 
3Q~133 
50-329 
50-339 
50-159 

50-155 
50-1 33 
50-159 
SO-1S3 
30-133 

30-133 
50-153 
30-133 
30-133 
30-133 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

7912070441* 

HO-153 

P 

7913070449" 

50-155 

P 

7912070451 

30-329 

A 

7912070450* 

50-155 

P 

7912070463* 

30-153 

P 

7912070467* 

50-153 

P 

7912100374 

30-155 

P 

7912110303 

50-255 

P 

79121103S8 

50-329 

9 

7912)10363 

50-337 

8 

7912110365 

50-329 

S 

7912H0373* 

50-339 

S 

7912120180* 

50-329 

Q 

791  31  20397 

50-327 

A 

7913120432 

50-155 

0 

7912120436* 

50-155 

Q 

7912130195 

50-155 

0 

7912130217 

50-329 

S 

7912130239 

90-255 

P 

791213027B 

PR 

7912130293 

30-353 

R 

7913130297* 

30-233 

R 

7712130396 

PR 

7912130344 

50-329 

B 

7912130314 

50-329 

S 

7912140407 

50-133 

S 

7712140409* 

50-155 

B 

7913140412 

50-153 

a 

7912140413* 

50-155 

B 

7912140415 

50-253 

p 

7912170009 

50-155 

G 

79121  7005B 

50-155 

0 

7912170179 

50-155 

0 

7912170335 

50-155 

p 

79121B0176 

50-339 

S 

7912180176 

50-329 

S 

77121BO212 

50-329 

M 

7912180212 

50-329 

M 

79131B050B 

50-255 

S 

7913180512* 

50-255 

3 

79121B0514* 

50-255 

B 

7918180517* 

50-255 

S 

79121B0526 

50-329 

B 

79121BOS26 

50-329 

S 

7912180604 

50-155 

F 

7912170466 

50-235 

P 

7712200678 

50-253 

0 

7912210146 

50-159 

P 

7912210146 

30-155 

P 

7912210182 

50-155 

P 

7912270173 

50-329 

A 

7912370173 

50-329 

A 

7912270177* 

50-329 

A 

7913270197* 

30-329 

A 

77122804B3 

50-329 

S 

7912280483 

50-329 

B 

7912280499 

50-255 

0 

7912280522 

SO-329 

R 

77122B0522 

50-329 

R 

7913280560 

50-329 

S 

7913380560 

30-329 

B 

7912310296 

50-255 

O 

7912310344 

50-255 

P 

7912310355 

50-193 

P 

7912310364 

50-295 

S 

7912310373 

50-235 

p 

7912310417 

50-235 

3 

7912310425* 

50-255 

3 

7712310436 

50-253 

3 

77  1231  0141* 

50-255 

B 

791231045B 

50-135 

P 

7912310476 

50-253 

P 

77  123  104  B3 

50-159 

8 

7712310491 

REOOD 

7912310492* 

50-155 

B 

urn  Belt  Pnwtr  Cooperative 
ornell  Univ. 

7912310517* 
7712190307 

7913100335 

50-235 
50-331 
50-97 

P 
J 
J 

otter  Corp. 

7912200376 
7912030026 

PROJ 
HASTE  M8T 

ouncil  o*  Energy  Resource  Tribe* 
ouncil  on  Environmental  Quality 

7912060073 
791  220007  1« 

PROJ 

SO-2B9 

0 

qvinston  Ii  Burling 
r««r*>  ITU. 

7712210184 
7912110438 
7912180019* 

PDR  MI  EC 
30-230 
CONTRACT 

M 

AUTHOR 
AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 
CATEGORY 

7913310202 

NUREQ 

Critical  Mass  Energy  Project 

7712050343* 

XPOWTLIC 

7712130333 

PRM 

Cyprus  Mines  Carp. 

79I31702BO 

WASTE  HOT 

7912200980 

WASTE  M8T 

Dairy  land  Power  Cooperative 

791204O41B 

SO-409    8 

7912010433* 

30-409    8 

7912030493 

30-109    P 

7913100242 

50-109    F1 

7912100310 

50-409    P 

7912110206 

SO-409    R 

791H11O209* 

30-409    n 

7912110240 

50-409    P 

7913120269 

30-409    P 

7912130006 

SO-409    Q 

7912130107 

50-109    P 

7913140416 

30-409    P 

79121B01G9 

30-409    P 

7912180363 

5O-409    D 

7712180577 

5O-4O9    D 

7912100590* 

50-4O9    D 

7913300427 

90-409    P 

771220096B 

50-409   FJ 

771220O571* 

9O-409    Q 

7912210174 

30-409    Q 

7912370300 

30-109    P 

7913270406 

50-409   fl 

7913300464 

SO-409   9 

7913310497 

50-409   a 

7912310504* 

SO-409    B 

Dallas  Fouler  &  Light  Co. 

79122B0629 

30-443   M 

Dames  &  Mooro 

79121  1O346* 

3O-409    P 

791219Q670* 

30-819    P 

DeKalb  Area  AllianCH  for  Responsible 

7912S60333* 

30-373    Q 

Energy 

7912260363 

30-454    0 

DehevoisB  ti  Liberman 

79122BQ627 

SO-44S    M 

7912280627 

50-443   M 

79122H0629 

50-413   M 

77(3200629 

50-445   M 

Delaware,  State  of 

7912050491- 

90-272   F 

7913130463 

PR 

Denver,  Univ.  of 

791  2070192" 

CONTRACT 

Detroit  Edison  Co. 

791  2030200* 

30-311    K 

7912040364 

30-341    A 

7912040500 

30-311    A 

791H1203B2 

30-311    fl 

7912120437 

50-341    B 

7912120563)1 

30-341    Q 

7912140430 

30-341    A 

7912180920 

50-341    || 

791S270440 

30-341    A 

7912270553 

90-341    A 

7918270969* 

9O-34  1    A 

7912310194 

REOOD 

Doggett,  S.  A. 

7912200631 

30-466    fl 

791231O168 

90-466   0 

7912310170* 

SO-466   0 

7912310170* 

90-166   0 

Dougherty.  J.  B. 

791  S3  101  03' 
7912100374 

30-466   0 
FOIA 

Douglass  &  Barham 
DQU  Chemical  Co. 
Dresser  Induitrlaa,  Inc. 
Duki  Power  Co. 

79131700BH 
791H13Q39Q* 
7912130109 
791  H  60464 

90-113   0 
50-261    H 
XPORTLIC 
30-369   a 

7912040010 

50-369   fl 

7912040130 

30-113   Q 

7912040293 

50-267   P 

7913040273 

30-269   P 

7712040293 

30-269   P 

7712040355 

3O-269   P 

7913040113 

90-269   P 

7913010413 

30-269   P 

7912040418 

50-367   P 

7712040434 

80-269   Q 

7718040434 

30-B69   Q 

7912040134 

90-269   Q 

7912040474 

30-267   B 

7712040476* 

50-269   B 

7712040479* 

BO-B69   8 

7912010312 

50-369   A 

7713040513 

50-369   A 

77IB040516 

50-269   P 

7912040316 

50-269   P 

7912040316 

fiO-269   P 

CORPORATE  SOURCE  INDEX 


AUTHOR                                                ACCESSION 
AFFILIATION                                                    NUMBER 

SUBJECT 
.      CATEGORY 

791  30103  IB* 

50-269 

P 

7912040318* 

30-369 

P 

791204091B* 

30-269 

P 

791B050503 

50-36.9 

S 

7913030303 

30-369 

s 

79120S031B 

50-369 

0 

7912050593 

30-369 

a 

7912050392 

50-369 

3 

7912O50594» 

50-349 

B 

79120S0594* 

30-369 

a 

79130601BBft 

30-369 

Q 

7912060502 

50-269 

P 

7912060502 

50-269 

P 

7912060302 

5Q-269 

P 

7913060549 

5O-KA9 

a 

7912060549 

50-3A9 

Q 

7912060549 

50-269 

Q 

7913070439 

50-HB7 

s 

7913070442* 

30-287 

s 

7912100165* 

50-H69 

a 

7912110229* 

SO-370 

a 

79  131  10330 

3O-4O9 

p 

7912110362 

50-287 

s 

79121103801 

5O-2S7 

B 

79121  10365 

REOOD 

7912110384 

REOOD 

791  SI  20394 

5O-269 

S 

7912130434 

30-269 

P 

7912120134 

5O-269 

P 

7913120434 

5O-S69 

P 

7912130080 

5O-49t 

0 

7912130411 

5O-269 

8 

7713130411 

50-269 

S 

7912130411 

5O-269 

B 

7912130419 

5Q-4O9 

P 

7912130430 

5O-S87 

S 

7913130556 

5O-287 

a 

7912140343 

50-369 

0 

7912140348 

5O-2&9 

0 

7912140348 

5O-Z69 

Q 

7913170127 

5O-249 

Q 

791217O127 

SQ-269 

Q 

7912170211 

5Q-2&9 

0 

791317O223* 

5O-269 

a 

7913170287 

5O-4O9 

s 

7913170289* 

30-409 

s 

79121&O16O 

5O-27O 

P 

79121B0161 

5O-413 

Q 

7913100163* 

SO-27O 

P 

7912180375 

5O-269 

R 

7912180375 

5O-269 

R 

7912130375 

5O-269 

R 

79121803B4S 

5O-HA9 

R 

79121-80384* 

5O-2i9 

R 

79121B0384* 

50-26.9 

R 

79121B05B8 

50-4  1  3 

B 

7912IBO5BB 

50-413 

B 

79131  BQS93* 

50-4  1  3 

S 

79121  Q0593» 

5O-413 

3 

7913190710 

5O-369 

S 

79  131907  ID 

50-369 

3 

791219O79O 

5O-269 

Q 

7912190790 

30-269 

a 

7912190790 

5O-269 

a 

7912210075 

5O-269 

a 

7912210073 

3O-269 

0 

7913210073 

50-269 

Q 

7913S1014S* 

50-491 

a 

7912210151 

3O-369 

A 

791331O151 

50-369 

A 

7913210171 

30-369 

F 

7912210171 

3O-369 

F 

791321023B* 

50-269 

a 

791321033B* 

5O-269 

Q 

7912210348* 

SO-  269 

Q 

7912210248* 

5O-269 

0 

791321O24B* 

30-269 

a 

7913270366 

3O-2&9 

p 

7913370246 

30-269 

p 

7912270366 

50-269 

p 

7912270387 

30-369 

A 

7912270332 

30-3&9 

A 

7912270399 

30-2i9 

P 

791227039? 

30-249 

P 

791327O399 

30-269 

P 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

79123704S1 

5O-269 

P 

7912370451 

SQ-269 

P 

7913270451 

50-2&9 

P 

7712270496 

5O-48B 

A 

791227049A 

50-488 

A 

7913270496 

50-4SS 

A 

7712270496 

5O-4BB 

A 

7913270496 

30-433 

A 

7913270496 

50-4B8 

A 

7912270503 

SO-27O 

S 

791SS70509* 

5O-270 

B 

7912270577 

5O-269 

I 

7912370S77 

30-269 

7913270577 

30-269 

7913270577 

50-269 

7912270377 

50-269 

7913270577 

5O-269 

7912270577 

5O-269 

79122S0017 

50-269 

O 

79132B0017 

50-269 

a 

79122S0017 

5O-269 

a 

7912280159 

5O-367 

a 

7913SB0497 

SO-27O 

s 

7912310003 

5O-369 

a 

7912310003 

5O-269 

a 

7912310003 

50-269 

a 

7912310022 

5O-269 

a 

7912310033 

30-269 

a 

7912310022 

5O-269 

a 

7912310460 

5O-369 

A 

7912310489 

5O-413 

B 

79123104B9 

5O-413 

S 

7912310493* 

50-413 

a 

79123  1O493> 

5O-413 

a 

Duquesne   Light  Co. 

79130401Q5» 

30-334 

a 

79130402B9 

5O-334 

P 

7912040379 

SO-  3  34 

p 

7913040439 

50-334 

R 

7912040443* 

50-334 

R 

7912040522 

5O-334 

s 

79120B046S 

50-334 

p 

791206QSD5I 

5O-33fl 

a 

79  121  00224* 

50-33« 

a 

7912100305 

5O-334 

p 

79  131  0031  1« 

5O-33* 

p 

791311034B 

5O-412 

s 

7912110353' 

50-412 

s 

7912120312 

5O-334 

a 

7912130627 

5O-334 

a 

7912130634* 

50-334 

s 

7912170164 

50-334 

a 

7912170102 

50-334 

a 

7912170232 

5O-334 

a 

79121  B0363 

SO-  334 

R 

79131B036S" 

5O-334 

R 

79131H0633 

5O-334 

G 

791  3  180639* 

SO-  334 

B 

7913370354 

50-334 

p 

7913370370 

SO-334 

p 

791S2704S6 

50-334 

p 

7912270502 

30-334 

s 

7913370506* 

50-334 

B 

7912270520* 

5Q-334 

a 

7912260002 

50-334 

a 

79132B0473 

SO-412 

A 

7913310343 

50-334 

i 

79133103B5 

5O-334 

a 

E,  I.  du  Pant    de  Nemoura    &  Co.  .    Inc. 

791  S  100310 

30-416 

A 

79132  10434» 

71-344>7 

EO  A  0.     Inc. 

791  30301  57> 

SO-  263 

p 

7913140296 

HEB 

7912140300 

RES 

7912140309 

RES 

7913140314 

RES 

7912140340 

RES 

7912170194 

RES 

79121B0146 

HEB 

7913190066* 

50-244 

p 

7912190367 

REB 

7912190570 

flEB 

791231Q134* 

30-335 

p 

Eatonr    R,  O-  •    P.  E. 

79)2190671" 

3O-at9 

p 

Ebasco  Servlcei,     Inc.     (cubs,     of  Ernureh 

7912050097 

5O-974 

Q 

Corp. 


7912110572 


418 


CORPORATE  SOURCE  INDEX 


AUTHOR 
AFFILIATION 


Eberltne  InxtruBent  Corp. 

Edseconb-Hartln  County  Eloctric 

Neabershtp  Corp. 
Ellison  Electric  Institute 
Edlou  International  Co. 


Electric    Pouer   Research    Institute 

Energy    Fuel*   Hucltar,     Inc. 
Energy    Incorporated 


Enerjy,  D»pt.  of 


ACCESSION 
NUMBER 

79131B0934 

7912180541* 

7912310194* 

791231D03& 

7912210037 


SUBJECT 
CATEGORY 

TOPREP 
TDPREP 
50-466  A 

REcea 

XPORTLIC 


7912180301     3O-339    H 


79121304B1 
791  2O  30218' 
791306O17B 
7912100216 

7912140122 
7912170369 
7912180096 
7912180106 
7912270373* 

7912190010 

7912310464* 

7913310465* 

791231O469* 

7912310473* 

7912310487* 

7912310495* 

7912310501* 

7912030243 

7912030244* 

79)2050458 
7912060204 
79121  102BO 
7913U02B4* 
79121301S4* 

7912130450 

7912140112* 

7912140116 

7913170136 

7912180097 

7912190(30 

7912210419 

7912210425* 

7912260161 

79122B0233 


PR 

XPOfiTLIC 
XPDHTLIC 
XPDBTLIC 

XPDHTLIC 
XPQRTLIC 
XPORTUIC 
XPOBTUIC 
50-3  P 


4O-8681 

50-155  P 

50-153  P 

5O-135  P 

50-155  P 


791331Q247* 
7912110554 


wirom»»ntal   Policij  Center 
wirDt..nnt»l   Policy    Instituti 

ivironBBntal   Protection  Aienc 


rnergy.rjept.of,    Clinch  River  Breeder 
Reactor   Plant 

791230037B 

in.rgy.Dept.  of,     Idaho   Operations    Office         7912?JS309 

nvironaental   Coalition  on  Nuclear  Po-er     7912060039 

7912060083 
7913110043 
7912120055 
7912120063 

7912130559 

7912130562* 

7912170093 

7912210423 

7912280614 

7912050343* 

7912050617 

7912050617 

7912130293 

7913180583* 

7913190136* 
7912190144* 
7912190148* 
7912190225* 
79I2I90453 

7912200114 

7912200171* 

7912380177* 

7912280203* 

7912280203 

79122B0676* 

7912210138 

7913130403 

7912170417 

7912190780 

7912300169 
7912200173* 
7912310190 
"on       7913100407* 


5O-255 
50-259        ; 
50-235        I 
XPDRTLIC 
XPORTLIC 

71-5467 

PROJ 

XPQRTLIC 

XPDRTLIC 

PROJ 

PR 

70-2623 

71-6345 

71-9OO9 

PR 

71-9833 

71-5467 

71-5467 

XPDHTLIC 

PR 

50-320        H 
RECCD 

50-537        A 

RECOD 
RES 

PROJ 
PfiOJ 

50-277        0 
PHOJ 
PHOJ 

PR 

PR 

5O-3B7        fi 

SO-289        B 

PR 

XPDRTLIC 

PRDJ 

PflOJ 

PR 

50-409         0 


».      o 
ton  flinerali  Co.  ,    USA 


40-8727 
40-8727 
40-8737 
HASTE  MCT 
50-272        P 

PR 

UABTE  HCT 
WASTE  HCT 
HASTE  MOT 
PROJ 

27-10 

XPOHTLIC 

PROJ 

PRBJ 

40-B103 

40-8103 
40-8103 
40-6103 
50-3  p 


7912100456*         50-3 


7912120303 
7918130475 


AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORV 

7912190639 
7912200000 
7913300011* 
7912200029* 
7912200110 

NUREO 
71-ft3(Jl 
71-A3EH 

71-69H1 

7i-A,aui 

7912270124 
7913300003 
79122BOQ06* 
7912280223* 
7912200240* 

71-3 
7t-63ni 
71-A3H1 
50-244         P 
3O-H44         1' 

FURCO  Consulting  Engineers  b  Geologists 

Federal  American  Partners 

Federal  American  Partners  (Mining) 


7913280371*  SO-:!1?? 

7912070430*  5O-1D 

771203001H  40-447^ 

7912100179  4O-4472 

79131001040  40-4492 


Federal  Emergency  Management  Agoncy 


7912310373 
7912Q5O371« 
7912050573* 
79 130305 7B» 
7912050301* 

Federal  Interagencu  Central  Coordinating,  791303O36S 

Committee 

7912030395 

Federal  Prisons  Indue tries  79I221O307* 

Finland  7912380116 

Fischer  Controls  Co.  .  Inc.  (subs,  of  7912110111" 

Monsanto   Co.  ) 


4G-44VK 
Statu    Prog 
State    Prop 
Btuta    Pruo 
State    Proy 

Btaia   I'rao 
State    Prng 

CONTRACT 
XPORTLH: 

OA99? 


Fleischaker,    D.    5. 


Florida  Cities 

Florida  Pouar  &  Light  Co 


79ia05OO46 
7912050117 
791306060H 
791H100403 
7912110432 

7912130160 
79 121 301 6O 
7912130160 
7912140011 
7912140011 

7912370064 
7912310437 
7912060020 
7913300207 
7912030146 

7913030149" 
771 3030 152 
7912O3016OK 
7913030211 
7913040276 

7912040423 

7913040423* 

7912040430 

7912040444* 

7912060493 

7913070127 

7913100433* 

7912110199* 

7912110304 

79121103O4 

7912110324 
7913110430 
7913130030 
7912130239 
7912130264* 

7912130440 

7912130497* 

7913130334 

7912130536* 

7912130632 

7912130639 

7913130641* 

7912130647* 

7912130633 

7913130630* 

7913140014 
7912140239 
7712140246 
79131402SB 
7912140290 

7913140337 

79121B0243 

79121B0243 

7912100333* 

7912190320 

7913190333* 

7913200004 

7912200004 


30-375 

50-H7!! 

70-363'.! 

30-373 

70-a&H3 


50-S7»  0 

SQ-27»  0 

SO-27!)  0 

30-373  0 


30-373 

0 

30-373 

0 

30-230 

M 

50-30V 

M 

50-231 

11 

30-3  »1 

E) 

30-3  SO 

(I 

30-23O 

n 

30-2SO 

n 

SO-2DO 

i1 

30-333 

ti 

50-335 

0 

3Q-33S 

B 

SO-33B 

£1 

30-333 

P 

SO-3EIO 

P 

30-33H 

0 

30-30'J 

0 

90-250 

P 

30-250 

P 

50-335 

P 

30-230 

h 

50-33O 

0 

30-333 

P 

50-333 

P 

50-333 

n 

30-333 

n 

30-330 

n 

50-23O 

n 

30-23O 

0 

30-333 

(1 

30-250 

a 

30-333 

ti 

30-230 

ti 

30-230 

n 

30-230 

» 

30-330 

B 

30-230 

I' 

TOPItEP 

50-333 

P 

30-3BV 

n 

50-250 

p 

30-330 

p 

50-3B9 

o 

50-250 

Q 

30-330 

B 

50-830 

Q 

3O-Z3D 

0 
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419 


AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

791E20040B 

50-335 

P 

791220030B 

50-230 

P 

7913370098 

SO-  389 

Q 

7913270330 

30-350 

P 

7912270350 

SO-2SO 

P 

7912270357 

50-333 

P 

7912370391 

50-250 

P 

7913270429 

50-330 

F 

7912370439 

50-350 

F 

7912270313 

50-350 

P 

7912270513 

50-230 

P 

791Sa70B24 

50-350 

P 

79122B0548 

50-250 

P 

79132B054B 

50-350 

P 

7912310072* 

30-3  B9 

Q 

7912310130 

HEOQD 

Florida   Pouer   Corp. 

7912030154 

30-302 

S 

7912030157* 

50-303 

S 

7912040441 

30-302 

P 

7913040499 

50-302 

P 

791  2O  4  0503" 

50-302 

P 

7912060666" 

SO-3O3 

Q 

7912070460 

50-302 

P 

7913100114 

50-303 

0 

79121O0307 

50-303 

Q 

7912100269 

30-3O3 

S 

79121O027S* 

50-303 

3 

7912110330 

50-303 

S 

7912110331* 

SO-302 

B 

79121  10351 

50-302 

P 

7912110410 

50-302 

P 

7912110417* 

5O-3O3 

P 

79131302BS 

5O-303 

P 

7912130201 

SO-302 

F 

7912140322 

5O-302 

P 

7912140339 

50-3O2 

P 

79I21B0371 

50-3O2 

P 

79121BQ273ff 

5O-3D3 

P 

7912IB0391 

SO-3O2 

H 

7912ia039B« 

5O-3O2 

R 

791219026B 

5O-302 

P 

7912190639 

5O-3O2 

J 

7913190795 

5O-3O3 

Q 

7912260339 

50-302 

8 

7912260243B 

5O-3O2 

3 

79132&0345 

SO-302 

F 

79122fi0334« 

5O-303 

F 

7913370375 

50-302 

P 

7912310010 

5O-302 

Q 

7912310016 

50-303 

Q 

791231001B 

5O-303 

Q 

7912310333 

5O-30S 

F 

7912310536* 

50-302 

F 

7912310540» 

50-3O2 

F 

Florida    Stale    Univ. 

7913H04B3* 

RES 

Florida.    State    of 

79133B021B 

PR 

Florida.    Univ.     of,    Gainesville 

791331005B* 

50-83 

Q 

Fo>i     Fan-   d  Cunningham 

7912050160 

50-2B9 

0 

7912180346 

5O-2H9 

0 

Franklin    Institute/Frank  1  in   Research 

7912120539 

FOIA 

Cent  er 

Friends    of    tho   Earth 

7912100352 

90-361 

0 

7912100352 

50-361 

0 

7912130061 

50-361 

e 

7912130061 

SO-36I 

0 

7912130453 

PR 

7913140423 

50-334 

0 

7913170007* 

50-70 

0 

79122B050B 

30-37S 

0 

Friends    of    tha   Filipino  People 

79121  10330" 

50-574 

0 

Gage-Babe  DC  b   Associate*.     Inc. 

7911190530* 

30-322 

0 

General    Atomic   Co.     (subs,     of  Oulf   Oil 

7912070226 

71-6300 

Co.  ) 

7913O70360" 

FDIA. 

7912120013 

PR 

General    ElHCtrie   Co. 

7912030071 

50-574 

A 

79130)30315 

XPORTHC 

7913040313 

TOPREP 

7912060521 

TQPREP 

7913070391 

TOPREP 

7912100330* 

50-3 

P 

7912110167* 

40-7344 

7913110396* 

30-237 

P 

7912110532* 

30-293 

0 

79131S004B 

70-130B 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

f 

7912130476* 

XPDRTLIC 

7912130156 

70-130B 

7912130*93 

S  0-4  47 

A 

7912130496 

PR 

7913130300* 

30-447 

A 

791213053B 

TQPREP 

7913130553 

50-371 

P 

7912130566 

TDPREP 

7913140243 

SO-7O 

P 

7912140251 

TDPREP 

7912140365'* 

30-70 

P 

7912170017* 

SO-7O 

G 

7912170103* 

50-293 

P 

79121B0156* 

FDIA 

79121BOS23 

TOP  REP 

79121SOS74 

TOPREP 

791219030? 

TOPREP 

791219054B 

TOPREP 

79131  90399 

NUHEQ 

791220033'? 

XPDRTLIC 

7912200381 

TDPREP 

7912200397 

XPDBTLIC 

79122&024&* 

50-393 

P 

7912270109 

TOPREP 

7912370292 

TOPREP 

79122B0143 

liEGOD 

79123101B2 

REOOD 

General    Electric    Co,  ,    Nuclear   Energy 

7912Q40235* 

TDPREP 

Products    Div. 

7912050559 

TOPREP 

7912120551 

KPDRTLIC 

7912140146 

XPORTLIC 

7912190-112 

KPORTLIC 

79123B0547 

TOPHEP 

General    Electric    Operating    Plant    Owners 

7912130149 

TOPREP 

Group 

79tai301S2e 

TdPREF 

General    Public   Utilities    -   GPW  Service 

7912040087 

50-389 

1 

Corp. 

7913040104 

50-32O 

P 

7912040345 

50-2B9 

I 

791SO5O311 

50-2B9 

I 

7913130243 

50-3B9 

0 

7913260319 

SO-2B9 

I 

79122B0477 

50-289 

T 

7912360-179 

50-2B9 

T 

7912310446 

50-32O 

P 

General    Services   Administration 

7913040034" 

40-341 

791323000)7 

40-341 

Georgia    Pc-war  Co. 

7912040007 

50-331 

0 

7912040007 

SO-3H1 

Q 

7912040445 

50-424 

A 

7912050150 

50-331 

P 

7915050150 

50-321 

P 

791  2030  15S» 

50-321 

P 

7913050133* 

50-331 

P 

791203044:0 

50-36& 

S 

791HO50443- 

50-3i& 

S 

7913Q50450 

50-321 

a 

79  120504570 

50-321 

B 

7913050533 

5O-3S  1 

f 

7912030533 

50-321 

P 

7913070443 

50-366 

B 

79J207044B* 

50-366 

S 

79131OQ139 

30-321 

H 

7912110055 

50-331 

Q 

7912110053 

9O-321 

fl 

7912110330 

90-321 

S 

79131  io333» 

SO-321 

S 

791211036B 

5Q-3hb 

a 

7913110372* 

5Q-3it, 

a 

79121303B4 

BO-  364. 

B 

791E130392* 

3O-3(.6 

3 

7912130394 

50-3&6 

S 

79131304OD* 

30-366 

a 

7912130404 

30-366 

a 

791313Q40B* 

3O-366 

B 

7912130413 

9O-366 

a 

7712130421* 

5O-3fa6 

a 

7913130424 

QO-321 

a 

79121  30426 

50-331 

a 

791S1  30436* 

SO  -321 

B 

791S140236 

30-424 

A 

7913140236 

5O-424 

A 

791E  14.0321 

SO-321 

P 

18 
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AL/THDH 
AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 
CATEGORY 

«l-llnn    Instrument  Corp. 

79  121  BO  534 
7912180341* 
7912210194» 
7912310036 
79I23JOO27 

TDPREP 
TOPREP 
50-4&&         A 
REGGD 
XPORTLIC 

Igacanb-Hartin  C  d-unty   Electric 
lenbership  Corp, 
lisun   Electric    Institute 
low    International    Co. 

79121BO301 

771213Q4B1 
791  20302  IB* 
7912O6017Q 
7912100216 

3O-339         II 

PH 
XPORTLIC 
XPORTLIC 

XPOHTLIC 

ectric    Power  He  lean  h    Institute 

7912t40iaS 
7912170369 
791ZIBOO9& 

79  1  2270373" 

XPDRTLIC 
XPORTLIC 
XPDRTLIC 
XPDRTLIC 
50-3              P 

lergy    Fuel*   Nucltar.     Inc. 
lergu    Incorporated 

7913190O10 
791  2310464" 
791331O463* 
7912310469* 
79123104  73» 

40-B6B1 
30-155         P 
50-135         P 
30-155         P 
5O-1  55         P 

largui  Dept.  of 

791231O4B7* 
7912310495* 
79I23t050)l« 
791BO30H43 

7912030244* 

5O-253         P 
5O-2S5         P 
50-295         P 
XPDBTUIC 
KPORTLIC 

7912O3O4S3 
7913O&02O4 
79121102BO 

7912II03B4* 
79121301S4B 

71-5467 

PROJ 
XPDRTLIC 
XPDRTLIC 
PRDJ 

791213O45O 
7912140112* 
7912140116 
7912170136 
791H1B0097 

PR 
7O-2623 
71-6345 

71-9009 
PR 

7912190H30 
791S21O419 

7712290233 

71-9B33 
71-5467 
71-3467 
XPOHTLIC 
PR 

ergu,  D«j>t.  of,    Clinch  River   Breeder 
eactor  Plant 

erg  y.  Dnpt.  at,     Idaho  Operations  Office 

7912310247* 
79121  10SS4 

79122O057B 
7912310177 
791214O3O9 

50-320         M 
JIECGD 

50-537         A 
BECCD 
RES 

virannental   Coalition   on  Nuclear   Power 

79I20AC039 
79E306DOB2 

7912110043 
79121SO055 
7912120063 

PRDJ 
PROJ 
5O-377         0 
PftOJ 
PflOJ 

7?13130559 
7912130S&2* 
7912170095 
7912210423 
791S2B0614 

Pft 

PR 
5Q-3B7         G 
50-2S9         O 

PR 

vironmental   Policy    Center 
*lro  nnBntal   Policy    Institute 

fironnantal   Pratection  Agency 

7913050343* 
7912050617 
7913O5O617 
7913130292 
7912IEO3B3* 

XPORTLIC 
PRDJ 
PflOJ 
PR 
5O-4O9         D 

7912190136* 
791319O144» 
791219014B* 
791319O22S* 
791219O4S2 

40-8737 
40-8727 
40-B737 
HASTE  MOT 
50-373        P 

79  122801  14 
79ia2BO171« 
79122SO177* 
7912380202* 
79122HO203 

PR 
UASTE  rtOT 
HASTE  HOT 
WASTE  HCT 
PROJ 

ropean  CoiMunitiDEi    Cownl  iston   of 
con  Minerals  Co.,    \JS\ 

79122B067A» 
791231O13B 
791213D403 
7913170417 
79121907BQ 

H7-1O 
XPQRTLIC 

PRDJ 
PRDJ 
40-B102 

791  2200  Ii9 

40-B102 

[an  Nucliar  Co.  i     Inc.     Uuiim.    of  Euan 
>rp.  J 

7912310190 
79131OO4O7* 

4D-3102. 
5O-3              P 

5O-3              P 

7913120303 
79iai30473 

PH 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUDJECT 
CATESORY 

7912190639 
79122O00DB 
79132O0011» 
79122OD029* 
7913300110 

MJREQ 
71-63B1 
71-69B1 
71-65B1 
71-6SB1 

7912370  1S4 
7912580003 
79122SOOtM>» 
7913380232* 
7912280240* 

71-3 
71-63B1 
71-iSBl 

50-214         P 
50-244         P 

FURGD  Consulting  Ena  inters    I<  OealDgists 
Federal    Aoerican  Partners 
Federal    Aairiean  Partners    ttiinlng) 

79iaaao57i» 

7912070420* 
7913030012 
79121BO179 
79121B01B4* 

50-397         A 
5O-1O           P 

40-4492 
40-4492 

40-4492 

Federal    Emergenci|   Hanagarnvnt  Agency 

7912310373 
79  12050371  • 
79t2050573» 
79t20S057B« 
79£20503B1« 

40-4473 
State  Prog 
State  Prog 
State   Prog 
State  Prog 

Federal    Intvragencij    Central    Coordinating 
Cop«i  tteo 

Federal    Prisons    Industries 
Finland 
Fischar   Controls  Co.,     Inc.     (subs,    of 
Monsanto   CD.  ) 

7912050565 

7913050593 
79122103B7" 
79132B0116 
7912110111" 

State  Prog 

State  Prog 
CONTRACT 
XPORTL1C 
QA999 

Fluischaker,    D.     8. 

7912050046 
7913050117 
791206060B 
79131O04B3 
7912U0432 

50-279        0 
50-375        0 
70-2A23 
50-275        A 
70-2433 

7912130160 
79I213016B 
791213016B 
7912140011 
791214-0011 

50-275       0 
50-273        0 
50-275        0 
50-273       0 
50-275        0 

Florida  Cities 
Florida   Pouer    &   Light    Co. 

7912370064 
7912310457 
791  2060030 
791  22O02B7 
7913030146 

30-273       G 
50-275       0 

50-230         M 
50-3B9        M 
50-351         8 

791203O149» 
791  30301  53 
79120301iO« 
791  50302  11 
7913040376 

50-291        B 
50-350        B 
50-350       a 
50-250         B 
50-250        P 

7912040432 
7912040425* 
791204043B 
791  2040444- 
79120&0492 

50-333        3 
50-339        9 
30-333        8 
50-335         B 
50-333         P 

79120701H7 
79121O04S3N 
7912110199" 
7912110304 
7912110304 

30-250        P 
SO-33S         Q 
SO-3B9         Q 
80-250        P 
50-250        P 

7913110324 
7913110438 
79121300  SO 
7913130359 
791S1302A4* 

50-333       P 
50-350        M 
50-250       0 
30-333       P 
50-335       P 

791  H  130440 
7912130457* 
7912130334 
7912130536« 
7912130633 

50-335        S 
30-339        Q 
50-250       8 
50-250        S 
50-350       B 

7913130639 
7912130441* 
7912130647« 
7912130693 
791213069B* 

50-333        8 
50-250       a 
50-335       8 
30-250        B 
50-350       8 

7912140014 
7912140229 
7912140246 
791214D25B 
7912140290 

50-250        0 
30-230         B 
30-350       P 
TOPflEP 

50-339        P 

7912140S27 
7912180243 
79121B0243 
79121B0333* 
7912190520 

SO-3B9        0 
SO-230        P 
50-230        P 
5O-3B9        0 
30-350        9 

791  2190322* 
791S3OOO04 
7912300OO4 

30-350        B 
50-230        0 
30-290        Q 

CORPORATE  SOURCE  INDEX 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEQOR1 

V 

791220040a 

50-335 

P 

7913200903 

50-230 

P 

791S37009B 

50-369 

O 

7912270380 

30-230 

P 

7913S70330 

50-350 

P 

7913370357 

50-333 

P 

7912270391 

30-250 

P 

7913370429 

30-250 

F 

7912270429 

50-250 

F 

7913270513 

30-330 

P 

7913370513 

30-330 

P 

7913270524 

50-350 

P 

791B3B054B 

50-350 

P 

7912280549 

50-250 

P 

7912310072* 

50-3B9 

0 

7712310130 

REGOD 

Florida    Pouer    Corp. 

7913030154 

50-302 

B 

7912030157* 

50-302 

B 

7913040441 

50-302 

P 

79-12040499 

5O-302 

P 

7912040503* 

SO-3O3 

P 

7913060646* 

SO-302 

Q 

7912070440 

50-302 

P 

7918100114 

50-302 

0 

7913100307 

30-303 

a 

7913100369 

50-303 

s 

7912100275* 

SO-3O3 

B 

7912110330 

50-302 

3 

7912110331* 

50-302 

3 

7913110351 

50-3O2 

P 

79.12110410 

50-302 

P 

79131I0417* 

30-302 

P 

79121202BG 

50-303 

P 

79I31303O1 

30-302 

F 

7912140223 

50-302 

P 

7913140239 

50-302 

P 

7912180271 

30-302 

P 

79131BOS7S* 

30-302 

P 

79121B0391 

5O-302 

ft 

7912ieO37B> 

5O-303 

n 

79121902&Q 

50-302 

p 

791217O629 

5O-303 

j 

7913190795 

50-302 

o 

7912260239 

SO-302 

B 

7913260243* 

30-302 

S 

79122&0245 

30-302 

F 

791  3260254  « 

50-305 

F 

7912270573 

30-303 

P 

7913310010 

50-302 

O 

7912310016 

50-303 

Q 

791331001B 

50-302 

Q 

7912310333 

90-302 

F 

7913310536* 

50-302 

F 

77153J0540* 

SO-302 

F 

Florida   State   Univ. 

79131404B3* 

RES 

Floridaj    State    of 

7913BB031B 

pn 

Floridai     Univ.     of.     Oaineaville 

79122100SB* 

3O-B3 

a 

Fo*i    Farr   &  Cunningham 

7913050180 

50-2B9 

0 

79121B0246 

50-2B9 

0 

Franklin    Institute/Franklin  Research 

771312055B 

FOIA 

Center- 

Friends    of    tho   Earth 

7912100352 

50-361 

0 

7912100353 

50-3&1 

o 

7912130061 

50-361 

G 

7913130061 

50-361 

C 

79121304S3 

Pfl 

7912140423 

50-324 

G 

7913170007* 

50-7O 

0 

79122BOSOB 

50-273 

0 

Friends    of    thB   Filipino  People 

7712110350* 

S  0-574 

O 

Gage-Babcock    Associates,     Inc. 

7911190330* 

50-322 

c 

General    Atomic    Co.     (subs,     of   Gulf  Oil 

7912O70336 

71-6300 

CD.  ) 

7912070340* 

FOIA 

79121  EOQ  12 

PR 

General    Electric   Co. 

7912030071 

50-574 

A 

7713030213 

XPOflTLIC 

7913040313 

TOPREP 

79120iOB21 

TOPREP 

7913070391 

TOPF1EP 

7913100330* 

50-3 

P 

7912110167* 

40-7344 

791S1103Bil* 

30-237 

P 

7913110533* 

30-293 

O 

7^12120045 

70-1  SOB 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBEK 

SUBJECT 
CATEGORY 

79  12120476* 

XPORTLIC 

79113130156 

70-1  3  OB 

7912130193 

5O-447 

A 

79  13130496 

PR 

7913130500* 

50-447 

A 

791313O53B 

TQPREP 

7913130553 

5O-271 

P 

791313O566 

TOPREP 

7912140243 

3O-70 

P 

791314Q29! 

TOPREP 

791214034Sit 

3O-70 

P 

791217O017* 

3O-70 

0 

791217010B* 

50-293 

P 

77121HOI54* 

FOIA 

77121BOS-23 

TQPREP 

7913IBOS-74 

TQPREP 

7912190509 

TOPREP 

791H19O56B 

TOPREP 

7912190599 

NUREO 

7912300329 

XPORTLIC 

79-12200331 

TOPREP 

7712200397 

XPQRTLIC 

7712260246* 

50-29-3 

P 

7913270109 

TQPREP 

7912270292 

TQPREP 

7712260143 

HEGOfl 

791231O1BS 

REQOD 

General    Electric    Co.,    Nuclear    Energy 

7912040233* 

TOPREP 

Products   Dlv. 

791SOS0959 

TDPREP 

79L2120551 

XPQRTLIC 

791H140146 

XPDRTLIC 

7912)90412 

XPORTLIC 

7913380547 

TOPREP 

General    Electric    Operating    Plant    DunBTt 

7912I3D148 

TOPREP 

Group 

7913130152* 

TDPREP 

General    Public   Utilities   -  GPU  Service 

7912040097 

50-289 

1 

Cnrp. 

7912040104 

SO-320 

P 

7913040343 

50-239 

1 

7912050-511 

SO-2B7 

I 

7913130343 

30-2B9 

a 

791E26O319 

5O-2B9 

I 

79i22B<M77 

50-339 

T 

79122BQ479 

50-599 

T 

7912310414 

5O-330 

P 

General    Services    Administration 

7912040036* 

40-341 

79L32BO007 

40-341 

Georgia    Power-   Co. 

7912040007 

50-321 

O 

7912040007 

50-321 

a 

77L204Q44B 

30-424 

A 

791205O15Q 

30-321 

p 

791305OI30 

50-321 

p 

79ta03Ot33« 

50-321 

p 

791205O155* 

50-321 

p 

791305O44O 

50-31.  & 

5 

7912050443* 

50-aiA 

S 

7913050450 

50-331 

B 

791305O457* 

50-321 

B 

79120SQ533 

so-aai 

P 

7912050533 

SO-331 

P 

791207Q44S 

30-36& 

B 

791207044B* 

30-346 

S 

7912100139 

50-331 

11 

7912110055 

30-321 

a 

7912110035 

30-321 

a 

7913110320 

50-331 

B 

7913110323* 

5O-331 

3 

7912110360 

3O-344 

B 

791BH0372* 

30-366 

a 

79121  3.0384 

50-346 

s 

7912  130392* 

30-366 

a 

7912130394 

50-366 

s 

7912130400* 

30-346 

8 

7912130404 

5O-3fi4 

B 

79I21304QB* 

5O-366 

3 

7912130413 

B  0-344 

a 

7913130431* 

30-364 

B 

7913130424 

50-321 

8 

7912130424 

50-331 

B 

7913130434* 

50-331 

3 

79I214Q23A 

80-424 

A 

7912140236 

50-454 

A 

791S1403S1 

90-331 

P 
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AUTHOR 

AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEQORY 

7912140321 

50-321 

P 

7912140326* 

50-321 

P 

7912140326* 

SO-321 

P 

79121403B2H 

50-4H4 

A 

7912140362* 

90-424 

A 

7912140429 

30-321 

B 

7913140436* 

5O-3S1 

5 

7912140441 

SO-366 

S 

791314044B* 

50-366 

S 

7912170301 

3O-424 

B 

7913170301 

50-424 

S 

7912170306 

50-321 

B 

7912170316* 

50-321 

3 

7913170319 

50-321 

3 

7912170331" 

3O-321 

3 

79131B0430 

5O-321 

F? 

79121B0434« 

5O-321 

R 

79121B043B 

5O-366 

R 

79131B0443* 

SO-366 

R 

79121B0639 

90-366 

e 

79131B0643* 

SO-366 

e 

791S210177 

5O-321 

a 

7913210101* 

SO-321 

a 

7912210181* 

50-321 

a 

7912210340 

5O-424 

D 

7913210340 

5O-434 

Q 

7913810344" 

30-434 

D 

77122&0221 

50-366 

S 

791334,0324* 

SO-366 

B 

79  12260247 

5Q-3H1 

S 

79  12360249* 

50-331 

B 

7912260265 

5O-3&6 

3 

79  132&0269* 

5O-366 

S 

7912270472 

5O-321 

S 

79  12270477* 

5O-3H1 

B 

79122704B2 

SO-321 

S 

7912370409* 

SO-321 

B 

7912270319 

5O-321 

P 

7912280485 

SO-4S4 

A 

79122B0359 

3O-3HI 

F 

7912310415 

5O-321 

S 

7912310420* 

SO-321 

3 

7912310429 

50-321 

a 

7912310430» 

so-sai 

a 

7912310432 

5O-366 

R 

7913310433* 

5O-366 

R 

7912310434K 

50-366 

R 

7912310462 

50-366 

S 

791231046B* 

5Q-3&6 

3 

Georgia,     State    of 

79131K0169 

PHOJ 

Oibbs   It  Hill.    Inc.     (subs,    at  Dravo  Corp. 

)    7915120315 

50-5B4 

K 

791212031B* 

50-5B4 

K 

7912120474 

SO-SB4 

A 

7912310136 

REGOD 

Gilbert/CDnmDnuealth    Cos. 

79121Q042fi> 

50-244 

P 

79  122603  IB 

REOOD 

79122B0517 

TOPREP 

79122B052a» 

TOPREP 

Otlletple  (•  Janos 

79121S034S 

30-382 

Q 

7912120352* 

50-3B3 

6 

fiDliJbvrgiFialdnan  b  Lttham.P.  C. 

7912190332 

50-348 

M 

Cailin-GirnlnflliBn  Hf-g.    Co. 

7912040332* 

30-29 

P 

Oould.     Inc. 

791213027BK 

QA999 

Creine  County.    MV 

7912050451* 

30-349 

Q 

Culf  Hucleari    Inc. 

7912310032* 

PRM 

Culf  Dil   Corp. 

7912070300* 

FDIA 

Gulf  9tate»  Utilities  Co. 

7913030333 

90-43B 

A 

7912030353 

5O-4S9 

A 

791205036B* 

3O-43B 

A 

in  1  r"""""  n_ 

5O-43B 

A 

SO-45B 

a 

50-438 

Q 

30-4BB 

A 

71-9033 

5O-219 

P 

50-219 

P 

—     '-62. 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEQOHY 

Hirata  Valva  Industry  Co.  .  Ltd.,  Kauiasld 

7912210201* 

QA999 

Div. 

7912210210* 

GA999 

Hii-schVop  t  Or  ad  P.  C. 

7913300410* 

50-339    A 

Kjelmfelt,  D.  C. 

7912180344 

90-346    M 

Hndder.H.  H. 

7915370147 

SO-389    0 

7912270130* 

30-389    G 

Hoke,  Inc. 

7912140004 

XPDRTL1C 

Home  stair  Mining  Co. 

791212Q046 

PROJ 

7913800100 

WASTE  MOT 

House  of  Rep. 

7912040126* 

50-320    U 

79I207O236 

50-70     Q 

7912130066* 

50-49B   U 

7912120233* 

50-289    U 

7912120230* 

50-2Q9    U 

7912120526* 

NUREG 

7912120535" 

50-320    U 

7912120516* 

FDD  HI  EC 

7912120574* 

50-13S    U 

7912130206 

50-375    U 

7912130206 

50-27S   U 

7912140528 

50-3      U 

79121B046S 

50-275    U 

79131B046B 

50-H75    U 

79121901O7 

50-3      G 

7912190107 

50-3     G 

7912190107 

30-3      Q 

7913190114* 

30-3     0 

791219Q114* 

50-3      0 

791319Q114* 

50-3     Q 

791220O32B* 

50-339    A 

7912200331* 

50-339    A 

7912200493* 

50-367    U 

7912310030 

30-275    U 

791221O238* 

50-375    U 

791227O039* 

PDR  MISC 

79122B0313* 

50-320   U 

House  oF  Rep.-  Interior  &  Insular  Affairs 

7912130377* 

30-330   U 

Houston  Industries,  Int. 

7912070373* 

30-49B   A 

Houston  Lighting  t  Poucr  Co. 

7912050093 

3Q-443   M 

7912030092 

30-445    H 

7912050442 

90-49B    G 

7912060040 

50-49B    M 

7912060535 

30-49B   Q 

7912060960 

50-49B   A 

79  120703d  1 

50-498   A 

7912070361 

50-49H    A 

7912070370* 

30-498   A 

7912070370* 

3Q-49B   A 

7912100471 

50-466   0 

7912120056 

50-466   G 

7912120067* 

50-466   G 

7913120349 

30-445   M 

7912120249 

3O-445   H 

7913130313 

30-49B   M 

7912140003 

5O-466   Q 

7912140008 

50-466   0 

7912140032 

BO-466   0 

791314016B 

50-466   Q 

7912140525 

80-466   0 

7712170046 

90-466   0 

7912170246 

30-466   G 

791221O1BB 

50-466   A 

7912210309 

SO-4A6   D 

7912310211* 

50-466   Q 

79132602B6 

50-466   0 

791S260357 

50-445   H 

7912260357 

50-445   M 

7912370369 

90-49B   A 

79122B0630 

50-49B   M 

Houston*  Univ.  of 

7912120310* 

CONTRACT 

Hubei-j  Haglll>  Laurence  h  Farrell 

7913130040 

30-376   0 

Hunton  &  Williams 

7912060074 

50-322   0 

7913130317 

PR 

791S14014B 

30-338   G 

7912140173 

30-338   0 

Hiidrn-Englno  •ring 

7912170143 

40-3259 

ITT  Orinnell 

7912060333 

71-9033 

7912200044 

XPORTLIC 

ITTOrlnnall  Industrial  Pipingj  Inc. 

7912260104* 

OA999 

(subs,  of  ITT  flrinnall) 

79  122601  25  It 

OA999 

7912260138* 

QA999 

7913260141* 

OA999 

Idaho  National  Engineering  Laboratory 

7912140441* 

RES 

CORPORATE  SOURCE  INDEX 
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AUTHOR 
AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 
CATEODHV 

Illinois   P  outer   CD. 
Illinois.    State  of 

791S14046B* 
7912140505* 
7913040378 

7913O504fl3 
7912030024 

RES 
REB 
5O-4il         F 
5O-4M         A 

40-20*1 

7912O6002& 
79L3120557 
7913120597 
79t217018O* 

7912190317 

50-347         0 
50-399         0 
50-599         fl 

40-3061 
40-20-61 

In-Situ  Consulting 
Indiana  (.  Michigan  Electric  Co. 

7912310340 
791331O34O 

7912.1  903BQ* 
791204O3S4 
7912040404 

SO-59'9        0 
50-599        O 
40-8300 
SO-31  6         f 
5O-316         f 

7712110303 
7912110313 
7712110313 
79131Z0404 

7912130404 

30-315         P 

SO-315         P 
50-315         P 
50-315         P 
50-31  5         P 

7912MOO43 
7712140504* 
7912170013 
7912180390 
7912180370 

50-315         O 
FDIA 
50-31  5         P 
50-31  S         P 
50-31  5         P 

791218D43& 
791319O56O 
79I220Q03A 
791320O03A 
79  £2200309 

50-31  6         P 
50-31  5         P 
5O-31  3         O 
5O-315         O 
SO-314         P 

Indiana   t,  Michigan  Puuer  CD 

7912270253 
7912270294 
791227O431 
7912040257 
7912040257 

50-315        P 
50-31  6         P 
SO-315         P 
SO-315         P 
50-315         P 

7912040365 
771304037  !• 
7912040373 

791301O370» 
7913040384 

5O-315         S 
50-315         S 
50-316         B 

5O  -31  6         S 

5O-315         S 

791204039Ot 
7712040424 
7912040430* 
79l20fl04B9 
7912070107 

SO-315         S 
50-316         B 
5O-3  1  A         Q 
50-315         P 
50-3  1  5         Q 

7912070109 
791EO70351 
7912070356* 
7912070371 
7912070377* 

5O-3  1  5         0 
50-3  1  6         S 
5O-31&         B 
5O-315         S 
50-315         B 

791307037B 
79  1  207O379* 
7912100277 
791310O2B6* 
791B100291* 

50-316         S 
3O-31A         S 
50-316         B 
50-316         S 
50-316         S 

79  12130312 

7913130332* 
7912130330 
7912130373* 
791213Q3BO* 

50-316         S 
5O-316         B 
50-315        S 
50*315         E 
50-315         B 

79  12140349* 

791314035O* 
79131  40354» 

791  B  170238 
7912170252* 

FOIA 
FQIA 
FOIA 
90-3  1  5         S 
50-3  1  5         B 

7912170357* 
791S1702AO 
7912170370 
7913170271* 
79iai70374» 

5O-315         8 

50-316         B 
50-31  5         n 
50-316         3 
50-315         R 

79  12200A37 
791H2006B7 
79  12270337 
7913S70590 
11  12270599* 

50-315         0 
50-313         Q 
50-316        O 
50-316        B 
50-316        S 

7912270602* 

791237O604 
79123B0531 
791228O321 
79122BO524* 

50-316        8 
SO-315        I 
30-315        R 
30-313         R 
50-315         R 

Industrial    Bia-Tn*t  Laaoratnries.  Inc. 
tn.titute    of  Eloctricnl   fc  Electronic 

7912310345 
791331O350" 
79121901  IB* 
7913310031 

50-316         S 
50-316         3 
FQIA 
RECTO 

AUTHOR 
AFF1LIATIDH 

AC  CESSION 
NUMBER 

SUBJECT 
CATEQORY 

Interior,    D*pt.     of.    U.S.     Daologlcal 

7912140423* 

RES 

Survey 
Interior,  Deot.  gf 

79  1  2190036 
7912190170 

40-1341 

90-3:73 

A 

Interior,  Dupt.  of.     Bureau   of    Indian 

7912190300 

40-B749 

Affairs 
Interior,  DBJI  t.  of.    Bureau   of   Land 

7913130133* 

40-8721 

Managsnont 

Interior.  Dept.  pf.    Bureau   a*    Mine* 
Intorior.  Dept,  of.    Fiih    !•  Wildlife  Service 

7  VIS  190212 
7  9131  BOOBS 
7913310163 

4Q-B74S 
40-1341 

40-B743 

Interior,  Dap  t.  of.    Seolagidal    Survey 

7913190791 
7912310513 

3O-206 
40-3743 

P 

International    Atonic   Enargg    AOBTICIJ 

7912210140* 

XPJMTLIC 

(Austria! 

7913210173* 

XPDF1TLJC 

Iou3   Electric    Uight    &    Ppuer    Co. 

791  £040330 
7912050472 

30-331 
SO-331 

F 
P 

7912050505 

50-331 

S 

7913060364 

5O-331 

0 

7918070141 

50-331 

P 

7912110340 

SO-331 

s 

791213032"? 

SO-331 

Q 

791314Q47O 

50-331 

S 

7912:140479 

50-331 

3 

7912140*82* 

80-331 

B 

79121404B9* 

50-331 

B 

7913170213 

SO-331 

8 

7912170219" 

50-331 

3 

79121702.24 

30-33  1 

B 

7912170331* 

50-33  1 

B 

7913180518 

50-33  1 

S 

7913100*14 

50-331 

B 

791219039B 

50-331 

R 

7912190405* 

50-331 

R 

79133006B3 

30-331 

a 

7912200411 

50-331 

a 

791B3103&9 

50-331 

p 

Iowa   Pull  lie    Interest   Research   Group 

7912130093 

50-S99 

o 

7912130090 

go-  a  ?9 

o 

7912140034 

50-599 

0 

7912140034 

50-599 

a 

7912170403 

FQ1A 

79121B0123 

FOIA 

lo-ua,     State    o-F 

7912060307 

NUREO 

Sshani.     Lincoln   &    Beale 

7913030004 
791  2O  HO  539 

50-956 
5O-45A 

0 
Q 

7912050603 

50-443 

M 

7913110503 

50-295 

B 

7912130057 

50-445 

H 

7912130378 

Pfl 

79I213032B 

50-44S 

M 

7912130337 

50-44S 

M 

7912130337 

50-445 

M 

7912130361* 

SO-445 

H 

79  12  130361* 

&0-44S 

M 

7912130366* 

50-449 

H 

79  1  21  30346* 

5O-445 

H 

7912130a7a» 

SO-445 

H 

7912t3037ae 

50-445 

H 

7912130396 

PR 

7912140193 

90-599 

<J 

791317QOQB 

50-155 

0 

7912I70O5B 

50-  1  53 

0 

7912170179 

50-155 

Q 

79131E30330 

50-295 

C 

7913190013 

50-295 

O 

7912J9O1&2 

5O-329 

a 

791226O397 

50-445 

H 

7912270049 

5O-599 

O 

791S27O101 

50-49B 

M 

7912270104 

50-445 

H 

79132G0226 

50-599 

Q 

7912280226 

5O-599 

0 

79122B0257* 

5O-599 

Q 

791  3280257  » 

5O-S99 

0 

7912280670 

50-445 

H 

7912310339 

•50-329 

O 

Isotnpe  Products   Laboratori  as 

79121BOO03 

XPOHTLIC 

JI   Case  C-n. 

7912180057 

71-206 

Jeney  Central    Power    tt  Light  Co. 

79113003fl5 

79  12:030243* 

30-219 
90-219 

P 
Q 

7913040327 

50-317 

P 

7912040331* 

50-219 

P 

7912040334*         5O-219 


Engineers 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

7912040336* 
7913040358 
791  2O  40506 
7912070333 
7913070337 

50-219         P 
30-219         P 
50-219         P 
30-219         S 
50-319         P 

7912Q7032B* 
7912070333 
7912070334 
791  2070340  • 
791  2070345* 

90-219         B 
50-219         fi 
30-219         S 
50-219         S 
50-219         S 

7912070350 
7913070359 
7912070364* 
7912O7036SB 
7912O70404* 

50-219         B 
50-219        S 
50-219         S 
50-219         S 
50-219        P 

7912110360 
7912110315 
7912110317* 
7912140209 
791H140417 

50-S19        P 
50-219        B 
50-219        B 
50-319         P 
50-219         P 

7912140419B 
7912180401 
7913190564 
7912190631 
79121906S3* 

50-219        P 
50-363        Q 
50-319         P 
30-ai9         P 
50-219        P 

7912210306 
7913210310* 
7912210339 
7912210354* 
79122703B4 

50-319        R 
90-219         R 
50-219         E 
90-219         B 
50-219        P 

Jo   Daviess  County    Ad   Hoc    CummittBB    on 
Nuclear    Energy    Information 
Jonas.     Droun    !,   Clifford 
Jus  tics,  Dept    of 

7913270944 
79132B0015 
7912130066 

7912260097 
7912100307 

50-219        P 
50-S19        Q 
90-5-99         Q 

30-133         G 
50-445         H 

7912100307 
7912100307 
7912100307 
7913100332 
7912120043 

50-4  43        M 
50-445        M 
50-445        H 
50-499         M 
50-445         M 

791217006S 
7912170139 
7913190140 
7912190140 
7912190140 

HO-145        fl 
50-4-45        ft 
50-4-45        M 
30-445         M 
BO-445         M 

HBI    Tube    Div. 

7913190140 
7913370123 
7912310137 
7912040037 
7912130040 

90-445        rt 
50-445        M, 
90-445        M 
XPORTLIC 
XPOHTLIC 

BMC.     Inc. 
Kansas   (las   &  Electric    Co. 

7912210093 
7913050331 
7912060563 
7912Q7OI40 
7913070174 

NUREG 
50-4B2        G 
50-4B2        F 
50-482        S 
50-182        5 

Kansasi    State    of 

791207O17S* 
7912270280 
79121S0060* 
79131B0067* 
7912260002 

50-492        S 
50-4B2        A 
WASTE    MGT 
WASTE    MQT 
NURES 

K-BPf-McOEe   Chemical  Corp.     (subs,     at 
KBrr-McGEB   Carp.  ) 
Ku-rr-McGee    Carp, 

Keystone  Center  foi-  Continuing   Education 

7912070009 

7913030017 
7912030103 
7912190131 
7912100453* 

40-3061 

40-3027 
PRDJ 
40-B727 
CONTRACT 

Kinetic    Research,     Inc. 
Kirshon.    A.  H. 

Hnupp   t<   Andrews 
Kodnerr    J.  L. 

7913190415 
7912050599 
7912060612 
7912060066 
7913130117 

FDIA 
50-235        Q 
50-293        G 
50-289       0 
50-399        0 

7913130117 
7912I30120* 
79131301300 
7913130128 
7912130129 

50-599       S 
50-57"?        S 
30-399        0 
30-599         Q 
50-S99        G 

Korea.     Republic    of    (South    Korea) 
Kv-diu  Al  liancE 
LakffshDTi   Citiiens    far  Safe   Energy 

7912140B95 
79IS1  40395 
791B200402 
7912120234 
7912130470 

50-579       0 
50-399       fl 
XPQR7LIC 
30-400       0 
50-26  &       H 

Laurence   Llvarmpre  Laboratory 

7912140533 
7912050005 
7913120139 

50-266       0 
NUfiEO 

Nuneo 

AUTHOR 
AFFILIATION 

ACCESSION 
MUHUER 

SUBJECT 
CATEGORY 

7913190544 

RES 

7912210332 

50-206 

P 

7912210343> 

30-306 

P 

Le-Baeuf.     Laitib,     Leiby    t-t   MacRae 

791203019H 

50-341 

K 

7913130267 

PR 

7913140167 

50-244 

H 

7912200523 

30-344 

a 

7912370034 

FOIA 

7912270365 

30-344 

H 

7912280199 

50-344 

P 

League   of   Women    Voters    of    San  Luis 

791  21  9004  3» 

50-273 

H 

Oblspo.CA 

L-peiJ.    Robert   M. 

7912060115 

30-522 

0 

7913060115 

50-522 

0 

7912Q60125B 

90-532 

S 

7913060125* 

50-322 

& 

7912110267 

5Q-S22 

G 

7912H0025 

50-522 

0 

7913310494 

50-533 

0 

Legal   Aid    Society   at    Clermont  County,  OH 

79122B06Q2 

FOIA 

Lchlgh   Univ. 

7912180165 

RES 

LBVIJ.    Outman,    Qoldbsrg   &  Kaplan 

791207Q3BO 

FQIA 

7913070284 

FOIA 

Lincoln  National    Life    Insurance   Co. 

79121B0253 

FOIA 

Lottheed    Missiles   &    Space   Co,     (suba. 

7912140541 

7  1  -  1  59 

Lockheed    Aircraft    Corp.  ) 

Long    Island   Lighting    Co. 

7912060079* 

50-322 

0 

7913120040 

50-596 

Q 

79121301B1 

50-323 

0 

7912130015 

50-322 

Q 

7912130451 

30-333 

G 

7912370517 

50-322 

Q 

Las   Alamos    Scientific   Laboratory 

7913120130 

PROJ 

7913140125 

NUFfEG 

7912190113 

70-751 

Louisiana    Consumer's   League.     Inc. 

7912300025 

50-3B3 

G 

7913260210 

50-382 

G 

7913260213* 

50-3B2 

G 

Louisiana    Pouer    d  Light  Co. 

7913060961 

50-382 

Q 

7912070145 

30-3B3 

B 

7913070150 

50-382 

3 

7912070392 

30-383 

B 

7913070455 

50-3B2 

S 

7912100326 

50-302 

G 

7913170209 

30-382 

B 

7912170217 

30-383 

S 

7912170357 

50-332 

Q 

7912170362 

50-3B2 

0 

7913270274 

90-383 

A 

. 

79122B0110 

5Q-3B3 

G 

Lowell.     Univ.     op 

7912130296 
7912110333 

PUR    MIHC 
F1EGQD 

791H180011B 

CONTRACT 

79121B0579 

50-223 

J 

Lauenstetni  Naioman.  Hois,  Aio  Irad    d   Toll 

7911300021 

50-445 

M 

7912030007 

30-533 

G 

7912050092 

50-445 

M 

7913050092 

50-445 

M 

7912100471 

50-466 

G 

7913110433 

50-250 

M 

7912130357 

30-341 

G 

7912130313 

50-49B 

M 

79131304B1 

PR 

7912140177 

90-3B9 

G 

7913140179 

50-466 

0 

7912140184 

90-445 

M 

7912140193 

50-466 

G 

7912140525 

50-466 

0 

7912170246 

SO  -466 

G 

7913180113 

30-344 

0 

7912190072 

90-466 

Q 

7913190104 

50-466 

G 

79122603S6 

30-466 

G 

7913370091 

30-344 

G 

7912230630 

50-498 

M 

7913380647 

50-443. 

M 

7912310314 

50-499 

N 

7912310314 

30-498 

M 

7912310519* 

50-49B 

M 

7912310319* 

50-498 

M 

MPR   Asinciatea.    Inc. 

7912060537* 

50-355 

Q 

Mains   Vanke-e  Atomic    Pouer   Co. 

7913040019 

50-309 

0 

79120400S7 

50-309 

Q 

7912040335 

30-309 

S 

7912040323* 

50-309 

8 
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AUTHOR 

ACCESSION 

EUBJCCT 

AFFILIATION 

NUMBER 

CATEGORY 

7912120536 

SO-3O9         Q 

791213006* 

50-309         0 

7912140016 

5O-3O9         0 

7912140496 

50-309         B 

79131405OU 

50-309         B 

7913170053 

50-3O9         G 

7912170203 

SO-309         G 

79121S002S 

5O-3O9         G 

79121B03B7 

50-3O9         R 

79121S03B9* 

SO-3O9         R 

79121  B0470 

50-3O9         P 

79131  B0554 

50-3O9         8 

79121  B05S7* 

SO-3O9         S 

7913260222 

50-3O9         P 

7912310472 

50-309         « 

Maine.     State    af 

7912IO0386* 
7912190OO5 

CONTRACT 
50-3O9         0 

79131  900O9» 

50-3O9         G 

Marubeni    America   Corp.     (subs,     of    Marubeni 

7912120372 

XPOHTLIC 

Corp.  1 

7912120376* 

XPDHTLIC 

79121301H9* 

XPORTL1C 

7912260163* 

XPDflTLIC 

7912260168* 

XPORTL1C 

7912260174* 

XPORTLIC 

Maryland.    State   of 

7912(70116 

50-317         P 

7912280359 

50-330         H 

Massachusetts    Institute   of   Technology 
Massachusetts   Wildllfa  Federation 
Massachusetts.     State    of 

7912060146* 
7912120358 
79120404BI 
79120404B1 

50-2O           Q 
30-471         0 
50-443         0 
50-443         G 

7912070142 

50-471         0 

7912070146* 

50-471         C 

7912070153* 

50-471         G 

7912O70156* 

50-471         G 

79121  10H76 

50-471         0 

79121  10460 

50-443         G 

7913110477 

50-443         G 

79121  10477 

50-443         0 

Mathematical    Appl  Ications.  Inc. 
Hatheson  Gas  Products 

7912180152 
7912180003 

RES 
XPDR1LIC 

Matthews,    Noulin.     MacFarlane   fc   Barrett 

7912O6OOB8 
791227004B 

50-498         M 
50-49B         M 

7912280118 

50-498         H 

Mayer.    Broun  t,   Platt 

791212OO4B 
7912130156 

70-1308 
70-130Q 

McCutchen.     Doyle.     Broun   &   Emerson 

7912O3011O 
7912100469 

PRDJ 
PROJ 

7912100477 

PHOJ 

7912140009 

PROJ 

7912140020* 

PROJ 

7912170351 

PRDJ 

HcGrath,     E      J                                                                              7912290AB4 
Hi-urn  LII  r     *_,      w,                                                                                          -wnii-ti  ant-it 
rtrrraw-Hill    Publications   Co,                                        7913HO17I 
HcSl'T.;   ii«    Counci!    of    Govt,.     Gallup.NM   W1M50443 
Memphis    State    Univ.                                                                7913100394* 

HASTE  MGT 
FGIA 
40-8725 
CONTRACT 

7913130615 

50-33B       S 

791213062B* 

50-538         B 

791221O297 

5O-53B         J 

Metropolitan  Area  Planning   Agencu 

7913050599 

5O-28S         O 

Omaha'  NE 

7912060612 

5O-3B3         G 

Metropolitan  Edison  Co. 

791203OI7& 
7912030174 

5O-320        F 
50-289        P 

79I204O043 

5O-389        S 

791304O15O* 

50-320        P 

791205O32O 

50-289        f 

7912050325* 

5O-389        P 

7912060340 

5O-2B9        P 

791B06O346 

50-2B9         P 

7912060349* 

5O-287        P 

791H06O353* 

50-2B9        P 

7912060653* 

50-2B9       Q 

7912070136 

5O--32O         F 

7912070136 

3O-320        F 

7912100328 

50-289        P 

7912100341 

5O-289        H 

7912100341 

SO-2B9        H 

79121103B4 

50-SB9         C 

7913120335 

SO-2B9        B 

7912120*01 

50-S89         P 

7912120401 

SO-2B9        P 

791B1S0414 

5O-2B9         P 

7912130034 

50-269        G 

79121300B3 

3O-2B9         0 

AUTHOR 
AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 
CATEGORY 

7912130110 
7912130308 
7912130367 
7912130435 
79  12130441  » 

50~aB9         0 

3O-2B9         fl 
SO-EB9         B 
50-33O         P 
50-320         P 

7912130479* 
79  t  2170230 
79121B0254 

7912180423 

5O-2B9         S 
SO-289         0 
50-3B9         P 
50-2B9         P 
5O-320         P 

79LS1B04B3 
79121B0491* 
79121B0492* 
7912180496 
7913180321 

30-330         P 
50-320         P 

50-3  30         P 
5O-2B9         0 
5O-2B9         H 

79J21HQ521 

7912200365 
791230036BB 
7913200513 
79122*0100 

3O-3B9         H 
50-239         fl 
30-209         R 
5Q-2B9        P 
3O-2B9         0 

7912260393 

79122700S2 
7913270034 
7912270202 
7912370249 

SO-289         O 
50-2B9         H 
50-445        M 
50-320         P 
50-320         P 

79  12370233* 
7912270323 
791227032B* 
7913270343 
7912270523 

3O-33Q         P 
50-2B9         S 
SO-289         S 
5O-32O         P 
5Q-3Q9         P 

79122B0437* 
79122B04'56 
7912280459* 
79122Q0477 
791  3290399 

SO-320         P 
5O  -320         G 
SO-32O         G 
50-2B9         T 
SO-320         P 

Miami    Vallci)    Pnuep    Prujeict 

7913310196 
791H31O337 
791  23103  7B 
791B3103B2 

79131HO002 

5Q-2B9         G 
50-320         B 
5O-SB9         P 
50-289         F 

30-3  3  B         G 

Michigan'     Univ.     of 

7912130033 

791203O133* 
7913050034 

7912050056 
7912110001* 

5O-35B         G 
50-329         C 
REGQO 
REGGD 

CONTRACT 

Mid-Hudson   Muclear    Opponents.     Inc. 

7913120266* 
7912130079 
791514O3Q1 

7912200270 
7913300276" 

CONTRACT 
REGQD 
50-294         J 
bO-3               Q 
5O-3               0 

Miller,     Pitt   t   Felttnan.     P-  C. 
Minerals  Eiploration   Ca.      laubs.     of 
Oil   Ca.     at   California) 
Minnoaota.     State    of 

Minnesota.    Univ.     of.    Minneapolis 

7912190406 

Union       7912170243 

7912130582 
7913130390* 
791311O542* 

FOIA 
4O-834B 

PR 
PR. 
30-295         0 

Mississippi    Poue-r    &   Light    Cn. 

7912O3O193 
7912030193 
7913030194* 
7912030194* 
79  1  3060497 

50-416         C 
SO-41A        C 
50-41oi         C 
30-4  1&         C 
50-416        K 

79130&O497 

7912060500* 
791206O500* 
791  210033° 

7913130524 

50-4  1  1.         K 
50-416        V. 
50-416         K 
SO-416         C 
50-416         S 

7913I3052B 
791S13053B 
7912130532* 
7912130532* 
7913190555 

50-416         B 
5O-416         3 
50-416         B 
SO-416         H 

7912I906O3 
791  2  190611 
7912190611 
791219O633 
7912190633 

50-416         3 
50-416         B 
50-416         B 
50-416         B 
SO-fllA         S 

79  12  1  9O702 
7913310401 
7913310401 
7912310409* 
79ia31040B» 

50-416         S 
50-4JA        K 
50-4  1A        H 
50-416        K 
50-416        K 

Hissi  ssippians    Against  Disposal 
Missouri.    State    of 

Missouri  >    Univ.    nf  .    Columbia 

791Z130261 
7913HQ393. 
79121  70QB3 
7912O3O33O* 

PR 

50-403         0 
50-4  B2         0 
SO-1B6        Q 
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ACCESSION 
NUMBER 

SUBJECT 
CATEOOn1! 

f 

Missouri,    Univ.    of,    Holla 

7912040367 
7912070439 

7912200364 
7913200452 
791  22004  3B» 

50-123 
BO-  133 
50-123 
50-133 
30-123 

P 
P 
F 
P 
P 

Mitsubishi    International    Corp.     dubi.    of 
Mitsubishi    Carp.  ) 

7913200460* 
7912200463* 
7912300465* 
7912300469* 
79121  1039S 

50-123 

50-123 
50-123 
50-123 

XPDflTLIC 

P 

P 
P 
P 

Mitsui    fc   Co.  ,     Ltd. 
Mobil    Oil   Corp.      (cube.     Mobil   Carp.  > 

7912110397* 

791203005B 
79132002B3 
7912310549 
7913130247 

XPORTLIC 
XPDRTLIC 
XPORTLIC 
XPORTLIC 
PROJ 

Monsanto  Co, 
Morrison  Knudaen  Co..    Inc. 

7912130234* 
791  33  101  B7 

7912B00310 
7912260036 
7912260036 

PR 

PRDJ 
XPDRTLIC 
71-AO 
71-AO 

791226003B* 
7912240Q3B* 
7913030023 

71-60 
71-6O 

KPORTLIC 

Music  t.  Wl  llamsonr  Bchuarti,  Leavenuorth   b 
Cape.     P.  C. 
Myori    Baumani    Straup  &  Flack 

7912100332 
791237041B 

30-3  3B 
BO-4H4 

H 
0 

NL    Industries.    Inc. 
NL    Industrie,    NL  Nuclear   Div. 
NQRCA  Machinery  Co. 

NUS  Carp. 

7912030130 
7912270002 
7912050346 
7913120462« 
7912120023 

40-Bi77 
71-9010 
XPORTLIC 
XPORTLIC 
RECOD 

Nation    Institute 
National  Academy   of   Public   Administration 
Foundation 
National  Council    an   Radiation  Protection 

791319045Q 
79132103B3* 

79131B0461* 

FOIA 
CONTRACT 

ACRS 

National    Evaluation    SystDms,  Inc. 

National  Uildlife  Federation 

7912170377 

7912060603 

FOIA 
PROJ 

Nat  ran  a   County.  HV 
Natural    Resources  Defente  Council 

791306067S 
79121904B4 
791206060B 
7912110432 
7912130399 

PROJ 
40-9721 
70-2623 
70-2623 

PR 

7912130510 
7912140164 
7912170160 

79121B0263 
7912370031 

PR 
FOIA 
F01A 
FOIA 
FOIA 

Navyi  Dapt.  o  f 

79121B01B7* 
7912190351 
7912190294* 
7912190473 
7913190479* 

71-39B 
71-357 
71-357 
71-33B 
71-35B 

Navy.  Dapt.  of,    Forces  Afloat 

7912200146 
7912200154* 
7912310439* 
79121B0137 
79121B01BO 

71-199 
71-199 
71-364 
71-3&0 
71-35B 

Navy,  Dap  t.  at,    Naval    Investigative   Bui-vice 
Navy.  Dapt.  of.    Naval    Nuclear  Power  Unit 
Navy.Dapt.  af<    Naval    Rgsearch   Laboratory 
Nebraska  Public   Pouer  District 

79121B0140» 
7912310419 
7913170024 
7912040231 
7913070329 

71-360 
71-364 

NUREO 
SO-  299 

5O-298 

P 
P 

7912120259 
7913130397 
7913130339" 
7913130391 
791  SI  30393* 

5O-29B 
SO-298 
50-29B 
30-298 
50-29B 

P 
B 

a 

a 
B 

7912140233 

7912140249 
7912140395 
7912140399* 
7912190150* 

5O-29B 
5O-29B 
5O-299 
5O-298 
50-299 

P 

a 

R 
R 

a 

7912190349 
79132B0542 
791231043S 
7913310437* 
791231043B 

50-29B 
50-B9B 

5O-29B 
50-398 
SO-29B 

p 
p 

B 
S 
B 

79  12310440* 
7912310442 
7913310444* 
7912310447 
7913310450* 

30-B9B 
SO-29B 
SO-B9B 
BO-29B 
SO-B9B 

a 
a 

a 

B 

S 

7913310459          SQ-29B        B 


AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOQRY 

79  133  10467* 

50-298    B 

Neighbors  far  the  Environment 

7912130255 

PR 

Neutron  Products*  Inc. 

7912300663 

71-6400 

Nevada<  Stats  of 

7912110170 

PR 

7912230643* 

27-10 

ttevi  England  Coalition  on  Nuclear 

7913130469 

PR 

Pollution 

hleui  Hampshire,  State  of 

7912060367 

50-443    H 

7912130370 

PR 

7912130376* 

PR 

Neiii  Jersey.  State  of 

79120S0177 

50-272    0 

7912130399 

PR 

791  2  130964 

PR 

7912130567* 

PR 

7912140934 

50-320    H 

7912190109* 

30-363   H 

Neiu  MeticDi  State  of 

7912030574 

WASTE  HOT 

7912Q905flO» 

UA9TE  MST 

7912050SB3* 

UABTE  MOT 

7912190350 

WASTE  MOT 

7912200446 

HASTE  MOT 

79122Q016B" 

WABTE  MOT 

79133B01B2* 

HASTE  MOT 

HBU  Paper  Providence,  RI 

79122B0660 

FDIA 

Mam  York  State  Electric  &  Gas  Corp. 

7912120040 

30-396   0 

Neui  York-  State  Univ.  of,  Buffalo 

7912120144* 

50-57     0. 

Neu  York..  State  of 

7912060644 

30-3      0 

7912070319* 

FDIA 

791H13QOB9 

NUJIEO 

79121  3034B 

PR 

7912130352* 

PR 

7912140010 

3  0-396    0 

7912170327 

30-332    Q 

7912260292 

50-596    0 

NBiuberri)  Township.  York  Haven.  PA 

79121B0346 

50-2B9    0 

Niagara  Mod  auk  Power  Corp. 

7912040277 

50-230    Q 

7913040313 

50-330    P 

7912040346 

50-330    P 

7912040463 

50-220    P 

7912040169 

50-330    P 

7912050493 

30-220   P 

791210030B* 

SO-220    Q 

7912130460 

pn 

7912140157 

50-2HO    Q 

79121403B2 

50-410    Q 

7912170169 

30-330    Q 

79121BO339 

50-330    F 

7912190547 

30-220    P 

79123003  13» 

3O-220    0 

7912210179 

3O-220    F 

7912310377 

50-220    P 

7912360267 

BO-220    ft 

791236.026B* 

30-220   R 

79I227O239 

30-220    S 

7913270324 

50-410    A 

7912270330 

50-230    P 

791B370379 

30-230    P 

7912270507 

50-230    P 

7912290019 

50-220    0 

7913310427 

50-330   0 

NilHS  Steel  Tank 

7912190654 

71-392 

7912190657* 

71-332 

North  Anna  Environmental  Coalition 

791S1900BB* 

50-2BD   0 

North  Carolina  State  Univ. 

7912130432 

50-111    P 

7912310223 

50-297    0 

North  Carolina.  State  of 

7912130446 

pnoj 

791S1B0217* 

50-499    0 

7912200363* 

30-339   A 

North  Carolina.  Univ.  of 

7912190953 

REB 

Northcutt  Ely 

7912260360 

50-445   M 

North«a*t  Nuclnar  Energy  Co.  (subs,  of 

7913040421 

50-336    B 

Northeast  Utilities) 

7912040426* 

30-336   B 

7912140022 

3O-433    Q 

791B140227 

30-423   A 

7912140237 

50-423   Q 

7912I402H7 

50-336   Q 

Northeast  Utilities 

7912030206 

30-243   P 

7912040333 

50-245   P 

7912040396 

30-336    B 

7912040401* 

50-336    S 

7912040407 

50-336   S 

791E040413* 

30-336   B 

7912050502 

5O-336   P 

7912030304 

30-245   P 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


Northern  Indiana  Public  Service  CD 


Northern  States  Fouier  Co. 


7913060305 

7913060303 

791S070343 

7913070346* 

79130703B1 

791207O3B5* 

7912100234 

791310QSB4 

7912100394* 

7912100299 

7912100304* 
7913110305 
79I212O027 
791212039O 
79 131 30390 

7912130113 
7913130321 
7912130321 
791313O321 
7912130383 

7912130455 
7912130455 
7912130459 
79121304S9 
791213046B* 

791S130542 
791217023B 
79121B0279 
7912180363 
79121B0365* 

7912180393 

7912180403* 

79131S04B7 

79121BOS75 

79131SQ5B1" 

7913180589 
79121BO601* 

7912190261 
7912190261 
791219O4O9 

7912190414* 
791321QHB 
7912210187 
7913210262 
7912260276 

7912270293 

7912270318 

7912570515 

7912270543* 

79123H0004 

7912310376 
79123103BO 
7912310543 
79120301B4 
791 2030 1B6 

7912110354 
79121 10364 
7912140334 
7912310466 
7712030197 

7912030202" 

7913040301 

7912040243 

79120402.49* 

7912O50671* 

7912070333 

7912070431 

7912070434 

7912070440* 

7912100369 

7912110307 
7912110310 
7912120244 
7912120244 
7912120364 

7912120376" 

7912140259 

7913140367 

7912140374» 

7912170304 

7912180630 

7912100638* 

79121806BB* 

7912180634* 

79121BQ63ci* 


50-213 
50-213 
50-245- 
50-245 
50-334 

50-336 
50-213 
30-213 
50-213 
90-245 

30-245 

50-336 

FlESuD 

30-213 

50-213 

50-336 
30-213 
50-313 
50-213 
90-243 

90-213 
50-213 
90-213 
50-336 
50-336 

TOPflEP 
30-245 
50-213 
50-345 
50-245 


50-334  R 

50-336  R 

50-33&  0 

50-336  S 

50-336  B 


50-336 
30-336 
30-213 
30-213 
50-336 


30-24  5 
50-213 
30-243 
50-245 
5O-336 


50-336  P 

50-33-6  F 

50-336  1* 

SO-336  P 

30-345  P 


50-215  r> 

SO-4S3  A 

50-336  P 

50-367  R 

50-367  R 


50-367 
50-367 
50-367 
30-367 
50-306 

50-306 
30-2B2 
50-263 
50-263 
30-282 

90-232 
50-363 
50-SB3 
50-3B2 
50-263 

50-202 
50-263 
50-3B2 
50-283 
50-263 

50-263 
50-263 
50-263 
50-263 
50-263 

30-282 
90-2B2. 
30-282 
50-263 


AUTHOR 
AFFILIATION 

ACCESSION               SUBJECT 
NUMBER                     CATEOORV 

7912100640*         30-2B3         1 

7912190167            50-263         F 

7912190354           30-363        F 

7913190301             50-282         u 

7912200369           50-263        P 

7912300393            SO-2'B2         P 

7912200414            50-363         P 

7912200432           50-292        P 

7912270333           50-263        a 

7912370310            SO-263         P 

7912270414            SO  -263         B 

7912270491            50-3BS         B 

79I237049B*          30-2B2         B 

7912370940            50-263         P 

79  122  70545  *         SO  -263         P 

7912270532*         3O-263         P 

7912270S6S            80-363         S 

79132709BO»         50-263         B 

79iaaeoo4i        SO-SBB      o 

79  1  3  2BOO  4  6           3O-263        Q 

79122B0053            50-263         0. 

7913260067            50-2B2         Q 

7912310365           30-263        F 

7912310422            50-263         B 

791331043B"         50-243        S 

791231047S           30-332        S 

7912310475            50-2H3         S 

791331047B*         50-282         S 

7912310479*         30-233         S 

Nuclear    Assurance    Corp. 

79123104BB            71-6698 

Nuclear    Dynamics 

7912120135            40-3663 
79131  30137*         40-3663 

7713120130*         4O-B663 

7912130153*         40-3663 

791221O113           10-9663 

Nuclear    EnQlneBring    Co.  .     Inc.      laubs.     of 

7912130045            71-6144 

TeUdgntc     Inc.  1 
Nuclear   Engineering    Co..     Inc..     (subs,     at 

7912190444           27-39 

Teledynep     Inc.  ) 

7912190443*         37-39 

791326O29O          27-39 

79122B0674*         27-49 

7912310379           71-605B 

Nuclear   Fu>l   Sarvicna.     Inc.      (»uba.     of 

791  30403  13*         30-201         fl 

Getty    nil    Co.  1 

7913260175B         7Q-143 

Nuclear    Support    Bvcs    Inc. 
Q  'Canncn-    Be  Hannan 

7913200304            neOOD 
7912050466            F01A 

Dak   RidflB    National    LaboraSory 

7912110443            NUREO 
7913110463            REB 

79iailO509           REB 

7913130033            NUREO 

7912130190            NUflEU 

79121401B6            NUREQ 

7913140206           NUflEO 

7912140427*        RES 

7912140467            HE'S 

7912140510            RE9 

7913170167           KEB 

7912170174           REB 

791B170422          REB 

79131S0143          RES 

79121B07OO           OHG 

7912190546           REB 

7913190561           REB 

Ocean    County.    HJ 
Office    of   Management    &  Budget 

7912130309           PR 

7912I1010B»        ACH5 
7912370099*        CDMMIBSIOM 

Ogle-  Pslrolaum,     Inc. 

7912130402            40-B743 
7913300616            40-3743 

7912210lBfi            40-S745 

Ohio   Edi*pn  Co. 
Ohio,    State    of 

7913120340           30-580 
7912130311           PR 

P 

Omaha   Hondei  truitlve    ft   Metal  Lurg  ical 

7913140143            71-160 

Tasting     Inc. 
Omaha    Public    POUEI*    District 

7912030212           50-305 
7912070406           &0-2B5 

P 
S 

791SO70410*          50-3B& 

B 

7913070443           50-2B5 

P 

7912070464*         30-263 

P 

7912110360           50-2B5 

S 

79131103-66*         SO-335 

O 

7913130416           50-2H3 

P 

7913130460           PR 

30-282   R 


79121 40347 


CORPORATE  SOURCE  INDEX 


AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJHCT 
CATEGORY 

7912140352* 
7912140397 
7913170193 
7912190363 
7912190301 

50-263         Ft 
30-2B5         P 
50-285         0 
50-2Q5         0 
30-2BS         H 

7912190565 
7912190S8B 
7912210105 
7312370270 
7913270376 

50-335         P 
50-285         F 
50-2B5         0 
50-285         P 
50-385         F> 

cav-age,  Mai-fc 
egan,     State     of 

7912130013 
7913120125 
7-912050525 
7912130073* 
7912130523 

50-350         H 
50-230         0 
50-34-1         P 
CONTRACT 
PR 

storsheJl    Alliance.      Enc. 

C    Enargy     Analysis    Co. 
cif.c    GS5    (,    Electric    Co, 

7912130345 
7912130353" 
79131B02B8 
791203003B 
79120301  IB 

50-382         G 
50-382         G 
FDIA 
30-275         G 
PRDJ 

7913040452 
791204049Q 
7913050317 
7912030351"' 
7912050360' 

50-275         A 
5Q-27S         A 
50-133         G 
50-133         S 
50-133         Q 

7912050364* 
7912050369* 
7913060251 
7912100469 
7912100477 

50-133         G 
50-133         0 
50-133         G 
PflDJ 
PROJ 

7912110322 
79121  10332 
7912110371 
79|3iao:il7 
7912120317 

50-275         A 
SO-B75         A 
50-275         H 
50-27  &         A 
50-275         A 

7912130346 
7912120350* 
7</13l30P7l 
79I3130290* 
7913140009 

50-133         F! 
50-133         II 
50-275         A 
50-275.         A 
I'HOJ 

771D140020* 
7912110497* 
7712170251 
79  121  50002* 
79121906M 

PttQJ 
50-273         0 
PHQJ 
50-133         Q 
50-275         0 

7912260280 
79I22602BQ 
791S2602B4* 
771326029'!* 
7913270078* 

50-275         V, 
50-273         K 
50-375         K 
50-275         K 
50-275         Q 

If  ic    Legal    Foundation 
AmiM'tcari    World    Auiuags,     ]nc 
amp  tor,      I  nr 

79  12270276  a 
791231018'! 
7912130533 
7913200116 
7912100103* 

50-314         F 
REG-GO 
PFI 
71-96 
CONTRACT 

sons,  Boh  le    ?.    I  atimcr 
trfmdor     Min-e«     Carp. 

7912260679 
7913060103 
7912070377 
7912I702B2 
791217Q2B4 

FQIA 
XPORTLIC 
PRBJ 
40-2239 
10-2259 

1     Munroe     Hy  drawl  1  1*  ,      Inc. 

7912390395* 
7912280311* 
7913260331* 
7912060330 
7912060327" 

40-2239 
40-2259 
40-S259 
XiiQRTLIC 
XPQRTLIC 

naylvani-a    Homer    *•    Light   CD. 

7913130203* 
791214011B 
7912040351 
7912040507 
7913040507 

XPDRTLIC 
XPORTLIC 

SO-3B7         S 
50-3B7         S 
50-3B7         & 

7912050506 
7912030506 
7912120019 
77131203Q4 
771212Q3B4 

50-3S7         S 
50-387          S 
F1EGDD 
30-3B7         K 
50-387         K 

7912I203B7* 
77IS1203B7* 
7713130246 
7712130347" 
7912140263 

50-3B7         K 
50-3B7         K 
30-387         G 
50-387          3 
SO-3B7         B 

7913140273 
7912140373 
7912260333* 
7912260333* 
7913270343 

SO-3S7         Q 
50-387         Q 
50-387         0 
50-3B7         Q 
BO-397         A 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

7913270243 

50-387 

A 

791227OS9B 

30-3B7 

S 

7912270S9B 

50-387 

S 

791227030B» 

50-3S7 

S 

79I327030B» 

30-397 

3 

Pennaglvania  State  Univ. 

79131304B9 

PROJ 

Penn»i|lvanifli  State  of 

7912050233 

50-3B9 

G 

7912130175 

50-2B9 

G 

791217036B 

PRM 

79121B0163 

30-289 

e 

79121BO193 

SO-2B9 

o 

People  Against  Nuclear  Energy 

7912040339 

30-3B9 

G 

7912O6O242B 

50-2B7 

G 

7912130026 

50-3H9 

G 

7913260362 

50-289 

O 

Perkins,  Coin,  Stone,  Dlaen  fc  Uil  Haras 

7913030007 

50-322 

G 

79120703S5 

50-522 

G 

7912070472* 

30-533 

G 

7912100473 

30-532 

Q 

7912170020 

50-5S2 

6 

7912170020 

50-322 

& 

791217QO41" 

50-522 

G 

791317Q041* 

50-533 

0 

791217Q04B* 

50-522 

O 

77121  7001B* 

50-522 

0 

7913260039 

50-532 

0 

Pharmaco  Nuilear.  Iric 

7912120483 

FOIA 

Philadelphia  EUctrii:  Co. 

79  J  2040293 

50-27B 

S 

7912010405 

50-378 

S 

7912030105B 

50-277 

Q 

771206O044* 

50-277 

a 

7912070151* 

50-332 

0 

7912070349 

50-277 

s 

7913120323 

50-277 

p 

7912120343 

30-277 

B 

7913130347* 

30-277 

s 

79I212O429 

50-277 

s 

7913130433* 

50-277 

s 

7912120511 

30-353 

Q 

79121301BO 

50-270 

S 

7712130417 

50-278 

b 

791214O344 

SO  -377 

n 

7712140341 

50-277 

R 

7912140359* 

50-377 

R 

7912140357H 

50-277 

n 

791H110455 

50-377 

B 

7712140463" 

50-277 

s 

7912170171 

50-H77 

Q 

7712170240 

50-277 

f) 

79121B0010 

50-27B 

S 

7913130504 

50-278 

S 

79121Q0546 

30-278 

G 

79121B035H 

50-27B 

S 

77121B03B6 

5Q-27B 

0 

79131B0591* 

30-27B 

s 

7912100606 

50-377 

1' 

7913180606 

50-277 

p 

77131BO£44 

50-277 

s 

79121S0644 

50-277 

Q 

79131S0647K 

50-277 

8 

79121B0647* 

50-277 

t- 

7912190566 

50-277 

B 

7912370393 

50-S77 

G 

7713270373 

50-277 

8 

7912370497 

30-37B 

B 

7912370510* 

50-27B 

B 

7913270596 

50-377 

3 

79133S0031 

50-277 

Q 

79122BOS61 

30-277 

P 

7912310191 

50-277 

S 

771331019H 

RE6BD 

7712310322 

50  -277 

B 

''til  lippines 

7912050392 

50-574 

G 

7912050396* 

50-574 

0 

"ick  Instrument  Produtts  Co.  ,  Inc. 

79131B033B 

71-359 

79121OO359* 

71-359 

'ictard  Louie  t,  Qarrick,  Inc. 

7913380232* 

50-244 

P 

'1-acer  tunei  ,  Inc. 
'l^teau  Resources,  Ltd. 

7912SS06B7* 
7913130360 

WASTE  MBT 
40-7869 

79122BOOB2 

40-B674 

79122BOOB9* 

4O-B674 

dilution  Environmental  Problems 
'orter-Qarti  Consultants,  Inc. 
or  Hand  Cement  Asanciation 

79122B010a<f 
7912180147 
7912120338* 
7912110036* 

40-8674 
FQIA 

SO-330 
CONTRACT 

u 

CORPORATE  SOURCE  INDEX 
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AUTHOR                                                       ACCESSION 
AFFILIATION                                                     NUMBER 

SUBJECT 
CATEGORY 

t 

Portland    General    Eluctric    Co.                                      7912O403BO 

50-344 

P 

7912O3047B 

50-344 

P 

79130-60496 

50-344 

F 

7912070405 

50-344 

F 

7913070452 

50-344 

P 

79131  10302 

50-344 

S 

79121  10341 

50-344 

S 

79131  10342* 

50-344 

5 

7912110344* 

50-344 

S 

7912120319 

50-344 

P 

7912120321" 

50-344 

c 

7913130237 

50-344 

G 

7912140353 

50-344 

P 

791214D361 

30-344 

R 

79121403B7* 

50-344 

R 

7913180120* 

50-344 

G 

79121  B0127* 

50-344 

0 

7912180549 

50-344 

P 

791318061S 

50-344 

S 

7912180632 

50-344 

P 

/9121B0637 

50-344 

3 

7913100632* 

50-344 

3 

7912190003* 

30-133 

Q 

7913190379 

50-344 

P 

7912210162* 

SO-2O6 

Q 

7912210366 

50-344 

P 

791327Q1H1 

50-344 

P 

791  2270  1B3 

50-344 

P 

7713270269 

50-344 

F 

7912270439 

50-344 

S 

79123B0491 

50-344 

P 

79122QOSIB 

50-344 

P 

79123B0525* 

50-344 

P 

79  122  BO  53  5* 

50-344 

P 

7713S8067B" 

50-344 

0 

7913310516 

50-344 

P 

7912310520* 

50-344 

P 

7913310527* 

50-344 

P 

Pntomac    Alliance                                                                       7912120174" 

SO-33B 

0 

7913120174" 

50-33B 

G 

7912120178" 

50-338 

G 

7912130I7B* 

00-330 

G 

79121  2O1B4* 

50-338 

G 

79I31301B9* 

50-33B 

G 

7912120197" 

50-33B 

G 

Potomac    nosearch,     Int.                                                        79I211O105* 

CONTRACT 

Power    Authority    of    the    State    of   Neui    York       791303016Q 

30-333 

P 

7912030181 

SO-286 

F 

7912040200 

50-2B6 

P 

7912O40306* 

50-286 

P 

7912O4030Q 

50-333 

S 

7712040313* 

50-333 

S 

7V  120403  I  9 

50-286 

n 

7912O4O321" 

5Q-2B6 

s 

79«"O40367 

SO-2B6 

Q 

7913040369* 

50-286 

S 

7712O403QB 

50-2Q6 

3 

7913O404B2 

30-206 

S 

7712D40500 

50-333 

P 

79130500B4* 

50-333 

Q 

7913060526 

50-286 

P 

79120605SQ* 

50-286 

P 

7913070397 

50-2B6 

P 

7912100316 

30-333 

O 

7913110250 

50-333 

R 

7912110256" 

50-333 

R 

7913110377 

50-333 

2 

79121  102B2» 

5O-333 

Q 

791311032B 

50-333 

a 

7912110329* 

50-333 

s 

7912110332 

50-3B6 

3 

7912110333* 

50-386 

B 

7913110343 

50-333 

S 

7912:110347* 

50-333 

3 

7913110355 

50-333 

S 

7912110359" 

30-333 

B 

7912130003 

50-333 

a 

791318012B 

50-333 

G 

7912130431 

50-333 

P 

7913120457 

50-333 

P 

7913120460" 

50-333 

P 

7912120461* 

30-333 

P 

7912130504 

50-333 

a 

7912130300 

50-333 

a 

7912130291* 

50-3 

p 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATECDRY 

7913130291* 

50-3 

P 

791213044-9 

SO-333 

5 

7913130454* 

50-333 

S 

7913130460 

PR 

7913130515 

5O-2B6 

0 

7913130345 

50-333 

p 

7912130547* 

50-333 

p 

7913130S50* 

50-333 

p 

7912140213 

5Q-SB6 

a 

7913140299 

50-333 

a 

7913140-539 

30-333 

s 

7912140449!" 

50-333 

3 

7912170176 

50-286 

Q 

7912170314 

50-333 

a 

771217QB96 

S0-3a& 

p 

7912HB0543 

50-3  B6 

p 

7712(80569 

5D-2B6 

s 

7912190571 

50-3B6 

p 

79121QOS73 

50-333 

p 

79121B0592» 

so-236 

s 

77121B0594 

5O-333 

s 

7913IBQ599- 

50-333 

e 

71131901)  18 

30-2  BA 

H 

791317041S 

50-2  B6 

H 

7912190513 

50-296 

H 

7912190572 

50-2B6 

p 

79I22OQ342 

50-296 

R 

7913200349* 

SO-3B6 

n 

791221O316 

90-333 

s 

7912310322* 

50-333 

5 

7913310327 

50-333 

3 

7912210336* 

50-333 

3 

7913360053 

30-333 

0 

7912260Q57 

50-333 

0 

7912270267 

50-3 

P 

7913370275" 

50-3 

P 

7912270305 

50-3B6 

P 

7913370310 

50-206 

P 

7912270335 

50-236 

P 

7913370353 

30-28& 

P 

71  1  2  37041  7  * 

50-2B6 

P 

7913370453" 

5O-2B6 

P 

791227046OB 

Sa-3Gb 

P 

7913370553 

50-236 

S 

79122705621 

SO-2H6 

3 

77I22BGQ05 

50-3D6 

0 

79  1  229050  4- 

30-2B4 

H 

79122805<H 

50-2S6 

H 

77133B0613 

SO-2B6 

P 

7912310323 

50-3O6 

S 

7912310367 

30-3B6 

0 

Power    Engineer  ing    Socioty 
Presiio-nt    of  US   !.   Eioculiva  Ufficus 

7912290694 
7712180353" 

RE  BOD 
FOR    MISC 

President  's   Commission    on    the    AcLldenl    at 

7912070006 

50-320 

P 

Three    Mile    IsUniS 

PuttlU    Interest    Lau  Center    of    Philadalph 

7912360459* 

50-320 

G 

ia 

Public     Interest    Rosearcli    Group 

7912130332 

PRM 

Public    Lam   Utilities    Croup 

7713200025 

30-383 

0 

Public    Service    Co       oF    Colorado 

7912040316 

50-267 

P 

7912040221* 

30-367 

P 

7712040296 

50-267 

Q 

791SQ4Q29B* 

50-367 

£5 

7912040320 

50-267 

S 

7913040323* 

50-367 

a 

79l30403Hi 

50-267 

s 

7913040330* 

50-267 

3 

7912040332 

50-267 

B 

7912040335* 

50-567 

S 

7912040337 

SO-267 

S 

79IH04034I* 

50-367 

s 

7912040362 

50-267 

s 

7912040363*- 

50-267 

s 

79130*0100 

30-267 

5 

7912040406* 

30-367 

3 

7712040429 

SO-267 

Q 

7912040433* 

50-267 

a 

7913110316 

50-267 

p 

7912120324 

50-267 

6 

79121EQ336» 

5D-267 

s 

7912120339 

SO-H67 

s 

7912120341* 

50-267 

Q 

7912130406 

50-267 

p 

7913140331 

30-267 

R 

7912140339* 

50-267 

R 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMDER 

SUBJECT 
CATEODRY 

7912170201 

30-267 

O 

7913170206 

30-267 

0 

79121B0063 

50-2i7 

s 

79121BQ063* 

50-36.7 

& 

79121B0266 

50-2,67 

o 

79131B0413 

50-267 

R 

79121B04H9* 

30-367 

R 

7912180500 

50-267 

R 

7912130503. 

90-367 

R 

7912160509 

50-367 

R 

7912160513* 

50-267 

R 

79131B0595 

50-267 

P 

79131B0596 

50-867 

S 

79121S0610* 

50-267 

S 

7912190580 

50-267 

P 

7913210098 

50-267 

G 

7912210373 

30-267 

P 

79133  10376* 

50-267 

P 

7912270233 

30-367 

P 

7912270426 

5O-267 

s 

7913370433* 

30-267 

s 

7912260342 

30-267 

P 

7913310074 

50-267 

P 

7912310175 

5Q-367 

P 

7913310396 

30-267 

H 

79  1  33  1  0398* 

SO-367 

Fl 

Public   Service    Co.     of    Indiana,     Inc. 

7912030301* 

50-546 

Q 

7912050301» 

50-546 

Q 

7912030434* 

50-316 

Q 

7913060057 

50-546 

Q 

7912060057 

50-546 

Q 

7912070411* 

50-946 

Q 

791207041  1» 

50-546 

Q 

7912120398 

50-346 

A 

Public    Service    Co.     of    New   Hampihire 

7913050070* 

30-44.3 

Q 

791  2130464 

50-443 

S 

7912120464 

5O-443 

a 

79121S0466* 

5O-443 

s 

7912120466* 

50-443 

5 

79121204Bi 

3O-443 

S 

791  2120406 

30-443 

3 

7912120499* 

5O-443 

S 

7913120513 

50-443 

Q 

7912140331 

50-443 

A 

7913140363 

50-443 

S 

7912140343 

50-443 

B 

7912210330 

30-443 

A 

Public   Servile   Co.     oF   Oklahoma 

7912030004 

50-354 

0 

7912030015* 

30-556 

0 

7912130337 

5O-44S 

M 

7912130337 

50-445 

M 

7913130337 

30-445 

M 

7912130361* 

50-445 

M 

7912130361* 

5O-44S 

M 

7912130361* 

50-415 

M 

7912130366" 

50-445 

M 

7912130366* 

50-44S 

M 

7912130366* 

30-445 

M 

791313037B* 

50-445 

M 

7912130378* 

50-445 

H 

7912130378* 

30-445 

M 

79121B03S9 

30-3S6 

A 

7912180567* 

50-556 

A 

Public   Service    Electric   &  Qai  Co.     of  New 

7912030190 

90-272. 

8     ' 

Jiraeij 

7913030195* 

30-273 

B 

7912030239* 

50-273 

Q 

7913040311 

50-272 

8 

7912040317* 

50-S.7B 

B 

7912040338 

50-372 

B 

3 

3 

s 
J 

5 

s 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMDER 

SUBJECT 
CATEODRY 

7912040311 
7912040315* 
7913040531 
7912040921 
7912040524* 

50-272    R 
50-273    R 
50-272    R 
50-273    R 
90-372    R 

7912040524* 
7912030422 
7912050439* 
7912030187 
7912050487 

30-272    R 
50-273    & 
50-272    B 
50-273    F 
50-373    F 

79120504QQ* 
7912030488* 
79  120603  IS 
7912060329* 
7912060339* 

30-272    F 
30-272    F 
30-373    P 
30-272    P 
90-272    P 

7912060339* 
7913070423 
7912110296 
791211029B* 
7912130296 

30-273    P 
30-372    Q 
50-272   S 
50-273    S 
PR 

7912130464* 
7912140030 
7912140267 
791214Q2B9 
7912140304 

50-334    9 
30-373    G 
50-354    Q 
30-354    Q 
50-272    P 

7912140318* 
79131  40537* 
7912170190 
7912170234 
79121S0379 

50-272    P 
50-311    a 
50-272    Q 
30-354    Q 
50-272    R 

79121BO3B3H 
7913180435 
79121B0473 
7912180330 
7912190093* 

30-272    H 
30-311    0 
50-272    0 
50-311    A 
50-272    G 

7912190569 
7912190377 
7912190577 
7912200527 
7912360033 

50-273    H 
50-272    P 
50-272    P 
30-272    P 
50-272    fl 

79132702B6 
7913270290* 
7912270567 
7912270584 
7912270591» 

50-272    S 
50-272    S 
50-354    A 
30-372    8 
50-272    3 

Fuget  Sound  Pouier  (.  Light  Co. 

7912270393 
7913370600* 
7912280338 
7912030007 
7912070355 

90-273    S 
50-373    B 
50-2.72   P 
50-522    0 
30-523    0 

7913100473 
7912170020 
7912170020 
7912170041* 
7912170041* 

50-523    0 
30-522    0 
50-922    0 
50-532    0 
50-932    0 

7712I7004B* 
791217004B* 
7912260039 
7912270315 
7913370512 

90-522    0 
30-322    G 
50-522    0 
90-933    A 
50-522    H 

Purdue  Univ. 
Pufcnuu.L.W. 
Raytheon  Co, 
Ren*«olaer  Polgtechnic  Inst. 
Heuter-atuliBSi  Inc. 

79130503B3 
79121B0327 
7912030333* 
7912110541* 
7912170371 

50-1S2    J 
50-302    Q 
40-13B6 
CONTRACT 
XPORTUC 

Rhode  Island.  State  of 

7912200407 
7912210139 
7912130532 
7912130531 
7912190590 

XPORTLIC 
XPORTLIC 
50-193   S 
50-193    S 
50-193   B 

Hie  liana  Corp. 
Rl  versidai  CA 
Rochester  Committee  for  Scientific 
Informal!  on 
Rocfteatar  Oas  b  Electric  Corp. 

79121S0072 
7913050614* 
7912200532 

7912040049 
7912090494 

WASTE  MOT 
PROJ 
30-344   0 

50-244   Q 
50-244   P 

7913120445 
79121B0447 
7912120450 
7912130526 
7912H0047 

30-244   P 
50-244   P 
90-H44   P 
50-244   S 
50-244   0 

7912170347 
791318034B 
79121B0351* 
79121B041B 

30-244   0 
30-844   R 
HO-244   R 
90-244   P 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUDJSCT 
CATEOOHY 

79121Q0914 

50-344 

P 

791S1S0927 

30-244 

P 

7912190313 

30-3-14 

S 

79  12200522 

30-244 

0 

79122103BO 

SO-344 

P 

7912240033 

30-344 

Q 

7912370392 

90-244 

F 

791227043* 

30-3*4 

S 

7912270442* 

50-244 

S 

7912270403 

•50-344 

S 

79  12230022 

30-244 

o 

79122B0204* 

30-344 

P 

79122B050I 

30-244 

P 

7912310391 

30-244 

F 

7912310394* 

30-344 

F 

Rocky  Mountain  Enorjij  CD. 

7912120039 
7912170267 

PROJ 
40-3731 

791210000B 

40-8721 

79121G0093 

40-8721 

79123702S2 

40-S452 

7912310200 

40-87B1 

Rogoui,  B. 

7912120013 
79121S0125 

30-230 
30-230 

H 
0 

Ropes  (4  Gray 

7912170053 
7912170202 

50-309 
30-309 

0 
0 

79121S002B 

30-G09 

C 

7912210100 

50-471 

& 

S.H.BtollBT  Corp.  (subs,  of  Arthur  D. 

7912130336 

PR 

Little.  Inc.  ) 
SPEX  Indu*tria«.  Inc. 

7912030041 
7912210044 

XPORTLIC 
XPORTLIC 

Sacram«nto  Municipal  Utility  District 

7912O300E7 
7912030034* 

30-318 
30-312 

Q 
0 

7912Ofl0392 

30-312 

P 

791204047B 

50-312 

P 

7912050500 

50-312 

J 

7912070436 

50-31  S 

a 

7912070430* 

50-312 

s 

7913110319 

50-312 

p 

7912110333 

50-3  IB 

3 

7912110327* 

50-312 

S 

7912140015 

30-312 

& 

7912140023* 

30-312 

0 

7912140033 

30-312 

0 

7912140041* 

30-312 

0 

7912:140124 

30-312 

0 

7912140139* 

30-312 

0 

7913140450 

30-312 

3 

7912140437* 

30-312 

S 

7912170277 

30-312 

R 

79  121  70270  * 

50-312 

R 

791S1B0531 

50-312 

S 

791Z1Q0555* 

30-312 

S 

79121B0407 

50-312 

p 

79121B063B 

30-312 

3 

79I21B0641* 

30-312 

B 

7912190032* 

30-312 

a 

7912190437 

30-312 

p 

791H190353 

30-31  2 

p 

7912200BOS 

30-3  1H 

p 

7912300506* 

50-312 

p 

7912210133* 

50-304 

a 

7918360215 

50-31  3 

s 

7912260217* 

30-313 

& 

791E360226 

50-312 

F 

7912240299 

50-31K 

5 

791S260S29* 

30-319 

S 

7912260230 

30-312 

F 

791BS60H73 

30-312 

S 

791B260B77* 

30-312 

8 

7912260S79 

30-312 

S 

791-2260SB3* 

30-313 

S 

7918270246 

30-312 

a 

7912870329 

30-312 

a 

791S270334* 

50-312 

Q 

7912270462 

50-312 

P 

79122B0467 

50-31  S 

P 

79122S0496 

30-3  IB 

P 

79122S0573 

30-312 

P 

7912310333 

50-312 

P 

791S31036B* 

30-31  a 

P 

7913310452 

30-312 

a 

7912310435* 

30-312 

a 

B*tt  Havtn.Ltd, 

Ban  Antnnia*  TX 

7912130307 

7912270032* 

PR 
30-49B 

M 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

San  Diego   0a»  tc  Electric   Co. 

7912140142 
791  22703  97« 

9O-3A  1          0 
9O-36  1          A 

San  Jo»B    State  Univ. 
Qan  Luis    Qbiipo  Mothers    for   Peaca 
Sandia  Laboratories 

79121200B6* 
7912130276 
7912140163 

CONTRACT 
30-275         0 
NUHE« 

7913140339 

HURES 

791B140493* 

REB 

7912140499* 

SES 

791S140524* 

RES 

79  121  40926* 

REH 

7912170337 

nee 

79L2180O79 

XPDRTHC 

7912310133 

NUREO 

7913310529 

NUREO 

Sargent   &  Lundiji     Inc. 

79  121  00321* 

30-409         P 

791310032q» 

SO-  409         P 

791210O331* 

SO-409         P 

7913300151 

HECOD 

Sauafra*   Audubon   Society 

7  9  IB  170031* 
7912210340 

B0-9fl(.         A 
50-946         0 

7912B10364* 

3O-546         0 

Schint   &    Boncher 
Scienca    Applications!     Inc. 

7912140307» 
7912030401* 
7912050404* 

FOIA 
WASTE   MOT 
WASTE  H&T 

7912050607* 

WASTE  MOT 

7912120132  NUREO 

791B120163  FDIA 

7912130141  FQIA 

7912140534  WASTE  MOT 

Scientists    d  Englnaera    for    Socura   Etiargy      7912L30247  PR 

7912130274  PR 


7912120094.  NUREO 

79  121201  55  SO-320         U 


Sensible   Malm   Pouar 


Shannon    &  Wilson.  Inc. 

Sham.    Pittmam    Potts    Si  Trniubridflf 


791H120279* 

FDIA 

7912120S63* 

5O-346 

U 

79iai3ooaa» 

50-302 

U 

7913130171 

90-546 

U 

7912140330 

SO-  139 

U 

7912170399 

50-SSO 

U 

771S200312 

30-339 

A 

79122003S8* 

50-339 

A 

7912210099* 

50-3  SB 

U 

7912210133* 

50-279 

U 

791B21017B* 

50-437 

U 

7912310197* 

90-219 

U 

7912210B66* 

30-332 

U 

7912B70003» 

PDR    MIBC 

791B2B02&1 

80-313 

U 

7912230287* 

5O-330 

U 

79121  I040a 

BO-309 

Q 

791211Q41B* 

5O-309 

0 

791B110433"- 

50-309 

0 

7912130316 

PR 

79121BQ442 

NUREO 

791B31020B 

NUREO 

79  IB  030027 

30-312 

0 

7912030034" 

3O-312 

0 

791B050321 

30-4B2 

0 

79120400,61 

50-329 

Q 

791BOA0093 

30-2B9 

O 

7913100326 

90-302 

0 

7912130034 

50-239 

Q 

7912130043 

90-3B2 

0 

79121300fl3 

50-289 

0 

7912130110 

90-2B9 

e 

7913130309 

90-239 

0 

7912140013 

50-3  IB 

0 

7912140033* 

90-312 

0 

7912140033 

50-313 

0 

7912140041* 

50-312 

0 

7912140124 

90-312 

0 

7912140159* 

50-3  IB 

0 

7912170B09 

90-3B2 

0 

7912170B17 

50-303 

0 

791B1  90029 

50-3S9 

Q 

7912S40100 

50-3B9 

0 

791S360B93 

50-289 

a 

7913270062. 

30-2B9 

Q 

7912270093 

50-312 

0 

791BB7009i 

90-3B7 

0 

7912270347 

30-312 

0 

7912380103 

S0-3fl2 

0 

79122B014O 

50-3B2 

& 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

Shaldon,  Harmon  tt  Uelss 

7913280456 
79IS2B04S9* 
7912310149 
7912310196 
7912050606 

50-320    0 
50-320    Q 
50-400    S 
50-299    0 
ORB 

791206Q23B 
7913060242" 
791B060640 
7912130026 
7912130469 

50-389    0 
50-299    0 
50-195    0 
50-299    Q 
PR 

79121304B3 
7912130546 
7912I703B6 
79121B0410 
79I31B0410 

PR 
PR 
FQIA 
50-3      0 
50-3      0 

7912190410 
7912180422* 
7912190423" 
79121B0422* 
7912200063 

50-3     G 
50-3      G 
50-3      G 
50-3      Q 
50-239    G 

SbenandnaJi  "allay  Electric  Cooperative, 
Inc. 
Sterra  Club 

7912200066" 
7912360362 
7912270040 
79123005B6 

79131303IB 

30-2B9    C 
30-399    0 
FOIA 
30-339    H 

PH 

Sigma  Chemical  Co.  (subs,  of  Sigma 
Mtfrich  C-orp.  ) 

Sinniasippi  Alliance  for  the  Environment 
(  9AFE  ) 

7912030049 

7712110166 
7912130139 
7913260355* 

7913360363 

XPORTLIC 

XPORTLIC 
XPORTLIC 
50-373    Q 

50-454    G 

Small  Business  Administration 

Snail  &  Uilmer 
South  Carolina  Electric  !<  Oas  Cn. 

7913300179* 
7912200102" 
7913030039 
79I303014S 
7912030147" 

CONTRACT 
CONTRACT 
50-275    0 
50-395    K 
50-393    K 

7912060595i> 
7912100463 
7912110049 
7913130113 
7912130433 

50-395    Q 
50-395    Q 
50-395    Q 
50-395    0 
80-395    Q 

77121  30S69 
7913140339 
7912140360 
7913190563 
7912210166 

30-395    8 
50-395    S 
50-393    S 
50-393    3 
50-399    F 

7913210167* 
7913210403 
79I23EQ532 
79I22B06IO 
7912310026 

SO-395    F 
50-39S    0 
50-395    S 
50-395    3 
REGGD 

South  Carolina,  State  of 

7912060041 
7913060043 
7913110002* 
7913130319 
7913130320" 

70-1729 
50-491    G 
CONTRACT 
PR 
PF! 

South  Te<a»  Electric  Cooperative.  Ini 
Southern  California  Edison  Co. 

7912270094 
79  120301  74 
7913040397 
7913040409" 
791204046B 

30-44S    M 
SO-2O6    8 
50-2O6    S 
50-206    S 
50-206    B 

7913040473* 
7912100306 
7912100392 
7912100333 
7912110312 

5D-2O6    S 
50-206    P 
50-361    0 
SO-361    G 
50-206    H 

7912110215" 
7912130443 
7913130061 
7912130061 
7912130704* 

50-3O6    R 
50-2O6    F 
SO-361    0 
50-361    Q 
50-361    Q 

7919140142 
7912140340 
79131404B4* 
7913170293 
7913170293* 

50-361    0 
90-3O6    P 
50-36.1    Q 
50-206    B 
50-306    9 

7913170311 
7912170314" 
79121QOSIS 
79121B0524 
79131B0324 

50-2Q6    5 
30-806    9 
50-306   P 
50-361    9 
30-36  1    S 

79121S05SB 
7912190529* 

50-206    8 
50-36  1    S 

AUTHOR 
AFFILIATION 

ACCESSION 
NUHDER 

SUBJECT 
CATEGORY 

7913180529* 

50-361    S 

79121B0332* 

50-2O6    S 

7913190573 

30-306    F 

79121Q0609 

50-206    3 

791H1H0617« 

90-206    9 

7912190006* 

30-133    Q 

7913190602 

50-361    8 

7912190603 

30-36  1    S 

7912190615* 

50-361    S 

7912200341 

30-361    S 

7912200541 

50-361    B 

79  12300544  • 

50-361    S 

791  2200541  > 

30-361    S 

7912210136" 

50-206    Q 

7913310142 

50-306    0 

7913210369 

50-3O6    P 

7912270361 

50-206    I 

7913370390 

30-361    A 

7912270397* 

50-361    A 

7912370504 

50-206    P 

791327O5B1 

50-306    S 

7912270587* 

30-206    S 

7912290503 

50-361    A 

Southern  California,  Univ.  of 

7912180223 

NUREO 

Spei  Disc,  Inc. 

79122S0677 

XPORTLIC 

Spiegel  &  HcDiarmid 

7912030042 

PRDJ 

7912090609 

PRtlJ 

7913060016 

PRUJ 

7912120446 

PR{)J 

7913130483 

50^443    M 

7912140226 

PROJ 

791219O13D 

50-443    M 

7913190237 

50-445    M 

791230O3B7 

30-309    M 

7913260359 

PRDJ 

7912310161 

50-440    N 

79123101B9 

50-445    M 

7912310294 

PtiDJ 

Standardized  Nuclear  Unit  Poutr  Plant 

7913060S56 

50-482    Q 

S  if  stern 

7913130146* 

50-483    S 

7913120395 

30-405    S 

7913180175 

90-4H3   0 

7913190197 

50-4H2   0 

79123B0439 

50-4B3    A 

7912280439 

50-48S   A 

79122B0429 

50-4H2    A 

7913390439 

50-483    A 

7912390436)1 

50-4B2    A 

79122B0436* 

30-482    A 

7913380469 

50-482    F 

79122B0469 

50-482    F 

7912390469 

90-483    P 

7912390469 

30-4H2    F 

7913380593 

50-482    G 

Slate,  Dept.  of 

7912030214 

XPORTLIC 

7912100474 

50-574    0 

State,  Dept.  of,  Bureau  of  Oceans  b 

7912030097 

XPORTLIC 

Internatl.  Environ.  6  Scientific  Affairs 

7912140111 

XPORTLIC 

7912140141 

XPORTLIC 

7912140149 

XPORTLIC 

Steel,  Hector  &  Davis 

7913130OSO 

50-250    Q 

7912140014 

50-350    Q 

Stone  &  Webster  Enginaerlng  Corp. 

791  220011*7 

71-347 

7913380155 

J1EGGD 

79122B01S5 

REOOD 

Suffolk  County,  NV 

7913060079" 

50-322   0 

Susquehanna  Alliance 

7912380436 

50-330    0 

79122B0459* 

50-320    G 

Systems^  Sciences  h  Software 

7912180037* 

CONTRACT 

Tech/Qpa  (Tnchnical  Operations,  Inc.  ) 

7912IBOH93 

71-9028 

791  220046  J 

71-9027 

7913300619 

71-6144 

79122102B9 

71-9137 

TechnassociatES,  Inc. 

79132001  73» 

CONTRACT 

79122001  B2« 

CONTRACT 

Technical  dp  «r  a  turns.,  Inc. 

7912310013 

REOOD 

TBchnimet  Corp. 

7913190279 

30-397   A 

Technalagy  For  Energy  Corp. 

79121  10336* 

50-333   P 

Teknekron,  Inc. 

791  31  201  70  K 

FOIA 

79  IS  13031  5" 

FOIA 

Teledyna  Unh  Chang  Albany 

7912040003 

XPORTLIC 

Tunneasee  Valley  Authority 

7910310323 

50-327   3 

791031  0399N 

50-327    3 
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AUTHOR                     ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEGORY 

7912030197 

50-966 

5 

7912030199 

50-566 

G 

791  20401  52 

PR 

7912040301 

5O-259 

B 

7912040303* 

50-239 

5 

7912040435 

50-359 

P 

7912040435 

30-259 

P 

7912040435 

50-259 

P 

791204044B 

50-327 

Q 

7912040477 

5O-360 

S 

79ia0404B3» 

50-260 

S 

7913050071 

5O-43B 

A 

7912050477 

50-390 

B 

79I30304B4 

SO-39O 

B 

79120504B4 

30-390 

S 

7912050507 

50-327 

O 

791205050B 

50-239 

P 

791205050B 

5O-259 

P 

79120S050S 

50-259 

P 

791  2050510* 

5O-259 

P 

7913050510* 

5O-259 

P 

7912OS0510* 

50-259 

P 

7912050313 

50-37O 

S 

7912050513 

50-39O 

S 

7912050316* 

5O-390 

S 

79120503I6» 

5O-390 

S 

7912050517 

5O-43B 

S 

7912050517 

50-43B 

B 

791  2050522* 

50-43B 

S 

7912050522* 

50-438 

S 

7912050534 

50-327 

B 

7912050924 

50-337 

5 

7912050530* 

5O-327 

a 

7912050530* 

50-327 

s 

7913050541 

90-566 

5 

7912050541 

50-566 

a 

79L2050602* 

5O-337 

a 

7913060522 

50-327 

A 

7912060525 

50-327 

A 

7912070306 

71-9O79 

7912100359 

50-327 

R 

7912100359 

50-337 

If 

7912100361" 

50-327 

K 

7912100361* 

50-327 

K 

7913110104* 

ACRS 

7912110302 

5O-337 

Q 

7913110369 

50-327 

A 

7912110369 

50-327 

A 

7912120422 

50-327 

Q 

7912120433 

5O-327 

B 

7912120428* 

50-337 

B 

791312O42B* 

50-337 

G 

7912120477 

50-327 

S 

7912120477 

90-337 

S 

79121204B1* 

50-3S7 

S 

79121204B1* 

50-327 

S 

7913130358 

50-390 

R 

7912130368* 

50-390 

R 

791313026B* 

50-390 

fi 

7713130429 

50-3B3 

S 

7912130439 

50-393 

S 

7912130431" 

50-553 

S 

7913130431* 

50-553 

S 

771313043B 

50-239 

S 

79131304  58 

PR 

7912130483 

50-259 

p 

7713130483 

50-2  39 

p 

79121304B2 

30-259 

p 

791213050B' 

50-259 

p 

791313050B* 

50-259 

p 

791213050B* 

50-339 

p 

7912130520 

50-337 

B 

7912130521 

50-439 

A 

79121305B1 

30-518 

S 

79131305B1 

50-510 

S 

79121305B1 

50-S18 

S 

7912130581 

50-510 

3 

79121303B1 

50-31  B 

S 

79121305B1 

50-510 

B 

7912130601*- 

50-318 

S 

7912130601* 

50-31  B 

B 

7912130601* 

50-310 

•  s 

7912130601* 

50-5  IB 

S 

7912130601* 

50-510 

B 

7912130601* 

50-51  B 

3 

iiiTunu                                                          ACCESSION 
AUTHOR                                                             MiiMHF» 
AFFILIATION                                                       NUMBER 

SUUJECT 
CATEGORY 

7,0,40232 

50-MB 

rt 

7913140355 

40-1341 

7912140373 

50-259 

P 

791  SI  40373 

50-259 

1' 

7912I4O273 

50-259 

P 

771214O3B4 

30-239 

n 

791214G3B4 

ao-339 

R 

791214Q3B4 

50-299 

a 

79121  4O393» 

50-259 

u 

7912170313 

50-390 

B 

7712L70313 

30-390 

2 

7713170317 

50-390 

Q 

7712170317 

50  -390 

G 

7713I7031Q* 

50-390 

S 

79L317O3IDH 

30-390 

G 

79k2i70333» 

30-310 

-J 

7912170333* 

5O  -390 

0 

791217O32-J 

50-390 

0 

7712170321 

50-390 

S 

7913IB0613 

SQ-S59 

3 

7912180623 

SO-359 

B 

71  12  180623* 

BO-239 

S 

7<J121flQ629» 

50-259 

B 

7'?1217Q35'» 

50-39t 

B 

79121  70574 

50-327 

B 

7912190974 

50-337 

B 

7913190573* 

50-337 

S 

79  12  19037  5* 

30-327 

B 

791S19057B 

30-  56  A 

B 

79121  90S7B 

50-566 

G 

79  1  SI  906  1  0« 

90-564 

0 

791  21  906  lOH 

50-366 

B 

7912190630 

50-390 

B 

79121906EO 

30-390 

B 

7912190692 

50-56fc 

S 

7912190692 

30-566 

B 

79iai9069Q» 

5Q-566 

B 

79l2l9069a« 

50-9  6  fi 

S 

7913200003 

30-370 

0 

791H200003 

50-390 

fl 

791230026Q 

F1EC1QT> 

7913200209 

RgQOD 

79  12200  3  03 

90-aa? 

A 

7912200303 

30-327 

ft 

7912210310 

50-327 

A 

7912210349 

SO-337 

A 

791221033&I' 

30-337 

A 

7912270231 

90-239 

P 

791337Q231 

9O-  259 

P 

7913270251 

30-239 

P 

7912270236* 

50-239 

P 

7912270356" 

SO-239 

f 

7912270256* 

50-337 

P 

7912E70363» 

50-339 

P 

771227028'? 

50  -327 

U 

7912270209 

00-337 

K 

791337QH90- 

50-337 

K 

79IH27QH93" 

50-337 

H 

7712270399 

30-8AO 

G 

771227030fli> 

30-260 

Fl 

79  12270356 

SO-390 

ft 

7912370343 

50-aav 

rt 

79  1B2  70363 

90-327 

A 

791227012'! 

00-533' 

A 

791H37047a 

30-337 

G 

791227O473 

30-327 

fi 

7912370179 

30-29  1> 

a 

7912a7047d.it 

SO-3H7 

a 

79IH27047/.1* 

30-327 

a 

79132:70400 

3IJ-390 

CJ 

7912370490 

30-390 

B 

71  1  237Q4B3* 

SO-E»6 

U 

791  22704  B4» 

BO-370 

B 

79  122704  04* 

30-390 

a 

7912270527 

HO-  a  ft"? 

p 

7912270333 

30-327 

K 

79  1  2270964 

50-a9t 

0 

7912S70374* 

SO-27& 

S 

:                                    79132B0027 

REOOD 

7913360173 

ncoon 

77122B&493 

BO-43B 

A 

79iaHB0303 

30-296 

S 

7912260307* 

30-296 

9 

791  220  0509 

SO-239 

B 

7912HB0913fr 

90-339 

a 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

7913390544 
79132B0344 
79132B0553* 
79132B0332* 
79133B0537 

30-337    B 
90-327    S 
50-327    S 
30-927    S 
50-438    8 

7913230331 
7913390581 
7912390581 
7912280591 
7912290537 

50-337    8 
30-327    8 
30-337    S 
50-337    S 
HEQGD 

79132B0590* 
7912290590* 
791  2290590* 
7913290590* 
79132B0607 

50-927   S 
30-327    S 
90-327   S 
50-327   8 
50-519    A 

79133B0607 
79123B0607 
7913280607 
7913290613* 
7912280413' 

50-519    A 
50-519    A 
50-918    A 
50-519    A 
30-518    A 

7912380413* 
7912290661 
7912310009 
7913310020 
7913310392 

30-S18    A 
REGQD 
90-327   0 
REOOD 
50-337    A 

TEnneisB0i  Stats  nf 
Terminal  Data  Corp. 
Teias  A  t.  M  Univ. 

7912310332 
7912110009* 
7912140394* 
7912100303 

50-337   A 
CONTRACT 
CONTRACT 
30-89    J 

Teia*  Init  rumen  t»r  Inc. 
Texat  Nuel»ar  Div.  dubs,  dp  Ramlat)  Eng. 
Co.  ) 

TEiai  Power  &  Light  Co. 

7*M21  BQ4S1* 

79122B0429 
7912040093 
791S2B06S6 

79123S0663* 
7913190435* 

50-443   1 

50-445   H 
70-33 

XPDRTLIC 

XPORTLIC 
50-445   I 

Teias  Public  Interest  Research  Orgup 

7912390629 
7912060002 
79131  304  7H 
79121  400B1 
7912140091 

50-445   M 
90-466   0 
50-466   0 
50-466   0 
50-466    0 

Toia?  Utilities  Oentratlng  Co. 

7913140189* 
7912140219 
7918170035 
7912190170 
7913030040 

50-466    0 
50-466   0 
90-466   0 
50-466    0 
90-446   A 

7913040393 
7912060593 
7913060603* 
791206060B* 
7913140340 

90-443   A 
50-445   A 
SO-445   A 
50-445   A 
90-443   Q 

7913140264 
7912140264 
7913140371* 
7913140271* 
7912170088 

90-445   K 
50-445   K 
50-443   K 
50-443   K 
30-445   0 

7912180412 
7912190417* 
7912190429 
7912190348 
791319094B 

30-445   I 
50-445   I 

90-445   A 
90-445   K 
90-443   K 

791S390627 
7913390627 
7912280627 
7913280639 
7912280429 

50-445   M 
50-445   M 
90-445   M 
50-445   M 
50-445   M 

Tviaii  State  of 

7912280429 
7912100338 
7913110499 

7912130342 
7913130344* 

50-445   M 
50-466   0 
30-443   M 
PR 
PR 

7913190363* 
7912190265* 
7913190263* 
791219026S* 
7913190398* 

90-443   M 
50-449   M 
50-443   M 
50-449   H 
50-445   M 

791219039B* 
7913190399" 
7913190299* 
7913190319* 
7912190319* 

30-443   M 
30-448   M 
30-443    M 
90-445   M 
30-445   M 

Ta»ai-LouUiati4  Electric  Cooperative  Inc. 
Three  Hlli  Iiland  Alirt 

7912390119 
7911300277 
7912360360 

7912040081 

50-498   M 
30-443   H 
50-449   M 
30-330   U 

AUTHOR 
AFFILIATION 

ACCESSION 
NUKDER 

SUBJECT 
CATEGORY 

Toledo  Edison  Co. 

7913140131 
7912170070* 
7913270087 
7912370111 
7912100379 

50-239    O 
50-389    0 
50-289    0 
50-389    0 
50-346    8 

7912100B98* 
7913100334 
7912130310 
7913130373 
7912130379* 

30-346    S 
30-346    H 
30-346    Q 
90-346    R 
30-346    R 

7913130476 
7913130486* 
7912170295 
7912170397* 

7912170300 

50-346    8 
90-346    B 
50-346    S 
50-346    B 
50-314    S 

7912170303* 
7912170303 
7913170309* 
7913190303 
7913190984 

30-346    S 
30-346    S 
30-346   S 
50-346   P 
50-346   P 

7913190127 

791E1  90403 
7912190433 
7913190532* 
7912310147* 

50-346    Q 
50-346    P 
50-346   P 
50-346    P 
30-346   Q 

7912260234 
7912360337* 
7912260333 
79122602S8* 
7913370393 

50-346    S 
50-346    8 
30-346    8 
SO-346   S 
50-346    S 

7913370398* 
7912270402 
7912370407* 
7913270413 

79132704EO* 

50-346    S 
30-346    B 
50-346   B 
50-346    B 
30-346    B 

7912370S94 
7912270599* 
7913380643 
7912310463 

79123104BO 

50-346    3 
30-346    S 

30-346   Q 
50-346   P 
30-346   P 

Transmit  Uarf  Inc. 

7912170339 
7913170343* 
7912170356 

7912170263* 
7913170364 

XPORTLIC 
XPORTLIC 
XPORTLIC 

XPORTLIC 
XPORTLIC 

7912170366* 
7912200396 
7912310104 
79  J  33601  99 
7913260196* 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 

7913360303 
7912260209* 
7912260212* 
7913270037 
7912270029* 

XPORTLIC 
XPORTLIC 
XPORTLIC 
71-330 
71-290 

Trendi  Pub  1  ishingi  Inc. 
Tuikegne  Inct- 
URS/John  A.  Blum*  d  AIBDC.  Engineers 
Uub*.  of  URS) 
Union  76  Minarili  Exploration  Co. 
Union  Carbide  Carp. 

7912180109 

7913040491 
7913040300 

7913170283 
7912030082 

FQIA 

30-406   A 
TOPREP 

4O-B994 
71-6038 

791209064B* 
791H070086* 
7912070088* 
7913100011 

7912140040 

70-687 
70-687 
70-687 
REB 

RES 

7912170144* 
7912170286 
7912200170 
791336006111 
7912310159 

71-9009 
40-299 
71-3957 
30-94    Q 
40-399 

Union  Electric  Co, 
Union  Oil  Co.  of  California 

Union  of  ConEBi-ned  Sciential* 

7912190333 
7912130233 
7912130260* 
7912030003 
7913190433* 

30-493   H 
PRDJ 
PRDJ 
30-266    0 
30-3      0 

Unlar  C*rbld»  Corp.i  Cham,  tc  Plaiticg 
Dlv. 

Unitod  EnginiBi-i  b  Con*  true  ton,  Inc. 
(iut»,  of  Raythtan  Co,  ) 

7913200066* 
7912040064 

7912040069 
7913170135 
79121703B7« 

50-389    B 
71-9070 

71-9070 
71-9070 
OA999 

7913190376 
7912270236* 

30-386   P 
90-247   P 

CORPORATE  SOURCE  INDEX 
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AUTHOR 
AFFILIATION 


ACCEB8IDN 
NUMBER 


United   Nuclear   Corp..    UNC   Recovery 
Systems    Div. 


Uranium  Fuel    Cycle   Group 

Utah,    State    of 

Utility  Worker*  Union  at  America 

Valentine,  P.  C. 


VarnUrbilt   Univ. 

Vermont   Yankee   Nuclear  Power    Carp. 


7912270243* 
79 120 60091* 


SUBJECT 
CATEOORY 


50-247 
70-820 


Vermont,  State  of 


Vot.  Admin.  Hoip.  t-Biingtan.  KY 

Veterans  Administration 

Viking  Energy  Corp. 

Village  Voice 

Virginia  Electric  t  Power  Co. 


79121EQS40*    7O-B20 
7912180035    71-4949 
79 123 I 0299*    7O-B20 


7912130317 

PA 

7912060023 

PRDJ 

7912310360 

REGOD 

7912130176 

30-312   P 

7912130276 

50-375    G 

79121B0290 

ACRB 

7912030086* 

30-271    Q 

7912110379 

50-271    S 

7912110382 

30-271   S 

79121  103B9* 

50-271   B 

79121  10402* 

90-271    8 

791213001B 

50-371   P 

7912130379 

SO-271    B 

79131303aSi 

50-271    S 

7912140260 

50-S71    Q 

7912170310 

50-271    P 

79IB1703B6 

50-271    8 

7912170329* 

50-271    B 

7912170363 

&0-271    0 

79121B023B 

50-271    P 

79121B0402 

50-271    R 

7912180407* 

SO-271   R 

79121B0433 

50-271   Q 

79121B04S6 

90-371   S 

79121B04B9* 

50-271    3 

79  12270332 

50-271    S 

791327033B* 

SO-271    6 

7912310341 

30-271    P 

7912130611 

PR 

7912130619* 

PR 

79121  1019Q 

PR 

7912200322* 

50-339    A 

7912130301 

FGIA 

7912190173 

FOIft 

7912O301S9 

so-aso  F 

7912030201 

so-aao  P 

7913030201 

50-280   P 

7912030201 

so-aso  P 

7913030301 

50-2BO    P 

7912030209 

50-338    P 

7912030209 

30-33B    P 

7912O30210* 

30-338    P 

7912030210* 

50-338    P 

7912040312 

SO-33B    S 

7912040316* 

50-338    S 

7912040349 

50-404    S 

7912040349 

50-404    S 

791B040376 

30-33B    F 

7912040399 

50-280    F 

79120404B7 

50-339    S 

7912040496 

30-338    P 

7912040496 

30-33B   P 

7912030356* 

50-133   0 

7912O5Q432* 

50-280   0 

79I2O50570 

30-33B   F 

7912050576 

30-2BO    F 

7912030376 

50-2BO   F 

7912060377 

9Q-33B   B 

7913070131 

30-33B   F 

7912070329 

30-338    P 

7912070326* 

50-338    P 

7913070338 

50-339   A 

79120703BO 

30-338   B 

79120703B6* 

80-338   3 

7912070388* 

50-338   S 

791207039S 

SO-339   B 

7912070398 

50-339   8 

7913070407 

30-338   S 

791307O409* 

30-338   8 

7912100230 

9O-280   F 

79121  002SO 

30-3BO   F 

7913100303 

30-280   P 

7912100302 

50-280   P 

791S100364 

50-333   P 

79iai00377» 

30-338   P 

7912110387 

50-2BO   S 

7912110390* 

30-280   S 

7912120039 

30-330   S 

7912120169 

30-338   a 

AUTHOR                                                        ACCESSION 
AFFILIATION                                                     NUMBER 

SUBJECT 
CATEODSY 

79121B0169 

50-33B        0 

7912120306 

50-338         9 

79121S0311* 

50-33B        S 

79121204:39 

50-33B     l   Q 

7913120441" 

50-339         Q 

7912120449 

30-338         P 

791312O453* 

50-33B         P 

7912130329 

50-33B         F 

7913130329 

30-330         F 

7912130341* 

5O-33S         F 

7912130341* 

50-338         F 

7712130434 

50-339         S 

7918130519 

30-338         S 

7912140324 

30-280         R 

7912110334 

5O-2BO         fl 

791214033B* 

SO-2SO         R 

791214033B* 

50-2BO         R 

7712140377 

50-33B         R 

79131  403Bi 

50-280         B 

7912U0390* 

30-33fl         II 

7913140394* 

so-aso      s 

7912140433 

50-2BO         fl 

79lal40442« 

50-280         S 

79121  4046& 

5Q-2BO         S 

7912140477* 

50-260         3 

7912140539 

50-2BO         Q 

7913180163 

50-3BO        P 

7912180183 

50-280         P 

79121H033& 

3O-B80         0 

7913180530 

5O-339         8 

7912180560 

SO-337         9 

7912180364 

30-338         fl 

79121B057O" 

SO-33a        S 

791  a  190663 

30-339         B 

79  12  1906  68 

3O-33B         B 

79  1  22O0097 

50-380         0 

79  13200097 

50-3BO         0 

791220G107 

30-330         Q 

791220O37B 

SD-2S1         Q 

791S2O0378 

30-281        Q 

7712200303* 

SO-339        A 

7913200387 

SO-4O4        B 

79122O03B7 

50-404        8 

7912200391 

SO-339         S 

7  9  132005  IS 

50-280         P 

791220031  B 

50-280         P 

79122QQ51B 

3O-BBO         P 

7913200318 

SG-280         P 

7912200362 

BO-33B         P 

7912300962 

30-33D        P 

7912210330- 

SO-404        8 

7913260207 

50-33E         P 

791236O2O? 

5U-33B        P 

7912260211 

50-338         P 

7912260311 

3O-33B         P 

79  1226021  6 

50-333         P 

7913240216 

5Q-33B        P 

791S26021B* 

SO-338        P 

79122&0218* 

5O-339        P 

7912260231 

90-23O        Q 

74  1  2260244 

30-380        0 

7912260244 

3O-2QO        Q 

7919260391 

SO-2flO        0 

7913240251 

SO-2BO        0 

7712360259 

5O-339         A 

7913270187 

50-33B         P 

7912270307 

3O-2BO         B 

7913370311* 

so-aao      a 

7912270349 

SD-33B        P 

791227034B 

SO  -338         P 

7912270366 

5O-339         A 

7913270421 

BO-338        Q 

7912270441 

so-aao      Q 

7912270441 

30-200        0 

791237MAB 

SO-33B        B 

7912270494 

SO-33S       P 

7912270347 

50-2BO       B 

7912270360* 

5O-280        B 

79122703B2 

90-338       a 

791227QSea» 

50-333       S 

79  1M705W* 

so-aao      a 

79122BO490 

30-231        0 

7912280494 

5O-2BO       Q 

79122BQ494 

90-280       Q 

7913290541 

30-339       B 
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AUTHUfl 
AFFILIATION 


Virginia   Tech 
Virginia.    State  of 


Virginia-    Univ. 


Vnlpe,    Doskeij    t  Lyons 

W.     J.     Wool  ley    Co. 

Hald,     |{arlrader  &   Ross 

Washinjton   Public    Power   Supply   Syste 


Washington  State  Univ. 
Washington.    State  of 
Washington.    Univ.     oF 


Most   Chic  a  no,     1L 

Uest   Texan    Utilities    Cc 


Meat  Virginia  Univ. 


ubs. 


Uestorn  Huclear.     Inc 

Dodge    Carp.  ) 
Western  Nuclear.  Inc. 
He sting house  Electric   Corp 


ACCESSION 

SUQJECT 

NUMBER 

CATEGORY 

791231O255 

50-338        0 

79I231Q255 

50-33H         O 

7912310280 

50-2SO         Q 

7915310371 

30-33B         P 

791231Q374" 

50-333        P 

791231O390 

5O-2SO         P 

7912310499 

50-380         P 

7912310499 

SO-2BO         P 

791231O506* 

50-2BO        P 

79  123  10506* 

50  -2  BO        P 

791231O54B 

50-33B         Q 

791210O09K 

CONTRACT 

7912130410 

50-339        H 

791213O596 

PR 

7912130603" 

PR 

7912200357* 

30-339         A 

79122OD370* 

50-339         A 

7912200585 

PR 

7912310145 

50-339         A 

7913130041 

NUREO 

791921OO3B* 

50-63           0 

79I2D6O036 

7O-1729 

7912190713* 

50-369         S 

7912IBO213 

50-329        M 

tea              7912030204 

50-397         Q 

791  2O3O207* 

50-397         Q 

7912010246 

50-397        A 

79120402:52 

50-397         A 

7912040476 

50-460        A 

79t:KlAO47A 

5n-4/.n       A 

7912UO471* 

50-508        0 

7913120413 

50-397         S 

791213041B* 

50-397        S 

7912120470 

50-50B        S 

7912120473* 

30-SOH         S 

7912140357 

50-305        R 

7912MO342* 

50-305        R 

79121  B0626 

50-460        A 

7912280409 

NUREO 

7912230564 

50-397         A 

79I22B0642* 

50-397         9 

79122BO6S1* 

50-397        S 

7912100267 

50-27           F 

7912310903 

50-522         6 

7912270056* 

50-522         0 

791227QO56* 

50-522         G 

791227O059" 

50-522         G 

7912270059* 

50-522         G 

79122BQ600 

50-139        S 

7912Q3QOOB 

40-2061 

7912130057 

50-445         H 

7912130337 

50-445        M 

7912130337 

50-445       M 

7912130  361* 

50-445        M 

7912130361* 

50-145        H 

7912120366" 

50-445         M 

791213O366* 

50-445         M 

7912130378* 

50-445        M 

79  12  1  30370* 

50-445        M 

7912040449 

50-129         P 

'Ips           7912O3OO32 

40-1162 

79121  3Q376 

PfidJ 

7912O4O3S6 

TOPREP 

79I2O40357* 

TOPflEP 

791305O5O9 

TOPfiEP 

7912070341 

50-07           P 

7912100255* 

50-3            P 

7912130102* 

XPOHTLIC 

7912130&B4* 

50-247         P 

7912170376 

XPDfiTLIC 

79121BOO39 

XPDHTLIC 

7912180O49 

PT21 

79131S01B5H 

QA999 

79121Q0304 

71-5395 

791219O41A 

TOPfiEP 

791219O424» 

TOPREP 

7912)90597 

TOPHEP 

791219O&OK 

TDPREP 

79122OO023 

70-1143 

791220O33B 

TOPREP 

79122OO39& 

50-549        D 

791220<MOO* 

50-545         B 

7912200SB4t 

50-537        A 

791231OO99 

XPORTUIR 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUDJECT 
CATEOORV 

7912260291 

TOPfiEP 

7912270207* 

NUFIEG 

7912270546 

TOPREP 

79122B0213* 

50-344    P 

7912280540* 

50-395    S 

79123B056B 

50-3B2    S 

79122B0569 

TOPBEP 

79133B06S2 

XPORTLIC 

7913310116 

PR 

79123103S6" 

50-338    0 

WHEtinghouse  Electric  Corp.,  Nucloar 

7912030110 

XPDRTLIC 

Energy  Systems 

7912050085* 

70-1143 

7913030099" 

7O-H43 

Westinghouse  Electric  Corp.,  PUR  System 

>s   7912040014* 

50-369    Q. 

Uiv. 

7912Q4Q13BB 

50-413    Q 

7912050549 

TOPREP 

(Jes  tinghtuae  Electric  Corp..  Wyoming 

79121  101B8 

PROJ 

Mineral  Corp. 

7912310193 

40-8503 

7912310197 

40-BH02 

Wes  tinghousc  Operating  Plants  Gainers 

79121B05B7 

TOPHEP 

Qroup 

7912270601 

TDPREP 

Uliarton,  R.  J. 

7913100352 

50-361    0 

7912130061 

50-361    G 

Uldoff,  Reager,  Selkouiti  &  Adlcr 

7912140151 

50-3B9    G 

7912170066 

50-239    0 

7913170070" 

30-2B9    0 

79139700B7 

50-289    G 

7912270111 

30-289    G 

7912380456 

50-330    0 

William  Powell  CD, 

79121B0054 

50-416    3 

UilliamB-Hoblnette  &  Associates,  Inc. 

79121902BS 

WASTE  MOT 

Wisconsin  Electric  Pouier  Co. 

7912030171 

50-266    P 

7912030171 

50-266    P 

79I203OI72 

SO  -26  6    P 

7912040247 

50-266    P 

7913040419 

5O-5O2    I 

79120404B6 

50-266    P 

79J20500B7 

50-266    Q 

7912050474 

50-366    P 

7912070412 

50-266    & 

7912070416" 

50-366    H 

7912070427 

50-266    a 

7912070433* 

50-266    S 

7912110195 

PH 

7913130230 

50-366    F 

7913120230 

50-266    F 

7912130293 

50-366    F 

7912130395 

50-266    F 

7912130303* 

50-266    F 

791213060B 

50-366    P 

7913140369 

50-366    P 

7913140369 

50-266    P 

791214043.T 

50-266    P 

7912100416 

50-266    R 

7912180446 

50-266    R 

7913160447* 

50-266    n 

791218Q57B 

50-366    r 

79121B057B 

50-266    P 

7912190562 

50-366    P 

7913190562 

50-366    P 

7913200027 

50-266    Q 

7912210143 

50-266    P 

7912210143 

50-266    P 

7912270191 

50-266    F 

7712370191 

50-266    F 

7912270196" 

50-366    F 

7912270196" 

50-266    F 

7912270206 

50-366    P 

7913270306 

50-266    P 

7915270209 

30-366    P 

7912270320" 

30-266    P 

7913370220* 

50-266    P 

7912270300 

50-266    P 

7913270300 

50-266    P 

7912270430 

30-366    P 

7912270430 

50-366    P 

7912370492 

50-266    P 

7912270493 

30-266   P 

7913270195 

50-266    F 

7912270495 

50-366    F 

7912270499*        50-266 
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AUTHDJI 
AFFILIATION 

ACCESSION 
NUMDEfl 

SUBJECT 
CATEGDRY 

7913270499* 

SO-2A6 

P 

7912270500» 

50-266 

F 

77  12370500" 

50-366 

F 

77122B0154 

50-266 

0 

79133S0154 

50-366 

0 

7912380330 

50-366 

P 

79122Q0554 

50-264 

P 

7913380354 

50-366 

P 

7912280601 

50-264 

P 

79123B0601 

30-266 

P 

79133B060& 

50-366 

P 

79123B0650 

50-266 

0 

79122B0650 

50-246 

0 

7912310139 

50-366 

Q 

Wisconsin  Public  Service  Corp. 

7913040211 

50-3O5 

Q 

7913130363 

50-3-05 

P 

7912170310 

50-303 

Q 

7913180401 

50-305 

P 

79121B0501 

50-305 

P 

79121BQ621 

50-305 

P 

7912190420 

50-305 

P 

79  1320  00  B9 

50-305 

Q 

7913210325 

50-305 

P 

7912210439 

50-305 

P 

Wisceingin's  Environmental  Decade 

7913050091 

50-266 

0 

79121  OD470 

50-366 

G 

7912100472* 

50-266 

0 

7913190234 

50-266 

G 

Wisconsin-  State  of 

7912O60610 

PRM 

7912130490 

PR 

79123100B5 

MURES 

Uias.  Jam  ey,  Elstner  it  Association.  Inc. 

79121  10346« 

50-344 

S 

7913190496» 

50-355 

P 

Urn.  Matotan  d  Associates,  Inc. 

7912200453" 

HASTE  HOI 

Myle  Laboratories 

7912200512* 

5O-316 

P 

7912200515" 

50-31* 

P 

Wyoming  Mineral  Corp. 

7912120363 
7913130011 

PROJ 

40-B502 

7912170170 

40-8503 

79131907B9 

40-B3D4 

7912200014 

40-B502 

791221OO42 

40-8502 

7913270047 

40-esoa 

79122BO106 

•IO-B5Q2 

7912310203 

4O-B502 

AUTHOR 

AFFILIATION 

Accession 

NUMBER 

SUBJECT 
CATEGORY 

Wyoming    Outdoor    Council 

79iai203tb 

PROJ 

Wyoming.     State    of 

791231Q212 

7912310373 

4O-B743 
40-0721 

Yankee   Atonic    Electric    Co. 

7912030179 

50-39 

P 

79  1  3O4G20S 

50-29 

P 

791304034s 

50-29 

P 

791204Q3B9 

50-309 

S 

7912Q4.Q39B* 

50-309 

s 

791206O1B5" 

30-39 

a 

7912070437 

50-29 

3 

7913070444" 

50-29 

s 

7912100392 

50-29 

a 

791210Q29i.» 

50-29 

a 

79i2iio2B7 

SO-E9 

s 

7  9  12  U  0290" 

50-29 

s 

7913U0291 

50-29 

s 

7912110393* 

50-a9 

3 

7913110311 

50-29 

P 

791212Q3IS 

30-29 

a 

7913120299 

50-29 

p 

79  IS  130094. 

50-29 

a 

7912130S30 

50-29 

p 

7913140152 

PH 

7912140352 

50-29 

a 

791E14Q37O 

5O  -29 

c 

7912100150 

SO  -29 

p 

79131S0155 

50-29 

p 

79131B0341 

50-29 

R 

79121BO34Sfr 

50-29 

R 

7912I9O&11 

50-39 

P 

7912300551 

50-29 

P 

79122O0556" 

50-29 

P 

7912270303 

50-29 

P 

7912270454 

50-29 

P 

7912270532 

50-29 

P 

79122BQ12J 

HUflEC 

791  22B0315 

NUSEC 

791231Q556, 

50-29 

P 

The  subject  category  column  In  this  Index  gives  the  docket 
number  and  the  symbol  for  the  category  of  information 
within  that  docket;  for  example,  5Q-320P.  The  docket  subject 
categories  are  defined  in  Appendix  A. 

Subject  categories  for  nondocketed  items  are  also  entered 
in  this  column  by  symbol;  for  example,  ACRS.  These  cate- 
gories are  defined  in  Appendix  B  and  listed  in  the  Contents. 


An  asterisk  following  the  accession  number  in  this  index 
indicates  that  the  document  is  an  enclosure  to  another 
document.  To  obtain  the  accession  number  of  the  principal 
document  under  which  the  enclosure  is  listed,  refer  to  the 
Index  titled  "Cross  Reference  of  Enclosures  to  Principal 
Documents." 


REPORT 
NUMBER 

ACCESSION    SUBJECT 
NUMBER      CATEGORY 

OTHER  REPORT 
NUMBER 

33A436S 
7912040103 
7912040112 
7913040119 
7912040135 

7913130500*   50-447   A 
7913040103    RES 

7912040113   RES 
7912040119    RES 
791H040125    RES 

7913040133 
7912100001 
7912100005 
7912100011 
7913110465 

7912:040133    RES 
7912100001    RES 
7912100005    FiEB 
7912100011    RES 
7913110465    REB 

BNL-NUREC-26B27 
BNL-NUREQ  36687 

7913110309 

7913140040 
7912140396 
7912140300 
7913140309 

79121  103O9    RES 
7912140040    RES 
7912140296    RES 
7912140300    RE9 
7912140309    RES 

ORNL/ED/EIS-107 
ORNL/C8D/1KF-79 
EGO-FM-5035 
VHR-  199-7? 
EQO-FM-5034 

7912140314 
791214036B 
7912140391 
7912140453 
7912140467 

7912140314    RES 
7912140368    RES 
7912140391    REB 
7912140453*  REB 
7913140467   REB 

ECO-FM-5036 

AT(49-24)-Oia 
ORNU/C8D/INF-79 

7912140496 
7912140510 
7912140540 
7913170167 
7912170174 

79131404B6   RES 
7913140510    RES 
791B140540   RES 
7912170167   REB 
7913170174    RES 

ORNL/CSD/1NF-79 
EGG-CAPP-5053 
ORNL-41-B9-S5-1 
ORNL/HASRD-37 

7913170194 
7913170330 
7912170337 
7913170359 
7912170422 

791E170194   RES 
7912170320    RES 

7913170337   REB 
7912170339   REB 
7912170422    RES 

EGG-5EMI-5D1S 
ORNL/ED/£IS-10B 

791B1B0143 
7913180146 
79121B01S2 

79121B013B 
79121B0165 

79121B0143   RE9 
79121B0146   RES 
79121B01S2   RE3 
79121801  5S    RES 
79121BQU5   RE3 

QRNL/FTR-761 
TDO-777 

7912190344 
7913190546 

7912190947 
7912190552 
7913190557 

7913190B44   RES 
7912190546   REB 
7912190347   REB 
7912190552   RE9 
7912190337   RE9 

URC-04-77-119 

7912190961 
7912190367 
7913190570 
7912200279 

7912310039 

7912190361   REB 
7912190567   RES 
7912190S70   RES 
7912200279   RGB 
7912310035   REB 

DE-AC07-761D015 
DE-AC07-76ID015 

PNL-30B4 

BAM-10132A 
BAH-1SB4 
B  AW-  1590 

BNL-NUREO-26422 
DNL-NUREQ-26464 

791213Q009»  TOPREP 
79I22701S6-   50-313 
7913310813*  50-255 
7912130J08   TOPREP 
7912U0121   TOPREP 

P 

P 

BNL-NUREG-26S73 
BNL-NUREO-267B9 
BO-TOP-  1 
DVTR-l-0 
DHNP-20004 

7912120129   TOPREP 
7912110353   TOPHEP 
7912210393*  TOPREP 
79123103B9   TOPREP 
79120404  12»  30-312 

P 

REPORT 

NUMBER 

ACCESSION 
NUMBER 

SUBJECT 
CATEODRV 

OTHER    REPORT 
NUMBER 

BWNP-20004 

7912190716" 

&0-313         P 

69-1  106002-OO 

BHNP-20001 

791H3104Bii* 

50-34A        P 

69-1106003-00 

CE-l-A 

79tS3103S9» 

&0-10           P 

CEN-125 

7912310-181* 

50-295        P 

CENPD-263-NP 

79120302&5* 

TOPRE*1 

DPSPU   79-124-2 

79122104341 

71-3467 

14941 

OA-D15474 

791  204032  1« 

SO-2A7        f 

OA  1-2074 

7912160426" 

50-344        P 

GAI-TR-106 

7912230523* 

TOPREP 

HSPH/ER9<NUREGJ-BBQ 

7912140517* 

REB 

NEDO-11S09-04A 

79ia010235« 

TDPREP 

NEDQ-2166Q 

79121B0156« 

FDIA 

77NED13O 

NEDO-34146 

7912110aa(,» 

30-237          P 

NEDO-34146A 

NEDO-24221 

7912040B4"?* 

50-363         P 

79NED405 

NEDO-24H24 

791224O24&* 

90-293         P 

79NED40B 

NHUL-13B1-3 

7-M  2200030* 

71-65H1 

14B97 

NUREG-0003 

7912200793 

NUREG 

NUREO-0O90   V2 

7913050013 

NUREO 

NUREQ-&135  V3  N4 

7912170003 

NUREQ 

NUREG-0306 

7913300330 

NUREO 

NUREQ-031A 

7913300766 

NUREO 

BKWL-1774 

NUREQ-0330    <J3   NS 

7912130073 

NUHEQ 

NUHEQ-03BO   V3  Nil 

7912120099 

NUREO 

NUREG-Q394 

79121401B3H 

REB 

NUREG-03Q3 

7  •?  12310363 

NUREO 

NUREO-O5H3 

791  1090348* 

SO-3              P 

NUREQ-0325 

7912130075 

NUREO 

NUREO-OSfiH 

79121  1O521 

NUHEO 

NUREQ-OS96 

7912100207 

NUREfl 

NUREO-OS9B 

7912130333* 

50-330        U 

N.UREC-0616 

791K1BQ3E& 

NUREO 

MJREG-OA3a 

7912120036 

NUREO 

NUREO-QA32 

7918190293 

PDR   MIBC 

NUREQ-OaSO 

7912170011 

NUREQ 

NUREG/CR-0030 

7913I4093A* 

RES 

SftND76-5B7 

NUHEO/CR-01SO  V2 

7913110442 

MURED 

DRNL/NUREOyTrt-1 

NLJREQ/CR-063B 

7912120157 

NUREO 

PNL-aB99 

NUREG/CR-D662 

7912050005 

NUREO 

UCRL-53702 

NUREO/CR-Q717 

7912130033 

NUREO 

DHNL/NUHEO-59 

NUREQ/CR-0794 

7912130039 

NUREO 

NYSOB/  79-24  03 

NUREQ/CR-O944 

7912140339 

KUREQ 

9AN077-1  13S 

NUREG/CR-0947 

791331  0339 

KUREO 

SAND79-1399 

NUREQ/CR-095S 

79120&0307 

wuaeo 

NUREQ/CR-0963 

7913120139 

NUREQ 

UCRL-&a721 

NUREQ/CR-0967 

7912140206 

NUREO 

ORNL^NUSEO/TM-3 

NUREQ/CR-0970 

7912310153 

NUREO 

9AND79-1314 

NUREG/CR-O982 

7912130645 

MURED 

BMI-S034 

NUREO/Cfi-0907 

7912140163 

NUHEO 

SAND79-0399 

NUHEO/CR-0990 

7  <?  12120441 

HUREO 

PNL-30HO 

NUHEO/CR-099B 

791K120443 

HUREO 

NUREQ/CR-.10B2 

.79  1  2  ISO  190 

MUREG 

ORNL/NUHEO/TM  3 

NUREO/CR-1040 

7912090009 

NUREO 

ANL-79-43 

NUREG/CR-106S 

791S1B0333 

HUREO 

NUREO/CF-1078 

7713310202 

NUREO    . 

CREABE  TM-306 

NUREO/CR-J076 

7912050003 

NURE« 
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REPORT 
NUMBER 

ACCESSION 
MUHBER 

SUBJECT 
CATEGORY 

OTHER   REPORT 
NUMBER 

NUREO/tR-llOl   V7 

791314O18& 

NUREO 

ORNL/NUREO/NSIC 

NUREO/-CR-11O2   W3 

7912040920 

NUflEG 

PNL-2B04 

NUREO/CR-1144 

79122&0002 

NUREO 

NUHEO/CR-113S 

79121flO125 

NUREG 

LA  -UR  -79-  29  10 

NUREO/CR-1156 

79131SO132 

NUREO 

BAI    01379-729LJ 

KUREO/CR-II75 

7912310308 

NUHEG 

NHC-O4-76-2OO 

R  1  L-001 

791214D41B 

RES 

R  IL-002 

7912140430 

RES 

R-IL-003 

7913140424 

RES 

RIL-004 

7912140433 

RES 

RIL-005 

791211O41O 

RES 

RIL-OOi 

7912140447 

RES 

R1L-007 

791  2  £404  SB 

RES 

RIL-OOB 

7912140464 

RES 

RIL-OOB 

7912140312 

RES 

HIL-OO9 

7912140471 

RES 

RIL-010 

7912140475 

RES 

HIL-011 

791  2  L  404  80 

RES 

RIL-013 

7912140483 

RES 

R1L-013 

7912140493 

RES 

RIL-014 

79lH14050i 

RES 

R1L-O13 

7912140509 

RES 

HIL-016 

791214O511 

RES 

RIL-017 

7913110914 

RES 

RIL-01B 

791311O5IB 

RES 

RIL-019 

7912110520 

RES 

RIL-030 

7913140533 

RES 

RIL-021 

7912I1051S 

RES 

RIL-033 

7912140519 

RES 

RIL-024 

7912140331 

RES 

REPORT 
NUMBER 

ACCESSION 

NUMBER 

SUBJECT 
CATEGORY 

OTHER   REPORT 
NUMDER 

RIL-035 

7-712140454 

RES 

nii_-02i 

79113140474 

RES 

R1L-027 

7912140487 

RES 

RIL-028 

7912140495 

RES 

RIL-029 

7912140303 

RES 

RIL-030 

7913140507 

RES 

RIL-033 

7913140533 

RES 

5AND77-2012 

7912140499» 

RES 

SAND78-O734 

79iai40534» 

RES 

SECY-79-49O 

7912O400B6« 

30-320         P 

TFBP-TR-161    VI 

7912140461* 

RES 

TFBP-TR-191 

7912140505* 

RES 

TFDP-TH-22H    V2 

791214046S* 

RES 

TR-3501-1 

791S170223* 

50-269         Q 

IEB-79-03 

WARD-D-0050   R3 

79122005S4* 

SO-537         A 

WASH-13SO  Ri 

7912190247* 

FOIA 

WCAP-7BOO  R5A 

7912190434* 

TDPHEP 

WC  AP  -9639 

7912190&01* 

TDPREP 

XH-S2 

7912300011* 

71-isai 

14097 

KM-FN-499 

7912200029* 

71-65B1 

14897 

XN-NF-103 

79122SOS71* 

50-397         A 

XN-NF-77-40 

79123S0222* 

50-244         P 

XN-NF-T^-lOa 

7912280240* 

50-244         P 

CROSS  REFERENCE  OF  ENCLOSURES 


Items  listed  as  enclosures  are  those  indicated  by  an  asterisk 
following  the  accession  number  in  the  indexes.  The  second 
column  gives  the  accession  number  of  the  principal  docu- 
ment under  which  the  enclosure  is  listed.  Knowing  the 
accession  number  of  the  principal  document,  the  date 
issued  and  the  category  enables  locating  the  title  listing  of 
the  enclosure. 


The  subject  category  column  in  this  index  gives  the  docket 
number  and  the  symbol  for  the  category  of  information 
within  that  docket;  for  example,  50-32QP.  The  docket  subject 
categories  are  defined  in  Appendix  A. 

Subject  categories  for  nondocketed  Hems  are  also  entered 
in  this  column  by  symbol;  for  example,  ACRS.  These  cate- 
gories are  defined  in  Appendix  B  and  listed  in  the  Contents. 


ACCESSION   NUMBER 


ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEOOR' 

t 

7009370104 

7BO7270093 

78/09/33 

50-269 

P 

790B010163 

7912310394 

79/12/13 

FOIA 

7900000606 

7913190530 

79/12/03 

50-311 

0 

790B1  40509 

7908140497 

79/07/26 

PDR  MISC 

7909100007 

7909100006 

77/08/20 

SO-320 

H 

7910040491 

7910040479 

79/08/29 

SO-324 

Q 

7910310359 

7910310335 

79/10/26 

50-327 

S 

79110S026B 

7911050267 

79/10/15 

PRM 

79  11  09034  B 

7911070108 

79/O3/31 

50-3 

P 

7"!  11401  52 

7911140147 

79/10/33 

50-S1Q 

A 

791  1  19035.] 

7912190S36 

79/12/03 

NUREO 

7911190530 

7911190530 

79/1O/30 

50-332 

O 

7912030015 

7912030011 

79/11/14 

50-556 

0 

7912030020 

7912030011 

79/11/14 

50-556 

0 

7912030034 

7913030027 

79/11/09 

50-312 

0 

7912030048 

7912030015 

79/09/26 

50-333 

Q 

7912030053 

79120300SO 

77/11/13 

SO-  335 

Q 

7912030056 

7912030054 

77/09/36 

50-336 

0 

7912030064 

7912030059 

79/09/27 

50-273 

Q 

7912030065 

7912030061 

79/10/10 

30-327 

Q 

7913030073 

7912030060 

79/11/16 

50-261 

0 

7912030074 

7913030070 

79/11/13 

50-333 

Q 

7913030076 

7912030060 

79/11/16 

50-261 

Q 

7912030079 

791203006B 

79/11/16 

50-261 

0 

79120300B3 

7913030060 

79/11/16 

50-261 

a 

79120300B6 

7913030000 

79/10/24 

50-271 

a 

7912030089 

791B030000 

77/10/24 

BO-371 

a 

7912030093 

79120300BO 

79/10/24 

50-271 

a 

7912030096 

7912030080 

79/10/24 

50-371 

Q 

7912030U3 

7912030107 

79/10/34 

90-312 

0 

7913030117 

7912030107 

79/10/34 

50-312 

0 

7912030147 

791  2030  14S 

79/11/30 

30-395 

K 

7913030149 

7912030146 

79/10/25 

50-251 

S 

7912030157 

7912030154 

79/11/27 

50-302 

S 

7912030158 

7912030155 

79/11/39 

50-329 

c 

7912030160 

7912030152 

79/11/05 

50-250 

3 

7912030166 

7913030162 

79/11  /SB 

50-349 

8 

791  20301  B7 

7912030103 

77/11/27 

50-340 

3 

7912030191 

791203018B 

79/11/30 

50-329 

C 

7912030194 

7912030193 

79/11/30 

50-416 

C 

7912030195 

7912030170 

79/11/10 

50-372 

0 

7912030196 

7912030192 

79/11/33 

50-237 

0 

7912030200 

7913030190 

79/11/30 

50-341 

K 

7912030302 

7912030197 

79/11/30 

50-306 

B 

7912030205 

7912030903 

79/11/30 

TQPREP 

7912030207 

7913030204 

79/11/20 

30-397 

a 

7912030210 

7912030209 

79/11/39 

50-33B 

p 

7912030218 

7913030216 

79/11/23 

XPORTLIC 

7912030220 

7912030219 

79/11/07 

50-186 

a 

7912030H23 

7912030331 

79/11/01 

40-1336 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CiVTEGQR' 

•f 

7912030224 

7913030321 

77/11/01 

40-1306 

7912030325 

7912030223 

77/11/14 

50-324 

0 

7912030227 

7913030323 

77/11/M 

50-324 

0 

7913030228 

7912030226 

79/10/26 

50-303 

O 

7912030230 

7912030229 

79/10/29 

40-3453 

7912030231 

7912030229 

79/10/29 

40-3453 

7913030232 

7912030239 

79/10/29 

40-3*53 

7913030234 

7913030329 

79/10/39 

40-3453 

7912030235 

7912030233 

79/11/19 

50-331 

p 

79I303023B 

7913030333 

79/11/17 

50-331 

p 

7913030239 

7913030336 

79/1O/15 

50-272 

a 

7912030240 

7912030233 

79/11/19 

50-331 

p 

7913030241 

7913030236 

79/10/15 

50-272 

0 

7912030243 

7912030236 

79/1O/15 

50-372 

0 

7913030244 

7913030243 

79/11/O2 

XPOHTLIC 

7913030240 

7912030245 

79/1O/24 

50-319 

a 

7912030351 

7912030245 

79/1O/24 

50-21  9 

a 

7912030252 

7913030345 

77/1O/24 

50-219 

Q 

7912030356 

771203024S 

77/1O/34 

50-217 

a 

7912030237 

7913030349 

79/1Q/1I 

50-327 

a 

7913030262 

7913030360 

79/1O/1O 

50-339 

a 

7912030363 

7913030260 

79/10/10 

50-329 

a 

7713040008 

7913040006 

79/1O/29 

50-2B9 

0 

7912040011 

7913040009 

77/11/31 

SO-  10 

Q 

7913040014 

7912040010 

79/11/07 

50-367 

a 

7913040015 

7912040013 

79/  1O/30 

70-935 

7912040016 

7912040013 

77/  f  Q/30 

70-935 

7913040023 

7912040030 

77/11/20 

71-6 

7912040030 

7712040027 

79/11/30 

71-9853 

7912040035 

7912040032 

79/11/30 

71-355 

7912040036 

7912040031 

79/1O/30 

40-341 

7912040038 

7913040031 

79/1O/30 

40-341 

7913040045 

7912040031 

79/1  O/30 

40-341 

7912040072 

7913040071 

79/11/20 

71-173 

7712040086 

79120400B4 

79/1O/33 

5O-32O 

p 

7912040093 

79120400E95 

79/11/23 

50-320 

H 

7912040105 

7912040097 

79/1O/12 

50-334 

a 

79120401  IB 

7912040107 

79/1O/03 

50-320 

u 

7912040121 

7913040097 

77/1O/12 

50-334 

0 

7912040134 

771204010B 

77/11/20 

5Q-272 

n 

7913040136 

7912040107 

77/1O/03 

SO-32O 

u 

7912D4012B 

791S04010B 

77/11/20 

50-273 

p 

7912040127 

7912040097 

79/1O/12 

50-304 

0 

7912040137 

79  130401  OB 

79/11/20 

50-273 

p 

7912040138 

7912040130 

79/11/07 

50-413 

0 

791304014B 

7912040136 

79/11/19 

50-32O 

p 

7912040150 

7912040136 

77/11/17 

50-33O 

p 

79130401  SB 

7912040151 

79/11/14 

50-320 

H 

7912040179 

7713040166 

79/10/01 

50-320 

a 

7913040195 

79120401H7 

79/11/19 

50-368 

t> 

439 


440 


CROSS  REFERENCE  OF  ENCLOSURES  TO 
PRINCIPAL  DOCUMENTS 


ACCESSION   NUMBER 


ACCESSION  NUMBER 


ENCLOSURE 

7912040197 

791B040206 
7912040221 
7913040235 
7912Q40B49 

71 13040298 
7912040303 
7912040313 
7912040316 
7912040317 

7912040321 
79120*0323 
7912040328 
7912040330 
7912040331 

7912040334 
7912040335 
7912040336 
7912040341 
7912040343 

7912040332 
7912040353 
7912040387 
7913040360 
7912040363 

7912040369 
7912040371 
791204037B 
791BO403HI 
791E04039O 

7913040394 
7912040395 
791204039B 
7912040401 
79I3O404O6 

791204040S 
7912040409 
7912040412 
7912040413 

7912040416 

7912040417 
7912040423 
79120404E5 
7912040424 
791B04043Q 

7912040432 
7912040433 

7913040443 
7912040444 
7913040473 

7912040476 
7912040479 
79130404 83 
7912040*95 
7912040502 

79 120405 IS 
7912Q4Q51B 
7912040524 

7912050004 
7912050008 

791205OO10 
79J2050OI1 
7912050019 
7912050020 
79 1 2050O22 

791BQSOO33 
79 1 20SO037 
791 20500 4B 
7912050052 
7912050053 


PRINCIPAL 

DOCUMENT 

7913040191 

79 J HO 4 0200 
7913040816 
7912040213 
7913040242 

7912040296 
7912040301 
7912040308 
7912040312 
7912040311 

7912040319 

7912040330 
7912040335 
7912040326 
7912040337 

7912040327 
7912040332 
7913040327 
7912040337 
7913040333 

791204034H 
7913040351 
7912040336 
791B040359 
7912040362 

7912040367 
7912040365 
791H040375 
7912040368 
7918040394 

79120403B7 
7912040386 
7912040389 
7912040396 
7912040400 

7912040397 
7912040402 
7913040392 
7912040407 
7912040414 

79 12040392 
7912040418 
7913040422 
7912040421 
7913040434 

7913040428 
7912040429 
7712040439 
7912040439 
7913040468 

7913040474 
7912040474 
7912040477 
7912040493 
7912040499 

7912040511 

791B040516 
7912040521 
791BOS0001 
7912050006 

7912030007 

7913050006 
7912050014 
791BOS0013 
7912050016 

7912050028 

7912050013 
7912050042 
7912050043 
7912050042 


DATE 
ISSUED 


SUBJECT 
CATEOORY 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


DATE 
ISSUED 


SUBJECT 
CATEGORY 


7912050Q6b 
791BOSOQ68 
791203QQ70 
791B090O72 
79120S0075 

7912050076 

791B05O078 
79120SOOB4 
7912Q500BS 
7912030086 


7913050050 
7912050060 
791H050062 
7912050062 
7913030062 


79/11/29 
79/H/2H 
79/11/29 
79/11/29 
79/11/30 

79/11/20 
79/11/23 
79/11/30 
79/11/29 
79/11/10 

79/11/38 
79/11/39 
79/11/28 
79/11/20 

79/11/30 

79/11/28 
79/ 1 1 /20 
79/11/28 
79/11/16 
79/11/10 

79/11/29 
79/1 1/B8 
79/11/16 
79/11/10 
79/11/26 

79/11/28 
79/11/28 
79/11/28 
79/11/30 
79/11/26 

79/1I/2B 
79/11/10 
79/11/21 
79/11/27 
79/11/29 

79/11/29 
79/11/10 
79/11/26 
79/11/29 
79/11/10 

79/11/36 
79/11/27 

79/10/17 
79/1 1/28 
79/1 1/aB 

79/11/39 
79/11/2B 
79/11/29 
79/10/11 
79/11/26 

79/12/04 
79/12/04 
79/11/30 
79/11/26 
79/11/27 

79/11/00 
79/11/28 
79/11/13 
79/10/15 
79/10/04 

79/10/16 
79/10/04 
79/10/15 
79/10/18 
79/10/1B 

79/10/1B 
79/10/lH 
79/11/27 
79/10/19 
79/11/27 

79/10/17 
79/10/24 
79/10/22 
79/10/22 
79/10/22 


50-313 
30-2B6 
50-267 
TOPREP 
50-263 

30-267 
50-2S9 
SO-333 
50-33S 
50-272 

50-3B6 
30-267 
50-309 
90-367 
50-219 

SO-319 
50-267 

50-219 
50-267 
50-272 

50-29 

50-3B7 

TQPREP 

50-272 

30-267 

50-286 
50-315 
SQ-316 
50-348 
30-315 

90-293 
50-272 

50-309 
50-336 
30-267 

50-206 
30-272 
50-312 
5O-336 
50-273 

30-312 
30-409 
50-335 
50-336 
90-316 

90-261 
50-267 
50-334 
90-335 
50-206 

50-269 
50-269 

50-260 
50-272 
50-302 

30-272 
50-269 
SO-272 
50-2B6 
50-440 

50-333 

50-440 

50-346 

50-10 

50-341 

50-305 

50-10 

50-302 

50-440 

50-302 

50-293 

80-302 
50-443 
50-443 
50-443 


R 
S 
S 

5 

B 
5 
R 
P 

R 
P 
R 
0 
fl 

a 
a 
a 
o 

o 

a 

Q 
P 
0 
P 

a 

•  o 
a 


79120500B8 
7912030089 
79120S0090 
7912050095 
7912030096 

7912050099 

7912050102 
7912050104 
7912050105 
7912050107 

7912050108 
7912030110 
79120S0116 
791BO50119 
7913030127 

7912050131 
7912050141 

7912050151 
7913050135 

7912050157 

7912050172 
7912050173 
7912030179 

79130501HS 
7912050192 

7912050204 
7912030211 
7912050S31 
7912050262 
7912050280 

7912050292 

7912030300 
7912050301 
7912050305 
7912050307 

7912050315 

7912050316 
7912050325 

7912050333 
791205033B 

7912050341 
7913090342 
7912050343 
7912030343 
7912050351 

7912050354 
7912050353 
7912050396 
7912050360 
7912030364 

7913050369 
7912030368 
7912050369 
7912050379 

7913030383 

79120503BS 
7912050394 
7912050395 
7912050396 

7912050406 

7912090412 

7912030424 
7912050429 

791205043B 
7912OS044S 

79120S04S1 
7912050432 
7912030456 
7912050497 
7912050460 

7912050467 
79120S046B 
7912050470 
7912050473 
7912050476 


7912050074 

7912090083 
7912050074 

79120300BO 
7912050094 

7912050080 
7912050000 
79120500BO 
7913050101 
7912090101 

79120500BO 
7912050101 
7912030101 
7913050111 
7912090130 

7912050074 
7912050120 
7912050116 
79120501SO 
7913050146 

7912050164 
7912050161 
7912050164 
791S050164 
7912090164 

7912050197 

7912050206 
7912050220 
7912050232 
791205027B 

7912050279 
7912050379 
7912050290 
79120S0294 
7912050279 

7912050073 

7912030313 
7912050320 
7912050326 
7912050333 

7912050331 

7913050326 
7912050336 
7912030336 
7912050347 

791203034B 
79120S0346 
7912050347 

7912030347 
7912050347 

791205034B 
7912050353 
7912050347 
7912050366 
7912050374 

7912090380 
7912050386 
791BOS0390 
7912050392 
7912050401 

7912050400 

791205041B 
7918050422 

7912050432 
7912090440 

7912050447 
7912050446 
7912050446 
7913050450 

7913050446 

7912050446 

7912050463 
7912090462 
7912050463 
7912090471 


79/10/18 
79/10/B3 
79/10/18 
79/10/15 
79/10/26 

79/10/15 
79/10/13 
79/1O/15 
79/11/06 
79/11/06 

79/10/13 
79/11/06 
79/11/06 
79/10/17 
79/10/11 

79/10/18 
79/10/11 

79/11/14 
79/11/30 
79/11/14 

79/11/06 
79/11/13 
79/11/06 
79/11/06 

79/11/06 

79/10/18 

79/11/21 
79/10/22 
79/10/04 
79/00/20 

79/10/26 

79/10/36 
79/11/27 
79/11/08 

79/10/26 

79/10/22 
79/10/30 
79/12/03 
79/10/23 
79/10/25 

79/10/24 
79/10/33 
79/11/19 

79/11/19 
79/10/31 

79/10/31 
79/10/22 
79/10/31 
79/10/31 
79/10/31 

79/10/31 
79/11/30 

79/10/31 
79/10/26 

79/10/19 

79/10/24 
79/10/23 
79/10/16 
79/11/15 
79/10/26 

79/10/23 
79/11/20 
79/11/30 
79/11/38 
79/1 1/2B 

79/10/24 
79/11/21 
79/11/21 
79/11/27 
79/11 /HI 

79/11/31 
79/10/29 
79/11/28 
79/10/29 
79/11/19 


50-333  0 

50-416  Q 

50-333  0 
70-1143 

50-206  0 


70-1143 
70-1 143 

70-1143 

50-277 

30-277 

70-1143 

50-277 

50-277 

50-261 

70-135 

50-333 
70-135 
50-263 
30-321 
30-363 

50-347 
50-275 
50-247 
50-247 
50-247 


50-10    0 
XPORTLIC 
50-409   Q 
50-293   Q 
50-312   0. 


50-271 
50-271 
50-546 
50-339 
30-271 

30-264 
50-187 
50-2B9 
50-313 
50-51B 


90-387    fl 
50-313    Q 

XPORTUC 
50-574   0 
50-133    0 


7913050073 
7912050062 
79I20S0074 
7912050000 
7913030079 


79/1 0/33 
79/10/22 
79/10/18 
79/10/13 
79/10/05 


50-264 

30-443 

80-333 

70-1143 

SO-1B4 


7912050479 

7912050480 
79120504B2 
7912090483 
7912050488 


7912030471 
7912050475 
7912050471 
79I30S0471 
79120304B7 


79/11/19 
79/11/38 
79/11/19 
79/11/19 
79/11/19 


50-346 
50-142 
90-133 
50-133 
30-133 

30-346 
5Q-45B 
30-133 

50-259 
70-1143 

50-337 
50-416 
50-309 
30-374 
50-283 

50-305 
50-546 
30-272 
50-325 
90-366 

50-549 
50-200 
SO-2BO 
50-321 
50-280 

50-280 
50-482 

50-329 
90-482 
FOJA 

FQIA 

50-3B5 

70-2203 

70-2205 

90-372 


CROSS  REFERENCE  OF  ENCLOSURES  TO 
PRINCIPAL  DOCUMENTS 
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ACCESSION  NUMBER 


ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEQORY 

79130304B9 
7912030491 

7912030310 
7912050516 
7912090922 

79120304B6 
79120S04B7 
7912050SOB 
7912050313 
79120B0517 

77/10/89 
79/11/19 
79/11/29 

77/n/as 

79/11/23 

30-327        Q 
90-372         F 
30-239         P 
90-390        8 
90-438        8 

7912090925 
7912090930 
7912030531 
7912090333 
7912090542 

7912050S10 
7912050524 
7912050526 
7913030S1B 
791205053B 

79/11  /H3 
79/11  /H3 
79/10/26 

79/11  /as 

79/10/35 

50-369        0 
90-327        8 
90-382        Q 
50-369        fl 
90-454        Q 

7913050344 
7912090949 
7912090994 
79  12090  533 
7912050371 

791=050337 
79120S0534 
7912030338 
791S090950 
7913030363 

79/09/S2 
79/11/39 
77/10/83 
79/10/25 
79/11/19 

QA999 
50-361        9 
30-454        Q 
30-2B1         0 
Btits   Prog 

7912090573 
7912030970 
7912090380 
7912090991 
79120S0583 

7912050363 
7912050565 

7912030374 
79120S0565 
79120B0574 

79/11/19 
79/11/17 
79/10/11 
79/11/19 
79/10/11 

St*t«   Prog 
Btntn   Prog 
HASTE  MOT 
Bt*tl   Prog 
HASTE   MOT 

7912090589 
7912090594 
7912090S96 
7912050401 
7912090402 

7912050574 
7912050392 
7912030362 
79120S0374 
7912030597 

79/10/11 
79/11/29 
79/10/24 
79/10/11 
79/11/20 

HASTE   MOT 
90-369         8 
50-416        Q 
WASTE  MOT 
50-327        0 

7912090404 
7912050405 
7912050407 
7912050*10 
7912050412 

79120B0574 
79120SOS97 
7912050574 
7912050574 
7912050609 

79/10/11 
79/11/20 
79/10/11 
79/10/11 
79/10/29 

HASTE   MOT 
50-327        0 

HASTE  HOT 
HASTE  MOT 
PROJ 

7912050413 
7912030414 
7912050615 
79  12050  61B 
7712050422 

7912050574 
7912030609 
7912050411 
7912050616 
79120B0421 

79/10/11 

79/10/29 
79/11/05 
79/10/84 
79/10/23 

HA8TE  MOT 
PROJ 
50-49B        0 
50-416        Q 
30-280         Q 

7913050624 
7912030623 
7912050623 
7912090629 
7912050631 

7912050633 
7912050605 
7912030597 
7912080626 
79-12050627 

79/JO/26 
79/1  1/20 
79/1  1/20 
79/11/20 
77/10/83 

30-280        Q 
30-337        Q 
30-327        Q 
50-324        Q 
50-S27        Q 

7912090632 
7912030634 
7912030636 
7912090637 
791305063B 

7713050626 
79120B0626 
7712050633 
79-12030635 
7912030633 

77/11/20 
79/11/20 
79/11/15 
79/11/16 
79/11/15 

30-324        0 
50-324        a 
30-400        0 
50-H2        P 
90-400         Q 

7912050640 
79120S0641 
7912050446 
791205064B 
7912050649 

79120S063& 
7713050626. 
7712050639. 
77120S0642 

7912050635 

79/11/16 
79/1  1/BO 
79/11/14 
79/10/24 
79/11/14 

50-142        P 
50-324        fl 
50-142        P 
70-687 
50-142        P 

7912050451 
7912030655 
771205045B 
7913030660 
7912050461 

7912050635 
7712050442 
7912050642: 

7912030435 
7912050635 

79/11/14 
79/10/24 
79/10/H4 
79/11/16 

79/11/16 

50-142        P 
70-687 
70-687 

50-142        P 
50-142        P 

7912050662 
7912050664 
7912030663 
7712030666 
7912050669 

7912050642 
7912090639 
7912030633 
7912090637 
7912090639 

79/10/24 
79/11/16 
79/11/16 
79/10/34 
79/11/16 

70-6S7 
SO-  142        P 
50-142        P 
90-366        Q 
50-142        P 

7912050671 
79130  30  6BO 
79120506B7 
791309O693 
7912060015 

7912030667 
7912030679 
7712030684 
7712030691 
7712060012 

79/11/30 
79/11/14 
79/11/27 

79/10/16 
79/11/30 

50-2B2        0 
30-128        Q 
30-313        0 
30-94          d 
SO-329        0 

79I206O017 
7912060029 
7912060026 
7912060031 
7913060044 

7712060003 
7712040018 
7713060022 
7712040021 
7712060033 

79/09/27 
79/10/31 
79/09/23 
79/10/17 
79/  10/22 

30-309        fl 
50-36  1         Q 
50-317        Q 
50-147        Q 
50-277        Q 

7913060017 
771206004B 
7912060049 
7912060094 
7912060039 

7912060Q3S 
7712060043 

7912060033 
7712060033 
7712060033 

79/11/02 
79/10/24 
79/10/22 
77/10/22 
79/10/22 

30-S38        Q 
90-454        0 
5O-277        Q 

90-277        Q 
90-277        Q 

7912060063 
79I206O065 
7912060076 
7912060079 
79120600S4 

7712060043 
7712060036 
771206004B 
7712040074 
7912040073 

79/10/24 
79/11/01 
79/09/27 
79/11/03 
79/11/30 

50-436        Q 
30-273        Q 
50-273        Q 

50-322        0 
90-440        a 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CftTECOR* 

1 

7912O600B7 

7912040077 

77/10/31 

30-546 

Q 

7912060091 

79120600B3 

79/11/09 

7O-B20 

7712040076 

7912060065 

79/11/09 

7O-B20 

791  20*0104 

7912060090 

77/10/17 

50-273 

a 

791206O1QB 

7712060083 

77/11/09 

70-SBO 

7912060110 

7712060095 

77/11/09 

70-920 

7912060114 

7912060109 

79/10/30 

50-33B 

Q 

7912060183 

77  12060  112 

77/10/13 

50-344 

0 

7912060125 

791204O113 

77/11/03 

30-322 

0 

7912060134 

77  12040  IS  1 

79/10/31 

50-261 

0 

7912060144 

7712060131 

79/11/06 

30-2O 

0 

79  130601  47 

7912D6O14O 

77/11/24 

71-4 

7912040152 

7912060143 

79/11/27 

30-383 

Q 

7712060153 

7912060131 

77/11/06 

30-BO 

Q 

7912D6016O 

7912060131 

79/11/26 

71-77 

7912040141 

7912060131 

79/11/06 

50-20 

Q 

7913060171 

7912060131 

77/11/06 

50-30 

0 

7912040176 

7912060167 

77/11/03 

CONTRACT 

77t2060ias 

7712060177 

77/11/04 

30-29 

a 

7912040103 

79  130401  B2 

79/11/29 

50-369 

a 

79120401G7 

7912040177 

79X11/06 

50-29 

Q 

7912060192 

77120601B2 

77/11/28 

50-369 

Q 

7912OA0193 

7912040177 

79/11/06 

50-89 

Q 

7  9  12040  197 

77  1  2060  1  B2 

77/1  1/2B 

50-367 

Q 

7912060200 

7918040174 

79/10/13 

50-3B7 

Q 

7712060201 

7918040177 

79/11/06 

30-B9 

a 

7718060309 

7712060171 

77/1O/1B 

SO-334 

a 

7912060213 

791  2040  20S 

79/11/04 

50-201 

Q 

7718060214 

7912060171 

79/10/1  B 

30-334 

a 

7912060215 

791204G182 

77/11/28 

90-369 

a 

7912060217 

791206O211 

77/H/26 

71-248 

791206021B 

7718060191 

77/10/18 

90-33* 

0 

7712060530 

7912060212 

77/11/17 

30-464 

o 

7712060221 

7918060191 

79/10/lB 

30-334 

0 

7912060222 

7912060217 

77/11/26 

71-3373 

77  I  BO  60333 

7712060208 

77/  1  1  /06 

50-2O1 

Q 

7912060235 

7912060228 

79/1O/25 

50-2BO 

Q 

7912060237 

7913060208 

79/11/04 

so-aoi 

Q 

7912060240 

791206O20B 

77/11/04 

30-201 

a 

7912-060243 

771806023S 

79/  1  1  /07 

50-2B9 

0 

7912060354 

7912040249 

77/10/31 

90-335 

a 

7712060259 

77l8Oi02flB 

79/11/01 

70-1362 

7912060260 

7912060255 

79/1  1/2B 

50-416 

a 

7912040249 

771304024B 

79/11/01 

70-1362 

7912060279 

7912060248 

77/11/01 

70-1368 

79  13.0602  87 

7912060266 

79/11/29 

50-390 

0 

7712:060271 

7718060266 

79/11/29 

50-370 

0 

7712060299 

7912060246 

77/11/29 

30-390 

0 

7712060327 

7712060380 

79/11/14 

XPDRTLIC 

7912060329 

7912060318 

79/11/24 

50-278 

P 

7912060333 

7912060318 

79/11/24 

60-272 

P 

7712040337 

771B04Q31B 

79/1  t/26 

30-272 

P 

7712040349 

7912040340 

79/18/04 

SO-3B7 

P 

7912040399 

7712060344 

79/12/04 

30-287 

P- 

771  30403  7B 

791209044B 

79/11/29 

50-293 

R 

77  120604  IB 

7912060406 

79/11/21 

90-341 

M 

7912060450 

7712060444 

77/12/03 

30-1  35 

3 

7712060434 

7912060453 

79/12/04 

50-317 

B 

7912060467 

7712O604B8 

77/10/23 

50-327 

a 

7912060433 

7712060469 

79/12/04 

SO-317 

8 

7712040436 

7712060479 

79/10/83 

30-327    ' 

a 

7712060493 

7919060490 

79/10/23 

50-2HO 

a 

7912060477 

7712060494 

79/12/04 

30-317 

B 

7912060500 

7912060477 

79/11/30 

50-414 

K 

79  1  206O920 

7718060517 

79/12/04 

5O-255 

K 

7918060328 

7912060524 

79/12/03 

90-286 

P 

7912060533 

7712040334 

79/11/27 

30-238 

0 

79-12060537 

7713040534 

79/11/29 

50-255 

0 

7912040359 

79  1204033  B 

79/11/15 

FOIA 

7918060367 

791  3060843 

77/11/23 

BO-3B7 

A 

7918060378 

79  1  EO60569 

79/1  J/SI 

3-0-314 

D 

791  2040  3B3 

791Z060BS1 

77/11/27 

30-398 

Q 

771806O307 

7912040581 

79/11/27 

30-393 

a 

791206O5B9 

79  1206038  I 

79/11/29 

90-393 

a 

771204M90 

7912040381 

79/11/27 

30-393 

0 

7712D60B74 

7912060S72 

77/10/31 

30-533 

a 

7918060401 

7712060563 

77/11/23 

REfiOD 

7712040602 

7712060575 

77/09/17 

50-443 

A 

77120i0622 

7912040621 

79/12/03 

ao-iss 

p 

7712060423 

7912060621 

79/1B/03 

50-153 

p 

442 


CROSS  REFERENCE  OF  ENCLOSURES  TO 
PRINCIPAL  DOCUMENTS 


ACCESSION   NUMBER 


ACCESSION  NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

7912060624 

7912060621 

79/12/03 

50-193 

P 

7912Q60625 

7912060621 

79/12/03 

30-153 

P 

7912060626 

7912060621 

79/12/03 

50-193 

P 

77I3O60627 

7912060631 

79/12/03 

50-155 

P 

79I306062B 

7912060621 

79/13/03 

90-155 

P 

791206063? 

7912060621 

79/13/03 

50-155 

P 

7913060630 

7912060621 

79/13/03 

50-155 

P 

7912060631 

7912060621 

79/12/03 

50-155 

P 

79  13060633 

7912060621 

79/1H/03 

50-155 

P 

7913060633 

7912060621 

79/12/03 

50-155 

P 

7913060634 

7912060631 

79/12/03 

50-155 

P 

79l306063fo 

7912060631 

79/12/03 

90-155 

P 

791S060637 

7912060621 

79/13/03 

30-155 

P 

7913060641 

7913060631 

79/12/03 

50-155 

P 

7912060653 

7912060643 

79/11/09 

90-299 

O 

7913060656 

7912060643 

79/11/09 

50-399 

0 

7912060657 

7912060651 

79/10/22 

50-339 

O 

7913060637 

7912060651 

79/10/33 

50-399 

0 

791SQ6065B 

7912060643 

79/11/09 

50-399 

O 

7912060664 

7912060643 

79/11/09 

30-289 

0 

791206066& 

7912060661 

79/11/20 

30-303 

Q 

7912O6066B 

7913060661 

79/11/20 

50-302 

0 

7913060671 

7912060661 

79/11/30 

50-302 

Q 

7912O6G673 

7912060661 

79/11/30 

50-302 

G 

7913070030 

7912070004 

79/1  1/08 

50-375 

A 

7913070038 

7912070004 

79/11  /OB 

90-375 

A 

7913070055 

7912070049 

79/10/16 

50-341 

Q 

7913070063 

7912070049 

79/10/16 

50-341 

0. 

7912070067 

79120700S6 

79/10/32 

90-390 

Q 

7912070072 

7912070066 

79/10/36 

50-346 

Q 

7912070079 

791S070066 

79/10/26 

50-346 

Q 

7913Q7CQB6 

7912070077 

79/10/13 

70-697 

7912Q700BB 

7912070077 

79/10/15 

70-697 

7912070091 

7912070085 

79/10/17 

70-2756 

7913070093 

7913070076 

79/11/39 

50-272 

0 

7913070095 

7912070077 

79/10/15 

70-6B7 

7912070097 

7912070099 

79/10/32 

50-348 

Q 

7913070098 

7912070077 

79/10/15 

70-6B7 

7912070102 

7912070076 

79/11/29 

50-155 

0 

7913070105 

7912070099 

79/1O/22 

50-395 

Q 

7912070112 

79  120701  OB 

79/10/24 

50-2BO 

Q 

7912070113 

7912070077 

79/10/15 

70-6  B7 

7912070126 

7912070133 

79/10/23 

90-273 

0 

7913070132 

7913070133 

79/10/23 

50-293 

Q 

7912070134 

7912070123 

79/10/22 

50-273 

0 

7912070139 

7912070123 

79/10/33 

90-293 

0 

7913070146 

7912070142 

79/11/05 

50-471 

0 

7912070151 

7912070144 

79/11/15 

50-352 

Q 

7912070152 

7912070143 

79/11/05 

30-471 

0 

7912070156 

7912070142 

79/11/05 

50-47  1 

G 

7912070160 

7912070158 

79/11/20 

50-334 

a 

7913070162 

7912070155 

79/10/26 

50-373 

O 

7912070163 

7912070158 

79/11/20 

50-334 

G 

79I2O70166 

7912070159 

79/11/20 

90-324 

Q 

7912O70I67 

7912070159 

79/11/20 

50-324 

G 

7912070169 

7912070164 

79/11/23 

CONTRACT 

7912070175 

7912070174 

79/09/25 

50-4B3 

3 

7912070186 

7912070181 

79/11/23 

FOIA 

7912070193 

7912070192 

79/11/23 

FOIA 

7912070193 

7912070179 

79/10/19 

50-B9 

Q 

7912070199 

79120701B1 

79/11/23 

FOIA 

7912070302 

7912070200 

79/09/26 

90-322 

Q 

7912070203 

79130701B1 

79/11/23 

FDIA 

7912O7030& 

79I20701B1 

79/11/23 

FOIA 

791S070211 

791207018! 

79/11/23 

FOIA 

7912070214 

79I20701B1 

79/11/33 

FOIA 

79  1307021  H 

79120701B1 

79/11/23 

FOIA 

7912070340 

791E070243 

79/11/13 

50-382 

G 

7913070250 

7912070173 

79/11/20 

CONTRACT 

7912070370 

7912070264 

79/10/23 

50-10 

Q 

7912070373 

7912070269 

79/09/26 

70-371 

7912070276 

7912070263 

79/11/16 

FOIA 

7913070399 

7912070263 

79/11/16 

FOIA 

7912070299 

7912070S63 

79/11/16 

FQIA 

7912070300 

7912070291 

79/11/16 

FOIA 

7912070303 

7912070291 

79/11/16 

FDIA 

7912070305 

791B070263 

79/11/16 

FQIA 

7913070316 

7912070291 

77/11/16 

FOIA 

7912070319 

791S070291 

79/11/16 

FOIA 

7913070331 

7912070291 

77/11/16 

FOIA 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

7913070326 

7912070325 

79/13/06 

50-338    P 

7912070320 

7912070323 

79/11/30 

50-219    B 

7919070335 

7913070263 

79/11/16 

FDIA 

7912070340 

7912070334 

79/11/30 

50-219    S 

7913070343 

7913070291 

79/11/16 

FOIA 

7913070344 

791307000B 

79/11/26 

30-153    0 

791  207034  S 

7912070333 

79/12/03 

50-219    S 

7912070346 

7913070343 

79/12/03 

50-245    S 

7912070347 

7912070291 

79/11/16 

FOIA 

7912070336 

7912070351 

79/11/30 

50-316    S 

7912070360 

7912070291 

79/11/16 

FQIA 

7912070364 

7912070350 

79/13/03 

50-219    S 

7913070365 

7912070359 

79/11/30 

50-319    S 

7912070349 

7913070263 

79/11/16 

FP1A 

7913070370 

7912070361 

79/12/05 

50-498    A 

7913070375 

7912070361 

79/12/03 

SO-49B    A 

7913070376 

7912070363 

79/11/16 

FDIA 

7913070377 

7913070371 

79/11/30 

50-315    3 

7912070379 

791207037B 

79/11/30 

50-316    S 

7912070383 

79130703B1 

79/11/30 

50-336    S 

79120703B6 

79120703BO 

79/13/04 

50-338    S 

79ta0703SB 

7912070390 

79/12/04 

50-338    S 

7912070393 

7912070390 

79/11/30 

50-293    S 

79  1  3070404 

79112003B5 

79/11/16 

50-219    P 

7912070409 

7912070407 

79/12/04 

50-33B    B 

791  20701  1O 

7912070406 

79/11/19 

50-285    S 

7913070411 

7912070402 

79/11/37 

50-516    0 

7912070413 

7912060631 

79/12/03 

50-155    P 

7913070414 

7912060631 

79/12/03 

50-155    P 

7912070416 

7912070413 

79/11/21 

50-266    S 

7912070419 

79120606S1 

79/13/03 

50-155    P 

7913070430 

7913070417 

79/11/39 

50-10     P 

7913070421 

7912060631 

79/12/03 

50-155    P 

7913070433 

7913070418 

79/11/09 

30-373    S 

7912070423 

7912060631 

79/12/03 

50-195    P 

7912070429 

7912070134 

79/11/27 

50-36B    P 

7912070439 

7913060621 

79/12/03 

50-155    P 

7913070430 

7912070426 

79/11/29 

50-312    S 

7912070433 

7913060621 

79/12/03 

30-155    P 

7912070433 

7912070427 

79/11/27 

50-266    S 

7912070433 

7912060621 

79/12/03 

50-155    P 

79120704.10 

7912070434 

79/13/04 

50-282    0 

7913070441 

7912060621 

79/12/03 

50-155    P 

7912070442 

7913070439 

79/11/30 

50-3B7   S 

7913070444 

7912070437 

79/12/04 

50-29     B 

7913070447 

7912070446 

79/12/03 

SO-36B    0 

791307044B 

7913070445 

79/11/29 

50-366    8 

7913070449 

7712060631 

79/13/03 

50-155    P 

7912070450 

7912070443 

79/11/27 

90-254   S 

7913070457 

7912070453 

79/11/09 

50-295   S 

7912Q7045B 

7912060631 

79/13/03 

50-155    P 

7912070464 

7913070463 

79/12/04 

80-2B3    P 

79  I  3070465 

7912060631 

79/12/03 

50-133    P 

7913070467 

7912060621 

79/12/03 

50-155    P 

7913070472 

7912070355 

79/11  /OB 

50-522   0 

79120704B3 

7912070476 

79/11/23 

50-373    P 

79120704B5 

7912070476 

79/11/23 

90-273    P 

79130704BB 

7912070476 

79/11/23 

50-H93    P 

7912070493 

7912070409 

79/10/02 

CONTRACT 

7913070501 

7912070497 

79/11/23 

50-366    P 

7912070505 

7912070497 

79/11/23 

50-366    P 

7912070500 

7913070497 

79/11/33 

50-366    P 

7913100039 

7912100032 

79/11/13 

50-HB6    P 

7912100043 

7912100022 

79/11/13 

50-286   P 

7913100051 

7912100032 

79/11/13 

50-386   P 

79121000S2 

7912100046 

79/11/17 

70-834 

7912100056 

7913100046 

77/11/19 

70-B24 

7913100057 

7912100049 

77/10/23 

70-830 

7913100060 

7912100046 

79/11/19 

70-B24 

7912100062 

7912100022 

79/11/13 

50-286   P 

7912100066 

7912100022 

79/11/13 

50-286   P 

7913100070 

7912100046 

79/11/17 

70-824 

791S100079 

7912100023 

79/11/13 

5Q-3B6   P 

7912100091 

7913100087 

77/10/03 

CONTRACT 

7912100105 

7912100097 

79/11/14 

CONTRACT 

7912100185 

7913100116 

79/11/02 

CONTRACT 

7918100143 

7912100137 

79/11/09 

50-312   0 

7712100147 

791E100137 

•  79/11/09 

50-312   G 

7913100133 

7912100137 

79/11/07 

50-312   0 

7912100158 

7912100137 

77/11/09 

50-312   G 
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7912100161 
7912100165 
7912100196 
7912100197 
7912100199 

7912100137 
7912100154 
7912100193 
7912100193 
7912100193 

79/11/09 
79/11/16 
79/10/1B 
79/10/1B 
79/10/tB 

5O-312    0 
90-269    a 
50-213    Q 
50-213    Q 
30-313    0 

7912100208 
7912100211 
7912100215 
7912100217 
7912100334 

7912100205 
7912100203 
7912100205 
7912100210 
7912100219 

79/10/33 
79/10/23 
79/10/23 
79/11/2B 
79/11/06 

50-230    fl 
50-220    0 
50-220    Q 
50-266    T 
50-334    Q 

7912100236 
791310024S 
7912100253 
7912100254 
7912100255 

7912100219 
7912100219 
7912100219 
7912100246 
7912100199 

79/11/06 
79/11/06 
79/11/06 
79/11/13 
79/11/09 

90-334    Q 
50-334    Q 
50-334    fl 
50-250    P 
50-3      P 

7912100268 
7912100274 
7912100275 
7912100276 
7912100286 

7912100266 
7912100260 
7912100269 
7912100270 
7912100277 

79/11/16 
79/10/22 
79/12/04 
79/11/20 
79/13/03 

50-348    P 
30-335    0 
50-302    B 
CONTRACT 
50-316    S 

7912100298 
7913100291 
7912100394 
7912100296 
7913100304 

7912100279 
7912100277 
79121002H4 
7912100393 
7912100299 

79/12/04 
79/12/03 
79/13/06 
79/12/05 
79/13/04 

BO-346    S 
50-316    8 
50-213    P 
50-39     S 
30-345    B 

7912100311 
7912100321 
7912100324 
7912100330 
7912100331 

7912100305 
791210031B 
7912100318 
7913100189 
7912100318 

79/12/05 
79/11/29 
79/11/29 
79/11/09 
79/11/29 

50-334    P 
50-409   P 
50-409   P 
30-3     P 
50-409   P 

7912100343 
7912100361 
7912100373 
7913100377 
7912100383 

7912100344 
7912100359 
7912100371 
7912100364 
79121003BO 

79/11/09 
79/12/07 
79/11/30 
79/12/06 
79/OB/24 

50-516   0 
30-327    It 
71-9119 
50-33B    P 
CONTRACT 

79I21003S6 
7912100394 
7912100407 
7913100409 
7912100415 

7913100305 
7912100390 
7912100189 
7912100404 
7912100412 

79/11/30 
79/11/30 
79/11/09 
79/09/26 
79/10/22 

CONTRACT 
CONTRACT 
50-3      P 
QA999 
QA999 

7912100427 
7912100452 
7912I004S3 
7912100455 
79121004S6 

7912100423 
7913100449 
7912100451 
7912100451 
79121001B9 

79/11/19 
79/1O/25 
79/11/27 
79/11/27 
79/11/09 

50-318    P 
CONTRACT 
50-335    Q 
90-335    Q 
50-3      P 

7912100458 
7912100461 
7912100462 
7912100464 
7912100466 

7912100431 
7912100451 
7912100460 
7912100463 
7912100465 

79/11/27 
79/11/27 
79/11/30 
79/11/29 
79/11/30 

50-335    0 
50-335    Q 
71-9111 
30-395    Q 
71-576B 

7912100467 
7912100472 
7912100482 
7912110003 
7912110004 

7912100463 
791S100470 
7912100479 
7912110001 
7912110003 

79/11/2B 
79/11/26 
79/11/29 
79/11/30 
79/11/29 

50-395    Q 
50-266    0 
50-466    0 
CONTRACT 
CONTRACT 

7912110009 
7912110019 
7912110024 
7913110034 
7912110036 

7912110006 
7912110013 
7912110016 
7912110016 
7912110028 

79/11/30 
79/11/30 
79/11/16 
79/11/16 
79/11/28 

CONTRACT 
CONTRACT 
OA999 
QA999 
CONTRACT 

7912110041 

7912110042 
7913110045 
7912110046 
7912110052 

7912110016 
7912110016 
7912110040 
7912110016 
7912110016 

79/11/16 
79/11/16 
79/11/28 
79/11/16 
79/11/16 

OA999 
QA999 
CONTRACT 
QA999 
OA999 

7912110061 
7912110062 

7912110071 
79121iOOBl 
79iailOOBB 

79131  IOOS8 
79121100B9 
7912110065 
7912110076 
7912110082 

79/09/21 
79/11/30 
79/10/31 
79/10/03 
79/10/23 

QA999 
71-62BO 
OA999 
OA999 
QA999 

7912110099 
7913110090 
7915110099 
7912110101 
7912110109 

79121  100B6 
79121  10085 
7912110086 
7912110097 
7912110103 

79/1  1/2S 
79/07/06 
79/1  1/2B 
79/07/13 
79/OB/09 

FOIA 
ACRB 
FOIA 
ACRB 
ACRB 

7913110110 
7912110111 
7913110114 
7912110117 
7912110116 

7912110101 
7912110107 
7912110101 
7912110107 

7912110101 

79/11/19 
79/1  1/H3 
79/11/19 
79/11/23 
79/11/19 

QA999 
OA999 
QA999 
OA999 
OA999 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGCHV 

7913110120 

7912110107 

79/11/23 

OA999 

7912110122 

7912110101 

79/11/19 

OA999 

7912110126 

79121  1003B 

T}l  1  1  /23 

50-3 

G 

7912110127 

7912110101 

79/11/19 

OA999 

791211012B 

7912110107 

79/11/23 

QA999 

7912110133 

7912110101 

79/11/19 

OA999 

7912110167 

7912110159 

79/11/14 

40-7344 

7712110175 

7912110159 

79/11/14 

40-7344 

7912110176 

7912110142 

79/1  1/20 

70-1309 

7912U01B5 

7912110179 

79/11/29 

CONTRACT 

7912110199 

7913110193 

79/11/26 

5Q-3B9 

Q 

7912110303 

7912110193 

79/11/26 

30-3B9 

Q 

7912110209 

7912110206 

79/13/06 

30-409 

R 

7912110210 

7912110193 

79/11/26 

50-369 

0 

7912110214 

7912110193 

79/11/26 

50-389 

Q 

7912110215 

7912110212 

79/12/05 

50-206 

R 

7912110223 

7912110319 

79/12/07 

30-293 

R 

7912110229 

7912110320 

79/11/33 

50-370 

a 

7912110233 

7912110220 

79/11/23 

SO-370 

a 

79121  1023H 

7913110230 

79/11/23 

SO-370 

a 

7912110246 

7912110240 

79/11/39 

50-409 

p 

7913110217 

7912110220 

79/11/23 

50-37O 

Q 

7912110236 

7912110250 

79/13/07 

50-333 

R 

7912110263 

7912110337 

79/10/34 

50-319 

Q 

7912110371 

7912110357 

79/10/34 

50-315 

a 

7912110273 

7912110232 

79/11/21 

70-36 

7913110203 

7912110377 

79/12/04 

5O-333 

s 

7912110204 

79121  103BO 

79/10/31 

XPDRTL1C 

7912110206 

7912110261 

79/10/39 

50-546 

a 

7912110290 

79121102B7 

79/13/06 

50-29 

s 

7912110393 

7912110391 

79/12/07 

30-29 

3 

7912110397 

7912110395 

79/10/39 

XPDRTLIC 

79L2110298 

7912110296 

79/13/03 

50-373 

B 

7913110313 

7912110311 

79/12/06 

50-393 

s 

7913110317 

7912110315 

79/12/06 

30-219 

9 

7912110321 

7912110306 

79/11/36 

SO-400 

0 

7912110333 

7912110320 

79/11/27 

50-331 

s 

7912110336 

7913110324 

79/12/04 

50-339 

p 

7912110327 

7912110325 

79/11/39 

50-313 

B 

7912110339 

79121  1032B 

79/12/04 

5O-333 

B 

7912110331 

7913110330 

79/12/0& 

50-302 

3 

7912110333 

7912110332 

79/13/07 

30-386 

S 

791211033il 

7912110306 

79/11/26 

50-400 

a 

7912110336 

7912110335 

79/12/03 

50-348 

Q 

7912110337 

7912110335 

79/12/03 

50-349 

s 

7912110338 

7913110335 

79/13/03 

50-34B 

S 

7912110339 

7913110335 

79/13/03 

50-348 

S 

7912110313 

7912110341 

79/13/04 

,50-344 

s 

7912110344 

7912110341 

79/  IS/04 

50-314 

s 

7912110346 

7912110341 

79/12/01 

90-344 

B 

7912110347 

7912110343 

79/12/04 

30-323 

S 

7912110350 

7912110349 

79/12/06 

50-574 

G 

7912110393 

7912110340 

79/12/05 

50-413 

S 

79121  103S7 

7912110352 

79/11/12 

TOPREP 

7912110359 

7912110355 

79/13/05 

50-333 

S 

7912110366 

7912110360 

79/13/05 

50-2B3 

B 

7912110372 

7912110360 

79/11/30 

50-366 

S 

7913110373 

7912110365 

79/12/14 

30-3H9 

s 

7912110377 

7912110370 

79/13/06 

50-293 

s 

7912110391 

7912110379 

79/12/O6 

90-385 

s 

79121  103B3 

7912110375 

79/11/19 

50-374 

0 

7912110393 

7912110375 

79/1  1/1  t 

XPOBTLH 

7913110385 

7912110382 

79/12/06 

50-071 

'  s 

79121103B6 

7912U03BO 

79/13/0* 

50-837 

p 

7913110359 

7912110362 

79/13/07 

50-387 

a 

7912110390 

79121  103B7 

79/13/07 

so-aso 

s 

7913110391 

7912110390 

79/12/04 

30-337 

p 

7912U040a 

7912110379 

79/13/04 

50-371 

s 

7912110417 

7912110410 

79/13/04 

30-308 

p 

7912110418 

79121104013 

79/11/23 

30-309 

0 

7912110435 

791211040B 

79/11/23 

50-309 

o 

7912110447 

7912110135 

79/12/04 

30-454 

rt 

7912110463 

79  1BI  10435 

77/13/04 

SO-454 

A 

7912110471 

7912110462 

79/11/39 

50-500 

o 

7912110475 

7912110435 

79/13/04 

50-4  54 

A 

79121104B1 

7912110462 

79/11/29 

50-SOB 

0 

79121  104B9 

7912110462 

79/11/39 

30-509 

0 

7912110493 

7912110462 

79/11/29 

50-509 

0 

7912110197 

7912110486 

79/11/30 

30-261 

o 

7912110302 

79131104B6 

79/11/30 

50-261 

0 
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7912110305 
7912110506 
7912110313 
791B1  10314 
7912110516 

7912110486 
7912110301 
7912110303 
7912110486 
7912110511 

79/11/30 
79/10/30 
79/11/16 
79/  1  1  /30 
79/11/36 

30-261    Q 
QA9-J9 
30-295    <J 
50-361    0 
OA999 

7913110518 

7912110525 
7912110331 
7912110332 
7913110541 

7912110503 
79)2110503 
79IB110301 
7912110503 
7912110529 

79/11/16 
79/11/16 
79/11/28 
79/11/16 
79/11/16 

90-393    0 
30-293    O 
71-9113 
BO-293   0 
CONTRACT 

7913110342 
7912110544 
79121S002B 
7912120044 
7913120049 

7912110503 
7912110536 
7912120022 
7912130035 
7912130033 

79/11/16 
79/11/01 
79/11/20 
79/10/22 
79/10/32 

50-293   0 
70-27 
PHH 
PDR  M18C 
PDR  MI8C 

7912120066 
7912120067 
7913120071 
7912120073 
7912120083 

7912130053 

79  121  20096 
7912130053 
7912120063 
7912130077 

79/10/15 
79/11/21 
79/10/15 

79/11/30 
79/11/23 

50-49B   U 
50-466   0 
30-49B   U 
CONTRACT 
QA999 

7912120083 
7912120096 
791212008? 
79121  2009B 
7913130104 

7912120079 
7912120078 
7912130077 
7912120077 

791B120077 

79/11/21 
79/1  1/3B 
79/11/23 
79/11/23 
79/11/23 

50-309   a 
CONTRACT 
QA999 
OA999 
QA999 

7913120106 
7913120109 
7913120110 
79121  201  IS 
7912IB011B 

7912120101 
7912130077 
7912130101 
7912130101 
7912120077 

79/11/09 
79/11/23 

79/11/09 
79/11/09 
79/11/33 

70-364 
OA999 
70-364 
70-344 
OA999 

7912120137 
7913120)44 
791312014*. 
7912120147 
7912120149 

7912120135 
7912130141 

7912120142 
7912120141 
79121B0141 

79/10/19 
79/10/17 
79/10/15 
79/10/17 
79/10/17 

40-8463 
30-37    Q 
50-4B3   S 
50-57    0 
50-37    0 

79131301  SO 
7912120153 
7912120159 
7912120170 
7913130174 

7912120133 
7912120135 
7913120141 
7912120166 
7912130169 

79/10/19 

79/10/19 
79/10/17 
79/11/29 
79/11/30 

40-8663 
40-8663 
30-57    0 
FOIA 
30-338    0 

7912120)73 
7912120180 
7913120184 
7912I201B9 
7912!30193 

7912130169 
7912120175 
7912120169 

7912120169 
7912120169 

79/11/30 
79/11/26 
79/11/30 
79/11/30 
79/11/30 

30-338   0 
50-339    Q 
50-338   0 
50-33B    0 
SO-33B   0 

7912130197 
791  S  120204 
7912120205 
7912120223 
7913120333 

7912130169 
7912120196 
7912120203 
7912120212 
791S120226 

79/11/30 
79/10/25 
79/11/13 
79/11/05 
79/10/12 

50-338   0 
50-382   Q 
XPORTLIC 
50-267   Q 
50-389   U 

7912130335 
7912120239 
79I21202SO 
7912120254 
7912120233 

7912130229 
791212022? 
7912120243 
7912120247 
79121B034B 

79/11/07 
79/11/07 
79/10/04 
79/10/23 
79/11/02 

50-148   Q 
BO-14B   Q 
50-287   U 
PR 
50-327   0 

791212026D 
7912120366 
791313027S 
7912120378 
79)3180279 

7912120353 
7912130261 
7912120264 
7912120272 
7912120268 

79/10/33 
79/11/19 
79/11/01 
79/11/27 
79/10/03 

PROJ 
CONTRACT 
50-338   0 
QA999 
FOIA 

7913120281 
7912130287 
7913120393 
7913130303 
791S120307 

7912120272 
79121BOB72 
7912120273 
7912130298 
7912130301 

79/11/27 
79/11/27 
79/11/27 
79/12/10 
79/10/11 

QA999 
QA999 
OA999 
50-324   S 
SO-317   P 

7912120310 
7912120311 

7912150318 
79  1H1  20321 
7913120327 

7912130308 
7912120306 
7912120313 
7912120302 
7912130323 

79/11/30 
79/12/10 
79/11/30 

79/11/30 
79/11/28 

CONTRACT 
50-338   B 
30-3B4   K 
50-344   0 
50-10    P 

7913120330 
7912120336 
791213033? 
79  IB  120341 
7913120347 

7912120333 
7912120324 
7913120333 
791212033B 
7912120343 

79/11/23 
79/13/04 
79/12/07 
79/13/06 
79/11/29 

50-10    P 
30-367   S 
30-393   P 
90-267   8 
50-277'   B 

7912120350 
7912120352 
7912120353 
7912120376 
7912120387 

7912120346 
7912120349 
7913130348 
7912120364 
79121203B4 

79/12/04 
79/11/23 
79/10/24 
79/12/06 
79/12/12 

50-133   R 

50-383   0 
70-1143 
30-363   P 
30-387   .  K 
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CATEGORY 

7912120418 

7912120413 

79/11/30 

50-397   S 

791212042B 

7912120422 

79/12/03 

50-327   B 

7912120433 

7912120426 

79/13/07 

50-34B   8 

7912120435 

7912120429 

79/11/39 

30-277   B 

7912120436 

7912120432 

79/12/07 

30-135   Q 

7912120441 

7912120439 

79/12/10 

50-33B    Q 

7912120448 

7912120431 

79/12/10 

30-316   0 

7912120452 

7912120449 

79/10/10 

30-330   P 

7912120453 

7912120446 

79/11/14 

PRDJ 

7912120433 

7912120431 

79/12/10 

30-516    0 

7912120439 

7912120426 

79/12/07 

SO-34EJ   B 

7912120460 

7912120457 

79/12/06 

50-333   P 

7912120461 

79121204S7 

79/13/06 

30-333   P 

7912120462 

7912120436 

79/11/19 

XPQRTL1C 

7913120466 

7913120464 

79/12/06 

50-443   B 

7913120469 

7912120463 

79/13/07 

30-247   8 

7912120473 

7912120470 

79/12/03 

50-509   8 

7912120476 

7912120460 

79/11/13 

XPORTLIC 

79121204B1 

7912120477 

79/12/05 

50-327    B 

7912120489 

79121204B6 

79/12/06 

50-443   8 

7913120503 

7912120502 

79/10/23 

50-908   Q 

7912120512 

7912120510 

79/12/04 

71-199 

7912120317 

7912120516 

79/12/04 

71-347 

7912120521 

7912120519 

79/13/04 

71-349 

7912120326 

7912120520 

79/10/12 

NUREO 

7912120527 

7912120325 

79/12/04 

71-26 

7912120333 

7912120S2B 

79/10/31 

50-320   U 

7912120533 

7912120529 

79/12/04 

71-345 

7912120333 

7912120528 

79/10/31 

50-320   U 

7912120340 

7912120531 

79/10/11 

70-B20 

7912120543 

791212053B 

79/11/27 

FOIA 

7912120344 

791212053B 

79/11/27 

FQIA 

7913120546 

7912120341 

79/10/31 

PDR  MI6C 

7912130548 

7912120538 

79/11/27 

FOIA 

7913120549 

7912120331 

79/10/11 

70-820 

7912120954 

7912120538 

79/11/27 

30-313   0 

7912120560 

7912120331 

79/1O/H 

70-820 

7912120362 

7912130356 

79/12/03 

50-341    Q 

7912120563 

7912120552 

79/10/23 

50-346   U 

7912120571 

7912120568 

79/12/03 

71-6386 

7912120574 

7913120570 

79/10/12 

50-155   U 

7912120376 

791H12057E 

79/11/01 

XPORTL1C 

7912130009 

7912130003 

79/11/30 

TOPHEP 

7912130017 

7912130014 

79/10/04 

50-302    U 

7912130019 

7912130016 

79/  IS/04 

71-225 

7913130020 

7912130014 

79/10/04 

80-302   U 

7912130022 

7912130014 

79/10/04 

50-302   U 

7912130Q2B 

7912130025 

79/10/15 

PR 

7912130067 

7912130064 

79/11/05 

50-331    Q 

7913130070 

7912130038 

79/11/27 

50-273   0 

7912130071 

791213006B 

79/11/17 

30-261    P 

7912130076 

7912130068 

79/11/17 

90-261    P 

7912130000 

791213006B 

79/11/17 

50-261    P 

7912130091 

7912130084 

79/10/12 

40-8721 

7913130093 

79121300B8 

79/11/29 

30-491    0 

7912130100 

791213008B 

79/11/29 

30-491   Q 

7912130102 

7912130087 

79/11/13 

XPDRTLIC 

7912130120 

7912130117 

79/11/26 

30-599   0 

7912130121 

7912130U7 

79/11/26 

50-999   0 

7912130127 

7912130123 

79/11/13 

XPORTLIC 

7912130133 

79121300B4 

79/10/12 

40-B721 

7912130136 

7912130131 

79/10/23 

50-946   Q 

7912130146 

7912130141 

79/12/03 

FOIA 

7912130152 

7912130148 

79/11/30 

TOPREP 

7912130134 

7912130149 

79/12/04 

PRDJ 

7912130163 

7912130159 

79/11/21 

30-367   0 

7913130224 

7912130219 

79/12/10 

50-3S9   S 

7912130226 

7912130214 

79/11/03 

PDft  M1SC 

7912130264 

7912130259 

79/12/07 

30-335   P 

791213026B 

7913130298 

79/12/05 

50-390   R 

79131302GD 

7912130271 

79/13/06 

50-275   A 

791213028B 

7912130283 

79/12/10 

9Q-H61   R 

7913130291 

7912130284 

79/12/03 

90-3     P 

7912130397 

7912130293 

79/12/07 

30-2S9   R 

7912130303 

7912130293 

79/12/06 

30-266   F 

7912130306 

7912130284 

79/12/03 

50-3     P 

7912130314 

791  21  30241 

79/11/21 

50-320   U 

791213031B 

7912130310 

79/11/30 

FOIA 

7912130330 

7912130319 

79/11/20 

PR 

7912130322 

7912130312 

79/12/07 

50-316    B 
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ACCEBS10N   NUMBER 


ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 


SUBJECT 
CATEGORY 


ACCESSION  NUMBEfi 

PRINCIPAL       DATE 
ENCLOSURE      DOCUMENT      ISSUED 


7912130326 
7912130338 
7912130341 

7913130314 
7912130347 

7912130350 
7912130352 
7912130333 
791213035S 
7912130359 

7912130361 
7912130363 
7912130366 
7912130371 
7912130372 

7912130375 
7912130377 
7912130370 
7912130390 
7912130301 

79121303BS 
7912130339 

7912130392 
7912130393 
7912130400 

79I213040B 
7912130421 
7912130423 
7912130427 
791213042B 

7912130431 
7913130436 
7912130441 
7912130492 
7912130454 

7912130457 
7913130461 
7912130464 
791213046B 
7912130472 

7912130479 
79121304B6 
7912130500 
7912130500 
7913130527 

7912130532 
7912130536 
7912130543 
7912130547 
7913130550 

7912130592 
7912130554 
7912130562 

7912130567 
79I213057B 

7913130990 
7912130601 
7912130603 
7913130619 

791213062B 

7912130634 
7912130641 

7912130647 
791213065B 
79121306B4 

7912130704 

7912130706 
7912130707 
79(8130713 
7912130717 


7912130324 
7912130241 
7912130339 
7912130342 
7912130335 

7912130346 
791213034B 
7912130241 
7912130354 
7912130396 

7912130337 

7912130241 
7912130337 
7912130241 

7912130330 

7912130373 
7912130241 
7912130337 
7913130330 
7912130374 

7912130379 
7913130307 
79131303B4 
7912130391 
7912130394 

7912130404 
7912130412 
7912130374 
7912130374 
7912130374 

7913130429 
7912130424 

7912130433 
7912130440 
7912130449 

7912130440 
791213044B 
7912130456 
7913130459 
791313044B 

7912130367 

7912130476 
7912130493 
7912130482 
7912130484 

791213053B 
7912130934 
7912130B41 
791S130545 
7912130545 

7912130549 
7912130S4B 
79113130559 
7912130964 
791H130570 

7912130502 
79I21305B1 
7912130396 
7912130611 
7912130615 

7912130637 
7912130632 
7913130639 
7913130633 
7912130667 

7913130700 
7912130439 
7912130700 
7912130700 
7912130439 


79/11/21 
79/11/21 
79/12/10 

79/11/20 
79/10/22 

79/1 1/2B 
79/11/21 
79/11/31 
79/I2/1O 
79/10/29 

79/11/27 
79/11/81 
79/11/27 
79/11/21 
79/12/07 

79/12/07 
79/11/31 
79/11/27 
79/12/07 
79/11/27 

79/12/10 
79/11/20 
79/12/06 
79/11/21 
79/12/06 

79/12/06 
79/12/06 
79/11/27 
79/11/27 
79/11/27 

79/11/15 
79/12/09 
79/15/07 
79/12/OS 
79/1 1/2B 

79/10/22 
79/12/05 
79/10/17 
79/1 1/2B 
79/12/05 

79/11/26 
79/12/06 
79/11/30 
79/12/05 
79/10/23 

79/11/03 
79/11/30 
79/12/10 
79/12/06 
79/13/06 

79/11/26 
79/12/10 
79/11/26 
79/11/07 
79/11/21 

79/11/21 
79/11/15 
79/11/36 
79/11/26 
79/11/26 

79/12/07 
79/11/33 
79/11/15 
79/11/15 
79/13/07 

79/11/29 
79/11/30 
79/11/29 
79/11/29 
79/11/30 


PR 

90-330    U 

50-33B   F 

PR 

50-397    S 


Q 


7912130723 
7912130726 

7912140020 
7912140023 
7918140041 

7912140112 
7912140119 
7912140131 
7912140144 
79IS1401S9 


7912130700 
7912130439 
7912140009 
7912140015 
7912140033 

791214010B 
7912140114 
7912140102 
7912140137 
7912140124 


79/11/29 
79/11/30 
79/12/03 
79/12/04 
79/12/04 


30-264 

PR 

90-320 

50-324 

50-131 

30-443 
50-320 
50-445 
50-320 
50-3 1 5 

30-346 
50-330 
90-445 
50-315 
OA999 

50-271  i 

50-29B  ! 

30-366  ! 

30-298  I 

50-366  I 

50-366    ! 

30-366 

QA999 

OA999 

OA999 

50-993 
90-321 
50-320 
50-400 
90-333 

90-339 
50-400 
50-394 
50-336 
30-400 

SO-2B9 
50-346 
50-447 
50-259 
70-1151 

50-416 
50-250 
50-317 
50-333 
50-333 

PR 

30-361 

PR 

PR 

PR 

PR 

50-510 

PR 

PR 

BO-53B 

30-334 
50-250 
90-335 
50-250 
50-247 

50-361 
30-296 
50-361 

90-361 
50-296 

30-361 
50-296 
PROJ 
50-312 

50-312 


79121401B9 
7912140213 
7912140271 
7912140294 
7912140303 

7912140307 
7912140317 
791214031B 
7912140319 
7912I4032B 

7912140326 
7912140329 
7912140333 
7913140335 
7912140337 

791214033B 
7912140346 
7912140349 
7912140350 
7912140352 

7912140334 
7912140359 
7912140362 
7912140365 
7912140366 

7912140371 
7912140372 
7912140374 
7912140376 
7912140379 

79121403B2 
79121403B7 
79121403B9 
7912140390 
7912140393 

7912140394 
7912140399 
7912140400 
7912140402 
7913140404 

7912140409 
7912140409 
7912140411 
7912140413 
7912140419 

7913140423 
7912140426 
7913140427 
7912140430 
7912140431 

7913140435 
7912140436 
7913140439 
7912140442 
7912140446 


791214016B 
7912140210 
7912140264 
7912140288 
7912140297 

7912140302 
7912140312 

7912140304 
7912140313 
7913140312 

7912140321 
7912140312 
7912140312 
7912140331 
7912140312 

7912140324 
7912140312 
7912140312 
7912140312 
7912140347 

7912140313 
7912140344 
7913140397 
7912140243 
7912140312 

7912140364 
7912140312 

7912140367 
7912140312 
7912140312 

7912140236 
7912140361 
7912140312 
7912140377 
7912140394 

79121403S6 
7912140395 
7912140312 
7912140312 
791214039B 

7912140312 
7912140407 
7912140410 
7912140412 
7912140417 

7912140420 
7912140312 
7912140424 
7912140421 
7912140312 

7912140312 
7912140429 
7912140312 
7912140432 
7912140312 


79/11/09 
79/12/04 
79/11/30 
79/ IS/06 
79/12/06 

79/11/02 

79/11/30 
79/12/10 

79/11/30 
79/11/30 

79/12/07 
79/11/30 
79/11/30 
79/12/07 
79/11/30 

79/12/13 
79/11/30 
79/11/30 
79/11/30 
79/12/07 

79/11/30 
79/12/10 

79/12/10 
79/12/10 
79/11/30 

79/13/07 
79/11/30 

79/12/07 
79/11/30 
79/11/30 

79/12/07 
79/12/OS 
79/11/30 
79-/12/13. 
79/12/1O 

79/12/12 

79/12/07 
79/11/30 
79/11/30 
79/12/05 

79/1 1/3O 
79/12/11 

79/12/07 
79/12/11 
79/13/H 

74/05/20 
79/11/30 

74/08/07 
79/12/Ofr 
79/11/30 

79/11/30 
79/13/07 
79/11/30 
79/12/11 
79/1 1/3O 


SUBJECT 
CATEGORY 

50-466         G 
71-3059 
30-449        H 
CONTRACT 
CONTRACT 

FOIA 
FOIA 

50-272         I 
FOIA 
FOIA 

30-321          I 

FOIA 

FOIA 

50-267 

FOIA 

30-2BO 
FOIA 

FOIA 
FOIA 
50-2B5 

FOIA 

90-277 

50-305 

90-70 

FOIA 

30-44O 

FOIA 

90-BA3 

FOIA 

FOIA 

90-424 

50-344 

FOIA 

30-330 

50-259 

50-2BO 

50-H9B 

FOIA 

FOIA 

50-237 

FOIA 
SO- 159 
50-247 
50-155 
50-219 

RES 
FOIA 

RES 

BQ-249 

FOIA 

FQIA 

50-331 

FOIA 

50-2BQ 

FOIA 


79/12/06 
79/11/07 
79/11/26 
79/11/14 
79/12/04 


70-2623 

27-47 

HABTE  MOT 

PR 

90-312    0 


791214044B 
7912140449 
7912140451 
7912140452 
7912140453 

7912140456 
7912140457 
7912140460 
7912140461 
7912140463 

7912140465 
791214046B 
7913140469 
7912140473 
7912140477 

791214047B 
79121 404B1 
7912140482 
79121404B3 
7912140494 

7912140495 
7912140499 
7912140490 
7912140491 
7912140494 


7912140441 
791214043B 
7912140445 
7912140312 
7912140447 

7912140312 
7712140430 
7912140312 
7912140454 
7912140435 

7912140312 
7912140454 
7912140462 
7912140312 
7912140466 

7912140312 
7912140312 
7912140470 
7913140474 
7912140476 

7912140312 
7912140479 
7912140312 
7912140459 
7912140312 


79/12/07 
79/12/10 

79/13/12 
79/11/30 


79/11/30 
79/12/04 
79/11/30 
7B/03/24 
79/12/05 

79/11/30 

7B/03/24 
79/11/30 
79/11/30 
79/12/11 

79/11/30 
79/11/30 
79/12/10 
7B/Q4/27 
79/12/07 

79/11/30 
79/12/10 
79/11/30 
79/12/06 
79/11/30 


5O-366 
30-333 
50-2 bl 
FOIA 
RES 

FOIA 
50-312 

FOIA 

REB 

30-377 

FOIA 
REB 
30-237 
FDI/i 

30-2 ao 

FOIA 

FQIA 

50-331 

RES 

30-361 

FOIA 

30-331 
FOIA 
30-237 
FOIA 
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ACCESSION   NUMBER 


ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

7913140497 

7912140492 

79/12/07 

50-275 

Q 

79I214049B 

7913140312 

79/11/30 

FOIA 

7912140499 

7912140495 

79/05/09 

RES 

7912140500 

7912140312 

79/11/30 

FOIA 

7912140901 

7912140496 

79/12/07 

50-309 

S 

7912110503 

7712140493 

77/11/11 

RES 

7913140304 

7912140313 

79/11/30 

FOIA 

7912140505 

7913140503 

79/06/07 

RES 

79I214050B 

7912140313 

79/11/30 

FOIA 

7712140313 

7912140312 

79/11/30 

FO.IA 

7912140517 

7912140515 

7B/03/24 

RES 

7912140524 

7913)40522 

7B/08/03 

HEB 

7913H0526 

7912140532 

79/09/03 

RES 

7912140537 

7912140533 

79/10/15 

30-311 

S 

7913140945 

7712140543 

79/10/33 

QA999 

7913170007 

7912170004 

79/09/07 

50-70 

0 

7912170010 

7912170006 

79/11/37 

50-364 

Q 

7912170016 

7712170006 

79/11/27 

50-364 

Q 

7912170017 

7912170013 

79/09/07 

50-70 

0 

7912170019 

7913170009 

79/11/16 

50-2B9 

0 

7912170036 

7912170021 

79/11/27 

50-946 

A 

7912170027 

7712170033 

79/11/21 

TCPREP 

7912170030 

7913170023 

79/11/21 

TQPREP 

7913170031 

7712170031 

79/11/27 

50-546 

A 

7912170032 

7912170027 

79/10/29 

30-2SO 

P 

7912170036 

7912170009 

79/11/16 

50-297 

0 

7912170037 

7913170029 

79/10/29 

50-280 

P 

7912170041 

7912170020 

79/11/30 

50-533 

0 

791217004B 

7912170020 

79/11/30 

50-532 

0 

7912170063 

791217005B 

79/12/01 

90-155 

0 

7912170070 

7712170066 

79/  1  1  /  1  3 

90-2B7 

0 

7912170078 

7912170075 

79/11/19 

40-6740 

79121700B7 

7713170084 

79/11/09 

50-27 

P 

7912170108 

7713170106 

79/10/30 

50-393 

P 

7912170140 

7912170135 

77/11/26 

90-358 

H 

7912170144 

7713170136 

77/11/19 

71-9009 

79  12  1701  62 

7712170155 

79/12/12 

71-27 

7912170180 

7913170177 

77/11/31 

40-2061 

7912170195 

7913170177 

77/H/21 

40-2061 

7912170199 

7913170193 

77/11/27 

ORQ 

7912170203 

7913J70196 

79/13/14 

50-368 

R 

7912170209 

7912170307 

79/12/06 

50-466 

G 

7912170212 

7713170S07 

79/12/06 

50-466 

G 

7913170315 

7913170307 

79/13/06 

50-466 

0 

7912170319 

7913170213 

79/13/13 

50-331 

S 

7912170321 

7912170307 

79/13/06 

50-466 

0 

7913170232 

7912170211 

79/10/29 

50-369 

0 

7912170223 

791317021B 

79/12/07 

50-344 

G 

7912170325 

7912170207 

79/12/06 

90-466 

O 

7912170329 

791217O218 

79/13/07 

50-344 

G 

7912170330 

7912170236 

79/12/03 

27-47 

7913170231 

7912170234 

79/12/13 

50-331 

S 

7912170333 

7912170218 

79/12/07 

30-344 

0 

7912170236 

7912170216 

79/11/13 

30-312 

0 

7?12170337 

791217021B 

79/12/07 

50-344 

0 

7912170242 

791217021B 

77  /1  3/07 

50-344 

0 

7912170249 

791217021B 

79/12/07 

50-344 

0 

7712170253 

791217023B 

79/12/11 

30-315 

B 

7912170257 

791217023B 

79/12/11 

50-315 

3 

7712170264 

7912170256 

79/12/06 

50-313 

S 

7712170269 

7912170256 

79/12/06 

90-313 

S 

7912170271 

7912170260 

79/13/12 

50-316 

3 

7912170274 

7912170270 

79/12/13 

50-313 

R 

7912170278 

7713170377 

77/12/07 

50-312 

R 

7713170279 

7712170375 

79/12/06 

50-369 

S 

77121702B1 

7713170375 

79/12/06 

50-369 

a 

7712170265 

79121702B4 

79/11/14 

40-2359 

79121  702BB 

7713170297 

77/12/07 

50-409 

B 

7713170393 

7712170293 

79/12/07 

30-306 

3 

7913170277 

7913170395 

77/12/11 

50-346 

8 

7912170379 

7912170345 

77/12/14 

30-347 

R 

7913170303 

7913170300 

77/12/11 

50-346 

S 

7912170307 

7913170302 

77/12/14 

90-3 

ft 

7712170309 

7912170305 

79/13/tl 

50-346 

B 

7712170314 

7912170311 

79/12/11 

90-206 

S 

7912170315 

7912170312 

79/13/11 

50-36B 

P 

7712170316 

791217030A 

79/12/11 

50-321 

S 

791217031S 

7912170313 

79/13/07 

50-390 

8 

77121703B1 

7912170319 

79/12/11 

50-331 

S 

7912170333 

7912170317 

77/13/07 

50-390 

S 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

7912170339 

7912170326 

79/13/14 

50-271    B 

7912170335 

7912170331 

79/12/14 

30-313    R 

7912170343 

7912170339 

79/11/16 

XPORTLIC 

7712170353 

791217034B 

79/11/31 

XPORTLIC 

7912170359 

7912170354 

79/11/12 

50-498    0 

7912170363 

7913170356 

79/11/07 

XPOFITLIC 

7912170366 

7912170364 

79/11/07 

XPDRTLIC 

7912170394 

79131703B1 

79/11/26 

37-47 

7912170387 

7912170382 

79/11/23 

QA999 

791217G3S9 

7912170381 

79/11/26 

27-47 

7912170391 

79121703Q3 

79/11/23 

QA979 

7912170393 

7912170382 

79/11/23 

OA997 

791217Q39S 

7912170392 

79/11/23 

QA999 

7912170399 

7912170394 

79/11/30 

FOIA 

791217040S 

7912170401 

79/11/30 

CONTRACT 

7912170419 

7912170415 

79/10/31 

50-15S    0 

7912170420 

7912170414 

79/11/29 

CONTRACT 

79121B0011 

79121B0006 

79/11/30 

CONTRACT 

7912190019 

79121B0009 

79/11/30 

PR 

7912100019 

79121B0014 

79/11/38 

CONTRACT 

79I518Q026 

7913180023 

79/12/07 

CONTRACT 

79121B0037 

7912180031 

79/11/01 

CONTRACT 

79121B005B 

7913180056 

79/11/14 

50-387    S 

7912180060 

7912180053 

79/10/11 

WASTE  MOT 

79121B0063 

79131B0057 

79/11/07 

50-317    P 

79131B006S 

79121B0062 

79/11/09 

50-267    3 

7912180067 

7912180053 

79/10/11 

WASTE  MOT 

7912180068 

79121B0059 

79/11/31 

71-206 

79121B0070 

79121BQ064 

79/11/27 

50-331    P 

79121B0077 

79121B0064 

79/11/27 

50-331    P 

79121B0092 

79121BOOS6 

79/11/13 

70-754 

79121B0107 

79121B009B 

79/11/30 

50-277    H 

79121B012Q 

7912IB0113 

79/1  3/08 

50-344   Q 

79121B0121 

7912180114 

79/11/07 

50-302    0 

79121B0124 

79121B0112 

79/12/04 

OA999 

79121BO127 

7912180113 

79/12/09 

90-344    Q 

79121B01HS 

79121B0117 

79/11/13 

50-333    P 

79I21BO130 

79131S0123 

79/11/07 

30-327    0. 

7912IB0132 

7912180113 

79/12/01 

QA999 

79I21B013B 

7913180112 

79/12/01 

OA999 

7912160140 

7913180137 

79/11/16 

71-360 

7912180142 

7912180113 

79/12/04 

O.A999 

7912180145 

7912180141 

79/11/06 

50-261    Q 

79121B0154 

791H1B0149 

79/11/06 

50-337    Q 

7912100156 

7912IB0147 

79/12/06 

FOIA 

79121B01S9 

7912180153 

79/12/04 

71-239 

79121B0163 

79121B0160 

79/12/13 

SO-270    P 

7912180166 

7913180161 

79/12/05 

50-413    0 

79121BO169 

7912180164 

79/13/01 

71-336 

79121B0174 

7912180166 

79/12/03 

30-413    Q 

79121B01B1 

7912180178 

79/12/07 

30-295    0 

79121B01B4 

79131B0179 

79/11/14 

40-4493 

79121B01B5 

791S1B0177 

79/11/36 

QA999 

77131B01B6 

79121B017B 

79/12/07 

50-395    0 

7912180187 

79121B01BO 

79/11/21 

71-358 

79121B01BB 

79131B0177 

79/11/36 

QA999 

77131BOI90 

7912180177 

79/11/26 

QA979 

79I2IS0196 

7912180177 

79/11/26 

QA999 

7912180309 

79121B0202 

79/12/03 

50-445   M 

7912180217 

79131B0211 

79/12/05 

50-4BB    0 

79121B0222 

7912180219 

79/11/20 

DRG 

7912180231 

7912180203 

79/13/03 

50-445    M 

7912180234 

7912180338 

79/11/06 

50-440    0 

79121B0236 

7912160224 

79/11/07 

50-295   0 

79131B0240 

7913180202 

79/12/03 

50-445   M 

77131B0252 

7912180202 

79/12/03 

50-443    M 

79I21B0253 

79131B02BO 

79/11/30 

PDR  MIBC 

7913190256 

79121B0247 

79/13/04 

OA999 

7912IS0257 

7912190254 

79/12/U 

50-3B9   P 

79131B0261 

79121B0247 

79/12/04 

QA999 

79121602A2 

79121B0202 

79/12/03 

80-445   M 

79121SG264 

79121B0260 

79/09/29 

40-8673 

7912180268 

79121B0247 

79/12/04 

QA999 

791S180272 

79131B0303 

79/12/03 

30-445   M 

7913180373 

7913IB0247 

79/13/04 

O.A999 

7912180374 

7912IB0370 

79/10/31 

50-271    0 

7912180273 

79121B0371 

79/12/07 

50-302    P 

7912180381 

79121B0202 

79/13/03 

50-443   M 

79ialS02B9 

7912180203 

79/12/03 

50-443   M 

79121B0397 

7912160202 

79/13/03 

90-445   M 

CROSS  REFERENCE  OF  ENCLOSURES  TO 
PRINCIPLE  DOCUMENTS 
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ACCESSION   NUMBER 


ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

7912190306 

7912180303 

79/12/03 

90-445 

M 

7912180307 

79121B030S 

79/11/27 

PDR  MISC 

79131B0311 

79121B0202 

79/12/03 

30-445 

M 

7912180313 

79121B03O5 

79/11/27 

PDR  MIfiC 

7912190316 

79121B0305 

79/11/27 

PDR  MI8C 

7913180330 

7912180202 

79/12/03 

50-445 

M 

7912180321 

7912180305 

79/11/27 

PQft  HIGC 

7912IS0324 

79121B0317 

79/11/13 

50-269 

P 

7913180355 

79121B0302 

79/12/10 

FQIA 

7912190329 

7913100202 

79/12/03 

50-445 

M 

7912100330 

79121B0319 

79/11/14 

50-324 

P 

79131B0336 

7912170303 

79/12/10 

FQIA 

7912180340 

79121B0202 

79/13/03 

50-445 

M 

79121B0342 

7912180333 

79/11/06 

50-373 

a 

7912190343 

7913180337 

79/11/06 

50-324 

a 

7913160345 

79121B0341 

79/12/12 

50-29 

R 

7912180349 

7912100202 

79/12/03 

50-445 

M 

79121B0350 

7912100346 

79/11/20 

50-251 

p 

7912100351 

7912100340 

79/12/11 

30-244 

H 

79121B0393 

79121B0347 

79/1H/05 

50-3B9 

e 

79121B0354 

79121B0346 

79/11/29 

50-251 

p 

7912100357 

7912180347 

79/12/05 

50-309 

a 

79121B0398 

79121B0346 

79/  1  1  /28 

50-231 

p 

7912100359 

7912180338 

79/11/27 

71-359 

7912190360 

7912180202 

79/12/03 

50-445 

M 

7912100361 

7912180347 

79/12/05 

50-389 

a 

7912180364 

7912100335 

79/10/IS 

SO-335 

a 

7912180365 

7912180363 

79/12/07 

50-245 

R 

7912180367 

79121B0347 

79/12/09 

30-389 

a 

79121B036B 

7912100362 

79/12/12 

50-334 

R 

7912100370 

7912180352 

79/11/30 

50-254 

s 

7913100372 

791S1S0202 

79/13/03 

90-445 

M 

79121003B1 

7912180202 

79/12/03 

50-449 

M 

7912IB03S2 

7912180374 

79/11/15 

F01A 

79121B0383 

7912180379 

79/12/10 

30-272 

R 

7912180304 

79121B0375 

79/12/14 

30-269 

R 

7912180306 

7912100377 

79/12/07 

50-10 

R 

79121B03B9 

7912I803B7 

79/1S/IB 

30-309 

R 

7913100395 

79121B0202 

79/12/03 

50-443 

M 

79121B0390 

7912160391 

79/12/14 

30-303 

R 

7912180399 

7912180376 

79/12/10 

50-249 

8 

7912160403 

7912100392 

79/12/12 

50-336 

R 

7912180404 

7912180202 

79/12/03 

50-445 

M 

791S1B0407 

79121B0402 

79/12/12 

50-271 

il 

7912100414 

7912100BO3 

79/12/03 

50-445 

M 

7912100417 

7912180412 

79/12/04 

50-445 

I 

7912100421 

7912180412 

79/12/04 

50-449 

I 

7912180422 

7912100410 

79/12/10 

30-3 

0 

7912180-123 

79121B0202 

79/12/03 

50-443 

M 

7912180429 

7912100412 

79/13/04 

90-445 

1 

7912100426 

7912180418 

79/12/12 

50-244 

P 

7912100429 

7912180413 

79/12/14 

50-267 

R 

7912160431 

7912180419 

79/12/06 

30-249 

a 

79121B0434 

79121B0430 

79/12/10 

50-321 

R 

7912180441 

7912180437 

79/12/12 

90-213 

R 

7912100443 

791218043B 

79/12/10 

50-366 

R 

7-712100445 

79121B0439 

79/12/07 

50-520 

a 

79121B044B 

7912180444 

79/11/06 

27-39 

79I2IB0449 

79121S0446 

79/12/10 

30-266 

R 

7912180461 

7912180457 

79/09/12 

ACR3 

7912180462 

7912180457 

79/03/12 

ACR8 

79121S0467 

7912100464 

79/11/13 

OA999 

7912180169 

79121004S6 

79/12/13 

50-317 

S 

791H1  00473 

79121B0460 

79/11/15 

50-275 

U 

79121004BO 

7912180469 

79/11/15 

50-373 

U 

79131B04B2 

7912180477 

79/12/06 

50-324 

S 

7912100484 

7912180469 

79/11/tS 

SO-275 

U 

7912160483 

79121B0468 

79/11/15 

SO-275 

U 

7912180499 

79131B04S6 

79/12/12 

50-271 

0 

79121B0491 

7912190403 

79/12/11 

30-320 

p 

79121B0492 

79121804B3 

79/12/11 

30-320 

p 

7912180493 

7912100469 

79/11/15 

50-273 

U 

7912180498 

7912100494 

79/12/13 

30-324 

B 

7912180902 

79121B0460 

79/11/15 

50-273 

U 

7912180803 

7912100500 

79/10/11 

90-267 

R 

7912100307 

7912180468 

79/11/13 

30-275 

U 

7912180310 

7912130460 

79/11/15 

SO-27S 

U 

79121BQ312 

791218050B 

79/12/14 

50-239 

B 

79121B0513 

7912100509 

79/09/1B 

30-267 

R 

79121B03I4 

791218030S 

79/12/14 

50-295 

9 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

7912180517 

791218050B 

77/12/14 

50-255 

S 

7912100922 

7912180437 

79/05/12 

ACR8 

791218032? 

79121B0524 

79/12/12 

50-361 

S 

79121B0932 

79121B05EB 

79/11/29 

30-206 

S 

7912180537 

7912100533 

79/12/07 

50-324 

B 

7912180541 

79121B0534 

79/12/14 

TOPREP 

7912100945 

7912180940 

79/12/14 

30-325 

8 

7912180532 

79121B0549 

79/12/11 

30-325 

S 

7913100953 

7912180531 

79/12/06 

50-312 

6 

7912IB0397 

7912180554 

79/12/07 

30-307 

S 

79121B0567 

7912180539 

79/12/12 

90-556 

A 

79121B0370 

7912180564 

79/12/12 

30-338 

S 

79121B05B1 

79121S0575 

79/12/13 

50-336 

B 

7912100502 

7912180369 

79/12/14 

30-286 

B 

79121B0905 

79121B0577 

79/12/12 

50-407 

D 

7913180590 

7912180577 

79/12/12 

50-407 

D 

7912160391 

7912190586 

79/12/06 

50-379 

S 

7912100593 

7912180568 

79/12/13 

50-413 

3 

7913100999 

7912180591 

79/12/13 

50-333 

6 

7912180601 

7912180599 

79/12/10 

50-33b 

S 

7912180602 

7912100597 

79/12/13 

90-317 

8 

7912100610 

7912160596 

79/12/12 

30-267 

a 

79131B0613 

7912180603 

79/12/07 

50-325 

S 

7912100616 

79121B0612 

7.9  /  10/30 

50-224 

p 

79121S0617 

7912100609 

79/12/12 

30-206 

B 

79121B0619 

79121B060B 

79/12/13 

50-317 

9 

7912100625 

7912100615 

79/12/11 

50-239 

S 

79121Q042B 

7912100620 

79/12/12 

50-2B2 

R 

7912180629 

7912190623 

79/12/12 

50-259 

S 

79121B0632 

79131S0627 

79/12/03 

50-344 

S 

7912180634 

79121B0620 

79/12/12 

30-293 

R 

7912180636 

7912100620 

79/13/12 

50-282 

R 

7912100637 

7912180630 

79/12/12 

50-293 

S 

7912190639 

7912190633 

79/12/11 

50-334 

B 

79121B0640 

7912180620 

79/12/12 

50-2B2 

R 

79121B0641 

79121B063B 

79/11/29 

50-312 

8 

7912100642 

79121B0635 

79/12/1? 

50-366 

S 

7912180647 

7912180644 

79/12/11 

50-277 

S 

79I21B0649 

7912190648 

79/12/04 

FQIA 

7912180651 

791218061B 

79/12/04 

FQIA 

7912180653 

791216064B 

79/13/04 

FOIA 

7912180655 

7912190648 

79/12/04 

FQIA 

79I21B06S7 

7912180654 

79/11/20 

71-352 

7912100698 

79121B064B 

79/1S/04 

FQIA 

7912180659 

7912180640 

79/13/04 

FQIA 

79121B0663 

791S180640 

79/12/04 

FOIA 

7912100664 

7912180649 

79/15/04 

FPIA 

79121B0666 

79121B064B 

79/12/01 

FQIA 

7912100667 

7912100646 

79/12/04 

FDIA 

79121S0669 

7912180640 

79/12/04 

FDIA 

7913180671 

7912180649 

79/12/Oq 

FDIA 

7912100672 

79121B064B 

79/12/04 

FDIA 

7912180674 

7912180649 

79/12/04 

FOIA 

7912180676 

7913190648 

79/12/01 

FOIA 

79121B0677 

7912180649 

79/13/Ofl 

FDIA 

7912180678 

7912180649 

79/12/04 

FDIA 

7912180679 

79121  B064B 

79/12/04 

FOIA 

7913100681 

7912180648 

79/13/04 

FOIA 

7912180693 

7912190648 

79/12/041 

FOIA 

7912160683 

791218064S 

79/12/04 

FDIA 

7912100604 

7912180648 

79/12/04 

FOIA 

79121906B5 

79121B064B 

79/12/04 

FOIA 

79121B0687 

7912180640 

79/13/04 

FOIA 

79121B06B8 

7912180648 

79/12/04 

FOIA 

79121B06B9 

79121B064B 

79/12/04 

FOIA 

7912180690 

7912180648 

79/12/04 

FQIA 

79121B0691 

7912180648 

79/12/04 

FOIA 

7912180693 

7912IB0649 

79/13/04 

FniA 

79121B0694 

79121B064B 

79/12/04 

FDIA 

7912180693 

7912180648 

79/12/04 

FOIA 

7912180696 

7912180648 

79/12/04 

FOIA 

79121B0697 

79121B064B 

79/12/04 

FQIA 

7912180690 

79121B0648 

79/12/04 

FOIA 

7912100699 

7912180640 

79/12/04 

FOIA 

7912180701 

7912180649 

79/12/04 

FOIA 

7912180702 

7912100648 

79/12/04 

FQIA 

7912180703 

7912100648 

79/12/04 

FDIA 

7912180704 

7912180648 

79/12/04 

FOIA 

7912190002 

7912190001 

79/12/07 

30-133 

Q 

7912190003 

7912190001 

79/12/07 

30-133 

0 
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ENCLOSURE 

PBINCIPAL 
DOCUMENT 

DATE 
ISSUED 

'SUBJECT 
CATEGORY 

79  12  190004 

7912190001 

79/12/07 

50-133 

Q 

7912190009 

7912190005 

79/11/39 

90-309 

0 

7912190012 

7912190QOB 

79/11/27 

50-275 

H 

7912190039 

7912190000 

79/11/27 

90-279 

H 

7912190C45 

791219000B 

79/11/27 

30-279 

H 

7912190052 

7912190043 

79/12/07 

50-312 

a 

7912190062 

7913190097 

79/12/03 

50-244 

p 

7912190044 

79121900S1 

79/11/12 

ana 

7913190046 

7912190057 

79/12/03 

50-244 

p 

79(2190077 

7-912190069 

79/12/03 

90-2B5 

p 

791217QOBB 

79121900B2 

79/11/29 

50-230 

0 

7912190092 

791219QOB5 

79/11/14 

50-272 

a 

7912190O99 

7912190091 

79/11/30 

50-143 

0 

7912190105 

7913190091 

79/11/30 

50-142 

0 

7912190104 

7912190094 

79/12/03 

FOIA 

7912190109 

7913190102 

79/1  1/2S 

90-363 

H 

7913190113 

7912190096 

79/12/05 

FOIA 

7913190114 

7912190107 

79/12/17 

50-3 

0 

7912190119 

7912190096 

79/12/05 

FOIA 

7912190117 

7912190096 

77/13/05 

FOIA 

7913190119 

7913190091 

79/11/30 

SO-142 

0 

7912190123 

7912190096 

79/12/05 

FDIA 

791217012S 

7913190091 

79/11/30 

50-142 

0 

7912190136 

7912190096 

79/12/09 

FOIA 

791319012B 

7912190096 

79/12/05 

FOIA 

7912190135 

7912190096 

79/12/05 

FOIA 

7912190136 

7913190131 

79/11/07 

40-B727 

7912190139 

7912190096 

79/12/09 

FOIA 

7913190144 

7912190131 

79/11/07 

40-8727 

7912190149 

7912190096 

79/12/05 

FOIA 

79121901  40 

7912190131 

79/11/07 

40-8737 

7912190150 

7912190141 

79/11/26 

50-29B 

0 

7912190152 

7912190096 

79/12/05 

FOIA 

7913190159 

7912190096 

79/12/05 

FOIA 

7912190166 

7713190096 

79/13/05 

FOIA 

7912190171 

7912190096 

79/12/05 

FOIA 

7913190173 

7912190165 

79/11/29 

90-520 

A 

7913190179 

7913190096 

79/12/05 

FQIA 

7912190193 

7912190096 

79/12/05 

FOIA 

79121901  B6 

7912190163 

79/11/29 

90-520 

A 

7912190190 

7912190096 

79/12/09 

FOIA 

7913190I9I 

7912190170 

79/12/04 

90-322 

0 

7913190194 

7913190096 

79/12/05 

FOIA 

7912190196 

79131901B7 

79/12/07 

FQIA 

7912190201 

7912190096 

79/12/03 

FOIA 

7913190204 

79121901S7 

79/12/07 

FDIA 

7913190310 

7912190197 

79/10/05 

50-402 

a 

7912190214 

79121901S7 

79/12/07 

FOIA 

7912190222 

79121901Q7 

79/12/07 

FOIA 

7912190239 

7912190104 

79/12/02 

HASTE  (1ST 

7912190226 

7912190187 

79/13/07 

FOIA 

7912190236 

79121901S7 

79/12/07 

FOIA 

7913190337 

7912190230 

79/11/27 

50-275 

0 

7912190243 

77121901B7 

79/12/07 

FDIA 

7913190345 

7912190230 

79/11/27 

50-275 

0 

7912190347 

7912190187 

79/12/07 

FOIA 

7913190249 

7912190187 

79/1S/07 

FOIA 

7912190253 

7912190187 

79/12/07 

FOIA 

7912I-J0254 

.7912190251 

79/11  /OB 

71-357 

7912190257 

79121901B7 

79/12/07 

FOIA 

7912190263 

7912190327  ' 

79/11/07 

50-443 

M 

7912190246 

7912190299 

79/1  0/2S 

HASTE  NO 

T 

7912190869 

7912190364 

79/12/06 

90-312 

P 

79  IS  190270 

79121902?-* 

79/04/16 

ACRB 

7912190390 

7912190275 

79/10/26 

-  40-0200 

7912190232 

7912190274 

79/06/16 

ACRB 

7912190306 

7912190197 

79/12/07 

FDIA 

7912190209 

7912190187 

79/12/07 

FOIA 

7912190293 

79121901S7 

79/15/07 

FOIA 

7913190277 

7913190274 

79/06/14 

ACRB 

791B19029Q 

7912190227 

79/11/07 

50-445 

M 

771B1903O1 

79121901B7 

79/12/07 

FOIA 

7913190302 

7912190292 

79/12/04 

PDfl  HI0C 

7912190304 

7912190374 

79/06/16 

ACRS 

7912190308 

791319Q1B7 

79/12/07 

FQIA 

791  HI  903  11 

7912190274 

79/06/16 

ACRS 

791B190313 

7912190197 

79/12/07 

FOIA 

79  131  9031  S 

7912190274 

79/06/14 

ACRB 

7912190316 

7912190310 

79/12/03 

30-193 

0 

791  21  903  IB 

79121901B7 

79/12/07 

FQIA 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

7912190319 
7912190321 

7912190323 
7912190325 
7912190330 

7912190227 
7912190274 
79121901B7 
7913190274 
7912190274 

79/11/07 

79/06/16 
79/12/07 

79/06/16 
79/06/16 

30-443    H 
ACRS 
FOIA 
ACR3 
ACRB 

7912190332 
7912190336 
791219033B 
7912190341 
7912190346 

79121901B7 
7912190274 

7912190107 
7912190274 
7912190374 

79/12/07 
79/06/16 
79/12/07 
79/06/16 
79/06/16 

FOIA 
ACRS 
FOIA 
ACRB 
ACRS 

7913190347 
7912190391 
7912190352 

7912190356 
7912190397 

7912190187 
7912190187 
7713170274 
7912190274 

7912190107 

79/12/07 
79/13/07 
79/06/16 
79/04/16 
79/12/07 

FOIA 
FOIA 
ACRS 
ACRB 
FDIA 

77IS170359 
7912190360 
7912190363 
7913190367 
7912190373 

7912190355 
7912190187 
7912190274 
7912190187 
79I2I90187 

79/10/16 

79/12/07 
79/06/16 
79/12/07 
79/12/07 

HASTE  MOT 
FOIA 
ACRS 
FQ  I  A 
FOIA 

7912190375 
79121  903B2 
7912190390 
7912190405 
7913190414 

7912190374 
79121901B7 
7912190379 
7912190390 
7912190409 

79/06/16 
79/12/07 
79/12/17 
79/12/14 

79/12/07 

ACRS 
FOIA 
50-344   P 
50-331   R 
30-336    P 

79I2I90424 
7912190423 
7912190436 
791219044B 
7912190453 

7912190416 
•  7913190422 
7912190422 
7912190422 
7912190422 

79/12/13 

79/11/30 
79/  1  1  /30 
79/11/30 
79/11/30 

TdPREP 
FOIA 
FQIA 
FOIA 
FOIA 

7912190474 

7912190479 
7912190487 
7912190496 
7912190531 

7912190469 
7913190473 
7912190466 

7912190466 
7912190919 

79/12/10 
79/11/14 
79/12/14 
79/12/14 
79/13/14 

71-SB 
71-35B 
30-235   P 
30-255    P 
50-244    S 

7913190532 
7912190531 
7912190532 
7912190541 
7919190545 

7912190530 
7913  190527 
7912190403 
771317053B 
7912190542 

79/12/05 
79/11/30 
79/13/06 
79/12/03 
79/12/14 

50-250   0 
PDR  MISC 
90-346   P 
PDR  HIBC 
30-237    P 

791219057S 
7912190401 
7913190610 
7912190615 
7912190626 

7912190574 
7912190597 
7912190378 
7712190602 

7912190422 

79/12/12 
79/12/13 
79/11/23 
79/12/13 
79/12/10 

30-327   8 
TQPREP 
30-566   S 
50-361   E 
50-349   P 

7712170659 
7912190664 

7912190671 
7912190670 
7912190683 

7912190631 

7912190631 
791H190631 
7912190631 
7912190631 

79/12/07 
79/13/07 
77/12/07 
79/12/07 
79/12/07 

50-219   P 
50-219   P 
30-217   P 
30-217   P 
30-217   P 

791219069S 
7912190703 
7912190707 
791H190713 
7912190716 

7912190692 
7912190631 
7913170631 
7912190710 

771S170705 

79/11/26 
79/12/07 
79/12/07 
77/11/30 
79/12/13 

SO-346   S 
30-219    P 
50-219    P 
30-369    S 
50-313    P 

7912190721 
7912190773 
7912190781 
7912190792 
791H190794 

7912190705 
791219076B 
7912190760 
7912190786 
7912190789 

79/13/13 
79/11/17 
79/11/19 
79/11/07 
79/11/21 

50-313    P 
70-1100 

70-1100 
30-233   Q 
XPORTL1C 

7912190797 
7912190799 

7913200002 
7912200011 
79ISS00013 

7912190787 
79131907S4 
7912200001 
7912200009 

7912200008 

79/10/26 
77/11/07 

77/11/07 
77/11/30 
79/11/30 

30-213   Q 
50-239    Q 
27-47 

71-69B1 
71-65B1 

791B200020 
7912200027 
7912200035 
7912200037 
7912200046 

79122QOOOB 
7912200000 
7912200030 
7912200031 
7912200043 

79/11/30 
79/11/30 
77/11/12 
79/11/16 
79/11/01 

71-6581 
71-6591 
71-80 

CONTRACT 
80-373   0 

7912200053 
7912200036 
7912200099 
7912200064 
7912200066 

7912200048 
7913200030 

7912200050 
7912200061 
7912200063 

77/12/10 
79/11/13 
79/11/13 
79/12/10 
79/11/30 

50-367   P 
30-219   F 
50-217   F 
50-320   H 
50-209   0 

7913200067 
7912200071 
7913200072 
7912300074 

7912200078 

791B300034 
7912200063 

771220QD6B 
7912200060 
7912200069 

79/10/30 
77/11/30 
77/11/30 
79/11/30 
77/11/30 

30-247   fl 
90-209   0 
50-266   0 

50-266   0 
PDR  MISC 
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ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

79I22O0079 

79122Q0068 

79/11/30 

50-266    0 

79123000B1 

7913300074 

79/11/19 

70-371 

7913200084 

7912200069 

79/11/30 

PDR  MISC 

791230008B 

7912200076 

79/11/19 

70-371 

7913200095 

7912200092 

79/11/19 

70-135 

79  13200096 

79122OO090 

79/12/06 

50-424    A 

.  7912200100 

7912300092 

79/11/19 

70-135 

7913200118 

7912200114 

79/11/20 

50-305    F 

7912200132 

7912200124 

79/11/05 

71-349 

7913200140 

7913200124 

79/11/05 

71-349 

7913200154 

7913200146 

79/11  /OB 

71-199 

7912200165 

7912200163 

79/11/15 

40-3453 

7912200167 

7912200199 

79/11/01 

50-247   0 

791220Q16B 

79  122001  30 

79/11/27 

50-375    O 

7913200173 

7913300169 

79/11/09 

40-8102 

791S20017S 

7913200149 

79/11/23 

CONTI1ACT 

79  12200  I  B2 

7912200177 

79/11/06 

CONTRACT 

79122001S3 

7912300179 

79/13/03 

CONTRACT 

7912200194 

79122001B7 

79/11/07 

50-263    a 

7912200196 

79122001B7 

79/11/06 

OA999 

791220019B 

7912300190 

79/11/27 

CONTRACT 

7912200213 

7912200206 

79/10/31 

50-219    0 

7912200250 

7912300242 

79/11/13 

50-346    Q 

7912200376 

7912200270 

79/11/27 

50-3      0 

791220030B 

7912200396 

79/10/26 

70-33 

7912200313 

7912200303 

79/11/21 

30-220    Q 

7912200016 

7912200312 

79/11/20 

50-339    A 

79  I  22003  IB 

7912200303 

79/11/21 

50-330    Q 

7912200322 

7912300312 

79/11/20 

50-339    A 

7912200324 

7912200303 

79/11/21 

50-220    0 

791230032B 

7912200313 

79/11/20 

30-339    A 

7912200333 

7913300303 

79/11/31 

50-330    Q 

7912300333 

7912200317 

79/10/29 

70-371 

7912200334 

7913200313 

79/11/20 

50-339    A 

7913300349 

7912200312 

79/11/20 

30-339    A 

7912200349 

7912200342 

79/12/14 

90-306    f) 

7912200351 

7912200312 

79/11/20 

30-339    A 

7912200357 

7912200312 

79/11/20 

50-339    A 

7912200360 

7913300353 

79/13/14 

50-293    B 

7912200362 

7912200312 

79/11/20 

30-339    A 

791220036B 

7912200363 

79/12/17 

50-2B9    R 

7912200370 

7913300312 

79/11/30 

50-339    A 

7912200373 

7912200372 

79/12/01 

50-293    R 

7912200376 

7912200313 

79/11/20 

50-339    A 

79122003B2 

7912200312 

79/11/20 

50-339    A 

79123Q03BB 

7912200312 

79/11/20 

50-339    A 

7912200393 

7912200312 

79/11/30 

50-339    A 

7912300399 

7912200344 

79/11/07 

27-47 

7912200379 

7913300312 

79/11/30 

50-339    A 

7912200400 

7912200396 

79/12/1B 

50-343    D 

7912200403 

7912200312 

79/11/20 

30-339    A 

7912200410 

7912200312 

79/11/20 

50-339    A 

7912200413 

7912200312 

79/11/20 

90-339   A 

791  22004  18 

7912300312 

79/11/20 

50-339    A 

7912200432 

7912200312 

79/11/30 

90-339    A 

7912300424 

7912200313 

79/11/20 

50-339    A 

7912200433 

7913200426 

79/11/19 

70-133 

7913300440 

791220043B 

79/13/17 

50-358   F 

7912200433 

7913300446 

79/1  1/2B 

HASTE  H8T 

7912200457 

7912200449 

79/11/02 

30-410   0 

791220D45B 

7912200453 

79/12/11 

30-133   P 

7912200460 

7912300452 

79/12/14 

50-123    P 

7912200463 

79  122004  32 

79/12/14 

30-123    P 

7913200463 

7912200432 

79/12/14 

50-123    P 

7912200469 

7912200432 

79/12/14 

50-123    P 

7912200472 

7913200466 

79/11/01 

SO-3B6   Q 

7912300173 

7912200471 

79/11/16 

90-29    a 

791220047B 

7912200474 

79/11/16 

50-29    0 

7913300499 

7912200491 

79/11/06 

OA999 

7912200806 

7918200303 

79/12/17 

50-312   P 

79  122005  IB 

7712300509 

79/12/1B 

50-316    P 

7912300513 

7912200S09 

79/ia/lB 

30-316   P 

7912200316 

791K200510 

79/11/02 

7O-364 

7913200525 

7912200530 

79/ia/n 

90-313   K 

7912200926 

7912200521 

79/10/26 

50-423   0 

7912200534 

7913200530 

79/10/29 

30-334   Q 

7912200344 

7912200541 

79/12/14 

90-361   S 

7912200596 

7913200331 

79/12/10 

50-39    P 

7912200371 

791220056B 

79/12/07 

90-409   B 

79IS2005B2 

7913300377 

79/11/07 

50-434   a 

ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 

IBEUED 

SUBJECT 
CATEOORV 

79I33003B4 

791220057B 

79/12/14 

50-337 

A 

7919200389 

7912300577 

79/1  1/O7 

50-451 

a 

7912300605 

7912200603 

79/12/O3 

50-963 

H 

7912200613 

7913300608 

79/11/06 

70-27 

7912300621 

7912200617 

79/11/03 

S  0-433 

a 

7912300641 

7912200637 

79/12/06 

90-213 

Q 

7913200643 

7913200612 

79/12/06 

50-329 

O 

7912200646 

7912200637 

79/12/06 

50-213 

a 

791220064B 

7912200642 

79/12/06 

SO-327 

0 

7912200631 

7913300642 

79/12/06 

5O-327 

0 

7913300697 

7913200652 

77/12/05 

50-334 

a 

7913200660 

7912200692 

79/13/05 

30-334 

a 

7912300667 

7912200652 

79/12/09 

50-334 

a 

79132006B6 

7913200677 

79/10/35 

5O-367 

u 

7912200692 

7912200677 

79/10/2S 

30-367 

u 

7912210009 

7912210006 

79/12/1O 

50-424 

A 

7912210013 

7912210001 

79/11/29 

QA999 

7913210013 

7913210008 

79/13/12 

30-233 

P 

7912210016 

7912210010 

79/12/10 

50-34B 

a 

7912310017 

7912210001 

79/11/39 

OA999 

7913310019 

7912210014 

79/13/17 

5O-3Q7 

0 

7912210020 

7913310001 

79/11/29 

QA999 

7912210031 

7912210010 

79/12/10 

50-348 

a 

7912210024 

7913210014 

79/12/17 

SO-3B7 

o 

7912210039 

7912210001 

79/11/39 

OA999 

7912210031 

7912210033 

79/11/16 

50-237 

a 

7912210032 

7912210001 

79/11/39 

Qft999 

7912210033 

791221002Q 

79/11/09 

5O-4B3 

a 

7912210036 

7912210001 

79/11/29 

OA979 

791221003B 

7912210034 

79/12/12 

SQ~6H 

Q 

7913310043 

7912210034 

79/12/12 

50-621 

Q 

7913210046 

7913310034 

79/12/13 

50-62 

a 

7912210043 

7912210034 

79/12/12 

50-63 

a 

7912210038 

7912210093 

79/12/11 

SO-B3 

0 

7912210061 

7912210052 

79/13/11 

3O-B3 

a 

7913210063 

7912210052 

77/13/11 

30-83 

Q 

7912210069 

7912210032 

79/13/11 

5O-83 

Q 

7913210074 

7913310066 

77/11/16 

50-292 

0 

791221007B 

7912210072 

79/11/33 

50-312 

Q 

7912210080 

7913310075 

79/12/10 

30-269 

Q 

79122100BB 

7913310073 

79/12/IO 

50-369 

a 

79122100B7 

7912210071 

79/10/31 

50-356 

U 

7912210103 

7912210096 

79/11/37 

90-3S6 

0 

7912210110 

7913310100 

79/12/04 

27-48 

7912210114 

791221010B 

79/13/04 

27-4& 

7912210133 

7912210124 

79/10/31 

50-275 

u 

7913310136 

7912210132 

79/12/07 

5O-306 

Q 

7912210145 

7912210135 

79/12/06 

50-191 

Q 

7913310117 

7912210140 

79/12/03 

5O-346 

a 

7912210152 

7912310139 

77/13/06 

5O-491 

0 

7912210154 

7912210150 

79/11/09 

50-373 

a 

7913310153 

7913310132 

79/12/07 

50-206 

Q 

7912210160 

7912210141 

79/12/05 

XPORTLIC 

7913210161 

791321013D 

79/12/06 

50-491 

0 

7912210162 

7912210132 

79/12/07 

50-S06 

a 

7912210167 

7912210166 

79/12/20 

3D-395 

F 

7912310172 

7912210133 

79/12/06 

3O-491 

a 

7912210173 

7912210141 

79/12/09 

XPDJ1TUC 

791231017B 

7912210164 

79/10/12 

5O-437 

u 

7912210181 

7912310177 

79/13/05 

50-32  1 

a 

7912210139 

7912210165 

79/11/39 

71-114 

7912210191 

7912210034 

79/12/12 

90-63 

a 

7913210194 

79122101BB 

79/13/30 

50-466 

A 

7912310197 

7912210190 

79/10/24 

9O-319 

u 

7912210199 

7912210196 

79/11/06 

OA999 

7912210201 

791321019B 

79/11/39 

QA999 

7912210310 

791221019B 

79/11/39 

OA997 

7913210211 

7912210209 

79/12/30 

5O-466 

D 

7912210312 

7912210302 

79/12/03 

50-239 

Q 

791331031S 

7913210303 

79/11/09 

50-259 

Q 

7912310319 

7912310199 

79/11/29 

GA997 

7912210222 

7913310198 

77/11/39 

QA999 

7912210238 

7912210216 

79/10/29 

3O-379 

u 

7912210233 

791221019B 

79/11/29 

OA999 

7912210233 

7912210224 

77/11/39 

70-1  IS1 

791231023B 

7912210227 

79/  12/  1  1 

90-369 

Q 

7912210B4B 

7912210227 

79/12/11 

30-269 

a 

7913310263 

7913310227 

79/12/11 

90-269 

a 

7912210266 

7912210393 

79/10/12 

3Q-39B 

u 

79  13B  10377 

7713210272 

79/10/36 

10-8740 

450 


CROSS  REFERENCE  OF  ENCLOSURES  TO 
PRINCIPLE  DOCUMENTS 


ACCESSION   NUMBER 
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ENCLOSURE 

PRINCIPAL 
DOCUMENT 

OATE 
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CATEGORY 

79122102B3 

7912310337 

79/12/11 

50-269 

a 

79133102B6 

7912210272 

79/10/26 

40-B74B 

7912310290 

7912310273 

79/10/26 

40-B74B 

79  122  10399 

7912210272 

79/10/36 

40-B748 

7912210296 

7713310393 

79/09/18 

71-9932 

7912210310 

7913310306 

79/12/14 

50-2  1  9 

fi 

7712310312 

7912210300 

79/10/26 

40-9745 

7912210332 

7912210316 

79/13/17 

50-333 

S 

7912310323 

7912310317 

79/10/26 

40-8745 

7912210334 

7912210314 

79/11/09 

50-3B9 

T 

791  32  10328 

7912210317 

79/10/26 

40-B745 

7912210331 

7912210319 

79/11/01 

50-316 

Q 

7913210336 

7912310327 

79/12/17 

SQ-333 

S 

7912310343 

7912210332 

79/12/06 

50-306 

P 

7912210344 

7912210340 

79/13/10 

90-424 

B 

7912210346 

7913210341 

79/13/10 

71-50B6 

7912310353 

7913210347 

79/12/13 

TOPREP 

7912210354 

7912210336 

79/12/14 

50-219 

S 

7912210356 

791321034B 

79/13/13 

50-327 

A 

7912210363 

7912210357 

79/11/01 

90-244 

a 

7912210364 

7913210360 

79/12/14 

50-946 

0 

7913310376 

7912210373 

79/12/13 

50-367 

P 

79  13210303 

79132103B2 

79/11/06 

CONTRACT 

79  133  I  0307 

7912210385 

79/11/06 

CONTRACT 

7912210405 

7912210402 

79/12/13 

FQIA 

7912310407 

7912210402 

79/12/13 

FOIA 

7912210409 

7913210402 

79/12/13 

FPIA 

7913210411 

7912210403 

79/12/13 

FOIA 

7913210434 

7912210402 

79/12/13 

FDIA 

7912210425 

7913310419 

79/12/03 

71-5467 

7912210436 

7912210402 

79/13/13 

FOIA 

791221042B 

7912310403 

79/12/13 

FOIA 

7912210439 

791221041B 

79/11/37 

71-364 

7912310430 

7912310403 

79/12/13 

FOIA 

7912310432 

7912210402 

79/12/13 

FOIA 

7912210434 

7912210419 

79/13/03 

71-5467 

7912210435 

7912310402 

79/12/13 

FOIA 

7912310437 

7712210433 

79/11/21 

71-363 

7912210441 

791321043B 

79/13/04 

30-153 

G 

7912310443 

79I231013B 

79/12/04 

50-155 

G 

7912260014 

79  133600  1  1 

79/12/03 

XPDHTLIC 

7913360017 

7912260013 

79/11/31 

TCPHEP 

791226003B 

7912260036 

79/13/04 

71-60 

7913360041 

7712260040 

79/12/10 

71-6078 

7912260046 

7912260043 

79/11/07 

70-371 

7912260047 

7712260042 

79/11/15 

71-9006 

7912260049 

7913360045 

79/13/10 

71-9001 

7912260055 

7712260052 

79/13/06 

71-24 

7912260056 

7912360051 

79/11/07 

50-3B9 

Q 

7913360061 

7712260054 

79/11/19 

50-54 

0 

7913360063 

7912260059 

79/11/06 

70-820 

7912260064 

7912360062 

79/11/13 

50-317 

S 

791236006B 

7712260054 

79/11/19 

50-54 

G 

7912260071 

7913360066 

77/11/06 

70-1143 

7912360074 

7912260054 

79/11/19 

30-54 

0 

791226007B 

7912260072 

79/11  /OB 

27-47 

79122600B5 

7912360072 

79/tI/OB 

37-47 

79122600B8 

77122600B1 

79/12/14 

50-445 

M 

7912360091 

7712260097 

79/11/09 

50-461 

11 

7912260095 

7912260072 

79/10/26 

50-333 

Q 

7912260078 

7912260094 

79/11/09 

50-266 

Q 

7912260104 

7912260096 

79/11/29 

QA799 

7912260105 

7712260102 

77/11/06 

50-2B2 

Q 

7912360106 

7912360103 

79/12/11 

40-2061 

7912260111 

7912260096 

79/11/39 

QA999 

7912360115 

7912260109 

79/11/21 

50-277 

Q 

7912260116 

7912360113 

79/11/30 

50-213 

(1 

79122601  IB 

7912260113 

79/11/30 

50-213 

Q 

7912260119 

7912360109 

77/11/21 

50-377 

Q 

7913260130 

7912260113 

79/11/30 

30-213 

Q 

7912260133 

7912260113 

79/11/30 

30-213 

Q 

7912260125 

7913360096 

77/11/29 

QA999 

7912260130 

7912360096 

79/11/29 

OA997 

7912360133 

7712260139 

79/10/30 

50-329 

Q 

7712260134 

7913260132 

79/12/11 

50-22B 

Q 

7712260135 

7912360132 

79/12/11 

50-22B 

a 

7912260136 

7712260132 

79/13/11 

SO-22B 

a 

7912260137 

7712360129 

79/10/30 

50-329 

Q 

79  12260  138 

7913260076 

79/11/39 

QA977 

7712260139 

7912360132 

79/12/11 

50-23B 

0 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

7912260141 

7913260096 

79/11/29 

OA999 

7712260111 

7912360140 

79/11/16 

SO-155    fl 

7912360145 

7912260143 

79/11/09 

37-47 

7912260146 

7912260096 

79/11/29 

QA999 

7915260150 

7912260096 

79/11/29 

OA999 

7913260151 

7913360147 

79/11/16 

90-327    Q 

7912260153 

791226014B 

79/11/16 

90-546    O 

7912260154 

7913260152 

79/12/10 

QA999 

7913260155 

7912260096 

79/11/29 

QA799 

7913260156 

7912260152 

79/12/10 

QA999 

7912260157 

7912260152 

79/12/10 

OA999 

7913260159 

7912260153 

79/13/10 

OA999 

7912360164 

7913260131 

79/11/27 

50-331    P 

7912260165 

7912360161 

79/11/29 

XPORTLIC 

791336O16B 

7912260161 

77/11/29 

XPORTLIC 

7912260169 

7912260167 

79/11/15 

50-367    0. 

7913360174 

7913260161 

79/11/39 

XPORTLIC 

7912260175 

7912260171 

79/13/11 

70-  1  43 

7913260179 

7912260171 

79/12/11 

70-143 

7912H601B1 

7913360171 

79/12/11 

70-143 

7913260193 

7912260185 

79/12/12 

QA999 

7912260196 

7912360189 

79/11/29 

XPORTLIC 

7913260  19B 

7913260135 

79/12/13 

QA999 

7912360203 

79123601B5 

79/13/12 

QA999 

7913360203 

79132601B5 

79/12/13 

QA999 

7912260304 

79132601B5 

79/12/12 

QA999 

7912260206 

791  2260  tB5 

79/12/12 

QA999 

791226030H 

791236020S 

79/13/04 

XPORTLIC 

7912260212 

7912260205 

79/12/04 

XPORTLIC 

7913260213 

7912260210 

79/11/13 

50-362    0 

7912260314 

7912260207 

79/12/04 

50-3Q5    P 

7912260217 

7912260315 

79/13/11 

90-313    B 

79  132602  IB 

7912360216 

79/13/19 

50-33B    P 

7913360224 

7913260221 

79/12/14 

50-366    3 

7912260329 

791336033B 

79/13/10 

50-312    S 

7913260233 

7912260337 

79/11/19 

50-243    P 

7912260237 

7712361334 

79/13/15 

30-346    S 

7913260241 

791226023B 

79/12/17 

50-368    P 

7912260343 

7912260239 

79/13/1B 

50-302    B 

7913260246 

7912260243 

79/12/12 

90-293    P 

7913260249 

7913260217 

79/12/14 

50-321    B 

7913360354 

7912360245 

79/13/17 

30-302    F1 

7913360259 

7913260253 

79/12/1B 

50-346   B 

791H26036B 

7912260267 

79/12/10 

50-220  n 

7912260369 

7912260265 

79/12/14 

50-366    B 

7912260274 

7913360272 

79/12/lfl 

50-313   B 

7912260277 

7912260273 

77/12/13 

30-313    S 

7912260281 

7912360378 

79/12/17 

50-293    S 

7913360283 

7912260279 

79/12/13 

50-312    3 

79122603S4 

7712260330 

79/12/1B 

50-275    H 

791226029B 

7912360396 

79/11/06 

50-352    Q 

7912260302 

7913260301 

79/11/08 

90-29     Q 

7912260306 

7912260303 

79/11/16 

50-337    Q 

7913360315 

7913260309 

79/12/05 

50-289    P 

7912360329 

7912360327 

79/13/17 

50-312    0 

7912260331 

7912360330 

79/11/02 

50-134    Q 

791E260333 

7912260333 

79/11/23 

90-307    fl 

7912260335' 

7912260332 

79/11/33 

50-3B7    0 

7912260337 

7912260332 

79/11/33 

BO-3B7    Q 

7913360339 

7913360332 

79/11/23 

50-3B7    0 

7913360344 

7913260327 

79/12/17 

50-312    G 

7912260345 

7912260337 

79/12/17 

90-313   Q 

7912360346 

791H260309 

79/12/05 

50-3B9    P 

791226034B 

7912260309 

77/1  2/OS 

SO-2B9    P 

79I22603SO 

7912260347 

79/12/04 

50-373   G 

7913260351 

7913260347 

79/12/04 

50-373    0 

7913360351 

7912360347 

79/12/04 

30-373    0 

7913260355 

7913260347 

79/12/04 

90-373   0 

7913360373 

7912260372 

79/13/11 

50-443   Q 

7912270005 

7912270001 

79/10/09 

PDR  MISC 

771227000B 

7912270004 

79/13/06 

50-329    G 

7913270007 

7912270004 

79/12/06 

50-327    G 

7912270021 

79  1237001  H 

79/13/07 

30-315   P 

7912270033 

79  122700  IB 

79/12/07 

50-315   P 

7913370024 

79  133700  IB 

79/13/07 

30-313    P 

7912270029 

7913270027 

79/12/07 

71-350 

7913270039 

7913370033 

79/10/31 

PDR  MISC 

7912270052 

791227064B 

79/11/29 

50-493   M 

7913270059 

7912370051 

79/1  1/3S 

71-6206 

7912270056 

7912270054 

79/12/14 

50-522   G 

CROSS  REFERENCE  OF  ENCLOSURES  TO 
PRINCIPLE  DOCUMENTS 
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CATEGDRV 

77122700SB 

7912270051 

77/11/28 

71-6306 

7913370057 

791227OO34 

79/12/14 

30-523    0 

7912270069 

7912270067 

77/11/26 

40-B745 

7913270077 

7913370062 

77/10/12 

COMMISSION 

791227007B 

7912270072 

77/13/07 

50-275    Q 

79122700B5 

79122700B3 

79/13/03 

COMMISSION 

7712270077 

7912370097 

79/12/07 

COMMISSION 

791S270114 

7912270110 

77/11/30 

COMMISSION 

7913270117 

7913370110 

79/11/30 

COMMISSION 

7912370125 

7912270133 

77/1  1/2B 

COMMISSION 

7912270131 

7912370133 

77/11/39 

COMMISSION 

791  2270  135 

7912270122 

77/11/38 

COMMISSION 

7912270149 

7912370132 

79/11/28 

COMMIES  ION 

7913270150 

7712270147 

79/11/37 

50-3B7    0 

7912270153 

7713270148 

79/12/07 

PDH  HISC 

7912270154 

7712270133 

79/1  I/SB 

COMMISSION 

7913370156 

7912270153 

79/12/20 

50-313    P 

791  2270  15fl 

7712370132 

77/11/38 

COMMISSION 

791227O16O 

7912270122 

79/1  1/3B 

COMMISSION 

7912370161 

7713270153 

79/12/20 

50-313    P 

7912270172 

7713370167 

79/11/23 

50-364    A 

79  12270  I  7H 

7912270167 

77/  1  1  /33 

50-364    A 

79  I  22701  BO 

7713370173 

77/11/06 

70-1143 

7913270190 

79122701BB 

79/12/17 

30-247    P 

7913370196 

7713370191 

77/12/20 

50-266    F 

7912270197 

7713370193 

77/12/17 

50-339    A 

7912270204 

79122701B2 

77/13/14 

50-273    B 

7912370307 

7913370300 

77/12/13 

NUREC 

79  1  2270220 

7912270206 

77/13/19 

50-366    P 

791237033(3 

7712270212 

79/12/19 

SO-34B    S 

7713370336 

7712270232 

79/12/14 

50-247    P 

771227023B 

7712370212 

79/13/19 

50-348    B 

7712370343 

7712270232 

79/12/lfl 

50-247    P 

7912270253 

7912270247 

79/12/20 

50-320    P 

7912370355 

791227O24B 

79/12/10 

71-35B 

7912270256 

7913370351 

79/12/17 

SO-257    P 

7913370263 

7912270251 

77/13/17 

50-257    P 

7912270265 

7913370334 

79/12/21 

50-337    S 

7912270275 

7912270267 

77/13/21 

50-3      P 

7913370276 

7712270369 

79/12/19 

50-344    F 

7913370383 

771227027B 

79/12/17 

SQ-36B    R 

7912270270 

77123702B6 

79/12/20 

30-273    S 

7912370275 

771227O2B7 

79/12/13 

50-327    R 

7713370301 

7912270277 

79/13/O7 

50-324    8 

7712370301 

7712270297 

79/12/30 

50-26O    B 

7713H703QB 

791227O27B 

79/13/17 

50-3B7    B 

7712270311 

7713270307 

79/12/20 

50-2BO    S 

7712370317 

7912270306 

77/12/17 

50-335    3 

79I227032B 

7912370333 

77/12/11 

SO-2B9    S 

7712270334 

7912270339 

77/12/12 

50-312    0 

7912270330 

7912270332 

77/13/19 

50-271    a 

7912270373 

7912370339 

79/12/17 

30-3      P 

7912270389 

77122703B6 

79/12/17 

50-34B    K 

7912270397 

7712270370 

79/12/W 

30-361    A 

7912370398 

7712270395 

79/12/20 

50-346    3 

7912270407 

7712270402 

79/12/30 

50-346    S 

7912370414 

7912370406 

79/12/17 

50-324    S 

7912270420 

771227Q413 

77/12/20 

50-346    S 

7913370433 

7912270426 

77/12/20 

50-267    a 

7912270442 

77I327O434 

79/12/21 

50-244    S 

7712270447 

7913370335 

79/12/10 

50-206    P 

7713370455 

7912270335 

77/13/18 

50-2B6    P 

7712270460 

7913370335 

79/12/lfl 

30-206    P 

7912270476 

7912270473 

79/12/18 

50-327    S 

7712270477 

7913370473 

79/12/17 

50-331    8 

7  •712270433 

7913370475 

79/12/17 

50-296    S 

77123704B4 

79122704BO 

79/12/1B 

50-370    S 

7712S704B9 

79122704B2 

79/13/19 

50-321    S 

7912270490 

771227O4B7 

79/13/30 

50-325   a 

7912270490 

7712370491 

79/12/21 

50-282    8 

7913270479 

7712270472 

77/12/21 

SO-266    P 

7712270500 

7712270473 

77/12/17 

50-266   F 

7713370506 

7912270503 

77/13/19 

50-334   B 

7912270S09 

7913370S03 

79/12/21 

50-370   B 

7912370510 

7912270497 

79/1B/14 

50-27B   B 

7912270520 

7712270502 

79/13/17 

50-334   8 

7913370529 

7712270518 

79/12/20 

50-335    S 

7912270535 

7712270522 

79/12/17 

30-325   B 

7913370936 

7912370526 

79/12/14 

50-334   S 

7912270541 

7712270529 

79/12/17 

30-325   3 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

7912270543 

7912370515 

77/12/14 

SO-245    S 

791237034S 

7712270540 

79/12/21 

50-263    P 

7712270551 

7912370537 

79/12/30 

50-323    S 

7912270552 

7912270540 

79/13/21 

30-263    P 

7712270558 

7912270540 

77/12/31 

30-324    S 

7712270560 

7912370347 

77/12/20 

50-330    S 

7912370561 

7712270547 

77/12/14 

50-334    S 

7912270562 

7913270553 

77/1  2/21 

50-2H6    S 

7912270569 

7712270355 

77/12/10 

50-341    A 

7913270570 

7713270359 

77/12/20 

50-324    S 

7912270571 

7712270363 

79/13/17 

50-325    S 

7912270574 

7912370564 

77/12/19 

SO-276    9 

7913270580 

7713270569 

79/13/19 

50-363    S 

7712270583 

7912370572 

77/12/20 

50-335    8 

77132705B5 

7712270577 

79/12/30 

50-269    I 

7913370SB7 

7712270501 

79/12/17 

50-206    S 

79122705B3 

7713370582 

77/12/30 

SO-33B    8 

7913370591 

771  22705B4 

77/12/20 

50-272    S 

7712270573 

7913370547 

79/12/20 

50-260    0 

771227059B 

7712270570 

79/13/19 

50-316    S 

7713270599 

7712270574 

79/12/16 

50-346    S 

7912270600 

7713270575 

77/12/20 

50-273    3 

7912370602 

7712270570 

77/12/17 

50-316    S 

7912200006 

7912380003 

77/11/20 

71-6581 

7913380037 

7712200033 

79/13/12 

71-6698 

791328003B 

77132B0033 

79/12/12 

71-6698 

77122000B7 

7912280032 

77/10/31 

40-8674 

7912280102 

77132SOOB2 

79/10/31 

40-8674 

7912200103 

79123800B2 

77/10/31 

10-B674 

7912330132 

7712200136 

79/12/05 

NUREO 

79122B0137 

7712280130 

79/12/19 

50-344    0 

77122B0137 

7913380133 

77/12/07 

HASTE  MOT 

79122B014B 

77122B0133 

79/12/07 

WASTE  MGT 

7712300156 

7912300153 

77/12/11 

XPQRTLIC 

7912280157 

7912200153 

79/11/14 

50-395    Q 

7712280163 

7912230159 

79/12/13 

50-367    Q 

7913260160 

77122B0133 

77/13/O7 

WASTE  MQT 

79133B0169 

7712260133 

79/12/O7 

WABTE  MOT 

7912200171 

7912380133 

77/12/07 

WASTE  MOT 

7713230174 

7712200157 

79/12/13 

50-369    Q 

7912380177 

77122B0133 

79/12/07 

HASTE  MOT 

79122801B2 

791  2380  133 

77/12/07 

HASTE  HOT 

79133B0192 

7712200133 

79/12/07 

WASTE  MGT 

77122B0302 

7713230133 

77/12/07 

WASTE  MOT 

79123B0206 

77122B017B 

79/13/20 

50-244    P 

79122S0210 

7912200133 

77/12/07 

WASTE  MOT 

7712280213 

7713230193 

79/12/20 

50-244    P 

7912280322 

7712230173 

79/13/20 

50-244    P 

7912200233 

79122B0198 

77/12/20 

30-244    P 

7912330240 

79122B017B 

79/1  3/20 

50-244    P 

79122B0257 

7712200236 

79/13/10 

50-599    0 

7913200360 

7913230364 

79/11/30 

30-330    H 

79I23B0279 

7712230274 

79/11/30 

50-320    H 

7712200301 

7912280273 

77/12/12 

50-346    P 

7912330287 

79122B0253 

79/11/15 

50-320    U 

79122B029Q 

7712200275 

79/12/12 

50-346    P 

7912200273 

7712330360 

79/11/30 

30-320    H 

7912300295 

7712230305 

79/11/19 

40-2259 

7712200301 

7913280206 

77/09/26 

50-320    Q 

7712230303 

7712360283 

77/11/19 

40-2357 

79132B0304 

771228037B 

79/11/30 

50-320    H 

7912280311 

7918380203 

77/11/19 

40-2257 

7912800313 

79122B0299 

77/1  1/  If 

30-330   U 

79122B0316 

77I22B03Q7 

79/11/30 

50-320   H 

77132B0321 

7712200320 

77/11/30 

30-320   H 

7913200325 

79122B0235 

77/11/19 

40-3239 

7912380320 

7912260336 

79/  1  1  /30 

90-3SO   H 

77122B032? 

7913380322 

77/11/K 

50-49B    0 

79122B0331 

7712200285 

77/11/19 

40-2357 

7912280337 

7713330333 

77/1  U30 

50-320    H 

7912380337 

79132B0285 

79/11/19 

40-2259 

7712280342 

7912280330 

77/10/12 

50-320    Q 

7912HB0346 

77122B02B5 

79/11/19 

40-2259 

7?122a0348 

791S380340 

77/11/30 

30-320    H 

77122B0360 

7712200305 

79/11/19 

40-2259 

7912200361 

791S2B0353 

79/11/30 

50-320    H 

7913300373 

7912HB0367 

77/11/30 

30-320   H 

7912300305 

771220037B 

79/11/30 

50-320   H 

7712280372 

7713230379 

79/1O/17 

50-330   Q 

77132B0393 

79122B033B 

79/11/30 

50-330   H 
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791S2B0397 

7912200380 

79/11/09 

50-320    P 

7912280406 

79122803BO 

79/11/09 

50-330    P 

79  122(304  10 

79122S0399 

79/11/30 

30-320    H 

79122B0422 

7915280415 

79/11/30 

50-320   H 

79122B0436 

7912280439 

79/12/20 

50-482    A 

7912280437 

79122B0430 

79/11/23 

50-320    P 

7913260439 

7912280433 

79/  1  1  /30 

30-320    H 

7912280449 

79122B0443 

79/11/30 

50-320    H 

7912230454 

79122B0452 

79/  1  1  /30 

50-320    H 

791S2804S8 

7912260457 

79/11/30 

SO-320    H 

79122BO459 

79122B0456 

79/11/30 

50-320    0 

79122BO441 

79122B0440 

79/11/30 

30-320    H 

7912280465 

7912380462 

79/11/30 

50-320    H 

7912230470 

79122B046B 

79/11/30 

50-320    H 

79122B0476 

7912260472 

79/11/30 

30-320    H 

79122804BO 

7912260478 

79/11/30 

50-320    H 

79122B04B2 

7912260481 

79/  1  1  /SO 

BO-320    H 

7912280486 

7912280471 

79/  1  1  /29 

50-2B9    U 

79122B04B7 

7912260484 

79/11/30 

50-320    H 

79132B04B9 

7912260471 

79/11/29 

30-289    U 

79122B0492 

7912260471 

79/  1  1  /29 

50-289  "  U 

791  32B0493 

7912260471 

79/  1  1  /29 

50-320    U 

79122Q0507 

7912260503 

79/12/21 

50-296    S 

79132B09I3 

7912280509 

79/12/21 

30-259    B 

79I22BO514 

7912260510 

79/11/30 

50-330    H 

7912280524 

7912280321 

79/12/20 

30-313    R 

7912380535 

79122B051B 

79/12/24 

50-344    P 

7912280327 

79122S0523 

79/12/19 

50-313    H 

7912280528 

7912280517 

79/12/18 

TOPREP 

7913280530 

7912280516 

79/11/30 

50-320   H 

7912280535 

791  22805  IB 

79/12/24 

50-344    P 

7912280537 

79122B0534 

79/  1  1  /30 

SO-320    0 

7912280540 

79122B0533 

79/12/19 

50-395    S 

79122SO351 

7912260543 

79/11/30 

SO-320    H 

7912380532 

7912280544. 

79/12/14 

50-327    S 

7912280555 

7912360944 

79/12/19 

50-100   A 

7912280558 

7912280553 

79/  1  1  /30 

30-320    H 

7912280365 

79122BQ560 

79/12/21 

SO-329   B 

7912280571 

7912380566 

79/13/20 

30-397    A 

7912280990 

79122B0581 

79/13/17 

30-327    S 

7912280413 

7912280607 

79/13/19 

30-318   A 

79122B0641 

7912280434 

79/12/17 

30-317    P 

77132B0642 

7912280636 

79/12/14 

30-397   9 

7912280445 

791B280640 

79/11/14 

27-10 

7912330446 

7912260634 

79/13/17 

50-317   P 

7912280451 

7912280636 

79/12/14 

30-397    5 

7912280633 

7912260640 

79/11/14 

27-10 

79132BQ65B 

7912280640 

79/11/14 

27-10 

7912280663 

79132B0656 

79/  1  1  /06 

XPDFtTLIC 

7912280467 

7912280640 

79/11/14 

27-10 

7912280474 

7912280672 

79/13/10 

27-48 

7912260476 

7912280640 

79/11/14 

27-10 

7919260478 

7912260671 

79/12/07 

30-344   Q 

7912280487 

79  12360684 

79/09/25 

WASTE  HOT 

7912310004 

7912310005 

79/13/13 

30-206   0 

7912310004 

7912310002 

79/13/13 

50-206   0 

7912310024 

7912310014 

79/12/12 

TOPREP 

7912310032 

7913310029 

79/13/17 

PRH 

7912310047 

7912310041 

79/11/09 

50-318    Q 

7912310039 

7912310054 

79/11/09 

30-332   0 

7912310065 

'7912310040 

79/  1  1  /06 

50-219   Q 

7912310072 

7912310067 

79/12/07 

30-389    Q 

7912310074 

7912310047 

79/12/07 

30-339   Q 

79123100B1 

7912310067 

79/12/07 

30-389   Q 

79I23100B6 

7912310067 

79/12/07 

50-389   Q 

7912310100 

7912310093 

79/11  /OB 

50-390   Q 

7912310115 

791B310107 

79/11/08 

30-281    Q 

7912310131 

7912310125 

79/11  /OS 

SO-286   0 

7912310152 

7913310MB 

79/12/07 

50-335   P 

7913310154 

7912310148 

79/12/07 

50-335   P 

7912310170 

791231016B 

79/13/04 

50-466   0 

7912310178 

7912310168 

79/12/04 

50-466   0 

79183101BO 

7912310176 

79/11/20 

XPDftTLIC 

791.2310183 

7912310168 

79/12/04 

50-466   0 

7912310229 

7912310218 

79/1B/U 

QfiO 

7912310237  - 

7912310214 

79/08/23 

ACRB 

7912310233 

7912310216 

79/13/11 

ORO 

7912310239 

7912310230 

79/11/19 

37-47 

79  1S3  10239 

7912310214 

79/08/23 

ACR8 

7912310243 

79  123  10236 

79/13/18 

30-320   H 
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7912310247 

7912310240 

79/12/14 

50-320 

H 

7912310251 

7912310236 

79/13/18 

50-320 

H 

7912310257 

7913310236 

79/12/18 

50-320 

H 

791  23102  B8 

7912310236 

79/13/18 

30-320 

H 

7912310359 

7912310249 

79/12/13 

27-48 

7912310276 

7912310270 

79/11/13 

30-43B 

a 

7912310287 

7912310270 

79/11/13 

90-438 

0 

7912310288 

7912310BB1 

79/11/09 

50-3B9 

Q 

7912310299 

7912310291 

79/11/30 

70-820 

7912310300 

7912310292 

79/11/15 

SO-34B 

Q 

79I331O304 

7912310291 

79/11/30 

70-820 

7912310311 

7912310291 

79/11/30 

70-820 

7912310318 

7912310307 

79/11/16 

50-390 

a 

7912310320 

7912310291 

79/11/30 

70-820 

7913310331 

7912310325 

79/11/16 

30-395 

fl 

7913310333 

7912310326 

79/11/16 

50-327 

Q 

791231033B 

7912310336 

79/11/16 

30-302 

Q 

7912310346 

7912310336 

79/11/16 

30-302 

a 

79  1331  0350 

7912310345 

79/12/24 

30-316 

8 

7912310353 

7912310349 

79/11/14 

30-281 

Q 

7912310357 

7912310354 

79/12/20 

30-317 

B 

7912310359 

7912310348 

79/12/20 

SO-  10 

P 

7912310368 

791231035B 

79/12/12 

30-312 

P 

7912310374 

7912310371 

79/12/29 

50-338 

P 

7912310377 

7912310366 

79/12/12 

90-338 

Q 

7912310304 

7912310383 

79/12/21 

50-368 

B 

7912310386 

7912310366 

79/12/12 

90-338 

0 

7912310393 

7912310383 

79/12/21 

50-36B 

B 

7913310394 

7912310391 

79/12/20 

50-344 

F 

791331O39B 

791  S3  10396 

79/12/21 

30-367 

R 

7913310399 

7912310383 

79/12/21 

50-368 

S 

7913310404 

7912310383 

79/13/21 

50-368 

B 

7912310406 

7912310403 

79/13/21 

30-247 

B 

791331040B 

7912310401 

79/12/28 

50-416 

K 

7912310409 

79123103B3 

79/12/21 

30-368 

0 

7912310410 

7912310403 

79/12/21 

50-247 

B 

7912310411 

7912310413 

79/12/21 

50-293 

R 

791231041B 

7912310416 

79/12/13 

SO-317 

R 

7913310420 

7912310415 

79/12/27 

50-321 

B 

7912310429 

7912310417 

79/12/26 

30-235 

S 

V91231O426 

7912310434 

79/1H/17 

30-349 

R 

7913310438 

7912310422 

77/12/28 

50-263 

S 

7912310430 

7912310439 

79/1H/20 

30-321 

B 

7913310431 

7918310388 

79/12/27 

50-317 

F 

7912310433 

7912310433 

79/OB/OO 

30-366 

R 

7912310434 

7913310433 

79/OB/08 

50-366 

R 

7912310437 

'  7912310433 

79/12/06 

50-298 

B 

7912310440 

7912310438 

79/13/13 

50-290 

B 

7912310441 

7913310436 

79/12/26 

50-355 

B 

7912310444 

7912310442 

79/12/10 

30-290 

a 

7912310449 

7913310445 

77/11/29 

40-4472 

7912310450 

7913310447 

79/12/06 

30-398 

3 

7912310451 

791331044B 

79/12/28 

30-340 

B 

7912310434 

7912310453 

79/12/28 

3O-393 

B 

7912310435 

7913310452 

79/12/24 

3O-312 

Q 

7912310461 

7913310136 

79/12/17 

50-360 

P 

7912310464 

791231045B 

79/12/27 

90-155 

P 

7912310465 

791H3104S8 

79/12/27 

30-155 

P 

7912310467 

7912310459 

79/12/07 

50-278 

B 

7912310469 

7912310462 

79/12/26 

50-366 

S 

7912310469 

7912310439 

79/12/27 

50-155 

P 

7913310473 

791231045B 

79/12/27 

90-155 

P 

7912310474 

7912310471 

79/12/38 

30-313 

F 

7913310478 

7912310475 

79/12/26 

50-282 

B 

7912310481 

7912310476 

79/12/87 

50-255 

P 

791231O4B3 

7912310388 

79/13/37 

50-317 

F 

7913310486 

7912310480 

77/12/37 

50-346 

P 

79123104B7 

7912310476 

79/13/37 

30-239 

P 

7913310490 

7912310388 

77/13/37 

50-317 

F 

7912310492 

79123104B3 

77/13/26 

30-193 

S 

7912310493 

791H3104B9 

79/12/36 

90-413 

3 

7912310493 

791  S3  10476 

79/  la/37 

30-233 

P 

7912310496 

7912310380 

79/12/27 

30-317 

F 

7912310501 

7912310476 

79/13/37 

30-255 

P 

7912310302 

791  231  0388 

79/12/27 

90-317 

F 

7912310304 

7912310497 

79/12/26 

50-409 

S 

7913310506 

791B3  10499 

79/1  2/HS 

30-2BO 

P 

7912310309 

7912310476 

79/12/27 

50-239 

P 

7912310311 

7913310388 

79/18/37 

90-317 

F 

7912310312 

7713310910 

79/12/26 

90-133 

0 
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DOCUMENT 
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7912310513 
7912310S17 
7912310319 

7712310920 
7915310523 

791231O474 
7912310476 
7912310914 

7913310916 
7912310476 

79/12/27 
79/13/27 
79/12/11 
79/12/39 
79/12/27 

30-295    P 
9Q-B9S    P 
30-498    M 
50-344    P 
30-255    P 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 

ISSUED 

SUBJECT 
CATEOORV 

7912310923 

7712310527 
7913310330 
7912310934 
7912310336 

79123103B8 
7912310516 
79123103B8 

79123103BB 
7913310S33 

79/12/27 
79/12/28 
79/12/27 
79/12/27 
79/13/87 

50-317 
90-344 
50-317 
30-317 
SO-30S 

F 
P 
F 
F 
F 

7912310540 
7913310341 
7912310944 

7912310933 
79123103B8 
79123103BS 

79/13/37 
79/13/37 
79/12/27 

90-302 
50-317 
SO-317 

F 
F 
F 

APPENDIX  A 
DEFINITIONS  OF  DOCKET  50  CATEGORIES 

A.  Application/Construction  Stage  Documents  and  Correspondence 

This  category  follows  the  application  from  submission  to  the  day  preceding  the  issuance  of  an 
operating  license.    It  includes  all  correspondence  and  documents  with  substantive  technical  con- 
tent that  do  not  fall  into  other  specific  categories.    Included  are: 

1.  Correspondence  and  documents  relating  to  unresolved  design  and  construction  issues. 

2.  Meeting  announcements  and  summaries  of  meeting  discussions  on  issues  of  item  1. 

3.  Correspondence  regarding  Preliminary  and  Final  Safety  Analysis  Reports. 

4.  NRC  questions,  requests  for  additional  information,  and  applicant  responses. 

5.  Applicant's  Quality  Assurance  Manual. 

6.  Correspondence  and  documentation  on  generic  technical  matters  highlighted  by  an  event  at 
another  facility  which  may  affect  the  subject  facility;  not  covered  by  an  IE  Bulletin. 

7.  Federal  Register  notices  that  do  not  apply  to  other  categories. 

8.  Information  on  laws  and  changes  in  regulations  or  policy  that  affect  the  status  of  the  applica- 
tion (NEPA,  Water  Quality  Improvement  Act,  Water  Pollution  Control  Act,  etc.), 

9.  Scheduling  of  license  application  submission  or  review. 

10.  Reports  of  site  visits. 

11.  Backup  technical  documents  (i.e.,  topical  reports)  submitted  in  support  of  the  application. 

12.  Early  site  review  information. 

13.  Construction  Permit,  amendments  and  correspondence  relating  to  construction  permit. 

14.  Environmental  review  information. 

15.  Construction  permit. 


B.  Utility  Preliminary  Safety  Analysis  Report  (PSAR)  and  Amendments 

This  category  is  strictly  limited  to  the  items  listed  below.    All  related  correspondence  is  filed  in 
Category  A. 

1.  Preliminary  Safety  Analysis  Report  (PSAR)  submitted  by  the  utility. 

2.  Amendments  and  changes  to  the  PSAR. 

3.  Transmittal  letters. 

4.  Letters  acknowledging  receipt. 

5.  Hazards  Summary  Report  submitted  by  utility  (now  designated  PSAR). 
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6.  Safety  Analysis  Report  submitted  by  utility  (now  designated  PSAR). 

7.  Certificates  of  Service  of  PSAR. 

C,  Utility  Environmental  Report  (ER),  Amendments  and  Correspondence 

1.  Environmental  Report  (ER)  submitted  by  the  utility. 

2.  Amendments  and  supplements  to  the  ER. 

3.  Transmittal  letters. 

4.  Information  on  scheduling  of  submittal  or  review  of  ER. 

5.  NRC  questions,  requests  for  additional  information,  and  applicant  responses. 

6.  Federal  Register  notice  citing  availability  of  items  1  and  2. 

7.  Correspondence  relating  to  the  review  of  ER. 

8.  Meeting  announcements  or  reports  of  meetings  where  the  primary  subject  of  discussion  is  the 
,  ER. 

D,  NRC  Draft  and  Final  Environmental  (Impact)  Statements  (DBS  and  FES),  Supplements  and 
Correspondence 

1.  Draft  and  Final  Environmental  (Impact)  Statements  (DES  and  FES). 

2.  Supplements  to  DES  and  FES. 

3.  Correspondence  relating  to  the  DES  or  FES. 

4.  Comments  from  other  federal,  state,  and  local  government  agencies. 

5.  Transmittal  letters. 

6.  Documents  related  to  NRC  review  of  environmental  issues  or  of  ER  obtained  for  purposes  of 
writing  the  environmental  statements. 

7.  Backup  technical  documents  submitted  in  connection  with  above. 

8.  Notices  of  availability  of  above. 

9.  Draft  of  detailed  statement. 

E,  NRC  Safety  Evaluation  Report  (SER),  Supplements  and  Correspondence 

1.  Safety  Evaluation  Report  (SER). 

2.  Supplements  to  SER. 

3.  Correspondence  relating  to  SER. 
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4.  Notices  advising  of  the  availability  of  1  and  2. 

5.  Information  on  scheduling  of  SER  submittals  and  review. 

6.  Requests  for  additional  information  for  use  in  preparing  SER;  responses  to  such  requests. 

7.  Meeting  announcements  or  reports  of  meetings  where  the  primary  subject  of  discussion  is  the 
safety  review  or  safety  evaluation. 

8.  Transmittal  letters. 

9.  Comments  from  other  agencies  relative  to  safety  review. 
10.     NRC-AEC  Hazard  Analysis  Reports  (now  designated  SER). 

F.  Security,  Medical,  Emergency,  and  Fire-Protection  Plans 

All  plans  in  this  category  are  submitted  separately.    Information  submitted  for  the  PSAR  or  FSAR 
is  excluded. 

1.  Correspondence  relating  to  plans. 

2.  Supplements,  changes,  and  revisions  to  plans. 

3.  Fire  Hazard  Protection  Plan  and  Surveys. 

G.  Adjudicatory  Correspondence 

This  category  contains  all  documents  on  hearings,  Atomic  Safety  and  Licensing  Board  (ASLB) 
review,  and  opposition  except  word-for-word  transcripts  of  ASLB  hearings  (Category  T)  and  anti- 
trust hearings  (Category  N). 

1.  ASLB  hearing  and  review  documents, 

2.  Correspondence  to  and  from  intervenors. 

3.  Correspondence  to  and  from  persons  writing  in  opposition  to  the  facility.    Those  writing  for 
information  or  in  support  of  the  facility  are  in  category  H. 

4.  Board  orders  and  decisions. 

5.  Request^  to  make  appearances  at  hearings. 

6.  Transmittal  of  supporting  documents  (i.e.,  SER,  FES)  to  the  board. 

7.  Federal  Register  notices  regarding  hearings. 

8.  Requests  for  a  hearing. 

9.  Petitions  from  participants  (including  petition  for  request  for  extension). 

10.  Corrections  to  transcripts. 

11.  Professional  qualifications,  if  presented  at  a  hearing. 
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12.  Memorandums  and  orders  authorizing  issuance  of  license,  changes,  and  other  issuances  by 
the  Atomic  Safety  and  Licensing  Board. 

13,  Hearing  index. 


H.  General  correspondence 

This  category  includes  documents  with  little  or  no  bearing  on  the  status  of  the  application  or 
license.    Items  mat  have  no  substantive  technical  content  or  meaning  for  the  status  of  the  license 
or  application  are  included. 

1.  Qualification  statements  of  new  employees. 

2.  Change  of  address  notifications. 

3.  Changes  in  organization. 

4.  Changes  in  service  lists,  "Certificate  of  Service"  documents  (without  a  document  attached). 

5.  NRC  requests  to  applicant  for  additional  copies  of  documents. 

6.  Correspondence  from  the  public  in  support  of  or  requesting  information  about  the  facility. 

7.  Letters  of  "concern"  (NOT  "opposition")  and  response  thereto. 

8.  Correspondence  on  strictly  administrative  matters. 

9.  Correspondence  regarding  the  local  Public  Document  Room. 

10.  Memoranda  to  Public  Document  Room  regarding  withholding  a  document  (unaccompanied  by 
that  document). 

11.  Press  releases  from  applicant. 

12.  Any  other  material  that  fits  the  criteria  given  above. 

13.  Professional  qualifications  (resumes). 


I.  Financial  Information 

1.  Company  annual  reports. 

2.  Separately  submitted  financial  information  and  related  correspondence. 

J.  Insurance  and  Idemnity  Information 

1.  All  correspondence  and  documentation  regarding  indemnity  and  insurance. 

2.  Endorsements  to  insurance  policies. 

3.  NELPIA  -  Nuclear  Energy  Liability  Property  Insurance  information. 
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K.  Utility  Final  Safety  Analysis  Report  (FSAR)  and  Amendments 

This  category  is  strictly  limited  to  the  items  listed  below.    All  related  correspondence  falls  in 
category  A  or  P. 

1.  Final  Safety  Analysis  Report  (FSAR). 

2.  Amendments  and  changes  to  the  FSAR. 

3.  Transmittal  letters. 

4.  Letters  acknowledging  receipt  of  items, 

5.  Hazards  Final  Summary  Report  (now  designated  FSAR). 

6.  Certificates  of  Service  of  FSAR. 


L.  Limited  Work  Authorization  and  Related  Correspondence 

This  category  is  limited  to  items  issued  before  the  construction  permit  is  granted. 

1.  Limited  Work  Authorizations. 

2.  Environmental  exemptions. 

3.  Correspondence  relating  to  1  and  2. 

4.  All  information  concerning  site  preparation  prior  to  the  issuance  of  a  construction  permit. 

M.  Antitrust  Correspondence 

1.  All  material  concerning  antitrust  except  hearing  transcripts  (category  N) 

2.  All  material  marked  with  an  A  immediately  following  the  docket  number.    The  A  signifies 
antitrust  proceedings. 

N.  Antitrust  Hearing  Transcripts 

This  category  contains  only  word-for-word  transcripts  of  hearings  in  antitrust  matters.    In  most 
cases  they  will  be  marked  with  an  A  following  the  docket  number.    Related  correspondence  falls 
in  category  M. 

O.  Advisory  Committee  on  Reactor  Safeguards  (ACRS)  Reports  and  Correspondence 

1.  Correspondence  and  letter  reports  relating  to  ACRS  reviews 

2.  Correspondence  from  ACRS 

3.  Announcements  of  ACRS  meetings 
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4.  Transmitted  letters  to  ACRS 

5.  ACRS  reports. 

P.  Operating  License  Stage  Documents  and  Correspondence 

This  file  assumes  the  position  of  the  application  file  for  general  technical  items  dated  on  or  after 
the  issuance  of  the  operating  license.    It  includes: 

1.  Operating  license,  amendments,  proposed  amendments,  and  changes. 

2.  Technical  specifications  and  changes. 

3.  Announcements  of  issuance  of  1  and  2. 

4.  Transmittal  letters. 

5.  All  general  technical  correspondence  relating  to  technical  specifications  or  operating  license. 

6.  License  conditions. 

7.  Operator  licenses  or  administrative  information  bearing  on  the  licensing  of  operators. 

8.  Meeting  announcements  or  summaries  of  discussions  where  the  main  subject  is  technical 
specifications,  operating  license,  or  any  technical  issue  arising  after  the  issuance  of  the 
operating  license. 

9.  Correspondence  regarding  codes  (ASME),  regulations,  laws,  or  changes  in  policy  that  may 
affect  plant  operation  or  bear  on  the  operating  license. 

10.  Information  on  the  Standard  Review  Plan  (SRP). 

11.  Results  of  surveys  or  tests  conducted  in  accordance  with  the  technical  specifications  (NOT 
periodic  reports,  which  fall  in  category  R). 

12.  Requests  for  issuance  of  operating  license. 

13.  Requests  for  copies  of  items  1  and  2  and  responses. 

14.  Correspondence  on  generic  technical  issues. 

15.  Owner's  group  meeting  announcements  and  reports. 

16.  Orders  for  modification  of  license. 

17.  Requests  for  extension  date  of  license  or  license  modification. 

18.  Quality  assurance  information. 

19.  Environmental  matters  (technical). 

20.  Emergency  core  cooling  system. 

21.  Radioactive  waste  information. 
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Q.  Inspection  Reports,  IE  Bulletins  and  Correspondence 

1.  Inspection  reports. 

2.  Bulletins  and  Circulars  of  NRC  Office  of  Inspection  and  Enforcement  (IE). 

3.  Responses  by  applicant  to  IE  correspondence. 

4.  Applicant's  determination  of  proprietary  nature  of  inspection  reports. 

5.  Letters  concerning  areas  of  noncompliance. 

6.  Any  correspondence  relating  to  inspection  and  enforcement  that  does  not  specifically  relate 
to  incidents  as  defined  in  category  S. 

7.  In-service  inspections. 

8.  Regulatory  Operations  (RO)  Bulletins. 

R.  Periodic  Operating  Reports  and  Related  Correspondence 
This  category  includes  periodic  reports  of  a  routine  nature. 

1.  Monthly,  semiannual,  or  annual  reports  (other  than  financial). 

2.  Periodic  environmental  monitoring,  effluent  testing,  or  similar  reports. 

3.  Gray  Book  Information. 

4.  Operational  Logbooks: 

Logbooks  on  Environmental  Data 
Logbooks  of  Radiological  Data 
Operations  Log  on  Plant  Systems  Core 
Plant  Status  Summary  Sheets 

5.  Correspondence  or  other  documents  relating  to  the  above  listed  items. 

S.  Reportable  Occurrences,  LERs  and  Related  Correspondence 

This  category  contains  all  materials  relating  to  abnormal,  unusual,  reportable,  nonroutine,  or  10 
CFR  50.55e  occurrences.   This  includes: 

1.  All  24-hour,  10-day,  30-day,  interim,  final,  and  followup  reports  on  these  events. 

2.  Other  related  documents. 

NOTE:    Also  called  licensee  event  reports,  incident  reports,  etc. 
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T.  Hearing  Transcripts  on  Non-Antitrust  Matters 

This  category  contains  word-for-word  transcripts,  corrections  to  the  transcript,  attachments 
and  Vu-Graphs.    Examples  of  non-antitrust  matters  include: 

1.  ASLB  hearings. 

2.  Commission  Meetings. 

3.  Commission  Briefings. 

4.  Telephone  conversations. 


U.  Congressional/Executive  Correspondence 

1.  Testimony  before  Congress. 

2.  Preparatory  and  backup  documents  for  Congressional  testimony. 

3.  Letters  to  and  from  Congress  and  the  Executive  Branch. 

4.  Responses  to  letters  from  members  of  Congress  and  the  Executive  Branch. 

5.  Correspondence  to  and  from  the  NRC  Office  of  Congressional  Affairs. 

V.  Operator  Examinations 

1.  NRC  Examination  Results. 

2.  Power  Plant  Examination  Summary  Sheet. 

3.  Related  correspondence. 
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APPENDIX  B 

DEFINITIONS  OF  NONDOCKETED  CATEGORIES 
10CFR  -  Commission  Meeting  Records 
rndudeT80^  C°ntainS  d°CUlhentation  Pertaini"g  to  open  and  closed  Commission  meetings.    It 

1.  Sunshine  Act  Federal  Register  notices. 

2.  Full,  written  explanation  of  closed  meetings. 

3.  Certification  of  General  Counsel  on  closed  meetings. 

4.  Commission  Determination  Statements  regarding  the  public  disclosure  of  transcripts  of 
Commission  meetings. 

5.  Verbatim  unofficial  and  official  transcripts  or  portions  of  transcripts  of  open  and  closed 
Commission  meetings  made  publicly  available  in  accordance  with  provisions  of  10CFR  Part  9 
the  Sunshine  Act,  and  Commission  policies. 

6.  Enclosures  to  released  transcripts,  including  applicable  viewgraphs,  staff  papers  and  staff 
correspondence. 

7.  Staff  requirements  memoranda  for  open  meetings;  memoranda  to  record;  record  of  votes  of 
Commissioners  on  items  under  consideration  at  meetings. 

ACRS  -  Advisory  Committee  on  Reactor  Safeguards 

This  category  contains  documentation  pertaining  to  the  responsibilities  of  the  Advisory  Committee 

On      l<PflY"1TfM'     Qg  ffimiai+rlft  A  /^TJ  C     ««._.,..  •        1  *  J      vwumni,  t%*v 

-J . £L r™^^.  f™.38  3n  'nd?Pende»t  ^visory  committee  to  the  Commission  in 


i™       i       f   -rti  '    T1i6  ?ommittee  Provides  advice  with  respect  to  the  hazards  of  new  or  exist- 
ing nuclear  facilities  and  the  adequacy  of  related  safety  standards.    The  documents  in  this  category 

L      I±tim  r!rPtS  °f  A?S  s"bcommittee  and  ™  committee  meetings  relating  to  facility 
license  applications  and  safety-related  matters.  y 

2.  ACRS  meeting  announcements;  description  of  meeting  agendas. 

3.  ACRS-generated  reports,  memoranda  and  correspondence  that  are  publicly  available. 

4.  ACRS  consultant  reports,  comments  and  related  correspondence. 

5.  ACRS  and  NRC  technical  correspondence  pertaining  to  safety  matters  under  review  by  the 
Advisory  Committee  on  Reactor  Safeguards. 
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COMMISSION  -  NRC  Commissioners 

This  category  contains  documentation  pertaining  to  the  daily  conduct  of  Commission  business  in 
the  Office  of  the  Commissioners,  including: 

1 .  Incoming  and  outgoing  correspondence  to  and  from  the  Commissioners  relating  to  official 
NRC  business,  including  reports  and  other  enclosures. 

2.  Travel  vouchers,  telephone  logs  and  official  appointment  calendars  of  individual  Commissioners. 

3.  Weekly  Information  Reports  (SECY  series  number)  prepared  by  the  Executive  Director  for 
Operations  (EDO)  for  the  Commissioners,  providing  a  summary  of  key  events  and  items  of 
interest  undertaken  by  individual  staff  and  program  offices. 

NOTE;   For  transcripts  of  Commission  meetings,  see  10CFR  category.    For  all  other  staff  papers 
with  a  SECY  series  designation  prepared  for  Commission  review,  see  SECY  category. 


CONTRACT  -  NRC  Contracts  and  Modifications 

This  category  contains  documentation  pertaining  to  AEC  and  NRC  contracts  and  Interagency 
Agreements,  including: 

1.  Notifications  of  issuance  of  request  for  proposal  (RFP)  and  invitations  for  bid  (IFB). 

2.  Solicitations  (RFP  or  IFB)  issued  by  the  NRC. 

3.  Notifications  of  contract  execution,  specifying  contract  number,  project  title,  contractor 
name,  contract  type,  funding,  and  period  of  performance. 

4.  Contractual  documents  and  contract  modifications,  if  any. 


FOIA  -  Freedom  of  Information  Act  Requests  and  Releases 

This  category  contains  requests  for  agency  records  and  records  released  in  accordance  with  the 
provisions  of  the  Freedom  of  Information  Act  (FOIA).   Documents  in  this  category  include: 

1 .  Requests  made  by  any  member  of  the  public  (assigned  an  identifying  number  YY-NNN 
for  last  two  digits  of  the  year-numerical  sequence)  for  NRC  records  made  in  accordance 
with  the  provisions  of  the  Freedom  of  Information  Act. 

2.  Correspondence  between  the  NRC  and  the  requester  relevant  to  the  processing,  appeal, 
denial  or  granting  of  an  FOIA  request. 

3.  Records  or  portions  of  records  released  in  response  to  specific  requests  made  under  FOIA. 


GEN  TECH  IS  -  Generic  Technical  Issues 

This  category  contains  records  pertaining  to  unresolved  safety  issues  of  a  generic  nature  that  are 
being  analyzed  by  the  Division  of  Nuclear  Reactor  Regulation. 

1.  Draft  reports  of  action  plans  to  accomplish  generic  tasks  in  the  regulatory  program. 

2.  Correspondence  with  industry  and  internal  correspondence  regarding  the  methodologies, 
analyses,  and  programmatic  and  technical  aspects  of  issues. 

3.  Meeting  notifications  and  minutes. 

4.  Interim  findings  and  status  reports  on  generic  tasks  addressing  related  aspects  of  generic 
technical  issues. 
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I&E  -  Inspection  and  Enforcement 

This  category  contains  bulletins,  circulars  and  information  notices  that  are  issued  by  the  Office  of 
faction  and  Enforcement.    These  issuances  describe  particular  events  that  occur  at  a  facility 
that  may  require  some  follow-up  action  on  the  part  of  licensees.    Also  included  in  this  category 
are  preliminary  notifications  of  events  (PNOs).  wu.8uiy 

I&E  Circulars,  which  describe  an  event  at  a  licensed  facility  and  are  informational  in  nature. 

^ed^Iv"^0^5'  ^f  ^  Sfmilar  t0  CilCUlarS  bUt  are  P"""*"*  in  »tu»  -d 
issued  shortly  after  an  event  has  occurred. 

I&E  Bulletins  which  describe  an  event  at  a  licensed  facility  and  request  all  recipients  to 
perform  certain  actions  as  a  result  of  this  event. 

Preliminary  Notifications  of  Events  (PNOs),  which  provide  updated  information  of  an  event 
of  safety  or  public  interest  significance. 

NOTE:    For  letters  forwarding  the  above  issuances,  utility  responses  to  such  issuances  and 
related  correspondence,  see  Category  Q  of  individual  docket  categories. 

MISC  -  Public  Document  Room  Miscellaneous 

°f  the  °ther  "'"docketed 


1. 

2. 
3. 
4. 


NUREG  -  NUREG  Reports  and  Related  Correspondence 

KW  tiTwRwail£rma\  T  issued  br  the  u-s-  Nuclear    **  °'™sso"  i** 

carry  the  NUREG  series  code  and  correspondence  pertaining  to  those  reports.    NUREG  reports 
are  accounts  of  work  performed  either  by  the  NRC  staff  or  by  NRC  contractors 

1.       These  reports  are  normally  final  work  products  and  are  characterized  by  the  following  criteria: 

a.  They  are  predecisional  documents  which  present  information  to  be  considered  in 
Commission  licensing  and  policy  decisions. 

b.  They  present  the  results  of  Commission  licensing  and  policy  decisions. 

c.  They  present  the  results  of  technical  research  conducted  for  the  Commission. 

2.  Correspondence  from  industry,  government  and  interested  members  of  the  public  commenting 
on  reports  or  requesting  clarification  or  interpretation.  ««n«iung 

3.  Internal  NRC  memoranda  summarizing  meetings  or  discussions  pertaining  to  the  content  of 
me  re  p  or  is  . 

ORG  -  Correspondence  with  Other  Organizations 


w"h  Professional  organizations  and  associations;  records 
Regulatory  Guides  that  pertain  to  the  activities  of  NRC's  Office  of  Standards  Develop- 

I  roi  TTTJ1  ,      nS,n0t  aSSig0ed  PeUti°n  f°r  Raking  (PRM)  numbers  that  reqties? 
the  Commission  to  take  immediate  action  on  some  issue.    Included  are: 


fndlnf/nT'tK  T*  ^^  c™'PondMM  Between  NR'  -nd  professional  associations 
Agency  "  °  Indl"trial  F°rUm  and  *"  International  At°"iic 


2.       Correspondence  between  NRC's  Office  of  Standards  Development  and  other  government 


t  T  f   H,       -  Pari?    aTC   °nt  regUkt0ry  resP°nsib»"y;  e-g.,  EPA  has  authority 

to  control  all  radioactive  pollutants  emitted  into  the  air. 

3.  Internal  memoranda,  correspondence  between  NRC  and  Congress,  and  other  technical  cor- 
respondence dealing  with  the  role  and  activities  of  the  Office  of  Standards  Development. 

4.  Statements,  motions,  orders  and  correspondence  dealing  with  emergency  petitions  filed  by 
parties  on  such  topics  as  fire  protection  and  re-analysis  of  the  capacity  of  operating  US 
plants  to  withstand  earthquakes.  *"-««ng  u.a. 
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NOTE:    For  Regulatory  Guides  and  comments  to  Regulatory  Guides  issued  by  the  NRC  Office 
of  Standards  Development,  see  the  REGGD  category. 

For  petitions  for  rule  makings  filed  by  the  public  to  amend,  rescind  or  change  an  NRC 
regulation,  see  the  PRM  category. 


PR  -  Proposed  Rule 

This  category  contains  records  dealing  with  NRC  staff  proposals  to  adopt,  amend  or  repeal  a 
Commission  regulation.    Proposed  Rules  (PRs)  are  normally  the  result  of  a  Commission  deter- 
mination that  sufficient  grounds  exist  for  it  to  proceed  with  a  petition  for  change  in  an  NRC 
regulation  (PRM)  filed  by  an  outside  party  or  person.    The  documents  in  this  category  are: 

1 .  Federal  Register  notices  stating  the  terms  or  substance  of  the  proposed  rule  or  a  specification 
of  the  subject  and  issues  involved. 

2.  Text  of  the  Proposed  Rule  (PR). 

3.  Comments,  statements,  information,  opinions  or  arguments  on  the  proposed  change  to  a  part 
of  the  Code  of  Federal  Regulations,  Title  10. 

4.  Requests  from  the  nuclear  industry,  organizations  and  other  parties  for  written  interpretations 
of  the  PR. 


PRM  -  Petition  for  Rulemaking 

This  category  contains  records  dealing  with  petitions  filed  with  the  Commission  by  an  outside 
party  to  issue,  amend  or  rescind  an  NRC  regulation.    Included  are: 

1.  Petitions  filed  by  any  interested  person  or  party  to  issue,  amend  or  rescind  an  NRC 
regulation. 

2.  Federal  Register  cause  notices  of  the  filing  of  the  petition. 

3.  Correspondence  between  NRC  and  the  petitioner  regarding  the  status  and  substance  of  the 
petition. 

4.  Comments  from  the  nuclear  industry,  professional  associations,  public  interest  groups  and 
others  in  favor  of  or  in  opposition  to  the  PRM. 

NOTE:    For  staff  recommendations  to  the  Commissioners  on  whether  the  PRM  should  be  denied 
or  issued  as  a  Proposed  Rule,  see  the  SECY  category. 

For  Commission  review  of  staff  recommendations,  see  the  10CFR  category. 


PROJ  —  Projects-Predocket  Licensing 

This  category  contains  records  pertaining  to  two  classes  of  projects:    (1)  commercial  nuclear  power 
plants  for  which  NRC  has  full  licensing  responsibilities;  and  (2)  government-owned  reactors  for  which 
NRC  provides  technical  expertise  and  occasional  review.    Both  classes  are  identified  with  a  "P" 
prefix,  followed  by  a  series  of  numbers. 

1.       "Pre-docketed"  commercial  nuclear  power  plants 

This  category  contains  all  documentation  up  until  the  time  that  the  NRC  considers  the  appli- 
cation and  the  Preliminary  Safety  Analysis  Report  (PSAR)  is  submitted  by  the  utility  for  staff 
review.    The  unit  is  then  assigned  a  docket  number,  and  transferred  to  the  Docket  50  category. 

These  documents  are  grouped  together  in  categories,  designated  by  alphabetic  characters.    These  are 
the  same  categories  as  those  used  for  the  Docket  SO  series. 
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A.      Application/Construction  Stage 

1.  Application  submitted  by  the  utility. 

2.  Meeting  notices,  summaries  and  correspondence  discussing  the  completeness  and 
adequacy  of  the  PSAR. 

3.  Applicant's  Quality  Assurance  Manual. 

4.  Early  site  review  information. 

5.  Backup  technical  documents  submitted  in  support  of  the  application. 

6.  Early  site  visits. 

B.      Utility  PSAR  and  Amendments 

1.  PSARs  submitted  by  the  utility. 

2.  Amendments  and  changes  to  the  PSAR. 

3.  Transmittal  letters. 

4.  Letters  acknowledging  receipt  of  the  PSAR. 
G.      Adjudicatory  Correspondence 

I.       Motions,  briefs,  orders,    et  al  pertaining  to  pre-hearing  conferences,  if  any. 
M.  Antitrust  Correspondence 

1.       Submittals  and  related  material  pertaining  to  the  antitrust  review, 
Q.      Inspection  Reports 

1.  Inspection  reports  of  the  applicant's  quality  assurance  program. 

2.  Notices  of  deviations. 

3.  Follow-up  correspondence  resolving  deviations  cited. 
2.       Government-owned  reactors 

Meeting  summaries  and  technical  correspondence  between  NRC  and  other  government  technical  per- 
sonnel  related  to  test  reactors,  critical  experiments,  and  DOD  reactors  on  navy  ships  and  other 
sites. 

PT21  -  Noncompliance  Reports  and  Related  Correspondence 

Deficiency  reports  are  performed  in  compliance  with  Part  21  of  Title  10  of  the  Code  of  Federal 
Regulations  and  include: 

1.  Reports  by  firms  involved  in  the  nuclear  industry  concerning  noncompliance  with  NRC  regu- 
lations  or  the  existence  of  defects  which  could  create  a  substantial  safety  hazard. 

2.  Correspondence  pertaining  to  the  NRC  review  of  reports  to  assess  the  possibility  of  generic 
defects. 

3.  NRC  inspection  reports  of  defects  cited. 

4.  Correspondence  specifying  appropriate  follow-up  actions  taken  by  the  Agency. 
QA999  -  Quality  Assurance  Inspections 

This  category  contains  inspection  reports  of  vendors'  quality  assurance  programs  and  follow-up 
correspondence.    Each  vendor  facility  is  assigned  a  docket  number  and  is  part  of  the  QA999  series. 

Vendors  are  defined  here  as  companies,  both  U.S.  and  foreign,  that  are  engaged  in  the  design  or  the 
manufacture  of  nuclear  components  for  plants  licensed  by  NRC.    QA  comprises  all  those  planned 
and  systematic  actions  necessary  to  provide  adequate  confidence  that  a  structure,  system  or  com- 
ponent being  manufactured  will  perform  satisfactorily  once  it  is  put  in  service.    The  controlling 
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criteria  are  10  CFR  Part  50,  Appendix  B,  vendor  QA  topical  reports,  and  the  PSAR  and  FSAR 
submitted  by  utilities  for  specific  facilities.    Documents  in  this  category  include: 

1.  NRC  inspection  reports,  conducted  on  a  quarterly  or  semi-annual  basis,  of  vendor  sites.    Inspec- 
tions may  cover  the  design,  fabrication,  construction  and  testing  of  structural  systems  and 
components. 

2.  Notices  of  deviations. 

3.  Vendor  corrective  actions  and  other  follow-up  correspondence  associated  with  the  resolution 
of  inspection  findings. 


REGGD  -  Regulatory  Guides 

This  category  contains  new  and  revised  regulatory  guides  issued  by  the  Commission  and  related  cor- 
respondence.   These  guides  describe  for  the  industry  and  the  public  methods  acceptable  to  the  NRC 
staff  for  implementing  specific  parts  of  the  NRC's  regulations.    They  also  delineate  techniques  used 
by  the  staff  in  evaluating  specific  problems  or  postulated  accidents,  or  provide  guidance  to  appli- 
cants.   Included  are: 

1.  Federal  Register  notices  announcing  the  issuance  and  availability  of  a  proposed  regulatory 
guide. 

2.  Revised  or  newly  issued  Regulatory  Guides. 

3.  NRC  value/impact  assessment  and  industry  codes,  when  applicable,  that  pertain  to  the  issuance 
of  a  specific  Regulatory  Guide. 

4.  Comments  submitted  by  the  nuclear  industry  and  interested  members  of  the  public  regarding 
a  proposed  Regulatory  Guide. 

5.  Summary  of  meetings  held  in  the  NRC  to  discuss  proposed  Regulatory  Guides. 

NOTE:    For  documentation  pertaining  to  other  work  products  and  activities  of  the  NRC  Office 
of  Standards  Development,  see  the  Organization  category. 


RES  —  Research  and  Technical  Assistance  Reports 

This  category  contains  reports,  generally  of  an  interim  nature,  submitted  by  NRC  contractors  pro- 
viding research  and  technical  assistance  to  the  Commission,    It  also  includes  documentation  per- 
taining to  research  activities  of  the  Commission.    Included  are: 

1.  Project  description  documents. 

2.  Letter  reports  of  accomplishments  and  data  reports;  for  example, 

a.  model  documentation  reports 

b.  code  documentation  reports 

c.  code  verification  reports 

3.  Pre-test  prediction  reports. 

4.  "Quick  look"  reports. 

5.  Informal  experimental  data  reports  and  post-irradiation  examination  analyses. 

6.  Conceptual  design  descriptions, 
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7.  Letter  reports  of  foreign  travel  and  site  visits  by  contractors. 

8.  Letter,  monthly,  quarterly,  interim  or  annual  status  or  progress  reports  on  other  research 
projects  contracted  for  by  the  NRC. 

9.  Meeting  summaries  and  correspondence  dealing  with  technical  matters  relating  to  research 
and  technical  assistance  contracts. 

10.     Staff  Research  Information  Letters  (RILs)  transmitting  the  documented  results  from  com- 
pleted research  programs. 

NOTE:    For  final  reports  of  research  conducted  by  contractors,  see  also  NUREG  reports. 


REVIEW  GRP  -  NRC  Research  Review  Groups 

This  category  contains  records  pertaining  to  the  activities  of  NRC  Research  Review  Groups.    Such 
groups  provide  a  broad  base  of  technical  expertise  to  aid  management  in  reviewing  research  in 
defined  technical  areas.    They  review  and  comment  on  research  plans  and  predicted  results  of 
major  experlents,  the  validity  and  applicability  of  research  results,  the  possibe  redirection  of  research 
projects,  new  research  projects,  and  priorities  within  the  technical  areas  covered  by  the  research 
review  group.    Documents  in  this  category  are: 

1.  Agendas  for  quarterly  review  group  meetings, 

2.  Summary  minutes  of  review  group  meetings  representing  views  expressed,  including  dissenting 
views. 

3.  Research  plans  and  predicted  results  of  major  experiments;  presentations  by  research  contractors. 

4.  Comments  on  meetings  from  attendees,  including  representatives  from  contractors,  universities, 
vendors  and  other  agencies. 

5.  Internal  memoranda  relating  to  topics  under  discussion. 


RM  -  Rulemakings 

This  category  contains  records  pertaining  to  public  hearings  held  on  proposed  changes  (PRs)  to  the 
Commission's  regulations.    Hearings  are  instituted  at  the  discretion  of  the  Commission  based  on 
the  importance  and  the  magnitude  of  the  subject  under  consideration.    Documents  in  this  category 
include: 

1.  Designations  of  the  presiding  officer  and  any  special  directions  for  the  conduct  of  the  hearing. 

2.  Notifications  of  hearing  board  meetings. 

3.  Petitions,  motions,  testimony  and  statements  submitted  by  parties  to  the  hearings. 

4.  Hearing  board  orders  and  rulings. 

5.  Technical  reports  submitted  as  evidence  in  the  proceeding. 

6.  Reports,  if  any,  of  the  special  board  to  the  Commission  regarding  a  rulemaking  proceeding. 
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SECY  -  Position  Papers  Before  the  Commission 

This  category  consists  of  staff  papers  prepared  for  the  information  or  approval  of  the  Commis- 
sioners which  are  assigned  a  SECY  report  series  code.    Included  are: 

1.  Commission  Action  papers,  which  normally  include  alternatives  and  recommendations  by  the 
staff  on  a  given  issue  and  require  Commission  action. 

2.  Consent  Calendar  items  and  Policy  Session  items. 

NOTE:   For  Weekly  Information  Reports  prepared  by  EDO  to  the  Commissioners  providing  a 
summary  of  key  events  and  items  of  interest  undertaken  by  staff  and  program  offices, 
see  the  NRC  Commissioners  category. 


STATE  PROG  -  State  Programs 

This  category  contains  records  that  pertain  to  the  Commission's  activities  and  interaction  with  State 
governments.  Areas  covered  include;  (1)  the  State  Agreements  Program,  whereby  States  may  assume 
certain  of  the  NRC's  regulatory  authority  over  nuclear  materials;  (2)  the  Agency's  role  in  assisting 
State  and  local  governments  in  planning  responses  to  radiological  emergencies;  and  (3)  a  wide  range 
of  liaison  and  cooperative  activities  regarding  such  functions  as  licensing  and  siting.  It  includes: 

1 .  Correspondence  between  and  among  NRC  Office  of  State  Programs  and  State  officials, 
mostly  State  liaison  officers,  regarding: 

a.  cooperative  programs  in  such  technical  areas  as  radiation  control,  emergency  response 
planning  to  radiological  incidents,  water  quality  and  transportation  surveillance. 

b.  technical  assistance  to  Agreement  States  in  reviewing  applications,  compliance  actions, 
developing  regulations,  and  other  areas. 

2.  Agendas,  reports  and  transcripts  of  regional  workshops  and  training  programs  on  current 
matters  of  policy  and  regulations;  i.e.  decommissioning  and  facility  siting. 

3.  State  Legislative  Reports. 

4.  Agreement  State  Licensing  Statistics  Reports. 

NOTE:    For  specific  uranium  milling  and  mining  projects  in  which  the  Agency  is  providing  technical 
assistance  to  States,  see  the  Projects  category. 


TOPREP  —  Vendor  Reports  and  Related  Correspondence 

This  category  contains  topical  reports,  generally  of  a  technical  generic  nature,  submitted  by 
vendors,  and  correspondence  pertaining  to  the  NRC  review  of  these  reports.    General  vendor 
related  correspondence  that  is  not  docket  specific  is  also  included  in  this  category. 

1.  Topical  reports,  dealing  with  such  technical  matters  as  specifications,  testing  and  safety 
submitted  by  architect,  engineers  and  other  vendors. 

2.  Revisions,  modifications  and  amendments  to  topical  reports. 

3.  Correspondence  between  NRC  and  vendors  pertaining  to  the  review  of  submittals. 

indas,  summaries,  minutes  and  correspondence  pertinent  to  vendor  activities, 
•"--•lologies  and  design  criteria. 

ted  by  utilities  that  are  written  by  vendors  on  their  behalf  and  that 
cases,  see  the  categories  for  the  Docket  50  series. 
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WASTE  MGT  -  Nuclear  Waste  Management 

Tliis  category  is  topical  in  nature  and  contains  records  dealing  with  the  activities  of  the  NRC 
Division  of  Waste  Management.    Each  topic  has  been  assigned  a  number,  with  the  series  designated 
by  a  WM  prefix.    These  documents  deal  primarily  with  NRC's  interaction  with  DOE  and  its  future 
role  in  licensing  and  regulating  DOE  facilities  designed  for  the  disposal  of  high-level  waste  in 
geologic  repositories.    This  category  will  be  enlarged  later  to  include  records  dealing  with  low-level 
waste  issues  and  tasks.    The  documents  in  this  category  are: 

1.  Meeting  agenda  and  minutes  of  DOE/NRC  meetings  in  which  DOE  presents  information  on 
their  geological  exploration  program  to  identify  sites  for  nuclear  waste  repositories. 

2.  Briefings  by  DOE  on  research  being  conducted  on  spent  fuel  storage  and  nuclear  waste 
management. 

3.  Correspondence  pertaining  to  NRC's  advisory  role  in  providing  DOE  with  technical  assistance 
in  the  Waste  Isolation  Pilot  Plan  (WIPP)  for  burial  of  defense  wastes. 

4.  NRC  draft  staff  guides  for  developing  positions  on  the  content  and  format  of  environmental 
reports  for  geological  repositories. 

XPORTL1C  ~  Export  and  Import  Licenses 

This  category  contains  records  relating  to  the  issuance  of  licenses  to  export  or  import  nuclear 
facilities  and  materials.    Included  are: 

1.  License  applications  and  amendments  to  export  or  import  special  nuclear  material,  source 
material,  byproduct  material,  reactors,  nuclear  facility  components  or  reactor  materials. 

2.  Correspondence  between  NRC  and  applicant  or  licensee  pertaining  to  the  review  or  status 
of  a  pending  application  or  license  amendment. 

3.  Commission  letters  requesting  Executive  Branch  views. 

4.  Review  and  findings  of  the  Executive  Branch  on  whether  issuance  of  a  license  would  be 
inimical  to  U.S.  common  defense  and  security. 

5.  Correspondence  from  foreign  governments,  international  organizations,  and  members  of  the 
public. 

6.  Staff  position  papers  (SECY  series  code)  prepared  for  Commissioners  review  of  import  or 
export  licenses. 

7.  Filings  pursuant  to  hearing  requests  or  intervention  petitions,  if  any. 

8.  Hearing  records  and  decisions. 

9.  Memoranda  from  the  Office  of  the  Secretary  to  the  Executive  Director  for  Operations 
regarding  the  Commission  decision  on  issuance  of  a  proposed  license. 

10.     Licenses,  license  amendments  and  license  renewals  for  types  specified  in  item  1. 

NOTE:    For  transcripts  of  Commission  meetings  and  papers  submitted  for  Commissioner 
consideration  or  information,  see  10CFR  category. 
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